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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
Eondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1 979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meamngful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V . Licensing operators and related correspondence 



w. Decommissioning stage documents and correspondence 
X. Onsite low-level wastes storage 


Append A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report 


The principal elements of the entries in the list are: 


© P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to require 
that util provide Commission full disclosure of intended sources & environ consequences prior to 

issuing full power OL. 

( 4 ) SUGARMAN, R.J. (?) Sugarman, Denworth & Hellegers (?) 84/11/21 Q Denton, H. 
Office of Nuclear Reactor Regulation, Director 2pp. 27628:356:357 '^ 


(9) d) 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

11. This three-digit portion of this entry is the number of the frame on which this document ends. 


12 . 


If this space is blank, the document is available to the public only in the NRC Public Document Room, 171 7 H 
St N. W., Washington D C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


Docketed Items hst is arranged sequentially by Docket Number, category, and then by date of principal items 
ind^!^rf”f preceded by a dash are items that were submitted as enclosures to principal items. In general 

indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a’ 
formal report number, it will appear in the last Une of the item following entry 5. 

NONDOCKETED ITEMS 


lOCFR— Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 


vi 



I&E'— Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
WASTE RES — Waste Management Research Reports 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

( 7 ^ NUREG— NUREG Reports and Related Correspondence 

© ® 


8203090207' NUREG/CR-1672 V02 

^ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR«1376, NUREG/CR-1377, NUREG/CR-1397& 
,NUREG/CR-1608. 

(5)-STEVENS, C.A., FULLWOOD, R.A., BASIN. S.L. Science ApplicationGnc. 

FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 


© 


123 p. 

( 15 ) 


Avmlable at NRC. 


© 



A 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3 . NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 



14. This five-digit number is the NRC 48X microfiche designation. 


15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941 -8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 


Page 

Low Level Radwaste Disposal Sites — Docket 27 





27-010 

Beatty, NV, U.S. Ecology, Inc. 

1 

40-8102 

Exxon Co., USA, Houston, TX 

7 

27-047 

27-048 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8380 

Rocky Mountain Energy Co., 

Broomfield, CO 

8 

Richland, WA, U.S. Ecology, Inc. 

1 





40-8452 

Bear Creek Uranium Co., Casper, WY 

8 

Domestic Licensing of Source Material — Docket 40 




40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

8 

40-0672 



40-8511 

Cotter Corp., Golden, CO 

8 

Nuclear Metals, Inc., Concord, MA 

1 


40-0791 

United Technologies Corp., 

1 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

8 

40-1162 

East Hartford, CT 


40-8647 

Kerr-MGee Nuclear Corp., 

Oklahoma City, OK 

8 

Western Nuclear, Inc., Jeffrey City, WY 

2 


40-1341 

Tennessee Valley Authority, Chattanooga, TN 


40-8674 

Plateau Resources, Ltd,, Grand Junction, CO 

8 

2 

40-8675 

9 

40-1478 


Energy Fuels Nuclear, Inc., Denver, CO 

Kerr-McGee Oil Industries, 





Oklahoma City, OK 

2 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

9 

40-2061 

Kerr-McGee Chemical Corp., 

3 

40-8698 

Plateau Resources, Ltd., Grand 

9 


Oklahoma City, OK 



Junction, CO 


40-2259 

Pathfinder Mines Corp., Riverton, WY 

5 

40-8724 

Chemetron Corp., Chicago, IL 

9 

40-3392 

40-3453 

Allied Chemical Corp., Morristown, NJ 

5 

40-8728 

Teton Exploration Drilling Co., Inc., 

Casper, WY 

9 

Atlas Minerals, Inc., Denver, CO 

5 

40-8745 

9 

40-4492 

Ogle Petroleum, Inc., Casper, WY 

Federal-American Partners, 





Riverton, WY 

5 

40-8760 

Edlow International Co., Washington, DC 

9 

40-5293 

40-6500 

Northeastern Univ., Boston, MA 

5 

40-8768 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

10 

Energy, Dept, of, Canonsburg, PA 

5 



40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 


40-8781 

Teton Exploration Drilling Co., Inc., 

10 

5 


Casper, WY 


40-6659 

Getty Oil Co.-Petrotomics Co., 

5 

40-8783 

Uranerz USA, Inc., Casper, WY 

10 

40-6920 

Shirley Basin, WY 


40-8786 

Uranium Resources, Inc., Richardson, TX 

10 

Qualcorp, Phoenixville, PA 

5 


40-7308 

Kerr-McGee Corp., 


40-8794 

Molycorp, Inc., Los Angeles, CA 

10 


Oklahoma City, OK 

7 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

10 

40-7455 

Whittaker Metals, Los Angeles, CA 

7 

Domestic Licensing of Production and Utilization Facilities— 


40-7956 



Docket 50 



Vernitron Corp., Bedford, OH 

7 

50-2 

Univ. of Michigan Research Reactor 

11 

40-8027 

Kerr-McGee Nuclear Corp., 

7 



Oklahoma City, OK 


50-3 

Indian Point Station, Unit 1 

11 

40-8064 

Exxon Minerals Co., USA, Houston, TX 

7 

50-5 

Pennsylvania State Univ. Research Reactor 

11 

40-8084 

Rio Algom Corp,, Moab, UT 

7 

50-6 

Battelle Memorial Institute Research Reactor 

11 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-10 

Dresden Nuclear Power Station, Unit 1 

il 

50-243 

Oregon State Univ. Research Reactor 

34 

50-13 

Babcock & Wilcox Co. Critical Facility 

12 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

34 

50-14 

Battelle Memorial Institute Critical Facility 

13 

50-245 

Millstone Nuclear Power Station, Unit 1 

36 

50-18 

Vallecitos Boiling Water Reactor 

13 

50-247 

Indian Point Station, Unit 2 

38 

50-27 

Washington State Univ. Research Reactor 

13 

50-249 

Dresden Nuclear Power Station, Unit 3 

41 

50-29 

Yankee-Rowe Nuclear Power Station 

13 

50-250 

Turkey Point Plant, Unit 3 

43 

50-57 

State Univ. of New York Research Reactor 

14 

50-251 

Turkey Point Plant, Unit 4 

47 

50-62 

Univ. of Virginia Research Reactor 

14 

50-254 

Quad-Cities Station, Unit 1 

51 

50-70 

General Electric Test Reactor 

14 

50-255 

Palisades Nuclear Plant 

53 

50-83 

Univ. of Florida Training Reactor 

15 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

55 

50-87 

Westinghouse Critical Experiment 

15 

50-260 

Brow'ns Ferry Nuclear Power Station, Unit 2 

59 

50-89 

General Atomic Co. 

15 

50-261 

H. B. Robinson Plant, Unit 2 

62 

50-97 

Cornell Univ. Zero Power Reactor 

15 

50-262 

Brigham Young Univ. Research Reactor 

65 

50-112 

Univ. of Oklahoma Research Reactor 

15 

50-263 

Monticello Nuclear Generating Plant 

65 

50-116 

low'a State Univ. Research Reactor 

15 

50-264 

Dow Chemical Co. 

67 

50-123 

Univ. of Missouri Research Reactor 

16 

50-265 

Quad-Cities Station, Unit 2 

67 

50-133 

Humboldt Bay Power Plant, Unit 3 

16 

50-266 

Point Beach Nuclear Plant, Unit 1 

69 

50-142 

UCLA Training Reactor 

17 

50-267 

Fort St. Vrain Nuclear Generating Station 

71 

50-150 

Ohio State Univ. Research Reactor 

18 

50-269 

Oconee Nuclear Station, Unit 1 

73 

50-155 

Big Rock Point Nuclear Plant 

18 

50-270 

Oconee Nuclear Station, Unit 2 

75 

50-157 

Cornell Univ. Research Reactor 

20 

50-271 

Vermont Yankee Nuclear Power Station 

76 

50-163 

GA Technologies 

20 

50-272 

Salem Nuclear Generating Station, Unit 1 

78 

50-166 

Univ. of Maryland Research Reactor 

20 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

81 

50-182 

Purdue Univ. Research Reactor 

21 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

85 

50-184 

National Bureau of Standards Reactor 

21 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

86 

50-186 

Univ. of Missouri Research Reactor 

21 

50-280 

Surry Power Station, Unit 1 

88 

50-188 

Kansas State Univ. Research Reactor 

21 

50-281 

Surry Power Station, Unit 2 

90 

50-199 

Manhattan College Research Reactor 

21 

50-282 

Prairie Island Nuclear Station, Unit 1 

92 

50-206 

San Onofre Nuclear Station, Unit 1 

21 

50-285 

Fort Calhoun Station, Unit I 

94 

50-213 

Haddam Neck Plant 

25 

50-286 

Indian Point Station, Unit 3 

96 

50-219 

Oyster Creek Nuclear Power Plant 

28 

50-287 

Oconee Nuclear Station, Unit 3 

97 

50-220 

Nine Mile Point Nuclear Station, Unit I 

30 

50-288 

Reed College Research Reactor 

99 

50-224 

Univ. of California Research Reactor 

32 

50-289 

Three Mile Island Nuclear Station, Unit 1 

99 

50-225 

RPI Critical Experiment 

32 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

106 

50-237 

Dresden Nuclear Power Station, Unit 2 

32 

50-294 

Michigan State Univ. Research Reactor 

108 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-295 

Zion Nuclear Power Station, Unit 1 

108 

50-344 

Trojan Nuclear Plant 

199 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

no 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

202 

50-298 

Cooper Nuclear Station 

114 

50-348 

Jo.seph M. Farley Nuclear Plant, Unit 1 

205 

50-301 

Point Beach Nuclear Plant, Unit 2 

115 

50-352 

Limerick Generating Station, Unit 1 

207 

50-302 

Crystal River Nuclear Plant, Unit 3 

118 

50-353 

Limerick Generating Station, Unit 2 

213 

50-304 

Zion Nuclear Power Station, Unit 2 

120 

50-354 

Hope Creek Nuclear Station, Unit I 

217 

50-305 

Kewaunee Nuclear Power Plant 

122 

50-355 

Hope Creek Nuclear Station, Unit 2 

219 

50-306 

Prairie Island Nuclear Station, Unit 2 

124 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

219 

50-309 

Maine Yankee Atomic Power Plant 

126 

50-360 

Battelle Memorial Institute Critical Facility 

220 

50-3 1 1 

Salem Nuclear Generating Station, Unit 2 

128 

50-361 

San Onofre Nuclear Station, Unit 2 

220 

50-312 

Rancho Seco Nuclear Generating Station 

131 

50-362 

San Onofre Nuclear Station, Unit 3 

222 

50-313 

Arkansas Nuclear One, Unit 1 

134 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

224 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

135 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

227 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

138 

50-368 

Arkansas Nuclear One, Unit 2 

229 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

141 

50-369 

William B. McGuire Nuclear Station, Unit 1 

231 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

143 

50-370 

William B. McGuire Nuclear Station, Unit 2 

233 

50-320 

Three Mile Island Nuclear Station, Unit 2 

145 

50-372 

Atlantic Richfield Co. 

235 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

148 

50-373 

LaSalle County Station, Unit 1 

235 

50-322 

Shoreham Nuclear Power Station 

151 

50-374 

LaSalle County Station, Unit 2 

237 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

162 

50-375 

Nuclear Examination Reactor 

239 

50-324 

Brunswick Steam Electric Plant, Unit 2 

165 

50-382 

Waterford Generating Station, Unit 3 

239 

50-325 

Brunswick Steam Electric Plant, Unit 1 

168 

50-387 

Susquehanna Steam Electric Station, Unit 1 

243 

50-326 

Univ. of California at Irvine Research Reactor 

171 

50-388 

Susquehanna Steam Electric Station, Unit 2 

245 

50-327 

Sequoyah Nuclear Plant, Unit 1 

171 

50-389 

St. Lucie Plant, Unit 2 

248 

50-328 

Sequoyah Nuclear Plant, Unit 2 

173 

50-390 

Watts Bar Nuclear Plant, Unit 1 

250 

50-329 

Midland Plant, Unit 1 

176 

50-391 

Watts Bar Nuclear Plant, Unit 2 

253 

50-330 

Midland Plant, Unit 2 

178 

50-394 

California State Polytechnic College 


50-331 

Duane Arnold Energy Center 

180 


Research Reactor 

255 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

183 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

256 

50-334 

Beaver Valley Power Station, Unit 1 

184 

50-396 

Univ. of Virginia CAVALIER Reactor 

258 

50-335 

St. Lucie Plant, Unit 1 

187 

50-397 

WPPSS Nuclear Project, Unit 2 

258 

50-336 

Millstone Nuclear Power Station, Unit 2 

189 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

261 

50-338 

North Anna Power Station, Unit 1 

191 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

265 

50-339 

North Anna Power Station, Unit 2 

193 

50-407 

Univ. of Utah Research Reactor 

266 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

196 

50-409 

La Crosse Boiling Water Reactor 

266 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

268 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

355 

50-412 

Beaver Valley Power Station, Unit 2 

271 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

356 

50-413 

Catawba Nuclear Station. Unit 1 

273 

50-513 

WPPSS Nuclear Project, Unit 4 

357 

50-414 

Catawba Nuclear Station, Unit 2 

279 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

357 

50-416 

Grand Gulf Nuclear Station. Unit 1 

283 

50-522 

Skagit Nuclear Power Project, Unit 1 

357 

50-417 

Grand Gulf Nuclear Station, Unit 2 

287 

50-523 

Skagit Nuclear Power Project, Unit 2 

357 

50-423 

Millstone Nuclear Power Station, Unit 3 

289 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

358 

50-424 

Vogtle Electric Generating Plant 

291 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

366 

50-425 

Vogtle Electric Generating Plant 

295 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

374 

STN-50-437 

Floating Nuclear Plant 

298 

50-537 

Clinch River Breeder Reactor 

381 

50-438 

Bellefonte Nuclear Plant, Unit I 

299 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

381 

50-439 

Bellefonte Nuclear Plant, Unit 2 

301 

STN-50-547 

Marble Hill Nuclear Station. Unit 2 

382 

50-440 

Perry Nuclear Power Plant. Unit 1 

303 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

382 

50-441 

Perry Nuclear Power Plant. Unit 2 

305 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

382 

50-443 

Seabrook Nuclear Station. Unit 1 

308 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

382 

50-444 

Seabrook Nuclear Station, Unit 2 

310 

STN-50-599 

Carroll Facility I 

382 

50-445 

Comanche Peak Steam Electric Station 

311 

STN-50-600 

Carroll Facility 11 

382 

50-446 

Comanche Peak Steam Electric Station 

318 

50-601 

RESAR SP/90 

383 

STN-50-447 

GESSAR-238 

324 

50-602 

Texas, Univ. of 

383 

STN-50-454 

Byron Station, Unit I 

325 

Domestic Licensing of Special Nuclear Material — Docket 70 


STN-50-455 

Byron Station, Unit 2 

328 

70-0025 

Rockwell International Corp., 

Canoga Park, CA 

384 

STN-50-456 

Braidwood Station, Unit I 

330 

70-0027 

Babcock & Wilcox Co.. Lynchburg, VA 

384 

STN-50-457 

Braidwood Station, Unit 2 

332 

70-0084 

Iowa State Univ., Ames, lA 

384 

50-458 

River Bend Station, Unit 1 

334 

70-0113 

Pennsylvania State Univ., 

384 

50-459 

River Bend Station, Unit 2 

339 


University Park, PA 


50-460 

WPPSS Nuclear Project, Unit 1 

340 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

384 

50-461 

Clinton Power Station, Unit 1 

341 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

384 

STN-50-470 

CESSAR System 80 

343 

70-0341 

Maine, Univ. of, Orono, ME 

385 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

344 

70-0371 

UNC Naval Products, Inc., Uncasville, CT 

385 

STN-50-482 

Wolf Creek Generating Station 

345 

70-0698 

70-0710 

Westinghouse Electric Corp., Pittsburgh, PA 
Merrimack College, North Andover, MA 

385 

385 

STN-50-483 

Callaway Plant, Unit I 

349 

70-0712 

Kerr-McGee Nuclear Corp., 


50-496 

Montague Nuclear Power Station, Unit 1 

352 


Oklahoma City, OK 

385 

50-497 

Montague Nuclear Power Station, Unit 2 

352 

70-0734 

GA Technologies, Inc., San Diego, CA 

387 

STN-50-498 

South Texas Project, Unit 1 

352 

70-0754 

General Electric Co., Pleasanton, CA 

387 

STN-50-499 

South Texas Project, Unit 2 

354 

70-0820 

United Nuclear Corp., 

Wood River Junction, RI 

387 
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70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

387 

70-301 i 

Public Service Electric Gas Co., Newark, NJ 

391 

70-0925 

Kerr-McGee Nuclear Corp., 


Packaging of Radioactive Material for Transport and 



Oklahoma City, OK 

387 

Transportation of Radioactive Material Under Certain 





Conditions 

— Docket 71 


70-1007 

General Electric Co., San Jose, CA 

388 

71-0004 

General Electric Co. 

391 

70-1100 

Combustion Engineering, Inc., Windsor, CT 

388 

71-0010 

GAMMA Industries 

391 

70-1113 

General Electric Co., Wilmington, NC 

388 

71-0028 

Borg-Warner Corp. 

391 

70-1 151 

WestinghoLise Electric Corp., Pittsburgh, PA 

388 






71-0059 

General Electric Co. 

391 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

389 

71-0067 

Medi-Physics, Inc. 

392 

70-1257 

Exxon Nuclear Co., Inc., Richland, WA 

389 






71-0085 

Navy, Dept, of 

392 

70-1308 

General Electric Co., San Jose, CA 

389 

71-0092 

Eastman Kodak Co. 

392 

70-1334 

AVCO Everett Research Laboratory, Inc., 






Everett, MA 

389 

71-0161 

Curtiss-Wright Corp. 

392 

70-1359 

IRT Corp., San Diego, CA 

389 

71-0167 

Finlay Testing Laboratories 

392 

70-1362 

Hahnemann Medical College & Hospital, 


71-0197 

Bethlehem Steel Corp. 

392 


Philadelphia, PA 

389 



70-1494 

Hartford Hospital, Hartford, CT 

389 

71-0201 

Duralloy Blaw-Knox, Inc. 

392 

70-1621 

Duquesne Light Co., Pittsburgh, PA 

389 

71-0226 

New York, State Univ. of 

392 

70-1941 

Passaic General Hospital, Passaic, NJ 

390 

71-0228 

Capital X-Ray Service 

392 

70-2479 

Transnuclear, Inc., Falls Church, VA 

390 

71-0236 

American Airlines, Inc. 

392 

70-2564 

Riverside General Hospital, Secaucus, NJ 

390 

71-0241 

United Nuclear Corp. 

392 

70-2738 

Edlow International Co,, Washington, DC 

390 

71-0243 

Transeastern Inspection, Inc. 

392 

70-2749 

Griffin Hospital, Derby, CT 

390 

71-0246 

Inspection Services Corp. 

393 

70-2881 

Bethesda Lutheran Hospital, St. Paul, MN 

390 

71-0261 

Navy, Dept, of 

393 

70-2910 

Tennessee Valley Authority, Chattanooga, TN 

390 

71-0263 

Yuba Heat Transfer Corp. 

393 

70-2928 

Tennes.see Valley Authority, Chattanooga, TN 

390 

71-0268 

Navy, Dept, of 

393 

70-2946 

Louisiana Power & Light Co., 

New Orleans, LA 

390 

71-0274 

71-0285 

Navy, Dept, of 

393 


Bell Geophysics 

393 

70-2949 

Arizona Public Service Co., Phoenix, AZ 

390 

71-0287 

Carson Non-Destructive Testing 

393 

70-2953 

Connecticut, Univ. of, Storrs, CT 

390 

71-0306 

Snyder Drilling & Well Servicing 

393 

70-2955 

Edlow International Co., Washington, DC 

391 

71-0309 

Worthington Pump Corp. (USA) 

393 

70-2960 

Kansas Gas & Electric Co., Wichita, KS 

391 

71-0316 

Mason &. Hanger-Silas Mason Co., Inc. 

393 

70-2968 

Cleveland Electric Illuminating Co., 






Cleveland, OH 

391 

71-0319 

General Testing & Inspection Co. 

393 

70-2984 

Arizona Public Service Co., Phoenix, AZ 

391 

71-0333 

Alabama Power Co. 

393 

70-2985 

Duke Power Co., Charlotte, NC 

391 

71-0339 

Wisconsin Centrifugal, Inc. 

393 

70-2992 

Northeastern Univ., Boston, MA 

391 

71-0346 

Public Service Co. of Colorado 

394 

70-2998 

Gulf States Utilities Co., Beaumont, TX 

391 

71-0503 

Penn Inspection Co. 

394 

70-3000 

Commonwealth Edison Co., Chicago, IL 

391 

71-0524 

Radiation Sterilizers, Inc. 

394 
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71-4986 

Model: RA-2, RA-3, RA-J General 

Electric Co. 

394 

71-9019 

Model BU-7, General Electric Co. 

396 

71-5086 

Model: UNC-2600, United Nuclear Corp. 

394 

71-9035 

Model: 680 & 680E, Technical 

Operations, Inc. 

396 

71-5607 

Model: T-2. Energy, Dept, ol' 

394 

71-9039 

Model: 715, Technical Operations, Inc. 

396 

71-5608 

Model: BR 63-0101, Energy, Dept, of 

394 

71-9044 

Model: GE-I600, General Electric Co. 

397 

71-5814 

Model: NRBK-41, -42 & -43, Energy, 

Dept, of 

394 

71-9071 

71-9073 

, Model: AP-101, ANEFCO, Inc. 

397 



Model: OH- 142, Series & NUS 10-135, 

397 

71-5874 

Model: WAPD-40, Energy, Dept, of 

394 


Nuclear Packaging, Inc. 

71-5875 

Model: WAPD-39 & NRBK~44, Energy. 

Dept, of 

394 

71-9079 

Model: HN-100, Series 2 & 2A, Hittman 

397 



Nuclear & Development Corp. 

71-5916 

71-5926 

Model: 2501, Monsanto Research Corp. 

394 

71-9080 

Model: HN-600, NUPAC 7-100 & CNS 7-100, 
Hittman Nuclear & Development Corp. 

397 

Model: GE-100, General Electric Co. 

394 






71-9086 

Model: HN-100, Series 1, Hittman Nuclear Sc 

397 

71-5939 

Model: GE-1500, General Electric Co. 

395 


Development Corp. 

71-5942 

71-5950 

Model: GE-700, General Electric Co. 

395 

71-9089 

Model; HN-IOOS, Hittman Nuclear Sc 
Development Corp. 

397 

Model: BCL-4. Battelle Columbus Laboratory 

395 



71-5957 



71-9094 

Model: CNS 14-195-H, Chem-Nuclear 

397 

Model: BMI-1, Battelle Columbus Laboratory 

395 


Systems, Inc. 

71-5971 

Model: GE-200, General Electric Co. 

395 

71-9103 

Model: NLI-6502, Nuclear A.ssurance Corp. 

397 

71-5980 

Model; GE-600, General Electric Co. 

395 

71-9111 

Model: CNS 6-80-2 Sc CNS 6~80~2A, 

397 





Chem-Nuclear Systems, Inc. 


71-6003 

Model: M-130, Energy, Dept, of 

395 

71-9132 

Model: T-3, Energy, Dept, of 

397 

71-6166 

Model: 0.5T, Energy, Dept, of 

395 

71-9137 

Model: 820, Technical Operations, Inc. 

397 

71-6280 

Model: A-0109, J.L. Shephard & Associates 

395 

71-9151 

Model: HN-100 Series 3, Hittman Nuclear Sc 

397 

71-6346 

Model: FSV-1, GA Technologies, Inc. 

395 


Development Corp. 


71-6478 

Model: 4T, Energy, Dept, of 

396 

71-9156 

Model: IR-50, Industrial Nuclear Co. 

398 

71-6574 

Model: HN-200, Hittman Nuclear & 

Development Corp. 

396 

71-9180 

Model: 500-SU-OP, Automation Industries, 

Inc. 

398 

71-6601 

Model: CNS 8-120, Chem-Nuclear 

396 

71-9183 

Model: NAC-1, Nuclear Assurance Corp. 

398 


Systems, Inc. 

71-9185 

Model: OP- 100, Industrial Nuclear Co. 

398 

71-6639 

Model: MH-IA, Energy, Dept, of 

396 

71-9192 

Model: AP-300, ANEFCO, Inc. 

398 

71-6642 

Model: 4. 5 Ton CF, Energy, Dept, of 

396 

71-9195 

Model: 2000, General Electric Co. 

398 

71-6771 

Model: SN-1, Metropolitan Edison Co. 

396 

71-9200 

Model: 9200, Nuclear Packaging, Inc. 

398 

71-9001 

Model: IF-300, General Electric Co. 

396 

71-9781 

Model: M-160, Energy, Dept, of 

398 

71-9006 

Model: 500-SU, Automation Industries, Inc. 

396 

71-9860 

Model: DT-14A, Energy, Dept, of 

398 

71-9007 

Model: 520, Automation Industries, Inc. 

396 
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71-9010 

Model: NLI-1/2, NL Industries, Inc. 

396 

72-0001 

Morris Operations, General Electric Co. 

398 
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Low Level Radwaste Disposal Sites — Docket 27 


Nuclear Metals, Inc., Concord, MA 

40-0672 

1 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 

Beatty, NV, U. S. Ecology, Inc. 

27-010 

1 

Pathfinder Mines Corp., Riverton, WY 

40-2259 

5 

Richland, WA, U.S. Ecology, Inc. 

27-048 

1 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

5 

Domestic Licensing of Source Material — 

Docket 40 


Plateau Resources, Ltd., Grand 

40-8674 

8 




Junction, CO 



Allied Chemical Corp., Morristown, NJ 

40-3392 

5 







Plateau Resources, Ltd., Grand 

40-8698 

9 

Atlas Minerals, Inc., Denver, CO 

40-3453 

5 

Junction, CO 



Bear Creek Uranium Co., Casper, WY 

40-8452 

8 

Qualcorp, Phoenixville, PA 

40-6920 

5 

Chemetron Corp., Chicago, IL 

40-8724 

9 

Rio Algom Corp., Moab, UT 

40-8084 

7 

Cotter Corp., Golden, CO 

40-8511 

8 

Rocky Mountain Energy Co., 

40-8380 

8 




Broomfield, CO 



Edlow International Co., Washington, DC 

40-8760 

9 







Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8675 

9 







Teton Exploration Drilling Co., Inc. 

40-8728 

9 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

9 

Casper, WY 



Energy, Dept, of, Canonsburg, PA 

40-6500 

5 

Teton Exploration Drilling Co., Inc. 

40-8781 

10 




Casper, WY 



Exxon Co., USA, Houston, TX 

40-8102 

7 







Union Carbide Corp., Grand Junction, CO 

40-0299 

I 

Exxon Minerals Co., USA, Houston, TX 

40-8064 

7 







United Technologies Corp., 

40-0791 

1 

Federal-American Partners, Riverton, WY 

40-4492 

5 

East Hartford, CT 



Getty Oil Co.-Petrotomics Co., 

40-6659 

5 

Uranerz USA, Inc., Casper, WY 

40-8783 

10 

Shirley Basin, WY 









Uranium Resources, Inc., Richardson, TX 

40-8786 

10 

Kerr-McGee Chemical Corp., 

40-2061 

3 




Oklahoma City, OK 



Vernitron Corp., Bedford, OH 

40-7956 

7 

Kerr-McGce Chemical Corp., 

40-7308 

7 

Western Nuclear, Inc., Jeffrey City, WY 

40-1 162 

2 

Oklahoma City, OK 









Whittaker Metals, Los Angeles, CA 

40-7455 

7 

Kerr-McGee Nuclear Corp., 

40-8027 

4 




Oklahoma City, OK 



Wyoming Fuel Co., Lakewood, CO 

40-8829 

10 

Kerr-McGee Nuclear Corp., 

40-8647 

8 

Wyoming Mineral Corp., Lakewood, CO 

40-8502 

8 

Oklahoma City, OK 









Domestic Licensing of Production and Utilization Facilities — 


Kerr-McGee Nuclear Corp., 

40-8768 

10 

Docket 50 



Oklahoma City, OK 









Arkansas Nuclear One, Unit 1 

50-313 

134 

Kerr-McGee Oil Industries, 

40-1478 

2 




Oklahoma City, OK 



Arkansas Nuclear One, Unit 2 

50-368 

229 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

8 

Atlantic Richfield Co. 

50-372 

235 

Molycorp, Inc., Los Angeles, CA 

40-8794 

10 

Babcock & Wilcox Co. Critical Facility 

50-13 

12 

Northeastern Univ., Boston, MA 

40-5293 

5 

Battelle Memorial Institute Critical Facility 

50-360 

220 


XV 



Docket Name 


Page 

Docket Name 


Page 

Battelle Memorial Institute Critical Facility 

50-14 

13 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

81 

Battel le Memorial institute Research Reactor 

50-6 

11 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

162 

Beaver Valley Pow'er Station, Unit 1 

50-334 

184 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

135 

Beaver Valley Power Station, Unit 2 

50-412 

271 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

138 

Bellefonte Nuclear Plant, Unit 1 

50-438 

299 

Dow Chemical Co. 

50-264 

67 

Bellefonte Nuclear Plant, Unit 2 

50-439 

301 

Dresden Nuclear Power Station, Unit 1 

50-10 

11 

Big Rock Point Nuclear Plant 

50-155 

18 

Dresden Nuclear Power Station, Unit 2 

50-237 

32 

Braidwood Station, Unit 1 

STN-50-456 

330 

Dresden Nuclear Power Station, Unit 3 

50-249 

41 

Braidwood Station, Unit 2 

STN-50-457 

332 

Duane Arnold Energy Center 

50-331 

180 

Brigham Young Univ. Research Reactor 

50-262 

65 

Edwin L Hatch Nuclear Plant, Unit 1 

50-32 1 

148 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

55 

Edwin 1. Hatch Nuclear Plant, Unit 2 

50-366 

227 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

59 

Enrico Fermi Atomic Power Plant, Unit 2 

50-34 1 

196 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

110 

Floating Nuclear Plant 

STN-50-437 

298 

Brunswick Steam Electric Plant, Unit 1 

50-325 

168 

Fort Calhoun Station, Unit 1 

50-285 

94 

Brunswick Steam Electric Plant, Unit 2 

50-324 

165 

Fort St. Vrain Nuclear Generating Station 

50-267 

71 

Byron Station, Unit 1 

STN-50-454 

325 

GA Technologies 

50-163 

20 

Byron Station, Unit 2 

STN-50-455 

328 

General Atomic Co. 

50-89 

15 

California State Polytechnic College 

50-394 

255 

General Electric Test Reactor 

50-70 

14 

Research Reactor 






Callaway Plant, Unit 1 

STN-50-483 

349 

GESSAR-238 

STN-50-447 

324 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

141 

Grand Gulf Nuclear Station, Unit 1 

50-416 

283 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

143 

Grand Gulf Nuclear Station, Unit 2 

50-417 

287 

Carroll Facility I 

STN-50-599 

382 

H. B. Robinson Plant, Unit 2 

50-261 

62 

Carroll Facility II 

STN-50-600 

382 

Haddam Neck Plant 

50-213 

25 

Catawba Nuclear Station, Unit 1 

50-413 

273 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

357 

Catawba Nuclear Station, Unit 2 

50-414 

279 

Hope Creek Nuclear Station, Unit 1 

50-354 

217 

CESSAR System 80 

STN-50-470 

343 

Hope Creek Nuclear Station, Unit 2 

50-355 

219 

Clinch River Breeder Reactor 

50-537 

381 

Humboldt Bay Power Plant, Unit 3 

50-133 

16 

Clinton Power Station, Unit ! 

50-461 

341 

Indian Point Station, Unit 1 

50-3 

11 

Comanche Peak Steam Electric Station 

50-446 

318 

Indian Point Station, Unit 2 

50-247 

38 

Comanche Peak Steam Electric Station 

50-445 

311 

Indian Point Station, Unit 3 

50-286 

96 

Cooper Nuclear Station 

50-298 

114 

Iowa State Univ. Research Reactor 

50-116 

15 

Cornell Univ. Research Reactor 

50-157 

20 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

183 

Cornell Univ. Zero Power Reactor 

50-97 

15 

Joseph M, Farley Nuclear Plant, Unit 1 

50-348 

205 

Crystal River Nuclear Plant, Unit 3 

50-302 

118 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

224 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

202 

Kansas State Univ. Research Reactor 

50-188 

21 


XVI 
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Docket Name 


Page 

Kewaunee Nuclear Power Plant 

50-305 

122 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

85 

La Crosse Boiling Water Reactor 

50-409 

266 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

86 

LaSalle County Station, Unit 1 

50-373 

235 

Penn.sylvania State Univ. Research Reactor 

50-5 

11 

LaSalle County Station, Unit 2 

50-374 

237 

Perry Nuclear Power Plant, Unit I 

50-440 

303 

Limerick Generating Station, Uni 1 

50-352 

207 

Perry Nuclear Power Plant, Unit 2 

50-441 

305 

Limerick Generating Station, Unit 2 

50-353 

213 

Phipps Bend Nuclear Station, Unit ! 

STN-50-553 

382 

Maine Yankee Atomic Power Plant 

50-309 

126 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

382 

Manhattan College Research Reactor 

50-199 

21 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

106 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

381 

Pilgrim Nuclear Power Station, Unit 2 

50-47 1 

344 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

382 

Point Beach Nuclear Plant, Unit 1 

50-266 

69 

Michigan State Univ. Research Reactor 

50-294 

108 

Point Beach Nuclear Plant, Unit 2 

50-301 

115 

Midland Plant, Unit 1 

50-329 

176 

Prairie Island Nuclear Station, Unit 1 

50-282 

92 

Midland Plant, Unit 2 

50-330 

178 

Prairie Island Nuclear Station, Unit 2 

50-306 

124 

Millstone Nuclear Power Station, Unit 1 

50-245 

36 

Purdue Univ. Research Reactor 

50-182 

21 

Millstone Nuclear Power Station, Unit 2 

50-336 

189 

Quad-Cities Station, Unit 1 

50-254 

51 

Millstone Nuclear Power Station, Unit 3 

50-423 

289 

Quad-Cities Station, Unit 2 

50-265 

67 

Montague Nuclear Power Station, Unit 1 

50-496 

352 

Rancho Seco Nuclear Generating Station 

50-312 

131 

Montague Nuclear Power Station, Unit 2 

50-497 

352 

Reed College Research Reactor 

50-288 

99 

Monticello Nuclear Generating Plant 

50-263 

65 

RESAR SP/90 

50-601 

383 

National Bureau of Standards Reactor 

50-184 

21 

River Bend Station, Unit 1 

50-458 

334 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

30 

River Bend Station, Unit 2 

50-459 

339 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

268 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

34 

North Anna Power Station, Unit 1 

50-338 

191 

RPI Critical Experiment 

50-225 

32 

North Anna Power Station, Unit 2 

50-339 

193 

Salem Nuclear Generating Station, Unit 1 

50-272 

78 

Nuclear Examination Reactor 

50-375 

239 

Salem Nuclear Generating Station, Unit 2 

50-311 

128 

Oconee Nuclear Station, Unit 1 

50-269 

73 

San Onofre Nuclear Station, Unit 1 

50-206 

21 

Oconee Nuclear Station, Unit 2 

50-270 

75 

San Onofre Nuclear Station, Unit 2 

50-361 

220 

Oconee Nuclear Station, Unit 3 

50-287 

97 

San Onofre Nuclear Station, Unit 3 

50-362 

222 

Ohio State Univ. Research Reactor 

50-150 

18 

Seabrook Nuclear Station, Unit 1 

50-443 

308 

Oregon State Univ. Research Reactor 

50-243 

34 

Seabrook Nuclear Station, Unit 2 

50-444 

310 

Oyster Creek Nuclear Power Plant 

50-219 

28 

Sequoyah Nuclear Plant, Unit 1 

50-327 

171 

Pali.sades Nuclear Plant 

50-255 

53 

Sequoyah Nuclear Plant, Unit 2 

50-328 

173 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

358 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

261 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

366 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

265 

Palo Verde Nuclear Station, Unit 3 

STN -50-530 

374 

Shoreham Nuclear Power Station 

50-322 

151 
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Page 

Skagit Nuclear Power Project, Unit 1 

50-522 

357 

Waterford Generating Station, Unit 3 

50-382 

239 

Skagit Nuclear Power Project, Unit 2 

50-523 

357 

Watts Bar Nuclear Plant, Unit 1 

50-390 

250 

South Texas Project, Unit I 

STN-50-498 

352 

Watts Bar Nuclear Plant, Unit 2 

50-391 

253 

South Texas Project, Unit 2 

STN-50-499 

354 

Westinghouse Critical Experiment 

50-87 

15 

St. Lucie Plant, Unit 1 

50-335 

187 

William B. McGuire Nuclear Station, Unit 1 

50-369 

231 

St. Lucie Plant, Unit 2 

50-389 

248 

William B. McGuire Nuclear Station, Unit 2 

50-370 

233 

State Univ. of New York Re,search Reactor 

50-57 

14 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

219 

Surry Power Station, Unit 1 

50-280 

88 

Wolf Creek Generating Station 

STN-50-482 

345 

Surry Power Station, Unit 2 

50-281 

90 

WPPSS Nuclear Project, Unit 1 

50-460 

340 

Susquehanna Steam Electric Station, Unit 1 

50-387 

243 

WPPSS Nuclear Project, Unit 2 

50-397 

258 

Susquehanna Steam Electric Station, Unit 2 

50-388 

245 

WPPSS Nuclear Project, Unit 3 

STN-50-5()8 

355 

Texas, Univ. of 

50-602 

383 

WPPSS Nuclear Project, Unit 4 

50-513 

357 

Three Mile Island Nuclear Station, Unit 1 

50-289 

99 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

356 

Three Mile Island Nuclear Station, Unit 2 

50-320 

145 

Yankee-Rowe Nuclear Power Station 

50-29 

13 

Trojan Nuclear Plant 

50-344 

199 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

382 

Turkey Point Plant, Unit 3 

50-250 

43 

Zion Nuclear Power Station, Unit 1 

50-295 

108 

Turkey Point Plant, Unit 4 

50-251 

47 

Zion Nuclear Power Station, Unit 2 

50-304 

120 

UCLA Training Reactor 

50-142 

17 

Domestic Licensing of Special Nuclear Material 

1 — Docket 70 


Univ. of California at Irvine Research Reactor 

50-326 

171 

Arizona Public Service Co., 

70-2984 

391 

Univ. of California Research Reactor 

50-224 

32 

■ Phoenix, AZ 



Univ. of Florida Training Reactor 

50-83 

15 

Arizona Public Service Co., Phoenix, AZ 

70-2949 

390 

Univ. of Maryland Research Reactor 

50-166 

20 

AVCO Everett Research Laboratory, Inc., 
Everett, MA 

70-1334 

389 

Univ. of Michigan Research Reactor 

50-2 

11 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

384 

Univ. of Missouri Research Reactor 

50-123 

16 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

384 

Univ. of Missouri Research Reactor 

50-186 

21 

Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

387 

Univ. of Oklahoma Research Reactor 

50-112 

15 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

389 

Univ. of Utah Research Reactor 

50-407 

266 

Bethesda Lutheran Hospital, St. Paul, MN 

70-2881 

390 

Univ. of Virginia CAVALIER Reactor 

50-396 

258 

Cleveland Electric Illuminating Co. , 

70-2968 

391 

Univ. of Virginia Research Reactor 

50-62 

14 

Cleveland, OH 



Vallecitos Boiling Water Reactor 

50-18 

13 

Combustion Engineering, Inc., Windsor, CT 

70-1 100 

388 

Vermont Yankee Nuclear Power Station 

50-271 

76 

Commonwealth Edison Co., Chicago, IL 

70-3000 

391 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

256 

Connecticut, Univ. Of, Storrs, CT 

70-2953 

390 

Vogtle Electric Generating Plant 

50-424 

291 

Duke Power Co., Charlotte, NC 

70-2985 

391 

Vogtle Electric Generating Plant 

50-425 

295 

Duquesne Light Co., Pittsburgh, PA 

70-1621 

389 

Washington State Univ. Research Reactor 

50-27 

13 

Ediow International Co., Washington, DC 

70-2738 

390 
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Edlow International Co., Washington, DC 

70-2955 

391 

United Nuclear Corp., 

70-0820 

387 




Wood River Junction, RI 



Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

389 

Westinghouse Electric Corp., 

70-0698 

385 

GA Technologies, Inc., San Diego, CA 

70-0734 

387 

Pittsburgh, PA 



General Electric Co., Pleasanton, CA 

70-0754 

387 

We.stinghouse Electric Corp., Pittsburgh, PA 

70-1151 

388 

Genera! Electric Co., San Jose, CA 

70-1007 

388 







Packaging of Radioactive Material for Transport and 


General Electric Co., San Jose, CA 

70-1308 

389 

Transportation of Radioactive Material Under Certain 





Conditions — Docket 71 



General Electric Co., Wilmington, NC 

70-1113 

388 

Alabama Power Co. 

71-0333 

393 

Griffin Hospital, Derby, CT 

70-2749 

390 

American Airlines, Inc. 

71-0236 

392 

Gulf States Utilities Co., Beaumont, TX 

70-2998 

391 

Bel! Geophysics 

71-0285 

393 

Hahnemann Medical College Si Hospital, 

70-1362 

389 




Philadelphia, PA 



Bethlehem Steel Corp. 

71-0197 

392 

Hartford Hosptiai, Hartford, CT 

70-1494 

389 

Borg-Warner Corp. 

71-0028 

391 

Iowa State Univ., Ames, I A 

70-0084 

384 

Capital X-Ray Service 

71-0228 

392 

IRT Corp., San Diego, CA 

70-1359 

389 

Carson Non-Destructive Testing 

71-0287 

393 

Kansas Gas & Electric Co., 

70-2960 

391 

Curtiss-Wright Corp. 

71-0161 

392 

Wichita, KS 



Duralloy Blaw-Knox, Inc. 

71-0201 

392 

Kerr-McGee Nuclear Corp., 

70-0925 

387 




Oklahoma City, OK 



Eastman Kodak Co. 

71-0092 

392 

Kerr-McGee Nuclear Corp,, 

Oklahoma City, OK 

70-0712 

385 

Finlay Testing Laboratories 

71-0167 

392 



Gamma Industries 

71-0010 

391 

Louisiana Power Sc Light Co., 

70-2946 

390 




New Orleans, LA 



General Electric Co. 

71-0004 

391 

Maine, Univ. of, Orono, ME 

70-0341 

385 

General Electric Co. 

71-0059 

391 

Merrimack College, North Andover, MA 

70-0710 

385 

General Testing & Inspection Co. 

71-0319 

393 

Northea, stern Univ., Boston, MA 

70-2992 

391 

Inspection Services Corp. 

71-0246 

393 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

384 

MavSon & Hanger-Si las Mason Co., Inc. 

71-0316 

393 

Passaic General Hospital, Passaic, NJ 

70-1941 

390 

Medi-Physics, Inc. 

71-0067 

392 

Pennsylvania State Univ,, University 

70-0113 

384 

Model; 0. 5T, Energy, Dept, of 

71-6166 

395 

Park, PA 



Model: 2000, General Electric Co. 

71-9195 

398 

Public Service Electric Gas Co., 

70-3011 

391 




Newark, NJ 



Model: 2501, Monsanto Research Corp. 

71-5916 

394 

Riverside General Hospital, 

70-2564 

390 

Model: 4. 5 Ton CF, Energy, Dept, of 

71-6642 

396 

Secaucus, NJ 



Model: 4T, Energy, Dept, of 

71-6478 

396 

Rockwell International Corp., 

70-0025 

384 




Canoga Park, CA 



Model: 500-SU, Automation Industries, Inc. 

71-9006 

396 

Tennessee Valley Authority, 

70-2928 

390 

Model: 500-SU-OP, Automation Industries, 

71-9180 

398 

Chattanooga, TN 



Inc. 



Tennessee Valley Authority, 

Chattanooga, TN 

70-2910 

390 

Model: 520, Automation Industries, Inc. 

71-9007 

396 



Model: 680 & 680E Technical 

71-9035 

396 

Transnuclear, Inc., Falls Church, VA 

70-2479 

390 

Operations, Inc. 



UNC Naval Products, Inc., Uncasville, CT 

70-0371 

385 

Model: 715, Technical Operations, Inc. 

71-9039 

396 
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Model: 820, Technical Operations, Inc. 

71-9137 

397 

Model: M-i60, Energy, Dept, of 

71-9781 

398 

Model: 9200, Nuclear Packaging, Inc. 

71-9200 

398 

Model: MH-IA, Energy, Dept, of 

71-6639 

396 

Model: A-0109, J.L. Shephard & Associates 

71-6280 

395 

Model; NAC-1, Nuclear Assurance Corp. 

71-9183 

398 

Model: AP-lOl, ANEFCO, Inc. 

71-9071 

397 

Model: NLI-1/2, NL Industries, Inc. 

71-9010 

396 

Model: AP-300, ANEFCO, Inc. 

71-9192 

398 

Model: NLI-6502, Nuclear Assurance Corp. 

71-9103 

397 

Model: BCL-4. Battelle Columbus Laboratory 

71-5950 

395 

Model: NRBK-41, -42 & -43, Energy, 

71-5814 

394 




Dept, of 



Model: BMI-1, Battelle Columbus 

71-5957 

395 




Laboratory 



Model: OH-142 Series & NUS 10-135, 

71-9073 

397 




Nuclear Packaging, Inc. 



Model: BR 63-0101, Energy, Dept, of 

71-5608 

394 







Model: OP-100, Industrial Nuclear Co. 

71-91 85 

398 

Model: BU-7, General Electric Co. 

71-9019 

396 







Model: RA-2, RA-3, RA-J, General 

71-4986 

394 

Model: CNS 14-195-H Chem-Nuclear 

7 1-9094 

397 

Electric Co. 



Systems, Inc. 









Model: SN-1, Metropolitan Edison Co. 

71-6771 

396 

Model: CNS 6-80-2 & CNS 6-80-2A, Chem- 

71-9111 

397 




Nuclear Systems Inc. 



Model: T-2, Energy, Dept, of 

71-5607 

394 

Model: CNS 8-120, Chem-Nuclear 

71-6601 

396 

Model: T-3, Energy, Dept, of 

71-9132 

397 

Systems, Inc. 









Model: UNC-2600, United Nuclear Corp. 

71-5086 

394 

Model: DT-14A, Energy, Dept, of 

71-9860 

398 







Model: WAPD-39 & NRBK-44, Energy, 

71-5875 

394 

Model; FSV-1, GA Technologies, Inc. 

71-6346 

395 

Dept, of 



Model: GE-100, General Electric Co. 

71-5926 

394 

Model: WAPD-40, Energy, Dept, of 

71-5874 

394 

Model: GE-1500, General Electric Co. 

71-5939 

395 

Navy, Dept, of 

71-0268 

393 

Model: GE-1600, General Electric Co. 

71-9044 

397 

Navy, Dept, of 

71-0()85 

392 

Model: GE-200, General Electric Co. 

71-5971 

395 

Navy, Dept, of 

71-0261 

393 

Model: GE-600, General Electric Co. 

71-5980 

395 

Navy, Dept, of 

71-0274 

393 

Model: GE-700, General Electric Co. 

71-5942 

395 

New York, State Univ. of 

71-0226 

392 

Model: HN-100, Series 3, Hittman 

71-9151 

397 

Penn Inspection Co. 

71-0503 

394 

Nuclear & Development Corp. 









Public Service Co. of Colorado 

71-0346 

394 

Model: HN-100, Series 1, Hittman 

71-9086 

397 




Nuclear & Development Corp. 



Radiation Sterilizers, Inc. 

71-0524 

394 

Model: HN-100, Series 2 & 2A, 

71-9079 

397 

Snyder Drilling & Well Servicing 

71-0306 

393 

Hittman Nuclear & Development Corp. 









Transea,stern Inspection, Inc. 

71-0243 

392 

Model: HN-IOOS, Hittman Nuclear & 

71-9089 

397 




Development Corp. 



United Nuclear Corp. 

71-0241 

392 

Model: HN-200, Hittman Nuclear & 

71-6574 

396 

Wisconsin Centrifugal, Inc. 

71-0339 

393 

Development Corp. 









Worthington Pump Corp. (USA) 

71-0309 

393 

Model: HN-600, NUPAC 7-iOO & 

71-9080 

397 




CNS 7-100, Hittman Nuclear & 



Yuba Heat Transfer Corp. 

71-0263 

393 

Development Corp. 






Model; IF-300, General Electric Co. 

71-9001 

396 







Licensing of Independent Spent Fuel Storage — 



Model: IR-50, Industrial Nuclear Co. 

71-9156 

398 

Docket 72 



Model: M-130, Energy, Dept. Co 

71-6003 

395 

Morris Operations, General Electric Co. 

72-0001 

398 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-010 BEATTY. NV, U. S. ECOLOGY, INC. 


8412040077 PNO-V— 84-071 : on 841121. Mare Island Naval Shipyard banned 
from use of Beatty. NV burial site Sc burial permit suspended, 
Caused by improperly blocked & braced raduaste shipment. 
Administrative penalty assessed. 

THOMAS. R.D. Region S. Office of Director. 84/11/27. Ip. 

27746: 218. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS. INC. 


8412030631 Submits review of GE reqiuest to dispose of U-235 
contaminated incinerator ash, per Condition 20 of License 
12-13936-01 . Doubl e-pac kage concept meets intent of condition 
for control of airborne contamination, OE request end. 

RYAN.M. T. Chem-Nuclear Systems. Inc. 84/10/24, HIGGINBOTHAM, L. 
Low-Level Waste 8c Uranium Recovery Projects Branch. 4pp. 27743:270. 


8412050178 Approves 840831 Westinghouse proposed Zircaloy tube waste 
package design. 

HIGGINBOTHAM, L. Low-Level Waste 8c Uranium Recovery Projects Branch. 
84/11/13, RYAN. M. T. Chem Nuclear Systems. Inc. Ip, 27812:040. 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOGY, INC. 


8412030469 Submits add! info re req,uest for disposal of B8cW glove boxes 
at Hanford facility. B8tW method for calculating Pu content 
of glove boxes 8c coffins described 8f survey results 
forwarded. 

SAUER. R. E. U. S. Ecology. Inc. (formerly Nuclear Engineering. Inc.). 
84/10/29. SHAFFNER, J. Low Level Waste Licensing Branch. 6pp. 

27742: 331. 


8412050080 Advises that review of info submitted by GE in support of 
variance request to bury TRU contaminated waste at Hanford 
low level waste repository completed. Approval for variance 
recommended. 

HIGGINBOTHAM. L. Low-Level Waste 8c Uranium Recovery Projects Branch. 
84/11/05. NUSSBAUMER, D. A. Assistant Director for State Agreements 
Programs. Ip. 27012:096. 


8412030668 Forwards TLD results for Sept 1984. TLD results for Third 
Quarter 1984 Sc Third Quarter 1984 soil 8c vegetation results. 

Revised Second Quarter 1984 soil 8< vegetation results end. 

WALLER. W, K. U. S. Ecology, Inc. (formerly Nuclear Engineering. Inc. ). 

84/11/06. SHAFFNER. J. NRC - No Detailed Affiliation Given. Ip. 
27743: 142. 


— 8412030672 "Environ TLD Results" for Sept 1984 «c "Environ TLD Results, 
Third Quarter. Jul-Sept 1984." 

•tt U. S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 

84/09/30. Ip. 27743: 143. 


— 8412030679 Rev to Second Quarter 1984 soil 8c vegetation results, 
•e U. S. Ecology. Inc. (formerly Nuclear Engineering. Inc.). 
84/06/30. Ip. 27743:144. 


— 8412030682 Third Quarter 1984 soil 8t vegetation results, 

* U. S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 
84/09/30. 2pp. 27?43: 149. 


8412030434 Forwards State of WA 041130 Itr informing that all requests 
for disposal of greater than Class C waste will be deferred 
until NRC guidance issued. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/11/08. BROWNING. R. Division of Waste Management. Ip. 

27742: 360. 


— 8412030442 Notifies that requests for disposal of greater than Class C 
wastes will be deferred until NRC review criteria & 
guidance establ ished. Ac tion necessitated by large number of 
requests for disposal of wastes. 

STRONG. T.R. Washington. State of. 84/11/30. NUSSBAUMER, D. A. 
Assistant Director for State Agreements Programs. Ip. 27742:361. 


8412030450 Requests extension for submittal of Richland. WA facility 
operations manual from 890101 to 850301. per 841113 telcon 
«k Condition 2 of Amend 4 to License 16-19204-01 
requirements. 

MARTINEZ. E. D. U. S. Ecology. Inc. (formerly Nuclear Engineering, 
Inc.). 84/11/15. SHAFFNER, J. NRC - No Detailed Affiliation Given. 
Ip. 27742:354. 


8412040287 Forwards BNWL 841106 well sample results of Richland 
radwaste disposal facility for 840626-0821. 

WALLER, W.K. U. S. Ecology. Inc. (formerly Nuclear Engineering. Inc.). 

84/11/19. SCHAFFNER.J. NRC - No Detailed Affiliation Given. 2pp. 
27758: 360. 


8412170309 PNO-V-84-072: on 841 128. shipp ing drum found w/puncture hole. 
Radioactive shipment record did not specify waste class & 
stability for one drum. Li censee banned by State of WA from 
using burial site, effect! ve 841129. 

THOMAS. R.D. Region 9, Office of Director. 84/12/11. Ip. 

27937: 146. 


8412260246 Forwards Waste Packaging Insp Rept 15000046/84-09 on 841128. 
Violations noted. 

MONTGOMERY. J. L. Region 5. Office of Director. 84/12/20. GRELLA, A. 
Safeguards Jt Materials Program Branch. Ip. 28059:031. 


—8412260250 Waste Packaging Insp Rept 15000046/84-09 on 841128. 
Violations noted: puncture hole found in Shipping Drum 
84-A-116 8c no listings for waste class stability of drum 
found. 

ELSEN.M. J. . THOMAS, R.D. Region 9, Office of Director. 84/12/19. 
18pp. 28059:032. 

DOMESTIC LICENSIIMG OF SOURCE MATERIAL 

DOCKET 40-0299 UNION CARBIDE CQRP. . GRAND JUNCTION, CO 


8412210316 Submits review of environ monitoring data for First Half 
1984 for UMETCO Minerals Corp East Gas Hills Mi 11. submitted 
on 840830 per License Condition 56 of License SUA-648. 

Sampling & analysis satisfactory. 

GARCIA. P.J., PETTENGILL. H. J. Uranium Recovery Field Office. 
84/11/30. Uranium Recovery Field Office. 4pp. 28041:286. 


DOCKET 40-0672 NUCLEAR METALS. INC. . CONCORD. MA 


8412110079 Requests NRC/State of TN. Dept of Health visit to facility on 
841126-30. per C Roue 041102 telcon. Visit will be limited to 
tour of facility & discussions w/staff members re operations 
Sc radiological controls. 

KINNEMAN. U. D. Region 1. Office of Director. 84/11/21. TUFFIN. W. B. 
Nuclear Metals. Inc. Ip. 27892: 190. 


DOCKET 40-0791 UNITED TECHNOLOGIES CORP. , EAST HARTFORD, CT 


8412140280 Ack receipt of 841023 Itr informing NRC of stops taken to 
correct violations noted in insp of Licenses 06-07522-02 
Sc SMB-191. 

MARTIN. T. T. Division of Engineering 8< Technical Programs. 84/11/29. 
PARSONS. G.E. United Technologies Corp. Ip. 27954:319. 
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DOCKET 40-1162 WESTERN NUCLEAR, INC. , JEFFREY CITY, WY 


8412070513 Ravisws availablt environ monitoring data for First Half 
1984. All data within permissible limits. No trends noted. No 
licensing action warranted. 

KONWINSKI, 0. R. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/10/31. Uranium Recovery Field Office. 3pp. 27844:262. 


8412100530 Summary of 841030 meeting w/Energy Fuels Corp & Wyoming Dept 
of Environ Quality in Oas Hills, WY re reclamation of heap 
leach sites. 

KONWINSKI,G. , PETTENGILL, H. J. Uranium Recovery Field Office. 

84/11/06. Uranium Recovery Field Office. 3pp. 27864:335. 


DOCKET 40-1341 TEWESSEf VALLEY AUTHORITY, CHATTANOOGA, TN 


8409270467 Discusses 840815 telcon request for guidance on work 
restrictions that should be placed on workers involved in 
expansion of Edgemont municipal sewage stabilization pond. 

No shor t/long-term negative impacts indicated. 

BRICH,R.F. , HAWKINS,E.F. Uranium Recovery Field Office. 84/09/06. 
Uranium Recovery Field Office. 2pp. 26730:337. 


8412100246 Clarifies U Recovery Field Ofc info requirements re 
predecommissioning groundwater monitoring at proposed 
disposal sit®. Info should be provided on nature of shallow 
groundwater, presenting downgradient of site. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/10/25. Tennessee 
Valley Authority. 2pp. 27864:346. 


8412070508 Requests concurrence in proposed action to approve 
alternative design for tailings disposal. Substitution of 
clay for synthetic liner S< elimination of groundwater 
detection monitoring sys supported. 

SMITH, R.D. Uranium Recovery Field Office. 84/10/31. BROWNING, R. E. 
Division of Waste Management. 2pp. 27844:284. 


DOCKET 40-1470 KERR-MCGEE OIL INDUSTRIES. OKLAHOMA CITY. OK 


8412120212 FOIA request for three categories of documents re Kerr-McOee 
Cushing facility. 

BARNES, C. Affiliation Not Assigned. 84/04/14. FELTON, J. M. 

Division of Rules and Records. 4pp. 27940:041. 


8412130113 FOIA request for seven categories of documents’ re Kerr-KcOee 
Cushing Facility. 

BARNES, C. Affiliation Not Assigned. 84/04/14. FELTON. J.M. 

Division of Rules and Records. 4pp. 27924:011. 


8412130126 Partial response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing Fac i 1 i t y. Sani t i z ed version 
of 660307 compliance investigation rept encl. Search for 
documents subj to request continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/30. BARNES, C 
Affiliation Not Assigned. Ip. 27924:016. 


— 8412130147 Compliance investigation rept on 660207-18. No noncomplianc 
noted. Major areas invest igatad ; 660207 explosion during 
dissolution process of thorium fires. No significant 
radiological hazard occurred. Info deleted. 

BRGWN, G. D. , WARD, J. J. Atomic Energy Commission. 66/03/07 24od 
27924:017. 


B412120225 Further response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing facility. App A documents 
encl. Portion of Document 37 re compliance insp rept withheld 
(ref FOIA Exemption 6). 

FELTON, J. M. Division of Rules and Records, 84/05/30. BARNES, C 
Kerr-McOee Corp. 6pp. 27940:046. 


— 8412120250 Forwards 660729 memo from Region IV, setting forth results 
from closeout survey of Cushing, OK facility. 

ROY, G. W. Atomic Energy Commission. 66/08/08. NUSSBAUMER, R. A. 
Atomic Energy Commission. 2pp. 27940:052. 


8412070520 Reviews 840807 & 13 requests for approval of alternate 
design for liner & groundwater detection monitoring sys re 
Edgemont decommissioning project. Nature of wastes, w/new 
design, precludes need for liner. Amend recommended. 

BRICH, R.F. , HAWKINS, E. F. Uranium Recovery Field Office. 84/10/31. 
Uranium Recovery Field Office. 12pp. 27843:350. 


8412070494 Responds to 841025 Itr re rationale for requesting addl info 
on groundwater characteristics at proposed disposal site. 

Info requested to fully address FES requirement. 

BRICH, R. F. , HAWKINS, E.F. Uranium Recovery Field Office. 84/11/13. 
SMITH, R.D. Uranium Recovery Field Office. 2pp. 27844:308. 


— 8412120263 Requests author i zat ion to release vacated bldgs at Cushing# 
OK facility for unrestricted use. Summary of bldg survey 
results submitted. 

WULLER,0. E. Kerr-McGee Corp. 66/06/09. NUSSBAUMER, D. A. Atomic 
Energy Commission. 4pp. 27940:056. 


— 8412120291 Discusses 651022 notice of alleged violation re failure to 
determine adequately extent of employee exposures to 
concentrations of thorium following 650623 fire & explosion. 
Kerr-KcOee 651110 response unsatisfactory. 

PAGE, R. G. Atomic Energy Commission. 65/11/22. Atomic Energy 
Commission. 2pp. 27940:072. 


8412070480 Reviews consultant rept re Reg Guide 3. 11, "Review of 
Embankment Design - TVA Edgemont Decommissioning Project. " 
Embankment design meets Reg Guide 3.11 criteria. Licensee 
should demonstrate design effectiveness for increased PMP. 

BRICH, R.F. , HAWKINS, E.F. Uranium Recovery Field Office, 84/11/14, 
Uranium Recovery Field Office. 2pp. 27844:329. 


8412120'300 Forwards reinsp rept re licensee criticality preventioi. 
program 8 j review of evaluations made to determine 
reportability of 650623 fir# & explosion at Cushing. No items 
of noncompliance noted in prevention program. 

WDOLSEY, R. T. Atomic Energy Commission. 65/10/01. PAGE,R.G. 
Atomic Energy Commission. 3pp. 27940:074. 


8412100342 Issues Amend 11 to License SUA-B16, add ing Condition 37 re 
extension of environ monitoring reporting period to 90 days. 

Sample format for reporting monitoring data encl. 

SMITH, R.D. Uranium Recovery Field Office. 84/11/20. Tennessee 
Valley Authority. 4pp. 27870:329. 


8412100344 Supports licensee 840629 *c 1016 requests for extension of 
environ monitoring reporting period to 90 days. License 
SUA-816 should be amended accordingly. Sample format encl, 

BRICH, R., HAWKINS# E. F. Uranium Recovery Field Office 84/11/20 
Uranium Recovery Field Office. 6|^p. 27870:323. 


8412100341 Forwards listed licensee submittals & NRC review 
memoranda re decommissioning of Edgemont U mil 1. Submittals 
Zt memoranda should be reviewed to identify any areas of 
significant concern. 

HAWKINS, E. F. Uranium Recovery Field Office. 

South Dakota, State of. 2pp. 27867:362. 


84/11/23. SMITH# J. 


—8412120334 Comments on rept re 650908 insp re possible exposure of 
employees involved in 650623 explosion inc ident. Licensee 
should be requested to take further action to establish 
extent of possible internal exposures. 

DUBINSKI,L. Atomic Energy Commission. 65/10/12. PAGE, R. O. 
Atomic Energy Commission. Ip. 27940:081. 


8412120417 Advises that due to insignificance of contamina ti on in 
Cushing faci lity. Licenses SNM-695 & SNM-664 terminated, p er 
660609 r#q.ueit. 

NUSSBAUMER, D. A. Atomic Energy Commission. 66/07/25. WULLER, G. E. 
Kerr-McGee Corp. Ip. 27940:117. 


0412120421 Advises that info received from ORNL confirms that no 
employees at Cushing plant exposed to significant 
concentrations of thorium during 650623 occurrence. 

PRICE, E. R. Atomic Energy Commission. 66/03/25. LAMBERTUS, H. 
Kerr-McGee Corp. Ip. 27940: 125. 


8412210292 Summary of 841120 mgt meeting w/util in Denver, co re 
scheduling changes to decommissioning project, disposal site 
8f const & matl movement. Attendance list, agenda & anticipated 
schedule encl. 

BRICH, R.F, , HAWKINS, E. F. Uranium Recovery Field Office. 84/11/'’ 
Uranium Recovery Field Office. 6pp. 20041:325. 


8412120427 Ack receipt of 660124 Itr confirming that whole body count 
will be made of individual w/highest urinalysis reading. 

Results of test requested, 

PRICE, E.R. Atomic Energy Commission. 66/01/28. LAMBERTUS, H. 
Kerr-McGee Corp. Ip, 27940: 127. 


8412260008 Informs that 830919 proposed embankment dam & diversion 
drainage sys design for disposal site satisfies criteria in 
Reg Guide 3. 11. Info re capability of current design to 
handle larger flow recalculation of PMF requested 
HAWKINS, E.F. Uranium Recovery Field Office. 84/11/30 T.nn.« 
Valley Authority. 2pp. 28073:355. 


—8412120429 Advises that further evaluation required re extent of 
employee exposure to thorium. Use of whole body counter to 
obtain required info recommended. 

PRICE, E.R. Atomic Energy Commission. 66/01/19. LAMBERTUS#H. 
Kerr-McGee Corp. 2pp. 27940: 128. 
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— 8412X20431 Requests addl info re legal requirements on thorium body 
burdens & uthole body count ing. Lega 1 max permissable body 
burden for natural thorium requested. 

LAMBERTUS, H. Kerr-McOe® Corp. 66/01/11. PRICE, E. R. Atomic 
Energy Commission. 3pp. 27940:130. 


— 8412120433 Advises that further evaluation required to determine extent 
of employe® exposure to th or ium. Meeting to discuss matters 
in question requested. 

PRICE, E. R. Atomic Energy Commission. 66/01/07. LAMBERTUS, H. 

Kerr— Me©®® Corp. Ip. 27940:133. 


— 8412120442 Application for amends to Licenses SMB-664, SMA- 826, SNM— 65 it 
SNli-928, author! zing change of corporate name. 

LAMBERTUS, H. Kerr-McOee Corp. 65/12/09. NUSSBAUMER, D. A. Atomic 
Energy Commission. 2pp. 27940: 134. 


— 8412120445 Discusses insp of Licenses sriB-664 & SMN-693 on 651022. 
Violation noted ; fai lur® to provide adequate basis for 
concluding personnel not exposed in excess of Part 20 
1 imits. Corrective steps taken requested. 

PRICE, E.R. Atomic Energy Commission. 65/10/22. LAMBERTUS, H. 
Kerr— McOee Corp. 2pp. 27940: 136. 


— 8412120452 Ack receipt of 650421 Itr advising of action taken 
concerning matters described in 650331 insp notice. Info on 
Form AEC-5 may be kept on more than one sheet. 

PRICE, E. R. Atomic Energy Commission. 65/05/04. LAMBERTUS, H. 
Kerr— McOee Corp. Ip. 27940:138. 


— 8412120454 Advises that offer to send worker w/highest urinalysis 
reading to ORIML for whole body counting accepted, per 660119 
Itr. 

LAMBERTUS, H. Kerr-McOeo Corp. 66/01/24. PRICE, E. R. Atomic 
Energy Commission. Ip. 27940:139. 


— 8412120457 Advises that Amend 4 to License SMB-664, Amend 1 to License 
SMA-a26, Amend 6 to License SNM-695 it Amend 5 to License 
SNM-928( changing company name issued, per 651209 request. 

NUSSBAUMER, D. A. Atomic Energy Commission. 66/01/24. LAMBERTUS, H. 
Korr-McOee Corp. 2pp. 27940: 140. 


— 8412120464 Responds to AEG 6S0331 Itr re noncompliances noted during 
insp of Licenses SMB-664 SNM-695 on 650126— 27. Correct! ve 

actions: employees not permitted to enter hoods in thorium 
process area & time weighted evaluations will be made. 

LAMBERTUS, H. Kerr-McOee Corp. 65/04/21. PRICE, E. R. Atomic 
Energy Commission. 3pp. 27940: 144. 


— 8412120500 Discusses noncompliance noted during insp of Licenses 
SMB-664 Sc SNM-695 on 650126-27. Noncompl lance noted: no survey 
conducted for airborne concentrations of thorium in thorium 
processing area Sc storage cans not labeled. 

PRICE, E.R. Atomic Energy CommissTon." 2)5/03/31. LAMBERTUS, H. 
Kerr-McOee Corp. 2pp, 27940: 158. 


— 8412120520 Advises that listed condition added to Licenses SNM-0695 S< 
SMB-0664, per 650210 application. 

NUSSBAUMER, D. Atomic Energy Commission. 65/03/11. LAMBERTUS, H. 
Kerr-McOee Corp. 2pp. 27940: 162. 


— 8412120534 Forwards insp repts of Licenses SNM— 695 Sc SMB-664. No items 
of noncomp 1 ianco noted in criticality prevention program. 

Recommends that licensee be cited for release of airborne U 
to unrestricted area. 

WALKER, D. I. Atomic Energy Commission. 64/04/08. PRICE, E.R. 

Atomic Energy Commission. 17pp. 27940: 167. 


— 8412120538 Forwards correspondence received from ORNL re Y-12 in vivo 
counts on two Kerr-McOee employees in connection w/630623 
thorium explosion at Cushing facility. 

ROEDER,J. R. Atomic Energy Commission. 66/03/10. PAGE, R. 0. 

Atomic Energy Commission. 2pp. 27940: 104. 


—8412120579 Comments on accident S< compliance enforcement action re 
thorium explosion at Cushing facility. Radiological hazard to 
personnel involved in incident Sk from release of matl to 
environ appears minimal. 

MCBRIDE, J. A. Atomic Energy Commission. 66/01/05. PRICE,E. R. 
Atomic Energy Commission. 4pp. 27940: 194. 


—8412120591 Responds to 651022 Itr re 630623 hydrogen fir# St explosion 
in thorium process line at Cimarron. Exp losion St fire of 
hydrogen nature. Complete surveys instituted after incident 
in compliance w/license. 

LAMBERTU8,H. Kerr-McOee Corp. 65/11/10. PRICE, E.R. Atomic 
Energy Commission. 3pp. 27940: 198. 


— 8412120592 Advises that health St safety survey taken after thorium 
processing Incident at Cushing facility gave no indication 
that limit posted in 10CFR20. 403<b ) exc etdeH. Based on 
survey, rapt not required. 

LAMBERTUS, H. Kerr -McOee Corp. 65/09/09. PRICE, E. R. Atomic 
Energy Commission. ip. 27940:201. 


— 8412120596 Ack receipt of 650914 Itr attachments & advises that 
E Price informed that licensee unaware thorium incident at 
Cushing reportable. 

LAMBERTUS, H. Kerr-McOe© Corp. 65/09/28. WALKER, D. I. Atomic 
Energy Commission. Ip. 27940:202. 


— 8412120S9S Advises that written rept re 650623 fire Se explosion at 
Cushing facility not received. Written rept appears required 
per 10CFR20. 405(a) <2) due to release of thorium in 
unrestricted areas. 

PRICE. E.R. Atomic Energy Commission. 65/09/02. LAMBERTUS, H. 
Kerr-McOee Corp. Ip. 27940:203. 


— 8412120601 Compliance insp rept of Licenses SMB-664 & SNM-693 on 

650908 8{ 10. Noncomp 1 iance noted : inadequate surveys made 
during & following fire it explosion on 650623. 

SANDEL, P. S. , MOOLSEY.R. T. Atomic Energy Commission. 65/09/30. 
17pp. 27940:204. 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP., OKLAHOMA CITY, OK 


8412120595 Comments on ASLB 841019 memorandum & order requiring NRC to 
consider all environ, soc ial it economic issues re permanent 
disposal of waste at West Chicago facility. 

RAPKIN, A. Illinois, State of. 84/10/30. FONNER,R.L. Office of the 
Executive Legal Director. 4pp. 27912:251. 


8412240074 Forwards NRC first set of in terr ogator ies & request for 
production of documents to Kerr-McOee Chemical Corp. 

Submittal in accordance w/Board order establishing 841112 as 
date for discovery to begin in Kress Creek proceeding. 

CUOCO, L. M. Regional Operations 8< Enforcement Division. 84/11/15. 
NICKLES,P.J. Covington «t Burling. Ip. 28060:299. 


8412010141 Agrees w/views expressed by NRC counsel in 841116 Itr re 
discovery on Contention 2( x ). Content ion denied admission by 
ASLB, henca discovery Inappropriate. 

MESERVE, R.A. Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp.), 
MESERVE,R.A. Covington It Burling. #484 360. 84/11/21. RAPKIN, A. 

Illinois, State of. Ip. 27710:361. 


8412010022 Third set of interrogatories it request for documents to 
Kerr-McOea. Proof of Sve end. Related correspondence. 

RAPKIN, A. Illinois, State of. #484 370. 84/11/27. Kerr-McOee 

Corp. 23pp. 27709: 155. 


8412010055 Second set of interrogatories & request for documents to 
staff . Proof of Sve end. Related correspondence. 

RAPKIN, A. Illinois, State of. #484 371. 84/11/27. Office of the 

Executive Legal Director. 29pp. 27704:290. 


8412030419 Informs that response to staff motion to clarify ASLB 841019 
order may be filed within 10 days of order receipt. Sve list 
end. Related correspondence. 

RAPKIN, A. Illinois, State of. #484 388. 84/11/28. FRYE, J. H. . 

MORRIS, P. A. , CARPENTER, U. H. Atomic Safety and Licensing Board Panel. 
2pp. 27724:187. 


8412030478 Joint motion for disposition of averments, in response to 
841010 amend, answer 8< demand for hearing on 840302 show 
cause order. Requests that ASLB grant disposition. Certificate 
of Sve end. 

BURNS, S.O. Regional Operations Sc Enforcement Division. PROTO, N. T. 
Nichiren Shoshu Temple. RAPKIN. A. Illinois. State of. 84/11/29. 
Atomic Safety and Licensing Board Panel. 8pp. 27724:120. 


8412030622 Motion requesting that ASLB issue orders to resolve three 
discovery matters. Certificate of Sve end. Related 
correspondence. 

MESERVE, R.A. Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp. ). 
#484 411. 84/11/30. Atomic Safety and Licensing Board Panel. 

35pp. 27732:001. 


8412030156 Motion for extension of time within which to respond to NRC 
it State of IL motions for reconsideration. Certificate of 
Sve end. 

MESERVE, R.A. Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp. ). 
#484 455. 84/12/03. Atomic Safety and Licensing Board Panel. 

4pp. 27773: 164. 
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84120S0200 Forwards motion for estansion of time to respond 
for reconsidaration for filing & Certificate of Svc.W/o 
enc 1. Re lated correspondence. 

MESERVEiR.A. Covington & Burling, #484 456. 84/12/03. 

& Services Branch. Ip. 27769:292. 


to motions 


Docketing 


84120703S8 Forwards Kerr-McGe® 841204 motion for 
within which to respond to staf f _ interrogator i 
for production of documents Sc joint motion for 
of averments. Related correspondence. 
MESERVEiR.A. Covington S< Burling. MESERVE- R. 
Corp. (subs, of Kerr-McOee Corp. ). #484 491. 

& Services Branch. Ip. 27819:238. 


extension of 
es & request 
disposition 

A. Kerr-McGee 
84/12/04. 


time 


Chemical 

Docketing 


Atomic 


— 8412070360 Kotion for extension of time within which to respond to 
staff 841115 interrogatories & request for production of 
documents & joint 841129 motion for disposition of 
averments. Certificate of Svc end. Related correspondence. 
MESERVEiR.A. Kerr*McGee Chemical Corp. (subs, of Kerr McGee 
Corp. ). MESERVEiR.A. Covington & Burling. 84/12/04. 

Safety and Licensing Board Panel. 5pp. 27819:239. 

8412110527 Motion for extension of time until 850118 to respond to NRC 
841115 interrogatories & request for documents St until 
841221 to respond to 841129 joint motion for disposition of 
averments. Granted by Board on 841010. 

NICKLESi P. J. I MESERVEiR.A. Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp.). #484 558. 84/12/04. Atomic Safety and 

Licensing Board Panel. 3pp. 27872:289. 


8412100559 Response supporting Kerr-McOee 841203 motion for extension 
of time to respond to pending motions for reconsideration. 

State of IL response to motions will be filed on 841213. 

RAPKIn!a. *"l lllnois. State of. #484 536. 84/12/06. Atomic Safety 

and Licensing Board Panel. 3pp. 27848:349. 


8412100529 Memorandum & order extending time until 841213 to file 
motion for reconsideration or clarif ication of ASLB 841019 
memorandum & order. Served on 841210. 

FRYEiJ. H. Atomic Safety and Licensing Board Panel. #484 520. 
84/12/07. Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp. ). 
3pp. 27849:001. 


8412310364 People response to Kerr-McGee motion re discovery request. 
Kerr-McGee countei — motion considered diversionary measure to 
deflect attention from conduct & from contents of document. 
Reouests ASLB order Kerr-McGee to release documents. 

RAPKINiA.i BARZANOi W. J. , EGGERTi R. R. Illinois, State of 


84/12/17. 
28122: 192. 


Atomic Safety and Licensing Board Panel. 34pp. 


— 8412310366 Affidavit of A Rapkin 
request. Re lated info encl. 
RAPKIN, A. Illinois, State of. 


re response to Kerr-McGee discovery 
84/12/17. 37pp. 28122:225. 


9412240123 Forwards Page 16 inadvertently omitted from response to 
Kerr-McGes discovery motion for emergency rul ing. Corrections 
to words 8t phrases also provided. 

RAPKlNi A. Illinois! State of. #484 744. 84/12/18. FRYE, J. H. , 

MORRIS, P. A., CARPENTfcRi J. H. Atomic Safety and Licensing Board Panel. 
4pp. 28042:021. 


S412210270 Memorandum & order r@ scheduled prehearing conference on 
841226 for argument on pending discovery disputes & pending 
motions for reconsideration 8« clarification of ASLB 841019 
memorandum & order. Served on 841220. 

FRYEiJ. H. Atomic Safety and Licensing Board Panel. #484 720. 
84/12/19. Kerr-McGe® Corp. 2pp. 28033:333. 


8412260436 Requests response to questions re motion for reconsideration 
or clarification concerning permanent disposal of tailings, 

Served on 841221. -r-r-, 

FRYE. J H Atomic Safety and Licensing Board Panel. #484 772. 
84/12/20. FONNER, R. L. I OILBERT, L. S. Regulations Division. Ip. 
28064: 169. 


8412260475 Order deferring beginning of 
am to 1 pm on 841226. Served on 841224. 
FRYE, J. H. Atomic Safety and Licensing 
84/12/20. 2pp. 28064:069. 


prehearing conference from 10 
Board Panel. #484 771. 


8412270060 Forwards proof of svc, People of State of IL motion for 
emergency ruling & response to Kerr-McGe® motion re 
discovery. Related correspondence. 

RAPKIN, A. Illinois, State of. #484 800. 84/12/20. Docketing & 

Services Branch. Ip- 28081:312. 


8412100572 Forwards motion for stay in 
pending staff ft State of IL motions 
Related correspondence. 

MESERVEiR.A. Covington ft Burling. 
Corp. (subs, of Kerr-McGee Corp. ). 
ft Services Branch. Ip. 27843:309. 


discovery until ASLB resolves 
for reconsideration. 

MESERVEiR.A. Keri — McGee Chemical 
#484 527. 84/12/07. Docketing 


8412260439 Response to 841129 joint motion for disposition of 
averments. Denial of joint motion recommended. 

NICKLESiP J. I MESERVEiR.A. Kerr-McGee Chemical Corp. (subs, of 
Kerr-McOee Corp. ). #^84 773. 84/12/21. Atomic Safety and 

Licensing Board Panel. 9pp. 28064:170. 


— 8412100578 Motion for stay in discovery until ASLB resolves pending 
staff ft State of IL motions for reconsideration. Staff has 
no objection to granting of motion. Certificate of Svc end. 
Related correspondence. 

MESERVEiR.A. Kerr-McOte Chemical Corp. (subs, of Kerr-McGee 
Corp.). MESERVEiR.A. Covington ft Burling. 84/12/07. Atomic 
Safety and Licensing Board Panel. 5pp. 27848:310. 


B412260447 Response to State of IL 841217 motion for emergency ruling. 
Except for documents protected by atty— client or work 
product privileges, all document® requested by State of IL 
will be disclosed. Certificate of Svc-encl. 

NICKLESiP. J. Kerr-McOee Chemical Corp. (subs, of Kerr-McGee Corp.). 
NICKLESiP. J. Covington ft Burling. #484 759. 84/12/21. Atomic 

Safety and Licensing Board Panel. 16pp. 28064: 141. 


8412110531 Forwards Kerr-McOe# response to State of IL motion to compel 
production of documents. Related correspondence. 

MESERVEiR.A. Covington ft Burling. MESERVEiR.A. Kerr-McOee Chemical 
Corp. (subs, of Kerr-McOee Corp. ). #484 547. 84/12/10. Docketing 
ft Services Branch. Ip. 27872:292. 


— 8412110536 Response opposing State of IL 841126 motion to compel 
production of documents. Certificate of Svc end. Related 
correspondence. , „ _ 

MESERVEiR.A. Kerr-McOee Corp. MESERVEiR.A. Covington ft Burling. 
84/12/10. Atomic Safety and Licensing Board Panel. 9pp. 

27872: 293. 


8412130088 Response to Kerr-McGee ft State of IL 841126 ft 30 motions for 
ASLB to resolve dispute over discover ies. All state agencies 
u/any function re waste disposal should be subj to 
discovery. Certificate of Svc and. Related correspondence. 

FONNER, R. L. Regulations Division. #484 586. 84/12/11. 3pp. 

27906: 233. 


8412270491 Notice of appearance in proc ceding. Certificate of Svc end. 
EOOERTi R. R. Illinolsi State of. #484 814. 84/12/21. 3pp. 

28107:285. 


8412270545 Memorandum ft order authorizing staff investigation of 
allegations bearing on DES ft FES. ASLB should be provided 
w/results of investigation ft conclusions re any possible 
impropr ieties. Served on 841226. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. #484 820. 
84/12/24. Office of the Executive Legal Director. 2pp. 
28107:272. 


8412310353 Motion for leave to file reply to Peoples response to 
K;^^i,_(.^cGee 841217 motion re d iscovery. Action taken to 
present view of legal ft factual assertions raised in 
response. 

WICKLESi P. V. I MESERVEiR.A. Kerr-McGee Chemical Corp. (subs, of 
Kerr-McOee Corp.). #484 847. 84/12/27. Atomic Safety and 

Licensing Board Panel. Ip. 28121:259. 


B412180493 NRC response to State of IL second set of interrogatories 
ft requests for documents re admitted contentions. NRC will 
respond to present set of interrogatories. Certi ficate of Svc 
end. Related correspondence. 

FONNER, R.L. Regulations Division. #484 661. 84/12/14. Illinoisi 

State of. 4pp. 27959: 151. 


8412260446 Motion for emergency ruling on 841126 motion for production 
of documents from Kerr-McOt e. Documents contain important 
civic, social ft governmental , info ft should be available to 
public immediately. Proof of Svc ft svc list end. 

RAPKIN, A. Illinois, State of. 34/12/17. Atomic Safety and 
Licensing Board Panel. 5pp. 28064:136. 


— 8412310356 Reply of Kerr-McOee Chemical Corp to State of IL response tc 
Kerr-McOee motion re di scovery. State of IL should be ordered 
to produce responsive documents ft modify responses to 
interrogatories. Cert i fi cate of Svc end. 

WICKLESi P. vl. , MESERVEiR.A. Kerr-KcOee Chemical Corp. (subs, of 
ji^gP^-McOee Corp. ). 84/12/27. Atomic Safety and Licensing Board 

Panel. 11pp. 28121:260. 

8412180375 Response opposing NRC motion for reconsideration of 841019 
memorandum ft order re permanent disposal of Kerr-McOee 
wastes. ASLB should order completion of draft supplemental 
EIS. Svc list end. ^ i- 

RAPKIN, A. lUinoisi State of. #484 655. 84/12/13. Atomic Safety 

and Licensing Board Panel. 24pp. 28006:252. 
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DOCKET 40-2259 PATHFINDER MINES CORP. i RIVERTON, WY 


8412100139 Forward® financial test criteria for application to amend 
license re surety arrangement to self-bond mec hani sm. No 
guaranteed self-bonding will be approved beyond 1 yr, 

PETTENGILL, H. J. Uranium Recovery Field Office. B4/11/21. 

NUGENT, E. L. Pathfinder Mines Corp. llpp, 27867:206. 


DOCKET 40-3392 ALLIED CHEMICAL CORP. , MORRISTOUN, NJ 


8412110172 Submits items of interest. NMSS reviewing Kerr-McGee 
Sequoyah Fuels Plant application for disposal of liquid 
raffinate by deep well injection. 

PAGEiR. G. Uranium Fuel Licensing Branch. 84/12/06. DAVIS, J.G. 
Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
27899: 283. 


DOCKET 40-3453 ATLAS MINERALS, INC. , DENVER. CO 


8412140248 Responds to 841015 Itr r® License Condition 18<c>. Amend to 
License SUA-917 & application fee required. 

WEISS, D. License Fee Management Branch, 84/11/08. BLUBAUOH, R. 
Atlas Minerals, Inc. Ip. 27963:001. 


— 8412140251 Forwards 840925 "Rept of Addl Geotechnical Work as Requestec 
by NRC, Proposed 18-ft Tailings Embankment Rai se, Moab, UT for 
Atlas Minerals," per License Condition 18<c) of License 
SUA-917. 

BLUBAUGH, R. E. Atlas Minerals, Inc. 84/10/15. SMITH, R.D. Uranium 
Recovery Field Office. Ip. 27965:002. 


DOCKET 40-6622 PATHFINDER MINES CORP. . SHIRLEY BASIN, WY 


8412070507 Submits review of First 8t Second Quarters 1984 environ 
monitoring data for Pathfinder Mines Corp, Shirley Basin 
Mill. No further licensing action required at present. 

KONWINSKI. G. R. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/10/31. Uranium Recovery Field Office. 4pp. 27844:286. 


8412100146 Requests financial data listed in Items (a>-{d) of end 
"NRC Self-Bonding Criteria." NRC will authorize utilization 
of self-bond surety for interim period if criteria met.W/o 
end. 

PETTENGILL, H. J. Uranium Recovery Field Office. 84/11/09. 
SIMCHUK.O. Pathfinder Mines Corp. Ip. 27864:353. 


8412260113 Forwards Amend 1 to License SUA-442 for Pathfinder Mines 
Corp, revising Condition 46 r® disposal of contaminated matl 
& equipment generated at mill site tailings impoundment 
area. 

SMITH, R. D. Uranium Recovery Field Office. 84/12/12. POYSER, R. 
Pathfinder Mines Corp. 2pp. 28072:306. 


— 8412260115 Amend 1 to License SUA-442 for Pathfinder Mines Corp. 
authorizing use of unlimited U for licensee U milling 
facilities located in Carbon County, WY. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/12. 7pp. 
2B072: 308. 


— 8412260122 Safety evaluation supporting Amend 1 to License SUA-442, 
revising Condition 46 re disposal of contaminated matl St 
equipment generated at mill site tailings impoundment area. 
KONWINSKI, G. R. , PETTENGILL, H. J. Uranium Recovery Field Qffic®. 
84/12/12. 3pp. 28072: 315. 


— 8412140257 "Rept of Addl Geotechnical Work as Requested by NRC.Proposec 
18~ft Tailings Embankment Raise, Moab . UT, for Atlas Minerals." 

W/one oversize drawing. Aperture card in PDR.' Fee paid. 

« Dames & Moore. 84/09/25. 52pp. 2-^65:003. 


8412210290 Reviews results of Atlas Minerals First Half 1984 environ 
monitoring results for Moab Mill, submitted on 840827 per 
10CFR40. 65 8< Condition 43 of License SUA-917. 

SHOPENN, N. M. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/11/30. Uranium Recovery Field Office. 4pp, 28041:335. 


8412210323 Forwards request for addl info re 040531 application for 
renewal of License SUA-91 7, c oncern ing eschange of personnel 
dosimeters, notification of overexposures & frequency for 
mill insps. Info requested by 841219. 

PETTENGILL , H. J. Uranium Recovery Field Office. 84/12/04. 
BLUBAUOH, R. E. Atlas Minerals, Inc. 5pp. 28041:281. 


DOCKET 40-6659 GETTY OIL CO. - PETROTOMICS CO. , SHIRLEY BASIN, WY 


8412270231 Forwards Amend 1 to License SUA-551 , revising Condition 50 to 
authorize disposal of byproduct 8< other waste matls from U 
recovery facilities in State of WY. 

SMITH, R.D. Uranium Recovery Field Office. 84/11/30. WHITMAN. J. 
Oetty/Petrotomics Co. 2pp. 28118:037. 


— 8412270237 Safety evaluation supporting Amend 1 to License SUA-551. 
KONWINSKI, G. R. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/11/30. 3pp. 28118:059. 


— 8412270245 Amend 1 to License SUA-551, amend ing Condition 50 to allow 
disposal of waste matls from other U recovery sites in State 
of WY in licensee tailings impoundment. 

SMITH, R.D. Uranium Recovery Field Office. 84/11/30. 9pp, 
28118:062. , 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVERTON, WY 


0412100258 Forwards request for addl info in order to complete review 
of licensee 840502 submittal providing proposed reclamation 
plan, per Condition 28 of License SUA-0667. Info requested by 
841130. 

PETTENGILL , H. J. Uranium Recovery Field Office. 84/10/26. 

ANDRUS. N. U. American Nuclear Corp. 3pp. 27870:356. 


DOCKET 40-6920 QUALCORP, PHOENIXVILLE, PA 


8412060420 Provides Decontaminat ion Status Rept 6, for wk of 840409-13. 
Spent sources Jk 29 500-SU changers decontaminated & shipped 
to Tech/Dps on 840413. Four changers w/spent sources of 
unknown strength remain at facility. 

MORELAND, P. E. Automation Industries, Inc. 84/04/18. JOYNER, U.H. 
Region 1, Office of Director. 2pp. 27794:240. 


DOCKET 40-5293 NORTHEASTERN UNIV. , BOSTON, MA 


8412130360 Discusses insp of Licenses SUD-560, SNM-353 & 20-06432-07 on 
841115—16 S( 20 Sc forward# notice of violation. Corrective 
action re radiation survey of workplace by persons handling 
radionuclides ineffective. 

GLENN, J.E. Region 1, Office of Director. 84/12/10. LARSON, S. R. 
Northeastern Univ. , Boston, MA. 3pp. 27901:346. 


— 8412130371 Notice of violation from insp on 841115-16 St 20. Violation 
noted; sealed sources containing millicurie amounts of 
licensed matl not tested for contamination or leakage for 
period in excess of 6 months. 

» Region 1, Office of Director. 84/12/10. 2pp. 27901:349. 


DOCKET 40-6500 ENERGY, DEPT. OF, CAN0N8BURG, PA 


8412060485 Submits Decontamination Status Rept 7 for wk of 840414-20, 
Water 8c sludge in sump checked for activity. Air flow in 
restricted portion of plant improved. 

MORELAND, P. E. Automation Industries, Inc. 84/04/23. JOYNER, J. H. 
Region 1, Office of Director. Ip. 27794:287. 


8412060362 Forwards "Sperry Products Div Plan for Complete 
Decontamination of Tech/Ops, Inc Nuclear Encapsulation 
Facility (NEF) at Phoeni x vi 1 1 e, PA" in response to 040413 
Itr. Plan supersedes former submittals. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/04/27. 
MURELY, T. E. Region I, Office of Director. 2pp. 27794:136. 


— 8412060365 "Sperry Products Div Plan for Complete Decontamination of 
Tech/Ops, Inc Nuclear Encapsulation Facility (NEF) at 
Phoenixvi lie, PA. " 

* Sperry Rand Corp. 84/04/27. 18pp. 27794: 137. 


8412120474 Requests response re acceptability of procedure concerning 
verification that significant quantities of Th-230 not 
missed during excavation of Th-230/Ra— 226 ratio samples. 

BALL/D.M. Energy, Dept. of. 84/11/21. NIXON, W. Office of Nuclear 
Material Safety 8e Safeguards , Director. 4pp. 27911:343. 


8412060377 Submits Decontamination Status Rept 8 for 840423-27. A1 1 
discrete sources in hot cell placed into shielded 
receptacles & hot cell interior decontaminated w/radiac wash 
& rags. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/05/02. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27788:359. 
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8412060490 Forwards procadures to imp lament Sperry Products 840427 
decontamination plan at Photni xvi 1 1 e/ PA Nuclear 
Encapsulation Plant. 

MORELAND, P, E. Qualcorp (formerly Automation Industries). 84/05/04. 
HURLEY, T. E. Region 1. Office of Director. Ip. 27788: 274. 


8412060469 Submits Decontamina t i on Status Rept 15 for luk of 840618-23, 
Decontamination of waste room completed & Co-60 source leak 
tested per QC procedure & readied for shipment. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/06/27. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:313, 


— 8412060494 Phoenixvill® Nuclear Encapsulation Facility Decontamination 
Project Procedure RS-1, "Radiological Safety. " 

* Automation Industries, Inc. 84/05/07. 16pp. 277SS: 275. 


— 8412060496 Phoenixville Nuclear Encapsulation Facility Decontamination 
Project Procedure DC-2, "Hot-Cell Entry. " 

Automation Industries, Inc. 84/05/07. 4pp. 27788: 291. 


— 8412060497 Phoenixville Nuclear Encapsulation Facility Decontamination 
Project Procedure DC— 3, "Waste— Room Entry. " 

» Automation Industries, Inc. 84/05/07. 3pp. 27788; 295. 


— 8412060499 Phoenixville Nuclear Encapsulation Facility Decontamination 
Project Procedure DC— 1, "Room Decontamination. 

* Automation Industries, Inc. 04/05/07. 2pp. 27788: 298. 


— 8412060502 Phoenixville Nuclear Encapsulation Facility Dec ontamination 
Project Procedure Wl, "Documentation Control of Radioactive 
Mat Is. '• 

* Automation Industries, Inc. 84/05/07. 4pp. 27788:300. 


— 8412060505 Phoenixville Nuclear Encapsulation Facility Decontamination 
Project Procedure W2, "Packing 8c Labeling of Radioactive 
Metis. " 

■» Automation Industries, Inc. 84/05/07. 6pp. 277B8; 304. 


— 8412060508 Phoenixville Nuclear Encapsulation Facility Decontamination 
Project Procedure W3, "Transportation & Disposal of 
Radioactive Matls. *' 

* Automation Industries, Inc. 84/05/07. 6pp. 27788:310. 


8412060478 Advises that Automation Industries believes decontamination 
of Ir-192 matl dispersed on 840223 comp let ed. IMRC 
clarif ication of Paragraphs F & G in 840302 order to show 
cause per Licenses 37-00611-09 & SUB— 868 requested. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/06/27. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:285. 


8412060435 Provides Decontamination Status Rept 16 for 840625-29. Co-60 
shipped to OE Vallecltos on 840625. Decontamination work in 
hot cell using strippable coat ing, rad i ac Sc vacuuming 
techniques. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/07/03. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:250. 


8412060482 Submits Decontamination Status Rept 17 for wk of 840702-06. 
Decontamination of hot cell & interior fitting continuing 8 < 

40 Ci Co-60 source for Conam Insp/Itasca shipped. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/07/06. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:286. 


8412060439 Provides Decontamination Status Rept 18 for 840709-13. 
Decontamination of hot cell «c interior fittings continued in 
recessed areas u/signif leant contamination. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/07/18. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:202. 


8412060445 Provides Dec ontamination Status Rept 19 for 84071 6-20. Two 
drums of hot cell equipment evaluated by Tech/Ops (5c 3/4 of 
matl will be disposed as radwaste. Fina 1 radwast® shipment 
scheduled for 840806. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/07/23. 
JOYNER, J. H. Region 1. Office of Director. Ip. 27794:237. 


8412060418 Clarifies listed points per 840504 telcon re classification 
of bagged waste/ofc items, moving unrestricted items back to 
ofc area & assembly of full decontamination on 840509 for 
training & decontamination. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/05/08. 
KINNEMAN, J. Region 1, Office of Director. Ip. 27794:239. 


8412060476 Submits Decontamination Status Rept S for wk of 840428-0504 
for Phoenixville, PA facility. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/05/08. 
JOYhUER, J. H. Region 1, Office of Director. Ip. 27794:284. 


8412060480 Provides Decontamination Status Rept 9 for wk of 840507-12 
for Phoenixville, PA Nuclear EncapsulaJ^n Facility. 

MORELAND, P. E. Qualcorp (formerly*” Automation Industries). 84/05/15. 
JOYNER, J. M. Region 1, Office of Director. 2pp. 27794:304. 


8412060370 Provides Decontamination Status Rept 10 for 840514-18. 
Correction made to end Procedure DC-2, "Hot Cell Entry. " 

MORELAND, P. E. Qualcorp (formerly Automation Industries), 84/05/22. 
JOYNER, J. H. Region 1, Office of Director. 5pp. 27794:129. 


8412060396 Submits Decontamination Status Rept 11 for 040521-25. 
Polyethylene barrier in shop dismantled, balcony & decon 
areas vacuumed & given general decon pass »t hot cell entry 
mentioned in Rept 10 accomplished stated objectives. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/05/29. 
JOYNER, J. H. Region 1, Office of Director. 7pp. 27788:352. 


8412060409 Submits Decontamination Status Rept 12 for 840528-0601. 
Correction to Rept 11 listed. Detai led decontamination in 
balcony & decon room areas continuing. 

MORELAND, P. E. Qualcorp (formerly Automation Ind ustries ) , 84/06/05. 

JOYNER, J. H. Region 1, Office of Director. 4pp. 27794:176. 


8412060391 Provides Decontamination Status Rept 13 for 040604-09. 
Decontamination of balcony , decon room & waste storage room 
areas continuing. Shop hot air heater removed, decontaminated 
it reinstalled in shop area. 

MORELAND, P. E, Qualcorp (formerly Automation Industries). 94/06/12. 
JOYNER, J. H, Region I, Office of Director. 2pp. 27792:361. 


8412060384 Submits Decontamination Status Rept 14 for 840611-15. Shield 
cask containing remaining bulk Ir-92 matl at Phoenixville 
Nuclear Encapulation Facility transferred to burial site in 
Richland, UA. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/06/18. 
JOYNER, J.H. Region I, Office of Director. Ip. 27788:350. 


8412060503 Provides Decontamination Status Rept 20 for wk of 840723-28. 
Hot-cell fixtures that could not achieve releasable levels 
will be scrapped as radwaste & new fixtures built. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 04/07/30, 
JOYNER, J.H. Region 1. Office of Director. Ip. 27794:314. 


8412060458 Provides Decontamination Status Rept 21 for wk of 
840721-0803 for Phoenixvi lie, PA Nuclear Encapsulation 
Faci lity, covering filling of addl 90 cubic ft strongtight 
container w/radwaste. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/08/07, 
JOYNER, J. H. Region I, Office of Director. 2pp. 27785:354. 


8412060401 Provides info re Model SOO-SU source changers, per NRC B40712 
request. Automation Industries mfg 232*'500 SU source 
changers. Estimated 80-100 source changers surveyed in 
shipping process during late 1983 - early 1984. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/08/10. 
MARTIN, T. T. Region I, Office of Director. 3pp. 27794:180. 


— 8412060411 "Automation Industries Closeout Survey Procedure." W/surv*y 
results. 

BRONSON, F. Canberra Industries, Inc. 84/08/10, 12pp. 27794:183. 


8412060444 Provides Decontamination Status Rept 22 for wk of 840806-10 
for Phoenixvi 2 le, PA Nuclear Encapsulation Fad 1 ity. Request 
for termination of Automation Industries licenses will 
be sent w/final site survey rept. 

MORELAND, P, E. Qualcorp (formerly Automation Industries). 84/08/14. 
JOYNER. J. H. Region I, Office of Director. Ip. 27794:247. 


8412060373 Submits Decontamination Status Rept 23 for 840813-17. Survey 
team found few addl small sites of con tamination, al 1 minor 
& easily correctab le. Survey point location marked for future 
ref . Survey expected to be completed by 840821. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/08/21. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:135. 


8412060484 Forwards Canberra/RMC rept on radiological survey at 
facility after decontamination of site completed. Disposal of 
three regulated low level items requested. W/o end. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/08/24. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:297. 


8412060486 Forwards Decontamination Status Rept 24 for wk of 840820-24. 
Radiological survey completed on 840821. 

MORELAND, P. E. Qualcorp (formerly Automation Industries). 84/08/29. 
JOYNER, J. H. Region 1, Office of Director. Ip. 27794:283. 
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DOCKET 40-7308 KERR-MCOEE CORP. . OKLAHOMA CITY. OK 


8412120223 FuTth@r response to FOIA request for 
documents r@ Kerr-McOe® Cushing facility. App 
end. Portion of Document S7 r® compliance ins 
(ref FOIA Exemption 6). 

FELTONi J. M. Division of Rules and Records. 
Keri — McO@@ Corp. App. 27940:046. 


seven categories 
A documents 
p rept withheld 

84/05/30. BARNES, 


of 


C. 


—8412120442 Application for 
SNIi-928. authorizing chang 
LAMBERTUS, H. Kerr-McGe® 
Energy Commission. 2pp. 


amends to Licenses SMB-664, SMA-S26, SNM-A5 
® of corporate name. 

Corp. 65/12/09. NUSSBAUMER , D. A. Atomic 
27940; 134. 


& 


8412120457 Advises that Amend 4 to License SMB-664, Amend 1 to License 

SMA-S26, Amend 6 to License Shn-695 & Amend 5 to License 
SNK-928. changing company name issued, per 651209 request. 

NUSSBAUMER, D. A. Atomic Energy Commission. aa/ai /oa i 
K err-McOe® Corp. 2pp. 27940: 140. 


66/01/24. LAMBERTUS, H. 


8412260403 Forwards list of files re License 
at Sail isaw, OK, per request. 

STAUTER,J.C. Kerr-McGe® Corp. 84/04/30. 
Licensing Branch. 5pp. 28070:329. 


SUB-1010 assembled for PDR 
CROW, W. T. Uranium Fuel 


8412120576 Application for amend to License SUB-1010, auth or i r ing const 
of addl pond & use for storage of raffinate liquid. Addl pond 
required pending resolution of method for permanent disposal 
of treated raffinate liquid. Fee paid. 

STAUTER.J.C. Kerr-McGe® Corp. 84/11/20. CROW, W. T. Assistant 
Director for Fuel Cycle Safety & Licensing. 7pp. 27912:304. 


8412110172 Submits items of interest. NMSS reviewing Kerr-McGee 
Sequoyah Fuels Plant application for disposal of liquid 
raffinate by deep well injection. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 84/12/06. DAVIS, J.Q. 
Office of Nuclear Material Safety & Safeguard s. Director . 2pp. 
27B99: 283. 


DOCKET 40-3064 EXXON MINERALS CO. , USA, HOUSTON. TX 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES. CA 


8412260418 Forwards “Rept on Cleanup 8« Monitoring Activities re NRC 
Confirmatory Radiological Survey of June 1984," per request 
for amend to License SMA- 1018 . Contaminated slag will be 
stored temporarily if not removed before 841206 site visit. 
SPILLER.S. L. Whittaker Corp. 84/11/27. CROWE, W. T. NRC - No 
Detailed Affiliation Given. Ip. 28071:265. 


— 8412260423 "Rept on Cleanup «< Monitoring Activities re NRC Confirmatory 
Radiological Survey of June 1984." , 

TERRILL, J.O. Whittaker Corp. 84/11/19. 4pp. 28071:266. 


— 8412260426 "Radiation Monitoring of Segregation of Slags Generated by 
Air Products Chemicals & Greenville Metals During Past 

TERRILL, J.O. Whittaker Corp. 84/10/15. 4pp. 28071:270. 


DOCKET 40-7956 VERNITRDN CORP. , BEDFORD, OH 


8409270487 Discusses review of Exxon Minerals Co second quarterly rept 
for 1934. Results of sample analyses indicate that no 
excursions occurred during restoration of expanded pilot 
uellfield.No followup actions necessary. 

WASTLER, S. L. . HAWKINS, E. F. Uranium Recovery Field Office. 84/09/04. 
Uranium Recovery Field Office. 2pp. 26730:340. ® 


DOCKET 40-8084 RIO AL<50M CORP. , NOAB, UT 


8412070484 Reviews environ monitoring data for First Half 1984. No 
trends of concern noted. 

OARCIA, P. J. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/11/09. Uranium Recovery Field Office. 4pp. 27844:325. 


S4120704B8 Reviews 1984 land use survey. No major changes in land use 
found. r4o addl environ monitoring required. 

OARCIA, P. J. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/11/16. Uranium Recovery Field Office. 2pp. 27844:319. 


8410010370 Discusses insp of License 
notice of violation. 

SRENIAWSKI, D. J. Region 3, Office 
Vernitron Corp. 3pp- 26748:231. 


SUD-973 on 840828 Jk forwards 
of Director. 84/09/26. STEVENS, C. 


S410010373 Notice of violation from insp on 84082S. Violation noted 

unauthorized user handled matls. f ai lure to perform monthly 
floor wipes of U oxide production area & failure to survey 
air filters for U accumulation. 

SRENIAWSKI, D. J. Region 3» Office of Director. 84/09/25. 2pp. 
26748: 233. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


DOCKET 40-8102 EXXON CO. , USA, HOUSTON, TX 


8412120545 Reviews request for amend to License SUA-1 139, aut hori zing 
disposal of solid waste under existing obligations w/ND 
Resources. Inc & Sequoyah Fuels Corp. Request acceptable. 

Revised Condition 11 provided. 

PANOBURN, (J. C. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/11/05. Uranium Recovery Field Office. 2pp. 27913:063. 


8412130583 Forwards Amend 10 to License 8UA-1 139. permitting disposal of 
solid waste in Highlands Tailings Bas in. Revised Condition 11 

SMITH, R.D. Uranium Recovery Field Office. 84/11/05. Exxon 
Nuclear Co., Inc. (subs, of Exxon Corp. >. 2pp. 27916:336. 


8412120590 Forwards public notice of agency final permit decision, 
response to comments & final NPDES Permit OK0000191 to 

discharge to waters of US. i iturr o p 
KNUDSON, M. 0. Environmental Protection Agency. 82/12/23. LUKE, R. P. 
Kerr-McOee Corp. 26pp. 27912:255. 


— 8412130586 Amend 10 to License SUA-1139 for Exxon Minerals Co, 
permitting disposal of solid waste in Highlands Tailings 
Basin. 

SMITH, R. D. Uranium Recovery Field Office. 84/11/05. 5pp- 
27916: 338. 


8412270094 Forwards sediment sample analysis from effluent monitoring 
program. Results for sediment samples collected in Oct & 

Dec 1978, Mag 1979, Dec 1980 *< Apf 1981 also end. 

SHELLEY, W. J. Kerr-McOee Corp. 83/02/17. RHOADES, M. Uranium Fuel 
Licensing Branch. 10pp. 20118:098. 


— 8412130588 Safety evaluation supporting issuance of Amend lO to License 
SUA-1139, permitting disposal of solid waste in Highlands 
Tailings Basin. 

PANGBURN, 0. C. Uranium Recovery Field Office. 84/11/05. 2pp. 

27916; 343. 


8412120470 Forwards air emissions permit last insp rept indicating 
compliance of Kerr-McOee Nuclear Corp Sequoyah Facility, 

C»ore,OK w/visible opacity regulation per 830323 telcon. 

MARBUROER, O. C. Oklahoma, State of. 83/03/24. 

Detailed Affiliation Given. 6pp. 27911:347. 


RHODES, M. NRC - No 


8412100143 Requests submittal of environ Sc effluent monitoring rept 
for First Half 1984 required by Condition 22 of License 
SUA-1139. Submittal required within 15 days of Itr date. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/11/08. Exx 
Corp. Ip. 27864:354. 


8412210195 Reviews Exxon 840913 Itr re installation of three addl 
groundwater monitoring wells downgradient from Highland 
U Operations tailing impoundment in Converse County, WY, 
Installation of wells completed. , ,, , 

PANGBURN, G. C. Uranium Recovery Field Office, PETTENOILL, H. J. 
Region 4, Office of Director. 84/11/27. Uranium Recovery Field 
Office. 2pp. 28041:339. 

— 8412130592 "Quarterly Environ Air Samples for 1979-1982* !c 
"Solubility in Lung Fluid Analyses Samples From Nearest 

Residence." r^A-r 

* Kerr-McOee Corp. 82/12/31. 2pp. 27916:347. 


8412130580 Provides addl info re renewal of License SUB-1010. Quarter ly 
reptf on environ air samples solubility in lung 

fluid analyses samples from residence end. .. j , 
SHELLEY, W.J. Kerr-McOse Corp. 04/01/24. RHODES, M. J. Uranium Fuel 
Licensing Branch. 2pp. 27916:345. 
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DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO. , BROOMFIELD, CO 


8412100486 Application for amend to License SUA-122S, requ est ing 
authorization to proceed uj/d ecommi ssioning activities, p er 
end revised decommissioning plan. Fee paid. 

LDEST, K. W. Rockg Mountain Energy Co. 84/10/29. HAWKINS, E. F. 
Uranium Recovery Field Office. Ip. 27862:342. 

— 8412100489 Revised "Nine Mile Lake Decontamination & Decommissioning 
Plan. ■■ 

« Rocky Mountain Energy Co. 84/10/29. 14pp. 27862:343. 


DOCKET 40-8452 BEAR CREEK URANIUM CO. , CASPER, WY 


8412120589 Notice of intent to release scrap iron for unrestricted use 
pending NRC approval. Scrap iron consists of 25 pallets 
loaded w/grinding section components, ang le iron & plate 
steel from preoperational const period. 

CHASE, G. R. Bear Creek Uranium Co. 84/08/07. PANGBURN. 0. Uranium 
Recovery Field Office. 16pp. 27912:285. 


8412140030 Forwards Amend 1 to License SUA-13iO, adding Condition 46 
authorizing disposal of evaporation pond liner matl solid 
waste sludge in Bear Creek tailings impoundment. License 
reissued to incorporate amend. 

5141114,8.0. Uranium Recovery Field Office. 84/11/05. BAUMANN, W. 
Bear Creek Mining Co. (subs, of Kennecott Corp. ). Ip. 27958:149. 


— 8412140036 Amend 1 to License SUA-1310 for Bear Creek U Co , author i z ing 
disposal of evaporation pond liner matl 8< solid waste sludge 
from previous user in tailings impoundment. 

SMITH, R. D. Uranium Recovery Field Office. 84/11/05. 8pp. 

27958: 150. 


S412140242 Safety evaluation supporting issuance of Amend 1 to License 
SUA-1310i authorizing disposal of evaporation pond sludge 
matl in tailings impoundment. 

PANGBURN, G. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/11/05. Uranium Recovery Field Office. 2pp. 27958: 147. 


DOCKET 40-8502 WYOMING MINERAL CORP. . LAKEWOOD, CO 


8412130220 Issues Amend 8 to License SUA-t341, revising Condition 16D 
to allow quarterly submission of info on excursion 
status of monitoring wells. 

SMITH, R. D. Uranium Recovery Field Office. 84/10/26. RUTLEDGE, C. 

Westinghouse Electric Corp. 2pp. 27916:291. 


8412130578 Safety evaluation supporting issuance of Amend 8 to License 
SUA-1341, allowing quarterly submission of info re excursion 
status of monitoring wells. 

PETERSON, K. A. Uranium Recovery Field Office. 04/10/26. 2pp. 

27916: 349. 


DOCKET 40-8511 COTTER CORP. , GOLDEN, CO 


8412130555 Informs that licensee 840823 request to terminate License 
SUA-1273 will be granted upon receipt of State of WY 
certification that reclamation & well abandonment activities 
completed. No transferral of land title necessary. 

SMITH.R.D, Uranium Recovery Field Office. 84/11/14. HUNGER, D. 
Cotter Corp. Ip. 27916:361. 


— 8412130569 Safety evaluation supporting licensee 840823 request to 
terminate License SUA-1273. License should be terminated upon 
receipt of State of WY certification that site reclamation/ 
well abandonment performed in accordance w/state provisions. 
HILDENBRAMD, P. Uranium Recovery Field Office. 84/11/13. 2pp. 
27916:362. 


DOCKET 40-8584 MINERALS EXPLORATION CO. , LOS ANGELES, CA 


S412070492 Submits review of First Half 1984 environ monitoring data 
for Minerals Exploration Co, Sweetwater Mill. All sampling 
results consistent u/previously recorded levels. No trends or 
elevated levels noted indicating deterioration. 

KDNWINSKI.O. R. , PETTENGILL. H. J. Uranium Recovery Field Office. 
84/10/29. Uranium Recovery Field Office. 3pp. 27844:310. 


8412070454 Reviews 8410G4 rept re tailings excursion assessment 
program. Results demonstrated that tailings impoundment liner 
released contaminated water to Battle Springs Formation. 
Contamination recorded around Wells TMW 17 8c 18. 

KONWINSKI.G. R. . PETTENGILL, H. J. Uranium Recovery Field Office. 
84/10/31. Uranium Recovery Field Office. 9pp. 27846:091. 


S412100176 Recommends improvements to next quarterly rept, "Tailings 
Excursion Assessment Pr og ram-Sw©«twat©r U Project. " Us© of 
groundwater info as supporting documentation 8« documentation 
of statistical analysis recommended. 

PETTENGILL, H. J. Uranium Recovery Field Office. 84/11/02. HILL, C. Z. 

Minerals Exploration Co. (subs, of Union Oil Co. of California). 

2pp. 27864:350. 


8412210294 Discusses licensee 841112 Itr rept r® 841030-1104 wind 
damage to tailings cell liner. Upper liner sheets should be 
removed. Maint efforts for lower liner sheets urged. Redes ign 
of liner will be required prior to use. 

KONWINSKI, G. R. , PETTENOILL. H. J. Region 4, Office of Director. 
84/11/30. Region 4, Office of Director. 2pp. 28041:323. 


8412260159 Forwards Amend 16 to License SUA-1350, add ing Condition 49 
8c revising Condition 48 to enable disposal of pumpback water 
in tailings impoundment, 

SMITH.R.D. Uranium Recovery Field Office. 84/11/30. HILL.C. 
Minerals Exploration Co. (subs, of Union Oil Co. of California). 
2pp. 28075:302. 


— 8412260160 Safety evaluation supporting Amend 16 to License SUA-1350. 
KONWINSKI, 0. R. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/11/30. 3pp. 28075:304. 


— 8412260162 Amend 16 to License SUA-1350. author i zing disposal of 
pumpback water in tailings impoundment. 

SMITH.R.D. Uranium Recovery Field Office. 84/11/30. 10pp. 

28075: 307. 


DOCKET 40-8647 KERR-MCOEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8412130057 FOIA request for nine categories of documents r® Kerr-McOee 
South Powder River Basin Mill. 

BARNES. C. Affiliation Not Assigned. 84/05/14. Public Document 
Branch. 2pp. 27925:315. 


8412130063 Response to FOIA request for nine categories of documents re 
Kerr-McOee South Powder River Basin Mill.F Lomax 790119 Itr 
end. Remainder of documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/20. BARNES, C. 
Affiliation Not Assigned. Ip. 27925:317. 


— 8412130068 Forwards copies of n>aps included in South Powder River Basin 
Mill environ rept. DES will be forwarded when issued. 

LOMAX, F. Fuel Process. 8< Fab. Branch (Pre 790727). 79/01/19, 

NEILL, P. Affiliation Not Assigned. 6pp. 27925:318. 


DOCKET 40-8674 PLATEAU RESOURCES, LTD. . GRAND JUNCTION, CO 


8412130012 Issues Amend 8 to License SUA-1326, revis ing Condition 26 re 
financial surety arrangements for reclamation *c 
decommissioning of Blanding Ore Buying Station Site. 

SMITH.R.D. Uranium Recovery Field Office. 84/10/25. FISHER, B. 
Plateau Resources, Ltd. 2pp. 27918:301. 


— B412130014 Reviews licensee request for amend to License SUA-1326, 
revising decommissioning plan. Request acceptable. License 
should be amended per listed revised Condition 26. 

HILDENBRAND, P. Uranium Recovery Field Office. 84/10/23. 
Uranium Recovery Field Office. 4pp. 27918:303. 


— 8412130017 Issues Amend 7 to License SUA-t 326, revising Condition 4 to 
extend expiration date to 850930. Extension will enable 
completion of decom.'iti ss ioning 8< reclamation of Blanding Ore 
Buying Station Site. 

SMITH.R.D. Uranium Recovery Field Office. 04/10/23. FISHER, B. 
Plateau Resources, Ltd. Ip. 27918:307. 


— 8412130019 Discusses licensee request for 1-yr extension of License 
SUA~1326. Proposal acceptable. Revised Condition 4 provided. 
HILDENBRAND, P. Uranium Recovery Field Office. 84/10/23. 

Uranium Recovery Field Office. 2pp. 27918:308. 


8412070464 Submits review of environ monitoring rept for Jul-Dec 1983 
for Plateau Resources, Ltd , B landing Ore Buying Station. No 
significant variations from previously reported data noted. 

No further action necessary at present. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/11/07. Uranium Recovery Field Office. 2pp. 27844:355. 
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DOCKET 40-8673 ENERGY FUELS NUCLEAR. INC. . DENVER. CO 


0412120384 Suggests completion of Hanksville Buying Station 
decommissioning plan w/o r®v@gatating access road & ore pad 
area until ultimata us© of property determined. 

ROBERTS. H. R. Energy Fuels Nuclear, Inc. 84/07/13. HILDENBRAND. P. 
NRC - No Detailed Affiliation Given. Ip. 27912:301. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR. INC. . DENVER. CO 


8412130549 Issues Amend 24 to License SUA-1358. revising Condition 55 
to authorize transfer of 12. 000 tons contaminated soil & 
loiu-grad® or® from Plateau Resources. Ltd to licensee for 
disposal. 

SMITH.R. D. Uranium Recovery Field Office. 84/10/23. VINCELLETTE, M. 
Energy Fuels Nuclear. Inc. 2pp. 27917:330. 


— B412130359 Safety evaluation supporting Amend 24 to License SUA-1338. 
authorizing disposal of contaminated soil tn low-grade ore 
received from Plateau Resources. Ltd . 

SHQPENN. N. M. . PETTENOILL. H. U. Uranium Recovery Field Office. 
84/10/23. 2pp. 27917:332. 


•8412130570 Informs that Amend 24 to License 8UA-1358. authorizing 
disposal of matl received from Plateau Resources. Ltd should 
be fee exempt. Act ion initiated by Region IV. 

SHOPENN. N. M. Uranium Recovery Field Office. 84/10/23. 

MILLER. W.O. License Fee Management Branch. Ip. 27917:334. 


8412140033 Ack receipt of 840928 request to temporarily replace 
L Perkins w/S Schierman as radiation protection officer. 

Qualif ications meet Condition 11 specs of License SUA-1358. 
HAWKINS. E.F. Uranium Recovery Field Office. 84/10/23. UMETCO 
Minerals Corp. <subs. of Union Carbide Corp.). Ip. 27958:158. 


— 8412140039 Safety evaluation supporting licensee 840928 request. 
S Schierman qualif ications meet requirements of Condition 11 
of License SUA-1358 & guidelines of Reg Guide 8.31. 
HILDENBRAND, P. . HAWKINS, E. F. Uranium Recovery Field Office. 
84/10/23. Ip. 27958; 159. 


8412130553 Issues Amend 25 to License SUA-i358. extending expiration 
date (Condition 4) to 850131 . Extens ion enables transfer of 
license to Umetco Minerals it submission of renewal 
appl ication. 

SMITH. R. D. Uranium Recovery Field Office. 84/10/30. VINCELLETTE. M. 
Energy Fuels Nuclear. Inc. Ip. 27917:348. 


— 8412130561 Informs that Amend 23 to License SUA-1358, ex tend ing 
expiration date, should be fee exempt. Action initiated by 
NRC. 

HILDENBRAND, P. Uranium Recovery Field Office. 84/10/29. 
MILLER. W.O. License Fee Management Branch. Ip. 27917:349. 


8412260036 Forwards Amend 26 to License SUA-1358 for UMETCO. revising 
ownership of White Mesa Mill. 

SMITH, R. D. Uranium Recovery Field Office. 84/12/03. DEHOLLANDER. R. 

UMETCO Minerals Corp. (subs, of Union Carbide Corp. ). 2pp. 

28073: 282. 


— 8412260038 Amend 26 to License SUA-1358 for UMETCO, revi sing ownership 
of White Mesa Mill. 

SMITH. R.D. Uranium Recovery Field Office. 84/12/05. 7pp. 

28075; 284. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD. . GRAND JUNCTION. CO 


0412120363 Forwards BK Reaveau resume Reaveau hired recently as environ 
& radiological health supervisor for Shootaring Canyon U 
Processing Facility as radiation safety officer for 
Blending Ore Station. 

OERDEMAN. F. W. Plateau Resources Ltd. 84/10/03. Uranium Recovery 
Field Office. 14pp. 27913:001. 


8412130214 Safety evaluation supporting Amend 14 to License SUA-1371. 
authorizing disposal of 4.000 tons contaminated toil & 
low-grade ore from Energy Fuels Nuclear at licensee 
Shootaring Canyon Mill. 

SHOPENN, N. M. . PETTENGILL, H. J. Uranium Recovery Field Office. 
84/10/25. 2pp. 27916:295. 


8412130347 Issues Amend 14 to License SUA-1371. revising Condition 48 
to authorize transfer of 4.000 tons contaminated soil 
& low-grade or# from Energy Fuels Nuclear. Inc for disposal 
at licensee Shootaring Canyon tailings area. 

SMITH. R.D. Uranium Recovery Field Office. 84/10/23, OERDEMANN. F. W. 
Plateau Resources. Ltd. 2pp. 27917:353. 


8412170017 Issues Amend 14 to License SUA-1371 , author i z ing disposal of 
contaminated soil & lou-grad® ore from Energy Fuels Nuclear 
Hanksville UT ore buying station in tailings disposal area. 

Amend fee exempt. 

SHOPENN, N. M. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/10/25. MILLER. W.D. License Fee Management Branch. 2pp. 

27972: 337. 


— 8412170021 Amend 14 to License SUA-1371, auth or iz ing disposal of 
contaminated soil & lou-grade or® from Energy Fuels Nuclear 
Hank svi 1 le. UT ore buying station in tailings disposal area. 

■» Region 4, Office of Director. 84/10/25. 10pp. 27972:339. 


8412180107 Provides addl info re matls to be received at facility per 
decommissioning activities at Hanksville buying station & 

Blanding Ore Buying Station operated by Plateau Resources. 

Ltd. 

OERDEMAN. F. W. Plateau Resources. Ltd. 84/11/14. SMITH, R.D. 
Uranium Recovery Field Office. 3pp. 27974:353. 


8412210291 Reviews Plateau Resources. Ltd First Half 1984 environ 
monitoring repts for Shootaring Canyon Mi 1 1. submitted per 
10CFR40. 63 & Condition 34 of License SUA-1371. NRC will add 
natural U & Ra-226 analysis it drop Po-210 requirement. 

SHOPENN, N. M. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/11/30. Uranium Recovery Field Office. 4pp. 28041:331. 


DOCKET 40-8724 CHEMETRON CORP. . CHICAGO, IL 


8412270129 Forwards "Proposed Confirmatory Radiological Survey Plan for 
Chemtron — McGean Industrial Dump Site.Mewburg Heights. 

OH. " 

BERGER. J.D. Oak Ridge Associated Univs. 84/11/21. COOL. D. A. 

Uranium Fuel Licensing Branch. 2pp. 28118:089, 


— 8412270130 "Proposed Confirmatory Radiological Survey Plan for 
Chemtron - McOean Industrial Dump Site.Newburg Heights. OH. " 

* Oak Ridge Associated Univs. FIN A-9093-0. 84/11/21. NRC - 

No Detailed Affiliation Given. 6pp. 28118:091. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO. . INC. . CASPER. WY 


8412130405 Issues Amend 9 to License SUA-1373. revising Conditions 1 & 2 
to reflect name U address change. Amend also ack closing of 
Casper. WY ofc & corrects errors in Amend 8. 

SMITH, R. D. Uranium Recovery Field Office. 84/10/30. Teton 
Exploration Drilling Co., Inc. (subs, of UNC Resources. Inc.). Ip. 
27916; 287. 


8412070501 Reviews second quarterly environ monitoring rept for 1984. 

No followup actions necessary. 

WASTLER. S. L. , HAWKINS, E.F. Uranium Recovery Field Office. 84/10/31. 
Uranium Recovery Field Office. 2pp. 27844:294. 


8412070512 Summary of 841023 meeting w/UNC Teton it UNC Resources in 
Casper. WY re effect of closing Casper, WY ofc 8< ongoing 
reorganization of UNC Teton-UNC Resources per license 
conditions in Licenses SUA-1373 & SUA-1403. 

WASTLER. S. L. , HAWKINS, E.F. Uranium Recovery Field Office. 84/11/13. 
Uranium Recovery Field Of';:*ice. 4pp. 27844:263. 


DOCKET 40-8745 OGLE PETROLEUM, INC. . CASPER, WY 


8412070474 Submits review of Ogle Petroleum, Inc semiannual rept for 
in situ solution mining operation for 340223-0827. Info 
satisfies License Condition 75. 

WASTLER, S. L. , HAWKINS. E.F. Uranium Recovery Field Office. 84/10/31. 
Uranium Recovery Field Office. 3pp. 2784^:331. 


DOCKET 40-8760 EDLQW INTERNATIONAL CO. . WASHINGTON. DC 


8412120397 Requests removal of Edlou Inti U storage site through 
revocation or nonrenewal of license 8< site regulation change 
forbidding future storage sites to be located within 3 mile 
radius of populated area. Pet ition end. 

SISTER CECILIA Affiliation Not Assigned. 84/00/29. Office of 
Nuclear Material Safety & Safeguards. Direc tor. 8pp, 27912:243. 


8410310017 Discusses Sister Cecilia 840829 petition. on behalf of 
citizens of East St Louis, IL. requesting that Edlow Inti 
storage site be removed. Draft ack Itr & draft FR notice re 
request for action under 10CFR2. 206 end. 

LIEBERMAN.J. Regional Operations & Enforcement Division. 84/10/09. 
DAVIS. J. G. Office of Nuclear Material Safety & Saf eg uards. Director . 
6pp. 27919:310. 
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8412120548 Requests termination of license allowing Edlow Inti to store 
ifi irLsrsrLouis because of possibility of accidents at 
UF6 in ^ 5 ^ Patricks Catholic School 


facility. Close 


noted. 

MAYER. R. Affiliation Not Assigned. 

No Detailed Affiliation Given. 3pp. 27^12. JJO. 


84/10/11. PALLADINO. N. J. NRC- 


re U storage 


841Z120S65 Requests nor. strict 

«f Ntcl«r Material Safety *, Saf.gtarde. Director. Ip. 

27912: 360. 


8412130627 Forwards 841017 Itr directed to regional 
IL expressing citizen concerns re Edlow_ ^ 


RICEfY. Senate. 84/10/19. DAVIS. J. 
Given. Ip. 27916:322. 


ofc in Glen Ellyn. 
No Detailed Affiliation 


MCerv^^eiatl 84/10/17. HIND. J. A. Region 3, Office of 
Director. 3pp- 27916:323. 


—8406230022 Responds to 840220 Itr re Edlow Co 

Louis. If. Based on low relative hazard associated w/UF6 Jt 
precautions being taken, NRC believes public 8c environ 

DAVIS, J. G. Office of Nuclear Material Safety 8c 
Safeguards. Director. 84/03/22. 

Ip. 27916:326. 


in East St 


OFFICER. C.E. East St. Louis. IL. 


S412170O69 Notice re citli.n. of East St Louie. IL Sf??’ 

removal of Eilou Inti eource matl etorege eite.Ltr treated 

;AVIs!i‘r 5rflJfo”N“t.ar Natenal Safety t Safeguard.. Director. 
84/11/06. Ip. 27972:258. 


B412170084 Ack receipt of B40B29 r.Ru.et that 

storaae site be removed from East St Louis neighborhood 
through license revocation or nonrenewal. Continued storage 

Sff^crorNllcUariSitiJJarSafety 8c Safeguards. Director. 
34/11/06. SISTER CECILIA Affiliation Not Assigned. 3pp. 

27970:349. 


8412170407 Ack receipt of 8410U request for termination of Edlow Inti 
Co license for source matl storage. Request 
considered as petition per 10 CFR 2 . 206. Response to Sister 

""ic'e'if'SSclear S^'tirial Safety 8< faf .guards . Director. 
84/11/06. MAYER. R. Affiliation Not Assigned. Ip. 27973.297. 


8412100494 Informs that Commission docketing officer holding 840524 
request for hearing in East St Louis. MO. in event Edlow Inti. 

Inc applies for license renewal. 84/11/30 

NDRKLINDER. «. S. Offica of the General 
YOUNGE. W. H. Illinois, State of. Ip. 27849.076. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP. . 


8412100499 Forwards add 1 baseline data for 0-Sand R8.D pro jec t. for 
consideration in amend to License SUA-1387. Data includes 
full sit# analyses 8t excursion parameter values for 
production 8; monitoring wells. 

FREEMAN. MD Seauoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corr> 84/10/ll HANKINS. E., HILDENBRAND. P. Uranium Recovery 
Field Office. 20pp. 27849:336. 


8412140226 Responds to 841017 Itr reporting that sediment 

collected from NPDES discharge drainage sys exceeded Ra-226 
limits of Condition 59 of License SUA-1387. No 

SA«MSLI‘F‘°"u«n';lrR.c=v.Ty Fi.ld Offica. 84/11/23. STALER. 0. C. 

Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip- 
27956:001. 


— 8412140232 Discusses elevated Ra-226 values in sediment collected in 
drainage sys below NPDES discharge point. Licensee response 
to problem adequate 8t indicates responsible operator 

HILDENBRAND. P. . HAWKINS. E. F. Recovery Field Office. 

84/11/23. Uranium Recovery Field Office. Ip. 27956.002. 


DOCKET 40-8781 TETON EXPLORATION 


8412070512 Summary of 841023 meeting w/UNC Teton 8. UNC Resources in 
Casper, WY re effect of closing Casper. WY ofc & ongoing 

^::?ranication of UNC Tetom-UNC Resouoc^^pai Ucanoe 

HASTLE^^l" HiHKINl?E.F. '.'-nium Recovery FiaU Office. 84/11/13. 
Uranium Recovery Field Office. 4pp. 27844.263. 


DOCKET 40-8783 URANERZ USA. INC. , 


8412270355 l.eues Amend 6 t. License 8UA-1401. r .vis in, Condition. 3B 1. 
43 re quarterly reporting & *'-*'’* ’"'"S.IToJs^listed 

reoulrements, respectively. Revised conditions Ji.ted^ 

Uranium Recovery Field Office. 


require 

SMITH. R.D. 

Uranerz USA, Inc. 3pp. 28116:349. 


84/12/05. HARTMd^N. G. 


oAioormss Safetu evaluation supporting Amend 6 to License SUA-1401. 
BR?CH R F SlwKWS,E F. Uranium Recovery Field Offica. 84/12/04. 
28116: 352. 


4pp. 


-8412270363 Notifies that Amend 6 to License SUA-1401 should 
fee-exempt. NRC initiated action. 

BRICH.R. F. Uranium Recovery Field Dr^ce 
License Fee Management Branch. 


Ip. 


84/11/30. 
28116: 356. 


MILLER, W. 0. 


DOCKET 40-8786 URANIUM RESOURCES. INC.. « I^HARDSON^ JX 


R412100339 Ack receipt of 841026 Itr, discussing concerns re groundwater 
lis°?ncatiororNorth Platte site & restoration technique, 
cinsificrtion Jails under State of WY Dept of Environ 

S‘’‘'i-nium’'raro"v:;rFl£offic.. 84/11/13. LAR80N.R. D. 
Uranium Resources. Inc. 3pp. 27870.333. 


aa. 1 0070*51 7 Clarifies issues re policy St technical items as discussed at 

®"84l9u‘ma'.trnri“d»”n» 

reyuast.Corraapondenca re jtability of , 

including NRC 841113 re.ponae ' JeLIZZA. M 3 

HAWKINS. E.F. Uranium Recovery Field Office. 84/11/30. M. a. 

Uranium Resources, Inc. 2pp. 28107:313. 


DOCKET 40-B794 MOLYCORP. INC. . LOS ANGELES. CA 


8412110172 Submits items of interest. NMSS revi owing Keri McGee 
Sequoyah Fuels Plant application for disposal of liquid 
raffinate by deep well injection. 

PAGE. R G Uranium Fuel Licensing Branch. 84/12/06. DAVIS. U.O. 
Office of Nuclear Material Safety 8c Safeguards, Director . 2pp. 
27B99: 283. 


DOCKET 40-8829 WYOMING FUEL CO. . LAKEWOOD. CO 


04.12110009 Discusses hearing requests raceived in early Jul 1983 r* 
Wyoming Fuel Co R&D solution mining application to 
conduct in situ mining in Dawes County . NE. Suggests ofc 
denu requests for hearing, based on plans to issue license, 

SMITH. R.D. Uranium Recovery Field Office. 84/11/13. CHILK, 8. J. 
Office of the Secretary of the Commission. 2pp. 27896:305. 


8412110012 Forwards hearing requests re Wyoming Fuels R4<D solution 

mining application that OELD advised Field Recovery Ofc to 
forward for processing. W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 83/07/21. CHILK. S.V. 
Office of the Secretary of the Commission. Ip. 27896:311. 


8412110016 Requests hearing on Wyoming Fuels permit requesting 

authorization to min# U in State of NE. Need for enactment & 
enforcement of strict controls on U mining. 

WELLNITZ. D. L. Save Nebraska Water. 83/07/01. FELTON. U. M. 
Division of Roles and Records. Ip. 27896:314. 


-8412110020 Requests hearing on Wyoming Fuels request to mine U in 
State of NE. Quality of underground water threatened by 
proposal to mine U. 

SLOAN. D.L. Sloan Irrigation. Inc. 83/07/06. FELTON. J. M. 
Division of Rules and Records. 3pp. 27896:316. 


8412210334 Responds to 841116 Itr re NRC Crow Butte In Situ Leach 
Project environ assessment. Concerns re excursion for single 
parameter- & production uells addressed. Response to other 
items listed. 

HAWKINS. E. F. Uranium Recovery Field Office. 84/11/27. HOFFMAN. T.E 
Affiliation Not Assigned. 3pp. 28048:307. 
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wards comments £« recommendations oni "Radon Control at 
Co Crow Butte In Situ U Mine. " per 841030 Itr. 

Uranium Recovery Field Office, 84/11/30. 

Wyoming Fuel Co. 5pp, 28048:302. 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end. „ .. . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Resoonse (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03. 8412030028. 


sensing of production and ULTILIZATION FACILITIES 

!IV. OF MICHIGAN RESEARCH REACTOR 
ledical. emergency S< fire protection plans 


fised emergency p Ian. W/841 127 Itr. 

Michigan. Univ. of. Ann Arbor. MI. 84/11/27. 76pp. 

24X Fiche: 50-002. 84/11/27, 8412170237. 


license stage documents & correspondence 


ulication for renewal of License R-28. revising Tech Specs 
1 safety limit of 4.68 MW reactor power at 900 
:o delete ref to 10 plate fuel. 

-hiaan. Univ. of. Ann Arbor. MI. 84/11/30. DENTON, H. 
‘Licensing. 3pp. 27878:321. 24X Fich e : 50-002. 84/ 1 1/30. 


Proposed Tech Spec changes, estab 1 ish ing safety limit of 
eactor power at 900 gpm flow & deleting ref to 

an, Univ. of, Ann Arbor. MI. 84/11/30. 47pp. 27878:324. 

B : 50-002. 84/ 1 1 /30. 8412120352. 


"Safety Analysis. " 

an, Univ. of, Ann Arbor. MI. 84/11/30. 64pp. 27879:009. 

®: 50-002. 04/11/30. 8412120352. 


xaminat ions 


rwards certificates for 
/o end. 

L. Region 3. Office of 
niv. of. Ann Arbor. MI. 
2, 83/11/01. 8412200502. 


reactor operators & senior reactor 

Director. 83/11/01. BURN. R, R. 

Ip. 28030:255. 24X 


NDIAN POINT STATION. UNIT 1 

medical, emergency & fire protection plans 


vises that 840716 Rev 6 to physical security plan 
uj/provisions of 10CFR50. 54 ( p ) & acceptable. 

Division of Engineering 8< Technical Programs. 84/11/30. 
D. Consolidated Edison Co. of New York. Inc. 3pp. 

24X Fiche: 50-003. 84/11/30. S412130616. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24X Fiche: 50-000. 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness §< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. I14pp. 27966:215. 24X Fiche: 50-000. 84/12/07. 8412050090. 

8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche; 50-000, 84/12/10, 8412060594. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123; 131. 


24X Fiche: 50-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28123:250. 24X Fi c he : 50 - 000 . 84/12/ 17. 8412120547. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency Si fire protection plans 


8412110039 Forwards Rev 2 to emergency preparedness plan, incorporating 
all changes in 840418 Itr. 

REMICK, F. J. Pennsylvania State Univ., University Park. PA. 

84/11/26. Director's Office. Office of Inspection and Enforcement. 
Ip 27852:204. 24X Fi c he : 50-005. 84/ 1 1/26. 84121 10039. 


— 8412110042 Rev 2 to emergency preparedness plan. 

» Pennsylvania State Univ. . University Park, PA. 84/08/31. 
27852:205. 24X Fiche : 50-005. 84/ 1 1 /26, 84121 10039. 


42pp. 


DOCKET 50-6 BATTELLE MEMORIAL INST. RESEARCH REACTOR 
J. Insurance it Indemnity information 


reports. IE Bulletins & correspondence 


: Info Notice 84-83, "Various Battery Problems. " Svc list 

Division of Emergency Preparedness & Engineering 
^ost 030103). 84/11/19. Consolidated Edison Co. of New 

120pp. 27807:058. 24X Fiche : 50-000. 84/1 1 / 19, 841 1 150064. 


8412180579 Forwards Endorsements 84 it 86 to NELIA Policy NF-17. 

STALL. D. H. Battelle Memorial Institute. 84/12/11. DINITZ. I. 
Assistant Director for State & Licensee Relations. 4pp. 28002:298. 
24X Fiche: 50-006. 84/12/ 1 1 , 84 12180579. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


I Info Notice 84-84. "Deficiencies in Ferro-Resonant 
*«. " Svc list end. 

Division of Emergency Preparedness it Engineering 
»oat 030103). 84/11/27. Consolidated Edison Co. of New 

126pp. 27807:179. 24X Fi c he : 50-000. 84/1 1 /27, 841 1210360. 


Z Info Notice 84-85. "Molybdenum Breakthrough From 
srators. " Svc list end. 

Division of QA. Safeguards & Inspection Programs (Post 
34/11/30 Consolidated Edison Co. of New York, Inc. 

£>7:086. 24X Fiche: 50~000. 84/11/30. 8411280366. 


E Info Notice 84-86. "Isolation Between Signals of 
Sys & Nonsafety-Related Equipment. " 


nc 1. 

Division of Emergency 
»ast 830103). 84/11/30. 

116pp. 27965:224. 24 X 


Preparedness it Engineering 

Consolidated Edison Co. of New 
Fiche: 50-000. 84/11/30, 8411280370. 


E Info Notice 84-87. "Piping Thermal Deflection Induced by 
Flow. " Svc list end. 

. Division of Emergency Preparedness 8t Engineering 
Post 830103). 84/12/03. Consolidated Edison Co. of New 

117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


F. Security, medical, emergency it fire protection plans 


8412200033 Responds to FDIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/14. BELL. N. 
Nuclear Information it Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000. 84/06/14. 8412200033. 


8412060615 Further response to FOIA request for 10 & SO-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, J. M. Division of Rules and Records. 84/11/13. BERLIN. M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50-000. 84/11/13. 

8412060615. 


412010003 Revs to emergency plan implementing procedures, including 
ED-2 re flood protection sys foT Dresden Station. ED-3 re 
demand polling of meteorological data it ED-7 re offsite dose 
calculation sys program. W/a41 130 Itr. 

THACKER. R. Commonwealth Edison Co. 84/11/30. DENTON. H. R. Record 


Fiche: 50-010. 84/11/30. 8412010003. 
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34123:0219 r = r*:3ris t-t’I'.r ve-sic-. ; 
e^erge-c^ plan iireztzr^^ 

MCGRE.S Ocr.nsn^ealt*: =:i:s=n 

S^anc*! { 0 0 c ij T-® t Centre! Ces i . 
Fiche- 5C-CCC,, 54/ 1 1 /3C, 34 1 23 1 02 :9 


■* revised generating stations 
release memo. 

; ’54/:!/30. Record Services 

ip;/ 23137:230. 24X 


-B41231C241 
t e 1 8 ? h '3 n 1 
GAi_LE. 0 ? 
24X Fizti 


Pvt’.ic version cf rev:se- 


enerating stations 


'-‘n' ^ ^ ^ i Sw r C 0 ^ &4/ 1 * /Oiis 53p p - 

ISc " S4 / 1 1 / 3 o” S 4 1 23 1 02 1 ? , 


emergency pUn 
28137: 285. 


8412030028 IE Info Notice 84-88, "Standby Gas T-reatment Sys Problems." 

Sve list end. „ ^ . 

JORDAN, E L Division of Emergency Preparedness 8« Engineering 
p««nnnse (Post 830103). 84/12/03. Consolidated Edison Co. of New 

Y k Inc 122pp 27966:093. 24X Fiche: 50-000, 84/12/03. 8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking 
Nonsensitized 316 Stainless Steel. '* Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. 

York. Inc. 118pp. 27966:332. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/12/07, 8412050081. 


34121C3055 Irfsrrs tCat Revs 
plan subsittei S4C524 2« C:t 
10CFR5G, 54U repi-J ire.3er:ts 
«f f ectzver.ess. 

PAP£RI£LL3< C, Regior, 3, 

Csrsctcnyealth Edison Co, 2p 
.3412120055. 


4. & 44 to generating stations emergency 
,934, -espectiveiy, consistent u/ 

1. 53 not decrease plan 


Cffice of Director, 
p, 27S35:C5B. 24X 


84/12/04. REED.C- 
Fiche: 50-000, S4/12/04, 


.3412130239 Advists tr.at Sept iFi 
Rev 3 to LaSalle anneat to eaei 
4)/10CFR5C, 54 (p f Sr acceptable. 
PAPE-RIELLC.-C. J. Pegior. 3, Cf- 
.Co.r,mona«alth Edison Co, 2pp. 
S412130289 


4 Rev 3 to Dresden annex & Oct 1984 
gency plans consistent 


ice of Director. 
27901:001. 24X 


84/12/07. REED, C. 
Fiche: 50-000, 84/12/07, 


S412310449 R«q.uests submittal of annual emergency exercise objectives & 
scenarios for NRC revieu or. 45-day schedule instead 
of 20-day schedule as requested or 820112 & S3082&. Sch edul e 
for exercises occurring after 850301 provided. , oepn r 

oADporpi ,* Q C .J Region 3, Office cf Director. 84/12/14. REED, c. 

Ed:s=rc=, ^.p, 28134,225. 24* ficp.: 50-000, S4/12/14, 

S412310449, 


9412280004 Revised emergency plan implementing procedures, including 
EPIP 600-1 re development of recovery St reentry procedure & 

EPIP 200-20 ra control room evac ua ti on/saf e shutdown. W/ 

841221 Itr. 

SCOTT, D. J. Comnonweal th Edison Co. 84/12/21. DENTON, H.R. 
of ^4ad»ar Reactor Regulation, Director. 79pp. 28111:134. 24X 

Fiche: 50-010, 34/12/21, 8412230004. 


?, Operating licens® stage documents St correspondence 


8412050090 IE Info Notice B4-90. "Main Steam Line Break Effect on 
Environ Qual i f 1 cati on of Eciuipment. '* Sve list ®ncl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 

York, Inc. 114pp 


84/12/07. Consolidated Edison Co. of New 
27966: 215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Sve list encl. „ ^ . 

JORDAN, E.L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103^ 

York, Inc. 116pp 


84/12/10. Consolidated Edison Co. of New 
28032: 130. 24X Fiche: 50-000, 84/12/10 . 8412060594. 


flai2ino532 Ack receipt of B41205 Itr informing NRC of steps tak@n to 
correct violations noted in Insp Repts 50-010/84-15, 

50-237/84-18 & 50-249/84-17. . « « r-., 

* Reaion 3, Office of Director. 84/12/12. Commonwealth Edison 

Co. Ip. 27962:003. 24X Fich e: 50-010, 84/12/12, 8412180532. 


-B4121B0541 Responds to NRC 841106 Itr re violations noted in Insp Rept 
50-010/84-15,50-237/ 84-18 8t 50-249/84-1 7. Corrac t ive actions: 
flow of standby gas treatment sys tested & procedures 
revised for battery surveillance & maint. 

FARRAR, D.L. Commonwealth Edison Co. 84/12/05. KEPPLER,J. O. 

Region 3, Office of Director. 3pp. 27962: 004. 24X 


p^^he• 30-010. 84/12/12. 84121B0532. 


8412120541 IE Info Notice 84-92, “Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. “ Sve list encl. . ^ . . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post S30103>. 84/12/17. Consolidated Edison Co, of New 

York, Inc. 119pp. 28123: 131. 


24X Fiche: 50-000, 84/12/ 17, 8412120541. 


8412170300 FOIA request for documents re decontamination of nuclear 
power reactors, ant ic ipated schedule for decontamination of 
Dresden Unit 1 St d isposal , bur iai Se solidification of wastes 
from decontamination procedures. 

BELL,N. Nuclear Information & Resource Service. 84/06/01. 

FELTON, J, M Division of Rules and Records. 2pp. 27973:312. 24X 

Fiche: 50-010,84/06/01, 8412170300. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. '• Sve list encl. 

JORDAN. E L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. I20pp. 28123:250. 24X Fich® : 50-000, 84/12/ 17, 8412120547. 


V. Operator Examinations 


8412120624 Notifies that fees received for Units 2 8< 3 deemed 
appropriate for Amends S3 & 77 to Licenses DPR-19 & DPR-25< 
respectively. Refund authorized for Class I fee received for 
790216 application to amend Unit 1 license. 

MILLER, W. 0. License Fee Management Branch. 84/12/10. FARRAR, D.L. 
Commonwealth Edison Co. Ip. 27912:311. 24X Fiche: 50-010, 84/12/10, 

6412120624. 


B412200630 Forwards certificates for reactor operators Sc senior reactor 
operators. Certificates intended to emphasize Commission 
conviction that obtaining licanse constitutes significant 
technical ach i evement. W/o ends. . 

SPESSARD, R. L. Region 3, Office of Director. 83/11/01. SCOTT. D. J. 
Commonwealth Edison Co. Ip. 20032:014. 24X Fiche: 50-010. 83/1 1/01, 

8412200630, 


Q. Inspection reports, IE Bulletins t correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 

enc 1- 

JORDAJSi, E, L. Division of Emergency Preparedness & Engineering 
Respons® (Post S30103), 84/11/19. Consolidated Edison Co, of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, 8411150064. 


8412190492 Submits monthly summary rept of Region III recLual if ication 
exams for Oct 1983, per 830608 request. Results of audits of 
listed plants will be forwarded w/Nov monthly rept. W/o 

KEPPLER.J. 0. Region 3, Office of Director. 83/11/07. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 28029:332. 24X 

Fiche: 50-000.83/11/07, 8412190492. 


8411210360 IE Info .Notice 84-84. "Deficiencies in Ferro-Resonant 
Transf oraers. " Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. i26pp. 27807:179. 24X Fiche: 50-000. 84/11/27. 8411210360. 


8412030602 Requests listed ref 
licensing exams by 841130 to 
exams. 

WALKER. R.D. Region 3, Office 
Commonwealth Edison Co. 5pp. 
8412030602. 


matl for op®rator/senioT operator 
avoid delay in administering 

of Director. 84/11/21. REED.C. 
27734:275. 24X Fich e: 50-01 0, 84/1 1/21 , 


8411280366 IE Info Notice S4-85, "Molybdenum Breakthrough From 
Tc-99m Generators. “ Sve list encl. 

GRACE* J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

8Spp. 27967:086. 24X Fiche: 50-000, 84/11/30. 8411280366. 


DOCKET 50-13 BABCOCK & WILCOX CO. CRITICAL FACILITY 
P. Operating license stag® documents & correspondence 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys St Nonsaf ety-Related Equipment." 

Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. I16pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 


84122B0352 Forwards Amend 13 to Licens# CX-10, allowing fuel 
operations to facilitate shipping of approx 200 fuel pins 
remaining at site. 

THOMAS, C. 0. Standardizat ion «< Special Projects Branch. 
OLSEN, A. F. Babcock & Wilcox Co. 5pp. 28132:300. 24X 

Fiche: 50-013, 84/12/17, 0412280352. 


cutting 

84/12/17. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced bu 
Stratified Flow. ** Sve list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. il7pp. 27965:340. 24X Fiche : 50-000, 84/12/03, 8412030021 


—8412280357 Amend 13 to License CX-10, allowing fuel cutting operatloni 
to facilitate shipment of approx 200 fuel pins remaining at 
site. 

THOMAS, C. 0, Standardization S* Special Projects Branch. 84/12/17. 
2pp. 28132:305. 24X Fiche: 50-013. 84/12/17, 8412280352. 


DOCKETED ITEMS 
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— 8412280362 Safety evaluation supporting Amend 13 to License CX-10. 
# NRC - No Detailed Affiliation Given. 84/12/17, 6pp. 
28132:307. 24X Fiche: 30-013i 84/12/ 17. 8412280352. 


— 8412280364 Environ assessment supporting Amend 13 to License CX-10. 
* NRC - No Detailed Affiliation Given. 84/12/10. 2pp. 
28132:313. 24X Fiche: 50-013. 84/12/ 17. 8412280352. 


— 8412280371 Notice of finding of no significant environ impact 
supporting Amend 13 to License CX-10. 

HOLAHAN. G. 11. Assistant Director for Safety Assessment. 84/12/10. 
2pp. 28132:315. 24X Fiche: 50-013. 84/12/17. 8412280352. 


DOCKET 50-14 BATTELLE MEMORIAL INST. CRITICAL FACILITY 


J. Insurance & indemnity information 


8412180579 Forwards Endorsements 84 & 86 to NELIA Policy NF-17. 

STALL. D. H. Battell® Memorial Institute. 84/12/11. DINITZ. I. 
Assistant Director for State 8< Licensee Relations. 4pp. 28002:298. 
24X Fiche: 50-006. 84/12/11. 8412180579. 


DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 


X. Onsit® Storage of Low Level Waste 


8412110033 CHARACTERIZATION OF TfC LOW-LEVEL RADIOACTIVE WASTES AND 
WASTE PACKAGES OF GENERAL ELECTRIC VALLECITOS NUCLEAR 
CENTER. 

KEMPF. C.R. . MACKENZIE. D. R. . BOICRMAN. B. S. Brookhaven National 
Laboratory. FIN A-3172. NUREG/CR-3864, 84/11/30. Division of 
Waste Management. 96pp. Available at NffRC. $4. 75. 27896: 139. 24X 

Fiche: 50-018. 84/11/30. 8412110033. 


DOCKET 50-27 WASHINGTON STATE UNIV, RESEARCH REACTOR 


F, Security, medical, emergency & fire protection plans 


8412170075 Responds to FOIA request for documents re physical security 
& safeguards insp rept for nonpoiuer reactors in Regions II 
S< V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON. J. M. Division of Rules and Records. 84/07/09. AFTERGOOD. S. 
Committee to Bridge the Gap. 3pp. 27958:345 . 24X 

Fiche: 50-000, 84/07/09. 8412170075. 


— 8412170113 Insp Rept 50-027/79-01 on 790212-13. No noncomp 1 iance noted. 
Major areas inspected: security p Ian. protec t ion of SNM. alarm 
sys. key. access control. security program review. or gani zat ion. 
procedures & surveillance. Sensitive info deleted, 

POWER. E.J.. MORTENSEN. W. Region 5, San Francisco. Office of the 
Director. NORDERHAUG, L. R. Region 5. San Francisco. Safeguards 
Branch. 79/02/26. 4pp, 27958:355. 24X Fic he : 50-000. 84/07/09. 

0412170075. 


Q. Inspection reports, IE Bulletins it correspondence 


8412170075 Responds to FOIA request for documents re physical security 
& safeguards insp rept for nonpouier reactors in Regions II 
S( V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, 0. M. Division of Rules and Records. 84/07/09. AFTEROOQD. 8. 
Committee to Bridge the Gap. 3pp. 27958:345. 24X 

Fiche: 50-000. 84/07/09. 8412170075. 


— 8412170113 Insp Rept 50-027/79-01 on 790212-13. No noncomp! iance noted. 
Major areas inspected : security p Ian, protect ion of SNM. alarm 
sys. key. access control, security program review. organ! zat ion. 
procedures ic survei llance. Sens it ive info deleted. 

POWER. E.J.. MORTENSEN. M. Region 5. San Francisco. Office of the 
Director. NORDERHAUG, L. R. Region 5. San Francisco. Safeguards 
Branch. 79/02/26. 4pp. 27958:355. 24X Fiche: 50-000, 84/07/09. 

8412170075. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency it fire protection plans 


8412040156 Change 9 to Rev 0 to emergency plan. 

# Yankee Atomic Electric Co. 84/11/29. 9pp. 27746:223. 24X 

Fiche: 50-029.84/11/29. 8412040156. 


8412140356 Advises that 841008 Rev 5 to physical security plan 
consistent w/provisions of 10CFR50. 54(p ) it acceptable. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/11/30. 

HEIDER.L. H. Yankee Atomic Electric Co. 3pp. 27954:034. 24X 

Fiche: 50-029. 84/11/30. 8412140356. 


8412180522 Forwards evaluation of SAR re SPDS. SPDS implementation 
program acceptable provided that SPDS isolated to avoid 
electrical it electronic interference w/equipment 8 j sensors 
used for safety sys. 

ZWOLINSKI. vJ. A. Opera ling Reactors Branch 5. 84/12/17. KAY. J, A. 

Yank®# Atomic Electric Co. 21pp. 27959:076. 24X 

Fiche: 50-029. 84/ 1 2/ 1 7. 841 2 1 80522. 


I. Financial information 


8412200449 Forwards 1983 annual financial repts for joint owners of 
f ac i 1 1 ty . Li st ing of joint owners encl. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/18. 
DENTON. H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 
28017:001. 24X Fiche: 50-000. 84/ 12/18, 8412200449. 


— 8412200456 “Annual Rept 1983. " 

ROWE. J, W. Central Maine Power Co. 83/12/31. 40pp. 28017:207. 

24X Fiche: 50-000. 84/12/18. 8412200449. 


P. Operating license stage documents it, correspondence 


8412070422 Requests end technical evaluation rept, "Review of 
Licensees Resolution of Outstanding Issues. ..." be released 
to public. per 830107 telcon w/util. 

JAMERSON, C. Office of Nuclear Reactor Regulation. Director. 

84/11/19. BAILEY. I . Record Services Branch (Document Control Desk). 
Ip. 27845:001. 24X Fic he: 50-029. 84/11/19. 8412070422. 


— 8412070510 Formerly proprietary version of "Review of Licensees 
Resolution of Outstanding Issues From NRC Equipment Environ 
Qualification SERs ( F-1 1 . B-60) . " technical evaluation rept. 

CRANE. C.J. Franklin Institute/Franklin Research Center. 
NRC-03-79-113. TER-C 52 57-463. 82/05/28. NRC - No Detailed 

Affiliation Given. 445pp. 27845:002. 24X Fi ch e : 50-029, 84/1 1/ 19. 

8412070422. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Encl list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 34/ 1 1 /26, 8412050542. 


8412050454 Discusses preliminary overview of util 830103 probabilistic 
safety stud y. Summary of dominant accident sequences. core 
melt li kelihoods. design strengths 8< weaknesses, of fs ite 
consequences 8c significant safety issues encl. 

ZWOLINSKI, J. Operating Reactors Branch 5. 84/12/03. KAY, J. A. 

Yankee Atomic Electric Co. Bpp- 27763:175. 24X 

Fiche: 50-029, 84/12/03, 8412050454. 


8412110166 Provides results of reanalysis of containment temp profile 
for equipment qualification. Reanalysis result of NRC telcons 
re determination of containment-to-atmosphere heat transfer 
coefficient. 

KAY, U. A. Yankee Atomic Electric Co. 84/12/07. ZW(X.INSKI. U. A. 
Operating Reactors Branch 5. 7pp. 27856:030. 24X 

Fiche: 50-029. 84/12/07, 8412110166. 


8412110363 Comments on NRC QA guidance for nonsafety-related ATWS 
equipment. Proposed guidelines should be revised so that no 
significant changes to existing practices required for 
nonsafety-related equipment. 

HELFR ICH. R. E. Yankee Atomic Electric Co. 84/12/07. GOLDBERG. S. M. 
Division of QA, Safeguards it Inspection Programs (Post 830103). 4pp. 
27852:029. 24X Fiche: 50-029. 84/12/07. 84121 10363. 


8412180534 Requests addl info re Items 4.2.1 8* 4.2.2 of Generic Ltr 
83-28 re periodic maint program for reactor trip breakers it 
trending of reactor trip breaker parameters. Response needed 
within 60 days of ltr date. 

ZWOLINSKI, J. A. Operating Reactors Branch 5, 84/12/17. KAY.U. A. 

Yankee Atomic Electric Co. 5pp. 28003:255. 24X 

Fiche: 50-029, 84/12/17. 8412180534. 


Q. Inspection reports, IE Bulletins it correspondence 


8411150064 IE Info Notice 84-03# "Various Battery Problems." Svc list 
enc 1. 

•JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of Mew 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000. 84/11/19. 8411 150064. 


8412140296 Forwards Insp Rept 50-029/84-19 on 840911. No violation 
noted. 

MARTIN, T. T. Division of Engineering Ik Technical Programs. 84/11/20. 

HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 27954:156. 24X 

Fiche: 50-029, 84/11/20. 84 12140296. 
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docketed items 


^ O 4- 029/84-19 on 840911. No violation noted. Major 

-Q412140299 Insp Rept °29/84 iv procedures. 

areas insp ected: degrade d 9 ^Region 1, Office of 

PAULITZ^F. P. . LUPTAK.A.J. . 24X Fi c he : 50-029 . 84/ 1 1/20. 

Director. 84/10/10. 5pp. 27954.158. 

8412140296. 


8411210360 IE Info Notice 84-84. “Deficiencies m Ferro 

issrsTSivrs.ir./g-.-v ^ ... 

"v"'.°Tnc'"°!Lr 

s.n28036i IE in.. Notice 84-85, "Mol^boeno™ B.e..tbrcugb Fro» 

s:r’a-r/i8f° =4. ^°cH:f^^ooS,l:ru.3o.84n8ao388. 

Svc list encl. -.-^nrii Preoaredness & Engineering 

JORDAN. E.L. Division of Consolidated Edison Co. of New 

Response ®^°^°27965 224 24X Fiche: 50-000.84/11/30. 8411280370. 

York. Inc. 116pp. .i/vtoo. cic:**-. 


34.8030081 IE Info Not.c 84-87, "Pipin, Th.7»al D.n.ction InPuc.4 b, 

^orpori*^"Siv;.r£ii%p:j|-- 

York”" Inc ''’° 117??° 50-°°°’ 

3418030028 IE Info Notlc. 84-88, •'Standbg Oos Tr.at».nt S,s Problem.. “ 
Svc list encl. sr.,«nckTcopin0fis ?< Enoineering 

JORDAN. E.L. Division of Consolidated Edison Co. of New 

?“v?"!nc‘'’°l28?? 27968fJ93. 84X FUh.: 50-000, 84/18/03, 8412030028. 

8412130073 R.spond. to « 

I:“rn::p?T:^p:btu?ric pJtclod. fiilune.l>..i,n cod, . 
further analysis 'J""®^*****‘^‘ - co 84/12/05. MURLEY.T. E. 

^?'rn'^;”of.r:rrf s?;:rto?,‘*j:' °s-t23o. 24x 

Fiche: 50-029. 84/12/05. 8412130073. 

X- oA ao “Stress Corrosion Cracking in 
8412050081 IE Info ^ ° gvc list encl. 

Nonsensitiied 316 ® ' pr-oaredness & Engineering 

JORDAN, E.L. Division of Emergency Edison Co. of New 

?"!?'’”c.‘'’°n8?? 27948 332. 24X Fiche: 50-000. 84/12/07. 8412050081. 


8412050090 IE Info Inf " IvrTitfenc 

Environ Qualification of ' p a^edness & Engineering 

JORDAN. E.L. Division of Emergency L^goiijated Edison Co. of New 

?”r"5Jc.‘'’°U4?? 27946 2^5. 24X Fiche: 50-000, 84/12/07, 8412050090. 

8412060594 IE Info Notice Meteorological 

Measurements Programs. Preparedness 8e Engineering 

JORDAN.E. L. Division of Emergency ^ ji^j^ted Edison Co. of New 

?:rkr"lnc''’°U4??°‘ 2U®?3a ' ?4X Fi^Se: 50-000. 84/12/10, 8412040594. 

8412120541 IE Info Notice 84-92, "CtFt"!"" ''iNo.b.el. "" C-”*"* 

:SSU.‘eT' "S^tlHon ?rE4e;|e;c9 ^7.pa7.tP»;^-^Hn,|;-7inp 
?”r"”c."’°U9??° 28123®?3i 24X Fiche: 50-000, 84/12/17, 8412120541. 

3412120547 IE Info 

^oS^siifE^“*‘5w?:i ;of ly r ^Tor,?;;::t?d^ESi;:r^:“ of no. 

?'orx:"”c.‘'“lL?? 28124?001 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operetinp report. S. r elated corresponden ce 


?rop?rE;j?£c““si?;o/3i. 

27894: 025. 24X Fiche: 50-029, 84/10/31, 84121 10596. 


6 pp. 


8412120036 Monthly operating rept for ';‘°v 1984^W/Q41204 Itr. 

UIHIPPLE.S, HEIDER.L.H. Yankee Atomic Electric Co. 84/11/30. 
27911:113. 24X Fiche: 50-029. 84/1 1/30. 8412120036. 


6 pp. 


S. Reportable oc curr ences, ^LERs 


St related correspondence 


j = + H ©valuation accepting corrective actions re 

ir83oLrLEr83-13 on ?0,,ibilltp Of 
" !2d!ni ores, ore restrictions of desipn basi, for reactor 
vessel loo, temp °''“7PP't’“te protection^ 84/12/03. KAY. J. A. 

ZWOLINSKI.J., A. operating 352. 24X 

Yankee Atomic Electric co. 


00,4050223 Safetg evaluation accepting corrective actions re potential 
—8412050223 sate g 330427 LER 83-13 on pos.ibilitg of 

r.??rictions of ba.l, for reactor 

''“Sfilcro?Tucn:7S::cro: r.g^lariL Director. 84/12/03. 5pp. 
27?I?:354 glx Fiche: 30-029,84/12/03,8412050216. 


8412260003 LER t^fro tf cot^c^ ofrlng^ 

^fc^nfFrocedf e for boiler feed pump circuitry mod revised, 

84/12/12, 


W/841212 ltr_ ^ |y Yankee Atomic Electric Co. 

4?? 2804i:?j8 R ig h, : 50-029, 84/ 12/12, 8412240003. 


8412260374 LER a^iluslfby ‘failure t7 ^ 

ltahiliie‘?*nrrnor luat.r level before pha, ing. Procedure 

"Electric Co_ B4/12/14. 




■ 50-029, 84/12/14, 8412240374. 


DPCKEf 50-57 STATE ^tll9_8F_NEN_^RK RESE ARCH REACTOR 

T'InIi«tIorri?or^^,"lE_Bun.t^,_&_t«rr.,pond.nc. 


a . „4. n* BAtll3 Itr informing NRC of steps 

8412170285 Ack receipt of BAiiiJ * v nsT/flA-oq 

;”Sib:r 

24rFiche: 50-057, 84/12/10. 8412170285. 


taken to 

04/12/10, 
27937: 18S, 


j xe, Mor RA1017 Itr re violations noted in Insp Rep 
-^"i?i^?7?84-;3^Co :e?;i?:°a?tl?-:tinc: 840914, all RU.rt, 
??p?i.rvi.uallg in.pect.d !, tested bg immersion in hot 

uiatar before loading Buffalo, NY. 84/11/13. 

HENRY, L. G. New York. State univ. 


martin. T. T. 


ei^nn nf Enoineerinq 


Tear-hrtiral PlAArt 




DOCKET 50-42 UNIV. OF VIRGINIA R ESEAR CH REAC TOR 
F7'sIIur Ug7"medlclir™,rg enc g 4 f ir e pr otect ion plan. 



DOCKET 50-70 OENERAL E> ECTRIC T EST R EA CTOR 
C, Adjudicatory correspondence 


?ONOS,A. Affiliation Not A..ign.d_ #484 429. 8*711/29. FRYE,J. 

Atomic Safatg and Licen.ing Board Panel. Ip. 27773.149. 24X 


8412170189 Urge. NRC to hold public hearings & obtain all available 
^ info re potential dangars posed bg relicensing "“P}»4 t 


t final decision. 


info re po, ., • . „ 

KtE^“u.'*=?rii;^i?:r ijire-or;; sj 450.^ -^■?;r7-.oc?""%?x" 

Atomic Safety and Licensing Board Panel. Ip. 27937.001. 2 

Fiche: 50-070. 84/12/06. 8412170189. 


8412190381 Memorandum «< order denying California PIRO request for 

:7SbER0eS. r . Twc°L?:i?‘?nd Licensing Board Pen... 

#484 684. 84/12/17- Public Interest Research Group, Californi*. 

14dd 28012:166. 24X Fi c he : 50-070. 84/ 12/ 17, 8412190381 . 
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8412200388 Forwards licensee summary of responses to J Turk revised 
c ontent i ons. Par ti ®s unable to reach agreement on any addl 
contentions since 841119 status rept. Requests that ASLB rule 
on all outstanding contentions. 

RASKINi 0. B. Neuman St Holtzinger. RASKIN. D. B. General Electric Co. 
#484 712. 84/12/19. FRYE. J. H. . LINENBERGER, G. , FOREMAN. H. Atomic 

Safety and Licensing Board Panel. 2pp. 28019:080. 24X 

Fiche: 30-070, 84/12/19. B412200388. 


— 8412200396 Licensee summary of responses to J Turk 831128 revised 
c ontent ions. Con tent i on presents challenge to two conclusions 
of law drawn by show cause dec ision. Contentions not 
admissible & should be re j ec ted. C©r t i f i cate of Svc end. 

RASKIN. D.B. General Electric Co. RASKIN, D.B. Newman & 
Holtzinger. 84/12/19. 25pp. 28019:082. 24X 

Fiche: 50-070, 84/12/19, 8412200388. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


R. Periodic operating reports & related correspondence 


8412040111 "Annual Progress Rept of Univ of Florida Training Reactor, 
Sept 1983 - Aug 1984. " W/841 127 Itr. 

VERNETSON, W. 0. Florida, Univ. of, Gainesville. FL. 84/08/31. 67pp. 

27749:286. 24X Ficht: 30-083, 84/08/31, 841204011 1. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 


8412010159 Forwards Pag® 29 to 841115 proposed revised pages to Tech 
Specs for renewal of License R-119. Page inadvertently 
omitted from transmittal. 

NARDI.A. J. Westinghouse Electric Corp. 84/11/27. THOMAS, C.O. 
Standard i zat ion & Special Projects Branch. 2pp. 27711:237. 24X 

Fich®: 50-087, 84/11/27, 8412010159. 


8412050261 Forwards Amend 8 to License R-119, notice of renewa 1, noti ce 
of finding of no significant environ impact, environ 
assessment. Tech Specs & NUREG-10a3 "SER re Renewal of OL 
for Westinghous® Research Reactor. Zion, IL. " 

EISENHUT. D. G. Division of Licensing. 84/11/27. NARDI.A. U. 
Westinghous© Electric Corp. 2pp. 27798:098. 24X 

Fich®: 50-087. 84/11/27. 8412050261. 


— 8412050267 Amend 8 to License R-1 19. renewing term of license to 020128. 
EISENHUT. D. G. Division of Licensing. 84/11/27. 3pp. 27799:100. 

24X Fiche: 50-087, 84/11/27, 8412050261. 


— 8412050274 Notice of issuance of Amend 8 to License R-1 19. renewing term 
of license until 020128. 

THOMAS, C. O. Standardization & Special Projects Branch. 84/11/27. 

2pp. 27798:103. 24X Fich e: 50-087, 84/1 1/27, 8412050261. 


— 8412050280 Notice of finding of no significant environ impact re 
proposed Amend 8 to License R--119. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 

84/11/27. 5pp. 27798: 105. 24X Fi cho; 30-087. 84/1 1/27, 8412050261. 


— 8412050288 Environ assessment supporting proposed Amend 8 to License 
R-119. 

«• NRC - No Detailed Affiliation Given. 84/11/27. 3pp. 

27798:110. 24X Fiche; 50-087. B4/1 1/27. 8412050261. 


— 8412050294 Tech Specs for Westinghous® nuclear training reactor. 
«• NRC - No Detailed Affiliation Given. 84/11/30, 141pp. 

27798:115. 24X Fich®: 50-087. 84/1 1/27, 8412050261 . 


DOCKET 50-89 GENERAL ATOMIC CO. 


Q. Inspection reports. IE Bulletins & correspondence 


8412170075 Responds to FOIA request for documents re physical security 
Sc safeguards insp rept for nonpower reactors in Regions II 
& V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/09. AFTEROOOD, S. 
Committee to Bridge the Gap. 3pp. 27958:345. 24X 

Fiche: 50-000. 84/07/09, 8412170075. 


— 8412170119 Insp Repts 50-163/80-01 «< 50-089/80-01 on 800213-15. No 
noncompliance noted. Major areas inspected: facility 
operations, faci lity organi zati on, measurements, sh ipp ing ic 
receiving, storage & internal controls & physical inventory. 
BROCK, B. L. . KOBORI.Y. Region 5. San Francisco. Office of the 
Director. NORDERHAUG, L. R. Region 5, San Francisco. Safeguards 
Branch. 80/03/11. 3pp. 27958:360. 24X Fi c he: 50-000, 84/07/09, 

8412170075 . 


9412180495 Forwards Exam Repts 50-089/84-02 St 50-163/84-02 
administered on 841127. 

PATE.R. J. Region 5, Office of Director. 84/12/11. MOWRY.W.R. GA 
Technologies, Inc. /General Atomic Co. 2pp. 27959: 135. 24X 

Fiche: 50-089, 84/12/11. 8412180495. 


—8412180497 Exam Repts 50-089/84-02 & 50-163/84-02 on 841127. Exam 
results; two reactor operators met min qua 1 i f i cat i on 
requirements for 1 Icens ing. Exams end. 

O'BRIEN, J. P. . ELIN,J.O. . PATE, R. J- Region 5, Office of Director. 
84/12/10. 53pp. 27959:157. 24X Fi c he ; 50-089, 84/ 12/ 1 1 , 84 12180495. 


V. Operator Examinations 


8412180495 Forwards Exam Repts 30-089/84-02 50-163/84-02 

administered on 841127. 

PATE. R. J. Region 5. Office of Director. 84/12/11. MOWRY.W.R. GA 
Technologies, Inc. /General Atomic Co. 2pp. 27959:155. 24X 

Fiche: 50-089,84/12/11. 8412180495. 


— 8412180497 Exam Repts 50-089/84-02 S; 50-163/84-02 on 841127. Exam 
results: two reactor operators met min qualification 
requirements for 1 icens ing, Exams encl. 

O'BRIEN, J. P. . ELIN, J. O. . PATE. R. J. Region 5. Office of Director. 
84/12/10. 53pp. 27959:157. 24X Fiche: 50-089, 84/12/1 1, 8412180495. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


F. Security, medical, emergency 8c fire protection plans 


8412280014 Informs of implementation of NRC approved emergency plan as 
of 841215. 

CLARK. D. D. Cornell Univ.. Ithaca. NY. 84/12/18. THOMAS, C. 0. 
Standard i lation & Special Projects Branch. Ip. 28112:002. 24X 

Fiche: 50-097,84/12/18. 8412280014. 


DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


F. Security, medical, emergency 8< fire protection plans 


8412050003 Informs that emergency plan fully imp lemented , emerg ency 
procedures written & approved S< training program w/fire & 
police personnel initiated. 

JENSEN.C.M. Oklahoma Teaching Hosps. , Oklahoma City, OK. 84/11/30. 
THOMAS. C.O. Standardization ic Special Projects Branch. Ip. 

27768:352. 24X Fiche: 50-112. 84/1 1/30, 8412050003. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency 8< fire protection plans 


8412120244 Further response to FOIA request for documents re Iowa State 
Univ reactor safeguards insp repts. Forwards App A documents, 

Info partially deleted (ref FOIA Exemption 4). 

FELTON. U. M. Division of Rules and Records. 84/06/04. AFTEROOOD, S. 
Committee to Bridge the Gap. 2pp. 27952:080. 24X 

Fiche: 50-116,84/06/04. 8412120244. 


— 8412120255 Notice of violation from insp on 790222-23. Info deleted, 
* Region 3, Chicago, Office of the Director. 79/03/13. Ip. 
27952:084. 24X Fiche : 50-116, 84/06/04, 8412 120244. 


— 8412120264 Sanitized Insp Rept 50-116/79-01 on 790222-23. Non comp 1 i an c® 
noted in surveillance program. Info deleted (ref 1(X:FR2. 790 ) . 
CHRISTOFFER, G. . HIND, U. A. Region 3, Chicago. Office of the 
Director. 79/03/08. 6pp. 27952:085. 24X Fich e: SO-l 16, 84/06/04, 

8412120244. 


—8412120311 Sanitized Insp Rept 50-116/80-03 on 801015-16. No 
noncompliance noted. Major areas inspected : securi tu plan & 
organi zation. access c on trol. alarm sys, keys, loc ks harduiare, 
communications Jk survei llance. Inf o deleted (ref 1 (X:fR 2. 790), 
KNICELEY. J. R. . HIND. U. A. Region 3. Chicago. Office of the 
Director. 80/10/24. 4pp. 27952:092, 24X Fi ch e; 50-1 16, 84/06/04. 

8412120244. 


8412130402 Forwards Insp Rept 30-116/84-02 on 840916-19. No 
noncompliance noted. 

NORELIUS, C. E. Region 3, Office of Director. 84/11/16. SPINRAD. B. I, 
Iowa State Univ.. Ames, lA. 2pp. 27916:237. 24X 

Fiche: 50-116,84/11/16, 8412130402. 
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docketed items 



surve I liar-: 





irispeciec; rac: 

:-3r.s, req-alif 

t activities 




S4121 3'j'4C2 





gs Si crgani 
trairirg, ?r 

:i3:ni-h h, 

,fi:239, 24X 


9. No noncoapliance noted, 
ration. revie»ii & 

oc edur es. 


n. 

Region 3. 
Fiche: 50- 


Office of 
116. 84/11/16. 


Irspe-c t lor; repents. 


espondence 


c-’A ’'ecu“st for documents r 

5412:20244 Furtta- -esperse -c irw.4 ^ 

Oriv reactor safS'S’jards irsp re? 

Ir. fo partial! deleted (ref rjn 

Committee to Bridge the G« 


Ficr.e. 53 


, S4/-36/04. 3412120244. 


e Iowa State 

ripts' Forwards App A documents. 

s and* Re cord s'. 34/06/< 

2pp. 27952; OSO. 24X 


■04. AFTERCDOD. S. 


-- S412120255 Notice of violati 
® Ragion 3,. C-hicaga, Cffi 
27952:034. 24X richif;5C-l 


-n 4-c- insp on 790222-23. Info deleted, 
le af the Director. 79/03/13. Ip- 
,6. S4/C6.''04. 34 12 120244. 


docket 50-133 HUMBOLDT 8AY_P0WER_PLANT^_UNIT_3 
H. General correspondence 

for DES for 

ERICSQN. P, 8. NRC - 
24X 


put on distribution list 


8412070254 Retiuests to be 

decommissioning cfrite of 84/11/30. 

TILGHMAN, B. N. California. State of. a 

Wo Detailed Affiliation Oiven_ Ip- 27818.204, 


.L „ rf«.-r,mmi«aionina of plant. Storing of fuel rods 
8412170177 Comments on d®commissioniu» ur p 

SLL^^rA“t';3;;~nta. PTOt.cUon ,, 

Vl 33 ?av" 3 / 05 , 84 . 3 i 70 . 7 T. 

n fo nuclear power. All radwaste should ba 

84121B0194 Expresses opposition to nuciear pu 

removed from plant sij®, 84/12/07, NRC - No Detailed 

=« F.cK.:50-.33, 347 . 3707 , 


--3412120264 Sanitietd Ins? Re 
ncted in surveillance prag' 
CHRI3TCFFH9. 0. . HINO. 0 A. 
Director, 79/33/OS. 6p?. 

3412120244. 


r 50-116/79-01 on 790222-23. Noncomp 1 iance 
am. Info deleted (ref iOCFR2. 790). 

Rea'on 3^ Chicago. Office of the 
27952:035. 24X Fiche: 50-1 16. 84/06/04. 


— 341212G311 Sanitised Insp 
none a.m? I lanc® noted, idaj 
organijat ion. access con 
communications 3; survei 
RNICELEY. J. R . HIND. J. A 
Director. SO/ 10/24. 4 

3412120244. 


Rept 50-116/30-03 on 801015-16. No 
areas insp ected ; security plan 8e 
trol. alarm sy s. key s , loc ks & 
liance. Info deleted (ref 1(X:FR2. 790). 

Fecior 3. Chicago. Office of 

27952:092. 24X Fiche: 50-1 16. 84/06/04. 


-3412:2S3<5 E 4 r.i^i..<i Sns? Rept. 50-1.6/83-01 & 70-0084/B3 01 on 
830382-24. No nor.:oc.plience notei.Ma.= or ere.. inspe=te4. 
nucleer itetl cenOTO . , .h 1 pp inj i r.ceivinj inventory i 

’•ecords & repts. Info deleted (ref 10CFR2. 790). ^ oo/nA/fi 

PIRTDE. S. L. . CREED. J. R. Region 3. Qffice of Director. 83/04/11. 
9pp. 27952:098. 24X F i c he : 50-1 16. 84/06/04. 8412120244. 


8412130402 Forwards Insp Rept 50-116/84-02 on 840916-19. No 

ncncomp 1 iance noted. oa/h/ta qpTWRAD.B I 

NDRELiyS.C, E. Region 3. Office or SPINRAD.B.I. 

Icwa State 'Jniv, . A.mes. lA. 2pp. 27916.237. 24X 

Fiche: 50-116. 84/1 1/16. 8412130402. 


-84^2130409 Insp Rept 50-116/84-02 on 340916-19. No noncompi lance noted. 
Ha>or areas inspected: records. logs & organi lation. review & 
audit functions, reiualification training, procedures, 
surveillance activities & environ protection. 

THGHAS, C . RIDGHAV. K R. , SCHWEIBINZ. E. R. Region 3, Office of 
oSe^to; 'sA/il/lS. app. 27916:239, 24X Fiche: 50-116. 84/11/16. 

3412130402. 


V. Operator Examinations 


8412130402 Forwards Insp Rept 50-116/84-02 on 840916-19. No 

noncowp liance noted. rTK.r.*TN 

NORELiyS. C, E. Region 3. Office of Director. 84/11/16. SPINRAD. B. I. 

Iowa State Univ. . A.cies, lA. 2pp- 27916:237. 24X 

Fiche: 50-116.84/11/16. 8412130402. 


—8412130409 Insp Rept 50-116/84-02 on 840916-19. No noncompliance noted. 
Hajor areas inspected; records, logs & organi lation. review «c 
audit functions, requalification training, procedures, 
surveillance activities & environ protection. 

THOMAS. C C. . RIDGWAY, R. R. . SCHWEIBINZ. E. R. Regions. Office of 
Director. 84/11/15. 8pp. 27916:239. 24X Fiche; 50-116. 84/11/16. 

3412130402. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR 
F. Security, medical, emergency & fire protection plans 


8412270159 Advises that emergency plan for facility fully implemented 
as of 841220. 

SOLON. A. E. Missouri. Univ. of. RoUa. MO. 84/12/20. THOMAS. C. 0. 
Standardization & Special Projects Branch. 2pp. 28090:074. 24X 

Fiche: 50-123. 84/12/20, 8412270159. 


P. Operating license stage documents & correspondence 


8412190207 Requests extension of expiration date for License R-79 until 
91 122. Reviews show continued operation for addl 10 yrs can 
be performed u/o adverse effects to public health & safety. 

WARNER. D.L. Missouri. Univ. of. Rolla. MO. 84/12/14. THOMAS, C. 0. 
Standardization & Special Projects Branch. 2pp. 28009:344. 24X 

Fiche: 50-123. 84/12/14, 8412190207. 


npc! facility decommissioning. DES should 

R412190208 Comments on DEb re racy^ y “ 

SLuSH?? Aj”urt“rNot As.ign.d. 94/12710, ERICKSON, P. NRC 
roitail., Af.Hi4tion 0iv.n_3pp. 20009:115. 24X 


B412170123 AdvU.s that p.vaon. att.ndinp public h.arlnp. on facUltg 
8412170123 Aovi.es maiorltii of paopla r. siding in coontg, 

u:or.;^;:in» i f.c;.,not .iction ^ .motion. 

Trinidad News & Views, Trinidad, CA. 84/12/11. 
eSoN P B NRC " Nroetailed Affiliation Given, Ip. 27936:155, 
24X FUhL SO^ISS. 84/12/11. 8412170123, 


8412170359 Forwards OA Uutila Itr to editor in local newspaper 
Jilcussing decommissioning of plant. Supports common sense 

FLINCHPAUGH. W. “^Af f i 1 iati on Not Assigned. 84/12/11. 

Office of Nuclear Reactor Regulation, Director. *pp 
24X Fiche: 50-133, 84/12/11, 8412170359. 


ERICKSON, P.B 
27933: 271. 


8412180524 Supports util proposal that p 
period. ^ , . 

ARKLEY. R.P. Affiliation Not Assigned. 
- No Detailed Affiliation Given. Ip. 
Fiche: 50-133.84/12/11* 8412180524. 


lant b® stored for 30 yr 

84/12/11. ERICKSON, P. B, 
27959: 074. 24X 


NRC 


8412190246 R.RUa.t* DEE r. ‘1“" NRC 

SARNA. J. E. Affiliation Not A..l;in.d, ERICKSON, P. NRC 

No Detailed Affiliation Given. 2pp. 20008.065. aAt 
Fiche: 50-133. 84/12/15. 8412190246, 


8412210197 Expresses concern re unbalanced public participation at 
meeting between NRC & util re p 5 , 

BENZINGER.A. E. Affiliation Not Assigned. 04/12/15. 

Office of Nuclear Reactor Regulation, Director. 2pp. 200 36. 176, 
24X Fiche: 50-133. 04/12/15, 8412210197. 


8412260318 Requests info re EIS for fac 11 ity. Agrees w/Sxtrra Club th«ti 
people w/no conflict of Interests should deal w/facility 

PETERSON, W. V. Affiliation Not Assigned, 84/12/16. ERICKSON, P. NR 
- No Detailed Affiliation Given. Ip. 28057:010, 24X 

Fiche: 50-133, 84/12/16, 8412260318, 


8412210210 Expresses support for Safestor concept 
decommissioning. Only valid reason for permanent 
shutdown results from fact that prof protesters 
available time & money to complain. 

ALLEN, U. Affiliation Not Assigned. 84/12/17. 

No Detailed Affiliation Given. 2pp. 28035:086. 
Fiche; 50-133, 84/12/17. 8412210210. 


of facility 

facility 

have 

ERICKSON, P. B. 
24X 


NRC - 


8412260315 Requests DES r« facility. 

CHAPLICK, U. M. Affiliation Not Assigned. 84/12/18. 
- No Detailed Affiliation Given. 2pp. 28057:084. 
Fiche: 50-133, 84/12/18. 8412260315. 


ERICKSON. P. 
24X 




0. Advisory Committee on Reactor Safeguards reports 


8412260198 Certified minutes of ACRS Subcommittees on Humboldt Bay 
Project & Reactor Radiological Effects B40910 meeting in 
Eureka, CA re decommissioning plan. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/30. 

ACRS “ Advisory Committee on Reactor Safeguards. 39pp. 20075:325, 

24X Fiche: 50-133. 84/11/30. 8412260198. 
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P. Operating license stage documents & correspondence 


R. Periodic operating reports & related correspondence 


8412170136 Forwards TERA Corp rept, "Sept 20. 1984 Earthquake Sequence 
in Humboldt Bay Region." Hypocentral parameters. «p icentral 
locations S; composite focal mechanism for small earthquakes 
provided. Rept contains copyrighted matl. . * 

SNIFFER. J. D. Pacific Gas Zt Electric Co. 84/11/06. ZWOLINSKI. J. A. 
Operating Reactors Branch 3. 2pp. 27937: 189. 24X 

Fich«: 30-133.84/11/06. 8412170136. 


8412200531 Forwards "Radioactive Effluent Releases 8< Waste Disposal 
From Humboldt Bay Power Plant Unit 3. Jul-Dec 1983.'* 

Radioactive effluent releases rept for Jan-June 1984 & 

1983 annual environ radiation monitoring rept also end. 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/02/28. HARTIN.J. B. 
Region 3. Office of Director. Ip. 28030:264 . 24X 

Fich®: 30-133.84/02/28. 8412200531. 


8412110279 Informs of distribution of application & environ rept for 
decommissioning in accordance w/10CFR2. 101, per NRC S41109 
Itr. Return receipt requested. „ 

BRAND. D. A. Pacific Gas Electric Co. 84/12/07. DCNTQN. H. R. , 
ZWOLINSKI. J. A. Office of Nuclear Reactor Regulation, Director. Ip. 
27833:352. 24X Fiche: 30-133. 84/12/07. 84121 10279. 


Inspection reports. IE Bulletins & correspondance 


— 8412200534 "Radioactive E-ffluent Releases & Waste Disposal From 
Humboldt Bay Power Plant Unit 3. Jul-Dec 1983. " 

«• Pacific Gas & Electric Co. 83/12/31. 18pp. 28030:265. 24X 

Fiche: 30-133, 84/02/28. 8412200531. 


— 8412200536 "Radioactive Effluent Releases & Waste Disposal From 
Humboldt Bay Power Plant Unit 3. Jan-June 1984." 

■» Pacific Oas & Electric Co. 84/06/30. 17pp. 28030:284 . 24X 

Fiche: 50-133. 84/02/28. 8412200531. 


"Various Battery Problems. ’* Svc list 


8411150064 IE Info Notice 84-83. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. 
York. Inc. 120pp. 27807:038. 


of New 

24X Fiche: 50-000. 84/11/19. 8411150064. 


— 8412200343 "Environ Radiation Study in Vicinity of Humboldt Bay Power 
Plant, Annual Rept 1983. " 

BROWNRIGG, D. L. . WHITE. J. H. , SZALI NSKI . P. A. Pacific Gas & Electric 
Co. 420-84.180. 83/12/31, 76pp. 28030:302. 24X 

Fiche: 50-133, 84/02/28. 0412200531. 


"Deficiencies in Ferro-Resonant 


9411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. 

York. Inc. 126pp. 27807: 179. 


of New 

24X Fiche; 30-000. 84/11/27. 8411210360. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc— 99m Generators. ** Svc list end. 

GRACE. J.N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of Now York, Inc. 

aSpp. 27967:086. 24X Fich# : 30 - 000 ^ 84/11 /30. 841 128CX366. 


8411280370 IE Info Notice 84-06. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. . ^ . 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co 

York. Inc. I16pp. 27965:224, 


of New 

24X Fiche; 30-000, 84/11/30. 8411280370. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post 030103). 84/12/03. Consolidated Edison £ 0 . of New 

York. Inc 117pp. 27965:340. 24 X Fiche: 30-000, 04/12/03, 8412030021. 


8412120094 Monthly operating rept for Oct 1984. W/841 105 Itr. 

DERKS.P.S., WEEKS. E. D. Pacific Gas & Electric Co. 84/10/31. 5pp. 
27910:343. 24X Fiche : 50- 133. 84/10/31, 84121 20094. 


T. Hearing transcripts on non-antitrust matters 


8412280382 Forwards transcript of 841204 public meeting in Eureka. CA 
re environ review of facility decommissioning, 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/18. SNIFFER, J. D. 

Pacific Gas it Electric Co. 2pp. 28132: 187. 24X 

Fiche: 30-133.84/12/18. 8412280382. 


— 8412280388 Transcript of 841204 public meeting in Eureka. CA re enviror 
review of decommissioning facility. Pp 1-99. Sup porting 
documentation end. 

* Commissioners. 84/12/04. llOpp. 28132:189. 24X 

Fiche: 50-133, 84/12/18. 8412280382. 


DOCKET 50-142 UCLA TRAINING REACTOR 

F. Security, medical, emergency 8< fire protection plans 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems." 
Svc list end. « ^ ^ j 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 12app. 27966:093. 24 X Fiche: 30-000, 84/12/03, 8412030028. 


8412030081 IE Info Notice 84-89. "Stress Corrosion Cracking In 
Nonsensitized 316 Stainless Steel." Svc list ®nd. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of New 

y"J° ”c U8^. 27966,332. 24X Fich.: SO-OOO. 84/12/07, 8412050081. 


8412030090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Reaoonso (Post 830103), 04/12/07. Consolidated Edison Co. of New 

27966:213. 24X Fiche: 50-000. 84/12/07. 8412030090. 


0412060394 IE Info Notice 84-91. "OC Problems of Meteorologi cal 
Measurements Programs. " Svc list end, . _ , . 

JORDAN. E.*L. Division of Emergency 

Response (Post 830103). 84/12/10 ' - . ^ _ 

York. Inc. 116pp. 28032:130. 


Consolidated Edison Co. of New 
24X Fiche: 50-000. 84/12/10. 8412060594. 


8412210240 FOIA request for Insp Rept 30-142/83-03 Sc five categories of 
documents re preliminary versions of rept. handwr it ten notes, 
insp plan used, correspond ence between NRC & UCLA 8c records 
of site tours regarding emergency pr eparedness. 

AFTERGOOD. S. Committee to Bridge the Gap. 84/05/23. Office of 
Administration. Ip. 28049:010- 24X Fiche: 30-142, 84/05/23. 

8412210240. 


O. Adjudicatory correspondence 


8412070334 Informs of recent communicati ons w/DOE re shipment of UCLA 
reactor fuel to Idaho Falls. ID. JB Whitsett 841114 Itr to 
S Aftergood it 840918 Itr to NC Ostrander end. Related 
correspondence. 

AFTERGOOD. S. Committee to Bridge the Gap. #484 490, 84/11/18. 

FRYE. J. H. . BRIGHT. G.O., LUEBKE.E. A. Atomic Safety and Licensing 
Board Panel. 4pp. 27824:122. 24X Fi che : 30-142, 84/1 1 / 18, 8412070334. 


8412190230 Forwards Amend 13 to License R-71 . eliminating operating 
authority «c attendant Tech Specs «< reducing amount of 
authorized SNM. Related correspondence. 

WOODHEAD. C. P. Hearing Branch 4. #484 686. 84/12/17. FRYE. J. H. . 

BRIGHT. O.Q., LUEBKE.E. A. Atomic Safety and Licensing Board Panel. 
14pp. 28008:071. 24X Fi che : 50-142. 84/12/ 17, 8412190230. 


8412120341 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. . ^ . 

JORDAN, E. L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 


24X Fiche; 30-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity," Svc list end. . ^ , 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Resoonoe (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche; 30 - 000 . 84/12/17, 8412120347. 


P, Operating license stage documents it correspondence 


8412200034 Forwards Amend 13 to License R-71 & safety eva luation. Amend 
changes status to possession only, pending decommissioning 8< 
license termination 4c reflecting fuel inventory reduction 
per 840723 request. 

THOMAS. C.O. Standardization «< Special Projects Branch. 84/12/12. 
WEOST. W. F. California. Univ. of. Los Angeles. CA. 3pp. 28039:333. 
24X Fiche: 50-142. 84/12/12.8412200054, 


— 8412200058 Amend 13 to License R-71. changing status to possession only 
pending decommissioning & license termination it reflecting 
fuel inventory reduction. 

THOMAS. C. 0. Standardization Special Projects Branch. 84/12/12. 
9pp. 28039:336. 24X Fich e: 50-142, 84/12/12. 8412200034. 
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— 8412200059 Safety evaluation supporting Amend 13 to License R-71. 

* Office of Nuclear Reactor Regulationi Director. 84/12/12. 2pp. 
28039:345. 24X Fiche: 50-142i 84/12/12, 8412200054. 


Q. Inspection reports, IE Bulletins & correspondence 


8412210240 FOIA Te^uest for Insp Rept 50-142/83-03 & five categories of 
documents re preliminary versions of rept, handwritten notes, 
insp plan used , corresp ond anc e between NRC & UCLA & records 
of site tours regarding emergency preparedness. 

AFTEROaOD, S. Committee to Bridge the Oap. 84/05/23. Office of 
Administration. Ip. 28049:010. 24X Fiche: 50-142, 84/05/23. 

8412210240. 


8412210249 Responds to FOIA request for Insp Rept 50-142/83-03 & five 
categories of documents. Forwards documents listed in App A. 

Documents available in PDR. 

FELTON,J.N. Division of Rules and Records. 84/06/26. AFTEROOOD, S. 
Committee to Bridge the Oap. 2pp. 28049:011. 24X 

Fiche: 50-142, 84/06/26, 3412210249. 


— 8412210256 Requests assistance to expedite Insp Rept 50-142/83-03. 
NORDERHAUG.L. R. Region 5, Office of Director. 84/03/13. 

PAGANO, F. 0. Emergency Preparedness Branch. Ip. 28049:065. 24X 

Fiche: 50-142, 84/06/26, 8412210249. 


DOCKET 50-150 OHIO STATE UNIU. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8412180498 Forwards Insp Rept 50-150/84-01 on 840918-21 & notices of 
violation & deviation. 

NORELIUS. C. E. Region 3, Office of Director. 84/11/13. REDMOND, R.F. 

Ohio State Univ. , Columbus. OH. 2pp. 27959:210. 24X 

Fiche: 50-150. 84/11/13, 8412180498. 


—8412180504 Insp Rept 50-150/84-01 on 840918-21. Noncomp 1 ian ce noted: 
failure to calibr instruments !< test control elements at 
90-day intervals it failure to hold operator requalif icat ion 
exams annually. 

THOMAS, C.O., RIDGWAY, K. R. , SCHWEIB INZ. E. R. Regions, Office of 

Director. 84/11/09. 11pp. 27959:214. 24X Fiche; 50-150, 84/11/13, 

8412180498. 


Q. Inspection reports, IE Bulletins & correspondence 


8412180498 Forwards Insp Rept 50-150/84-01 on 840918-21 & notices of 
violation S.- deviation. 

NORELIUS, C. E. Region 3, Office of Director. 84/11/13. REDMOND, R.F. 

Ohio State Univ. . Columbus, OH. 2pp. 27959:210. 24X 

Fiche: 50-150, 84/11/13, 8412180498. 


— 8412180500 Notice of violation from insp on 840918-21. 

NORELIUS, C.E. Region 3, Office of Director. 84/11/13. Ip. 
27959:212. 24X Fiche: 50-1 50, 84/1 1 /13, 8412180498. 


— 8412180503 Notice of deviation from Insp on 840918-21. 

e Region 3, Office of Director. 84/11/13. Ip. 27959:213. 24X 

Fiche: 50-150, 84/11/13, 8412180498. 


— 8412180504 Insp Rept 50-150/84-01 on 840918— 21 . Noncomp 1 iance noted: 
failure to calibr instruments it test control elements at 
90-day intervals & failure to hold operator requalif icat ion 
exams annually. 

THOMAS, C.O., RIDGWAY, K. R. , SCHWEIB INZ, E. R. Regions, Office of 
Director. 84/11/09. 11pp. 27959:214. 24X Fiche: 50-150. 84/11/13, 

8412180498. 


8412180394 Ack receipt of 841203 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-150/84-01. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/12, REDMOND, R.F. 

Ohio State Univ., Columbus, OH. Ip. 28000:097. 24X 

Fiche: 50-150, 84/12/12, 8412180394. 


8412180402 Responds to NRC 841113 Itr re violations noted in Insp Rept 
50-150/84-01. Corrective actions: scheduling procedures for 
instrument qalibr it control element tests, requalif ication 
exams & reactor operations meetings revised. 

REDMOND, R. F, Ohio State Univ., Columbus, OH. 84/12/03. 

NORELIUS, C. E. Region 3, Office of Director. 2pp. 28000:098. 24X 

Fiche: 50-150,84/12/12, 8412180394. 


V. Operator Examinations 


8412180498 Forwards Insp Rept 50-150/84-01 on 840918-21 it notices of 
violation it deviation, 

NORELIUS, C. E. Region 3, Office of Director. 84/11/13. REDMOND, R. F. 

Ohio State Univ., Columbus, OH. 2pp. 27959:210. 24X 

Fiche: 50-150, 84/11/13, 8412180498. 


— 8412180500 Notice of violation from insp on 840918-21, 

NORELIUS, C. E. Region 3, Office of Director. 04/11/13. Ip. 
27959:212. 24X Fi c h e : 50-1 50, 84/ 11 / 1 3, 841 21 80498. 


— 8412180504 Insp Rept 50-150/84-01 on 840918-21 . None omp 1 ian c e noted: 
failure to calibr instruments 8< test control elements at 
90-day intervals & failure to hold operator requa 1 i f i cat i on 
exams annually 

THOMAS.-: 0 . RIDGW^V,!-. R, , SCHWEIB INZ, E. R. Region 3, Office of 
Director, 84/11/09. 11pp. 27959:214. 24X Fi c h e: 50-1 50, 84/ 1 1 /13, 

8412180498. 


8412180394 Ac k receipt of 841203 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-150/84-01. 

NORELIUS. C. E. Region 3. Office of Director. 84/12/12. REDMOND, R. F. 

Ohio State Univ. , Columbus, OH. Ip. 28000:097. 24X 

Fiche: 50-150, 84/12/12, 8412180394. 


— 8412180402 Responds to NRC 841113 Itr re violations noted in Insp Rept 
50-1 50/84-01. Correc tive actions: schedul ing procedures for 
instrument calibr & control element tes ts , requa 1 i fi ca t i on 
exams & reactor operations meetings revised. 

REDMOND, R.F. Ohio State Univ., Columbus, OH. 84/12/03. 

NORELIUS, C. E. Region 3, Office of Director. 2pp. 28000:098. 24X 

Fiche: 50-150. 84/12/12, S4121S0394. 


DOCKET 50-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8412040031 Revs 56 Zt 57 to Emergency Plan Implementing Procedure 
EPIP-6F, "Emergency Notifications. " 

* Consumers Power Co. 84/11/26. 17pp. 27747:053. 24X 

Fiche: 50-155, 84/11/26, 8412040031. 


8412130320 Forwards Physical Security Insp Rept 50-155/84-16 on 
841113-16. No noncompliance noted. Requests changes to 
security plan.within 30 day s , address ing observations noted 
during insp. 

AXELSON.W.L. Regions, Office of Director. 84/12/il. DEWITT, R.B. 
Consumers Power Co. 2pp. 27902:028. 24X Fi che: 50-1 55, 84/12/1 1, 

8412130320. 


— 8412130324 Physical Security Insp 50-155/84-16 on 841113-16. No 
noncompliance noted. Major areas inspected : review of security 
plan & implementing proced ures, mg t effectiveness & security 
organization. Details withheld (ref 10CFR73. 21). 

PIRTLE,G. L. , KNICELEY, J. R. , CREED, J. R, Region 3, Office of 
Director. 84/12/11. 2pp. 27902:030. 24X Fiche: 50-155, 84/12/11, 

8412130320. 


8412310419 Discusses submittal of annual emergency exercise objectives 
8c detailed scenarios. Full detailed exercise scenario w/all 
controller info requested, per 45-day schedule. No change 
needed in 75-day schedule. 

PAPERIELLO. C. J. Region 3, Office of Director. 84/12/14. 

DEWITT, R.B. Consumers Power Co. 2pp. 28135:355. 24X 

Fiche: 50-000, 84/12/14, 8412310419. 


8412280150 Requests review of emergency plan against end list of 
effective pages <LEP) for annual LEP review. 

* Consumers Power Co. 84/12/20. Record Services Branch (Document 
Control Desk). 28pp. 23108:022. 24X Fiche: 50-155, 84/12/20, 

8412280150. 


G. Adjudicatory correspondence 


8412050353 Forwards Director's Decision DD-84-25 per 10CFR2. 206 denying 
request for show cause order requiring util to verify 
financial qualif ications to safely operate plant. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/12/03. O'NEILL, J. O'Neill, J. 5pp. 27773:132. 24X 

Fiche: 50-155, 84/12/03, 8412050353. 


— 8412050359 Director's Decision DD-84-25 per 10CFR2. 206 denying request 
for show cause order requiring util to verify financial 
qual i f ications to safely operate plant. No adequate basis 
exists for issuance of show cause order. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/12/03. 5pp. 27773:137. 24X Fiche: 50-155, 84/12/03, 8412050353. 


— 8412050363 Notice of issuance & availability of Director's Decision 
DD-84-25 per 10CFR2. 206 denying request for show cause order 
requiring util to verify financial qualifications to safely 
operate plant. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/12/03. 2pp. 27773:142. 24X Fiche: 50-155, 84/12/03, 8412050353. 
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8412190438 Order extending time until 850104 for Commission to decide 
whether to review Director's Decision DD-84-25. Served on 

CHILK. S. J. Office of the Secretary of the Commission. #484 698. 
84/12/19. Commissioners. Ip- 28016:051. 24X 

Fiche: 50-155, 84/12/19, 8412190488. 


8412170250 Forwards listing of overdue integrated plant safety 
assessment rept (NUREG-0328) items S< status of staff 
reviews. Interim milestone to establish evaluation methods & 
acceptance criteria for NRC review recommended. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/13. 

VANDEWALLE, D. J. Consumers Power Co. 8pp. 27936:312. 24)( 

Fiche: 50-155, 84/12/13, 8412170250. 


8412240105 Notice 
WR Johnson & RL 
ROSENTHAL, A. S. 
84/12/19. Ip, 


of ASLAB reconsti tution. TS Moore, c hairman 8c 
Ootchy , members. 

Atomic Safety and Licensing Appeal Panel. #484 755. 
28042:016. 24X F i c h e ; 50“ 1 55. 84/ 12/ 19, 841 2240105. 


8412240118 Notice 
WR Johnson Sc RL 
SHOEMAKER, C. J. 
84/12/19. Ip. 


of ASLAB reconstitution. TS Moor e , c hair man & 

Gotchy, member s. Served on 841221. 

Atomic Safety and Licensing Appeal Panel. #484 757. 
28042:025. 24X Fi c he ; 50-1 55. 84/ 12/ 19, 84122401 18. 


J. Insurance 8c indemnity information 


8412270400 Endorsement 67 to NELIA Policy NF-179. 

Nuclear Energy Liability Insurance Association. 80/12/22. 2pp. 
28076:001. 24X Fiche: 50-155. 80/12/22, 8412270400. 


8412170244 Advises that issue addressed in integrated plant safety 
assessment rept < NUREG-0328) , Sec t i on 5.3.17 re operating air 
pressure for BS&B valves resol ved. Proposed action 8c 
schedule acceptable. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/14. 

VANDEWALLE, D. J. Consumers Power Co. 3pp. 27936:351. 24X 

Fiche; 50-155. 84/12/14, 8412170244. 


8412310341 Informs that submittal of radiological effluent Tech Spec 
change request will be provided by 850104, per agreement w/ 

NRC licensing project manager. „ , 

KUEMIN, J. L. Consumers Power Co- 84/12/26. Office of Nuclear 

Reactor Regulation, Director. Ip. 28121:315. 24X 

Fiche; 50-155, 84/12/26, 8412310341. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412270404 Endorsement 31 to NELIA Policy NF-179. 

* Nuclear Energy Liability Insurance Association. 83/12/14. Ip. 
28076:266. 24X Fiche: 50-1 55, 83/12/14, 8412270404. 


8412270406 Endorsement 70 to MAELU Policy MF-50. 

Mutual Atomic Energy Liability Underwriters. 83/12/14. Ip. 
28076:267. 24X Fiche: 50-155, 83/12/14, 8412270406. 


8412270403 Endorsement 82 to NELIA Policy NF-179. 

* Nuclear Energy Liability Insurance Association. 84/03/01. Ip. 
28076:265. 24X Fiche: 50-155. 84/03/01, 8412270403. 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER. J. F. Region 3, Office of Director. 83/07/29. 

TAMBLING, T. N. NRC - No Detailed Affiliation Given. 2pp. 28029:333. 
24X Fiche: 50-000,83/07/29,8412190465. 


8411150064 IE Info Notice 84-83. "Various Battery Problems. " Svc list 


end. 

JORDAN. E. L. Division of Emergency 
Response (Post 830103). 84/11/19. 

York, Inc. 120pp. 27807:058. 24X 


Preparedness & Engineering 

Consolidated Edison Co. of New 
Fiche: 50-000, 84/11/19, 8411150064. 


P, Operating license stage documents correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi che: 50-000. 84/1 1 /26, 8412050542. 


8412050075 Provides addl measures for consideration in developing 
new index sys per Section 5.3.25 of NUREG-0S28. Sys 
acceptable alternative to updated final hazards summary 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/04. 

VANDEWALLE, D. J. Consumers Power Co. 5pp. 27768:358. 24X 

Fiche-; 50-155. 84/12/04. 8412050075. 


8412070247 Forwards Rev 1 to "App I Cost/Benefit Analysis, 
contains site-specific data used in execution of liquid 
calculations. , -, 1 ^ ^ ^ 

NEAL. T. P. Consumers Power Co. 84/12/04. WILLIS, C. A. 
Nuclear Reactor Regulation, Director. Ip. 27814:025. 
Fiche: 50-155. 84/12/04, 8412070247. 


" Rept 
dose 

Office of 
24 X 


— 8412070249 Rev 1 
ENOLEHART, R. W. . 
ROl. 76/09/30. 
8412070247. 


to "App I Cost/Benefit Analysis. " 

MARTIN, D. E. . SULLIVAN, D. A. NUS Corp. NUS-1730 
15pp. 27814:026. 24X Fiche : 50-155, 84/ 12/04, 


8412120297 Forwards Amends 71 & 86 to Licenses DPR-6 it DPR-20, 
respectively & safety eva luation. Amends modify Tech Specs 
allowing plant review committees to review it approve certain 
documents by document routing process. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/10. 

VANDEWALLE, D. J. Consumers Power Co. 4pp. 27879:325. 24X 

Fiche: 50-000, 84/12/10, 8412120297. 


—8412120312 Amends 71 «< 86 to Licenses DPR-6 it DPR-20, respectively, 
modifying Tech Specs allowing plant review committees to 
review 8t approve certain documents by document routing 
proc<it s. 

ZWOLlNSKIi J. A. Optrating Reactors Branch 5. 84/12/10, 10pp. 

27879:329. 24X Fiche: 50-000, 84/12/10, 8412120297. 


— 8412120315 Safety evaluation supporting Amends 71 & 86 to Licenses 
DPR-6 it. DPR-20, respectively. 

# Office of Nuclear Reactor Regulation, Director. 84/12/10. 5pp. 
27879:339. 24X Fiche: 50-000, 84/12/10, 8412120297. 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. 

York, Inc. i26pp. 27807: 179. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/11/27, 8411210360. 


1412170426 Forwards Insp Rept 50-155/84-15 on 841029-1102. No 
noncomp 1 iance noted. « 

LITTLE, W. S. Region 3, Office of Director. 84/11/27. DEWITT, R. B. 
Consumers Power Co. 2pp. 27968:279. 24 X Fi che: 50-155. 84/1 1/27. 

8412170426. 


—8412170430 Insp Rept 50-155/84-15 on 841029-1102 it 07-09. No 
noncompliance or deviation noted. Major areas inspected: QA 
program, audit program, design changes it mod program it 
nonroutine reporting program. 

VANDEL, T. E. , MALLOY, J. A. , HAWKINS, F.C. Region 3, Office of 

Director. 84/11/27. 8pp. 27968:281. 24X Fi c he; 50- 1 55, 84/1 1 /27, 

8412170426. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA. Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi ch e ; 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Be.tween Signals of 
Protection Sys it Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 


24X Fiche: 50-000, 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp 27965:340. 24 X Fiche: 50-000, 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-83, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 122pp 27966:093. 24 X Fiche: 50-000, 84/12/03, 8412030028. 


8412270300 Retracts statement documented in Insp Rept 50-155/84-12 re 
request to dispose of soil contaminated by unmonitored 
840530 radioactive liquid release. Release of radioactivity 
within limits of 10CFR20. 106. No cleanup actions necessary. 

BORDINE, T. C. Consumers Power Co. 84/12/06. KEPPLER, J. G. Region 3, 
Office of Director. Ip. 28088:140. 24X Fiche: 50-155, 84/12/06. 

8412270300 . 
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3412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Ncnsens itised 316 Stainless Steel- “ Svc list end. _ 

JORDAN, E.L. Division of Emergency 
Response (Post S30103J. 84/12/07. 

York, Inc. 118pp. 27966:332. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Hain Steatn^Line Break Effect on 
Environ Qualification of Equipment." Svc list 

.jrRDAM, £ L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York. Inc- 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


3412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness Engineer ing 
Response (Post 830103). 84/12/10. 

York. Inc. 116pp. 28032:130. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/12/10, 8412060594. 


3412130320 Forwards Physical Security Insp Rept 50-155/84-16 on 
842113-16. No noncomp 1 ianc # noted. Requests changes to 
security plan, within 30 days, addressing observations noted 

during insp. 

AXELSON, W. L. Region 3, Office of Director. 84/12/11. DEWITT, R.B. 
Consamers Power Co, 2pp. 27902:028. 24X Fiche: 50— 155, 84/12/11, 

8412130320. 


— 8422130324 Physical Security Insp 50-155/84-16 on 841113-16. No 
noncompliance noted. Major areas inspected : review of security 
plan i implementing procedures, mgt effectiveness & security 
organ! lation. Details withheld (ref 10CFR73. 21). 

PIRTLE, G. L. , KNICElEY. J, R. , CREED, J. R. Region 3, Office of 
Director. 84/12/11. 2pp. 27902:030. 24X Fiche: 50-155, 84/12/1 1. 

8412130320. 


S412220541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Puap Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ss Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412200439 Discusses arrangements for senior operator & operator exam 
to be administered during wk of 831114, per W Merwin 8< T Lang 
telcon. End list of ref matls needed by 830919. Requirement 5 
for conducting exam also encl.W/o ends. 

STREETER, J. F. Region 3. Office of Director. 93/09/20. DEWITT, R.B. 
Consumers Power Co. 2pp. 28030:207. 24X Fi ch e : 50-1 55, 83/09/20, 

8412200439. 


8412190492 Submits monthly summary rept of Region III requal if ication 
exams for Oct 1983, per 830608 request. Resu 1 ts of audit® of 
listed plants will be forwarded w/Nov monthly rept.W/o 
end. 

KEPPLER,J. G. Region 3, Office of Director. 83/11/07. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, Ip, 28029:332. 24 

Fiche: 50-000, 83/11/07. 8412190492. 


DOCKET 50-157 CORNELL UN IV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8412280014 Informs of implementation of NRC approved emergency plan 
of 841215. 

CLARK, D.D. Cornell Univ. , Ithaca. NY. 84/12/18. THOMAS, C. 0. 
Standard i zat ion & Special Projects Branch. Ip. 28112:002. 24X 

Fiche: 50-097. 84/12/18, 8412280014. 


DOCKET 50-163 GA TECHNOLOGIES 

Q. Inspection reports, IE Bulletins & correspondence 


8412170075 Responds to FOIA request for documents re physical security 
it safeguards insp rept for nonpower reactors in Regions II 
it V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/09. AFTEROOOD, S. 
Committee to Bridge the Gap. 3pp. 27958:345. 24X 

Fiche: 50-000, 84/07/09, 8412170075. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche; 50-000. 84/12/17, 8412120547. 


R. Periodic operating reports St related correspondence 


—8412170119 Insp Repts 50-163/80-01 8< 50-089/80-01 on 800213-15. No 
noncompliance noted. Major areas inspected : fac i 1 i ty 
operations, faci 1 ity organ! zation, measurements, shipp ing 8< 
receiving, storage St internal controls St physical inventory. 
BROCK, B. L. , KOBORI.Y. Region 5, San Francisco, Office of the 
Director. NORDERHAUO, L. R. Region 5, San Francisco, Safeguards 
Branch. 80/03/11. 3pp. 27958:360. 24X Fi c he; 50-000, 84/07/09, 

8412170075. 


8412120012 Monthly operating rept for Oct 1984. W/undated Itr. 
BALCH, L. L. . HOFFMAN, D.P. Consumers Power Co. 84/10/31. 5pp. 
27910:073. 24X Fiche: 50-155, 84/10/31, 8412120012. 


S. Reportable occurrences, LERs St related correspondence 


8412120236 FOIA request for documents re recent failure of furnace 
sensitized stub tubes at Nine Mile Point 1, repair of cracked 
tubes at Oyster Creek St Big Rock Point St failure of stub 
tubes at Nudeonor reactor in Spain. 

BELL,N. Nuclear Information St Resource Service. 84/04/24. Office 
of Administration. 2pp. 27941:183. 24X Fiche; 50-000, 84/04/24. 

8412120236. 


8412180495 Forwards Exam Repts 50-089/84-02 St 50-163/84-02 
administered on 841127. 

PATE, R. J. Region 5, Office of Director. 84/12/11. MOWRY, W. R. GA 
Technologies, Inc. /General Atomic Co. 2pp. 27959:155. 24X 

Fiche: 50-089, 84/12/11, 8412180495. 


—8412180497 Exam Repts 50-089/84-02 St 50-163/84-02 on 841127. Exam 
results; two reactor operators met min qualification 
requirements for 1 icens ing . Exams end. 

O'BRIEN, J. P. , ELIN,J. 0. , PATE, R. J. Region 5, Office of Director. 
84/12/10. 53pp. 27959:157. 24X Fiche; 50-089, 84/12/ 1 1, 8412180495. 


V. Operator Examinations 


8412270300 Retracts statement documented in Insp Rept 50-155/84-12 re 
request to dispose of soil contaminated by unmonitored 
840530 radioactive liquid release. Release of radioactivity 
within limits of I0CFR2Q. 106. No cleanup actions necessary. 

SORDINE, T. C. Consumers Power Co. 84/12/06. KEPPLER, J. G. Region 3, 
Office of Director. ip. 28088:140. 24X Fiche; 50-155. 84/12/06, 

8412270300, 


V. Operator Examinations 


8412200288 Discusses arrangements for senior operator & operator exam 
to be administered on 830329-31, per R Andrews it J McMillen 
telcon. End list of ref oatls needed by 830121. Requirements 
for conducting exam also encl.M/o ends. 

LITTLE* W.S. Region 3# Office of Director. 83/01/05. DEWITT, R B 
Consumers Power Co. 2pp. 28031:199. 24X Fiche: 50-155, 83/01/05, 

8412200288. 


8412180495 Forwards Exam Repts 50-089/84-02 it 50-163/84-02 
administered on 841127. 

PATE, R. J. Region 5, Office of Director. 84/12/11. MOWRY, W. R. GA 
Technologies, Inc. /General Atomic Co. 2pp. 27959:155 24X 

Fiche: 50-089, 84/12/11, 8412180495. 


—8412180497 Exam Repts 50-089/84-02 it 50-163/84-02 on 841127. Exam 
results: two reactor operators met min qualification 
requirements for licensing. Exams end. 

O'BRIEN, J. P. Region 5, Office of Director. 84/12/10. 53pp 
27959:157. 24X Fiche: 50-089, 84/12/11, 8412180495. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 — June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates 
STREETER, J. F. Region 3. Office of Director. 83/07/2?’ 

Affiliation Given. 2pp. 28029:333 
24X Fiche; 50-000, 83/07/29. 8412190465. 


8412040012 Forwards Insp Rept 50-166/84-04 on 841004-05. No violation 
noted. Review of level of administrati ve support to reactor 
director suggested. 


WENZINGER. E. C. Division of Project it Resident Programs 84/11/27 
KERR,F. _ Maryland, Univ. of, College Park, MD. 2pp. 27750:065. S 


Fiche: 50-166, 84/11/27, 8412040012. 
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— 8412040021 Insp R©pt 50--1 66/84-04 on 841004-05. No violation 
Major ar©as insp ©c t®d ; 1 ic ®n s©® action on previous insp 
findings, log® & r»cords, procedures, radiati on control & 
Burveil lance. 

ROBERTSON, J. , MCCABE, E. C. Region 1, Office of Director. 
4pp. 27750:067. 24X Fi c h @ : 50- 166, 84/1 1 /27, 84 120400 12. 


noted. 


84/11/08. 


Q. Inspection reports, IE Bulletins & correspondence 


8412040012 Forwards Insp Rept 50-166/84-04 on 841004-05. No violation 
noted. Review of level of admin is trat i ve support to reactor 
director suggested. 

yENZINOER, E. C. Division of Project & Resident Programs. 84/11/27. 
KERR, F. Maryland, Univ. of, College Park, MD. 2pp. 27750:065. 24X 

Fiche: 50-166, 84/11/27, 8412040012. 


-8412040021 Insp Rapt 50-166/84-04 on 841004-05. No violation noted. 
Major areas inspected : 1 icense® action on previous insp 
findings, logs & records, procedures, radiation control «< 
surveil lance. 

ROBERTSON, J. , MCCABE, E. C. Region 1, Office of Director. 84/Il/( 
4pp. 27750:067. 24X Fiche: 50-166, 84/11 /27. 8412040012. 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


V. Operator Esaminations 


8412200471 Forwards certificates for reactor operators & senior reactor 
operators. W/o end. 

SPESSARD, R. L. Region 3, Office of Director. 83/11/01, 

STANSBERRY, E, R. Purdue Univ., West Lafayette, IN, Ip, 28031:066. 
24X Fiche: 50-182,83/11/01,8412200471. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 
P. Operating license stage documents & correspondence 


8412010111 Withdraws 840921 request to review proposed cold neutron 
source e xper Iment, p or 841030 discussion. Experiment 
satisfies 10CFR50. 59 for changes permitted w/o prior NRC 
approval. 

CARTER, R.S. Commerce, Dept, of. National Bureau of Standards. 
84/11/23. Record Services Branch (Document Control Desk). Ip. 
27706:064. 24X Flc he: 50-184. 84/ 1 1 /23, 84120101 11 . 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


V. Operator Examinations 


8412200271 Requests approved ref matl listed in Enel 1, "Ref Matl 
Requirements for Operator/Senior Operator Licensing Exams, " 
by 831101 to meet schedule for admini strati on of written «( 
oral exams on 831206 & 07 - 08 , respectively. W/o end, 

STREETER, J. F. Region 3, Office of Director. 83/09/21. 

MCKIBBEN, J. C. Missouri, Univ. of, Columbia, MO. 2pp. 28031:186. 

24X Fiche: 50-186, 83/09/21. 8412200271. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency & fir© protection plans 


8412040066 Provides status rept on implementation of vital 
in physical security plan. Design, const & testing of 
remaining approved vital area changes scheduled for 
completion by 850101. 

HAYNES, J. G. Southern California Edison Co. 84/11/20. 
Region 5, Office of Director. 2pp. 27750:235. 24X 

Fiche: 50-206, 84/11/20, 8412040066. 


area changes 


MARTIN, J. B. 


8412040154 Informs that replacement conduit & cable for cableway to 
control room for emergency notification will be installed by 
Mar 1985. Prior to insta L la t ion, ex i s t i ng temporary cabling 
ensures continued operability of sys. 

MEDFORD, M. O. Southern California Edison Co. 84/11/21. MARTIN, J. B. 
Region 5, Office of Director. Ip. 27748:349. 24X 

Fiche: 50-206.84/11/21, 8412040154. 


8412040067 Advises that 840829 Rev 2 to physical security plan 
consistent w/provisions of 10CFR50. 54 ( p ) 8t acceptable. 

SCHUSTER, M. D. Region 5, Office of Director. 84/11/27. HAYNES, J. G. 
Southern California Edison Co. 3pp. 27750:237. 24X 

Fiche: 30-206, 84/11/27. 8412040067, 


8412170375 Rev 1 to Emergency Plan Implementing Procedure 

SOl-VIII-40. 100, "Source Term & Dose Assessment" 8t Rev 2 to 
SOI 23-VI 11-70. 1, "Site Communications Equipment Operator 
Duties." W/84H29 Itr. . 

CROY, P. A. Southern California Edison Co. 84/11/29. MARTIN, 
Region 5, Office of Director. 32pp. 27933:226. 24X 
Fiche: 50-206. 84/11/29. 8412170375. 


J. B. 


8412110341 Forwards "San Onofre Nuclear Generating Station Offsite 
Hazards Evaluation 1984, " submitted per commitment to SEP 
Topic II-l.C, "Potential Hazards due to Nearby 
Transportation. ..." 

MEDFORD, M. 0. Southern California Edison Co. 84/12/05. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. Ip. 27851:174. 24 

Fiche: 50-206,84/12/05, 8412110341. 


— 0412110350 "San Dnofre Nuclear Generating Station Offsite Hazards 
Evaluation 1984. " 

« Nucon, Inc. 84/11/30. 22pp. 27851: 175. 24X 

Fiche: 50-206, 84/12/05, 84121 10341. 


8412170361 Ack receipt of 840913 transmittal of temporary changes 
Rev 2 to physical security p Ian. Temporary changes 
acceptab le. Requests notification when south protected area 
barrier restored to original configuration. 

SCHUSTER, M. D, Region 5, Office of Director. 84/12/12. HAYNES, 
Southern California Edison Co. 3pp. 27933:273, 24X 

Fiche: 50-206,84/12/12,8412170361. 


to 

J. 0. 


0412170253 Forwards request for addl info re dedicated shutdown sys for 
fire protection. Info requested within 45 days of Itr 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/13. BASKIN, K. P. 

Southern California Edison Co. 9pp. 27936: 323. 24X 

Fiche: 50-206,84/12/13. 841 2170253. 


DOCKET 50-108 KANSAS STATE UNIV, RESEARCH REACTOR 
F. Security, medical, emergency t* fire protection plans 


B412040112 Advises that emergency plan fully imp lamented, effective 

841127. ^ „ 

FAW. R. E. Kansas State Univ., Manhattan, KS. 84/11/27. THOMAS, C.O. 
Standard i zation & Special Projects Branch. Ip. 27748:261. 24X 

Fiche: 30-188, 84/11/27, 8412040112. 


8412210199 Revised emergency plan implementing procedures , inc luding 
S0123— VI I I-O, 1 re administrative EPIP ind e x , S0123— VI 1 1-0. 9 
re action EPIP index & S023-VI 11-28. 2 re in-plant 
radioiodine monitor ing, W/undated Itr. 

CROY.P. A. Southern California Edison Co. 84/12/13, MARTIN, J.B. 

Region 5, Office of Director. 41pp. 28036: 135. 24X 

Fiche: 50-206, 84/12/13,8412210199. 


0. Adjudicatory correspondence 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 
p. Operating license stage documents & correspondence 


8412100305 Forwards amended sve list to be filed w/841207 requei 
for hearing %i request for stay. 

MCCLAIN, K. L. Sierra Club. #484 522, 84/12/07. Docketing St 

Services Branch. 2pp. 27849:040. 24X Fi c he : 50-206. 84/12/07, 

8412100505. 


8412270235 Application for amend to License R-94, revising Tech Specs, 
including safety limits «t limiting safety sys settings, 
limiting conditions for operation, surveillance requirements 
^ design features. 

KANE, R.S. Manhattan College, Riverdale, NY. 84/12/19. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. CHU, A. NRC - No 
Detailed Affiliation Given. Ip. 28089:043, 24X 

Fiche: 50-199, 84/12/19, 8412270235. 


8412100561 Request for hearing on whether plant should be allowed to 
restart. Commission 841121 order be stayed. Dec ision on stay 
should be made no later than 841212. Not ic e of appearance 
SVC list end. . 

ZAELKE- D. J. , MCCLUN0,C. " Sierra Club. WHARTON, R. U, San Diego State 
Univ., San Diego. CA. #484 511. 84/12/07. Commissioners. 10pp. 

27848:339. 24X Fiche: 50-206, 84/12/07, 8412100561, 


— 8412270242 Proposed Tech Spec s, incl ud ing limiting conditions for 
operation, surveillance requirements, design features safety 
sys settings. 

a Manhattan College. Riverdale, NY. 84/12/19. 67pp. 28089:044. 

24X Fiche: 50-199, 84/12/19, 8412270235. 
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B412100519 Advises of licensee intention to file opposition to 
petitioners request for stay of Commission 841121 order 
permitting restart of Unit 1 w/o completion of certain 
retrofitt ing. Certificate of Svc end. 

CRAVEN.D.B. Miller St Chevalier. CRAVEN. D. B. Southern California 
Edison Co. CRAVEN- D. B. San Diego Gas St Electric Co. #484 518. 
84/12/10. Office of the Secretary of the Commission. 6pp. 
27849:032. 24X Fiche: 50-206. 84/12/ 10, 8412100519, 


8412310160 Responds to Miller Sc Chevalier 841226 
petitioners 841224 request to shorten briefing 
set for 850109. Certificate of Svc end. 

ZAElKE. D. Sierra Club. #484 839. 84/12/26. 

Secretary of the Commission. 3pp. 28121:072. 
Fiche; 50-206, 84/12/26- 8412310160. 


Itr to NRC opposing 
schedule 

Office of the 
24 X 


P. Operating license stage documents Sc correspondence 


8412110585 Order requiring responses to 841207 request for hearing Sc 
request for stay from Sierra Club . South ern California 
Alliance for Survival Resources St K Carpenter. Served on 
841211. 

CHILK- S. J. Office of the Secretary of the Commission. #484 550. 
84/12/10. Office of the Executive Legal Director. 3pp. 
27872:312. 24X Fiche: 50-206- 84/12/ 10- 84121 10585. 


8409250143 Requests Commission review staff proposed procedural course 
for decision to authorize restart. 

DIRCKS- W. J. Office of th® Executive Director for Operations. 
SECY-84-360. 84/09/13. 14pp. 27896:348. 24X Fiche; 50-206- 
84/09/13- 8409250143. 


8412180246 Response opposing Sierra Club- Southern California Alliance 
for Survival Resources Ctr 8< K Carpenter joint request for 
hearing S; stay re issuance of 841121 contingent rescission 
of suspension. Certificate of Svc end. 

CHANDLER- L. J. Hearings Division. BURNS- S. G. Regional Operations & 
Enforcement Division. #484 668. 84/12/14. Commissioners. 26pp. 

27960:326. 24X Fiche: 50-206. 84/12/14, 8412180246. 


8412060191 Nonproprietar y trip rept of 840905 meeting w/licens@® 8t 
Drexel Univ in Berkeley- CA & 840906 site visit re masonry 
wall const St intake structures repair. Draft eval uation- 1 i s t 
of attendees tc viewgraphs end. 

LEAR. G. Structural & Geotechnical Engineering Branch. 84/11/06. 
KNIGHT, U. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 4pp. 27829:223. 24X Fic h e : 50-206. 84/ 1 1/06- 

8412060191. 


8412200001 Forwards reply in op posi t i on, r eque st ing immediate Commission 
reversal of 841121 order allowing restart of facility & 
opportunity to show, during formal hearing, that further 
safety mods necessary for safe operation of plant. 

ZAELKE, D. Sierra Club. #484 700. 84/12/18. Office of the 

Secretary of the Commission. Ip. 28021: 178. 24X 

Fiche: 50-206, 84/12/18, 0412200001. 


— 8412200002 Reply in oppos ition, requesting immediate Commission reversal 
of S41121 order allouing restart of facility & opportunity 
to show. during formal hearing, that further mods necessary 
for safe operation of p lant. Supporting doc umentat ion encl. 

ZAELKE, D. Sierra Club. WHARTON, R. San Diego, Univ. of, San 
Diego, CA. MCCLUNO, C. J. Affiliation Not Assigned. 84/12/18. 
Commissioners. S5pp. 28021:179. 24X Fiche; 50-206, 84/12/18, 

8412200001. 


— 8412200003 Affidavit of T Carpenter re safety problems associated w/ 
location, const Sc operation of plant. 

CARPENTER, T. Southern California Alliance for Survival. 84/12/18. 
3pp. 28021:265. 24X Fiche: 50-206- 84/12/18- 8412200001. 


— 8412200004 Affidavit of V Parker re effect of release of harmful levels 
of radiation on public. 

PARKER, V. Sierra Club. 84/12/17. 3pp. 28021:268. 24X 

Fiche: 50-206, 84/12/18, 8412200001. 


B412240146 Order directing licensees & NRC to file responses to 
petitioners 841207 request for hearing Sc stay per ASLB 
841121 order by 850109. Served on 841221. 

CHILK, S. J. Office of the Secretary of the Commission. #484 740. 
84/12/20. Office of the Executive Legal Director. 2pp. 

28042: 019. 24X Fiche: 50-206, 84/12/20. 8412240146. 


8412260435 Forwards prof qua 1 i f i cati ons of RB Hubbard inadvertently 
omitted from 841218 reply to opposition, Certificate of Svc 
encl. 

MCDONALD, J. E. SierraClub. MCDONALD, U. E. Southern California 
Alliance for Survival. #484 762. 84/12/20. CHILK, S. J. Office of 

the Secretary of the Commission. 12pp. 28064:231. 24X 

Fiche: 50-206, 84/12/20, 8412260435. 


8412260450 Certifies that LJ Chandler served RB Hubbard affidavit 
via Federal Express overnight delivery, 

MCDONALD, J. E. Sierra Club, #484 SOI. 84/12/20. CLEMENTS, W. L. 
Docketing & Services Branch. Ip. 28064: 166. 24X 

Fiche: 50-206.84/12/20, 8412260450. 


8412260449 Request for discovery of listed documents by 850102. 
Certificate of Svc encl, 

ZAELKE, D. Sierra Club. #484 760, 84/12/24. CRAVEN, D. B. Miller & 

Chevalier. 3pp. 28064:157, 24X Fiche; 50-206, 84/12/24, 8412260449. 


8412260453 Request for util & NRC to file addl briefs by 841228 instead 
of 850102 for response to discovery request by 850102. 

Certificate of Svc encl, 

ZAELKE, D. Sierra Club, #484 761. 84/12/24. Office of the 

Secretary of the Commission. 3pp. 28064: 160. 24X 

Fiche: 50-206,84/12/24, 8412260453. 


8412270533 Opposes petitioners, Sierra Club, Southern California Alliance 
for Survival Resources Ctr It T Carpenter Itr served on 
841224 requesting NRC to compress briefing schedule set in 
841220 order to 841228 from 850109. W/Certi fi cate of Svc. 

CRAVEN. D.B. Miller & Chevalier. CRAVEN, D. B. Southern California 
Edison Co. CRAVEN, D.B. San Diego Gas St Electric Co. #484 818. 
84/12/26, Office of the Secretary of the Commission. 4pp. 
28107:278. 24X Fiche: 50-206. 84/12/26, 8412270533. 


— 8412060202 Nonpropriotary draft "Evaluation of San Onofre Nuclear 
Generating Station, Unit 1 Masonry Wall Test Program Results 
St Correlations. " 

HARRIS, H.G., HAMID, A. A. Drexel Univ., Philadelphia. PA. 84/06/11. 
49pp. 27829:227. 24X Fi c he: 50-206, 84/ 1 1 /06, 8412060 191 . 


8412050341 Notification of contract e xecuti on, Mod 4, to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station." Contrac tor : St Louis Univ. 

TOWNSEND, B. Administrative Contracts Branch. FIN B-6890. 84/11/20. 

VDLLMER- R. H. Division of Engineering. JACKSON, R. NRC - No 
Detailed Affiliation Given. Ip. 27811:072. 24X 

Fiche; 50-206, 84/11/20, 8412050341. 


— B412050350 Mod 4, deob 1 igat ing unliquidated balance to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station." 

HERMANN, R. B. St. Louis Univ., St. Louis, MO. HAGAN, T. F. Division 
of Contracts. FIN B-6898 . 84/11/20. Ip. 27811:073. 24X 

Fiche: 50-206, 84/11/20, 8412050341. 


8412050542 Submits equipment qualification program status rept for uk 
ending 841116. Encl list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


3412060641 Staff requirements memo re 841121 briefing in Wash ington, DC 
on basis for technical position on operation of facility & 

□fc of General Counsel briefing on legal/policy options re 
restart of facility. 

CHILK, S. J. Office of the Secretary of the Commission. 84/11/28. 
Office of the Secretary of the Commission. Ip. 27831:307. 24X 

Fiche; 50-206, 84/11/28, 8412060641. 


8412040014 Application for amend to License DPR-13, consisting of Rev 1 
to Proposed Chang# 119 to Tech Specs re administrative 
controls on working hours of staff job classlf ications, per 
NUREG/CR-1764. 

MEDFORD, M.O. Southern California Edison Co. 84/11/30. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 3pp. 27750:060. 24X 

Fiche: 50-206, 84/11/30, 8412040014. 


— 8412040020 Rev 1 to Proposed Change 119 to Tech Sp ecs, revi s ing 
admin istrative controls on staff working hours by job 
c lass if Ication. 

* Southern California Edison Co. 84/11/30. 2pp. 27750:063. 24X 

Fiche: 50-206. 84/11/30, 8412040014. 


8412040241 Discusses review of NRC 841121 Itr authorizing resumed 
power operation & guidance to be used for determining 
reportability for seismically upgraded & nonupgraded 
structures, sys It components. Further clarification warranted. 

BASKIN, K. P. Southern California Edison Co. 04/11/30. El 8ENHUT, D. 0. 

Division of Licensing. Ip. 27746:184. 24X Fiche: 50-206, 84/11/30, 

8412040241. 


8412110137 Notification of 841211 meeting w/util in Bethesda.MD to 
discuss proposed util organ! zational changes. 

PAULSON. W. A. Operating Reactors Branch 5. 84/12/05. ZWOLINSKI, J. A. 

Operating Reactors Branch 5. 3pp, 27899:297. 24X 

Fiche: 50-206, 84/12/05, 8412110137. 
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8412170340 Advises that 831020 assessment rept on SEP Topic III-3. A, 
"Effects of High Water Level on Structures" & 841113 
evaluation of sea wall complex under tsunami & earthquake 
loadings reviewed. SEP Topic III“3. A completed. 

ZWOLINSKIi J. A. Operating Reactors Branch 5. 84/12/13. BASKIN. K.P. 

Southern California Edison Co. 2pp. 27937:149. 24X 

Fiche: 50-206. 84/12/13. 8412170340. 


8412180303 Forwards Amend Application 125 to License DPR-13. making 
minor corrections to radiological effluent Tech Specs & 
deleting remaining portion of App B since Tech Specs in App 
B no longer effective after 850101. 

BASKIN. K. P. Southern California Edison Co. 84/12/13. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 27959:239. 24X 

Fiche: 50-206. 84/12/13. 8412180303. 


— 8412180317 Amend Application 125 to License DPR-13. making minor 
corrections to radiological effluent Tech Specs & deleting 
remaining portion of App B since Tech Specs in App B no 
longer effective after 850101. 

BASKIN. K.P. Southern California Edison Co. HOLCOMBE. J. C. San 
Diego Gas Sc Electric Co. 04/12/13. 6pp. 27959:240. 24X 

Fiche: 50-206. 84/12/13. 8412180303. 


— 8412180324 Proposed Tech Spec making minor corrections to radiological 
effluent Tech Specs & deleting remaining portion of App B 
since Tech Specs in App B no longer effective after 850101. 

* Southern California Edison Co. 84/12/13. 74pp. 27959:246. 

24X Fiche: 50-206. 84/12/13, 8412180303. 


8412180299 Clarifies structures, sys & components w/0. 67g Housner 
seismic requirements. Proc edures followed during continuation 
of seismic reevaluation program described, per util 841130 

BASKIN. K. P. Southern California Edison Co. 84/12/14. EISENHUT, D. G. 

Division of Licensing. 2pp. 27959:237. 24X Fiche: 50-206. 84/12/14. 

8412180299. 


8412270122 Forwards addl info re fuel storage bldg walls, per 841107 
followup on 840905-06 discussion of results of masonry wall 
test program. 

MEDFORD. M.O. Southern California Edison Co. 84/12/20, 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 23pp. 28080:338. 24X 

Fiche: 50-206, 84/12/20, 8412270122. 


8412270132 Forwards 841113 optimiiation study of transformer tap 
settings. Settings changed it further results of voltage 
monitoring program will be provided by 850222. 

MEDFORD. M.O. Southern California Edison Co. 84/12/20. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 15pp. 28080:323. 24X 

Fiche: 50-206. 84/12/20. 8412270132. 


8412270417 Requests extension for environ qualification of addl 
equipment items until 851 130. Operati on of facility w/listed 
unqualified equipment not risk to public health & safety. 
Justifications for continued operation end. 

MEDFORD, M. 0, Southern California Edison Co. 84/12/21. 
ZWOLINSKI, J. A, Operating Reactors Branch 5. 27pp. 28076:280. 

Fiche: 50-206. 84/12/21. 8412270417. 


24X 


8412310380 Informs that Change Notice 11 to Amend 7 to 3CE-1-A. "QA 
Program. " meets criteria of 10CFR50. App B it acceptable. 

KIRSCH. D. F. Region 5. Office of Director. 84/12/26. BASKIN. K. P. 
Southern California Edison Co. 2pp. 28122:179. 24X 

Fiche: 50-206. 84/12/26. 8412310380. 


8412310008 Summary of 841211 meeting w/util re proposed Tech Spec 
changes on administrative contro Is. List of attendees encl. 

PAULSON. W. A. Operating Reactors Branch 5. 84/12/27. Operating 

Reactors Branch 5. 3pp. 28120:001. 24X Fiche: 50-206. 84/ 12/27. 

8412310008. 


8412310218 Informs that preliminary review of process control program 
(PCP) completed. PCP acceptable for use on interim basis. 

Interim approval continued until final review of PCP 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/27. BASKIN.K. P. 

Southern California Edison Co. 2pp. 28119:357. 24X 

Fiche: 50-206. 84/12/27. 8412310218. 


Q. Inspection reports. IE Bulletins & correspondence 


— 8409140021 Insp Repts 50-206/84-20. 50-361/84-25 & 50-362/84-25 on 
840806-10. No violations noted. Major areas inspected; 
independent offsite review group activities, licensee event 
review group performance St review of QA program changes. 

HAIST. D. P. . KANOW. L. R.. JOHNSON, P, H. Region 5. Office of Director. 
84/08/29. 7pp. 26481:216. 24X Fiche: 50-206, 84/08/29, 8409140017. 


8412060199 Forwards Insp Rept 50-206/S4-31 on , 841015-18. 
noncompliance noted. 

KIRSCH, D.F. Region 5, Office of Director. 84/11/15. 
Southern California Edison Co. Ip. 27826:186 . 24X 
Fiche; 50-206, 84/11/15. 8412060199. 


No 

BASKIN. K. B. 


— 8412060204 Insp Rept 50-206/84-31 on 841015-18. No violation noted. 
Major areas inspected : d ynamic pipe support installations 
(snubbers) associated u/current seismic upgrade program. 

BALL. J. R. . YOUNG. T. Region 5, Office of Director. 84/11/14. 3pp, 
27826:187. 24X Fic h e; 50-206, 84/11 / 1 5. 8412060199. 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-83. 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19, 

York. Inc. 120pp. 27907:058. 


Consolidated Edison Co. of New 
24X Fiche: 50-000,84/11/19. 8411150064. 


8412040045 Responds to NRC 841024 Itr re violation noted in Insp Rept 
50-206/84-28. Corrective actions: room temp vulcanizing seal 
matl will be replaced w/CONAX electrical connection seal 
assemblies during next appropriate outage. „ 

PAPAY, L. T. Southern California Edison Co. 84/11/20. MARTIN, J.B. 
Region 5, Office of Director. 3pp. 27750:071, 24X 

Fiche: 50-206. 84/11/20, 8412040045. 


8412120631 Forwards Exam Rept 50-206/0L-a4-02 on 841015-19. Three 
operators that failed facility portions of written exam will 
be placed in accelerated training program. 

PATE. R. J. Region 5. Office of Director. 84/11/26. RAY, H. B, 
Southern California Edison Co. 2pp. 27909:001. 24X 

Fiche: 50-206. 84/11/26. 8412120631. 


— 0412120634 Exam Rept 50 - 206 / OL-84-02 on 84101 5-19. Exam results: 
requa 1 i f i cati on program evaluated satisfactory, per 
NUREO-1021. Eight of nine candidates passed written exam 

ELIN? j"r PATE. R. J. Region 5. Office of Director. 84/11/16. 
200pp. 27909:003. 24X Fi che: 50-206. 84/1 1 /26. 8412120631. 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 94/11/27. 

York. Inc. 126pp. 27807: 179, 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/1 1/27. 8411210360. 


8412040100 Ack receipt of 841024 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-206/84-21 . Generic 
interface control procedure should be transmitted when 

KIRSCH. D. F. Region 5. Office of Director. 84/11/28. SHORT. M.P. 
Southern California Edison Co. Ip. 27748:292. 24X 

Fiche: 50-206. 84/11/28. 8412040100, 


8412040103 Responds to NRC 841002 Itr re violations noted in Insp Rept 

50-206/84-21. Corrective actions: aux i I iary feedwater pump sys 
piping mod analysis reexamined & generic interface control 
procedure drafted & in review. 

SHORT. M.P. Southern California Edison Co. 84/10/24. CASELLA. F. 
Region 5, Office of Director. 4pp. 27748:293. 24X 

Fiche: 50-206, 84/11/28, 8412040100. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE. J.N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

B8pp. 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


841 1280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Re lated Equipment. " 

Svc list end. . ^ . 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 


24X Fiche: 50-000, 84/11/30, 8411280370. 


8409140017 Forwards Insp Repts 50-206/84-20.50-361/84-25 
50-362/84-25 on 840806-10. No noncomp 1 ianc e noted. 
BISHOP, T.W. Region 5. Office of Director. 84/08/29. 
Southern California Edison Co. Ip. 26481:215 . 24X 

Fiche-: 50-206. 84/08/29. 0409140017. 


it 

BASKIN, K.P. 


8412040229 Forwards response to IE Bulletin 84-03 re refueling cavity 
water seal. Refueling cavity seal it weir gate seal passive 
design it would not be sub j to gross fai lure. Plant adequately 
protected from potential loss of refueling water accident. 

MEDFORD. M. 0. Southern California Edison Co. 84/11/30. MARTIN, J. B. 
Region 5. Office of Director. 6pp. 27746: 192. 24X 

Fiche; 50-206, 84/11/30, 8412040229, 
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8412030021 IE Info Notice 84-87* "Piping Thermal Deflection Induced by 
Stratified Flouj. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/12/03. Consolidated Edison Co. of New 

Yorik* Inc. 117pp. 27965:340. 24X Fiche: 50-000* 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88* "Standby Oas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/12/03. Consolidated Edison Co. of New 

York* Inc. 122pp. 27966:093. 24X Fiche : 50-000* 84/12/03* 8412030028. 


8412170336 Suppls response to IE Bulletin 83-06 re none onf or ming matl 
supplied by Tube-Line Corp.On 840926* three addl fittings 
found on suction line external to auxiliary feedwater 
storage tank. METTEK Rept SCE141021 end. 

MEDFORD, M. 0. Southern California Edison Co. 84/12/04. MARTIN* J. B. 
Region 5* Office of Director. 5pp. 27937:099. 24X 

Fiche; 50-206* 84/12/04* 8412170336. 


— 8412170339 "Certification of Auxiliary Feedwater Pipe Fittings." 
COATES* D. J. * MCKNIGHT, L. E. Materials Engineering Technologies 
Laboratories. SCE141021. 84/01/16. 34pp. 27937: 104. 24X 

Fiche; 50-206, 84/12/04* 8412170336. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut* as aid 
in preparation of IE bulletin, per 841128 meet ing . Targ et 
Rock Corp Rept 4207 8e technical manuals encl.W/o end. 

CROWLEY* T. D. Target Rock Corp. 84/12/04. POTAPOVS* U. Vendor 
Program Branch. 2pp. 27961:163. 24X Fiche: 50-000, 84/12/04* 

8412180067. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response {Post 830103). 84/12/07. Consolidated Edison Co. of New 

York* Inc. 118pp. 27966:332. 24X Fic he : 50-000* 84/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua! if ication of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response {Post 830103). 84/12/07. Consolidated Edison Co. of New 

York* Inc. 114pp. 27966:215. 24X Fiche: 50-000* 84/12/07* 8412050090. 


8412310451 Forwards Insp Repts 50-206/34-19*50-361/84-24 ic 50-362/84-24 
on 840806-1014 & notice of violation. 

KIRSCH.D. F. Region 5* Office of Director. 84/12/07. BASKIN* K.P. 
Southern California Edison Co. 2pp. 28134:229. 24X 

Fiche: 50-206, 84/12/07* 8412310451. 


— 8412310454 Notice of violation from insp on 840006-1014. 

JOHNSON*?. H. Region 5* Office of Director. 84/12/07. 2pp. 
28134:231. 24X Fiche: 50-206* 84/12/07* 8412310451. 


— 8412310459 Insp Repts 50-206/84-19* 50-361/84-24 & 50-362/84-24 on 
840806-1014. Violations noted : fai lure to follow housekeeping 
procedures St failure to remove work matl for inactive work 
in safety equipment bldg. 

JOHNSON* P. H. , CHAFFEE, A. E. * WEY* F. R. Region 5, Office of 
Director. 84/12/06. 47pp. 28134:233. 24X Fiche: 50-206, 84/12/07* 

8412310451. 


8412060594 IE Info Notice 84—91* "QC Problems of Meteorological 
Measurements Programs. '• Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response {Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/ 10* 8412060594. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !* Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. U9pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93* "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York* Inc. I20pp. 28124:001- 24X Fiche: 50-000* 84/12/17* 8412120547. 


8412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP ratings, answers to memo & updated SALP summary ratings. 

MARTIN, J. B. Region 5* Office of Director. 84/12/26. DEYOUNG* R.C. 
Director's Office, Office of Inspection and Enforcement. Ip 
28121:339. 24X Fiche; 50-000, 84/12/26, 8412310326. 


—8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP rat ing s , Up da ted SALP ratings & responses to 
Questions 4 & 5 needed by 841226. W/o end. 

DEYOUNG* R. C. Director's Office* Office of Inspection and 
Enforcement. 84/12/21. HURLEY* T. E. Region 1, Office of Director. 

0 'REILLY, J. P. Region 2* Office of Director. KEPPLER* J. 0. Region 
3* Office of Director. 5pp. 28121:340. 24X Fi c he ; 50-000* 

84/12/26, 8412310326. 


R. Periodic operating reports S< related correspondence 


8412120018 Monthly operating rept for Oct 1984. W/S41 1 13 Itr. 
MAYWEATHER* L. I, * HAYNES* J. G. Southern California Edison Co. 
84/10/31. 6pp. 27910:246. 24X F i c h e : 50-206* 84/ 10/31 * 841 2120018. 


S. Reportable occurrences* LERs & related correspondenc e 


8412130494 Partial response to FOIA request for documents re TDI diesel 
generators at Shearon Harris nuclear plant & all lists of 
problems Sj defects which occurred w/TDI generators being 
used or tested. Doc uments listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/17. BELL, N. 
Nuclear Information 8< Resource Service. 5pp. 27923: 172. 24X 

Fiche: 50-000* 84/05/17. 8412130494. 


8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours & 
starts Oil engines. Response requested by 841001. 

GEORGE* J. B. Texas Utilities Electric Co. {formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON* H. R. Office of Nuclear Reactor 

Regulation* Director. 5pp. 27392:170. 24X Fiche: 50-000, 84/09/21* 

8411080376. 


8412010099 PNS-V-84-103; on 841 124, unidentified worker observed posting 
notice in Unit 2 mens room. Notice dtd 850101 addressed to 
all hands tn. cited upcoming wage reduction, called for craft 
workers to "cut wire or turn valve for wage earner. " 

SCHAEFER* D. , NORDERHAUG, L. Region 5* Office of Director. 84/11/26. 
Ip. 27709:223. 24X Fiche: 50-206. 84/1 1/26* 8412010099. 


8412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator 
Sets - Nozzle Ring Assembly Suppl." Rept represents final QA 
verified rept on subj. 

RAY,C.L. TDI {Transamer i ca Delaval, Inc.) Owners Group. RAY* C. L. 
Duke Power Co. 84/11/27. DENTON. H. R. Office of Nuclear Reactor 
Regulation* Director. Ip. 27711:293. 24X Fiche; 50-000* 84/11/27, 

8412010161. 


—8412010173 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl. " 

Failure Analysis Associates. FAAA S4-5-7. 1. 84/11/30. 20pp. 

27711:294. 24X Fiche: 50-000, 84/1 1/27, 8412010161 . 


8412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meet ing agenda end. 

EISENHUTi D. G. Division of Licensing. 84/11/28. PALLADINO* 

GILINSKY, ROBERTS Commissioners. 7pp. 27883:215. 24X 

Fiche: 50-000*84/11/28* 8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda* 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

» NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222. 24X Fiche: 50-000* 84/1 1 /28* 8412060301. 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1*2 & 3 re crankshaft forging process St tensile 
specimens generic to Owners Group engines. Crankshaft 
forging process may vary between manufacturer. 

RAY*C. L. TDI (Transameri ca Delaval* Inc. ) Owners Group. RAY* C. L 
Duke Power Co. 84/12/04. BERLINGER. C. H. Office of Nuclear Reactor 
Regulation* Director. ip. 27834:281. 24X Fiche: 50-000, 84/12/04, 

8412100196. 


8412270497 LER 84-014-00: on 8411 13, ref uel ing water storage tank alarm 
received* indicating level below min required by Tech Spec 
3. 3. 3. Caused by imprecise readings on stirrup gauge. 

Investigation will resume during next outag e. W/841211 Itr. 

HAYNES, J. 0. Southern California Edison Co. 84/12/11. 2pp. 
28114:175. 24X Fiche: 50-206, 84/12/1 1* 8412270497. 


8412180075 Forwards FaAA-84-9-11. 1, "Design Review of TDI R-4 & RV-4 
Series Emergency Diesel Generator Cylinder Blocks." End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C. L. TDI (Transameri ca Delaval* Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 84/12/13. DENTON, H.R. Office of Nuclear Reactor 
Regulation* Director. Ip. 27960:164. 24X Fiche • 50-000, 84/12/13* 

8412180075. 
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— Revised "Design Review of TDI R-4 8< RV-4 Series Emergency 
I 3 itfsel Generator Cylinder Blocks." 

Failure Analysis Associates. FAAA-S4-9-1 1 . 1. 84/12/31. 125pp. 

27960:165. 24X Fiche: 50-000, 84/12/13. 8412180075. 


84lS3:4004-4 Forwards FaAA-84-6-54, "Evaluation of Emergency Diesel 
©i&rserator Crankshafts at Midland & San Onofre Nuclear 
©©■Iterating Stations" §« FaAA-04-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . . " 

RAiV» C. L.. TDI (Transamerica Delaval, Inc. ) Owners Group. RAY, C. L. 
Duke Power Co. 84/12/13. DENTON, HR. Office of Nuclear Reactor 
Regulation, Director. Ip. 28042:241. 24X Fi c h e : 50-000, 84/12/13, 

i 2240044. 


841 Si 70266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
R-T' osjram Plan. " 

R AiV# C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. RAY, C. L. 
Duk® Power Co. 84/12/14. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 27932:171. 24X Fiche ; 50-000, 84/12/14, 

12170266. 


— 0^12170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan." 
TDI <Transam®r ica Delaval, Inc, ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fiche; 50-000, 84/12/14. 8412170266. 


8413370369 LER 84-015-00; on 841 1 16, during Mode 3 prior to restart, 
spoTious safety injection actuation occurred. Caused by 
v-oltaga transient on 480-volt bus 2 due to deposit on 
d i s. connects. Deposit removed. W/841217 itr. 

HAVNES, J. G. Southern California Edison Co. 84/12/17. 3pp. 
20113:134. 24X Fiche: 50-206, 84/12/17, 8412270569. 


8413310212 Submits itemized schedule for meeting conditions of TDI 
diesel engine reliability i operab i 1 i ty , per 841119 Itr, 

MEOFOPD, M. 0. Southern California Edison Co. 84/12/19. 
ZMOi-INSKI, J. A. Operating Reactors Branch 5. 2pp. 28035:084. 24X 

Ri. Che: 50-206,84/12/19,8412210212. 


8413360311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
i o — line g enerators, to read 5,000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 

R AV# C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. RAY, C. L. 
Duke Power Co. 84/12/19. DENTON, H. R. Office of Nuclear Reactor 
Res-g ulation, Director. Ip. 28057:328. 24X Fiche: 50-000. 84/12/19, 

12260311. 


T. Meairing transcripts on non-anti trust matters 


8413070090 Transcript of 841121 briefing Si discussion of issues in 
op»T*ation of San Onofre Unit 1 in Washington, DC. Pp 1-98. 
Supporting documentation end. 

♦ Commissioners. 84/11/21. 169pp. 27842:331. 24X 

Rx Che; 50-206,84/11/21,8412070090. 


8412010195 Transcript of ACRS Subcommittees on San Onofre Nuclear 
Oeenerating Station, Unit 1 8t SEP 841127 meeting in 
Was « h ing ton, DC. Pp 1-160. Supporting documentation end. 

ACRS — Advisory Committee on Reactor Safeguards. 84/11/27. 
2SOpp. 27714:161. 24X Fiche: 50-206, 84/1 1/27, 8412010195. 


8412060301 Board Notification 84-182; notifies of 841022 meeting w/util 
Sc TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
T * cracks in generator crankshafts k overall evaluation of 
o(UJ»ri<ers group program. Meet ing agenda end. 

ETXSENHUT. D. G. Division of Licensing. 84/11/28. PALLADINO 
C oinmissioners. 7pp. 27883:215. 24X Fiche: 50-000, 84/1 1/28, 

e-d- 12060301. 


— QtA-l 2120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
MD r* causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222, 24X Fiche: 50-000, 84/1 1 /2B, 8412060301. 


V. Op ®rator Examinations 


B41S1S20631 Forwards Exam Rept 50-206 /OL-84-02 on 841015-19. Three 
opasT*ators that failed facility portions of written exam will 
b® placed in accelerated training program. 

pate, R. J. Region 5, Office of Director. 84/11/26. RAY, H. B. 
SoM'fchern California Edison Co. 2pp. 27909:001. 24X 

Fiche: 50-206,84/11/26, 8412120631. 


— S4^i2l^0634 Exam Rept 50-206/OL-84-02 on 841015-19. Exam results; 
T* siqua 1 i f ication program evaluated satisfactory, per 
fslUREO—iOEl. Eight of nine candidates passed written exam 
St •ctions. 

J. , PATE.R. J. Region 5, Office of Director. 84/11/16. 
SOOpp. 27909:003, 24X Fiche: 50-206, 04/11/26, 8412120631. 


8412100112 Notifies that operator licensing written exams scheduled for 
850305. Oral k simulator exams scheduled for wk of 850304. 

Requests encl ref matl be provided by 850107 to meet 
schedule. 

PATE,R. J. Region 5, Office of Director, 84/12/05. RAY, H. B. 

Southern California Edison Co. 4pp. 27833:111. 24X 

Fiche; 50-206, 84/12/05. 8412100112. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical# emergency Sk fire protection plans 


8412060203 Provides proposed recommendations for resolution of issues 
re differing prof opinion to interpretations of App R 
exemption requests, formal ly issued in Generic Ltr 83-33. 

EBERLY,R. , KUBICKI,D. Chemical Engineering Branch. RAMSEY, C. 
Region 3, Office of Director. 84/05/02. FERGUSON, R. L. Chemical 
Engineering Branch. 8pp. 27829:153. 24X Fiche: 50-213. 84/05/02, 

8412060203. 


— 8404100096 Forwards R Ferguson 840224 memo offering differing prof 
opinion from SER written by D Kubicki received in accordance 
u/Manual Chapter M.RC-4125-035f . Comments & WV Johnston 840306 
memo to RH Vollmer also encl. 

BENAROYA, V. Chemical Engineering Branch. 84/03/12. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. Ip. 27829:163, 
24X Fiche: 50-213, 84/05/02, 8412060203. 


— 8403010527 Submits differing prof opinion on request for exemption from 
requirements of l0CFR50,App R, Section III.G, 2 re fire 
protection of control room. Exemption would undermine NRC 
requirements for fire protection for safe shutdown, 

FERGUSON, R. L. Chemical Engineering Branch, 84/02/24, BENAROYA, V. 

Chemical Engineering Branch. 2pp. 27829: 164, 24X 

Fiche: 50-213, 84/05/02, 8412060203. 


— 8403190426 Provides differing prof opinion re licensee request for 
exemption from Section III.G. 2 of App R for control room, per 
840224 comments. 

BENAROYA, V. Chemical Engineering Branch. 84/03/05. FERGUSON, R. L. 

Chemical Engineering Branch. 3pp. 27829: 166. 24X 

Fiche: 50-213, 84/05/02, 8412060203. 


— 8404100100 Summarizes V Benaroya concerns outlined in 840224 memo re 
R Ferguson differing prof opinion concerning SER on Haddam 
Neck request for exemption from Section III.G. 2 of App R for 
control room. 

JOHNSTON, W. V. Assistant Director for Matls, Chem. & Environ 
Technology (Post 830201 ) , 84/03/06. VOLLMER, R. H. Division of 

Engineering. 2pp. 27829:169. 24X Fiche: 50-213, 84/05/02, 

841206A203. 


— 8412060253 Notifies that RL Ferguson filed differing prof opinion re 
util request for exemption from 10CFR50, App R requirements 
for fire protection of control room, 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/04/10. COTTER, B.P. Atomic Safety and Licensing Board Panel. 
ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. Ip. 
27829:174. 24X Fi che; 50-213, 84/05/02, 8412060203. 


— 8412060262 Forwards, for consideration for board notification, 
RL Ferguson differing prof opinion re util request for 
exemption from 10CFR50, App R requirements for fire 
protection of control room. 

PUNCHES, J.L. Planning 8< Program Analysis Staff. 84/04/09. 
EISENHUT, D. 0. Division of Licensing, 2pp. 27829:175. 24X 

Fiche: 50-213, 84/05/02, 8412060203. 


— 8412060272 Responds to 840409 suggestion that board notification be 
considered re differing prof opinion on util SER, No 
notification required at present. Board notification 
necessary if external sources used in investigation. 

EISENHUT, D. 0. Division of Licensing. 84/04/13. PUNCHES, J. L. 
Planning & Program Analysis Staff. Ip. 27829:177. 24X 

Fiche: 50-213, 84/05/02, 8412060203, 


— 8406150018 Summarizes results of independent assessment of RL Ferguson 
840224 differing prof opinion re staff recommendation for 
exemption from certain requirements of Section 111,0.2 of 
App R to 10CFR50 for fire protection of control room. 

ROSA, F. Instrumentation & Control Systems Branch. 84/05/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2Spp. 
27829:178. 24X Fiche: 50-213. 84/05/02, 8412060203. 


— 8412060280 Forwards portion of fire protection SER per control room 
exemption request. Issues discussed in App R debate. No basis 
for granting exemption. Exemption would undermine fire 
protection rule. 

HARRISON, G. A. Licensing Branch 2. 84/03/15. CASE, E. 0. Office of 

Nuclear Reactor Regulation, Director. 17pp. 27829:206. 24X 

Fiche; 50-213, 84/05/02. 8412060203. 
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8412110248 Forwards Safeguards Insp Rept 
violations noted. 

MARTIN, T. T. Division of Engineering 
CDUNSIL, W. G. Connecticut Yankee Atomi 
24X Fic he; 50-213, 84/11/03, 8412110248. 


50-213/84-20 on 840821-24. No 

Technical Programs. 84/11/08. 
c Power Co. 2pp. 27893:096. 


8412110256 Safeguards Insp Rept 50-213/84-20 on 840821-24. No violations 
noted. Major areas i nspe c ted : sec ur i ty organization & program 
audit, testing maint, locks & keys & comb inat i ons. Por ti on s 
deleted <ref 10CFR73. 21 & 2.790) 

S45?n/i= ■ Reslon 1. Office of Director. 

84/10/22. 4pp. 27893:098. 24X Fi ch e; 50-213, 84/ 1 1 /08. 84121 10248. 


Revised emergency plan implementing proced 
EPIP 1 . 5-15 re search & rescue, EPIP 1. 5-32 


ures, inc luding 
particulate 
f 


iodine-noble gas monitor & EPIP 1. 5-37 re manager o 
radiological dose assessment. W/S4H29 Itr. 

' SEARS, C.F. Connecticut Yankee Atomic Power Co 
84/11/29. 31pp. 27750:245. 24X Fiche; 50-213, 84/1 1/29, 8412040064. 


8412180421 Forwards Insp Rept 50-213/84-14 on 840829-1031 & notice of 
violation. 

^ Division of Project & Resident Programs. 84/12/12. 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp. 28000- 001 
24X Fiche: 50-213, 84/12/12, 8412180421. 


8412180425 Notice of violation from insp on 840829-1031. 

^ Region 1, Office of Director. 84/12/12. 2pp. 28000- 003 

Fiche: 50-213, 84/12/12, 8412180421. 


8412270435 Forwards proprietary sections of "Cal c u la t ive Methods for 
Northeast Utils Small Break LOCA ECCS Evaluation Model, " 

Jul 1984. Af f i davi t dtd 841116 re withholding encl.Encl 
withheld (ref 10CFR2. 790). 

COUNSIL, W. G. , SEARS, C. F. Connecticut Yankee Atomic Power Co. 
84/11/16. ZWOLINSKI, J. A. Operating Reactors Branch 5 . 4pp. 
28086:204. 24X Fiche: 50-213, 84/1 1/16, 8412270435. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualif ication program SERs. 

KARSCH, R. 0 . Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3 pp 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


8412040098 Forwards notices of consideration of issuance of amends to 
Licenses DPR-61 & DPR-21 Se proposed NSHC determination & 
opportunity for hearing re mod of confirmatory orders. 

ZWOLINSKI , J. A. Operating Reactors Branch 5. 84/11/29. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 27748:266. 24X 

Fiche: 50-000, 84/11/29, 8412040098. 


8412040108 Notices of c ons i d erat i on of issuance of amends to Licenses 
DPR— 61 & DPR— 21 & proposed NSHC determination & opportunity 
for hearing re mod of confirmatory orders on 
post-TMI-related issues. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/11/29. 16pp. 

27748:268. 24X Fi c h e : 50-000, 84/ 1 1 /29, 841 2040098. 


' 6c u«i£:v-io3i. 


-8412180443 Insp Rept 50-213/84-14 on 840730-0802. 14-20 & 06 
Violations noted : penetrati ons to cable vault & auxiliary 
feed pump room unsealed 8 c no fire watch established QA 
program requirements not implemented 

SWETLAND.P.D. . SHEDLOSKY, J. T. , JOHNSON, T. Region 1 . Office of 
8412180421 28000:005. 24X Fiche: 50-213, 84/12/12, 


8412140195 Provides supplemental description of methodology used to 
assure conformance w/ 10CFR50. 49( b ) ( 1 ) , ( 2 ) 8 c ( 3 ) re environ 
qualification of equipment. Justification for continued 
operation of equipment end. 

COUNSIL, W. G. , SEARS, C.F. Connecticut Yankee Atomic Power Co. 
84/11/30. EISENHUT, D. G. Division of Licensing. 

24X Fiche: 50-213, 84/11/30, 8412140195. 


45pp. 


27920: 101. 


8412200184 Forwards draft safety evaluation re 
package. Section 2 identifies addl items that 
addressed in rev to package. Items should be 
60 days of Itr receipt. 

ZWOLINSKI , J. A. Operating Reactors Branch 5 . 

Connecticut Yankee Atomic Power Co. i5pp 
Fiche: 50-213. 84/12/17, 8412200184. 


procedures generation 
should be 
addressed within 

84/12/17. COUNSIL, W.G. 
28019:005. 24X 


8412050160 Requests meeting be scheduled to review pending licensing 
actions & other safety issues proposed in integrated safety 
assessment program for Haddam Neck ic Millstone Unit 1. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/04. COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2 pp. 27767:359. 24X Fiche: 50-000, 84/12/04, 8412050160. 


I. Financial information 


annual financial repts for joint owners oi 
facility Listing of joint owners encl. 

DEVINCENTIS, J. Public Service Co. of New Hampshire S4/12/1S 

28017:001. 24X Fiche; 50-000, 84/12/18, 8412200449. 


8412200456 "Annual Rept 1983. " 

ROWE* J. W. Central Maine Power Co. 83/12/31 
24X Fiche: 50-000, 84/12/18, 8412200449. 


40pp. 


28017: 207. 


8412200347 Application for amend to License DPR-61. revising Tech Spec 
Figure 3. 10-1 re control rod power dependent rod insertion 
limit curves for portion from 1,473 to 1,825 MWt. Fee paid. 

COUNSIL, W. G. , FEE, W. F. Connecticut Yankee Atomic Power Co. 
84/12/06. ZWOLINSKI, J. A. Operating Reactors Branch 5 . 3pp. 

28020; 161. 24X Fiche: 50-213, 84/12/06, 8412200347. 


8412200352 Proposed Tech Specs re control rod power dependent rod 
insertion limit curves for portion from 1,473 to 1,825 MWt. 

* Connecticut Yankee Atomic Power Co. 84/12/06 Ip 28020- 164 
24X Fiche: 50-213, 84/12/06, 8412200347. 


Reactor Safeguards reports & correspondence 


T'eplacement of PQRV in response to 
RM Kacich request. Plant Design Change Request 248, 

Replacement- initiated on 770606. 
COUNSIL, W.G. Connecticut Yankee Atomic Power Co 84 / 09/26 

Committee on Reactor' SafeguIrJt' 3 pp 
27704:321. 24X Fiche: 50-213, 84/09/26, 8412010060. ^ 

P^ Operating license stage documents & correspondence 


8412010060 Provides info re replacement of PORV in response to 
RM Kacxch request. Plant Design Change Request 248, 

RepTacement- initiated on 770606. 
COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 84/09/26 
MACEVOY, J. acRS - Advisory Committee on Reactor Safeguards 

24X Fiche; 50-213, 84/09/26, 8412010060. 


27704:321. 


3pp. 


8412010090 Commits to propose suitable Tech Specs & resolve issue 
re limiting overtime for staff personnel, per NRC 841016 
position in response to 840702 Itr. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs of Northeast 

M^LLE^'j'r Utilities. 84/11/09 " 

MILLER, J.R. Operating Reactor# Branch 3. ZWOLINSKI, J A Ooerat 
Reactors Branch 5. YOUNGBLOOD, B. J, Licensinq Branch i ' 2 nJ ^ 
27709:215. 24X Fich.: 50-000.84/11/09, 


8412180380 Supports approach taken to develop proposed generic Itr 
providing QA guidance for nonsafety-related ATWS equipment. 
Existing quality practices for nonsafety-related equipment 
fully adequate. 

COUNSIL, W. G. , SEARS, C. F. Northeast Utilities. 84/12/10. 
GOLDBERG, S. M. QA Branch. 3pp. 27964:314. 24X 

Fiche: 50-000, 84/12/10. 8412180380. 


8412270169 Forwards proprietary version of "Calculative Methods for 
Northeast Utils Small Break LOCA ECCS Evaluation Model. " 

Rept completes response to TMI Items 1 1. K. 3. 5, 1 1. K. 3 30 & 

1 1. K. 3. 31. Rept withheld (ref ICKFRE. 790). 

COUNSIL, W. G. , SEARS, C. F. Connecticut Yankee Atomic Power Co. 
84/12/20. ZWOLINSKI, J. A. Operating Reactors Branch 5 . 6 pp. 
28090:317. 24X Fiche: 50-213, 84/12/20, 8412270169. 


Q. Inspection reports, IE Bulletins & correspondence 


8412110248 Forwards Safeguards Insp Rept 50-213/84-20 on 840821-24 No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/08. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp, 27893-096 
24X Fiche: 50-213, 84/11/03, 8412110248. 


—8412110256 Safeguards Insp Rept 50-213/84-20 on 840821-24. No violations 
noted. Major areas inspected: security organization 8 « program 
audit, testing & maint, locks & keys 8 < combinations. Portions 
deleted (ref 10CFR73. 21 & 2.790). 

MADDEN, W., DUNLAP. J., KEIMIG.R.R. Region 1, Office of Director. 

84/10/22. 4 pp. 27893:098. 24X Fiche: 50-213, 84/11/08. 8412110248 . 



DOCKETED ITEMS 


27 


8412010085 Responds to NRC 841009 Itr re violations noted in Insp Rept 
50-213/84-22. Correc t iv« actions: temporary procedure change 
implemented to ensure voltage regulator settings adequate to 
actuate Relays 59A/1-8 & 59B/1-S. 

COUhSILj W. G. Connecticut Yankee Atomic Power Co, 84/11/13. 

WNZINGER, E, C. Division of Project & Resident Programs. 3pp. 
27711:333. 24X Fiche: 50-213, 84/1 1/13, 8412010085. 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fic he : 50-000, 84/1 1 / 19, 841 1 150064. 


8412140508 Forwards Insp Rept 50-213/84-24 on 841022-23. Expresses 
concern over lack of mgt controls re 841013 exposure of 
unqualified person assigned to control radiation exposures 
in high radiation area. Requests mgt meeting on 841206. 

MARTIN, T. T. Division of Engineering g< Technical Programs, 84/11/23. 

CQUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp. 27937:300. 
24X Fiche: 50-213, 84/11/23, 8412140508. 


— 8412140511 Insp Rept 50-213/84-24 on 841022-23, Vi o lat ions noted: failure 
to assign qualified & experienced technician to job coverage 
in high radiation area. Mechanic exposure unresolved pending 
further evaluation & review. 

BICEHOUSE, H. J. , COLLINS, D. J. , SHANBAKY, M. Region 1, Office of 
Director. 84/11/20. 11pp. 27937:302. 24X Fic he: 50-21 3, 84/1 1 /23, 

8412140508. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fi che : 50-000, 84/1 1 /27, 841 1210360. 


8412240027 Forwards Exam Rept 50-213/84-17 on 840806-10. 

GREENMAN, E. G. Division of Project it Resident Programs. 84/11/27. 

CQUNSIL, W.G. Connecticut Yankee Atomic Power Co. 2pp. 28061:215. 

24X Fiche: 50-213, 84/11/27, 8412240027. 


—0412240031 Exam Rept 50-213/84-17 administered on 840806-10. Exam 
results:all candidates passed oral exam St one failed written 
exam. 

JOHNSON, D. F. , KELLER, R.M, Region 1, Office of Director. 84/10/25. 
88pp. 28061:217. 24X Fi c he: 50-213, 84/ 1 1 /27. 8412240027. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi c h e : 50-000, 84/ 1 1 /30. 84 1 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Re lated Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30. 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I17pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03, 8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412140256 EN-94-074: on 841212, notice of violation it proposed 
imposition of civil penalty in amount of *80,000 to be 
issued to 1 icensee. Act ion based on review of reactor 
refueling cavity seal failure. 

BEACH, B., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 04/12/07. 2pp. 27920:065. 24X Fiche; 50-213, 84/12/07, 

8412140256. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/ 10, 8412060594. 


8412260414 Notification of Meeting 04-116 on 841217 w/util in 
Waterford, CT to discuss findings of Region I insp of 
operator requalification program. 

RUSCITH, D. Region 1, Office of Director. 84/12/10. Region 1, 
Office of Director. 2pp. 28071:260. 24X Fiche: 50-213, 84/12/10, 

8412260414. 


0412180421 Forwards Insp Rept 50-213/84-14 on 840829-1031 it notice of 
violation. 

WENZINGER, E. C, Division of Project S', Resident Programs. 84/12/12. 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp. 28000:001. 
24X Fiche: 50-213, 84/12/12, 8412180421. 


— 8412180425 Notice of violation from insp on 840829-1031. 

* Region 1, Office of Director. 84/12/12. 2pp. 28000:003. 24X 

Fiche: 50-213, 84/12/12, 8412180421, 


— 8412180443 Insp Rept 50-213/84-14 on 840730-0802,14-20 & 0829-1031. 
Violations noted ; penetrat i on s to cable vault it auxiliary 
feed pump room unsealed & no fire watch estab 1 ish ed. QA 
program requirements not implemented. 

SWETLAND, P. D. , SHEDLOSKY, J. T. , JOHNSON, T, Region 1, Office of 
Director. 84/12/03. 12pp. 28000:005. 24X Fich e: 50-21 3. 84/ 12/ 12, 

8412180421. 


B412190349 Discusses Insp Rept 50-213/84-23 on 840821-0904 it forwards 
order modifying license 8< notice of violation 8< proposed 
imposition of civil penalty. 

TAYLOR. J. M. Director's Office, Office of Inspection and Enforcement. 

84/12/13 COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 4pp. 
28028:222. 24X F i c h e : 50-2 1 3, 84/ 1 2/ 1 3, 84121 90349, 


— 8412190353 Order modifying License DPR-61, d irecting licensee to submit 
plan for review & appraisal of listed i terns, inc luding mod 
packages approved since 790101, to Region III within 60 days. 

TAYLOR, J. M. Commissioners. 84/12/13. Connecticut Yankee Atomic 
Power Co. 7pp. 20028:226. 24X Fi c h e; 50-21 3, 84/ 12/1 3, 8412190349. 


— 8412190360 Notice of violation & proposed imposition of civil penalty 
in amount of *80, 000. 00. Vi elation noted: plant operations 
review committee & nuclear review board conducted 
inadequate reviews of design change request for cavity seal, 

TAYLOR, J. M. Director's Office, Office of Inspection and 
Enforcement. 84/12/13. 4pp. 28028:233. 24X 

Fiche: 50-213, 84/12/13, 8412190349. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131, 24X Fi c he : 50-000, 84/12/ 1 7, 8412120541 , 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi c he ; 50-000, 84/12/ 17, 8412120547. 


8412280083 Ac k receipt of 841111 response to NRC 841009 Itr re 
violation noted in Insp Rept 50-213/84-22. Violation cited 
reviewed Si revised, per request. Corrective actions obviate 
need for response to encl modified notice of violation, 

WENZINGER, E, C. Division of Project it Resident Programs. 84/12/21. 
COUNSIL, W. 0. Connecticut Yankee Atomic Power Co, Ip, 28111:256, 
24X Fiche: 50-213, 84/12/21, 8412280083. 


— 8412280090 Rev 1 to notice of violation from insp on 840825-28. 
Violation noted : preset i bed emergency diesel generator 
voltage regulator setting permitted setpoint that could 
prevent generator output breaker closure. 

* Region 1, Office of Director. 84/12/21. 2pp. 28111:257. 24X 

Fiche: 50-213. 84/12/21 , 8412280083. 


R. Periodic operating reports it related correspondence 


8412110501 Monthly operating rept for Oct 1984. W/a41 1 15 Itr. 

DEAN, C. B. , GRAVES, R. H. Connecticut Yankee Atomic Power Co. 
84/10/31. 10pp. 27893:208. 24X Fiche: 50-213, 84/10/31 . 84121 10501. 



28 


DOCKETED ITEMS 


S. Reportable occurrences. LERs related correspondence 


8412060151 LER 84-022-00; on 841030. fire barrier penetration seal 
discovered mi ss ing . Pen etra t i on stuffed w/approved temporary 
fire barrier seal mat 1 . Penetrati on ujill be permanently 
repaired within 90 days. per station procedure. W/841 12B Itr. 
BRANSFIELD. T. J. , GRAVES. R, H. Connecticut Yankee Atomic Power Co. 
84/11/28. 3pp. 27826:293. 24X Pi c h e : 50-213. B4/1 1 /28, 841 20601 51 


8412060624 LER 84-023-00; b e twe en 840701 & 1031. six incidents of 
Westinghouse DB & DHP breakers failing to close on demand 
occurred. Caused by dirt Zi dust accumulation on moveable 
parts of X-relay. X-relays inspected S: c leaned. W/841 128 Itr. 
MAZZARELLA. D. W. . GRAVES. R.H. Connecticut Yankee Atomic Power Co. 
84/11/28. 4pp. 27825:110. 24X Fi c h e : 50-21 3, 84/1 1 /2S, 841 2060624. 


8412110450 LER 84— 021— 00: on 841 103. automatic reactor trip occurred due 
to spike on intermediate range channel high startup rate 
meter. Caused by personnel error. Procedure will be revised 
W/841203 Itr. 

DRAGOiJ. P.. GRAVES. R. H. Connecticut Yankee Atomic Power Co. 

84/12/03. 3pp. 27891:206. 24X Fiche; 50-213. 84/12/03. 841 2110450. 


8412130278 LER 84-024-00; on 841 1 10. steam/feedwater flow mismatch 
coincident sys found inop erab le. Caused by personnel error. 
Procedure developed to check operability after extended 
outage. W/841210 Itr. 

DRACO. J. P. . GRAVES. R. H. Connecticut Yankee Atomic Power Co. 
84/12/10. 7pp. 27900:319. 24X F i c he : 50-213. 84/1 2/10. 841 21 30270. 


8412240057 LER 84-026-00: on 841 1 1 5. manua 1 reactor trip in iti ated. Caused 
by failure of voltage regulator due to defective circuit 
card. Defective card & seven other cards replaced. All cards 
will be replaced or rebuilt at next shutdown. W/841214 Itr. 

EVOLA, J.H. , graves. R, H. Connecticut Yankee Atomic Power Co. 

84/12/14. 3pp. 28061:351. 24X Fiche; 50-213. 84/12/14. 8412240057. 


8412120158 Ack receipt Qf 841109 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-219/84-23. 

Corrective actions will be examined during future insp. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/12/05. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp 2pp 
27886:359. 24X Fiche; 50-219. 84/12/05. 8412120158. 


8412210201 Responds to NRC 841106 Itr re violations noted in Insp Rept 
50-219/84-21. Corrective actions: duct penetration sealed to 
prevent smoke infiltration into bldg stairwel 1. Survei 1 lane e 
procedure revised. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/12/11. 

MARTIN, T.T. Division of Engineering ^ Technical Programs 2pp 
28034:144. 24X Fi c h e : 50-21 9, 84/ 12/ 1 1 , 8412210201 . 


■8412210219 Responds to request for add! info re 4160-volt switchgear 
vault & forwards listed documents & drawings. W/o end. 

MANCINELLI, J. F. General Public Utilities - GPU Service Corp. 
80/03/03. KOLTAY. P. Region 1, Philadelphia. Office of the 
Director. 2 pp. 28034:146. 24X Fiche: 50-219. 84/12/1 1, 8412210201. 


8412180531 Notification of 850122 working meeting w/util in Bethesda.MD 
to discuss number of sys needed for safe shutdown & mods 
proposed fay licensee to meet App R & remote shutdown panel. 

DONOHEW. J. N. Operating Reactors Branch 5, 84/12/17. ZWOLINSKI, J A. 

Operating Reactors Branch 5. 3pp. 28003:275. 24X 

Fiche: 50-219, 84/12/17, 8412180531. 


P. Operating license stage documents & correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi ch e : 50-000. 84/1 1/26, 8412050542. 


8412260378 LER 84—027—00; on 841115. overpower setpoints for two power 
range channels found above Tech Spec 1 imi ts. Caused by 
setpoint drifts. Setpoints reset & weekly surveillance begun 
for next 6 wks. W/841214 Itr. 

DRAGO. J.P., GRAVES. R. H, Connecticut Yankee Atomic Power Co. 

84/12714. 4pp. 28063:258. 24X Fi ch e ; 50-213. 84/12/14, 841 2260378 . 


8412260444 LER 84-028-00: on 84 1 1 16, dur i ng testing.il main steam safety 
valves did not lift within setpoint tolerances. Cause 
unstated. Valves retested ic setpoint pressures adjusted W/ 

841214 Itr. 

GOSSELIN, P. , GRAVES. R. H. Connecticut Yankee Atomic Power Co. 
84/12/14. 6pp, 28063:036. 24X Fi che: 50-213, 84/12/14, 8412260444. 


V. Operator Examinations 


8412240027 Forwards Exam Rept 50-213/84-17 on 840806-10. 

OREENMAN. E. G. Division of Project & Resident Programs. 84/11/27. 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp 28061-215 
24X Fiche: 50-213. 84/11/27. 8412240027. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
dosed out as soon as submittals received, per 841024 & 1205 
memos. 

EISENHUT, D. G. Division of Licensing. 84/12/13. DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28107:340 24X 

Fiche; 50-000, 84/12/13. 8412270501. 


8412260147 Ack receipt of 840918 application for amend to License 
DPR-16. Chang ing Tech Specs re water purity of BWR primary 
coolant. Fee per 10CFR170 due on SEP Tech Spec changes. 

DIGGS, R.M. License Fee Management Branch. 84/12/18. FIEDLER. P, B. 
General Public Utilities - GPU Service Corp. 2pp. 28074-358 24X 

Fiche: 50-219, 84/12/18. 8412260147. 


8412280056 Responds to Generic Ltr 84-23, "Reactor Vessel Water Level 
Instrumentation in BWRs, ** Two water level indication sys 
improvements discussed. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/12/18. 

EISENHUT. D. 0. Division of Licensing. 2pp. 28111:268. 24X 

Fiche: 50-219. 84/12/18, 8412280056. 


8412240031 Exam Rept 50-213/84-17 administered on 840806-10. Exam 
results:all candidates passed oral exam 84 one failed written 
exam. 

JOHNSON, D. F. , KELLER, R.M. Region 1 , Office of Director, 84/10/25 
eSpp. 28061:217. 24X Fi che: 50-213, 84/11/27. 8412240027. 


8412260414 Notification of Meeting 84-116 on 
Waterford.CT to discuss findings of Region 
operator requalification program. 

RUSCITH. D. Region 1. Office of Director. 
Office of Director. 2pp. 28071:260. 24X 

8412260414. 


841217 w/util in 
I insp of 

84/12/10, Region 1. 
Fiche; 50-213. 84/12/10. 


8412260208 Forwards list of environ qualification equipment replaced 
during previous outages & justification for continued 
operation, per NRC 840509 request. No significant degradation 
of safety function will occur during design basis event. 

WILSON. R.F. General Public Utilities - GPU Service Corp. 84/12/21. 
ZWOLINSKI, J. A. Operating Reactors Branch 5. 58pp. 28055:068. 24X 

Fiche: 50-219, 84/12/21 . 841 2260208. 


8412280138 Forwards corrected Tech Spec pages to 840827 Amend 75 to 
License DPR-16. Amend issued on out-of-date Tech Spec pages. 
ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/24. FIEDLER.P.B. 

General Public Utilities - GPU Service Corp. 2pp, 28108:008. 24X 

Fiche: 50-219. 84/12/24. 8412280138. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plans 


8412120371 Informs that existing radioactive gaseous effluents 
monitoring sys will be used until new sys operable. New 
sys will be employed in unlikely event of emergency that 
requires adherence to NUREG-0737 guidelines 

'"iuS:lv'TP - SPU Service Corp. 84/10/ 

MURLEY-T.E. Region 1, Office of Director. 2pp. 27875:094 24X 

Fiche: 50-219.84/10/18. 8412120371. 


® ® actions: contract guards reprimanded 

^ ^ instructions re procedure to search 

all packages entering protected area 

p n O'""-*!, Pdf lie Utilities - SPU Service Corp. 84/U/< 
-’BOTO 245 Sev p‘''i“Sn n' P.'PJ'Ct & Resident Programs. Bpp. 

.8090.265. S4X Fiche; 50-219. 84/11/09, 8412270222. 


8412280144 Corrected Tech Spec pages to Amend 75 to License DPR-16 re 
reactivity control & containment spray & emergency sve 
water sys. 

* NRC - No Detailed Affiliation Given. 84/12/24. 8pp. 

28108:010. 24X Fiche: 50-219, 04/12/24, 8412280138. 


8412310103 Forwards Amend 78 to License DPR-16 8< safety evaluation. 
Amend revises Tech Specs Section 6.0. "Administrative 
Controls. “ 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/27. FIEDLER.P.B, 

General Public Utilities - GPU Service Corp. 2pp. 28121:138. 24X 

Fiche; 50-219, 84/12/27. 8412310103. 


— 8412310107 Amend 78 to License DPR— 16. revising Tech Specs. Section 6.0, 
"Administrative Controls. " 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/27, 10pp. 

28121.-140. 24X Fiche: 50-219. 84/12/27, 8412310103. 
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— 8412310110 Safety evaluation supporting Amend 78 to License DPR-16. 

* Office of Nuclear Reactor Regulation, Director. 84/12/27. 4pp. 
28121.150. 24X Fiche; 50-219. 84/12/27, 8412310103. 


Q. Inspection reports. IE Bulletins & correspondence 


8412270222 Responds to NRC 841016 Itr re violations noted in Insp Rept 
50-219/84-18. Corrective actions: contract guards reprimanded 
for violation & given instructions r® procedure to search 
all packages entering protected area. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 84/11/09. 

GREENMAN, E. G. Division of Project 8< Resident Programs. 2pp. 
28090:265. 24X Fi che: 50-219. 84/11 /09, 8412270222. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


9411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc“99m Generators." Svc list end. 

GRACE. J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

88pp. 27967:086. 24X Fi ch e : 50-000, 84/ 1 1 /30. 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fi c he : 50-000. 84/11 /30. 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88. "Standby Oas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03. 8412030028. 


84121201S8 Ack receipt of 841109 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-219/84-23. 

Corrective actions will be examined during future insp. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/05. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 2pp. 
27886:359. 24X Fiche: 50-219, 84/12/05, 84121201 58. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000. 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. H4pp. 27966:215, 24X Fiche: 50-000. 84/12/07. 8412050090. 


8412200395 Responds to IE Bulletin 84-03, "Refuelir^g Cavity Nater 
Seal." Catastrophic failure of reactor cavity seal highly 
unlikely to occur. Concerns indicated in bulletin 
inapplicable to facility, 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 84/12/07. 

HURLEY, T.E. Region 1. Office of Director. 2pp. 28020:254, 24X 

Fiche: 50-219, 84/12/07. 8412200395. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060594. 


8412210201 Responds to NRC 841106 Itr ro violations noted in Insp Rept 
50-219/84-21. Correc tive actions: duct penetration sealed to 
prevent smoke infiltration into bldg stairwel 1. Survei 1 lane e 
procedure revised. 

FIEDLER. P. B. General Public Utilities - GPU Service Corp. 84/12/11. 

MARTIN, T.T. Division of Engineering Technical Programs, 2pp. 
28034:144. 24X Fiche: 50-219. 84/12/11 . 8412210201. 


— 8412210219 Responds to request for addl info re 4160-volt switchgear 
vault & forwards listed documents St drawings. W/o end. 

MANCINELLI . J. F. General Public Utilities - GPU Service Corp, 
80/03/03. KOLTAY, P. Region 1. Philadelphia, Office of the 
Director. 2pp. 28034:146. 24X Fiche: 50-219, 84/12/1 1, 8412210201, 


8412120541 IE Info Notice 84—92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche ; 50-000, 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fi c he: 50-000, 84/12/ 17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412110515 Monthly operating rept for Oct 1984. W/841 1 15 Itr. 

NOTIGAN, D. V. , BARAN, R. , FIEDLER, P. B. General Public Utilities - GPU 
Service Corp. 84/10/31. 11pp. 27893:349. 24X 

Fiche: 50-219. 84/10/31, 8412110515. 


S. Reportable occurrences, LERs & related correspondence 


8412120236 FOIA request for documents re recent failure of furnace 
sensitized stub tubes at Nine Mile Point 1, repair of cracked 
tubes at Oyster Creek & Big Rock Point St failure of stub 
tubes at Nudeonor reactor in Spain. 

BELL. N. Nuclear Information & Resource Service. 84/04/24. Office 
of Administration. 2pp. 27941:183. 24X Fi c he; 50-000, 84/04/24, 

8412120236. 


8412010165 LER 84-026-00: on 77 1 1 10, negat i ve delta pressure between 
emergency svc water Sc containment spray tube-to-shell in 
containment spray HX noted. Caused by gradual degradation of 
emergency svc water sys.W/841120 Itr. 

C2AYA, P. F. , FIEDLER, P. B. General Public Utilities - GPU Service 
Corp. 84/11/20. 8pp. 27711:279. 24X Fi ch e : 50-219, 84/ 11 /20, 

8412010165. 


8412010152 LER 84-023-00; on 841023, containment isolation valves V-27-1. 
2, 3 & 4 did not close upon loss of instrument air. Caused by 
inadequate design spec of valves. Ualve air lines 
disconnected, Valves locked c losed. W/S41121 Itr. 

LARZO. R. C. , FIEDLER. P.B. General Public Utilities - GPU Service 
Corp. 84/11/21. 4pp. 27710:326. 24X Fi che: 50-219, 84/1 1 /21. 

8412010152. 


8412030269 PNO-I-84-100: on 841 127. e 1 ec tr ica 1 fire occurred in 
underground manhole. Site fire brigade put out fire using 
portable Halon ex t ing ui sh er . Sp 1 i c e in 19. 9-kV line exploded, 
interrupting power to radwaste bldg, Power restored to bldg. 
CONTE, KISTER Region 1, Office of Director. 84/11/27. Ip. 
27727:138. 24X Fi c he : 50-219, 84/1 1 /27, 8412030269. 


8412140376 LER 84—025—00: on 841029. core spray sys I inadvertently 
initiated & injected torus water into vessel. Caused by 
personnel error. Personnel debriefed 8< instructed on lessons 
learned from occurrence. W/84H29 Itr. 

MURDOCK, R. J. , FIEDLER. P.B, General Public Utilities - GPU Service 
Corp. 84/11/29. 5pp. 27937:196. 24X Fi c h e : 50-219, 84/1 1 /29. 

8412140376. 


8412140344 LER 84-024— 00: on 841027. one of two switches associated 
W/RE02C (reactor lo-lo water level sensor) failed to trip at 
required setpoint. Caused by procedural deficiencies. 

Procedure 610.3.005 revi s ed . W/S41 130 Itr. 

ENTLE. N. , FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
84/11/30. 4pp. 27954:093. 24X Fiche: 50-219. 84/11/30. 8412140344. 


8412140358 LER 84-030-00: on 841031. reactor automatically scrammed due 
to low water level. Caused by operator failure to establish 
feedwater flow from reactor feed pump during plant heatup. 

Plant procedures revised. W/841204 Itr. 

ALLEN. M. , FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
84/12/04. 5pp. 27954:079. 24X Fiche; 50-219. 84/12/04, 8412140358. 


8412200075 LER 84-029-00: on 841105, TN-9 spent fuel shipping cask lifted 
by 100 ton capacity reactor bldg crane above top plate 
w/unadjusted vertical limit switches. Caused by deficient 
procedure. Personnel reinstructed. W/841206 Itr. 

MATEER. R, , FIEDLER, P.B, General Public Utilities - GPU Service Corp. 
84/12/06. 4pp. 28031:239. 24X Fiche; 50-219. 84/12/06. 8412200075. 
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B412200286 LER 84-027-00: on 841 103» during startup* standby liq.uid 
control sys vol/concentration below Tech Spec min limit. 

Caused by personnel error & improper pr oc ed ures. Ch emi ca 1 s 
added procedures will be improved. W/S41206 Itr. 

HAGER. C. * FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
84/12/06. 5pp. 28031:194. 24X Fi c h e : 50-219. 84/ 12/06. 841 2200286. 


8412180408 Forwards uncontrolled revised pages to "NY 

Radiological Emergency Preparedness Plan." per 10CFR50. App 
E. Section V. Controlled v'ersion filed w/Region I under 
separate cover. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/12/12. Record Servic 
Branch (Document Control Desk). 2pp. 28003:315. 24X 

Fiche: 50-220, 84/12/12. 8412180408. 


8412210025 LER 84-028-00: on 841104. two electromatic relief valves in 
automatic depressurization sys failed to operate as 
designed. Caused by leakage through threads of main valve 
disc retainer. Maint procedures revised. W/84121 1 Itr. 

MATEER.R. , FIEDLER. P. B. General Public Utilities - GPU Service Corp. 
84/12/11. 6pp. 28052:304. 24X Fiche: 50-219, 84/12/1 1. 8412210025. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT 1 


8412120294 Special rept; on 841012.14.18,1106.08.12 & 19, during 
preventive maint. fire barrier penetrations T-24, TG-9, TG-7S. 
C-120i C-123, DP-6 & W-221 declared inop erab 1 e. Cause not 
stated. Penetrations repaired & tested. 

LEMPOES, T. E. Niagara Mohawk Power Corp. 84/12/06. Record 
Services Branch (Document Control Desk). 3pp. 27879- 357 24X 

Fiche: 50-220. 84/12/06. 8412120294. 


F. Security, medical, emergency & fire protection plans 


8412120062 Forwards public version of "State & County Users Manual for 
Meteorological/Radiological Computer Sys" & Vol II. Rev 3 
to "Class A Atmospheric Dispersion 8< Radiological Dose 
Assessment Model. " W/o Vol II. Rev 3 to "Class A. . . . " 

MANGAN, C.V. Niagara Mohawk Power Corp, 84/11/02. VASSALLO. D. B. 
Operating Reactors Branch 2. 9pp. 27886:298. 24X 

Fiche; 50-220. 84/11/02.8412120062. 


— 8412120067 Public version of "State 35< County Users Manual for 
Meteorological/Radiolog ical Computer Sys." 

* Niagara Mohawk Power Corp. 84/06/30. 10pp. 27886:307. 24X 

Fiche: 50-220, 84/11/02. 8412120062. 


8412180413 Revised pages to radiological emergency preparedness plan 
« New York, State of. 84/10/31. 39pp. 28003:317 24X 

Fiche: 50-220, 84/12/12. B412180408. 


8412200367 Forwards "Final Findings 44CFR350, NY State & Oswego County 
Plans & Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations. " for review. Comments 
requested by 850108. 

KRIMM. R.W. Federal Emergency Management Agency. 84/12/13. NRC - 
No Detailed Affiliation Given. Ip. 28019:170. 24X 

Fiche: 50-000, 84/12/13, 8412200367. 


—8412200379 "Final Findings 44CFR350, NY State & Oswego County 
Plans ti Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations. " 

PETRONE. F. P. Federal Emergency Management Agency. 84/09/28 
4Spp. 28019:171. 24X Fiche: 50-000, 84/12/13. 8412200367. 


8412210087 Rev 3 to Emergency Action Procedure 2. "Classification of 
Emergency Conditions. " W/841217 Itr. 

LEACH. E. W. . Roman. T. W. . MANGAN. C. V. Niagara Mohawk Power Corp. 
84/12/17. 44pp. 28037:215. 24X Fiche: 50-220. 84/12/17. 8412210087. 


P. Operating license stage documents 8c correspondence 


8412030413 Forwards summary of analysis performed evaluating high 
drywell ambient temp effects on reactor vessel water level 
s e tp o in t . c on c 1 ud ing that lo— lo— lo reactor vessel water 
setpoint rev appropriate, in response to 841002 Itr. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/11/26. VASSALLO. D. B. 
Operating Reactors Branch 2. 9pp. 27723:250. 24X 

Fiche-: 50-220. 84/11/26. 8412030413. 


8412030200 Revised emergency procedures, inc lud ing EPMP-4. "Emergency 
Exercise/Drill Procedure, " EPP-26. "Protective Action 
Recommendati onsi " EPP-16. "Environ Monitoring, " 8t EPP-S. 

"Onsite 8c Offsite Dose Assessment Procedure. " W/a41127 Itr. 

LEACH. E.W.. ROMAN, T. W. . LEMPOES, T. E. Niagara Mohawk Power Corp. 
84/11/27. 16Bpp. 27726:256. 24X Fiche: 50-220, 34/11/27. 8412030200. 


S4120303S8 Informs of intention to install manual inhibit switch in 
automatic depressurization sys logic 8< emergency procedure 
guidelines to avoid premature sys actuation complicating 
operator action. Imp lementation of mod scheduled for 1986. 

LEMPOES. T.E. Niagara Mohawk Power Corp. 84/11/27. VASSALLO. D. B. 
Operating Reactors Branch 2. 2pp. 27723:232. 24X 

Fiche: 50-220. 84/11/27. 8412030388. 


8412260019 Forwards Insp Rept 50-220/84-18 on 840917-21 8c notice of 
violation. Rept details & notice of violation withheld 
(ref 10CfR2. 790). 

MARTIN, T.T. Division of Engineering 8c Technical Programs. 84/11/30. 

SUNSER.J. J. Niagara Mohawk Power Corp. 2pp. 28064- 013 24X 

Fiche-: 50-220. 84/11/30. 8412260019. 


8412260024 Insp Rept 50—220/84—18 on 840917—21. Noncompliance noted: 
vital area keys not properly controlled 8c three picture 
identification badges defaced or muti lated. Portions deleted 
(ref 10CFR2. 790). 

DUNLAP. J. M. . KEIMIO. R. R. Region 1, Office of Director. 84/11/29 
6pp. 28064:015. 24X Fiche: 50-220. 84/1 1/30, 8412260019. 


8412060387 Advises that current schedule re Suppl 1 to NUREG-0737 calls 
for completion of initial draft of emergency operating 
procedures by 850131. Orig inal date for implementation of 
procedures after 1986 outage unchanged. 

MANGAN, C. V. Niagara Mohawk Power Corp, 84/12/03. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 27794: 134, 24X 

Fiche: 50-220. 84/12/03. 8412060387. 


8412120342 Withdraws 840806 request for amend to License DPR-63 re 
annual safety review 8c audit board audit of security plan, 
in response to NRC 841108 Itr. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/12/06. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 27873:340. 24X 

Fiche: 50-220. 84/12/06, 8412120342. 


8412180227 Requests schedule extension until 850701 in order to submit 
expanded final summary rept for detailed control room design 
review program plan. Program completion schedule end. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/12/12. VASSALLO, D. B. 
Operating Reactors Branch 2. 4pp. 27961:270. 24X 

Fiche: 50-220. 84/12/12. 8412180227. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp 
24X Fiche: 50-000, 84/11/26. 8412050542. 


27783: 310. 


8412030388 Informs of intention to install manual inhibit switch in 
automatic depressuri ration ays logic 8< emergency procedure 
guidelines to avoid premature sys actuation complicating 
operator action. Implementation of mod scheduled for 1986. 

LEMPOES. T. E. Niagara Mohawk Power Corp. 84/11/27. VASSALLO, D. B 
Operating Reactors Branch 2. 2pp. 27723:232. 24X 

Fiche: 50-220. 84/11/27, 8412030388. 


8412050443 Forwards supplmental info requested by Wescott re effects 
of PMP at facility. Info provided to close out SER Open Item 
4. Also forwards proprietary calculations. Calculations 
withheld (ref 10CFR2. 790). 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/11/30 SCHWENCER. A 
Licensing Branch 2. Bpp. 27763:021. 24X Fiche: 50-410. 84/11/30. 


8412060451 Forwards addl info on Generic Ltr 83-28 re Salem ATWS 
Section 2. 1 re equipment classif ication Sc vendor interface St 
Section 3. 1 re post— maint testing (reactor trip sys 
components) discussed. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/11/30. VASSALLO, D. B. 
Operating Reactors Branch 2. 4pp. 27785:359. 24X 

Fiche: 50-220. 84/11/30. 8412060451. 


8412100028 Forwards clarification of 840629 response to Generic Ltr 
83-36 request for info concerning implementation of Tech 
Specs for NUREG-0737 Items 1 1. B. 1 . 1 1. F. 1. 3. 1 1. F. 1 4, II F 1 5 
St II. F. 1. 6. 

MANGAN. C, V. Niagara Mohawk Power Corp. 84/12/03, VASSALLO. D. B. 
Operating Reactors Branch 2. 5pp. 27835: 108. 24X 

Fiche: 50-220. 84/12/03, 8412100028. 


8412100408 Advises of refund of 840827 application fee for Tech Spec 
changes re containment leak rate program. based on 
application revising 770307 8< 780321 pre-fee applications. 

DIGGS. R. M. License Fee Management Branch. 84/12/04. LEMPOES, T. E. 
Niagara Mohawk Power Corp. Ip. 27867:353. 24X 

Fiche: 50-220. 84/12/04, 8412100400. 
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S412110099 Responds to 841026 Generic Ltr 84-23 requesting plans for 
implementing two improvenents to water level instrumentation 
at f ac i 1 i ty . Vert i ca 1 leg drop & analog level trip units 
d iscussed, 

MANGANIC. V. Niagara Mohawk Power Corp, 84/12/05. VASSALLO, D. B, 
Operating Reactors Branch 2. 4pp. 27852:284 . 24X 

Fiche: 50-220, 84/12/05, 8412110099. 


S412110325 Responds to 841016 request for c lar i f i c at i on of lines which 
could communicate primary containment atmosphere to outside 
atmosphere during normal operati ons. Li sted valves will be 
modified for isolation on high radiation signal. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 27852:054. 24X 

Fiche: 50-220, 84/12/06, 8412110325. 


S412180092 Requests extension until 841130 to complete equipment 
qualification program on six pieces of electrical equipment. 

Delay due to potential test complications & installation 
problems. 

MANGANIC. V. Niagara Mohawk Power Corp. 84/12/13. VASSALLO, D. B. 
Operating Reactors Branch 2. 6pp. 27960: 152, 24X 

Fiche: 50-220, 84/12/13, 8412180092. 


Q. Inspection reports, IE Bulletins & correspondence 


Q412120251 Second response to FOIA request for three categories of 
documents re discovery of failure of furnace sensitized stub 
tubes. App documents available in PDR. Review continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/01. BELL, N. 
Nuclear Information & Resource Service, 2pp. 27941: 185. 24X 

Fiche: 50-220, 84/06/01, 8412120251. 


8412120260 Mgt Meeting Rept 50-220/M84- 147 on 840410. Major areas 

discussed; two leaking CRD mechanism housings to vessel stub 
tubes & seven CRD mechanism housings w/rust deposits. 

GRAY, E. H. , DURR, J. P. Region 1, Office of Director. 84/04/13. Ip. 
27941:187. 24X Fi ch e ; 50-220, 84/06/01, 8412120251 . 


— 8412120278 Submits daily h i g h 1 igh ts. Pr e 1 imi nar y visual insp of CRD 
housings during refueling outage identified slight leak. 

Licensee following preestab 1 ished contingency plan for 
inspecting it repairing lea k s. Re lated info end. 

HERMANN, R. A. Operating Reactors Branch 2. 84/03/29. DENTON, H. , 

CARTER, J., EISENHUT,D. NRC - No Detailed Affiliation Given. 7pp. 
27941:290. 24X Fiche; 50-220, 84/06/01, 8412120251. 


S411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fi che : 50-000, 84/1 1 /19, 841 1 150064. 


0412110023 Forwards Insp Rept 50-220/84-20 on 840924-28. No violations 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/20. 

HOOTEN, B. 0. Niagara Mohawk Power Corp. 2pp. 27892:255. 24X 

Fiche; 50-220, 04/11/20, 8412110023. 


8412110025 Insp Rept 50-220/84-20 on 840924-28. No violations noted. 

Major areas inspected : startup testing following refueling 
of Cycle 8. 

WEN, P.C. , BETTENHAUSEN, L. Region 1, Office of Director. 84/11/07. 
6pp. 27892:257. 24X Fiche : 50-220, 84/1 1/20, 8412110023. 


0412010049 Forwards Insp Rept 50-229/84-24 on 841022-26. No violation 
observed. Steps to correct violation noted in 810918 ltr 
verified. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/11/26. 

HOOTEN, B. O. Niagara Mohawk Power Corp. 2pp. 27709:185. 24X 

Fiche: 50-220, 84/11/26, 8412010049. 


8412010053 Insp Rept 5(1-220/84-24 on 841022-26. No violation noted. Major 

areas inspected: chemical 8< radiochemical measurements & 
bioassay whole body counting programs, indud ing QC, 
performance, records & procedures & calibr. 

KOTTAN, J. J. , CIOFFI,J. A. , KRAMAR IC, M. E. Region 1, Office of 
Director. 84/11/23. 9pp. 27709:187. 24X Fiche: 50-220, 84/11/26, 

8412010049. 


©•412050372 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal." Seals constructed w/steel boundaries which are either 
welded or bolted in place. Possibility of gross head cavity 
water seal failure highly unlikely. 

LEMPGES, J. E. Niagara Mohawk Power Corp. 84/11/26. Director's 
Office, Office of Inspection and Enforcement. 2pp. 27763:346. 24X 

Fiche: 50-220, 04/11/26, 8412050372. 


©411210360 IE Info Notice 04-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi che; 50-000, 84/11/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SSpp. 27967:086. 24X Fi c h e : 50-000. 84/ 1 1 /30, 84 1 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 83010.3). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fi c he; 50-000, 84/1 1 /30. 8411280370. 


8412260019 Forwards Insp Rept 50-220/84-18 on 840917-21 notice of 
violation. Rept details & notice of violation withheld 
(ref 10CFR2. 790). 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/30. 

SUNSER, J. J. Niagara Mohawk Power Corp. 2pp. 28064:013. 24X 

Fiche: 50-220, 84/11/30, 8412260019. 


8412260024 Insp Rept 50—220/84—18 on 840917-21 . Noncomp 1 ian ce noted: 
vital area fceys not properly controlled & three picture 
identification badges defaced or mut i lated . Port i ons deleted 
(ref 10CFR2. 790), 

DUNLAP, J.M., KEIMIG,R.R. Region 1, Office of Director. 84/11/29. 
6pp. 28064:015. 24X F ic h e : 50-220, 84/1 1 /30, 841226001 9. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 330103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 12app. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412270203 Forwards Insp Rept 50-220/84-15 on 840821-24 notice of 
violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/06. 

HOOTEN, B. G. Niagara Mohawk Power Corp. 2pp. 28114:258. 24X 

Fiche-. 50-220, 84/12/06, 8412270203. 


— 8412270211 Notice of violation from insp on 840821-24. 

* Region 1, Office of Director. 84/12/06. 2pp. 28114:260. 24X 

Fiche: 50-220, 84/12/06, 8412270203. 


— 8412270216 Insp Rept 50-220/84-15 on 840821-24. Violation noted: lack 
of documented & controlled procedures for performance of 
design 8« insp activities & lack of documented refs Si 
assumptions for verification of design calculations. 

MANOLY, K. A. , DURR, J. P, Region 1, Office of Director. 84/12/04, 
9pp. 28114:262. 24X Fiche: 50-220, 84/12/06, 8412270203. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if icat ion of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fi c he : 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. il6pp. 28032:130. 24X Fiche; 50-000, 84/12/10, 8412060594. 


8412170185 Forwards Insp Repts 50-220/84-22 & 50-410/84-16 on 
841029-1102. No violation noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/10. 

HOOTEN, B. 0. , SEIBERT, C. R. Niagara Mohawk Power Corp, 2pp. 

27937: 004. 24X Fiche: 50-220, 84/12/10, 8412170185. 


— 8412170191 Insp Repts 50-220/84-22 it 50-410/84-16 on 841029-1102. No 
violations noted. Major areas inspected; 1 icensee action on 
previous insp f ind ings, organizat i on it staffing, training *< 
qualifications & external exposure control. 

NIMITZ,R. L. , RASCIAK, W. J. Region 1, Office of Director. 84/12/05. 
11pp. 27937:006, 24X Fiche: 50-220, 84/12/10, 8412170185. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 
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3412120547 IE 
Refueling Wa 
JORDAN, E. 
Response CPo 
York. Inc. 


Info Notice 34-92, "Potential for Loss of Water from 
ter Cavity, " Svc listencl. 

Division of E.nergenpy Preparedness & Engineering 
St 830:03). B4/12/17. Consolidated Edison Co. _ of New 

120pp. 28124: OG 


24X Fiche: 50-000, 84 / 12 / 17 , 8412120547 . 


R. Periodic operating reports related correspondence 


8412110502 Monthly operating rept for Oct 1934. W/S41 109 
ROHAN. T.W,, LEHPGES, T. £, Niagara Ho.hawk Power Corp. 
27393:213. 24X Fiche: 50-220, 84/ 10/31 , S4121 10502. 


1 tr. 

34/10/31. 


5pp. 


S, Reportable occurrences, LERs & related correspondence 


8412120236 FOIA request for documents re recent failure of furnace 
sensitized stub tubes at Nine Mile Point 1. repair of cracked 
tubes at Oyster Creek 6 Big Rock Point Sc failure of stub 
tubes at Nucleonor reactor in Spam. ^ ■ 

SELL, N Nuclear Information & Resource Service. 84/04/24. Office 

of Administration. 2pp. 27941:183. 24 X Fiche; 50-000, 84/04/24, 

8412120236, 


8412120251 Second response to FOIA request for three categories of 
documents re discovery of failure of furnace sensitized stub 
tubes. App documents available in PDR. Review continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/01. BELL, N. 
Nuclear Information & Resource Service. 2pp. 27941: 185. 24X 

Fiche: 50-220. 34/06/01. 3412120251. 


— 9412120268 Informs of agreement on listed action plan to resolve issues 
associated w/CRD stub tube cracks. NRR should be designated 
as lead ofc it task interface agreement issued as soon as 
possib le. 

STARQSTECKI, R. Division of Project & Resident Programs. 

EISENHUT, D. G. Division of Licensing. 2pp. 27941:288. 

Fiche; 50-220, 84/06/01, 8412120251, 


84/04/03. 
24 X 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents r© 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, U. M. Division of Rules and Records. 84/06/14. BELL. N. 

Nuclear Information & Resource Service, 3pp. 28052:318. 24X 

Fiche: 50-000, 84/06/14, 8412200033. 


8412060615 Further response to FOIA request for 10 & 50-mile maps of 
nuclear plants. Map reproduction costs descr ibed. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, J. M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fi c h ® : 50-000, 84/ 1 1 / 1 3, 

8412060615. 


8412010003 Revs to emergency plan implementing pr oc ed ur es , i n c 1 ud ing 
ED-2 re flood protection sys for Dresden Station, ED-3 r© 
demand polling of meteorological data & ED-7 re offsite dose 
calculation sys program. W/841130 Itr. 

THACKER, R. Commonwealth Edison Co. 84/11/30. DENTON, H.R. Record 
Services Branch (Document Control Desk). 30pp. 27710:001. 24X 

Fiche: 50-010, 84/11/30, 8412010003. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone d irectory . W/S41219 release memo. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). Spp. 28137:280. 24X 

Fiche: 50-000, 84/11/30, 8412310219. 


— 8412310241 Public version of revised generating stations emergency pi® 
telephone directory. 

GALLE, D. P. Commonwealth Edison Co. 84/11/08. 53pp. 28137:285. 

24X Fiche: 50-000, 84/11/30, 8412310219. 


8412120294 Special rept: on 841012,14,18,1106.08,12 & 19, during 
preventive maint, f iTe barrier penetrations T-24, TG-9, TG-78, 
C-120, C-123, DP-6 & W-221 declared inoperab 1 e. Cause not 
stated. Penetrations repaired St tested. 

LEMPOeS. T. E. Niagara Mohawk Power Corp. 84/12/06. Recor.d 
Services Branch (Document Control Desk). 3pp. 27879:357. 24X 

Fiche: 50-220, 84/12/06, 8412120294. 


8412050381 Informs that problems discovered which prevent proper 
operation of existing A-Model per NUREG-0737, Supp 1 1. Amend 
to confirmatory orders changing A-Model implementation 
deadline from S50101 to 860101 requested, 

ALEXANDER, G. Commonwealth Edison Co. 84/12/03. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp, 27773:238. 24X 

Fiche: 50-000, 84/12/03, 8412050381. 


8412200581 LER 94-017-00: on 841 1 12, during reactor shutd own, w/al 1 rods 
inserted for electro hydraulic control sys turbine repairs, 
reactor protection sys ac tua t ed, in i t ia t ing scram. Caused by 
procedure error W/S41210 Itr. 

RANDALL. R., LEMPOES, T. E. Niagara Mohawk Power Corp. 84/12/10. 3pp. 
28032:084, 24X Fiche: 50-220, 84/12/10, 8412200581. 


8412100055 Informs that Revs 4 & 4A to generating stations emergency 
plan submitted 840524 & Oct 1984, r esp ec ti ve 1 y , c ons i st en t w/ 

10CFR50. 54(a ) requirements 5« do not decrease plan 
effectiveness. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/12/04, REED, C. 
Commonwealth Edison Co. 2pp. 27835:058. 24X Fiche: 50— 000, 84/12/04, 

8412100055. 


8412200377 LER 84-018-00; on 84 1 1 13, d ur ing startup, mechanical pressure 
regulatoi- sent erroneous signal to bypass valve relay. 

Reactor scram initiated by low water level. Mechanical 
pressure regulator cleaned & lubr i cated . W/S41210 Itr, 

RANDALL, R. , LEMPOES, T. E. Niagara Mohawk Power Corp. 84/12/11. 3pp. 
28031:162. 24X Fi ch e : 50-220, 84/ 12/1 1 , 8412200377. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8412030244 Advises that 840824 S< 1003 revs to emergency plan consistent 
uj/provi s i ons of 10CFR50, App E St acceptable, 

THOMAS, C.O. Standardization & Special Projects Branch. 84/11/07. 
PIGFORD,T. H. California, Univ. of, Berkeley. CA. 3pp. 27742:065. 
24X Fiche: 50-224. 84/11/07, 8412030244. 


docket 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency St fire protection plans 


8412120131 Forwards proposed emergency plan for License CX-22 dtd Dec 
1984, supersed ing proposed emergency plan dtd Sept 1984. 

Emergency planning zone in Section 6 changed to "outside 
reactor room but inside bldg. " 

WICKS, F., HARRIS, D. R. Rensselaer Polytechnic Institute, Troy, NY. 
84/12/05, THOMAS, C. 0. Standard i zat i on 8< Special Projects Branch, 
ip. 27887:169. 24X Fiche: 50-225, 84/12/05, 8412120131. 


■8412120136 "Proposed Emergency Plan, Rensselaer Polytechnic Inst, 
Critical Experiment Facility." 

«• Rensselaer Polytechnic Institute, Troy, NY. 84/12/31 2lpp 
27887:170. 24X Fiche; 50-225, 84/12/05, 8412120131. 


8412130289 Advises that Sept 1984 Rev 3 to Dresden annex & Oct 1984 
Rev 3 to LaSalle annex to emergency plans consistent 
w/lOCFRSO. 54 ( p > & acceptable. 

PAPERIELLO, C. J, Region 3, Office of Director. 84/12/07. REED, C. 
Commonwealth Edison Co. 2pp. 27901:001. 24X Fiche; 50-000, 84/12/07* 

8412130289. 


8412310449 Requests submittal of annual emergency exercise objectives Zt 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 830826. Sc h e du 1 e 

for exercises occurring after 850301 provided. 

PAPERIELLO, C. J, Region 3. Office of Director. 84/12/14. REED, C. 
Commonwealth Edison Co. 2pp. 28134:225. 24X Fi c h e; 50-000, 84/ 12/ 14* 

8412310449. 


8412280004 Revised emergency plan implementing pr oc ed ur es , in c lud ing 
EPIP 600-1 re development of recovery Sc reentry procedure & 

EPIP 200-20 re control room evacuation/saf e shutdown. W/ 

841221 Itr. 

SCOTT, D.J. Commonwealth Edison Co. 84/12/21. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 79pp. 28111:134. 24X 

Fiche: 50-010, 84/ 1 2/21 , 041 2280004. 


P. Operating license stage documents 8c correspondence 


8412030038 Forwards Amends 83 8c 77 to Licenses DPR-19 &c DPR-25. 
respectively «< safety evaluation. Amends change Tech Specs 
developed for keeping releases of radioactive matl to 
unrestricted areas during normal operations ALARA. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 04/11/16. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 27733:001, 24X Fiche: 50-237, 84/11/16, 

8412030038. 


— 8412030046 Amends 83 8« 77 to Licenses DPR-19 8< DPR-25. resp ectively, 
changing Tech Specs developed for keeping releases of 
radioactive matl to unrestricted areas during normal 
operations ALARA. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 04/11/16. 200pp. 

27733:004. 24X Fic h e : 50-237, 84/ 1 1 / 16, 8412030038. 
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— 84120300SS Safety evaluation supporting Amends 83 8< 77 to Licenses 
DPR-19 8s DPR-25. respectively. 

*■ Office of Nuclear Reactor Regulation, Director. 84/11/16. 6pp. 
27733:204. 24X Fiche: 50-237, 84/1 1/16, 8412030038. 


— 8407110368 "Radiological Effluent Tech Specs (RETS) Implementation - 
Dre-sden Station, Units 2 8s 3, " informal rept. 

YOUNG, T. E. , SIMPSON, F. B. , SERRANO, W. EGSsG. Inc. FINA-6459. 
EGO-PBS-6633. 84/06/30. NRC - No Detailed Affiliation Given. 

37pp. 27733:210. 24X Fiche: 50-237, 84/1 1 /16, 8412030038. 


8412070078 R®q.uests end technical evaluation rept, "Review of 
Licensees Resolution of Outstanding Issues...," be released 
to public, per licensee 830711 Itr. W/o Dresden 3 & Quad 
Cities 18 2 repts. 

JAMERSON,C. Office of Nuclear Reactor Regulation, Director. 

84/11/19. BAILEY, I. Record Services Branch (Document Control Desk). 
Ip. 27841:019. 24X Fic he : 50-000, 84/ 1 1/19, 8412070078. 


— 8412070151 Formerly proprietary version of "Review of Licensees 
Resolution of Outstanding Issues From NRC Equipment Environ 
Qualification SERs <F-1 1, B-60), Dresden Unit 2," Vols 1 8 2, 
technical evaluation rept. 

ORANE, C. J. Franklin Institute/Franklin Research Center, 
NRC-03-79-118. TER-C 52 57-461. 82/06/22. NRC - No Detailed 

Affiliation Given. 669pp. 27841:022. 24X Fi c he : 50-000, 84/1 1/19. 

8412070078. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualif ication program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783: 310. 24X Fiche: 50-000. 84/11/26, 8412050542. 


8412310342 Notification of rescheduled 841214 meeting to 850104 
w/Mark 1 Owners Group, NUTECH, Struc tura 1 Mechanics Assoc 8< 

Franklin Research Ctr to discuss use of CMDOF code. 

SIEGEL, B. L. Operating Reactors Branch 2. 84/11/26. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28133:359. 24X 

Fiche^: 50-000, 84/11/26, 8412310342. 


8412050184 Notification of 841214 meeting w/Mark I Owners Gr oup, NUTECH, 
Structural Mechanics Assoc & Franklin Research in Bethesda, 

MD to discuss use of CMDOF code to determine coupling 
between torus & torus attached piping, 

SIEGEL, B. L. Operating Reactors Branch 2. 04/11/27. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 27812:036. 24X 

Fiche; 50-000, 04/11/27. 8412050184. 


8412060177 Forwards response to Generic Ltr 84-23 re description of 
plans to improve reactor vessel water level instrumentation, 
including leg overheating & mechanical level indication 
equipment replacement. 

ALEXANDER, G. Commonwealth Edison Co. 84/12/04. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 27792:353. 24X 

Fiche-: 50-000, 84/12/04. 8412060177. 


8412110260 Application for amends to Licenses DPR-19 8< DPR-25, revising 
Tech Spec tables re radioactive effluent monitoring 
instrumentation & radioactive gaseous effluent monitoring 
instrumentat ion. Fee paid. 

RYBAK, B. Commonwealth Edison Co. 84/12/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 27856:327. 24X 

Fiche: 50-237,84/12/04. 8412110260. 


— 8412110265 Proposed Tech Specs revising tables re radioactive gaseous 
effluent monitoring instrumentation & radioactive gaseous 
effluent monitoring instrumentation surveillance. 

«• Commonwealth Edison Co. 84/12/04. 17pp. 27856:329. 24X 

Fiche: 50-237. 04/12/04, 8412110260. 


@412120624 Notifies that fees received for Units 2 & 3 deemed 
appropriate for Amends 83 8« 77 to Licenses DPR-19 & DPR-25, 
respect ively. Refund authorized for Class I foe received for 
790216 application to amend Unit 1 license. 

MILLER, W. 0. License Fee Management Branch. 84/12/10. FARRAR, D. L. 
Commonwealth Edison Co. Ip. 27912:311. 24X Fiche: 50-010, 84/12/10, 

8412120624. 


8412240097 Informs of closeout of TMI Item 1 1. K. 3. 18. For plants 
u/isolation condensers, no mods to automatic depressurization 
sys logic required & implementation of emergency procedures 
sufficient. 

ZW0LXN8KI, U. A. Operating Reactors Branch 5. 84/12/20. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 28042:030. 24X Fiche: 50-237, 84/12/20, 

8412240097. 


Q. Inspection reports, IE Bulletins correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fic he : 50-000, 84/1 1 / 19, 841 1 1 50064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi c he: 50-000, 84/1 1 /27, 041 1210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc— 99m Generators. " Sve list encl. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi ch e ; 50-000, 84/11 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of Now 

York, Inc. 116pp. 27965:224. 24X Fiche : 50-000, 84/1 1 /30, 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by^ 
Stratified Flow." Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche : 50-000, 94/12/03. 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens iti zed 316 Stainless Steel." Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment." Sve list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412120488 Notification of 841214 meeting w/util in Bethesda, MD to 
discuss results of Generic Ltr 84-11 inservice insp of 
reactor coolant piping during present outage. 

GILBERT, R. A. Operating Reactors Branch 5. 84/12/07. 2W0LINSKI, J. A. 

Operating Reactors Branch 5. 3pp. 27911:335. 24X 

Fiche: 50-237, 84/12/07. 0412120488, 


8412130279 Notification of cancellation of 841214 meeting w/util in 
Bethesda, MD to discuss results of Generic Ltr 84-11 re 
inservico insp of reactor coolant piping during present 
outage. 

GILBERT, R. A. Operating Reactors Branch 5. 84/12/07. ZWOLINSKI, J. A. 

Operating Reactors Branch 5. 3pp. 27900:336. 24X 

Fiche: 50-237, 84/12/07, 8412130279. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " 8vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/12/10. Consolidated Edison Co. of New 

York, Inc. I16pp. 28032:130. 24X Fi c he: 50-000, 84/12/ 10, 8412060594. 


8412180532 Ac k receipt of 841205 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-010/84-15, 

50-237/84-18 & 50-249/04-17. 

♦ Region 3, Office of Director. 84/12/12. Commonwealth Edison 
Co. Ip. 27962:003. 24X Fi ch e: 50-010, 04/12/12. 8412180532. 


— 8412180541 Responds to NRC 841106 ltr re violations noted in Insp Repts 
50-010/84-15,50-237/84-18 it 50-249/84-17. Correc t ive actions: 
flow of standby gas treatment sys tested & procedures 
revised for battery surveillance & maint. 

FARRAR, D. L. Commonwealth Edison Co. 84/12/05. KEPPLER, J. 0. 

Region 3, Office of Director. 3pp. 27962:004. 24X 

Fiche: 50-010, 84/12/12, 8412180532. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. I19pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 
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8412120547 IE In-Fo Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fi c he : 50 - 000 , 84/12/17. 8412120547. 


R, Periodic operating reports 8< related correspondence 


8412050528 Submits plant-specific backfitting tracking sys monthly 
status rept for Oct 1984. 

TREMBLAY, P. P, Operating Reactors Assessment Branch. 84/11/27. 
HOLAHAN, 0. M. Operating Reactors Assessment Branch. 9pp. 27810:145. 
24X Fiche: 50-000, 84/11/27, 3412050528. 


8412170061 Monthly operating repts for Nov 1984. W/B41204 Itr. 

SCHROEDER, B. A. . SCOTT, D J. Commonwealth Edison Co. 84/11/30. ISpp. 
27969:190. 24X Fiche: 50-237, 84/11/30, 8412170061. 


8412310386 Submits monthly status rept on plant-specific backfits 
through Oct 1984. Lists of backfitting open issues provided 
in Tables 1 S: 2, respectively . 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/12/05. 
HOLAHAN, 0. M. Operating Reactors Assessment Branch. 10pp. 
28148:351, 24X Fiche: 50-000, 84/12/05, 8412310386. 


S. Reportable occurrences, LERs 8< related correspondence 


8412200430 Further response to 830628 FOIA request that all 1982 SECY 
papers be made available. SECYs 82-226,82-237,82-295,82-311 St 
02-469 available in PDR. SECY-B2-368 withheld <ref FOIA 
Exemption 5). 

FELTON. J. M. Division of Rules and Records. 84/06/21. WEISS, E. R. 
Union of Concerned Scientists. 2pp. 28040:001. 24X 

Fiche: 50-000, 84/06/21, 8412200430. 


— 8206300338 Requests approval of AO determination re incidents involving 
degradation of cooling water flow to diesel generator 
HXs. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-82-237. 82/06/09. 13pp. 28040:004. 24X 

Fiche: 50-000, 84/06/21, 8412200430. 


8412100414 PNO-I I 1-84-104: crac k indication confirmed in one weld in 
recirculation sys pump discharge p ip ing . Eva luat ion of 
indication S: possible corrective actions continuing. 

CHRISSOTIMQS, N, , KEY. W. Region 3, Office of Director. 84/11/30. 
Ip. 27858:331. 24X Fi ch e : 50-237, 84/ 1 1 /30, 8412100414. 


V. Operator Examinations 


8412200620 Notifies that operator & senior operator oral exams 
scheduled for 830127 & 28. written exams for 830125 !« 
simulator exams for 830126 & 27. Approved ref matl listed in 
Enel 1 required by 821220. W/o encls. 

LITTLE, W. S. Region 3, Office of Director. 82/12/01. REED. C. 
Commonwealth Edison Co. 2pp. 28032:022. 24X Fiche; 50— 237, 82/12/01, 

8412200620. 


B412210029 Notifies that written operator & senior operator licensing 
exams scheduled for 830524. Simulator it oral exams scheduled 
for 830525-27. Requests end ref matl by 830325 to meet 
schedule. W/o end. 

LITTLE. W.S. Region 3, Office of Director. 83/02/15. REED, C. 
Commonwealth Edison Co. 2pp. 28052:310. 24X Fiche: 50— 237, 83/02/15, 
8412210029. 


8412200630 Forwards certificates for reactor operators it senior reactor 
operators. Certificates intended to emphasize Commission 
conviction that obtaining license constitutes significant 
technical ach ievement. W/o ends. 

SPESSARD. R. L. Region 3, Office of Director. 83/11/01. SCOTT, D. J. 
Commonwealth Edison Co. Ip. 28032:014. 24X Fiche; 50-010, 83/11/01. 

8412200630. 


8412200609 Discusses written, oral it simulator operator it senior 
operator licensing exams, scheduled for 840130 & 31, 
respectively. License applications should be submitted at 
least 60 days prior to exam dates. 

STREETER, J. F, Region 3, Office of Director. 83/11/04. REED. C. 
Commonwealth Edison Co. 2pp. 28032:033. 24X Fiche: 50-237, 83/11/04, 

8412200609. 


8412190492 Submits monthly summary rept of Region III requal if ication 
exams for Oct 1983, per 830608 request. Results of audits of 
listed plants will be forwarded w/Nov monthly rept. W/o 
eucl. 

KEPPLER, J. Region 3, Office of Director. 83/11/07, DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 28029:332. 24X 

Fiche: 50-000, 83/11/07, 8412190492. 


8412030602 Requests listed ref matl for operator/senior operator 
licensing exams by 841130 to avoid delay in admini st@r ing 
exams. 

WALKER, R D Region 3, Office of Director. 84/11/21. REED, C. 

Commonwealth Edison Co. 5pp. 27734:275. 24X Fiche: 50-010, 84/1 1/21, 

8412030602. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


J. Insurance & indemnity information 


8412110383 Requests c lar i f i cat i on re NRC financial protection it 
indemnification requirements for Oregon State Univ TRIGA 
r eactor . 

WANG, C. H. Oregon State Univ., Corvallis, OR. 84/12/04. THOMAS, C. 0. 

Standardization & Special Projects Branch. 2pp. 27851:168. 24X 

Fiche; 50-243, 84/12/04, 8412110303. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8412240061 FOIA request for 1984 correspondence between Rochester Gas 
it Electric Corp it NRC re routes, dates it cask types for 
shipments of irradiated fuel between West Valley & Oinna 
Nuclear Power Plant. 

RESNIKOFF,M. Sierra Club. 84/06/08. NRC - No Detailed 
Affiliation Given. Ip. 28060:339. 24X Fi c h e : 50— 244, 84/06/08, 

8412240061, 


8412240066 Responds to FOIA request for 1984 correspondence between 
Rochester Gas 8< Electric Corp it NRC re routes, dates it cask 
types for shipments of irradiated fuel between West Valley & 

Oinna. No documents exist in response to request. 

FELTON, J M Division of Rules and Records, 84/07/13, RESNIKOFF, M. 
Sierra Club. Ip. 28060:340. 24X Fiche: 50-244, 84/07/13. 8412240066. 


8412060185 Notification of 841130 meeting w/util in Bethesda.MD to 
discuss revs to util proposal for alternative shutdown sys. 

DICK, 0. F. Operating Reactors Branch 5. 84/11/29, ZWOLINSKI, J. A. 

Operating Reactors Branch 5. 3pp. 27831:164. 24X 

Fiche; 50-244, 84/11/29, 8412060185. 


8412050045 Forwards "NUREO-0737, Supp 1 1,SPDS Safety Analysis" in 
response to Generic Ltr 82-33 & 840612 order confirming 
licensee commitments. Analyst s it implementation plan describe 
basis for selection of parameters for display on SPD8. 

KOBER,R.W. Rochester Gas it Electric Corp. 84/11/30. ZWOLINSKI, J, A. 

Operating Reactors Branch 5. Ip. 27767:330. 24X 

Fiche: 50-244, 84/11/30, 8412050045. 


— 8412050053 "NUREO-0737, Sup p 1 1 , SPDS Safety Analysis." 

* Rochester Gas & Electric Corp. 84/11/30. 21pp. 27767:331. 

24X Fiche: 50-244, 84/11/30, 8412050045, 


8412200392 Requests remittance of fee for 841004 application for addl 
exemptions from certain requirements of 10CFR50, App R. 

DIGGS, R.M. License Fee Management Branch. 84/12/12. KOBER,R. W. 
Rochester Gas it Electric Corp. Ip. 28039:361. 24X 

Fiche: 50-244, 84/12/12, 8412200392. 


8412210193 Forwards Amend 1 to License DPR-18 it safety evaluation. Amend 
changes date for completion of actions required for 
NUREO-0737, Item III.D. 3. 4 re control room habitability. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/20. KOBER, R. W. 

Rochester Gas & Electric Corp. 3pp. 28035:135. 24X 

Fiche: 50-244, 84/12/20, 8412210193. 


— 8412210202 Amend 1 to License DPR-18 changing date for completion of 
actions required for NUREO-0737, I tem III.D. 3. 4 re control 
room habitability. 

ZWOLINSKI , J. A. Operating Reactors Branch 5, 84/12/20. 2pp. 

28035:138. 24X Fiche: 50-244, 84/12/20, 8412210193. 


— 8412210204 Safety evaluation supporting Amend 1 to License DPR-18. 

* Office of Nuclear Reactor Regulation, Director. 84/12/20. 3pp. 
28035:140. 24X Fiche: 50-244, 84/12/20, 8412210193. 


8412270226 Rev 1 to nuclear emergency response p Ian. W/841221 ltr. 
KOBER, R.W. Rochester Gas it Electric Corp. 84/12/21. HURLEY, T.E. 
Region 1, Office of Director. 23pp. 28090:267. 24X 

Fiche: 50-244, 84/12/21, 8412270226. 


8412310079 Summary of 841130 meeting w/util re util submittal on fire 
protection mods for compliance w/App R. Written c larif icati on 
requested in four areas. List of attendees end. 

DICK, 0. F. Operating Reactors Branch 5. 84/12/27, Operating 

Reactors Branch 5. 4pp. 28121:084. 24X Fiche: 50-244, 04/12/27, 

8412310079 . 
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J. Insurance 8« indemnity information 


9412270378 Formards Endorsement 101 to NELIA Policy NF-170, 

Endorsement 99 to HAEL U Policy liF-47 St Endorsement 9 to 
NELIA St MAELU Certificates N-14 S< M-i4, 

STERN. D. harsh & HcLennan, Inc. 84/12/21. SALTZMAN, J. D. Assistant 
Director for State St Licensee Relations. 5pp 28087:332. 24X 

Fiche: 50-244. 84/12/21. 8412270378. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8412180442 Forwards updated FSAR for RE Ginna. 

KOBER.R.W. Rochester Gas St Electric Corp. 84/12/14. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 28094:001. 24X 

Fich®: 50-244. 84/12/14, 8412180442. 


--8412180447 Updated FSAR for RE Ginna. 

» Rochester Gas & Electric Corp. 84/12/14. 3775pp. 28094:002. 

24X Fiche: 90-244.84/12/14,8412180442. 


— 84121B0452 Chapter 1 to RE Ginna updated FSAR, "Introduction & General 
Description of Plant. " 

« Rochester Gas & Electric Corp. 84/12/14. 186pp. 28094:008. 

24X Fiche: 90-244. 84/12/14, 8412180442. 


—8412180454 Chapter 2 to RE Ginna updated FSAR. "Site Characteristics. " 
«• Rochester Gas St Electric Corp. 84/12/14. 300pp. 28094:194. 

24X Fiche: 90-244, 84/12/14, 8412180442. 


— 8412180458 Chapter 3 to RE Ginna updated FSAR, "Design of Structures, 
Components. Equipment St Sys. " 

« Rochester Gas St Electric Corp. 84/12/14. 1155pp. 28095: 127. 

24X Fiche: 50-244, 84/12/14. 8412180442. 


— 8412180461 Chapter 4 to RE Ginna updated FSAR, "Reactor. " 

* Rochester Gas S< Electric Corp. 84/12/14. 113pp. 28098:202, 

24X Fiche: 50-244, 84/12/14, 8412180442. 


— 8412180466 Chapter 5 to RE Ginna updated FSAR. "RCS St Connected Sys. 
* Rochester Gas St Electric Corp. 84/12/14. 177pp. 28098:315. 

24X Fiche: 50-244. 84/12/14, 8412180442. 


— 8412180468 Chapter 6 to RE Ginna updated FSAR, "ESF. " 

* Rochester Gas St Electric Corp. 84/12/14. 348pp. 28099:132. 

24X Fiche: 90-244, 84/12/14, 8412180442. 


— 8412180470 Chapter 7 to RE Ginna updated FSAR. "Instrumentation St 
Controls. " 

* Rochester Gas St Electric Corp. 84/12/14. 228pp. 28100:120. 

24X Fiche: 50-244. 84/12/14. 8412180442. 


— 8412180476 Chapter 8 to RE Ginna updated FSAR. "Electric Power. " 
* Rochester Gas St Electric Corp. 84/12/14. 89pp. 28100:348. 

24X Fiche: 50-244. 84/12/14, 8412180442. 


— 8412180479 Chapter 9 to RE Ginna updated FSAR. "Auxiliary Sys. " 

« Rochester Gas St Electric Corp. 84/12/14. 279pp. 28101:077. 

24X Fiche: 50-244. 84/12/14, 8412180442. 


— 8412180481 Chapter 10 to RE Ginna updated FSAR. "Steam St Power 
Conversion Sys. " 

* Rochester Gas St Electric Corp. 84/12/14. 128pp. 28101:352. 

24X Fiche: 50-244. 84/12/14, 8412180442. 


— 8412180483 Chapter 11 to RE Ginna updated FSAR, "Radwaste Mgt. " 

* Rochester Gas St Electric Corp. 84/12/14. 81pp. 28102:120. 

24X Fiche: 50-244. 84/12/14. 8412180442. 


— 8412180485 Chapter 12 to RE Ginna updated FSAR, "Radiation Protection. 
* Rochester Gas St Electric Corp. 84/12/14. 71pp. 28102:201. 

24X Fiche: 50-244, 84/12/14, 8412180442. 


— 8412180487 Chapter 13 to RE Ginna updated FSAR, "Conduct of 
Operations. " 

# Rochester Gas St Electric Corp. 84/12/14. 79pp. 28102:272. 

24X Fiche: 50-244, 84/12/14, 8412180442. 


—0412180488 Chapter 14 to RE Ginna updated FSAR. "Initial Test Program. 
# Rochester Gas St Electric Corp. 84/12/14. 159pp. 28102:351. 

24X Fiche; 50-244, 84/12/14, 8412180442. 


— 8412180491 Chapter 19 to RE Ginna updated FSAR. "Accident Analysis. " 
Chapter 16, "Tech Specs," bound separately. 

Rochester Gas St Electric Corp. 84/12/14. 359pp. 28103: 150. 

24X Fiche: 50-244, 84/12/14, 8412180442. 


— 8412180492 Chapter 17 to RE Ginna updated FSAR. "QA, " 

■* Rochester Gas 8< Electric Corp. 84/12/14. 31pp. 28104: 149. 

24X Fiche: 50-244. 84/12/14. 8412180442. 


P. Operating license stage documents & correspondence 


8412040252 Requests remittance of fee for 841017 application requesting 
exemption from GDC 4 of 10CFR50. App A. 

DIGGS. R. License Fee Hanagement Branch. 84/11/26. KOBER.R.W. 
Rochester Gas & Electric Corp. Ip. 27758:311. 24X 

Fiche: 50-244. 84/11/26, 8412040252. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
4 ual if ication program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch, 84/11/26. 
CRUTCHFIELD, D, Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi c h e : 50-000. 84/1 1 /26. 8412050542. 


8412110244 Forwards application for amend to License DPR-18. Amend 
deletes Tech Spec 3.11.3 re travel restriction on trolley of 
auxiliary bldg crane. Fee paid. 

KOBER.R.W. Rochester Gas 8< Electric Corp. 84/12/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 27856:292. 24X 

Fiche: 50-244, 84/12/03. 84121 10244. 


— 8412110254 Application for amend to License DPR-18. deleting Tech 
Spec 3.11.3 re travel restriction on trolley of auxiliary 
bldg crane. 

KOBER.R.W. Rochester Gas Si Electric Corp, 84/12/03. 2pp. 
27856:293. 24X Fiche : 50-244. 84/12/03, 84121 10244. 


— 8412110258 Proposed Tech Specs, deleting travel restriction on 
trolley of auxiliary bldg crane. 

* Rochester Gas 8< Electric Corp. 84/12/03. 5pp. 27856:295. 24X 

Fiche: 50-244, 84/12/03. 8412110244. 


8412120298 Forwards application for amend to License DPR-18. changing 
Tech Specs to revise configuration of acceptable battery 
charges. 

KOBER.R.W. Rochester Gas & Electric Corp. 84/12/05. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 27879:344. 24X 

Fiche: 50-244, 04/12/05, 8412120298. 


— 8412120302 Application for amend to License DPR-18. chang ing Tech Specs 
to revise configuration of acceptable battery chargers. 

KOBER.R.W. Rochester Gas it Electric Corp. 84/12/05. 2pp. 

27879:345. 24X Fi ch »: 90-244. 84/12/05. 8412120298. 


— 8412120303 Proposed Tech Specs revising configuration of acceptable 
battery chargers. 

* Rochester Gas & Electric Corp. 84/12/05. 4pp. 27879:347. 24X 

Fiche: 90-244. 84/12/05, 8412120298. 


8412170102 Requests deviation from NRC 841104 amend to License DPR-18 
requiring use of portable funnel for inserting fuel 
assemblies into storage location. per J Cook 841205 telcon. 

Use of load cell to provide indication suggested. 

KOBER.R.W. Rochester Oas it Electric Corp. 84/12/06. ZWOLINSKI. J. A. 

Operating Reactors Branch 5. Ip. 27936: 156. 24X 

Fiche: 90-244, 04/12/06, 8412170102. 


8412140233 Forwards License DPR-18 it FR notice of issuance. License 
DPR-IS supersedes Provisional License DPR-IS in entirety. 
EISENHUT. D. G. Division of Licensing. 84/12/10. KOBER.R.W. 
Rochester Gas it Electric Corp. 4pp. 27956:005. 24X 

Fiche: 50-244. 84/12/10. 8412140233. 


— 8412140238 License DPR-18 for facility. 

EISENHUT, D. 0. Division of Licensing. 84/12/10. 351pp. 

27956:009. 24X Fi ch #: 50-244, 84/12/ 10. 8412140233. 


— 8412140241 Notice of issuance of License DPR-18. 

ZWOLINSKI , J. A. Operating Reactors Branch 5. 84/12/10. 3pp. 

27956:360. 24X Fich e: 50-244. 84/12/ 10, 0412140233. 


B412190098 Forwards payment for review of application requesting 
exemption from GDC 4, per 841126 request. 

KOBER.R.W. Rochester Gas it Electric Corp. 84/12/12. DIGGS, R.M. 
License Fee Management Branch. Ip. 28009:308. 24X 

Fiche: 50-244, 84/12/12, 8412190098. 


8412190249 Advises that util will take exception to guidance that 40 
ton main hoist load block in unloaded condition be 
considered heavy load during mod to upgrade crane to comply 
w/Section 5.1.2 of NUREO-0612. 

KOBER.R.W. Rochester Gas 8* Electric Corp. 84/12/14, ZWOLINSKI, J. A. 

Operating Reactors Branch S. Ip. 28008:067. 24X 

Fiche: 50-244. 84/12/14, 8412190249. 
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8412310415 Forwards list of open items for plants required to complete 
757. of open items <as of 840701) by 850701 . Safety 
evaluatiofis for subj plants should be considered priority 
items, Concurrence w/open items requested. 

EISENHUT. D. 0. Division of Licensing. 84/12/18. SPEIS. T. P. 

Division of Safety Technology. VOLLMER,R,H. Division of 
Engineering. BERNEROi R. Division of Systems Integration (post 
SHOOS). 44pp. 28152:217. 24X Pic h e : 50-000. 84/12/18. 841 2310415. 


8412210193 Forwards Amend 1 to License DPR-18 & safety evaluation. Amend 
changes date for completion of actions required for 
NUREG-07a7. I tem 111.0.3. 4 re control room habitability. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/20. KOBER, R. W. 

Rochester Gas & Electric Corp, 3pp. 28035: 135. 24X 

Fiche: 50-244. 84/12/20. 8412210193. 


■8412210202 Amend 1 to License DPR-18 changing date for completion of 
actions required for NUREG-0737. Item III.D. 3. 4 re control 
room habitability. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/12/20. 2pp. 

28035:138. 24X Fic h e : 50-244. 84/ 12/20, 8412210193. 


— 8412210204 Safety evaluation supporting Amend 1 to License DPR-18. 

* Office of Nuclear Reactor Regulation. Director. 84/12/20. 3pp. 
28035: 140. 24X Fiche: 50-244. 84/12/20. 8412210193. 


Q. Inspection reports. IE Bulletins 8< correspondence 


8411150064 IE Info Notice 84—83. "Various Battery Problems, " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche; 50-000. 84/11/19, 8411150064. 


8412140287 Discusses Insp Rept 50-244/84-23 on 841005-19 & forwards 
notice of violation. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/11/23. 
KOBER. R.W, Rochester Oas & Electric Corp. 2pp. 27954:040. 24X 

Fiche: 50-244. 84/11/23. 8412140287. 


— 8412140293 Notice of violation from insp on 841005-19. Vi olations noted: 
cause of positive pressure in auxiliary bldg not identified 
& charcoal absorbers inoperable during handling of 
irradiated fuel assemblies. 

* Region 1. Office of Director. 84/11/23. 2pp. 27954:042 24X 

Fiche: 50-244, 84/11/23. 8412140287. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua i i f i ca t i on of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of Neu 

York. Inc. 114pp. 27966:215. 24X Fiche; 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Neu 

York. Inc. 116 pp, 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060594 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fir® 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 23123:131. 24X Fi c he ; 50-000. 84/12/ 17. 8412120541, 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co of New 

York. Inc. i 20 pp. 28124:001. 24X Fiche: 50-000. 84/12/17, 8412120547. 


R. Periodic operating reports 8. related correspondence 


8412110506 Monthly operating rept for Oct 1984. W/841 1 12 Itr. 

MCNAMARA. A E. , SNOW, B. A. Rochester Gas & Electric Corp. 84/10/31 
6pp. 27894:013. 24X Fi c he ; 50-244, 84/10/31 , 84121 10506. 


S. Reportable occurrences, LERs & related correspondence 


8412200430 Further response to 830628 FOIA request that all 1982 SECY 
papers be made ava i lab le, SECYs 82-226,82-237.82-295.82-311 & 

82-469 available in PDR. SECY-82-36B withheld (ref FOIA 
Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/06/21. WEISS, E. R. 
Union of Concerned Scientists. 2pp. 28040:001. 24X 

Fiche: 50-000. 84/06/21. 8412200430. 


—8206090247 Recommends that Commission approve proposed AO 
recommendation r® steam generator tube rupture. 

DIRCKS, W. J. Office of the Executive Director for Operations 
SECY-82-226. 82/06/02. 18pp. 28040:017. 24X 

Fiche; 50-000. 84/06/21. 8412200430. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27. 341 1210360. 


8412050387 Submits listed evaluations in response to IE Bulletin 84-03. 
"Refueling Cavity Water Seal. “ Seal deflection measurements 
will be performed w/seal installed in annulus in both 
deflated & inflated conditions. 

KOBER. R.W. Rochester Gas & Electric Corp. 84/11/28. MURLEY, T. E. 
Region 1, Office of Director. 6pp. 27763:317. 24X 

Fiche; 50-244, 84/11/28. 8412050387. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8412100179 Revised emergency plan implementing procedures. inc luding 
EPIP 4203. "In-Plant Radiological Sampling, " EPIP 4507, 

"Bomb Threat. " EPIP 4112-1, "Incident Reporting Document" & 
emergency plan implementing procedures inde x. W/841204 Itr. 

MROCZKA. E. . COUNSIL. W. O. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. W.G. Northeast Utilities. 84/12/04. 
49pp. 27834.185. 24X Fi c h e : 50-245, 84/ 12/04. 8412100179. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA. Safeguards fk Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc 

88pp. 27967:086. 24X Fiche: 50-000. 84/11/30. 8411280366. 


8411280370 IE Info Notice 84—86. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 2^X Fiche: 50-000. 84/11/30, 841 12B0370. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fi che; 50-000, 84/12/03. 8412030021 . 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems " 
Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 34/12/03. 8412030028. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/12/07. Consolidated Edison Co of New 

24X Fiche; 50-000,84/12/07. 8412050081, 


York, Inc. liQpp. 27966:332, 


8412210236 Forwards supplemental info re request for exemption from 
provisions of 10CFR50, App R, Section III.G. 2. Info provided 
essentially same as info submitted to NRC resulting in 
favorable consideration of Haddam Neck exemption request. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CQUNSIL.W.O. Northeast Utilities. 84/12/04. 
EISENHUT, D. G. Division of Licensing. 32pp. 28033:343. 24X 

Fiche: 50-245. 84/12/04, 8412210236. 


8412280122 Forwards Insp Repts 50-245/84-21 St 50-336/84-21 on 840909- 
1027. No violation noted. 

WENZINOER. E. C. Division of Project St Resident Programs. 84/12/21. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28111:003. 24X Fiche: 50-245. 84/12/21 . 8412280122. 


—8412280134 Insp Repts 50-245/84-21 S-. 50-336/84-21 on 840909-1027. No 
violations noted. Major areas inspected: p lant operations, 
equipment alignments & readiness 8< radiation protection. Info 
partially withheld (ref 10CFR73. 21). 

SHEDLOSKY, J. T. , MCCABE, E. C. Region 1. Office of Director. 
84/11/20. 16pp. 28111:005. 24X Fiche: 50-245. 84/12/21, 8412280122. 


I. Financial information 


8412200449 Forwards 1983 annual financial repts for joint owners of 
facility. Listing of joint owners encl. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/18. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 3pp. 
28017:001. 24X Fiche; 50-000. 84/12/18, 8412200449. 
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— 8412200458 "Northeast Utils 1933 Annual Rept. " 

ELLISiW.B.. FERLAND. E. U. North east Ut i 1 i t i e s. 83/12/31. 56pp. 

28017:247. 24X Fi ch e; 50-000, 84/12/ 1S» 8412200449. 


J. Insurance & indemnity information 


8412270415 Forwards Endorsements 101,87,5,6 & 6 to NELIA Policies 
NF-173, NF-151, N-11. N-15 N- 1 6, r e sp ec t i ve 1 y & Endorsements 

91,76,5,6 & 6 to MAELU Policies MF-52, MF-39, M- 1 1 , M- 15 
M-i6, respectively. 

GOLDEN, M.P. Marsh & McLennan, Inc. 84/12/20. SALTZMAN, J. 

Assistant Director for State & Licensee Relations. 11pp. 28076:269. 

24X Fiche: 50-245.84/12/20, 8412270415. 


P. Operating license stage documents correspondence 


8412120193 Partial response to FOIA request for NUREO/CR-3301 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


— 8412120221 App of PRA results for BWR plants. 

■» NRC - No Detailed Affiliation Given. 84/06/05. 900pp. 

27948:097. 24X Fiche: 50-000, 84/06/05, 8412120193. 


8412010170 Forwards "Startup Physics Testing Program for Cycle 10 
Summary Rept. " 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 84/10/02. 
PAULSON, W. A. Operating Reactors Branch 5. Ip. 27711:315. 24X 

Fiche: 50-245, 84/10/02, 8412010170. 


— 8412010175 "Startup Physics Testing Program for Cycle 10 Summary Rept." 
•» Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/10/30. 5pp. 27/11:316. 24X Fi che: 50-245, 84/10/02, 8412010170. 


8412010090 Commits to propose suitable Tech Specs & resolve issue 
re limiting overtime for staff personnel, per NRC 841016 
position in response to 840702 Itr. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 84/11/09. 

MILLER, J.R. Operating Reactors Branch 3. ZWOLI NSKI, J. A. Operating 
Reactors Branch 5. YOUNOBLOQD, B. J. Licensing Branch 1. 2pp. 
27709:215. 24X Fiche: 50-000, 84/1 1/09, 8412010090. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. □. Operating Reactors Assessment Branch, 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche : 50-000, 84/1 1 /26, 8412050542. 


8412030225 Forwards safety evaluation re NUREG-0737, TMI Action Plan 
Item II.K. 3. 28, "Qual if icat i on of Accumulators on Automatic 
Depressurization Sys Valves. " Response acceptable. Item 
c omp lete. 

2W0LINSKI. J. A. Operating Reactors Branch 5. 84/11/29. COUNSIL, W. 0. 

Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 6pp. 
27727:186. 24X Fic he: 50-245, 84/1 1 /29, 8412030225. 


8412040098 Forwards notices of consideration of issuance of amends to 
Licenses DPR-61 8c DPR-21 8c proposed NSHC determination 8< 
opportunity for hearing re mod of confirmatory orders. 

ZWOLINSKI, U. A. Operating Reactors Branch 5. 84/11/29. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. COUNSIL, W. O. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 27748:266. 24X 

Fic ha: 50-000, 84/11/29, 8412040098. 


—8412040108 Notices of consideration of issuance of amends to Licenses 
DPR-61 8« DPR-21 8c proposed NSHC determination 8t opportunity 
for hearing re mod of confirmatory orders on 
post-TMI-related issues. 

ZWOLINSKI, U. A. Operating Reactors Branch 5. 84/11/29. 16pp. 

27748:268. 24X Fiche: 50-000, 84/1 1 /29, 8412040098. 


8412050160 Requests meeting be scheduled to review pending licensing 
actions & other safety issues proposed in integrated safety 
assessment program for Haddam Neck 8c Millstone Unit 1. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/04. COUNSIL, (4. G. Connecticut Yankee Atomic Power Co. 

COUNSIL, W. Q. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 27767:359. 24X Fic he: 50-000, 84/12/04, 8412050160. 


8412200305 Forwards response to NRC questions on transient in-core 
probe isolation valves £< air lock acceptance criteria re 
compliance w/App J to 10CFR50. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/12/07. 

ZWOLINSKI, U. A. Operating Reactors Branch 5. 5pp. 28021:151. 24X 

Fiche: 50-245, 84/12/07. 8^12200305 


8412180380 Supports approach taken to develop proposed generic Itr 
providing QA guidance for nonsaf ety-related ATWS equipment. 
Existing quality practices for nonsafety-related equipment 
fully adequate. 

COUNSIL, M. O. , SEARS, C.F. Northeast Utilities. 84/12/10. 
GOLDBERG, S. M. QA Branch. 3pp. 27964:314. 24X 

Fiche: 50-000, 84/12/10, 8412180380. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 & 1205 
memos. 

EISENHUT, D. G. Division of Licensing. 84/12/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 29107:340. 24X 

Fiche-: 50-000, 84/12/13, 8412270501. 


8412200339 Forwards environ assessment of conversion of provisional OL 
to full-term OL notice of avai labi 1 ity. No new significant 
environ impacts noted. Issuance of suppl to FES not required 
under NEPA. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 84/12/17. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 4pp, 28019:110. 24X Fiche: 50-245, 84/12/17, 8412200339. 


— 8412200345 Environ assessment re conversion of provisional OL to 
full-term OL. 

* Office of Nuclear Reactor Regulation, Director. 84/12/17. 
53pp. 28019:114. 24X Fic he: 50-245, 84/12/17, 8412200339. 


— 8412200349 Notice of availability of environ assessment re full-term 
review. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment, 

84/12/17. 2pp. 28019:168. 24X Fi che: 50-245. 84/ 12/1 7, 8412200339. 


Q. Inspection reports, IE Bulletins & correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Sve list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/19. Consolidated Edison Co, of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 841 1 150064. 


8412200371 Forwards Insp Repts 50-245/84-24 8< 50-336/84-22 on 
841024-26 8< notice of violation. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/11/26. 

COUNSIL, W.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28031:152. 24X Fiche: 50-245, 84/11/26, 8412200371. 


— 8412200376 Notice of violation from insp on 841024-26. 

♦ Region 1, Office of Director. 84/11/26. Ip. 28031:154. 24X 

Fiche: 50-245, 84/11/26, 8412200371. 


— 8412200384 Insp Repts 50-245/84-24 8< 50-336/84-22 on 841024-26. 
Violation noted : fai lure to adhere to procedure requiring 
ventilation control. 

BICEHOUSE.H. J. , COLLINS, D. J. , PASCIAK,W. J. Region 1, Office of 
Director. 84/11/23. 7pp. 28031:155. 24X Fic he : 50-245, 84/1 1/26, 

8412200371. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. I26pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Gefierators. " Sve list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi c h® ; 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness «e Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021 . 


OL 



38 


DOCKETED ITEMS 


"Standby Gas Treatment Sys Problems. " 


8412030028 IE Info Notice 84-88, 

Svc list end. 

Vork, In,. o93. 24X Fi. .e: SO-OOora^AS^S, stiaoSOola 

iiwpp. 2796S.332. 24X Fiche: 50-000, 84/12/07. 8412050081. 

sirrisi":nci.'^'' °" 

I^PP. 27966.215. 24X Fiche: 50-000. 84/12/07. 8412050090. 

Vor.. Inc. U6PP. 28032: :30. 24X Ficbe: =0-0O0rl4/j2^?S 

®'u02“o°vi=l:;nn ^ =0-338/84-23 on 841029- 

UtlUtio.K 3„. 37937:029. 24X Fi?n“.: 50-2«,‘l4/J|/?|r^5?|J^0080, 

^34-23 on 841009-U02. No 
to 0.n.ric Ltn 83-28r.^g"^.n; ?lLs?i cljln^ 

84/12/04. 9pp. =7,37:031." 24x?' = jr=il2S?.'8^^li;.i.1:;^?;0080, 
“pSir«o,il E^JJn«‘‘“vrru; onir'"’ ’"'““'■•'It "P Cuo,o.in. Fin. 

R»p“n;f <Po.?‘^^i‘S,.°' 

Von., Inc. 119PP, 28123 : 131 . 24X FicP.: OO^COa aa/Ja/?". 8412 r 20 s:“ 

8412120547 IE Info Notice 84—93. "Ptif •n+'i =.i £ 

JOPDli^?®, =47it«, ■• Iv^llst .ncj ■■ ’ *'79m 

CPoPt'aaoJS/' iTAlTiy^ -Pep—tness . Enpin..rinp 
Vonk, Inc 120PP 28124 001 MX F- r'Si^in^'*’ NP“ 

upp. «:wi24. 001 . a4X Fiche: 50-000. 84/12/17. 8412120547. 

"'l‘o2“NfvroL“tIon =0-245/84-21 . 50-338/84-21 on 840909- 

COUNSIL, «. a North««°'’N°cleIr'*Eneno Ptoppams. 84/12/21. 

«....„.„ =„ ....■."s,"',s-;!!.:vsr.,;:.:i:.*;:riio,„ 

■■";K;::s.r::^;’:;,r":.':‘r;i,:.;::>“S-=; .. 

MT^ruJ wUhJnr(ref"lScFR7r2?)''*‘^^^*^°" P^o^eciion.' Info 

eJ^?^?2T'^iI-- --- - ' 

opp. c!S111.005. 24X Fiche: 50-245. 84/12/21, 8412280122. 


8412190388 LER 04-008-01; on 840427,23 luelds exhibited rrcirr h 
ultrasonic testing 8c NDE. Seven u-elds overlay repaired fs 
replaced w/iou carbon stainless steel one accepted in^ 
as-found condition. W/841210 Itr ^ 

ipp. 28029 : 132 . 24 X Fi c be : 50 I 245 ; 84 /°L J a MI 


DOCKET 50-247 INDIAN POIN 


r STATION, UNIT 2 


F. Security, medical, 


emergency & fire protection plans 


8412180613 Forwards "Procedures Generation Packaoe" & R«v/ in i- 
Operations Administrative Directive 7, "Operatino Prnl«d^° 

X'er:r e-n°:n:rop"^n:;i^r 

EiSnhutVf =°"’““‘'4ted Edison Co. of Neg York, i 
EISENHUT, D. G. Commissioners. Ip. 28001:270 Pay 
Fiche; 50-247, 84/06/04, 8412180613. 


84/06/04. 


—8412180616 "Procedures Generation Package " 

Edison Co. of New York, Inc S 4 /os/ni 
28001; 271. 24X Fi c h e ; 50-247, 84/06/04, 841 21 806 13. 


IIPP. 


8412180619 Rev 10 to Operations Administrativ 
Procedure Development 8c Control 
Consolidated Edison Co 
28001:282. 


_. . York, Inc. 83/07/28 

24X Fiche; 50-247, 84/06/04, 8412180613. 


e Directive 7. "Operating 

81pp. 


»? n?f:?anrr"L%"rri 307 t 3 'S 9 ‘S 929 ^r:i;;"‘ ^ "" 

C=n“i!da\.d°^;n:;"?o"“rN:: 0'TOOLE.3.0. 

Fiche: 50-247, 84/08/28, 8412190142. ’ 28028:270. 24X 

id.pacrr.''utirreJu*srfor “pmp^orfnorjo^^lso'Ap^" 

24X Fi;be^50-M;‘M/S8%8"MlSi9S?42.“'°®^=®' =«°28: 273. 

8412040069 Responds to NRC HAinoA i ♦■r. • , ^. 

50-347/84-34. Corractiva ac 1 5d“: J .a 1 U ph‘;stci°Mr.°onn.l'’ 

u/no previous exnn'ri nn,*a> pnysics personnel 

.t.a,%,„:°aLr::;rco:PMpi 

MARTINfr^T^' RJsion"l,'''°o'ficrof"Di°' """ '^°''''' 84/11/35. 

Rich.: 50-347, M/U/3L e4;3M0059. '*°’'' ='”■ ^^750: 165. 34X 

STAROSrECKl!R/°Re9ioJ^ir'’offlcrof°Di°*' t'“ ''°''''' ®‘*7”7=7. 

Ricbe: 50-347, 84/11/37, 8412060381. '■■ =7788:360. 34X 

®^^2130616 Advises that 84071 A Rbv. a .. 

MARTIn*t"t of ‘0C™=0. =4(S)*&*accenabla"^ 

O'Toole: J D ‘’‘cpnsQlidItdd''Ed'"‘"? *■ Prosran,». 84/11/30. 

27916:086,' 24X Flcba: 5o!o03 M/??/30; 8413i§S6rr‘' 

Saf.guard. Insp Rept 50-347/84-39 on 840934-38. No 

4PP. 38064:034. 2;x' Flcb .'^!S47: oSJu/lo, 14?^S:^JS;: 

Fiche: 50-247. 84/12/07, 8412130204. 24X 


MARTIN ^ ? •xaibf'en during naxt insp 

28 ;S'^' “^^^^V-P^da'tfS'Edu'^r^p" 3 pr‘“'‘°' 

28003.339. 24X Fich a: 50-347, 84/12/10, 8413180549. 
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— S4121805S5 Responds to NRC 841026 Itr re violations noted in Insp Rept 
50-247/84-24. Corrective ac t i ons : heal th physics personnel 
w/o previous steam generator work experience will be 
trained. 

O'TOOLEiJ. Consolidated Edison Co. of New York< Inc. 84/11/25. 
MARTIN. T. T. Division of Engineering & Technical Programs. 3pp. 
28002:341. 24X Fiche: 50-247, 84/12/10, 8412180549. 


B412280167 Informs that review of existing emergency plan procedures 
shows that us® of potassium iodide & self-contained 
breathing apparatus by central control room personnel when 
appropriate addressed, per NUREO-0737, Item III.D. 3. 4. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/24. 
VAROA, S. A. Operating Reactors Branch l. Ip. 28108:059. 24X 

Fiche: 50-247, 84/12/24, 8412280167. 


H. General correspondence 


S412040185 Notifies of changes to onsite review committee reporting 
relationship, per 800211 confirmatory order. Item C. 6, 

"Establish Onsite Group Reporting to Offsite Mgt. " 

Committee will rept to nuclear consultant. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/11/27. 
EISENHUT, D. G. Division of Licensing. Ip. 27744:353. 24X 

Fiche: 50-247, 84/11/27, 8412040185. 


P, Operating license stage documents & correspondence 


0412050416 Forwards request for addl info re util 831104 8c 840315 
responses to Generic Ltr 83-28, Item 4.2.1 8< 4.2.2 concerning 
preventative maint program for reactor trip breakers/maint U 
trending. Info requested within 30 days. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/20. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 5pp. 27810:241. 24X 

Fiche: 50-247. 84/11/20, 8412050416. 


8412040126 Forwards response to 840927 order modifying licenses. Author 
agrees w/NRC observation that no exposures in excess of 
regulatory limits resulted from events leading to issuance 
of order. Rev 0 to "Radiation Protection Plan" end. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/11/21. 
HURLEY. T. E. Region 1, Office of Director. 3Spp. 27749:039. 24X 

Fiche: 50-247, 84/11/21, 8412040126. 


— 8412040132 Rev 0 to QA Program Station Administrative Order 301, 
"Radiation Protection Plan. " 

MIELE, M. L. , BILE, K. , QUINN, S.E. Consolidated Edison Co. of New 
York, Inc. 84/11/20. 21pp. 27749:077. 24X Fiche; 50-247, 

84/11/21, 8412040126. 


0412050542 Submits equipment qualif ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


0412070012 Informs that end review of util 840530 proposed rev to 
snubber Tech Specs found deviations from STS. Revised Tech 
Specs resolving or justifying deviations required. Response 
or response schedule requested within 30 days. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/26. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 4pp. 27843:265. 24X 

Fiche: 50-247, 84/11/26, 8412070012. 


B412180027 Forwards SER re environ qualif ication of electric equipment 
program. Program acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/07. O'TOOLE, J.D. 
Consolidated Edison Co. of New York, Inc. 2pp. 28016:031. 24X 
Fiche: 50-247, 84/12/07, 8412180027. 


— 8412180030 SER re environ qualification of electric equipment program. 
Program acceptable. 

a- Office of Nuclear Reactor Regulation, Director. 84/12/07. 

10pp. 28016:033. 24X Fiche: 50-247, 84/12/07, 8412180027. 


0412190306 Forwards revised Pages 4. 10-8,6-15 & 6-24 to radiological 
effluent Tech Specs re gaseous waste sampling & annual 
radiological environ operating rept from 840606 Amend 90 to 
License DPR-26, correcting typos & administrat ive errors. 

VARGA,S.A. Operating Reactors Branch l. 84/12/07. O'TOOLE, J.D. 
Consolidated Edison Co. of New York, Inc. Spp. 28028:261. 24X 

Fiche: 50-247, 84/12/07, 8412190306. 


B412180132 Responds to 841126 ltr re difference between util proposed 
rev to snubber Tech Specs NRC model STS. Response that 
justifies differences or revised Tech Spec resolving 
differences will be submitted by June 1985. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/12. 
VARGA, S. A. Operating Reactors Branch 1. Ip. 27960:359. 24X 

Fiche: 50-247, 84/12/12, 8412180132. 


8412240098 Forwards SER re post-accident sampling sys (PASS) per 
NUREO-0737, I tern II. B. 3. PASS meets all criteria & acceptable. 
VARGA, S. A. Operating Reactors Branch 1. 84/12/12. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 4pp. 28060:262. 24X 

Fiche: 50-247, 84/12/12, 8412240098. 


8412200176 Forwards application for amend to License DPR~26. Amend 
revises Tech Specs to require augmented inservice insp of 
reactor vessel during second 10-yr insp interval. Fee paid. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/14. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 28022:217. 24X 

Fiche; 50-247, 84/12/14, 8412200176. 


— 8412200180 Application to amend License DPR-26, revising Tech Specs to 
require augmented inservice insp of reactor vessel during 
second 10-yr insp interval. 

0 'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/12/14. 
2pp. 28022:219. 24X Fi ch e: 50-247, 84/12/ 14, 8412200176. 


— 8412200185 Proposed Tech Spec changes requiring augmented inservice 
insp of reactor vessel during second 10-yr insp interval. 
Affidavit of Svc end. 

# Consolidated Edison Co. of New York, Inc. 84/12/14. 8pp. 
28022:221. 24X Fiche: 50-247, 84/12/14. 8412200176. 


8412280499 Responds to 800411,0827,821206 & 840502 Itrs re evaluation 
it mods to improve re 1 iab i 1 i ty /ava i lab i 1 ity of gas turbines. 

Actions effective. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/18. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. Spp. 28128:356. 24X 

Fiche: 50-247, 84/12/18, 8412280499. 


Q. Inspection reports, IE Bulletins it correspondence 


8410110554 Requests response to end questions Sc concerns re 
WCAP-10651, "Fracture Mechanics Evaluation of Inservice 
Insp Ind ication, Ind ian Point Unit 2 Reactor Vessel," 
submitted on 840907. 

VARGA. S. A. Operating Reactors Branch 1. 84/09/19. O'TOOLE, J.D. 

Consolidated Edison Co. of New York. Inc. 15pp. 28048:347, 24X 

Fiche: 50-247, 84/09/19, 8410110554. 


— 8409280477 Forwards Matls Engineering Branch review, accepting licensee 
840918 application for amend to License DPR-64 to change 
Tech Specs re steam generator plugging limit of 55/C for two 
tubes. 

JOHNSTON, W. V. Assistant Director for Matls it Qual. Engineering 
(Pre 830201). 84/09/19. LAINAS, G. C. Assistant Director for 

Operating Reactors. 5pp. 28049:001. 24X Fiche: 50-247, 84/09/19, 

8410110554. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 841 1150064. 


8412060428 Responds to NRC 841024 ltr re violations noted in Insp Rept 
50-247/84-17 on 840710-13 & 17-20. Corrective actions: baler 
door repaired & isotopic/gross alpha analysis of air samples 
initiated. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. 84/11/23, 
MARTIN, T. T. Division of Engineering $< Technical Programs. 3pp. 
27794:255. 24X Fiche: 50-247, 84/11/23, 8412060428. 


8412040069 Responds to NRC 841026 ltr re violation noted in Insp Rept 
50-247/84-24. Corrective actions: health physics personnel 
w/no previous experience will receive mockup training in 
steam generator work coverage. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/11/25. 
MARTIN, T. T. Region 1, Office of Director. 3pp. 27750:165. 24X 

Fiche: 50-247, 84/11/25, 8412040069. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. I26pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


8412040081 Forwards Insp Rept 50-247/84-30 on 841001-31. No 
violation noted. 

KISTER, H. B. Division of Project it Resident Programs. 84/11/27. 
O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 2pp. 
27748: 125. 24X Fiche: 50-247, 84/11/27, 8412040081. 


— 8412040084 Insp Rept 50-247/84-30 on 841001-31. No violation noted. 
Major areas inspected : operational safety verification, maint, 
surveillance, review of monthly rept, independent 
verification of sys lineup & followup on IE bulletin. 

KENNY, T., HILLMAN, B., LAZARUS, W. J. Region 1, Office of Director. 
84/11/20. 11pp. 27748:127, 24X Fiche: 50-247. 84/1 1/27. 8412040081. 
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8412060381 Expresses appreciation for 841107 meeting re 841011 SALP 
rept. Reiterates essence of discussions concerning fire 
protection t. 1 i cens ing . Comments on outage activities also 
provided- per NRC request. 

O'TOOLE. J.D. Consolidated Edison Co. of New York. Inc. 84/11/27. 
STAROSTECKI, R. Region 1, Office of Director. 2pp. 27788:360. 24X 

Fiche: 50-247. 84/11/27. 8412060381. 


8412040145 Forwards Insp Rept 50-247/84-31 on 841015-19. No violation 
noted. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/11/29. 

O'TOOLE. J.D. Consolidated Edison Co. of New York. Inc. 2pp. 
27748:350. 24X Fiche: 50-247. 84/11/29, 8412040145. 


— 8412040150 Insp Rept 50-247/84-31 on 841015-19. No violation noted. 
Major areas inspected ; startup physics testing following 
refueling, including testing program, precritical tests St 
post— critical tests, 

WEN. P.C. . BETTENHAUSEN. L. Region 1, Office of Director. 84/11/23. 
7pp. 27748:352. 24X Fiche; 50-247, 84/1 1/29. 8412040145. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

Sapp. 27967:086. 24X Fi c h e : 50-000, 84/ 11 /30. 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fic he: 50-000, 84/1 1 /30. 841 1280370. 


8412070145 Forwards response to IE Bulletin 84-03. "Refueling Cavity 
Water Seal. " Based on design provisions. Presray seal 
installation will not result in gross leak. 

Q'TOOLE. J. D. Consolidated Edison Co. of New York. Inc. 84/11/30. 
HURLEY. T. E. Region 1. Office of Director, 6pp. 27820:311. 24X 

Fiche: 50-247, 04/1 1/30. 8412070145. 


8412260029 Forwards Safeguards Insp Rept 50-247/84-29 on 840924-28. No 
violations noted. 

MARTIN. T. T. Division of Engineering St Technical Programs. 84/11/30. 

O'TOOLE. J.D, Consolidated Edison Co. of New York. Inc. 2pp. 
28064:032. 24X Fiche : 50-247. 84/1 1/30, 8412260029. 


“8412260032 Safeguards Insp Rept 50-247/84-29 on 840924-28, No 
noncompliance noted. Major areas inspected ; security plan & 
procedures, mgt effectiveness of security program. security 
organization & protected/vital area physical barriers. 

MADDEN. W. J, . KEIMIO, R.R. Region 1, Office of Director. 84/11/29. 
4pp. 28064:034. 24X Fiche: 50-247. 84/1 1/30. 8412260029. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. I17pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412270472 Forwards Insp Rept 50-247/84-28 on 840927-28 it 1016-19. No 
violations noted. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/12/03. 

O'TOOLE. J.D. Consolidated Edison Co. of New York, Inc. 2pp. 

28115: 182. 24X Fiche: 50-247, 84/12/03. 8412270472. 


--8412270474 Insp Rept 50-247/84-28 on 840927-18 & 1016-19. No violations 
noted. Major areas inspected; basic elements of radiation 
protection program, including procedure review, dos imetry, 
source inventory & leak test & instrument calibr. 

CLEMONS,?., WEADOCK. A. , SHANBAKY, M. Region 1. Office of Director. 
84/11/28. 6pp. 28115:184. 24X Fi ch e: 50-247. 84/12/03. 8412270472. 


8412050081 IE Info Notice 84—89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. H8pp. 27966:332. 24X Fiche: 50-000, 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07. 8412050090. 


8412270479 Forwards Insp Rept 50-247/84-25 on 840917-21. No violations 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs, 84/12/07. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 
28113:358. 24X Fi c h e : 50-247, 84/ 12/07. 8412270479. 


— 8412270484 Insp Rept 50—247/84—25 on 840917— 21. No noncompliance noted. 
Major areas inspec ted : n onr ad io 1 og i cal chemical program, 
including QC of analytical measurements, ana 1 y t i ca 1 
procedures, staffing training. 

ZIBULSKY, H. , PASCIAK, W. J. Region 1, Office of Director. 84/12/04. 
3pp. 28113:360. 24X Fiche: 50-247. 84/12/07, 8412270479. 


8412060594 IE Info Notice 84—91, "(3C Problems of Meteorological 

Measurements Programs." Svc list end. 

JORDAN, E L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


S4121S0549 Ac k receipt of 841125 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-247/84-24. 

Corrective actions will be examined during next insp. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/12/10. 

O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
28002:339. 24X Fiche: 50-247, 84/12/10, 8412180549. 


— 8412180555 Responds to NRC 841026 Itr re violations noted in Insp Rept 
50-247/84-24. Corrective actions: health physics personnel 
w/o previous steam generator work experience will be 
trained. 

O'TOOLE. J. Consolidated Edison Co. of New York. Inc. 84/11/25. 
MARTIN, T. T. Division of Engineering & Technical Programs. 3pp. 
28002:341, 24X Fiche: 50-247, 84/12/10, 8412180549. 


8412200176 Forwards application for amend to License DPR-26. Amend 
revises Tech Specs to require augmented inservice insp of 
reactor vessel during second 10-yr insp interval, Fee paid. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/14. 
VARGA. S. A. Operating Reactors Branch 1. 2pp. 28022:217. 24X 

Fiche: 50-247, 84/12/14, 8412200176. 


”8412200180 Application to amend License DPR-26. revising Tech Specs to 
require augmented inservice insp of reactor vessel during 
second 10-yr insp interval. 

O'TOOLE, J.D. Consolidated Edison Co, of New York. Inc. 84/12/14. 
2pp. 28022:219. 24X Fiche: 50-247. 84/12/14, 8412200176. 


— 8412200185 Proposed Tech Spec changes requiring augmented inservice 
insp of reactor vessel during second 10-yr insp interval. 
Affidavit of Svc end. 

* Consolidated Edison Co. of New York. Inc. 84/12/14. 8pp. 
28022:221. 24X Fi c h e : 50-247. 84/ 12/ 1 4, 84 122001 76, 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fi che: 50-000. 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi che : 50-000. 84/12/ 17. 8412120547, 


R. Periodic operating reports 8c related correspondence 


8412010169 Monthly operating rept for Oct 1984. W/841 1 15 Itr. 

BLATT. M. . O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/10/31. MCDONALD, W. 0. Record Services Branch (Document Control 
Desk). 6pp. 27711:273. 24X Fiche: 50-247. 84/10/31. 8412010169. 


S. Reportable occurrences, LERs 8c related correspondence 


8410110554 Requests response to end questions 8< concerns re 
WCAP-10651. "Fracture Mechanics Evaluation of Inservice 
Insp Indication, Indian Point Unit 2 Reactor Vessel, " 
submitted on 840907. 

VARGA, S. A. Operating Reactors Branch 1. 84/09/19. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 15pp. 28048:347. 24X 

Fiche: 50-247. 84/09/19. 8410110554. 


8410290113 Board Notification 84-169: forwards transcript of 841003 
meeting w/otil in Bethesda.MD re potential reactor vessel 
flaw. As result of meeting, request for addl info initiated. 

W/0 end, 

EISENHUT, D. G. Division of Licensing. 84/10/12. PALLADINO, ROBERTS, 
ASSELSriNE Commissioners. 3pp, 28050:299. 24X 

Fiche: 50-247, 84/10/12. 8410290113. 
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— 8410190364 Reciuests independent insp & appraisal of methods used & 
assumptions made about condition re flaw or crack in weld of 
pressure vessel. Related info encl. 

FLEISHER- Z. S. West Branch Conservation Association. 84/09/19. 
PALLADINO Commissioners. 2pp. 28051:037. 24X 

Fiche: 50-247, 84/10/12, 8410290113. 


8412060591 LER 84-016-00: on 841016, during rod withdrawal at conclusion 
of maint refueling outage, steam generator delta P signal 
tripped reac tor. Caused by lifting of safety relief valve on 
secondary s i de. W/841 1 1 5 Itr. 

BLATT, M , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/11/15. 3pp. 27825:231. 24X Fi c h e ; 50-247, 84/ 1 1 / 1 5, 841 2060591 . 


8412060292 LER 84-018-00: on 841020, reactor trip occurred as result of 
steam generator low level & steam flow/feedwater flow 
mismatch signal. Caused by operator not adequately responding 
to plant conditions. Operator counseled . W/841 1 19 Itr. 

BLATT, M , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/11/19. 3pp. 27826:105. 24X Fi che : 50-247, 84/ 1 1 /19, 8412060292. 


8412060625 LER 84-017-00: on 841021, reactor trip occurred during turbine 
generator overspeed test. Caused by operator using wrong 
gauge during test. Fac i 1 ity stabilized at hot shutdown 
conditions. W/841120 Itr. 

BLATT, M. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 

84/11/20. 3pp. 27825:114. 24X Fi c he : 50-247, 84/1 1 /20, 841 2060625. 

8412010174 LER 84-019-00: on 841022, fire occurred in insulation of high 
pressure turb ine. Caused by oil leak through insp cover. Fire 
extinguished & leak repaired. 

BLATT, M , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 

84/11/21. 3pp. 27711:356. 24X Fi c he : 50-247, 84/ 1 1 /21 , 84 1 2010174. 

8412110442 LER 84-020-00: on 841026, air flow not detected in cable 
tunnel during surveillance test doe to closed louvers in 
fans. Caused by melted fusible links. Fusib le links replaced. 

W/B41126 Itr. 

BLATT, M , O'TOOLE, J.D. Consolidated Edison Co, of New York, Inc. 

84/11/26. 3pp. 27891:209, 24X Fiche : 50-247. 84/1 1/26, 841 21 10442. 


8412130495 LER 84-021-00: on 841002, during surveillance test of svc 
water pumps, back leakage across check valves on discharge 
side of two pumps observed. Affected check valves repaired & 
tested satisfac tori ly. W/S41 128 Itr. 

BLATT, M. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/11/28 3pp 27916:171, 24X Fi c h e ; 50-247, 84/ 1 1 /28, 841 2130495. 


8412270141 PNO-I-84-105: on 841219, fire started on exciter end of main 
generator. Lo-lo steam generator level reactor trip occurred 
during rapid power reduct ion. Fire extinguished S< seal damage 
being evaluated. 

LIMROTH.D. , NORRHOLM,L. Region 1, Office of Director. 84/12/20. 
2pp. 28090:349. 24X Fic he: 50-247, 84/12/20, 8412270141. 


T. Hearing transcripts on non-anti trust matters 


8410290113 Board Notification 84-169: forwards transcript of 841003 
meeting w/util in Bethesda.MD re potential reactor vessel 
flaw. As result of meeting , request for addl info initiated. 

W/o encl. 

EISENHUT, D. 0. Division of Licensing. 84/10/12. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 28050:299. 24X 

Fiche; 50-247, 84/10/12, 8410290113. 


— 8412210057 Transcript of 841003 meeting in Bethesda.MD re facility 
reactor vessel ind i cat i on. Pp 1-97, 

Commissioners. 84/10/03. 98pp, 28050:302. 24X 

Fiche: 50-247, 84/10/12, 8410290113. 


— 8410190364 Requests independent insp & appraisal of methods used «< 
assumptions made about condition re flaw or crack in weld of 
pressure vessel. Related info encl. 

FLEISHER, Z. S. West Branch Conservation Association. 84/09/19. 
PALLADINO Commissioners. 2pp. 28051:037. 24X 

Fiche: 50-247, 84/10/12. 8410290113. 


V. Operator Examinations 


8412130204 Responds to 841024 Itr re App R exemption request for use 
of HVAC exhaust fans. Alternate safe shutdown sys procedure 
revised to include instructions for use procedure included 
in operator training/retraining program. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/07. 
VAROA, S. A. Operating Reactors Branch 1. Ip. 27904:332. 24X 

Fiche: 50-247, 84/12/07, 8412130204. 
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F. Security, medical, emergency St fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M, Division of Rules and Records, 84/06/14. BELL, N. 
Nuclear Information St Resource Service. 3pp. 28052:318. 24X 

Fiche-: 50-000, 84/06/14, 8412200033. 


8412060615 Further response to FOIA request for 10 & 50-mile maps of 
nuclear plants. Map reproduction costs desc r i bed . Map s will 
not be reproduced until agreement to pay costs reached. 

FELTON, J. M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche : 50— 000, 84/ 1 1/ 13, 

8412060615. 


8412010003 Revs to emergency plan implementing procedures, inc lud ing 
ED-2 re flood protection sys for Dresden Station, ED-3 re 
demand polling of meteorological data & ED-7 re offsite dose 
calculation sys program. W/84 1 130 Itr. 

THACKER, R. Commonwealth Edison Co. 84/11/30. DENTON, H.R. Record 
Services Branch (Document Control Desk). 30pp. 27710:001. 24X 

Fiche: 50-010, 84/11/30, 8412010003. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone d irectory . W/841219 release memo. 

MOORE. R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). Spp- 28137:280. 24X 

Fiche: 50-000, 84/11/30, 8412310219. 


— 8412310241 Public version of revised generating stations emergency plan 
telephone directory. 

(?ALLE,D. P. Commonwealth Edison Co. 84/11/08. 53pp. 28137:285. 

24X Fiche: 50-000, 84/11/30, 8412310219. 


8412050381 Informs that problems discovered which prevent proper 
operation of existing A~Model per NUREO-0737, Supp 1 1. Amend 
to confirmatory orders changing A-Model implementation 
deadline from 850101 to 860101 requested. 

ALEXANDER,©. Commonwealth Edison Co. 84/12/03. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 27773:238. 24X 

Fiche: 50-000, 84/12/03, S4120503S1. 


8412100055 Informs that Revs 4 & 4A to generating stations emergency 
plan submitted 840524 it Oct 1984, respectively , consistent w/ 

10CFR50. 54(a ) requirements <k do not decrease plan 
effectiveness. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/04. REED,C. 
Commonwealth Edison Co. 2pp. 27835:058. 24X Fiche: 50-000, 84/12/04, 

8412100055. 


8412130289 Advises that Sept 1984 Rev 3 to Dresden annex & Oct 1984 
Rev 3 to LaSalle annex to emergency plans consistent 
UI/10CFR50. 54(p) 8t acceptable. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/07. REED#C. 
Commonwealth Edison Co. 2pp. 27901:001. 24X Fiche: 50-000, 84/12/07, 

8412130289. 


8412310449 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for NRC review on 45-day schedule instead 
of 20— day schedule as requested on 820112 8( 830826. Sc hedul ® 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J, Region 3, Office of Director. 84/12/14. REED,C. 
Commonwealth Edison Co. 2pp. 28134:225. 24X Fiche: 50-000, 84/12/14, 

8412310449. 


8412280004 Revised emergency plan implementing procedures, including 
EPIP 600-1 re development of recovery it reentry procedure & 

EPIP 200-20 re control room evacuation/safe shutdown. W/ 

841221 itr. 

SCOTT,D.J. Commonwealth Edison Co. 84/12/21. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 79pp. 28111:134. 24X 

Fiche: 50-010, 04/12/21, 8412280004. 


P. Operating license stage documents & correspondence 


8412030038 Forwards Amends 83 & TT" to Licenses DPR-19 8c DPR-25. 
respectively & safety evaluation. Amends change Tech Specs 
developed for keeping releases of radioactive matl to 
unrestricted areas during normal operations ALARA. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/11/16. FARRAR, D.L. 

Commonwealth Edison Co. 3pp. 27733:001. 24X Fiche: 50-237, 84/11/16, 

8412030038. 


— 8412030046 Amends 83 8< 77 to Licenses DPR-19 8c DPR-25, respectively, 
changing Tech Specs developed for keeping releases of 
radioactive matl to unrestricted areas during normal 
operations ALARA. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/11/16. 200pp. 

27733:004. 24X Fich e: 50-237. 84/1 1/ 16, 8412030038. 
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— 8412030058 Safety evaluation supporting Amends S3 & 77 to Licenses 
DPR-19 & DPR-25/ respect ively. 

* Office of Nuclear Reactor Regulation. Director. 84/11/16. 6pp 
27733:204. 24X Fi ch e : 50-237. 84/ 1 1 / 16. 8412030038. 


— 8407110368 "Radiological Effluent Tech Specs (RETS) Implementation - 
Dresden Station. Units 2 & 3. " informal rept. 

YOUNG, T.E.. SIHPSON. F. B. . SERRANO, W. EG&tG. Inc. FIN A-6459. 
EGG-PBS-6633. 84/06/30. NRC - No Detailed Affiliation Given. 

37pp. 27733:210. 24X Fi chs: 50-237, S4/1 1/16. 8412030038. 


8412070078 Requests end technical evaluation rept, "Revieuj of 
Licensees Resolution of Outstanding Issues...," be released 
to public, per licensee 830711 Itr.W/o Dresden 3 Quad 
Cities 1 St 2 repts. 

JAMERSON, C. Office of Nuclear Reactor Regulation, Director. 

84/11/19. BAILEY, I. Record Services Branch (Document Control Desk). 
Ip. 27841:019. 24X Fic he : 50-000, 84/1 1/ 19, 8412070078. 


8412050542 Submits equipment qualification program status rept for uk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment, 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542 . 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc 

SSpp. 27967:086. 24X Fi c he : 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Sve list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineerina 
Response (Post 830103). 84/11/30, Consolidated Edison Co of New 

York, Inc. 116pp. 27965:224. 24X F i c he ; 50-000, 84/1 1 /30, 84H280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced bu 
Stratified Flow. " Sve list enc 1. ’ 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of New 

York, Inc. H7pp. 27965:340. 24X Fiche: 50-000, 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems " 
Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of Neu 

York, Inc. 122pp. 27966:093. 24X Fi che : 50-000, 84/12 /03, 8412030028. 


8412310342 Notification of rescheduled 841214 meeting to 850104 
w/Mark 1 Owners Group, NUTECH, Structural Mechanics Assoc & 

Franklin Research Ctr to discuss use of CMDOF code. 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/26. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28133:359. 24X 

Fiche: 50-000, 84/1 1/26. 8412310342. 


8412050184 Notification of 841214 meeting w/Mark I Owners Gr oup, NUTECH, 
Structural Mechanics Assoc & Franklin Research in Bethesda, 

MD to discuss use of CWDOF code to determine coupling 
between torus & torus attached piping. 

SIEGEL, B.L. Operating Reactors Branch 2. 84/11/27. VASSALLQ, D. B. 

Operating Reactors Branch 2. Ip. 27812:036. 24X 

Fiche-: 50-000, 84/11/27, 8412050184. 


8412060177 Forwards response to Generic Ltr 84-23 re description of 
plans to improve reactor vessel water level instrumentation, 
including leg overheating & mechanical level indication 
equipment replacement. 

ALEXANDER, G. Commonwealth Edison Co. 84/12/04. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 27792-353 24X 

Fiche: 50-000, 84/12/04, 8412060177. 


8412110260 Application for amends to Licenses DPR-19 & DPR-25, revising 
Tech Spec tables re radioactive effluent monitoring 
instrumentation !< radioactive gaseous effluent monitoring 
instrumentation. Fee paid. 

RYBAK, B. Commonwealth Edison Co. 84/12/04. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 27856-327 24X 

Fiche: 50-237, 84/12/04, 8412110260. 


—8412110265 Proposed Tech Specs revising tables re radioactive gaseous 
effluent monitoring instrumentation & radioactive gaseous 
effluent monitoring instrumentation surveillance. 

* Commonwealth Edison Co. 84/12/04. 17pp. 27856- 329 24X 

Fiche: 50-237, 84/12/04, 8412110260. 


8412120624 Notifies that fees received for Units 2 & 3 deemed 
appropriate for Amends 83 Jk 77 to Licenses DPR-19 DPR-25. 
respectively. Refund authorized for Class I fee received for 
790216 application to amend Unit 1 license. 

MILLER, W. 0. License Fee Management Branch. 84/12/10. FARRAR, D L 
27912:311. 24X Fiche: 50-010, 84/12/10, 

X IB. X i2.0o2*4. 


8412050081 IE Info Notice 84—89, "Stress Corrosion Cracking in 
Nonsens i 1 1 z e d 316 Stainless Steel. " Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050061. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412180532 Ac k receipt of 841205 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-010/84-15, 

50-237/94-18 8c 50-249/84-17. 

! Region 3, Office of Director. 84/12/12. Commonwealth Edison 
Co. Ip. 27962:003. 24X Fi che: 50-010, 84/12/12, 8412180532. 


—8412180541 Responds to NRC 841106 ltr re violations noted in Insp Repti 
50-010/84-15, 50-237/84-18 8c 50-249/84-17. Corrective actions: ^ ^ 

flow of standby gas treatment sys tested 8c procedures 
revised for battery surveillance 8c maint. 

FARRAR, D.L. Commonwealth Edison Co. 84/12/05, KEPPLER.J. G. 

Region 3, Office of Director. 3pp. 27962:004. 24X 

Fiche: 50-010, 84/12/12, 0412180532. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8e Engineering 
Response (Post 330103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Sve list encl. 

JORDAN, E L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/ 17, 8412120547. 


R. Periodic operating reports 8c related correspondence 






SCHROEDER, B, A. , ScbTl,D. J. Commonwealth Edison Co. 
27969:190. 24X Fiche: 50-237, 84/1 1/30, 8412170061. 


84/11/30. IBpp, 


8412240097 Informs of closeout of TMI Item 1 1. K. 3. 18. For plants 
u/isolation condensers, no mods to automatic depressurization 
sys logic required 8c imp lamentation of emergency procedures 
sufficient. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 84/12/20 FARRAR, D L 

Commonwealth Edison Co. 28042:030. 24X Fi ch e: 50-237, 84/12/20 


S. Reportable occurrences, LERs 8c related correspondence 


8412200430 Further response to 830628 FOIA request that all 1982 SECY 
papers be made aval lab le. SECYs 82-226,82-237,82-295,82-311 8c 
82-469 available in P0R. SECY-82-368 withheld (ref FOIA 
Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/06/21. WEISS, E.R. 
Union of Concerned Scientists. 2pp. 28040:001. 24X 

Fiche; 50-000, 84/06/21, 8412200430. 


8206300338 Requests approval of AO determination re incidents involvinj 
degradation of cooling water flow to diesel generator 

OIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-82-237. 82/06/09. 13pp. 20040:004. 24X 

Fiche: 50-000, 84/06/21, 8412200430. 


8412260145 LER 84— 018— 01: on 841020, reactor scram occurred due to low 
feedwater level. Caused by bad switch in master controller & 
broken valve. New stem-disc assembly instal led. W/841212 ltr. 

SMITH, G, L, , SCOTT, D.J. Commonwealth Edison Co. 84/12/12. 3pp. 
28063:301. 24X Fich e : 50-249, 84/12/12, 8412260145. 
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8412280353 LER 84-021-00; on 840307i r eac tor scrammed during surveillance 
testing , Caused by bad jumper wire. Jumper discarded S; 
personnel reinstructed on using jumper wire const for 
surveillance test. W/84121 3 Itr, 

KIM, D. - SCOTT, D. J. Commonwealth Edison Co. 84/12/13, 3pp. 
28124:059. 24X Fiche; 50-249, 84/ 12/13, 8412280353. 


8412280358 LER 84-022-00: on 840317, reactor scrammed while adjusting 
mode switch in attempt to clear rod block. Caused by operator 
error when mode switch inadvertently moved to shutdown 
p osition. Operator counsel ed. W/841213 Itr. 

KIM, D. , SCOTT, D. J. Commonwealth Edison Co. 84/12/13. 3pp. 
28124:056. 24X Fi c h e : 50-249, 84/ 1 2/ 1 3, 8412280358. 


V. Operator Examinations 


8412200620 Notifies that operator & senior operator oral exams 
scheduled for 830127 & 23, written exams for 830125 & 
simulator exams for 830126 & 27. Approved ref matl listed in 
End 1 required by 821220. W/o ends. 

LITTLE, W.S. Region 3, Office of Director. 82/12/01. REED, C. 
Commonwealth Edison Co, 2pp. 28032:022. 24X Fic h e: 50-237, 82/12/01, 

8412200620, 


8412210029 Notifies that written operator & senior operator licensing 
exams scheduled for 330524. Simulator oral exams scheduled 
for 830525-27. Requests end ref matl by 830325 to meet 
schedule. W/o end. 

LITTLE, W.S. Region 3, Office of Director. 83/02/15. REED, C. 
Commonwealth Edison Co. 2pp. 20052:310. 24X Fic h e: 50-237. 83/02/1 5, 

8412210029. 


8412200630 Forwards certificates for reactor operators & senior reactor 
operators, Certificates intended to emphasize Commission 
conviction that obtaining license constitutes significant 
technical ac h i evement. W/o ends. 

SPESSARD, R. L, Region 3, Office of Director. 83/11/01. SCOTT, D. J. 
Commonwealth Edison Co. Ip. 28032:014. 24X Fiche : 50-010, 83/1 l/Ol, 

8412200630. 


8412200609 Discusses written, oral & simulator operator senior 
operator licensing exams, scheduled for 840130 it 31, 
respectively. License applications should be submitted at 
Least 60 days prior to exam dates. 

STREETER, J. F. Region 3, Office of Director. 83/11/04, REED, C. 
Commonwealth Edison Co. 2pp. 28032:033. 24X Fi c h e; 50-237, 83/ 1 1 /04, 

8412200609. 


8412190492 Submits monthly summary rept of Region III requal i f ication 
exams for Oct 1983, per 830608 re ques t. Resu 1 ts of audits of 
listed plants will be forwarded w/Nov monthly rept. W/o 
end . 

KEPPLER.J. 0. Region 3, Office of Director. 83/11/07, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 28029:332. 24X 

Fiche: 50-000, 83/11/07, 8412190492. 


8412030602 Requests listed ref matl for opera tor / sen i or operator 
licensing exams by 841130 to avoid delay in administering 
e xams. 

WALKER. R.D. Region 3, Office of Director. 84/11/21. REED, C. 
Commonwealth Edison Co, 5pp. 27734:275. 24X Fi c h e: 50-01 0, 84/ 1 1 /21 , 
8412030602. 
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F. Security, medical, emergency it fire protection plans 


8412210217 Responds to NRC 840202 Itr re violations noted in Insp Repts 
50-250/83-37 it 50-251/83-37 it proposed imposition of civil 
p enalty. Corrective ac t i on s : ind ivid ua Is restricted from 
radiation controlled area & disciplinary action taken. 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/05. 0 'REI LLY, J. P. 

Region 2, Office of Director. 6pp. 28034:060. 24X 

Fiche: 50-250, 84/03/05, 8412210217. 


—8412210233 Insp Repts 50-250/83-37 & 50-251/83-37 on 831018-21. 
Violation noted : fai lure to follow Tech Specs it to have 
approved procedure for spent resin filter sludge handling. 

HOSEY, C. M. , BARR, K. P. Division of Project it Resident Programs. 
83/12/02. 11pp. 28034:075. 24X Fiche: 50-250, 84/03/05, 8412210217. 


8412280380 Ack receipt of 840319 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-41 ?< 

50-251/83-40. Supp lemental response should be submitted to 
address corrective actions. 

LEWIS, R.C. Division of Project it Resident Programs. 84/04/06. 
WILLIAMS, J. W. Florida Power & Light Co. Ip. 28126:182. 24X 

Fiche: 50-250, 84/04/06, 8412280380. 


— 8412280408 Forwards Insp Repts 50-250/83-41 & 50-251/83-40 on 831203- 
840 1 06 it notice of violation. 

LEWIS, R. C. Division of Project St Resident Programs. 84/02/16. 
WILLIAMS. J. W. Florida Power Light Co. 2pp. 28126:186. 24X 

Fiche; 50-250, 84/04/06, 8412280380. 


— 8412280421 Insp Repts 50-250/83-41 i 50-251/83-40 on 831203-840106. 
Violation noted: fai 1 urc to compensate intermediate-range 
nuclear instrumentation adequately St maintain adequate plant 
change documentation. 

KRUG, H. , WEISE, S. Region 2, Office of Director. ELROD, S. A. 
Division of Project Sc Resident Programs. 84/02/06, 10pp. 

28126:190, 24X Fi c h e : 50-250, 84/04/06, 84 1 2280380. 


8412170089 Further response to FQIA request for 16 categories of 
documents. Forwards App A S< B documents, per Category 6, re 
regulatocy effectiveness review. App B documents partially 
withheld (ref FOIA Exemption 3). Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/04/30. SHOLLY, S. C. 
Union of Concerned Scientists. 6pp. 27970:106. 24X 

Fiche: 50-000, 84/04/30, 8412170089. 


— 8308180585 Comments on regulatory effectiveness review for plants. Rept 
seems complete & accurate based on portions of review 
actually observed & discussed during visi t. Recommendations 
should be sent to util separately St not included in rept. 

CLAYTON, H. B. Procedures 8< Systems Review Branch. 83/08/12. 

THOMAS, C.O. Standar d i zat i on St Special Projects Branch. Ip. 
27970:213. 24X Fi ch e : 50-000, B4/04/30, 841 21 70089. 


— 8308290532 Comments on regulatory effectiveness review rept 8< vital 
area definition repts, per B30S03 request. Rept deficiencies 
discussed. 

PARR, 0. D. Auxiliary Systems Branch. 83/08/23. THOMAS, C. 
Standardi zation St Special Projects Branch. 2pp. 27970:211. 24X 

Fiche; 50-000, 84/04/30, 8412170089. 


--8412170118 Summarizes 831027 meeting at NRR re regulatory effectiveness 
review rept. Suggestions received re reformating certain 
areas of rept. Related info end. 

BURNETT, R.F. Division of Safeguards. 83/11/04. MAUSSHARDT, D. B. 
Office of Nuclear Material Safety St Safeguards, Director. 14pp. 
27970:112. 24X Fi che : 50-000, 84/04/30, 841 2170089. 


— 8412170124 Requests assistance in expediting process of regulatory 
effectiveness review rept on timely basis. 

BURNETT, R.F. Division of Safeguards. 83/09/12. EISENHUT, D. G. 
Division of Licensing. Ip. 27970:126. 24X Fiche; 50-000, 84/04/30, 

8412170089. 


— 8412170129 Informs of status of regulatory effectiveness review rept 
conducted during wk of 830523. Div of Licensing has 
established internal procedures requiring review 8< comment 
on rept prior to transmittal to util. 

BURNETT, R.F. Division of Safeguards. 83/08/25. DAVIS, J. G. 

Office of Nuclear Material Safety 8,. Saf eg uards, Director. Ip. 

27970:128. 24X Fi ch e: 50-000, 84/04/30. 8412170089, 


— 8412170172 Forwards results of 830523-27 regulatory effectiveness 
review. Proposed Itr transmitting rept to licensee it 
requesting responses to safeguards concerns identified in 
rept also end. W/o rept. 

BURNETT, R.F. Division of Safeguards. 83/07/27. EISENHUT. D. 
Division of Licensing. 2pp. 27970:139. 24X Fic he : 50-000, 

84/04/30, 8412170089. 


— 8412170380 "Safeguards Regulatory Effectiveness Review, Tur k ey Point 
Nuclear Power Station Units 3 8< 4. " Info deleted. 

* NRC - No Detailed Affiliation Given. 83/06/30. I3pp. 
27970:257. 24X Fi che: 50-000, 84/04/30, 8412170089. 


--8412170382 Comments on 830523-27 safeguards regulatory effectiveness 
review 8.: vital area va 1 i da t ion. Le ve 1 of 10CFR73 protection 
met based on NRC-approved site security plan. Info deleted. 

MCDONALD, D. G. Operating Reactors Branch 1. 83/05/27. THOMAS, C. 0. 

Standardization it Special Projects Branch. 6pp. 27970:270. 24X 

Fiche: 50-000, 84/04/30, 8412170089. 


8410100065 Forwards FEMA 44CFR350 findings on State of FL associated 
local cmet-gency plans re facilities. 

DANCE, H.C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
Florida Power it Light Co. Ip. 26896:140. 24X Fiche: 50-000, 

84/06/08, 8410100065. 


8412050611 Informs that, within next 30 days, phone company will be 
modifying NRC health physics network (HPN) phone sys to 
increase re 1 iab i 1 i ty . Phone company should be provided 
w/access to HPN phones. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. 
WILLIAMS, J. W. Florida Power 8c Light Co. 2pp. 27827:304. 24X 

Fiche: 50-000, 84/11/14, 8412050611. 
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8413010005 Advises that 341035 rev to physical security plan 

consistent w/provi s ions of 10CFR50. 54 ( p ) St acceptable 
□LSHINSKIe J. A. Region 2, Office of Director. 84/11/26. 

WILLIAMS, J. W. Florida Pouer & Light Co. 3pp. 27706-094 24X 

Fiche: SO-250, 84/11/26, 8412010005. 

9412030184 Ac k receipt of M Bishop 841022 Itr to NRC re freciuency of 
scheduling of emergency preparedness exercises Dade County 
objections identified in Itr currently being resolved. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/28. EISENHUTiD G 

841203018 ^ Ip. 27726:252. 24X F i c h e ; 50-250, 84 / 1 1 / 28 , 


8412070503 Notification of S41210 meeting w/util in Bethesda,MD to 

tt^uirecants 

MCDONALD, D. G. Operating Reactors Branch 1 . 84/11/30. VARGA* S A 

Operating Reactors Branch 1 . 2pp. 27844- 292 24X 

Fiche: 50-250, 84/11/30. 8412070503. 

8412130150 Forwards request for addl info based on review of procedures 
generation package for emergency operating procedures, per 
Suppl 1 to NUREG-0737, Item I . C. 1 . Res p onse requested within 
oO days, 

VARGA, S. A. Operating Reactors Branch 1 . 84/12/05. WILLIAMS, J W 

Florida Power ^ Light Co. 4pp. 27916-307 24X 

Fiche: 50-250, 84/12/05, 8412130150. 

'"',,-9ency prspar.dness sx.rsis, 
schedules. Util in process of resolving scheduler conflicts 
w/Dade County Ofc of Emergency ligt & State of FL. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/12/07 BISHOP, M 

84 ^ 2120633 ^' 27911:358 . 24X Fiche: 50-250. 84/12/07, 

8412190173 Forwards clarification of NRC questions re schedule to 
complete App R work items & compensatory measures to be 
implemented until App R work tasks complete, in support of 
841116 fire protection scheduler exemption request, 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/14, VARGA, S A 
Operating Reactors Branch 1 . 5 pp. 28009- 251 24X 

Fiche: 50-250, 84/12/14, S412190173. 


8412050104 Forwards environ assessment 8 , finding of no significant 
impact re 840314 request for amend to Licenses DPR -31 & 

DPR-41, changing Tech Specs to support proposed spent fuel 
pool expansion. 

VARGA,S,A. Operating Reactors Branch 1 . 84/11/14. WILLIAMS.JW 

Florida Power 6 , Light Co. 2pp, 27812-070 24X j. w, 

Fiche: 50-250, 84/11/14, 8412050104. 

—8412050112 Environ assessment supporting amend to License DPR -31 & 
DPR 41, changing Tech Specs to support spent fuel pool 
expansion. ^ 

* of Nuclear Reactor Regulation, Director. 84 / 11/14 

llpp. 27812:072. 24X Fi c h e : 50-250, 84/ 1 1 / 1 4, 84 12050 1 04 . 

8412050118 Notice of issuance of environ assessment it 

Lic.ns.s 

vrrc Js 1 & DPR™'^! I ch^nginQ T©ch Sp&cs in suppoT't oF d h 
spent fuel pool expansion. proposed 

VASSALLO, D. B. Assistant Director for Operating Reactors 

84/11/14. 3 pp. 27812:083. 24X Fi c h e: 50-250, 84/ 1 1 8412050104. 

8412060122 Confirms revised response to Question 4 re FPL-NQA-IOOA 
per 841019 telcon. QA program in conformance W/10CFR50, App B 
« acceptable. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/20 
WILLIAMS, J. W. Florida Power 8 < Light Co 3 pp 27826-332 ? 4 X 

Fiche: 50-000, 84/11/20. 8412060122 . -27826.332. 24X 

8412070179 Forwards Amends 111 & 105 to Licenses DPR -31 & DPR-41, 
respectively, safety evaluation & notice of issuanc e. Amends 
allow spent fuel pool storage capacity expansion from 621 to 
1,404 spaces per pool. 

MCDONALD, D. 0 . Operating Reactors Branch 1 . 84/11/21. WILLIAMS, JW 

Florida Power & Light Co. 3pp. 27944 - 133 24X 

Fiche: 50-250, 84/11/21, 8412070179. 

Amends 111 & 105 to Licenses DPR-31 Sc DPR-41 . respectively, 

621 t^? Inl storage capacity expansion from 

occi to 1 j ^04 spAC 0 S per pool, 

VARGA, s, A, Operating Reactors Branch 1. 84/11/21, iSdd 

27844:136. 24X Fi c h e: 50-250, 84/1 1 /21 , 841 20701 79. 


0. Adjudicatory correspondence 

transmitting carract.d gages 

for Tech Specs modified by recent amends. Copies of ^ ^ 

parties. Related correspondence. 

Wearing ST'anch 4. #484 718. 84/12/19. LAZO, R. M. , 

OLE, R. F. , LUEBKE, E. A. Atomic Safety and Licensing Board Panel 

12 pp. 28033:203. 24X Fi c he : 50-250, 84/ 12/1 9, 8412210301 . 

J. Insurance & indemnity information 


^-ttificatea . 

Flcha.- 50-250. 64/12/18, 8412270274 . aB087, 038, 24X 


'^^DPR-sri dpr'I? 'valuation aupporting Amends 111 8 . io5 to Licenses 
wrrt v3 1 & DPR— 41 , r e s p ec 1 1 ve 1 y . 

* Office of Nuclear Reactor Regulation, Director, 84/11/21 
22 pp. 27844:151. 24X Fi c h e : 50-250, 84/1 1 /21 , 8412070179. 

Structural Analgs is, Flarid, 

Power S. Light Co Turkey Point 3 & 4, •• technical evaluation 

NRC-OS-Sl'^so Advanced Technology Center. 

NRC 03 81-130. TER-C5506-529. 84/10/25, KIM, S. B. NRC - No 

Detailed Affiliation Given. 32pp. 27844:173, 24X 

Fiche: 50-250, 84/11/21, 8412070179, 

'~®'^DPR-41^?espejtively'^^''^"''® Amends 111 & 105 to Licenses DPR-31!. 

27 a 44 *^Jns' oAv Reactors Branch 1 . 84/11/21. 4pp. 

27844.205. 24X Fi c he : 50-250, 84/1 1 /21 , 8412070179. 


«• 

DUCK, J. R. Marsh & McLennan. Inc. 84/12/18 SALT2MAN J aoc < e 4 -a.., 4 . 
Director for st.t. t: Lic.ns.e Relations 3pp, SS^''i32 

Fiche: 50-250, 84/12/18, 8412270357. owa/. gxjX 


P. Operating license stage documents & 


correspondence 




®''ind!nrB 4 ?Mfu' IFslifitAtion program status rapt for ul 

ending 841116. Enel list documents status of equipment 
qualif icati on program SERs, 

CRUTrwFrpPn Reactors Assessment Branch. 84/11/26. 

Assistant Director for Safety Assessment. 3pp. 
27783.310. 24X Fi c he : 50-000, 84/ 1 1 /26, 8412050542. 

^^re^^ddif response to Generic Ltr 83-28, Item 4.3 

re addition of automatic shunt trip attachments to reactor 

pushbutton 

wJm lISS /w°"’ provide more flexibility. 

^ S4/11/29. EISENHUT.D. G. 

8412040^9^ 2pp. 27748:262. 24X Fi c he : 50-250, 84/1 1/29, 


ofi^r?r, r sni 70 util 831108 responso to 

Oanaric Ltr 83-28, I toms 4, 2. I s, 4.2.2 concorning pravontivo 
maint program for reactor trip breaker /maint «< trending. 

Response requested by 850104. ^ 

Flnri!tf*D' Branch l. 84/11/30. WILLI AMS. U, W. 

Florida Power & Light Co. 6 pp. 27958:006. 24X 

Fiche; 50-250, 84/11/30, 8412140054 


evaluation re util 840716 & 1129 responses 
to Generic Ltr 33-28, Item 4.3, "Automatic Actuation of Shunt 
irip^. Design mods acceptable. Licensee should provide 
of seismic qual if ication. 

pVn^Vrf 6 Operating Reactors Branch l. 84/12/03. WILLI AMS, J. W. 

Florida Power & Light Co. 5pp. 27958:042. 24X 

Fiche: 50-250, 84/12/03, 8412140082. 
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--8412140088 Safety evaluation re util 840716 & 1129 responses to Generic 
Ltr 83-28) Item 4. 3# "Automatic Actuation of Shunt Trip. ..." 

Design mods acceptable. License should provide schedules for 
confirmation of seismic qua 1 if i ca t i on. 

* NRC - No Detailed Affiliation Given. 84/12/03. 13pp. 

27938:047. 24X Fiche: 50-250. 84/12/03. 8412140082. 


3412180622 Forwards update to responses in 840822 ltr re spent fuel 
storage facility expansion, Spent fuel storage racks will be 
sent to Westinghouse Waltz Mill Site under License SNM-770 
as interim step prior to final disposal. 

WILLIAMS. J. W. Florida Power & Light Co. 84/12/11. VARGA. S. A. 
Operating Reactors Branch 1. 2pp. 27962:219. 24X 

Fiche: 50-250, 84/12/11. 8412180622. 


3412190401 Requests schedule for submittal be provided within 2 wks of 
ltr receipt re proposed amends & safety significance of 
Generic Ltr 84-15. "Proposed Staff Actions to Improve & 

Maintain Diesel Generator Reliability." 

VARGA, S. A. Operating Reactors Branch 1. 84/12/13. WILLIAMS, J. W. 

Florida Power & Light Co. 2pp. 28016:357. 24X 

Fiche: 50-250, 84/12/13, 8412190401. 


3412260299 Forwards Tech Spec table of contents Pages i 8c iv.Tech Spec 
Pages 1-9 8« 3. 1-4, Table 4. 1-1 (Sheets 3 & 4 ) 8c bases Page 
B2. 3-3, inadvertently omitted from amends issued to Licenses 
DPR-31 8c DPR-41 on 840827-1121. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/12/13. WILLIAMS, J. W. 

Florida Power 8c Light Co. 3pp. 28070:342. 24X 

Fichfr: 50-250, 84/12/13, 8412260299. 


-8412260303 Tech Spec table of contents Pages i 8c iv, Tech Spec Pages 
1-9 8c 3 1-4, Table 4. 1-1 (Sheets 3 8c 4) 8c bases Page B2. 3-3, 
inadvertently omitted from amends issued to Licenses DPR-31 
8c DPR-41 on 840827-1121. 

» NRC - No Detailed Affiliation Given. 84/12/13, 8pp. 

28070:345. 24X Fiche: 50-250, 84/12/13. 8412260299. 


3412260077 Requests updated status of efforts re inadequate core 
cooling instrumentation sys identified in 840929 response, 
per NUREG-0737, Item II. F. 2. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/14. WILLI AMS. J. W. 

Florida Power 8< Light Co. 4pp. 28072:352. 24X 

Fiche: 50-250, 84/12/14, 8412260077. 


J412210301 Forwards NRC 841213 ltr to util transmitting corrected pages 
for Tech Specs modified by recent amends. Copies of 
corrections sent to parties. Related correspondence. 

VOUNG.M.A. Hearing Branch 4. #484 718. 84/12/19. LAZO, R. M. , 

COLE, R. F. , LUEBKE, E. A. Atomic Safety and Licensing Board Panel. 

12pp, 28033:203. 24X Fi ch e : 50-250, 84/12/19, 841221 0301 . 


J412260239 Forwards revised "Offsite Dose Calculation Manual for 
Gaseous 8< Liquid Effluents. " Prompt NRC review required to 
meet 850101 implementation date. 

WILLIAMS. J. W. Florida Power 8< Light Co. 84/12/20. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28055: 146, 24X 

Fiche; 50-250, 84/12/20, 8412260239. 


— 8412260242 "Offsite Dose Calculation Manual for Gaseous 8t Liquid 
Effluents. " 

* Florida Power «c Light Co. 84/12/31. 101pp. 28055:147. 24X 

Fiche: 50-250, 84/12/20, 8412260239. 


L Inspection reports. IE Bulletins 8c correspondence 


*311080619 Discusses IE insp on 830419-28 & forwards notice of 
violation 8< proposed imposition of civil penalty. 

O'REILLY. V. P, Region 2, Office of Director. 83/08/15. ADOMAT. E. A. 
Florida Power & Light Co. 3pp. 28154:188. 24X 

Fiche: 50-250,03/08/15. 8311080619. 


—8311080622 Notice of violation 8< proposed imposition of civil penalty 
in amount of $100. 000. Noncompl iance noted : inoperabi 1 i ty of 
auxiliary feedwater sys while unit at full power operation. 
O'REILLY. J. P. Region 2. Office of Director. 83/08/15. 3pp. 
28154:191. 24X Fiche: 50-250. 83/08/15, 831 1000619, 


'-'8412310331 Forwards Insp Repts 50-250/83-15 8< 50-251/83-15 on 
830419-28. Concerns re findings discussed at 830428 
enforcement conference. 

LEWIS. R.C. Division of Project 8t Resident Programs. 83/08/16. 

UHRIO. R. E. Florida Power *< Light Co. 2pp. 28154:194. 24X 

Fiche: 50-250, 83/08/15. 8311080619, 


—8412310336 Insp Rept 50-250/83-15 Sc 50-251/03-15 on 830419-28. Violation 
noted:all automatic feedwater pumps inoperable between 
830414-19. 

VOOT-LOWELL, R. , AOLFS, V. A. , JULIAN, C. A. Region 2, Office of 
Director. 83/08/15. 6pp. 28154:196. 24X Fi ch# : 50-250, 83/08/ 1 5, 

8311080619. 


8412210217 Responds to NRC 840202 ltr re violations noted in Insp Repts 
50-250/83-37 & 50-231/83-37 3< proposed imposition of civil 
penalty. Corrective actions; ind ividuals restricted from 
radiation controlled area & disciplinary action taken. 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/05. 0 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 28034:060. 24X 

Fiche; 50-250. 84/03/05. 8412210217. 


— 8412210230 Forwards Insp Repts 50-250/83-37 8« 50-251/83-37 on 831018- 
21. Violation noted. 

LEWIS, R.C. Division of Project & Resident Programs. 84/02/02. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28034:073. 24X 
Fiche: 50-250, 84/03/05, 8412210217. 


— 8412210233 Insp Repts 50-250/83-37 Sc 50-251/83-37 on 831018-21. 
Violation noted : fa i lure to follow Tech Specs Sc to have 
approved procedure for spent resin filter sludge handling. 
HQSEY,C.M. , BARR, K. P. Division of Project & Resident Programs. 
83/12/02. 11pp. 28034:075. 24X Fiche: 50-250, 84/03/05, 8412210217. 


8412280278 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-40 & 

50-251/83-39. Supp lementa 1 response expected per 840312 
telcon. 

LEWIS, R.C. Division of Project Sc Resident Programs. 84/03/16. 
WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28356:248. 24X 

Fiche: 50-250, 84/03/16, 8412280278. 


— 8412280282 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-40 Sc 
50-251/83-39. 

LEWIS»R.C. Division of Project Sc Resident Programs. 84/03/15. 
WILLIAMS, J. W. Florida Power & Light Co. Ip. 28126:331. 24X 

Fiche: 50-250. 84/03/16, 8412280278. 


— 8412280287 Responds to NRC 840130 ltr re violations noted in Insp Repts 
50-250/83-40 Sc 50-251/83-39. Correc tive actions: post-trip 
review performed & results reviewed w/plant supervisors. 

WILLIAMS. J. W. Florida Power & Light Co. 84/03/01. 0 'REILLY, J. P. 

Region 2. Office of Director. 3pp. 28126:332, 24X 

Fiche: 50-250, 84/03/16, 8412280278. 


— 8412280292 Forwards summary of efforts taken to minimize recurrence of 
procedural noncompliances Sc to establish long-term 
implementing policy. 

WILLIAMS, J. W. Florida Power 8< Light Co. 84/07/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28126:335. 24X 

Fiche; 50-250, 84/03/16, 8412280278. 


“8412280297 Forwards Insp Repts 50-250/83-40 & 50-251/83-39 on 
831026-1202 it notice of violation. 

LEWIS, R.C. Division of Project & Resident Programs. 04/01/30. 
WILLIAMS, J, W. Florida Power & Light Co. 2pp. 28126:339. 24X 
Fiche: 50-250, 84/03/16, 8412280278. 


— 8412280300 Notice of violation from insp on 831026-1202. 

* Region 2, Office of Director. 84/01/30. Ip. 28126:341. 24X 

Fiche: 50-250, 84/03/16, 0412280278. 


—8412280305 Insp Repts 50-250/83-40 8c 50-251/83-39 on 831026-1202. 
Noncofflp liance noted : fai lure to perform post-trip review. 

VOOT-LOWELL Region 2. Office of Director. ELROD, S. A. Division of 
Project 8c Resident Programs. 84/01/26. 10pp. 28126:342. 24X 

Fiche: 50-250, 84/03/16, 8412280278. 


8412280192 Ack receipt of 840221 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-38 8c 
50-251/83-38. Supp lemental response expected per 840329 
telcon. 

LEWIS, R.C. Division of Project «< Resident Programs. 84/04/06. 
WILLIAMS, J. W. Florida Power 8c Light Co. Ip. 28128:113. 24X 

Fiche: 50-250, 84/04/06, 8412280192. 
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— 3412280216 Foruards Ins? Repts 5C-250/83-38 Sc 50-251/83-38 on 
S3C926-1025 Ic notice of violation. 

LEWISi R. C- Division of Project & Resident Programs. 84/01/09. 
WILLIAMS- J. W. Florida Fnuer & Light Co. 2pp. 28123:130. 24X 
Fichs: 50-250- 84/04/06. S4122S0192. 


— S4122S0221 Notice of violation from insp on B30926-1025. 

# Region 2, Office of Director. 84/01/09. 3pp. 23128:132. 24X 

Fiche: 50-250. 84/04/06- S4122S0192. 


— 84122S0229 Insp Repts 50-250/83-33 & 50-251/83-38 on 830926-1025. 
Violation noted: both containment spray pumps inoperable 
during normal power operation St annunciator & indicator 
probieros existed w/o corrective or documentary actions. 

VC'QT-LOWELL, R. J. ELROD- S, A. Region 2, Office of Director. 

84/01/05. 12pp. 28123:135. 24X Fiche: 50-250- 84/04/06. 8412280192. 


8412280380 Ack receipt of S40319 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-41 & 

50-251/83-40. Supplemental response should be submitted to 
address corrective actions. 

LEWIS-R.C. Division of Project & Resident Programs. 84/04/06. 
WILLIAMS, J- W. Florida Power & Light Co. Ip. 28126:182. 24X 

Fiche: 50-250- 84/04/06- 8412280380. 


— 8412280392 Responds to NRC 840216 Itr re violations noted in Insp Repts 
50-250/83-41 & 50-251 /S3-40. Correc t ive acti ons: Maint 
Procedure 12207 revised » ad d ing precaution to wait 20 minutes 
after shutdown prior to commencing procedure. 

WILLIAMS, V. U. Florida Power & Light Co. 84/03/19. 0 'REILLY- J. P. 

Region 2- Office of Director. 3pp. 28126: 183. 24X 

Fiche: 50-250- 84/04/06, S4122S03SO. 


— 8412280408 Forwards Insp Repts 50-250/83-41 & 50-251/83-40 on 831203- 
840106 St notice of violation. 

LEWIS, R.C. Division of Project St Resident Programs. 84/02/16. 
WILLIAMS, J. W. Florida Power St Light Co. 2pp. 28126:186. 24X 
Fiche: 50-250, 84/04/06, B4122803S0. 


— 8412280413 Notice of violation from insp on 831203-840106. 

« Division of Project & Resident Programs. 84/02/16. 2pp. 
28126; 188. 24X Fiche; 50-250, 84/04/06, 8412280380. 


—8412280421 Insp Repts 50-250/83-41 St 50-251/83-40 on 831203-840106. 
Violation noted : fai lure to compensate intermediate-range 
nuclear instrumentation adequately St maintain adequate plant 
change documentat ion. 

KRUC, H. , WEISE- S. Region 2, Office of Director. ELROD, S, A. 
Division of Project & Resident Programs. 84/02/06. 10pp. 

28126: 190. 24X Fiche: 50-250, 84/04/06, 8412280380. 


—8412280374 Responds to NRC 840501 Itr re violations noted in Insp 
50-250/84-11 St 50-251/84-1 1. Corrective ac t i on s : p er s onne 1 
counseled re valve clearance procedure initial air aerosol 
mixing uniformity test procedures developed 

WILLIAMS, J. W. Florida Power St Light Co. 84/06/04, 0'REILLV,vJ P 
Region 2, Office of Director. 6pp. 28127:241. 24X 

Fiche; 50-250, 84/11/13, 8412280359, 


— 8412280377 Forwards Insp Repts 50-250/84-11 8t 50-251/84-11 on 
840301-0406 S< notice of violation. 

LEWIS, R.C, Region 2, Office of Director. 84/05/01. WILLIAMS, U W 
Florida Power St Light Co. 2pp. 28127:247. 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


— 8412280385 Notice of violation from insp on 840301-0406, 

* Region 2, Office of Director, 84/05/01. 2pp. 28127:249, 
Fiche: 50-250, 84/11/13, 8412280359. 


—8412280401 Insp Repts 50-250/84-11 St 50-251/84-11 on 04O3O1-O4O&. 
Violation noted : fai 1 ure to follow procedure for valve 
clearance tags &e failure to complete surveillance testing of 
emergency containment filter sys. 

PEEBLES, T. A. , WEISE, S. , ELROD, S. A. Region 2, Office of Director 
84/04/26. 11pp. 28127:251. 24X F i c he ■ 50-250, 84/1 1 / 13, 84122003 59 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc 1 i -s t 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of 

York, Inc. 120pp. 27807:058. 24X F i c he : 50-000, 84/1 1 / 19, 841 1 1 500*4 


8412270577 Forwards Insp Repts 50-250/84-32 50-251/84-33 on 

841022-26. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director, 84/11/20, 

WILLIAMS, J. W, Florida Power St Light Co, 2pp. 28113:296. 24X 

Fiche: 50-250, 84/11/20. 8412270577. 


—8412270580 Insp Repts 50-250/84-32 8< 50-251/84-33 on 841022-26. No 
violation or deviation noted. Major areas in»p©cted:QC & 
confirmatory measurements, including reviews of lob QC 
program & chemical St radiochemical procedures, 

KUZO, G. B, , MONTGOMERY, D. M. Region 2, Office of Director. 

84/11/19. 12pp. 28113:298. 24X F i c he : 50-250, 84/1 1 /20, 8412270» 7 


8412210114 Forwards response to IE Bulletin 84—03, "Refueling Cavity 
Water Seal," Catastrophic failure of cavity seal not 
credible event due to inherent design differences, 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/23. O'REILLY, J.P 
Region 2, Office of Director. 5pp. 28036:026, 24X 

Fiche: 50-250, 84/11/23, 8412210114, 


8412010044 Provides addl info on tube line matl per IE Bulletin 83-06. 
Rept of test results of tube line matl supplied by Gulfalloy 
will be submitted by 841215. List of matl supplied by 
Gulfalloy on Purchase Order 38497-24503C end. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/08. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 27704: 106. 24X 

Fich®-: 50-250, 84/11/08, 8412010044, 


8412210245 Responds to NRC 840928 proposed imposition of civil penalty 
for violations noted in Insp Repts 50-250/84-04 & 

50-251/84-09. Performance enhancement program developed & 
implemented. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 11pp. 28033:232. 24X 

Fiche: 50-250, 84/11/13, 8412210245. 


8412210251 Ack receipt of 840713 Itr transmitting Order EA-84-55 
confirming plant performance enhancement program Rev 1 St 
addition of new class of reactor operator license 
candidates. 

WILLIAMS, J. W. Florida Power & Light Co. 84/07/31. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28033:243. 24X 

Fiche: 50-250, 84/11/13, 8412210245. 


8412280359 Forwards response to util S40604 Itr disputing Violation 2 
noted in Insp Repts 50-250/84-11 & 50-251/84-1 1. Violati on re 
testing of emergency containment filter 1- control room 
ventilation sys, occurred as stated. 

0 'REILLY, J. P. Region 2, Office of Director. 84/11/13. 

WILLIAMS, J. W. Florida Power & Light Co 2pp 28127' 238 
Fiche: 50-250, 84/1 1/13, 8412280359. 


24 X 


-8412280363 Ack receipt of 840604 Itr informing NRC of steps taken 
correct violations noted in Insp Repts 50-250/84-11 & 
50-251/84-11. Position on Violation 2 will be addressed in 
future correspondence. 

L^IS.R.C, Region 2, Office of Director. 84/06/15. WILLIAMS,J 
Florida Power & Light Co. ip. 28127:240. 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness Sj Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of 

York, Inc. 126pp. 27807:179. 24X F i c h e : 50-000, 84/1 1 /27, 841 1 2103A0 


8412070069 Forwards NRR draft input to SALP review for Ju 1 1983 - Oct 
1984, for review St comments. All comments received by 841204 
will be considered in final rept. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/11/27 EISENHUT, D « 

Division of Licensing. BERNERO, R, M, Division of Systems 
Integration (post 811005). VOLLMER,R,H, Division of Engineering 
9pp. 27843:341. 24X Fic h e : 50-250, 84/ 1 1 /27, 84 12070069. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end, 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi c h e : 50-000, 84/ 11 /30, 841 1280366 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness &, Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of 

York. Inc. 116pp. 27965:224. 24X Fi c he ; 50-000, 84/1 1 /30, 841 128037C 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced 
Stratified Flow. " Svc list end. 

JORDAN, E.U Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of N«« 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03. a4120300S!l 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84-88, 

Svc list end. 

JORDAN, E.U Division of Eoiergencg Prepanedn.ss S, Enoineerina 
Respons. (Post 830103), S4/12/03. C onto li do t .d Edison Co of N.- 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000, 84/12/03, 8412030028 
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— 8412170129 Informs of status of regulatory effectiveness review rept 
conducted during tuk of 830523. Div of Licensing has 
established internal procedures requiring review & comment 
on rept prior to transmittal to util 

BURNETT, R.F. Division of Safeguards. 83/08/25. DAVIS, J. G. 

Office of Nuclear Material Safety & Saf eguards. Director. ip. 
27970:128. 24X Fiche: 50-000, 84/04/30, 8412170089. 


— 8412170172 Forwards results of 830523-27 regulatory effectiveness 
review. Proposed Itr transmitting rept to licensee §< 
requesting responses to safeguards concerns identified in 
rept also end. W/o rept. 

BURNETT, R.F. Division of Safeguards. 83/07/27. EISENHUT, D. 
Division of Licensing. 2pp. 27970:139. 24X Fi che : 50-000, 

84/04/30, 8412170089. 


— 8412170380 "Safeguards Regulatory Effectiveness Review, Tur k ey Point 
Nuclear Power Station Units 3 ^ 4. “ Info deleted. 

* nRC - No Detailed Affiliation Given. 83/06/30. 13pp. 

27970:257. 24X Fiche: 50-000, 84/04/30, 8412170089. 


— 8412170382 Comments on 830523-27 safeguards regulatory effectiveness 
review vital area val idation. Level of 10CFR73 protection 
met baaed on NRC-approved site security plan. Info deleted. 

MCDONALD, D. G. Operating Reactors Branch 1. 83/05/27. THOMAS, C. 0. 

Standardization 8« Special Projects Branch. 6pp. 27970:270. 24X 

Fiche: 50-000, 84/04/30, 8412170089. 


8410100065 Forwards FEMA 44CFR350 findings on State of FL & associated 
local emergency plans re facilities. 

DANCE.H.C. Region 2. Office of Director. 84/06/08. W ILL I AMS, J. W. 
Florida Power & Light Co. Ip. 26896:140, 24X Fi c he : 50-000, 

84/06/08, 8410100065. 


8412050611 Informs that, within next 30 days, phone company will be 
modi-fying NRC health physics network CHPN) phone sys to 
increase reliability. Phone company should be provided 
w/access to HPN phones. | 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. 

WILLIAMS, J. W. Florida Power & Light Co. 2pp. 27827:304. 24X 

Fiche: 50-000, 84/11/14, B4120S0611. 


8412010005 Advises that 841025 rev to physical security plan 
consistent w/provisions of 10CFR50. 54( p ) acceptable. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/26. 
WILLIAMS, J. W. Florida Power & Light Co. 3pp. 27706:094. 24X 

Fiche: 50-250, 84/11/26, 8412010005. 


8412030184 Ac k receipt of M Bishop 841022 Itr to NRC re frequency of 
scheduling of emergency preparedness exercises. Dade County 
objections identified in Itr currently being resolved. 

WILLIAMS, J. W. Florida Power 8c Light Co. 94/11/28. EISENHUT, D. G. 
Division of Licensing. Ip. 27726:252. 24X Fiche: 50-250, 84/1 1/28, 

8412030184. 


8412070503 Notification of 841210 meeting w/util in Bethesda,MD to 
discuss App R scheduler exemption request from requirements 
of 10CFR50. 48. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/11/30. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 27844:292. 24X 

Fiche: 50-250, 84/11/30, 8412070503. 


8412130150 Forwards request for addl info based on review of procedures 
generation package for emergency operating procedures, p er 
Suppl 1 to NUREO-0737, I tern I. C. 1. Response requested within 
60 days. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/05. WILLI AMS, J. W. 

Florida Power & Light Co. 4pp. 27916:307. 24X 

Fiche: 50-250, 84/12/05, 8412130150. 


8412120633 Responds to 841022 Itr re emergency preparedness exercise 
schedules. Util in process of resolving scheduler conflicts 
w/Dade County Ofc of Emergency Mgt 8e State of FL. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/12/07. BISHOP, M. 

Dade County, FL. Ip. 27911:358. 24X Fiche: 50-250, 84/ 12/07, 

8412120633. 


8412190173 Forwards clarif ication of NRC questions re schedule to 
complete App R work items & compensatory measures to be 
implemented until App R work tasks complete, in support of 
841116 fire protection scheduler exemption request. 

WILLIAMS, U. W. Florida Power & Light Co. 84/12/14. VARGA, S. A. 
Operating Reactors Branch 1. 5pp. 28009:251. 24X 

Fiche: 30-250, 84/12/14, 8412190173. 


O. Adjudicatory correspondence 


J. Insurance S; indemnity information 


8412270274 Forwards Endorsement 5 to NELIA Certificates N-25 & N-26 St 
MAELU Certificates M-25 & M-26. 

DUCK,J. R. Marsh & McLennan, Inc. 84/12/18. SALTZMAN, J. Assistant 
Director for State & Licensee Relations, 5pp. 28089:038. 24X 

Fiche: 50-250, 84/12/18, 8412270274. 


8412270357 Forwards Endorsements 74 & 63 to NELIA Policy NF~185 & 
MAELU Policy MF-55, respectively. 

DUCK, U. R. Marsh & McLennan, Inc. 84/12/18. SALTZMAN, U. Assistant 
Director for State & Licensee Relations. 3pp. 28087:232. 24X 

Fiche: 50-250, 84/12/18, 8412270357, 


P. Operating license stage documents & correspondence 


8412120072 Fifth partial response to FOIA request for six categories of 
info re application of Sholly Amend to consideration of 
TMI-1 steam generator OL amend. Forward s documents listed in 
app. Documents also available in POR. 

FELTON, U. M. License Fee Management Branch. 84/06/06, BELL, N, 
Nuclear Information & Resource Service. 2pp. 27940:271. 24X 

Fiche: 50-000, 84/06/06, 8412120072. 


— 8412120102 Forwards table indicating low level of public interest Si 
comments on proposed amends issued pursuant to "Sholly. " 
Statistics cover 830506-1122. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/12/07. DIRCKS, W. J Office of the Executive Director for 
Operations. 2pp. 27940:280. 24X Fiche: 50-000, 84/06/06, 

8412120072 


8412050765 Confirms 841109 mgt meeting to discuss corrective actions re 
entrance into locked high radiation area, per 841030 telcon. 

Proposed meeting agenda end. 

0 'REILLY, J. P. Region 2, Office of Director. 84/11/02. 

WILLIAMS, J. W. Florida Power & Light Co. 3pp. 27779:255. 24X 

Fiche: 50-250, 84/11/02, 8412050765. 


8412050104 Forwards environ assessment & finding of no significant 
impact re 840314 request for amend to Licenses DPR-31 & 

DPR-41, changing Tech Specs to support proposed spent fuel 
pool expansion. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/14. WILLI AMS, J. W. 

Florida Power & Light Co. 2pp. 27812:070. 24X 

Fiche: 50-250, 84/11/14, 8412050104. 


—0412050112 Environ assessment supporting amend to License DPR-31 & 
DPR-41, changing Tech Specs to support spent fuel pool 
expansion. 

Office of Nuclear Reactor Regulation. Director, 84/11/14, 
11pp. 27812:072. 24X Fiche: 50-250, 84/1 1/14, 8412050104, 


■S41205011S Notice of issuance of environ assessment Zt finding of no 
significant impact re util 840314 request to amend Licenses 
DPR-31 St DPR-41, changing Tech Specs in support of proposed 
spent fuel pool expansion. 

VASSALLO, D. B. Assistant Director for Operating Reactors. 
84/11/14. 3pp. 27812:083. 24X Fi ch e: 50-250, 84/ 1 1 /14. 8412050104. 


8412060122 Confirms revised response to Question 4 re FPL-NQA-IOOA, 
per 841019 telcon. QA program in conformance w/lOCFRSO, App B 
& acceptable. 

OLSHINSKI, V. A. Region 2, Office of Director. 84/11/20. 

WILLIAMS, J. W. Florida Power 8c Light Co. 3pp. 27826:332. 24X 

Fiche: 50-000, 84/11/20, 8412060122. 


8412070179 Forwards Amends 111 8< 105 to Licenses DPR-31 & DPR-41, 
respectively, safety evaluation Sc notice of issuance. Amends 
allow spent fuel pool storage capacity expansion from 621 to 
1,404 spaces per pool. 

MCDONALD. D. G. Operating Reactors Branch 1. 84/11/21. WI LLIAMS, J. W. 

Florida Power 8c Light Co. 3pp. 27844:133. 24X 

Fiche: 50-250, 84/11/21, 8412070179. 


•8412070183 Amends 111 8c 105 to Licenses DPR-31 8c DPR-41 , re sp ec tively, 
allowing spent fuel pool storage capacity expansion from 
621 to 1,404 spaces per pool. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/21. 15pp. 

27844:136. 24X Fiche: 50-250, 84/1 1/21, 8412070179. 


8412070195 Safety evaluation supporting Amends 111 8c 105 to Licenses 
DPR— 31 8c DPR-41, r»sp BC t ive 1 y . 

* Office of Nuclear Reactor Regulation, Director. 84/11/21. 

22pp. 27844:151. 24X Fi c he: 50-250, 84/1 1 /21 , 8412070179. 


8412210301 Forwards NRC 841213 Itr to util transmitting corrected pages 
for Tech Specs modified by recent amends. Copies of 
corrections sent to parties. Related correspondence. 

YOUNO, M. A. Hearing Branch 4. #484 718. 84/12/19, LAZO, R. M. , 

COLE# R. F. , LUEBKE,E.A. Atomic Safety and Licensing Board Panel. 

12pp. 28033:203. 24X Fiche: 50-250, 84/12/19, 8412210301 
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- — 8410260111 "Evaluation of Spent Fuel Racks Structural Ana 1 y si Si FI or i da 
Pouier S; Light Co Turkey Point 3 & 4j " technical evaluation 
r ep t. 

HERRICK, R. C. , PANDEY, S. ARVIN/CALSPAN Advanced Technology Center. 
NRC-03-ai-130. TER-C5506-529. 84/10/25. KIM, S. B. NRC - No 

Detailed Affiliation Given. 32pp. 27844:173. 24X 

Fiche: 50-250, 84/11/21, 8412070179. 


— 8412070225 Notice of issuance of Amends 111 & 105 to Licenses DPR-31 & 
DPR-41, respectively. 

UIGGINTON, D. L, Operating Reactors Branch 1. 84/11/21. 4pp. 

27844:205. 24X Fi c h ® : 50-250, 84/ 1 1 /21 , 841 20701 79. 


S412O50542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi ch e : 50-000, 84/ 11 /26, 8412050542. 


S412040094 Provides addl info in response to Generic Ltr 83-28, Item 4.3 
re addition of automatic shunt trip attachments to reactor 
trip breakers. Location of auto shunt trip block pushbutton 
different from generic design to provide more flexibility. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/29. EISENHUT, D. 0. 
Division of Licensing. 2pp. 27748:262. 24X Fi ch ® : 50-250, 84/ 1 1/29, 
8412040094. 


8412140054 Forwards request for addl info re util 831108 response to 
Generic Ltr 83-28, Items 4. 2. 1 & 4.2.2 concerning preventive 
maint program for reactor trip breaker/maint trending. 

Response requested by 850104. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/30. WILLI AMS, J. W. 

Flo-ida Power & Light Co. 6pp. 27958:006. 24X 

Fiche: 50-250, 84/11/30, 8412140054. 


8412140082 Forwards safety evaluation re util 840716 & 1129 responses 
to Generic Ltr 83-28, Item 4.3, "Automatic Actuation of Shunt 
Trip...." Design mods acceptable. Licensee should provide 
schedules for confirmation of seismic qualification. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/03. WILLI AMS, J. W. 

Florida Power & Light Co. 5pp. 27958:042. 24X 

Fiche: 50-250, 84/12/03, 8412140082, 


— 8412140088 Safety evaluation re util 840716 & 1129 responses to Generic 
Ltr 83-28, Item 4. 3, "Automatic Actuation of Shunt Trip. ..." 

Design mods acceptable. License should provide schedules for 
confirmation of seismic qua! if ication. 

NRC - No Detailed Affiliation Given. 84/12/03. 13pp. 

27958:047. 24X Fiche; 50-250, 84/12/03, 8412140082. 


Q4121S0622 Forwards update to responses in 840822 ltr re spent fuel 
storage facility expansion. Spent fuel storage racks will be 
sent to Westinghouse Waltz Mill Site under License SNM-770 
as interim step prior to final disposal. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/11. VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 27962:219. 24X 

Fiche: 50-250, 84/12/1 1, 8412180622. 


Q412190401 Requests schedule for submittal be provided within 2 wks of 
ltr receipt re proposed amends 8< safety significance of 
Generic Ltr 84-15, "Proposed Staff Actions to Improve & 

Maintain Diesel Generator Reliability." 

VARGA,S.A. Operating Reactors Branch 1. 84/12/13. WILLIAMS, J. W. 

Florida Power h Light Co. 2pp. 28016:357. 24X 

Fiche: 50-250, 84/12/13. 8412190401. 


S412260299 Forwards Tech Spec table of contents Pages i & Iv.Tech Spec 
Pages 1-9 «< 3. 1-4, Table 4.1-1 (Sheets 3 «« 4 ) «< bases Page 
B2. 3-3, inadvertently omitted from amends issued to Licenses 
DPR-31 DPR-41 on 840827-1121. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/12/13. WILLIAMS, J. W. 

Florida Power Light Co. 3pp. 28070:342. 24X 

Fiche: 50-250, 84/12/13, 8412260299. 


— 8412260303 Tech Spec table of contents Pages i & iv, Tech Spec Pages 
1-9 & 3. 1-4, Table 4.1-1 (Sheets 3 & 4) & bases Page B2. 3”3, 
inadvertently omitted from amends issued to Licenses DPR-31 
DPR-41 on 840827-1121. 

* NRC - No Detailed Affiliation Given. 84/12/13. 8pp. 

28070:345. 24X Fiche: 50-250, 84/12/13, 8412260299. 


S412260077 Requests updated status of efforts re inadequate core 
cooling instrumentation sys identified in 840929 response, 
per NUREO-0737, Item II. F. 2. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/14. WILLI AMS, V. W. 

Florida Power & Light Co. 4pp. 28072:352. 24X 

Fiche: 50-250, 84/12/14, 8412260077. 


8412210301 Forwards NRC S41213 ltr to util transmitting corrected pages 
for Tech Specs modified by recent amend s. Cop i es of 
corrections sent to parties. Related corresponoence. 

YOUNG, M, A. Hearing Branch 4, #484 718. 84/12/19. LAZO, R. M. 

Atomic Safety and Licensing Board Panel. 12pp. 28033:203. 24X 

Fiche; 50-250, 84/12/19, 8412210301. 


8412260239 Forwards revised "Offsite Dose Calculation Manual for 
Gaseous & Liquid Effluents. " Prompt NRC review required to 
meet 850101 implementation date. 

WILLIAMS. J. W, Florida Power & Light Co. 84/12/20. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28055: 146. 24X 

Fiche; 50-250, 84/12/20, 8412260239. 


8412260242 "Offsite Dose Calculation Manual for Gaseous & Liquid 
Effluents. " 

* Floclda Power 8, Light Co. 84/12/31. 101pp. 28055:147. 24X 

Fiche: 50-250. 84/12/20. 8412260239. 


Q. Inspection reports, IE Bulletins ^ correspondence 


8311080619 Discusses IE insp on 830419-28 & forwards notice of 
violation & proposed imposition of civil penalty. 

O'REILLY, J. P. Region 2, Office of Director. 83/08/15. ADOMAT, E. A. 
Florida Power & Light Co. 3pp. 28154: 188. 24X 

Fiche: 50-250, 83/08/15, 831 1080619. 


— 8412310331 Forwards Insp Repts 50-250/83-15 «c 50-251/83-15 on 
830419-28. Concerns re findings discussed at 830428 
enforcement conference. 

LEWIS, R. C. Division of Project & Resident Programs. 83/08/16. 

UHRIG, R. E. Florida Power & Light Co. 2pp. 28154:194. 24X 

Fiche: 50-250. 83/08/15. 8311080619. 


— 8412310336 Insp Rept 50-250/83-15 50-251/83-15 on 830419-28. Violation 

noted: all automatic feedwater pumps inoperable between 
830414-19. 

VOOT-LOWELL. R. , AGLES, J. A. , JULIAN, C. A. Region 2, Office of 
Director. 83/08/15. 6pp. 28154:196. 24X Fiche; 50-250, 83/08/15, 

8311080619. 


8412210217 Responds to NRC 840202 ltr re violations noted in Insp Repts 
50-250/83-37 & 50-251/83-37 Sc proposed imposition of civil 
penalty. Corrective actions: individuals restricted from 
radiation controlled area Sc disciplinary action taken. 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/05. 0 'REILLY. J. P. 

Region 2, Office of Director. 6pp. 28034:060. 24X 

Fiche: 50-250, 84/03/05, 8412210217. 


— 8412210230 Forwards Insp Repts 50-250/83-37 Sc 50-251/83-37 on 831018- 
21. Violation noted. 

LEWIS, R. C. Division of Project Sc Resident Programs. 84/02/02. 
WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28034:073. 24X 

Fiche: 50-250, 84/03/05, 8412210217, 


—8412210233 Insp Repts 50-250/83-37 Sc 50-251/83-37 on 831018-21. 
Violation noted : fa i 1 ure to follow Tech Specs 8< to have 
approved procedure for spent resin filter sludge handling. 
HQSEY.C.M. , BARR.K. P. Division of Project S< Resident Programs. 
83/12/02. 11pp. 28034:075. 24X Fiche; 50-250, 84/03/05, 8412210217. 


8412280278 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-40 Sc 
50-251/83-39. Supplemental response expected per 840312 
telcon. 

LEWIS, R. C. Division of Project 8< Resident Programs. 84/03/16. 
WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28356:248. 24X 

Fiche: 50-250. 84/03/16, 8412280278. 


— 8412280282 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-40 Sc 
50-251/83-39. 

LEWIS, R. C. Division of Project Sc Resident Programs. 84/03/15. 
WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28126:331. 24X 

Fiche: 50-250, 84/03/16, 8412280278. 


— 8412280287 Responds to NRC 840130 ltr re violations noted in Insp Repts 
50-250/83-40 8< 50-251/83-39. Corrective actions: post-trip 
review performed Sc results reviewed w/plant supervisors. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/03/01. O'REILLY, J. P, 
Region 2, Office of Director. 3pp. 28126:332. 24X 

Fiche: 50-250. 84/03/16, 8412280278. 


— 8412280292 Forwards summary of efforts taken to minimize recurrence of 
procedural noncompliances Sc to establish long-term 
implementing policy. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/07/13, O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 28126:335. 24X 

Fiche: 50-250, 84/03/16. 8412280278. 
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—8412280297 Forwards Insp Repts 50-250/83-40 & 50-251/83-39 on 
831026-1202 & notice of violation. 

LEWISjR, C. Division of Project & Resident Programs. 84/01/30. 
WILLIAMS, 0. y. Florida Power & Light Co. 2pp. 28126:339. 24X 
Fiche: 50-250. 84/03/16. 84122S027S. 


— 8412280300 Notice of violation from insp on 831026-1202. 

Region 2. Office of Director. 84/01/30. Ip. 28126:341. 24X 

Fiche: 50-250. 84/03/16. 8412280278. 


—8412280305 Insp Repts 50-250/83-40 & 50-251/83-39 on 831026-1202. 
Noncompliance noted: fai lore to perform post-trip review. 

VOST-LOWELL Region 2, Office of Director. ELROD. S. A. Division of 
Project Zt Resident Programs. 84/01/26. 10pp. 28126:342. 24X 

Fiche: 50-250. 84/03/16. 8412280278. 


8412280192 Ac k receipt of 840221 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-38 & 

50-251/83-38. Supp lemental response expected per 840329 
telcon. 

LEWIS. R.C. Division of Project & Resident Programs. 84/04/06. 
WILLIAMS. J. W. Florida Power & Light Co. Ip. 28128:113. 24X 

Fiche: 50-250, 84/04/06. 8412280192. 


—8412280203 Responds to NRC 840109 & 20 Itrs re violations noted in 
Insp Repts 50-250/83-33 & 50-251/83-38. Corrective actions: 
new adminstrative controls established for ECCS locked 
valves new locks installed. 

WILLIAMS, J. W. Florida Power & Light Co. 84/02/21. 0 "REILLY. J. P. 

Region 2, Office of Director. 9pp. 28128:114. 24X 

Fiche: 50-250. 84/04/06. 8412280192. 


8412010044 Provides addl info on tube line matl per IE Bulletin 83--0( 
Rapt of test results of tube line matl supplied by Gulfalloy 
will be submitted by 841215. List of matl supplied by 
Oulfalloy on Purchase Order 38497-245030 end. 

WILLIAMS, J. W. Florida Power 8c Light Co. B4/11/08. □ 'REI LLY, J. P , 

Region 2, Office of Director. 3pp, 27704: 106 . 24X 

Fiche: 50-250, 84/11/08, 8412010044. 


8412210245 Responds to NRC 840928 proposed imposition of civil penal^ 
for violations noted in Insp Repts 50-250/34-04 8c 
50-251/84-09. Performanc e enhancement program developed 8c 
implemented. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/11/13. O 'REI LLY, J. P . 
Region 2, Office of Director. Upp. 28033:232. 24X 

Fiche: 50-250, 84/11/13, 8412210245. 


— 8412210251 Ack receipt of 840713 Itr transmitting Order EA-84-55 
confirming plant performance enhancement program Rev 1 8c 
addition of new class of reactor operator license 
candidates. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/07/31. 0 "REILLY. w». F 

Region 2, Office of Director. 2pp. 28033:243. 24X 

Fiche: 50-250, 84/11/13, 8412210245. 


8412280359 Forwards response to util 840604 Itr disputing Violation 2 
noted in Insp Repts 50-250/84-11 8c 50-251 /84- 1 1 . Vi o la t i on re 
testing of emergency containment filter & control room 
ventilation sys, occurred as stated. 

0 'REILLY, J, P. Region 2. Office of Director. 84/11/13. 

WILLIAMS, J. W. Florida Power 8e Light Co. 2pp. 28127:238. 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


-8412280207 Forwards corrected notice of violation from insp on 
830926-1025. 

LEWIS, R.C. Division of Project 8< Resident Programs. 84/01/20. 
WILLIAMS, J. W. Florida Power 8e Light Co. Ip. 28128:123. 24X 
Fiche: 50-250, 84/04/06, 8412280192. 


— 8412280363 Ack receipt of 840604 Itr informing NRC of steps taken t 
correct violations noted in Insp Repts 50-250/84-11 & 

50-251/84-11. Position on Violation 2 will be addressed in 
future correspondence. 

LEWIS, R.C. Region 2, Office of Director. 84/06/15. WI LLIAMS, 3. i 
Florida Power & Light Co. Ip. 28127:240, 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


— 8412280212 Corrected notice of violation from insp on 830926-1025. 

♦ Region 2, Office of Director. 84/01/20. 6pp. 28128:124. 24X 

Fiche: 50-250. 84/04/06, 8412280192. 


— 8412280216 Forwards Insp Repts 50-250/83-38 & 50-251/83-38 on 
830926-1025 Ik notice of violation. 

LEWIS, R.C. Division of Project it Resident Programs. 84/01/09. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28128:130 24X 
Fiche: 50-250, 84/04/06, 8412280192. 


— 8412260221 Notice of violation from 
* Region 2, Office of Director. 
Fiche: 50-250, 84/04/06, 8412280192. 


insp on 830926-1025. 

84/01/09. 3pp. 28128:132. 24X 


8412280374 Responds to NRC 840501 Itr re violations noted in Insp Ri 
50-250/84-11 & 50-251/84-1 1. Corrective actions; personnel 
counseled re valve clearance procedure 8< initial air aerosol 
mixing uniformity test procedures developed, 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/04 0 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 28127:241. 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


—8412280377 Forwards Insp Repts 50-250/84-11 «< 50-251/84-11 on 
840301—0406 Zt notice of violation, 

LEWIS. R.C. Region 2, Office of Director. 84/05/01. WILLIAMS, J U 
Florida Power & Light Co. 2pp. 28127:247. 24X 

Fiche: 50-250, 84/11/13, 8412280359. 


—8412280229 Insp Repts 50-250/83-38 St 50-251/83-38 on 830926-1025. 
Violation noted: both containment spray pumps inoperable 
during normal power operation St annunciator St indicator 
problems existed w/o corrective or documentary actions 
VOOT-LOWELL, R. V, ELROD, S. A. Region 2, Office of Director. 

84/01/05. 12 pp. 28128:135. 24X Fiche: 50-250, 84/04/06, 8412280192 . 


8412280380 Ack receipt of 840319 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/83-41 8< 

50-251/83-40. Supplemental response should be submitted to 
address corrective actions. 

i Project Sc Resident Programs. 84/04/06. 

WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28126- 1S2 24 X 

Fiche: 50-250, 84/04/06, 8412280380. 24X 


—8412280392 Responds to NRC 840216 Itr re violations noted in Inso Rei 
50-250/83-41 & 50-251/83-40. Corrective actions: Maint 
Procedure 12207 revised, adding precaution to wait 20 minutes 
after shutdown prior to commencing procedure. 

WILLIAMS, J.W. Florida Power Sc Light Co. 84/03/19. O'REILLY, J P 
Region 2, Office of Director. 3pp. 28126:183. 24X 

Fiche: 50-250, 84/04/06, 8412280380. 


50-251/83-40 on 831203- 


— 8412280408 Forwards Insp Repts 50-250/83-41 
840106 Sc notice of violation. 

HIlXIAMs'j Rtsid.nt Progr.ms, 84/02/16. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp 28126- ISA ojly 

Fiche: 50-250, 84/04/06, 8412280380 . 28126 . 186 . 24X 


—84122TO413 Notice of violation from insp on 831203-840106. 

O'!* Project Sc Resident Programs. 84/02/16 Onn 

28126:188. 24X Fiche: 50-250. 84/04/06, 8412280380. 


........ ,i.., 

KRW.H. , WElSEcS. Region 2, Office of Director ELROD B A 

28^^ !% e4/02>06 

28126.190. a4X Fiche: 50-250,84/04/06,8412280380. 


8412200385 Notice of violation from insp on 840301-0406. 

* Region 2, Office of Director. 84/05/01. 2pp. 28127*249 

Fiche: 50-250, 84/11/13, 8412280359. 


—8412280401 Insp Repts 50-250/84-11 8c 50-251 /84-U on 840301-0406. 
Violation noted : fa i 1 ure to follow procedure for valve 
clearance tags Sc failure to complete surveillance testing of 
emergency containment filter sys. 

4 , ELROD, S. A. Region 2, Office of Director. 

84/04/26. ilpp. 28127:251. 24X Fiche: 50-250, 84/1 1 / 13 , 8412280339 


Svc lisi 


8411150064 IE Info Notice 84-83, "Various Battery Problems 
end. 

JORDAN, E. L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co of Mi 

York, Inc. 120pp. 27807:058. 24X Fi c he : 50-000, 84/1 1 / 19, 841 1 1 500d 


forwards Insp 


ou-ic:o 1/04-33 on 


841022-26. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/20. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28113-296 
Fiche: 50-250, 84/1 1 / 20 , 0412270577. 


—8412270580 Insp Repts 50-250/84-32 S< 50-251/84-33 on 841022-26 No 
violation or deviation noted. Major areas inspected* QC 8c 
confirmatory measurements, including reviews of lab QC 
program 8c chemical 8c radiochemical procedures 
«/?;/■,»' «™TeOMERV,D.M. R.aion 2, Offic, of Dir.ctor. 

84/11/19. 12pp. 28113:298. 24X Fi c hs : SO-250. 84/1 1 /20. 84I2270S77 


Buiutm 84 - 03 , "R.fo.lins Cvlto 
Water Seal. Catastrophic failure of cavity seal not ^ 
credible event due to inherent design differences 


iiT, lYAuo ... -.sign differences. 

WILLIAMS. J. W. Florida Power 8c Light Co. 84/11/23, 
Region 2, Office of Director. 5pp. 28036*026 24 X 

Fiche: 50-250,84/11/23, 8412210114. • «!X 


O'REILLY. J, P. 
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0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000. B4/1 1/27. 841 1210360. 


0412070069 Forwards NRR draft input to SALP review for Jul 1983 - Oct 
1984, for review & c omment s. A 1 1 comments received by 841204 
will be considered in final rept. 

MCDONALD, D. 0. Operating Reactors Branch 1, 84/11/27. El SENHUT, D. G. 

Division of Licensing. 3ERNER0, R. M. Division of Systems 
Integration (post 811005). VOLLMER, R, H. Division of Engineering. 
9pp. 27843:341. 24X Fi c h e : 50-250, 84/ 1 1/27, 841 2070069. 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Inspection Programs (Post 
830103), 84/11/30. Consolidated Edison Co. of New York, Inc. 

aapp. 27967:086. 24X Fi c h e : 50-000, 84/ 1 1 /30, 841 1280366. 


0411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Zt Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X F i c he : 50-000, 84/1 1 /30. 8411280370. 


S412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fi c he : 50-000. 84/12/03, 8412030021. 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fic he ; 50-000, 84/12/03. 8412030028. 


8412270459 Ac k receipt of 841113 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/84-27 & 

50-251 /84-28. Correct! ve actions will be examined during 
future insp. 

□LSHINSKI, J. A. Region 2, Office of Director. 84/12/03. 

WILLIAMS, J. W. Florida Power & Light Co. Ip. 28114:037. 24X 
Fiche: 50-250. 84/12/03. 8412270459. 


— 8412270464 Responds to NRC 841010 Itr re violations noted in Insp Repts 
50-250/84-27 & 50-251 /84-2S. Correc t ive actions: procedure 
revised to include 45-day Tech Spec time limit for sample 
analysis S: new decontamination procedure generated. 

WILLIAMS, J. W. Florida Power & Light Co. 04/11/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 28114:038. 24X 

Fiche: 50-250. 84/12/03, 8412270459. 


— 8412270492 Forwards Insp Repts 50-250/84-27 & 50-251/84-28 on 
840820-24 S', notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/12/03. WILLIAMS. J. W. 

Florida Power & Light Co. 2pp. 28114:041. 24X 

Fiche: 50-250, 84/12/03, 8412270459. 


— 8412270496 Notice of violation from insp on 840820-24. 

* Region 2, Office of Director. 84/10/10. Ip. 28114:043. 24X 

Fiche: 50-250, 84/12/03, 8412270459. 


— 8412270503 Insp Repts 50-250/84-27 «< 50-251/84-28 on 840820-24. 
Noncompliance noted : fa i 1 ur e to analyze carbon samples from 
emergency containment filter within 45 days & failure to 
have work permit for decontamination activity. 

HOSEY, C.M. , COOPER, W. T. , JENKINS, C. R. Region 2, Office of 
Director. 84/10/10. 11pp. 28114:044. 24X Fiche: 50-250. 84/12/03, 

8412270459. 


8412050463 EN-84-003A: noti c e of violation %t proposed imposition of 
civil penalties in amount of <s40i 000 to be issued to 
1 icensee. Action based on violation re entry into high 
radiation area, result ing in worker overexposure. 

FLACK, E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/12/04. Ip. 27765:068. 24X Fiche: 50-250, 84/12/04, 

8412050463. 


8412100158 Forwards evaluations & conclusions mitigating civil penalty 
as result of violations noted in Insp Repts 50-250/83-37 & 
50-251/83-37 re radiation procedures. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/04. WILLIAMS, J. W. Florida Power 8< Light Co. 
11pp. 27867:217. 24X Fiche: 50-250. 84/12/04, 8412100158. 


8412190460 Forwards NRR input for SALP rept for Jul 1983 - Oct 1984. 
MCDONALD, D. G. Operating Reactors Branch 1. 84/12/04. Division of 

Project & Resident Programs. 8pp. 28016:335. 24X 

Fiche: 50-250, 84/12/04, 8412190460. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens it i z ed 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, llSpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "(iC Problems of Meteorological 
Measurements Programs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche; 50-000. 84/12/ 10, 8412060594. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fir© 
Pump Diesel Engines." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fic he ; 50-000. 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/ 17, 8412120547. 


S. Reportable occurrences, LERs 8c related correspondence 


8412010100 PNO-1 1-84-090: on 841 124, w/unit operating at 100*/. power, 
electrical ground fault on 4,160-volt safety bus deenergized 
reactor coolant pump, causing reactor trip from low reactor 
coolant flow. 

ELROD, S. A., DANCE. H. C. Region 2, Office of Director. 84/11/26. Ip. 
27709:224. 24X Fiche; 50-251. 84/11/26, 8412010100. 


V. Operator Examinations 


8412210245 Responds to NRC 840928 proposed imposition of civil penalty 
for violations noted in Insp Repts 50-250/84-04 8<: 

50-251/84-09. Performance enhancement program developed & 
imp lemented. 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/11/13. 0 'REILLY, J. P. 

Region 2, Office of Director. llpp- 28033:232. 24X 

Fiche: 50-250. 84/11/13. 8412210245. 


— 8412210251 Ack receipt of 840713 Ur transmitting Order EA-84~55 
confirming plant performance enhancement program Rev 1 8c 
addition of new class of reactor operator license 
candidates. 

WILLIAMS. J. W. Florida Power & Light Co. 84/07/31. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28033:243. 24X 

Fiche: 50-250, 84/11/13, 8412210245. 
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F. Security, medical, emergency 8c fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information 8c Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000. 84/06/14, 8412200033. 


8412120343 Revised emergency plan implementing procedures, inc lud ing 
QEP 340-5 re station fire fighting 8< QEP 340-51 re fire 
drill worksheet. 

* Commonwealth Edison Co. 84/03/30. 9pp. 27879:278. 24X 

Fiche: 50-254. 84/08/30, 8412120343. 


8412040080 Revised emergency plan Implementing procedures, including 
QEP 190-1 re operational support ctr director implementing 
procedure 8< QEP 320-1 re activation of emergency 
organization. 

* Commonwealth Edison Co. 84/10/31. Upp- 27750:179. 24X 

Fiche: 50-254, 84/10/31, 8412040080. 


8412060615 Further response to FOIA request for 10 8c 50-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, J. M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50— 000, 84/11/13, 

8412060615 . 
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8412040202 Forwards cKercise rept of B40828-29 joint exercise of 
offsite radiological emergency preparedness plans for 
State of IL<Rock Island County & Cities of Cordova & Port 
Byron. Deficiency re emergency broadcast sys identified. 

KRIMMfR.W. Federal Emergency Management Agency. 84/11/14.^ 

JORDAN^ E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 27744:080. 24X F i c h e: 50-254, 84/1 1/14. 

8412040202. 


— S412040205 Describes news media ctr & Moline Public Hosp medical 
support exercise weakness in capability discovered during 
340828-29 plant emergency exercise & 840911-12 medical 
support exercise. 

yEAVER.W, J. Federal Emergency Management Agency. 84/10/19. 
KEPPLER, J. G. Region 3, Office of Director. 3pp. 27744:082. 

Fiche: 50-254. 84/11/14, 8412040202. 


24X 


—8412040209 Exercise rept of 840828-29 joint exercise of offsite 
radiological emergency preparedness plans for State of IL. 
Rock Island County St Cities of Cordova & Port Byron & 
yhitasida County & City of Albany. 

Federal Emergency Management Agency. 84/10/18. 50pp. 

27744:085. 24X Fiche; 50-254. 84/ 1 1 / 14. 8412040202. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone directory. W/841219 release memo. 

MOORE. R. D. Commonwealth Edison Co. 84/11/30. Record Services 

Branch (Document Control Desk). 5pp- 28137:280. 24X 

Fiche: 50-000, 84/11/30. 8412310219. 


8412310241 Public version of revised generating stations emergency plan 

telephone directory. 

OALLEiD.P. Commonwealth Edison Co. 84/11/08. 53pp. 28137:285. 

24X Fiche; 50-000. 84/11/30. 8412310219. 


8412310342 Notification of rescheduled 841214 meeting to 850104 
w/Mark 1 Owners Gr oup . NUFECH, Struc tura 1 Mechanics Assoc 8( 

Franklin Research Ctr to discuss use of CMDOF code. 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/26. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip- 28133:359. 24X 

Fiche; 50-000. 84/11/26, 8412310342. 


8412050184 Notification of 841214 meeting w/Mark I Owners Or oup. NUTECH, 
Structural Mechanics Assoc & Franklin Research in Bethesda, 

MD to discuss use of CMDOF code to determine coupling 
between torus & torus attached piping. 

SIEGEl, B. L. Operating Reactors Branch 2. 84/11/27. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip- 27812:036. 24X 

Fiche: 50-000. 84/11/27. 8412050184. 


8412050483 Application for amend to Licenses DPR-29 8< DPR-30, revising 
Tech Specs re containment pressure setpoint & deleting MSIV 
survei 1 lance. Fee paid. 

RYBAK, B. Commonwealth Edison Co. 84/11/27. DENTON. H. R, Office of 
Nuclear Reactor Regulation. Director. 4pp. 27763:323. 24X 

Fiche: 50-254, 84/11/27. 8412050483. 


— 8412050484 Proposed Tech Spec revising containment pressure setpoint 
8t deleting MSIV surveillance. 

* Commonwealth Edison Co. 84/11/27. 19pp. 27763:327. 24X 

Fiche: 50-254. 84/11/27. 8412050483. 


8412060177 Forwards response to Generic Ltr 84-23 re description of 
plans to improve reactor vessel water level instrumentation, 
including leg overheating mechanical level indication 
equipment replacement. 

ALEXANDER. 0. Commonwealth Edison Co. 84/12/04. DENTON. H. R. Office 
©■f Nuclear Reactor Regulation. Director. 6pp. 27792:353. 24X 

Fiche: 50-000. 84/12/04, 8412060177. 


8412050381 Informs that problems discovered which prevent proper 
operation of existing A-Model per NUREG— 0737. Sup p 1 1. Amend 
to confirmatory orders changing A-Model implementation 
deadline from 850101 to 860101 requested. 

ALEXANDER. G. Commonwealth Edison Co. 84/12/03. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 27773:238. 24X 

Fiche-: 50-000. 84/12/03. 8412050381. 


8412100055 Informs that Revs 4 «« 4A to generating stations emergency 
plan submitted 840524 it Oct 1984. respectively, consistent w/ 

10CFR50. 54(a > requirements h do not decrease plan 
effectiveness. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/12/04. REED. C. 
Commonwealth Edison Co. 2pp. 27835:058. 24X Fiche: 50-000. 84/12/04. 

8412100055, 


8412310449 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for ^4RC review of 45-day schedule instead 
of 20-day schedule as requested on 820112 & 830826. Schedule 
for exercises occurring after 850301 provided. 

PAPERIELLO. C. J. Region 3, Office of Director. 84/12/14. REED.C. 
Commonwealth Edison Co. 2pp. 28134:225. 24X Fiche: 50-000, 84/12/14. 

8412310449. 


8412260265 Rev 13 to Emergency Plan Procedure QEP 200-Tl re emergency 
action levels & index. 

* Commonwealth Edison Co. 84/12/17. 13pp. 28058:210. 24X 

Fiche: 50-254. 84/12/17, 8412260265. 


J. Insurance 8t indemnity information 


8412050415 Forwards Endorsements 82 8< 69 to NELIA Policies NF-187 & 
NF-201 & Endorsements 67 It 58 to MAELU Policies MF-54 & 

MF-64, respectively. 

OSTER.J. Commonwealth Edison Co. 84/11/30. SALTZMAN, J. Assistant 
Director for State Licensee Relations. 5pp. 27773:264. 24X 

Fiche: 50-000. 84/11/30. 8412050415. 


0. Inspection reports. IE Bulletins & correspondence 


8411150064 IE Info Notice 84-83. “Various Battery Problems. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, 8411150064. 


8412140032 Forwards Insp Repts 50-254/84-23 It 50-265/84-21 on 
841025-1104. 

NORELIUS, C, E. Region 3. Office of Director, 84/11/19. 

0 'CONNOR, J. J. Commonwealth Edison Co. 2pp. 27955:147. 24X 

Fiche: 50-254, 84/11/19. 8412140032. 


—8412140038 Insp Repts 50-254/84-23 It 50-265/84-21 on 841025-1104. 
Noncomp liance noted : fai 1 ur e to maintain operator at controls 
of operating reactor. 

CHRISSOTIMOS. N. Region 3, Office of Director. 84/11/16. 7pp. 
27955:149. 24X Fich e: 50-254, 84/1 1 / 19. 8412140032. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fic he : 50-000. 84/1 1 /27, 8411210360, 


8412210108 Forwards Insp Repts 50-254/84-22 & 50-265/84-20 on 841029- 
1102. No violations or deviations noted. 

GREOER. L. R. Region 3, Office of Director. 84/11/28, REED, C. 
Commonwealth Edison Co. 2pp. 28052:148. 24X Fic he: 50-254, 84/11/20, 

8412210108. 


— 8412210112 Insp Repts 50-254/84-22 It 50-265/84-20 on 841029-1 102. No 
violations or deviations noted. Major areas inspected: 
operational radiation protection program, inc lud ing 
organization It mgt control s. training & qualifications. 

MILLER, D. E. , LO VEND ALE. P. C. Region 3, Office of Director. 

84/11/27. 13pp. 28052:150. 24X Fi c he ; 50-254, 84/1 1 /28. 8412210100. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8c Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

aspp. 27967:086. 24X Fiche: 50-000. 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30. 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 
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8412030028 
Svc list 
JORDAN. E. 
Response 
Yor(<- Inc 


IE Info Notice 84-88, "Standby Gas Treatment Sys Problems, 
end. 

L. Division of Emergency Preparedness & Engineering 
(Post S30103). 84/12/03. Consolidated Edison Co. of New 

122pp 27966093. 24X Fic he : 50-000, 84/12/03, 8412030028. 


8412200599 Forwards list of ref matl needed by 831107 for 831213 
reactor operator & senior reactor operator written exams St 
831214-15 oral exams. W/o end. 

STREETER, J. F. Region 3, Office of Director. 83/09/21. REED* C. 
Commonwealth Edison Co. 2pp. 28032:056. 24X Fiche: 50-254* 83/09/21* 

8412200599. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsens i t i z ed 316 Stainless Steel. " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24X Fic he: 50-000, 84/12/07, 8412050081. 


8412190436 Forwards reactor 
certificates. W/o end. 
SPESSARD, R. L. Region 3, 
Commonwealth Edison Co. 


operator St senior reactor operator 

Office of Director. 83/11/01. KALIVIANAKIS 
Ip. 28029:352. 24X Fi c h ©; 50-254* 83/ 1 1 /01 * 


8412190436. 


8412050090 IE Info Notice 84-90, "Mai 
Environ Qua 1 if i cat ion of Equipment. 
JORDAN, E. L. Division of Emergency 
Response (Post 830103). 84/12/07. 

York, Inc. U4pp. 27966:215. 24X 


n Steam Line Break Effect on 
" Svc list end. 

Preparedness 5t Engineering 

Consolidated Edison Co. of New 
Fic he: 50-000,84/12/07. 8412050090. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 

F. Security* medical* emergency & fire protection plans 


8412140219 EN-84-073:on 841212, notice of violation & proposed 
imposition of civil penalty in amount of $50,000 will be 
issued, based on violation re licensed operator leaving 
assigned position unattended for 15 minutes. 

BEACH. B., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/12/07. Ip. 27920:352. 24X Fiche : 50-254. 84/12/07. 

8412140219. 


8412170089 Further response to FOIA request for 16 categories of 
documents. Forwards App A & B documents, per Category 6, r® 
regulatory effectiveness review. App B documents partially 
withheld (ref FOIA Exemption 3). Documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/04/30. SHOLLY* S. C. 
Union of Concerned Scientists. 6pp. 27970:106. 24X 

Fiche: 50-000, 84/04/30, 8412170089. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/10, 

York, Inc. 116pp. 28032: 130 


Consolidated Edison Co. of New 
24X Fiche: 50-000.84/12/10, 8412060594. 


— 8412170211 Forwards proposed Itr to licensee requesting addl info re 
safeguards concerns identified in 821209 regulatory 
effectiveness review. 

MCCORKLE, G. W. Power Reactor Safeguards Licensing Branch. 

83/04/27. THOMAS, C.o. Standard i zat ion & Special Projects Branch. 
2pp. 27970:149. 24X Fi che: 50-000, 84/04/30, 8412170089. 


8412120541 IE Info Notice 34-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc 119pp 28123:131. 24 X Fi che : 50-000, 84/12/ 17. 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412260431 Monthly operating repts for Nov 1984. W/841203 Itr. 

KIMLER.D. , KALIVIANAKIS. N Commonwealth Edison Co, ■» I owa-1 1 1 inois 
Gas 8t Electric. 84/11/30. 21pp. 28063:015. 24X 

Fiche: 50-254, 84/11/30, 8412260431. 


— 8412170292 Forwards summary of 820913-17 Safeguards regulatory 
effectiveness review & proposed Itr transmitting rept to 
util & requesting responses to safeguards concerns. Re lated 
info encl. 

BURNETT, R.F. Division of Safeguards. 82/11/19. EISENHUT, D. 
Division of Licensing. 38pp. 27970:163. 24X 

Fiche: 50-000, 84/04/30, 8412170089. 


— 8412170377 "Safeguards Regulatory Effectiveness Review, Pal isades 
Nuclear Power Station. " Info deleted. 

* NRC - No Detailed Affiliation Given. 82/09/30. 16pp. 

27970:241. 24X Fiche: 50-000* 84/04/30, 8412170089. 


8412060279 Forwards Safeguards Insp Rept 50-255/84-24 on 841029-31 & 
1101-02 & notice of violation. Notice of violation it details 
withheld (ref 10CFR73. 21). 

AXELSONiW.L. Region 3, Office of Director. 84/11/29. DEWITT, R.B. 
Consumers Power Co. 2pp. 27791:025. 24X Fiche: 50— 255* 84/11/29* 

8412060279. 


8412180533 Forwards listing of changes, tests 8< experiments completed 
during Nov 1984. Summary of safety evaluation reported per 
10CFR50. 59. _ ^ 

KALIVIANAKIS, N. Commonwealth Edison Co. 84/12/10. CASE, E. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28003:273. 24X 

Fiche: 50-254, 84/12/10, 8412180533. 


— 8412060291 Safeguards Insp Rept 50-255/84-24 on 841029-31 & 1101-02. 
Noncompliance noted: fa i lur e to adequately protect safeguards 
info. Details withheld (ref 10CFR73. 21). 

BELANGER, U. L. , STAPLETON, B . W. * CHRISTOFFER* G. Region 3* Office of 
Director. 84/11/28. 2pp. 27791:027. 24X Fiche; 50-255* 84/1 1/29, 

8412060279. 


V. Operator Examinations 


8412200606 Lists info required to judge usefulness of Dresden simulator 
for administration of future Quad-Cities operator exams. 

Written & oral exams scheduled for wk of 830110, 

LITTLE, W. S. Region 3, Office of Director. 82/10/27. REED, C. 
Commonwealth Edison Co. 3pp. 28032:035. 24X Fiche: 50-254, 82/10/27, 
8412200606. 


8412200616 Forwards list of ref matl needed by 830311 for 830426 
reactor operator & senior reactor operator written exams it 
830427-28 oral exams. Simu lator exams not scheduled. W/o encl, 

LITTLE, W, S. Region 3* Office of Director. 83/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28032:026. 24X Fiche: 50— 254* 83/01/28* 
8412200616. 


8412190449 Forwards info from util re request for use of simulator at 
Morris Training Ctr to administer operator exams. Simulator 
for util personnel training & exam purposes acceptable subj 
to listed conditions. 

MCMILLEN, J. I. Division of Emergency Preparedness & Operational 
Support. 83/04/04. BECKHAM, D. H. Operator Licensing Branch. 2pp. 
28029:349. 24X Fiche: 50-254, 83/04/04, 8412190449. 


8412190457 Lists conclusions based on review of util 830311 Itr re 
usefulness of Morris Training Ctr simulator for 
administration of future operator exams. 

STREETER* J. F. Region 3* Office of Director. 83/06/24. RYBAK* B. 
Commonwealth Edison Co. 2pp. 28029:342. 24X Fic he: 50-254. 83/06/24. 

8412190457 . 


8412130333 Forwards "Palisades Nuclear Power Plant Site-Specific 
Offsite Radiological Emergency Preparedness Alert it 
Notification Sys.QA Verification." Alert sys satisfies 
requirements of NURE0-0654/FEMA-REP-1* Rev 1. 

SPECK, S.W. Federal Emergency Management Agency. 84/12/04. 

DIRCKS* W. J, Office Of the Executive Director for Operations. Ip. 
27900:201. 24X Fiche: 50-255, 84/12/04. 8412130333. 


— 8412130341 "Palisades Nuclear Power Plant Site-Specific Offsite 
Radiological Emergency Preparedness Alert it Notification 
Sys.QA Verification." 

* Affiliation Not Assigned. 84/11/16. 98pp. 27900:202. 24X 

Fiche: 50-255, 84/12/04, 8412130333. 


8412310419 Discusses submittal of annual emergency exercise objectives 
it detailed scenarios. Full detailed exercise scenario w/all 
controller info requested* per 45-day schedule. No change 
needed in 75-day schedule. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/14, 

DEWITT, R. B. Consumers Power Co. 2pp. 28135:355. 24X 

Fiche: 50-000* 84/12/14. 8412310419. 


P. Operating license stage documents correspondence 


8412050542 Submits equipment qualification program status rept for uk 
ending 841116. Encl list documents status of equipment 
qualif ication program SERs. 

KARSCH* R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi ch e: 50-000, 84/1 1/26, 8412050542. 
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, ■ j: .nc+-i -f irati ons for continued operation re 
P.nce o, N.c.aa. 

Reactor Regulation- Director, P- 27748.004. 

Fiche: 50-255- 84/11/30, 8412040034, 

•a.,. « finp far 841005 application for 

fl4iFil04S4 Reauests remittance of fee ror fk 

^tension o? deadline date for ^ 

electrical equipment per revised 

DIOGS.R.M. License Fee nanagement Bran h. 8^/12/05, 

VANDEWALLF, D. J. Consumers Power Co. Ip. 2 
Fiche: 50-255, 84/12/05, 8412110484. 

□412120297 ForMTdt, Ansnds 71 t. 36 ic I- 

resoectively & safety evaluation. Amends modify Tech SP®“ 
allLing plLt revieoi committees to review & approve certain 
documents fay document routing process, 04 / 10/10 

ZWOLINSKI, J. A. Operating Reactors Branch 5- 8^/12/10. 

VAMDEWALLE, D. J. Consumers Power Co. 4pp. 27979.3 5. 

Fiche: 50-000, 84/12/10, 8412120297. 

-8412120312 Abends 71 S. 86 to Licenoeo DPR-6 6 

modlf^iog Tech Spots allouing plant revieo, co^itteos to 
review h. approve certain documents by document routing 

ZWOLINSKI, J. A, Operating Reactors Branch 5. 8^12/10. lOpp. 

27879:329. 24X Fiche: 50-000, 84/12/10, 8412120297. 

8412120315 Safety evaluation supporting Amends 71 St 86 to Licenses 

DPR-6 St DPR-20. respectively. n R4/12/10 Sop 

Office of Nuclear Reactor Regulation, Director. 84/12/10. Dpp 
27879:339. 24X Fic he: 50-000, 84/12/ 10, 8412120297. 

8412260266 Forwards fee for extension of 

qualification of certain electrical equipment. p er 841205 

JOHNSON, a. D. Consumers Power Co. 84/12/19. MILLED W_a 

Fee Management Branch. Ip. 28058:223. 24X Fiche: 50-255, 84/12/19, 

8412260266. 

8412260202 Notifies of need for addl delay in responding to NRC B40626 
Itr re DHR capability- Multi-Plant Action B-57. Delay due to 
substantial personnel changes S< reorganization. Response will 
be submitted by end of Mar 1985. 

JOHNSON, B. D. Consumers Power Co. 84/12/20. 

Branch 5. Ip. 28055:126. 24X Fiche: 50-255. 84/12/20. 8412260202. 


Inspection reports, IE Bulletins & correspondence 


-8412200408 Insp Rept 50-255/84-22 on 841003,08,09 & 15-19. Violat 
noted- failure to adhere to radiation protection procedures, 
LQVENDALE.P C , OREOER,L. R. Region 3, Office of Director. 
84/11/21, 9pp. 28031:111. 24X F i c h e ; 50-255, 84/ 1 1 /2 1, 84 1 2200 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. '• Svc list end. , _ , 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post S30103). 84/11/27 

York, Inc. 126pp. 27807:179. 


Consolidated Edison Co. of 
24X Fiche: 50-000, 84/11/27, 841121 


8412060279 Forwards Safeguards Insp Rept 50 255/84-24 on 841029-31 
1101-02 & notice of violation. Notice of violation & details 
withheld (ref IOC FR 73. 21). 

AXELBON.W L Region 3, Office of Director. 84/11/29. DEWITT, R 
consumers' Power Co. 2pp. 27791:025. 24X F i c he : 50-255. 84/ 1 1 /2R 

8412060279. 


-8412060291 Safeguards Insp Rept 50-255/84 24 on 841029-31 & 1101 
Noncompliance noted : fai 1 ur e to adequately protect safeguards 
info Details withheld (ref 10CFR73. 21). 

BELANGER, J. L. , STAPLE TON, B . W. , CHR I STOFFER , G. Region 3, Offiq 
Director. 84/11/28. 2pp. 

8412060279. 


CHR I STOFFER, G. 

27791:027. 24X Fi ch e : 50-255, 04/ 1 1 


3411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8 -. Inspection Programs CP{ 
B30103). 84/11/30, Consolidated Edison Co. of New York, Inc. 

BBpp. 27967:086. 24X Fi c he : 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. o 

York, Inc. 116pp. 27965:224. 24X F ic he : 50-000, 84/11 /30, B4l 1 21 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Indue 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness &t Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. o 

YorL Inc. 117pp. 27965:340. 24X Fic he: 50-000, 84/12/03, 84120 


B412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Probl 
Svc list end. . « ■ 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. ci 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000. 84/12/03. 84 120 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER, J. F. Region 3. Office of Director. 83/07/29. 

TAMBLING, T. N. NRC - No Detailed Affiliation Given. 2pp. 28029:333. 
24X Fiche: 50-000. 83/07/29, 8412190465. 


8412030372 Forwards Insp Rept 50-255/84-20 on 841001-19 & notice of 
violation. 

LITTLE, W.S. Region 3, Office of Director. 84/11/14. DEWITT, R.B. 
Consumers Power Co. 2pp. 27735:355. 24X Fic he : 50-255, 84/1 1/14, 

8412030372. 


— 3412030376 Notice of violation from insp on 841001-19. 

LITTLE, W. S. Region 3, Office of Director. 84/11/15. 2pp. 
27735:357. 24X Fiche; 50-255, 84/11/14, 8412030372. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens itized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 81 Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. c 

York, Inc. 118pp. 27966:332. 24X Fic he: 50-000, 84/12/07, 8412C 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect or 
Environ Qualification of Equipment. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. i 

York, Inc, 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 84121 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/10, Consolidated Edison Co 1 

York, Inc. 116pp. 28032:130. 24X Fi c h e : 50-000, 84/12/ 1 0, 84 12 


— 8412030383 Insp Rept 50-255/84-20 on 841001-19. Noncomp 1 ian ce noted; use 
of noncalibr equipment & inadequate implementation of ASME 
Code requirements for pumps 8 c valves. 

EHG.P.L. , MOHLD,P.R. , REYES, L. A. Region 3, Office of Director. 
84/11/09. 7pp. 27735:359. 24X Fiche: 50-255, 84/11/14, 8412030372. 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ?c Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. t20pp. 27807:058. 24X Fiche: 50-000, 84/1 1 / 19, 8411 150064. 


8412200398 Forwards Insp Rept 50-255/84-22 on 841003,08,09 Zt 15-19 & 
notice of violation. 

QREGER, L. R. Region 3, Office of Director. 84/11/21. DEWITT, R.B. 
Consumers Power Co. 2pp. 28031:107. 24X Fic he : 50-255, 84/1 1/21, 

8412200398. 


— 8412200403 Notice of violation from insp on 841003,08,09 Sc 15-19. 
GREGER, L. R. Regions. Office of Director. 84/11/21. 2pp. 
28031:109. 24X Fiche; 50-255. 84/1 1/21, 8412200398. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummi 
Pump Diesel Engines," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, 

York, Inc. 119pp. 28123:131. 24X Fi c h e : 50-000, 84/1 2/ 1 7, 8412 


B412120547 IE Info Notice 84-93, "Potential for Loss of Water #r 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. 

York, Inc. 120pp. 28124:001. 24X Fi che: 50-000, 84/12/ 17, 84 12 


R, Periodic operating reports 8 c related correspondence 


8412050S28 Submits plant-specific backfitting tracking sys monti 
status rept for Oct 1984. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/1 1/2^ 
HOLAHAN, 0. M. Operating Reactors Assessment Branch. 9pp. 27{ 
24X Fiche: 50-000, 84/11/27, 84121050S2S. 
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8412110337 Foruards nonrad i o 1 o g i ca 1 
for iiay-Qct 1984. 

JOHNSON, B. D. Consumers Power Co. 
Office of Director. Ip. 27892: 1 
8412110337. 


NPDES noncompliance notifications 

84/11/30. KEPPLER.J.G, Region 3, 
13. 24X Fic he; 50-255, 84/11/30. 


8412110345 Nonradiological NPDES noncompliance notifications for 

S^'^ConLilr^ Power Co, 84/10/31. 27pp. 27892:114, 24X 

Fic he; 50-255, 84/1 1/30, 8412110337. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information S< Resource Service. 3pp. 28052:318. 24X 

Fiche-: 50-000, 84/06/14, 8412200033. 


8412130398 Forwards comments on BNL draft rept 
Disposal Annual Rept for Yr 1983. " 

JOHNSON, B. D. Consumers Power Co. 84/11/30. 
National Laboratory. 4pp. 27916:247. 24X 
8412130398. 


"Effluent 8< Waste 

TICHLER.J. Brookhaven 
Fiche; 50-255, 84/11/30, 


8412200623 Monthly operating rept for Nov 1984. W/841206 Itr. 
DIENES, A. F. , UANDENBERG, D. Consumers Power Co. 84/11/30. 
28032:017. 24X F i c h e : 50-255, 84/ 1 1 /30, 8412200623. 


5pp. 


S. Reportable occurrences, LERs & related correspondence 


8412060645 LER 84-017-01; on 840903, LPSI flow control valve CV-3006 
discovered less than fully open. Caused by misadjusted 
packing of valve during 1983/84 refueling outage. Full open 
position i d en t i f i e d . W/84 1 1 30 Itr. 

ROGERS, D. W. , JOHNSON. B.D. Consumers Power Co. 84/11/30. 
27825:122. 24X Fi c h e ; 50-255, 84/ 1 1 /30, 8412060645. 


2pp. 


8412050461 Forwards App R to 10CFR50, fire protection evaluation. 
Requests that 840823 scheduler exemption request be 
processed as expeditiously as possible in order to minimize 
impact of future outages. 

mills, L. M. Tennessee Ualley Authority. 84/10/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 27794:321. 
24X Fiche: 50-259, 84/10/31, 8412050461. 


— 8412050462 "Browns Ferry Nuclear Power Plant App R Fir® Protection, 
Oct 1984 Amend. Vols 1 2. " 

■M- Tennessee Valley Authority. 84/10/31. SSSpp, 27794:323. 24X 

Fiche: 50-259, 84/10/31, 8412050461. 


8412270259 Ac k receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84—20, 

50-260/84-20 & 50-296/84-20. Und ers tand i ng s reached at 841113 


meeting outlined. 

O'REILLY, J. P. Region 2, Office of Director. 84/11/21. 
Tennessee Valley Authority. 2pp. 28115:332. 24X 

Fiche: 50-259, 84/11/21, 8412270259. 


PARRIS, H. 0. 


8412060654 LER 84-015-01: on 840804, loss of electrohy draul ic control 
fluid pressure resulted in turbine trip automatic reactor 
trip. Caused by loose fitting on discharge line due to 
personnel error. Brae ket r ep 1 aced . W/S41 130 Itr. 

ROGERS, D. W. , JOHNSON, B.D. Consumers Power Co. 84/11/30. Jpp. 
27825:128. 24X Fi ch e : 50-255, 04/ 1 1 /30, 8412060654. 


8412130607 LER 84-022-01; on 840704, c onta inment dome temp measured at 
138 F. Determined reportable on 841022. Caused by personnel 
error. Containment temp limits estab 1 ished. W/841205 Itr^ 

ROGERS, D. W. , FRISCH, R.R. Consumers Power Co. 84/12/05. 3pp. 
27916:001. 24X Fiche: 50-255, 84/12/05, 8412130607. 

8412170079 LER 84-023-00: on 84 1 109, r eac tor protection sys low primary 
coolant flow trip improperly set. Caused by incorrect trip 
r'ai'ih'T nT«nri»dure o er f orme d . C or r ec t flow values 


coolant flow trip imprapevAy 
values. Cal ibr procedure p erf ormed. Correct flow values 
provided. W/841210 Itr. 

ROGERS, D. W. , FRISCH, R.R. Consumers Power Co, 84/12/10. 
27969:235. 24X Fi ch e : 50-255, 84/ 12/ 10, 84121 70079. 


3pp. 


8412270566 LER 84-024-00: on 841 1 15, dur ing hot shutdown, leak rate test 
indicated primary coolant sys unidentified leakage 
of Tech Specs. Caused by failed CRD seal housing. Seal housing 
replaced. W/841217 Itr. 

ROGERS, D. W. , FRISCH, R.R, Consumers Power Co. 84/12/17. Jpp. 
28113:159. 24X Fiche: 50-255, 84/12/17, 8412270566. 


—8412270269 Responds to NRC 840913 Itr re violations noted in Insp Repts 
50-259/84-20,50-260/84-20 & 50-296/84-20. Correct ive actions: 
plant operating instructions & emergency operating 
instructions revised re loss of air conditioning. 

MILLS, L. M. Tennessee Valley Authority. 84/10/15. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 7pp. 28115:334. 24X 

Fiche: 50-259, 84/11/21, 8412270259. 


— 8412270278 Notifies that fifth example in notice of violation 
accompanying Insp Repts 50—259/84-20,50-260/84-20 & 

50-296/84-20 omitted due to administrative over s i ght. Tec h 
Specs cited should be corrected as given. 

O'REILLY, J. P. Region 2, Office of Director. 84/09/21. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 28115:341. 24X 

Fiche: 50-259, 84/11/21, 8412270259. 


— 8412270287 Forwards Insp Repts 50-259/84-20,50-260/84-20 & 50-296/84-20 
on 840426-0525 & notice of violation. 

O'REILLY, J, P. Region 2, Office of Director. 84/09/13. 

PARRIS, H.G. Tennessee Valley Authority. 4pp, 28115:343. 24X 

Fiche: 50-259, 84 / 1 1 / 21 . 8412270259. 


— 8412270294 Notice of violation from insp on 840426-0525. 

* Region 2, Office of Director. 84/09/13. 2pp. 28115:347. 
Fiche: 50-259, 84/11/21, 8412270259. 


24X 


8412310455 LER 84-025-00: on 841119, leak rate test indicated primary 
coolant sys unidentified leakage in excess of Tech Spec 
limits. Leak found in chemical & vol control sys relief 
valve. Valve ex er c i sed . W/841219 Itr. ^ 

ROGERS, D. W. , JOHNSON, B. D. Consumers Power Co. 84/12/19. 3pp. 
28134:285. 24X Fiche: 50-255, 84/12/19, 8412310455. 


—8412270306 Insp Repts 50-259/84-20,50-260/84-20 8< 50-296/84-20 on 
840426-0525. Noncomp 1 ianc e noted : fa i 1 ure to meet engineered 
safeguard sys independence criteria «< design basis for 
electrical cable separation criteria. 

PAULK, G.L. Region 2, Office of Director. 84/09/11, 11pp. 

28115' 349. 24X Fi c h e : 50-259. 84/ 1 1 /21 , 8412270259. 


V. Operator Examinations 


8412200484 Notifies that written operator senior operator licensing 
exams scheduled for 830315. Oral exams scheduled for 830316 
Sc 17. Submittal of end ref matl requested by 830217 to avoid 

schedule delays. W/o end. ncuT-rT d n 

little, W. S. Region 3, Office of Direetcr.^ 82/12/15. DEWITT, R.B. 
Consumers Power Co. 2pp. 28030:213. 

84122004B4. 


24X Fiche: 50-255, 82/12/15, 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER, J. F. Region 3, Office of Director. 83/07/29. -oodo. 333 

TAMBLING, T. N, NRC - No Detailed Affiliation Given. 2pp. 28029.333 
24X Fiche: 50-000. 83/07/29, 8412190465. 


8412210010 Notifies that operator & senior operator written exams 
scheduled for 831212 8 c oral exams scheduled for 031215. 16, 

21,22 8 < 23, Approved ref matl listed in End 1 required by 


831024. W/o ends. 
STREETER, J. F. Region 3, 
Consumers Power Co. 2pp. 
8412210010. 


Office of Director. 83/09/21. DEWITT, R.B. 
28051:303. 24X Fiche: 50-255, 83/09/21, 


8412280309 Forwards Insp Repts 50-259/84-42,50-260/84-42 & 
50-296/84-42 on 841023-25. No violations or deviations 

VERRELLI, D. M. Region 2. Office of Director. 84/11/21. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28126:352. 24X 

Fiche-: 50-259, 84/11/21, 8412280309. 


— 8412280320 Insp Repts 50-259/84-42,50-260/84-42 8 < 50-296/84-42 on 
841023-25. No violations or deviations identified. Major areas 
inspected: small-scale emergency exercise. 

DECKER, T.R. Region 2, Office of Director. 84/11/20. 10pp. 

28126:354. 24X Fiche: 50-259, 84/11/21, 8412280309. 


8412050645 Notification of 841204 meeting w/util in Bethesda, MD to 
discuss problems associated w/mods to control room design 

KENYON, T. J. Licensing Branch 4. 84/11/27. ADENSAM, E. 0. Licensing 

Branch 4. 6 pp. 27783:321. 24X Fiche: 50 - 000 , 84/1 1/27, 8412050645. 


8412040017 Revised emergency procedures, indud ing IP-1, "Operations 
Duty Special ist-Transportation Accident Involving Shipment 
of Raduiaste from TVA Facility" & IP-5, "Operations Duty 
Specialist Procedure for General Emergency. " W/841i28 Itr. 

WEBB, W. E. , ISOM, B.G. I HUFHAM, J. W. Tennessee Valley Authority. 
84/11/28. 0 'REILLY, J. P. Region 2, Office of Director. 25pp. 

27747:009. 24X Fich e: 50-000, 84/1 1/28, 8412040017. 



56 


DOCKETED ITEMS 


Man implementing pnocedures, incl, 

IP 4 Site Area Emergencg." lP-5 "Oenera! Emergencu, ® ‘"'■^“*"9 

i"Ju>2s"' 'o“rEiS;:'j®p: “pegio^'^E!' Off'crorDir^ct^^ 

27746:062, 24X Fi c h e: 50-259, 84/ 1 1 /2ai 841 2040228, 


Forwards Safeguards Insp Repts 50-259/84-30 sn 
50-296/84-30 or, 840820-24 8. notice of violation & 
<r:rj0C?R7a2n''^^ P«nalt,. Notice . rept detaUs ^itJhei: 

Tenn«sIe''vrilerA;t°ho?'it°'''3p%.“' 278S9'SS6 PARRIs. H. 0, 

Fiche; 50-259, 84/12/05, 8412120045. 


Safeguards Insp Repts 50-259/84-30, 50-26n/CA . 

50-296/84-30 on 840820-24. violat i on noted 

Withheld (ref 10CFR73. 21 ) 

ENNIS, J. D. Region 2. Office of Director 84/in/ici 

27889. 009. 24X Fi c he: 50-259. 84/ 1 2/05, 8412120045. 


8412270339 Rev to Radiological Emergencu Plan Imnlom - 

O'Reilly; j.' p. 2 ] ^^''=^ 21 . 

Flche; 30-259, 84/12/21, 8412270339. 28087:241 24X 


Insurance & indemnity information 


8412270304 Forwards Endorsements 76 8t 77 to NELIA Pol in. wc 
Endorsements 64 & 65 to MAELU Policy MF-66. ^ 

DUCK, J. R, Marsh & McLennan, Inc. S4/i2/ia SALT 7 Maw i 
? Licensee Relations 5pp 095 

Fiche: 30-259,84/12/18, 8412270304 28088.095. 24x 


DUCK, J. R. Marsh & McLennan, Inc. 84/12/20 PAt i 

Director for State & License® Relatione Assistant 

Fiche: 30-259,84/12/20 .sTllllmZ """■ 28110:343. 24X 


documents & correspondence 


iT,4i‘T/r ---- 

uSI^if • ConceinL''sci:ntisi:.* ^• 

Fiche: 50-000, 84/06/05, B412120193. 


—8412120221 App of PRA results for BWR plants 

279 ^^ 097 ''" Affiliation Given. 84/06/05. 90Opp 

-i/948.097. 24X Fiche: 50-000, 84/06/05,8412120193. 


quRllficAtion prosr,™ SER^ ' 'Puipment 

27783:310. 24X Fich.:5o:ooori4/n/2r8«30sX5«””""‘' 


program. installed as part of environ qualification 

of“NocI::rR::c%om^R:2„?at;on.“Slrecto;"'‘24 ». 

24X Fiche: 50-259. 84/12/10, 8412130377. A4pp. 27903:291. 


8412100335 Informs that util samplina mill, 

i^hnton,h.r. 

24X Fiche; 50-259, 84/12/13, 8412180335.' 2 pp. 27999:326. 


--ittee. 

Office of Nuclellr RHctoi ®^"^2/13. DENTON, H.R. 

24X Fiche: 50-259, 84/12/13, 8412i30l6S.' 2 pp. 28022:291 


r®spon 8 ibilitin**of*pi«nt*opiiJtion' ***^*?^”® cfi'tain review 
* Tennessee Valleu AuJJlJJ. committee. 

Fiche: 50-259, 84/12/13, 8412200168. ^ ^^PP- 28022: 293. 


exemption from test interval requirements of 
10CFR50,App J due to current refueling outage proiected to 
last until Summer 1985. List of applicable components & 
justification end. 

DOMER,J. A. Tennessee Valley Authority, 84/12/21 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director 13 do PSORT- ooa 

24X Fiche: 50-259, 84/12/21, 8412270375, 28087.206. 


Q. Inspection reports, IE 


lulletins S; correspondence 


8412010067 Supp Is 820804 response to NRC 820616 Itr re violations no 
in Insp Repts 50-259/82-11,50-260/82-11 & 50-296/82-1^7 
outlined in 840302 8. 05 t e 1 c ons. Corr ec t i ve actions- two 
supports on reactor water cleanup sys modified. 


Tennessee Valley Authority. 84/03/21. O'REILLY. JP 
Region 2, Office of Director, 2pp. 27704-334 24X 

Fiche: 50-259, 84/03/21 , 8412010067. 


8412280180 Forwards Enforcement Conference Repts 50~259/R4 -rh 
50-260/84-35 8, 50-296/84-35 on 840830. Meeting bene^idd 1 

provided for better understand ing of insp finding & 
enforcement issues. 

O'REILLY, J. P, Region 2, Office of Director. 84/09/13 PARRIR w 
Tennessee Valley Authority. 2pp. 28128-219 24X ' 

Fiche: 50-259, 84/09/13, 8412280180. 


“°*3o“?l%455°irS4SRmn°M'“''’'"“ =0-259/84-33, 50-860/84-33 

50 296/84 35 on 840830. Major areas d i sc ussed : vi o 1 at i ons re 
inoperable RHR sve water pump aiax:ions re 

' '^ERRELLI.D. M. Region 2, Office of Director. 

11 4pp. 28128:221. 24X Fi c h e : 50-259, 84/09/ 1 3, 841228018i 


8412060353 Ac k receipt of 841019 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-31 
50-260/84-31 8. 50-296/84-31. ^ 

OLSHINSKI, J A. Region 2, Office of Director. 84/11/06 PARRIS, W 
Tennessee Valley Authority. Ip. 27825:274. 24X 

Fiche: 50-259, 84/11/06, 8412060353, 


—34^060364 Responds to NRC 840920 Itr re violations noted in T««n i 

repair for Class I piping will be revised to include QC 
mIm t«ln»ensional measurements of completed welds 

MILLS, L^M. Tennessee Valley Authority. 84/10/19 O'REILLY, J P 
Region 2, Office of Director. 4pp. 27825:275 24X 

Fiche: 50-259, 84/11/06, 8412060353. 


Insp Rept, 50-259/34-31,50-260/84-31 S. 

*■ of violation. 

LEWIS, R.C, Region 2, Office of Director, 84/09/20 PARRIS H( 
T.nn.soee Valley Authoritg. 2pp. 27825:279 24? PARRIS- H.( 

Fiche; 50-259, 84/11/06, 8412060353. 


—8412060378 Notice of violation from insp on 840822-24, 

Region 2, Office of Director. 84/09/20 2dd 27 SPSori 
Fiche: 50-259, 84/ 1 1 /06, 84 1 2060353. ^ ^ ' 


‘®''e?M2^24“vni?t;Jn =°:259f 4-31, 50-260/84-31 8. 50-296/84-31 on 
H4UH22 24^Violation noted: failure to establish (5C hold 

qualified visual examiners for performing 
verification on critical sys. ” 

COLEY, J. L. , BLAKE. J. J. Region 2, Office of Director R4/nF/ia 
6pp. 27825:283, 24X Fich e; 50-259. 84/1 1 /06, 8412060353, 


®''i?“4?0?0-5’2“Srii 50-259/34-41,50-260/84-41 «, 50-296/84 
VERRFLLT^n^M ^ O ^ deviations identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/ll/OA PARRTF w 
Tennessee Valley Authority. 2pp. 38127-341 24X ’ 

Ficha: 50-259, 84/11/06, 8412280266. 


*■ 50-296/84-41 on 

lns«e?ti? uoo7 ^ ^ deviations noted. Major areas 

sys operability. 

POERTNER, W. K. . WAGNER. P. D. , MADENAS, L. P. Region 2, Office of 

8^266.""^^^^°^- 2®^27:343. 24X c°he"io-2j9.‘^84/1l/0( 


^''8??02rRo^Crr’'''L!;*?/7* 50-259/OL-84-01 of exam adpiini otarad 
VERrIu? n i* “Mhl'dld (ref 10CFR2. 790). U/o rapt. 

VERRELLI, D. M. Region 2 , Office of Director. 84/11/14 PARRISH 
Tennessee Valley Authority. 2 pp, 27781:169 24X 

Fiche: 50-259, 84/11/14, 8412050664. 


^'^R^pt^'^so PRt violation noted in 

S'REm ; Action EA-84-25 due Lthin 30 days 

0 REILLY, J.P. Region 2, Office of Director. 84/11/16 PARRIS 

27826:218. 24X 

Fiche. 50-259, 84/11/16, 8412060223. 


DOCKETED ITEMS 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-83, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 

York, Inc. 120pp 


84/ll/i*5'- Consolidated Edison Co. of New 
27807:058. 24X Fi c h e : 50-000, 84/1 1/ 19. 841 1 150064. 


8412060135 Confirms 841103 telcon re 841204 mgt meeting at plant site 
to review status of regulatory performance improvement 
program. Proposed meeting agenda 
0 'REILLY, J. P. Region 2, Office of 
Tennessee Valley Authority. 2pp. 27827,042. 

Fiche: 50-259, 84/11/19, 8412060135. 


84/11/19. 
24 X 


PARRIS. H. G. 


8412270360 Notice of deviation from insp on 840716-20 & 24 26. 
«• Region 2, Office of Director. 84/09/21. Ip. 28116.013. 
Fiche: 50-000, 84/11/20, 841 1270296, 


8412270296 Ack receipt of 841022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp ®°“259/84-24, 

50-260/84-24, 50-296/84-24, 50-327/84-18 & 50-328/84-19. 

Staff assessment of licensee response encl. t. « 

OLSHINSKI , J. A. Region 2, Office of Director. 84/11/20. PARRIS, H.G. 

Tennessee Valley Authority. 3PP- 28116:001. 24X 

Fiche: 50-000. 84/11/20. 8412270296. 


-8412270317 Responds to NRC 840921 Itr re violations noted in Insp Repts 
50-259/84-24!^ 50-260/84-24. 50-296/84-24.50-327/84-18 & 

50 - 328 / 84 - 19 . Restriction imposed that only senior reactor 
ooerator mau act as instructor. 

MILLS, L.M. Tennessee Valley Authority. 84/10/22. 0 'REILLY, J.P. 

Region 2, Office of Director. 5pp. 28116:004. 24X 

Fiche: 50-000. 84/11/20, 8412270296. 


-8412270334 Forwards Insp Repts 50-259/84-24.50-260/84-24.50-296/84-24. 
50-327/84-18 & 50-328/84-19 on 840716-20 & 24-26 it 
notices of violation & deviation. 

LEWIS, R.C. Region 2, Office of Director. 

Tennessee Valley Authority. 2pp. 

Fiche: 50-000. 84/11/20. 8412270296. 


84/09/21. 
28116:009. 24X 


PARRIS. H. O. 


-8412270349 Notice of violation from insp on 840716-20 it 24-26. 

Region 2. Office of Director. 84/09/21. 2pp. 28116:011. 
Fiche: 50-000. 84/11/20. 8412270296. 


— 8412270381 Insp Repts 50-259/84-24.50-260/84-24.50 296/84-24, 
50-327/84-18 it 50-328/84-19 on 840916-20 it 24-26. Vio lat ions 
noted: failure to follow training procedure it failure of 
operator to participate in annual requal if ication exam. 

MMWDn .i . ncnc.B , JULIAN. C. Region 2. Office of Director 


S4/09/20! ' 28116^014! 24X Fiche; 50-000, 84/11/20. 8412270296. 


8412270259 Ack receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-20, 

50-260/84-20 & 50 - 296 / 84 - 20 . Understand ings reached at 841113 
meeting outlined. , 

O'REILLY, J. P. Region 2. Office of Director. 

Tennessee Valley Authority. 2pp. 

Fiche: 50-259, 84/11/21, 8412270259. 


28115: 332. 


84/11/21. 

24X 


PARRIS, H. 0. 


-8412270269 Responds to NRC 840913 Itr re violations noted in Insp Repts 
50-259/84-20.50-260/84-20 & 50-296/84-20. Correc t ive actions: 
plant operating instructions & emergency operating 
instructions revised re loss of air conditioning. 

MILLS. L.M. Tennessee Valley Authority. 84/10/15. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 28115:334. 

Fiche. 50-259, 84/11/21* 8412270259. 


24X 


—8412270278 Notifies that fifth example in notice of violation 


ing insp Repts 50-259/84-20, 50-260/84-20 & 

-20 omitted due to administrative oversight. Tec h 


accompany i 

30-296/84-20 omitted 

Specs cited should be corrected as given. 

O'REILLY, J. P. Region 2. Office of Director. 84/09/21, 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 28115:341. 
Fiche: 50-259. 84/11/21, 8412270259. 


-8412270287 Forwards Insp Repts 50-259/84-20.50-260/84-20 & 50-296/84-20 
on 840426-0525 notice of violation. 

O'REILLY, J P Region 2. Office of Director. 84/09/13. 

PARRIS, H.G. Tennessee Valley Authority. 4pp. 28115:343. 

Fiche: 50-259, 84/11/21, 8412270259. 


24X 


-8412270294 Notice of violation from insp on 840426-0525. 

* Region 2. Office of Director. 84/09/13. 2pp. 28115:347. 
Fiche; 50-259, 84/11/21. 0412270259. 


-8412270306 Insp Repts 50-259/04-20, 50-260/84-20 it 50-296/84-20 on 
840426-0525. Noncompliance noted: fai lure to meet engineered 
safeguard sys independence criteria & design basis for 
electrical cable separation criteria. 

PAULK, G. L. , PATTERSON. C, A. . CANTRELL. F. S. Region 2, Office of 
Director. 84/09/11. llpp- 
8412270259. 


28115:349. 24X Fiche: 50-259. 84/11/21. 


8412270469 Ack receipt of 84iiot 

correct violations noted in r informing 

50-260/84-37 it 50-296/84-37 Reots 50-25 

OLSHINSKI, J. A. Region 2, 

Tennessee Valley Authoritu 
Fiche: 50-259, 84/11/21, 8412270469 


NRC of steps taken to 
sp Repts 50-259/84-37, 


of Director. 
281 14: 150. 


84/11/21. 

24X 


PARRIS, H. G. 


-8412270480 Responds to fJRc SAinno 

50-259/84-37, 50-260/84-'5t re violations noted in Insp Rept 

accountability sys imp 1 


ive actions: 

directed to monitor wim d oil, " ^ shift supervisors 

MILLS, L.M. Tennessee Va U ^ ^ ' 

ffice of Director Ann 

Fiche: 50-259, B4/11/21, 84 122704 * 9 ’^ ' 


REILLY. J. P. 


3114: 151. 


24 X 


“9412270490 Forwards Insp Renr* 

50-296/84-37 on 840910-1^* S0-:259/84-37. 50-260/84-37 i 

LEWIS. R.C. Reaion 2. notice of violation. 


Tennessee Valley Authorit,, Director. 84/10/02. PARRIS. H. G. 

Fiche: 50-259. 84/11/21, 28114:157. 24X 


—8412270494 Notice of Violaf<„^ * 

* Region 2. Office of 840910-17. 

Fiche: 50-259, 84/11/21, 841225^^^;^ 84/10/02. 2 pp. 28114:159. 


24X 


— 8412270506 Insp Repts SO-PSo/o., 

840910-14. Violations noted a ? ' ** 50-296/84-37 on 

control procedures & faiiur radiation 

documents S; notices. ® conspicously post 

WEDDINGTON, R. E. , UENKlNS, G R o 

84/09/26 Bpp 28114- iaT ' "®9ion 2. Office of Director. 

• ioi. 24X Fiche: 50-259. 84/11/21, 8412270469. 


8412280309 Forwards Insp Renf. 

50-296/84-42 on B41023-2S^iyo ®9“259/a4-42, 50-260/84-42 it 


Identif ied 
VERRELLI, D. M, 


violations or deviations 


Region p. 


Tennessee Valley Author i ty ^ ^ Director. 

Fiche; 50-259. 84/1 1 /21 , 841 2280309 


28126: 352. 


84/11/21. 

24X 


PARRIS. H. 0. 


—8412280320 

841023-25, 


Insp Repts 50~2 hq/o.« 

.No violations or ^0-260/84-42 & 50-296/84-42 on 

inspected: small-scale eme!^«f identif ied. Major areas 

DECKER. T.R.. SARTOR, W. m exercise. 

84/11/20. 10pp. 28126- 2' Office of Director. 

*^*•354. 24X Fiche: 50-259, 84/11/21. 


8412280309. 


iencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, "D f • 

Transformers. " Svc list encl * 

JORDAN. E. L. Division of Emethr. « 

Response (Post 830103). e4/i?r2^'' Preparedness it Engineering 

York, Inc. 126pp. 27807; 179 1... Consolidated Edison Co. 


^ of New 

24X Fiche: 50-000. 84/11/27, 8411210360. 


8412270250 Ack receipt of a4liiii 1 *. , 

correct violations noted in t*. informing NRC of steps taken to, 

50 - 260 / 04-38 !, 50 - 296 / 84 - 3 ^ " 50 - 259 / 84 - 38 , 

OLSHINSKI, J. A. Region 2 , „ 

Tennessee Valley Authority T ^ir,,ctOT. 84/11/29. PARRIS, H. G. 

Fiche; 50-259. 84/11/29, 84122^0250’ 


28114:207. 24X 


-8412270257 Responds to NRC aaini-i i 

50-259/84-38. 50-260/84-30 7 ^^*^ ’'® violations noted in Insp Rept 

stores personnel retra inL actions: 

it requirements for shift ^fmoved from analyzer panel 

DOMER.J. A. Tennessee Van - advisor program changed. 

Region 2. Office of Directni 84/11/14. 0 'REILLY. J. P. 

Fi?he: 50-259, 84/11/29. 8452270250^^' 


-8412270262 Forwards Insp Ron+-« 

on 840826-0925 & noti^ 50-296/84-3 

Violation. 


on 840826-0925 it notice 
LEWIS. R.C. Region 2. Offir., 

Tennessee Valley Authoritu o ^^'''sctor. 
Fiche: 50-259. 84/11/29. 8412270250! 


84/10/12. 
28114:217. 24X 


PARRIS, H. G. 


-8412270266 Notice of violating a 

e. Region 2. Office of i’^®P 840825-0925. 

Fiche: 50-259. 84/11/29. 8412270250 . 


°‘^-°^’'®ctor. 84/10/12. 3pp. 28114:220. 24X 


8412270273 Insp Repts 50-2S9/o.i ... 

840826-0925. Violations f ^0-260/84-38 «< 50-296/84-38 on 


noted: failure to follow Procedure 


STEAR 83-01 vibration readi7«I ® Proce 

PAULK. O.L.. PATTERSON, c A 

V. A. . CANTRELL. F. S. Region 2, Office of 

28114:223. 24X Fic he: 50-259, 84/1 1 /29. 


Director. 84/10/02. 
8412270250. 


* C. A. 

lOpp. 


8411280366 IE Info Notice 84-85 t . 

Tc-99m Generators." Svc list encl 
GRACE. J, N. Division of qa. c 5 j..c« ’ 

830103). 84/11/30. Console ^ Inspection Programs (Post 

88pp. 27967:086. 24X Fich-— - -®‘^ Edison Co. of New York, Inc. 


®: 50-000. 84/11/30. 8411280366- 
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DOCKETED ITEMS 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys I* Nonsafety-Related Equipment " 

Svc list end. 

JORDAN, E L. Division of Emergency Preparedness &■. Engineering 

34/11/30. Consolidated ELCCrCC’ of Net, 
' 2 n£. Ii 6 pp. 27965:224. 24X Fic he: 50-000, 84/1 1/30, 841 1280370. 


"'’“’‘"S ^'’•‘"41 Deflection Induced bt 

Stratified Flow." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Enoineering 
Y"r"CCc consolidated sliton Co' af Neu, 

' Inc. 117pp. 27965:340. 24X Fic he : 50-000, 84/12/03, 8412030021. 

8412030028 IE Info 
Svc list end 

JORDAN. E.L Division of Emergency Preparedness & Engineering 
VorS Consolidated Eddorjo' of New 

i22pp. 27966.093. 24X F ic he: 50-000, 84/12/03, 841203002S. 


Notice 84-88, "Standby Oas Treatment Sys Problems. 


"f violation *, proposed 

^position Of civil penalties in amount of 550,000 to be 

Irstlii *° ^4sed on several failures to 

-io«NsoNrp"r^?^p,i^T‘'”r::?=^^s''oJfi^:,n?jrj:of ms t- - 

361, 24X ficb.:50-2l?rii"S/oS 




OLSHINSKI, J.A. Regions. Office of Director. 84/12/04 PARRI«!un 

Tennessee v.Ueg Authority. ip. 28124:029. 24X P^RSlS.H.e. 

Fiche. 50—259, 84/12/04, 8412280251. 


r;n-u::"pt‘nr::::id;;:r:--» -veioped'ri-i:::it:;' 

DCltt^,J A. Tennessee Valley Authority. 84 / 11/13 O'PrTiiv « o 
RfSion 2, Office of Director, 2pp. 18124:030 24X P' 

Fiche 50-259, 84/12/04, 84122S0251 . 


receipt of 840816 Itr informing NRC of 
noted in Insp Repts 50-259/84-2^ 
=0-296/84-23. supplemental re^^Se^ 

LEMIS, R. C. Region 2, Office of Director 84 / 10/04 

Tennessee Valley Authority. Ip. 28124 : 032 . 24 X 

Fiche: 50-259,84/12/04, 8412280251. 


steps taken to 
Item 1 
PARRIS, H. 0. 


S2F ----- - 

R^p^;^offi:r:rDtrrr^';-^:r^‘i^i24^s^^^^ o-R^mtv.o.R. 

Fiche: 50-259.84/12/04, 8412280251. pi«=!4.033. 24X 


?i"esJed ‘^'ctiveness of „gt controls 

84 / 09 / 16 . parris.w. .. 

Fiche: 50-259,84/12/04, 8412280251. 24X 


8412280269 Notice of violation from 
* Region 2 , Office of Director 
Fiche: 50-259, 84/12/04. 8412230251 


insp on 840526-0625. 
84/07/16. 2pp. 28124:043. 


24X 


8412050081 IE Info Notice 84-89, "Stress Corrosion Crackino in 
Nonsens i tized 316 Stainless Steel. " Svc list end, 

JORDAN, E.L, Division of Emergency Preparedness ■?< Enq ineer ino 
Response (Post 830103), 84/12/07, Consolidated Edison Co of m. 

279AA.nnP 24X Fiche: 50-000.84/12/07, B412050OT 


York, Inc 


118pp. 27966:332. 


ak Effect on 


8412050090 IE Info Notice 84-90, "Main Steam Line Bre 
Environ Qual if ication of Equipment. " Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103), 84/12/07. Consolidated Edson Co of Ne 

York, Inc. 114pp. 27966:215. 24X Fiche : 50-000, 84/1 2/07, 841205009 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs," Svc list end, a-itax 

JORDAN, E.L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 84/12/10. Consolidated Edsor^^ of M., 

ork, Inc. 116 pp. 28032:130. 24X Fi c he ; 50-000, 84/12/ 10, 841206059^ 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cumminc c 
Pump Diesel Engines. " Svc list end ywneeis on Cummins Fir 

^R.ef iTAlnl' 

Von, Inc. 1,9pp. 28123:131. 24X Fi c he : 50-000, 84/12/ 17, SAlB^aos” 


Refueling Water Cavity." Svc liet encl 

von, Inc. 120PP. 28124:001. R4X Fi'h^^Solo^O.lan^;??, ^:i 2 jL“:; 

®''80?n°‘t'^° "f nonconforAance rapt re IE Bulletin 
11, Masonry Walls,' identified seven addl walls 
requiring mod. Current compensatory measure tornado 
effect until walls modified. 

Offfrl Authority. 84/12/17, DENTON , H R 

24 y Reactor Regulation, Director, 2 pp 28045' 17 a 

24X Fiche: 50-259, 84/12/17, 8412240015. <^80 45.178. 

R__Periodicjpereting reports 6 related correspondence 

^^RIVErI'k discharge monitoring repts for Oct 1984 

27sl8 n? oIr2"rLn'“''' 34/10/31. ,2pp. 

4/858.219. 24X Fic h e : 50-259. 84/10/31 , 84121005 12, 

JONEs‘o ""'t n'' ■'5'8R.W/84IU6 Itr. 

27911:026. 24^ Fiche: M-lll'M/to/B^ S4j2?2oloO. 


8 . Reportable 


occurrences, LERs it related corresponde 


O'REILLY, J P Tedon 2 meeting agenda end. 

Tpnessee valley Lthor'it? '^5pp 27;8r 317 

Fiche: 50-259,84/11/02, 8412050449, 


8412200605 LER 84-037-00- on H 4 1 ii 4 

"iFinJer“r"eL“;J:rof%“'r " 

estabiisSIri^w* ^ drawings. Fire watch 

smith, D L jSiHeS o"t 'Conduit, W/841211 Itr. 

28032:038; 84X rich e ! 50-155, ^B^/Tsd 


*^P®rator Examinatio 


sd-ini stared .r 

luT‘lo ''^“'«'*i‘^»fi7r“2p'p“' 277«nl, ^ 24 “'“’- ' 

Fxche: 50-259, 84/1 1/14, 8412050664. 

* ^Region ’^L^'office‘*orDij°''t^'''''" o"®’’ 8^0716-20 & 24-26. 

Fiche^: 50-000, el/l 1/20. 8?ul70296. Ip. 28116:013. g4X 

correct violations'^notlri^^^^rc NRC of steps taken to 

50-260/84-24f5j!256%l L 50-259/84-24, 

Staff assessment of ^ ** 50-328/84-19. 

OtSHiNSKId A response end. 

Tennessee Valley Lthori Director. 84/11/20. PARRIS, H.C 

^i^He:5O-00or8i;?i?20f8Jl||7029l^- 



DOCKETED ITEMS 


840921 Itr rs violations noted in Insp Repts 

50-259/84-24, 50-260/84-24, 50-296/84-24. 50-327/84-18 & ^ 

50-328/84-19. Restriction imposed that only senior reactor 
operator may act as instructor, 

MILLS, L. M. Tennessee Valley Authority. 84/10/22. O'REILLY, J.p 
Region 2, Office of Director. 5pp. 38116:004. 24X 

Fiche: 50-000, 84/11/20, 8412270296, 


-8412270334 Forwards Insp Repts 50-259/84-24.50-260/84-24,50-296/84-24 
50-327/84-18 & 50-328/84-19 on 840716-20 8< 24-26 & 
notices of violation & deviation. 

LEWIS, R, C. Region 2, Office of Director. 84/09/21. PARRIS, H 0 
Tennessee Valley Authority. 2pp. 28116:009. 

Fiche: 50-000, 84/1 1/20, 8412270296. 


24X 


8412270349 Notice of violation from 
* Region 2, Office of Director. 
Fiche: 50-000, 84/11/20, 8412270296. 


insp on 840716-20 & 24-26. 
84/09/21. 2pp, 28116:011. 


24 X 


— 8412270294 Notice of violation from insp on 840426-0525. 

» Region 2, Office of Director. 84/09/13. 2pp. 28115' 347 24X 

Fiche: 50-259, 84/11/21, 8412270259, 


“0412270306 Insp Repts 50-259/84-20,50-260/84-20 & 50-296/84-20 on 
S40426-<^525. Noncomp 1 iance noted : fai lure to meet engineered 
safeguard sys independence criteria & design basis for 
electrical cable separation criteria. 

PAULK, 0. L. Region 2, Office of Director. 84/09/11. 11pp. 

28115:349. 24X Fi c h e: 50-259, 84/ 1 1 /21 , 8412270259. 


8412280309 Forwards Insp Repts 50-2 59/84-42, 50-260/84-42 & 
50-296/84-42 on 841023-25. No violations or deviations 
identified. 

VERRELLI , D. M. Region 2, Office of Director. 84/11/21 PARRIS, H 0 
Tennessee Valley Authority, 2pp. 28126:352. 24X 

Fiche: 50-259, 84/11/21, 8412280309. 


8412270381 Insp Repts 50-259/84-24,50-260/84-24,50-296/84-24, 
50-327/84-18 & 50-328/84-19 on 840916-20 & 24-26. Violations 

noted : fai lure to follow training procedure & failure of 
operator to participate in annual requal if ication exam. 
MUNRO,J. Region 2, Office of Director. 84/09/20. 24pp. 

28116:014. 24X Fiche; 50-000, 84/1 1 /20, 8412270296. 


DOCKET 50-260 BROWNS FEKRY NUCLEAR POWER STATION, UNIT 2 
A. Application/construction stage documents correspondence 


8412120193 Partial response to FOIA request for NUREG/CR-3301, "Catalog 
of PRA Dominant Accident Sequence Info. '* Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J, M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05. 8412120193. 


F. Security, medical, emergency 8< fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J, M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information Resource Service. 3pp. 28052:318. 24X 

Fiche; 50-000, 84/06/14, 8412200033. 


8412050461 Forwards App R to 10CFR50, fire protection evaluation. 
Requests that 840823 scheduler exemption request be 
processed as expeditiously as possible in order to minimize 
impact of future outages. 

MILLS, L, M. Tennessee Valley Authority. 84/10/31. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp 27794'321 
24X Fiche: 50-259, 84/10/31, 8412050461. 


— 8412050462 "Browns Ferry Nuclear Power Plant App R Fire Protection, 
Oct 1984 Amend, Vols 1 & 2. " 

Tennessee Valley Authority. 84/10/31. SSSpp. 27794 323 24X 

Fiche: 50-259, 84/10/31, 0412050461. 


8412270259 Ac k receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-20, 

50-260/84-20 & 50-296/84-20. Understandings reached at 841113 
meeting outlined. 

O 'REILLY, J. P. Region 2, Office of Director. 84/11/21. PARRIS, H. 0. 
Tennessee Valley Authority. 2pp. 28115:332. 24X 

Fiche: 50-259, 84/11/21, 0412270259. 


— 8412270269 Responds to NRC 840913 Itr re violations noted in Insp Repts 
50-259/84-20,50-260/84-20 8< 50-296/84-20. Corrective actions: 
plant operating instructions &: emergency operating 
instructions revised re loss of air conditioning. 

MILLS, L. M. Tennessee Valley Authority 84/10/15. 0 'REILLY, U. P. 

Region 2, Office of Director. 7pp. 28115:334. 24X 

Fiche: 50-259, 84/1 1 /2l , 8412270259. 


— 8412270278 Notifies that fifth example in notice of violation 
accompanying Insp Repts 50-259/84-20, 50-260/84-20 & 
50-296/84-20 omitted due to adminis trative oversight. Tech 
Specs cited should be corrected as given. 

O'REILLY, J, P. Region 2, Office of Director. 84/09/21. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 28115:341. 24X 

Fiche: 50-259, 84/11/21, 8412270259. 


— 8412270287 Forwards Insp Repts 50-259/84-20,50-260/84-20 & 50-296/84-20 
on 840426-0525 & notice of violation. 

O'REILLY, J. P. Region 2, Office of Director. 84/09/13. 

PARRIS, H.O. Tennessee Valley Authority. 4pp. 28115:343. 24X 

Fiche: 50-259. 84/1 1/21 , 8412270259, 


— 8412280320 Insp Repts 50-259/84-42,50-260/84-42 & 50-296/84-42 on 
841023-25. No violations or deviations identified. Major areas 
inspected: small-scale emergency exercise. 

DECKER, T.R. Region 2, Office of Director. 84/11/20. 10pp. 

28126:354. 24X Fi ch e : 50-259, 84/ 1 1 /21 , S412280309. 


8412050643 Notification of 841204 meeting w/util in Bethesda.MD to 
discuss problems associated w/mods to control room design 
reviews . 

KENYON. T.J. Licensing Branch 4, 84/11/27. ADENSAM. E. G. Licensing 

Branch 4. 6pp. 27783:321. 24X Fi c he : 50-000, 84/1 1/27, 841 2050645. 


8412040017 Revised emergency procedures, including IP-l, “Operations 
Duty Specialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility" & IP-5, "Operations Duty 
Specialist Procedure for General Emergency." W/841128 Itr. 

WEBB, W. E. , ISOM, B. O. , HUFHAM, J. W. Tennessee Valley Authority. 
84/11/28. 0 'REILLY, J. P. Region 2, Office of Director. 2Spp. 

27747:009. 24X Fiche: 50-000, 84/1 1/28, 8412040017. 


8412040228 Revised emergency plan implementing procedures, inc luding 
IP-4 "Site Area Emergency," IP-5 "General Emergency," IP-6 
"Activation of Technical Support Ctr" ?< IP-20 "Technical 
Support Ctr Operation...." W/84112S Itr. 

SMITH, R.T., walker, J. B. , HUFHAM, J. W, Tennessee Valley Authority. 
84/11/28. 0 'REILLY, J. P. Region 2, Office of Director. 29pp. 

27746:062. 24X Fiche; 50-259, 84/ 1 1 /28, 8412040228. 


8412170491 Forwards notice of environ assessment Zt finding of no 
significant impact re 840605 request for exemption from 
10CFR50. 48(c ) (4> for fire protection safe shutdown 
capab i 1 ity. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/11/28. PARRIS, H.O 

Tennessee Valley Authority. 6pp. 27970:317. 24X 

Fiche; 50-260, 84/11/28, 8412170491. 


8412170498 Notice of environ assessment it finding of no significant 
impact re 840605 request for exemption from 10CFR50. 4B(c ) (V) 
for fire protection safe shutdown capability, 

LAINAS, G. C. Assistant Director for Operating Reactors. 84/11/28 
4pp. 27970:319. 24X Fiche: 50-260, 84/11/28, 8412170491 


8412120045 Forwards Safeguards Insp Repts 50-259/84-30,50-260/84-30 & 
50-296/84-30 on 840820-24 & notice of violation & proposed 
imposition of civil penal ty. Notice & rept details withheld 
(ref 10CFR73. 21). 

O 'REILLY, J. P. Region 2, Office of Director. 84/12/05. PARRIS, H. G. 
Tennessee Valley Authority. 3pp. 27889:006. 24X 

Fiche: 50-259, 84/12/05, 8412120045. 


8412120053 Safeguards Insp Repts 50-239/84-30,50-260/84-30 & 
50-296/84-30 on 840820-24. Violation noted re vital area 
access control. Details withheld (ref 10CFR73. 21). 

ENNIS, U. D. Region 2, Office of Director. 84/10/15. Ip. 
27889:009. 24X Fiche: 50-259, 84/12/05, 8412120045. 


8412270339 Rev to Radiological Emergency Plan Implementing Procedure 
IP-10, "Medical Emergency Procedure. " W/S41221 Itr, 

HUFHAM, J. W. , SLIOER, E. K. Tennessee Valley Authority. 84/12/21. 

0 'REILLY, J. P. Region 2, Office of Director, 7pp. 28087:241. 24X 

Fichfr: 50-259. 84/12/21, 8412270339. 


J. Insurance & indemnity information 


8412270304 Forwards Endorsements 76 «< 77 to NELIA Policy NF-198 & 
Endorsements 64 8« 65 to MAELU Policy MF-66, 

DUCK, J, R. Marsh «c McLennan, Inc. 84/12/18, SALTZMAN, J. Assistant 
Director for State ?k Licensee Relations. 5pp. 200^ 095 24X 

Fiche: 50-259, 84/12/18- 8412270304. 



NMO 8 , NELIA Certificates N- 3 a. N~39 & 

^>WCK,J. R. Marsl i i", M-38. M-39 & m>40. 

Director for State 04/13/20. SALTZMAN, J. 

Pithe: 50-259. a4/^^/20^a41 SleSlSS' ^ 

P_Operating license 


Assistant 
24 X 


documents & correspondence 
ending 84lli6.^£n qualification program status rept for uk 

Branch. 84/11/26. 

.7783:310. ^PP- 

2*^cjcle-sper if ir 2 reload submittal dtd 840B23. 

demonstration assLJiM "" of 

.^•^‘Jested. compared to limiting assembly 

VASSALLO. D. B n 

Tennessee Vail, Reactors Branch 2 . 84/11/26. PARRIS. H.G. 

f'i=H.:=0-=60,84?U/|2rS4j|l704SJ: =”■ =« 

841205025^j Forwa 

'^URE0-0737rTrir*I..t°^ extension on response to Confirmatory 
revising local Action Items II.F. l.i & IT f 1 2 bu 

in Cycle 6 *^^9**^ ^ ^ read "prior to Unit 2 

HUFHAMi u. Tsrtn- Approval requested by 841231 . 

24X^rf Nuclear Reactor Authority. 84/11/28. DENTON. H. R, 

‘‘=•'•■=0-360, 84/11/25, 8412^5236! 27769: 29i. 

'’•*•• NRC B30325 

fftonltoring eauinm..**. installation of post-accedent 

VAaqli'*! pursued Via^^forl”? 1 1- F. 1. Request for change 

VASSALLO. D. B. license amend. 

Fieh^*!*« 'Galley Autho^itu*^‘^o°^® Branch 2. 84/12/07. PARRIS. H.G. 

24/12/57^5^^5270255: 

SAl2i30377 Forwards - a 

due to environmentally unqualified 

Uili be installed seals. Proper conduit 

HUFHJ 5 ?j as part of environ qual if ication 

DENTON. H. R. 

Fiche; 50-259. B4/12;io. 84?2j30377 27903:281. 

P^°PoserT^^?''so^“ sampling milk from three farms only per 
rev. Lack of suitable farms (uithin 

UUNER, U. A. y 

N“=i*a^*Rjactor^S^ Authority. 84/12/13, DENTON. H. R. 

^ Piche: 50-259. 84/12/13,8412180335' ^pp, 27999:326. 

n°vfi®*i°"'*date*of°mods^to"‘n"‘‘ Licenses DPR-52 & dpR- 68 , chang ing 
Iteif ^ iodine effluents^'r^f ® monitoring capability for 

DoSa.i. A *• »-2 F=. "''■ •“•'’“-»737, 

24«*5? J' DENTON, H.R. 

* '^‘'‘''•' =0-260. S4/12/i5,S412}55375.' 28003:337. 

®A12200168 a 1 

^1;?"“^'’? T«h‘5nc°"tD°5.TI?r‘'L*? DPR-33, DPR-32 & DPR- 6 S, 

o, „r certain revisiu 

Tennessee i review committee, 

alx^p! Nuclear Reactoi ®^''^2/13. DENTON, H. R. 

Fiche: 50-259. 84/12/13, 8412^0168' ^pp. 28022:291. 

— 0412200177 Pro 

^»«ponsiblHties**of*DlanE“« ‘=‘'*2?®®' certain i 
Tennessee Valley Aith^ 9 n?J* review committee. 

Pich.: 50-259. 13od. 2Rn; 


13pp. 28022; 293. 24X 


inoperable RHR svc water pump. « ^ scu s sed . vi o 1 at i ons re 

CANTRELL. F, S. . VERRELLI . D, M. Region 2, Office of n 7 T.«r-^-„ 

84 / 09 / 11 . 4 pp. 28128:221. 24 X Fi che: 50 - 259 , 84 /oS/;r 84 j 22 aoi 80 

3412060353 Ac k receipt of 841019 1 tr infoi'minn wor .. 

30 - 259 / 04 - 31 /^ 

Fiche: 50-259, 84/11/06, 0412060 353. 

8412060364 Responds to NRC 040920 Itr re vi ni /,+• i *. j ■ 

50-259/84-31,50-260/84-31 & 50-296/84-31 cir^ecUvrac 2 1 ons 

repair far Class I piping will be revised to include QC 
MILLb'/i 5'°"/^ dimensional measurements of completed Lids 
MILLS, L_M. Tennessee Valley Authority, 84/10/19 O'REILLV i o 
Region 2, Office of Director. 4pp. 27025' 275 24X 

Flche 50-259.84/11/06,8412060353 = 24X 

—0412060374 Forwards Insp Repts 50-259/84-31 , 50-26O/Ra ri « 

vLiaLof " 

Office of Director. 84/09/20 PARRIS w rs 
Tennessee Valley Authority. 2pp, 27025:279 24 X * 

Fiche, 50-259. 04/11/06. 8412060353. 

'’•P‘* 50-259/34-31,50-260/84-31 N 50-296/34 -ji 
“> -t4tuih QC toTf 

C:^i^LatJ:n“nn 

"r' ."7^2i: LT"' ^4^' Pi^' = :‘?S-^59°^:jJLoI 

4 %:„.r 2 iu 9 Mtr'ipp°^ 

Fiche: 50-259, 84/11/06, 8412280266. 

inspec ted. HPCI sys operability, 

POERTNER, W. K. , UAONER.p.D. , MADENAS, L. P. Region 2 QPfio. o« 
ellllaoSiE. 2« ^Che.50-259,"4ni/06, 

S'REILL? *“ A'^tiPn EA-84-25 due yithin 30 daus 

p'T'sS' ^••^•/°PtL?it?.'’'‘4pp°'’ §7811*2^3 PARR,S,H.e. 

Fiche-. 50-259, 84/1 1/16, 8412060223. 


Svc list 


8411150064 IE Info Notice 84-83, ■■Various Batterg Problems. 

R™e ^Pesr83olSS.°^ iTAlnl'^ ^ Engineering 

Vorl. Inc, 120pn 27807 MS lar e. 2 =■’• «•'“ 

.iupp, 27807.058. 24X Fiche; 50-000, 84/11/19, 0411150064. 

^'if^WeV^ai^rorie^ulaU^r ">3* '"••t-g at plant sit. 

pro.ra.Pnep‘::e^':e^;'2g“‘:g‘:;3a'rr^"" ‘"PPovement 

re^P re^n.r2J:;:o?;t°"1pp“^ “‘-to. 84/ll/i,, PARR1S,H.Q. 

Fiche; 50-259. 84/11/19, 8412060135. 24X 

Fiche. 50-000. 84/11/20. 8412270296. 



DOCKETED ITEMS 


61 


— 8412270349 Notice of violation from insp on 840716-20 24-26. 

* Region 2, Office of Director. 04/09/21 2pp 28116011 24X 

Fiche' 50-000, 84/11/20, 8412270296 


— 8412270381 Insp Repts 50-259/84-24,50-260/04-24.50-296/04-24, 
50-327/04-10 & 50-323/84-19 on 840916-20 8< 24-26. Vi o 1 at i ons 

noted failure to follou training procedure failure of 
operator to participate in annual requal i f icati on exam. 

HUNRO, J, , DEBS, B , JULIAN, C Region 2, Office of Director. 

84/09/20 24pp, 201 16- 014 24X Fiche 30-000,84/11/20,8412270296. 


8412270259 Ac k receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/04-20, 

50-260/04-20 8, 50-296/84-20 Understandings reached at 841113 
meeting outlined. 

O'REILLY, J P. Region 2, Office of Director. 84/11/21. PARRIS, H.G. 
Tennessee Ualleg Authority. 2pp. 28115,332. 24X 

Fiche: 50-259, 84/11/21, 8412270259. 


—8412270269 Responds to NRC 840913 Itr re violations noted in Insp Repts 
50-259/84-20.50-260/84-20 h 50-296/84-20, Correc tive actions; 
plant operating instructions & emergency operating 
instructions revised re loss of air conditioning. 

MILLS, L. M. Tennessee Valley Authority. 84/10/15. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp, 28115:334, 24X 

Fiche; 50-259, 84/11/21, 8412270259. 


— 8412270270 Notifies that fifth example in notice of violation 
accompanying Insp Repts 50-259/84-20, 50-260/84-20 8< 
50—296/04—20 omitted due to administrative oversight. Tech 
Specs cited should be corrected as given. 

0 'REILLY, J. P, Region 2, Office of Director. 84/09/21. 

PARRIS, H, 0. Tennessee Valley Authority. 2pp. 28115:341 24X 

Fiche 50-259,84/11/21,8412270259. 


—8412280320 Insp Repts 50-259/84-42, 50-260/04-42 & 50-296/84-42 on 
841023-25 No violations or deviations i dent i fied. Major areas 
i nsp ec t ed ■ smal 1-s ca le emergency exercise 

DECKER. T R , SARTOR, U). M. , CLINE, W E. Region 2, Office of Director. 

84/11/20. 10pp. 28126 354. 24X Fi ch e : 50-259, 04/1 1 /21 , 

8412280309. 


0411210360 IE Info Notice 04-84, "Deficiencies in Ferro-Resonant 
Transformers," Svc list end. 

JORDAN, E, L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi c he • 50-000, B4/1 1 /27, 84 1 1210360, 


B412270250 Ac k receipt of 041114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/04-39, 

50-260/84-38 & 50-296/84-38. 

OLSHINSKI , J. A. Region 2, Office of Director. 84/11/29. PARRIS, H.G. 

Tennessee Valley Authority. Ip. 28114:207 24X 

Fiche; 50-259, B4/1 1/29, 8412270250. 


—84^270257 Responds to NRC 841012 Itr re violations noted in Insp Repts 

50-259/84-38, 50-260/84-38 & 50-296/84-38. Corrective actions: 

stores personnel retrained, page removed from analyzer panel 
& requirements for shift technical advisor pr.ogram changed. 

DOMER, J. A Tennessee Valley Authority. 84/11/14. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 9pp, 28114:208. 24X 

Fiche: 50-259, 84/11/29, 8412270250. 


- 8412270262 Forwards Insp Repts 50-259/84-38,50-260/84-38 it 50-296/04-38 
on 840026-0925 & notice of violation. 

LEWIS, R.C, Region 2, Office of Director, 84/10/12, PARRIS, H.G, 
Tennessee Valley Authority, 3pp. 28114:217. 24X 

Fiche; 50-259, 84/11/29, 8412270250. 


8412270287 Forwards Insp Repts 50-259/04-20,50-260/84-20 & 50-296/84-20 
on 840426-0525 it notice of violation. 

0 'REILLY, J, P. Region 2, Office of Director. 84/09/13, 

PARRIS, H G, Tennessee Valley Authority. 4pp. 20115*343 24X 

Fiche 50-259,84/11/21,8412270259. 


•8412270294 Notice of violation from insp on 840426-0525, 

« Region 2, Office of Director. 84/09/13. 2pp. 28115:347 24X 

Fiche; 50-259, 84/11/21. 8412270259, 


—8412270266 Notice of violation from 
Region 2, Office of Director. 
Fiche: 50-259, 04/11 /29, 84 1 2270250. 


insp on 840825-0925, 

84/10/12. 3pp. 28114:220. 24X 


840826-0925. Violations noted: fai lure to follow Procedure 

STEAR 83-01 vibration readings re recirculation sys 

PAULK, O.L., PATTERSON. C. A. , CANTRELL, F. S, Region 2^ Office of 

24X Fiche: 50-359. 84/11/29, 


—8412270306 Insp Repts 50-259/84-20,50-260/84-20 it 50-296/84-20 on 
840426-0525, Noncompliance noted : fa i 1 ure to meet engineered 
safeguard sys independence criteria 8t design basis for 
electrical cable separation criteria. 

PAULK, G.L., PATTERSON, C. A. , CANTRELL, F. S, Region 2. Office of 
Director, 84/09/11. llpp, 28115:349 24X Fic he: 50-259, 84/ 1 1 /21 , 

8412270259. 


S4112S0366 IE Info Notice 84-05, 


■noiyodenum Breakthrough 


Tc-99m Generators." Svc list end. 

J^ivision of QA, Safeguards it Inspection Program 
830103). 84/11/30. Consolidated Edison Co. of New York, 

88pp. 27967:086. 24X Fi che : 50-000, 84/11/30, 8411280366. 


(Post 
Inc , 


8412270469 Ac k receipt of 841101 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-37, 

50-260/84-37 & 50-296/84-37. 

□LSHINSKI, J. A. Region 2, Office of Director. 84/11/21. PARRIS, H.G. 

Tennessee Valley Authority. Ip, 28114:150, 24X 

Fiche: 50-259, 84/11/21, 8412270469, 


—8412270480 Responds to NRC 841002 Itr re violations noted in Insp Repts 
50-259/84-37,50-260/84-37 a, 50-296/84-37. Corrective actions: 
accountability sys implemented & lab shift supervisors 
directed to monitor window positions. 

MILLS, L. M Tennessee Valley Authority. 84/11/01. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 6pp. 28114:151. 24X 

Fiche: 50-259, 84/11/21, 0412270469 


—8412270490 Forwards Insp Repts 50-259/84-37,50-260/84-37 5, 
50-296/84-37 on 840910-14 & notice of vl olati on. 

LEWIS, R.C. Region 2, Office of Director. 04/10/02. PARRIS, H. Q, 
Tennessee Valley Authority. 2pp. 28114:157. 24X 

Fiche. 50-259, 84/11/21, 8412270469. 


8412270494 Notice of violation from insp on 840910-17. 

■* Region 2, Office of Director. 84/10/02. 2pp. 28114:159. 24X 

Fiche: 50-259, 04/11/21, 8412270469. 


8411280370 IE Info Ncvtice 84-86. "Isolation Between Signals of 
Protection Sys it Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 04/11/30, 841 1280370. 

8412030021 IE Info Notice 84-37, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
B.sponse <Poit 830J03). 84/12/03. Consolidpt.d Edi.on Co of N.u 

York. Inc, 117pp. 27965:340, 24X Fiche: 50-000, 84/12/03# 8412030021. 


"Standby Gas Treatment Sys Problems. *' 


8412030028 IE Info Notice 84-68, 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Rp.pon.e <Po,t 830,03). B4/ia/03. Conso 1 1 da t.d eShod Co of N.u, 

York, Inc. 122 pp. 27966:093 24X Fiche : 50-000, 84/12/03, S4 12030028. 


0412060264 EN-a4-071;on 841205, notice of violation it proposed 
imposition of civil penalties in amount of ^50,000 to be 
issued to 1 icensee. Action based on several failures to 
install vital area barriers around vital equipment. 

ROBINSON, P., axELRAD, J. Director's Office, Office of Inspection and 
1^12^60214 27790:36i. 24X Fiche: 50-259, 84/12/0^, 


—8412270506 Insp Repts 50-259/84-37,50-260/84-37 it 50-296/84-37 on 
840910-14. Violations noted ; fai lure to adhere to radiation 
control procedures it failure to conspicously post 
documents it notices. 

WEDDINGTON, R. E. , JENKINS, G. R. Region 2, Office of Director. 
84/09/26, 8pp. 28114:161. 24X Fiche: 50-259, 84/11/21, 8412270469 . 


8412280309 Forwards Insp Repts 50-259/84-42,50-260/84-42 it 
50-296/84-42 on 041023-25. No violations or deviations 
identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/21. PARRIS, H.G, 
Tennessee Valley Authority, 2pp. 28126:352. 24X 

Fiche: 50-259, 84/11/21, 8412280309, 


B4U13 popplPMntpl r.spon.B informing NBC of 
steps taken to correct violations noted in Insp Rents 
50-259/84-23,50-260/84-23 it 50-296/84-23. Final completion 
date will be provided by 850125, 

OLSHINSKI, J. A, Region 2, Office of Director, 84/12/04, PARRIS, H 0 
Tennessee Valley Authority. Ip, 28124:029 24X 

Fiche: 50-259, 84/12/04, 8412280251, 


Responds to NRC 841009 Itr re violations noted in Insp Roots 
50-259/84-23,50-260/84-23 8< 50-296/84-23. Correct iv^Lti ons: 
vendor manual control program being developed it Implemented 
to ensure plant procedures updated. 

DOMER, J. A. Tennessee Valley Authority. 84/11/13, O'REILLY, J P 
Region 2, Office of Director. 2pp. 28124:030. 24X 

Fiche; 50-259, 84/12/04, 9412280251. 
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— 8412280258 Ack receipt of 840316 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-23, 

SO-260/84-23 & 50-296/84-23, Sup p 1 emental response to Item 1 
due by 841101, 

LEWIS, R.C. Region 2, Office of Director. 84/10/09, PARRIS. H. G, 
Tennessee Valley Authority, ip. 28124 032, 24X 

Fiche; 50-259, 84/12/04, 8412280251, 


8412280261 Responds to NRC B40716 Itr re violations noted in Insp Repts 
50-259/84-23,50—260/84-23 8* 50-296/84-23. Corrective actions: 

Procedure MI1I-6 revised to specify visual insp of lash 
adjusters t crankshaft connecting rods 

LAMBERT, D.L. Tennessee Valley Authority 84/08/16 O'REILLY. J. P, 
Region 2, Office of Director. 8pp. 28124:033. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


— 8412280264 Forwards Insp Repts 50-259/84-23.50-260/84-23 it 50-296/84-23 
on 840526-0625 !< notice of violation. Actions taken or 
planned to Improve effectiveness of mgt controls sys 
requested. 

LEWIS, R.C. Region 2, Office of Director. 84/07/16. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 28124:041. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


-8412280269 Notice of violation from insp on 840526-0625. 

* Region 2. Office of Director. 84/07/16. 2pp. 28124:043. 24X 

Fiche: 50-259, 84/12/04, S4122B0251. 


— 8412280273 Insp Repts 50-259/84-23,50-260/84-23 it 50-296/84-23 on 
840526-0625. Violations noted; failure to take prompt 
corrective action on shutdown room cooling nonconformance 
rept it inadequate diesel generator surveillance. 

PAULK, G.L., PATTERSON. C. A. , CANTRELL, F. S, Region 2, Office of 
Director, 84/07/13. 10pp. 28124:045. 24X Fiche: 50-259, 84/ 12/04, 

8412280251. 


R. Periodic operating reports & related correspondence 


0412100512 NPDES discharge monitoring repts for Oct 1984. 
RIVERS, M.E. Tennessee Valley Authority. 84/10/31, 12pp 
27858:219. 24X Fiche: 50-259, 84/10/31, 8412100512 


0412120200 Monthly operating repts for Oct 1984, W/841 1 16 Itr, 

THOMiT. , JONES, G. T. Tennessee Valley Authority. 84/10/31. 2Bpp 
27911:026. 24X Fiche: 50-259, 84/10/31 , 8412120200 


S. Reportable occurrences, LERs & related correspondence 


3412050449 Confirms 841031 telcon re 841107 enforcement conference 
at plant site concerning apparent violations of Tech Specs 
during 841022 reactor startup. Prop osed meeting agenda end. 

0 'REILLY, J. P Region 2, Office of Director. 84/11/02. PARRIS, H. O 
Tennessee Valley Authority. 3pp. 27781:347. 24X 

Fiche; 50-259, 84/11/02, 8412050449. 


8412040181 PND-II-B4-093; on B41129, IGSCC detected at recirculation syf 
riser manifold end-cap weld. Cracks found & repaired in sys 
on Unit 1 during last refueling outage. Two examples of IGSCC 
identified in Unit 2 during current outage. 

BUTCHER, R , GIRARD, E. H. Region 2, Office of Director 84/11/29 
2 pp. 27744:137. 24X Fiche: 50-260, 84/1 1/29, 8412040181. 


9412140460 LER 02— 028/03X— 4: on 810921, turbine to reactor bldg doors 
opened simultaneously, breaching secondary containment. Caus ed 
by failure of Folger Adams interlock sys due to switches out 
of ad justment. Doors c los ed, W/B41205 Itr. 

CARTER, S.D., JONES, 0. T. Tennessee Valley Authority. 84/12/05 Gpp 
27953:004. 24X Fiche: 50-260, 84/12/05, 8412140460 


8412120045 Forwards Safeguards Insp Repts 50-259/84-30,50-260/84-30 it 
50-296/84-30 on 840820-24 it notice of violation it proposed 
imposition of civil penalty. Notice & rept details withheld 
(ref 10CFR73 21). 

0 'REILLY, J. P. Region 2, Office of Director. 84/12/05. PARRIS, H.G. 
Tennessee Valley Authority. 3pp. 27889:006. 24X 

Fiche: 50-259, 84/12/05. 8412120045. 


•8412120053 Safeguards Insp Repts 50-259/84-30.50-260/84-30 it 
50-296/84-30 on 840820-24. Violation noted re vital area 
access control. Details withheld (ref 10CFR73. 21). 

ENNIS, J. 0. < MCGUIRE, D. R. Region 2, Office of Director. 84/10/15 
Ip. 27889:009. 24X Fi che: 50-259, 84/12/05, 8412120045. 


V. Operator Examinations 


8412270360 Notice of deviation from insp on 840716-20 8, 24-26. 

-»■ Region 2, Office of Director. 84/09/21. Ip. 28116:013, 24X 

Fi Che: 50-000, 84/11/20, 841 1270296. 


8412270296 Ack receipt of 841022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-24, 
50-260/84-24,50-296/84-24,50-327/84-18 & 50-328/84-19. 

Staff assessment of licensee response end. 

DLSHINSKI.J A. Region 2, Office of Director. 84/11/20. PARRIS, H. G 
Tennessee Valley Authority. 3pp. 28116:001. 24x 

Fiche-; 50-000. 84/1 1 /20, 841 2270296. 


8412050081 IE Info Notice 84-89, “Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. '■ Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). S4/12/07. Consolidated Edison Co of New 

York, Inc. il4pp. 27966:215. 24X Fiche; 50-000, 84/12/07, B412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '■ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of New 

116 pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


York, Inc. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc. 119pp. 23123:131. 24X Fiche: 50-000, 84/12/17, 8412120541 , 


8412120347 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc. 120 pp. 28124:001. 24X Fiche: 50-000, 84/12/17, B412120547. 

Teview of nonconformance rept re IE Bulletin 
80-11, Masonry Walls," identified seven addl walls 
requiring mod. Current compensatory measure tornado 
procedure remains in effect until walls modified. 

DQMER,J. A. Tennessee Valley Authority. 84/12/17, DENTON, H. R. 

Nuclear Reactor Regulation, Director. 2 bd 28045' 17 r 
24X Fiche: 50-259, 84/12/17, 8412240015. ^78. 


an ins 


-B412270317 Responds to NRC B40931 Itr re violations noted 
50-259/84-24, 50-260/84-24, 50-296/84-24, 50-327/84-18 & 
50-328/84-19. Restriction imposed that only senior reactor 
operator may act as instructor. 

MILLS, L. M. Tennessee Valley Authority. 84/10/22. 0 'REILLY, J.P 

Region 2, Office of Director, 5pp. 28116:004. 24X 

Fiche: 50-000, 84/11/20, 8412270296. 


—8412270334 Forwards Insp Repts 50-259/84-24,50-260/84-24,50-296/84- 
50-327/84-18 b 50-328/84-19 on 840716-20 it 24-26 & 
notices of violation 8c deviation. 

LEWIS, R.C. Region 2, Office of Director. 04/09/21. PARRIS, H, O. 
Tennessee Valley Authority. 2pp, 28116:009. 24X 

Fiche: 50-000, 84/11/20, 8412270296. 


8412270349 Notice of violation from 
Region 2, Office of Director. 
Fiche; 50-000, 84/11/20, 8412270296. 


insp on 840716-20 it 24-26, 
84/09/21. 2pp. 28116:011, 24X 


50-327/84-18 it 50-328/84-19 on 840916-20 it 24-26. Vi o lat i ons 
noted : fa i 1 ure to follow training procedure it failure of 
participate in annual requalification exam. 

MUNRQ, J. Region 2, Office of Director. 84/09/20. 24pp. 

28116:014. 24X Fi che: 50-000, 84/1 1 /20, 8412270296, 


DOCKET 50-261 H. B, ROBINSON PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 




, V Qc otu-t i o rcBv w to radlologlcai 

emergency plan meet requirements of 10CFR50 47(b) it 
acceptable. 

VERRELLl , D. M. Region 2, Office of Director. 84/11/01 UTLEY, E E 
Carolina Power «< Light Co. Ip. 27781-295 24X 

Fiche: 50-261, 84/11/01, 8412050532. 


-I-.. 4 • I , = a-T-oa on Dtuvii-iuio. NO viojatic 

or deviations noted. 

VERRELLl, D. M. Region 2, Office of Director. 84/11/01. UTLEY, E. E. 

Carolina Power it Light Co. 2pp, 28128’ 242 24X 

Fiche: 50 - 261 . 84 / 11 / 01 , 8412280178 . 
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— 8412280196 Insp Rept 50-261/04-35 on 840911-1010 No violations or 
deviations noted. Major areas l ns p e c te d • p 1 ant tour. op erat ions 
perf ormanc a. ROs. s i te security. IE bulletin & notice followup 
8t QA practices 

KRUG. H E . BEMIS, P R Region 2. Office of Director 84/10/31 
5pp. 20128:244. 24X Flche 50-261.84/11/01.8412280178. 


8412060330 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase rel lab 1 1 ity. Access to phones requested. 
VERRELLI. D. M, Region 2, Office of Director. 84/11/14 UTLEY, E. E. 

Carolina Power & Light Co 2pp. 27826.134 24X 

Fiche; 50-000, 84/11/14, 8412060330 


8412050380 Forwards list of changes/enhancements found acceptable 
during 841116 meeting w/NRC re alternate shutdown capability 
since issuance of 840808 SSER 

CUTTER, A B. Carolina Power & Light Co. 84/11/30. VARGA, S. A. 
Operating Reactors Branch 1. 5pp. 27773:233. 24X 

Fiche; 50-261, 84/1 1/30, 8412050380 


8412190074 Forwards Rev 9 to industrial security plan. Rev withheld (ref 
10CFR73. 21 2. 790). 

MCDUFFIE, M. A. Carolina Power & Light Co. 84/12/03. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28009:317. 24X 

Fiche: 50-261, 84/12/03, 8412190074. 


8412110395 Forwards Rev 2 to Procedure Ap p UA-28 6-4, "Brunswick Plant 
Annunciator Procedure," Procedure 39-1-Al, "Brunswick Steam 
Electric Plant Instructor Lesson Plan" & Rev 1 to Procedure 
SD-57, "Seismic Monitoring Sys." 

ZIMMERMAN. S. R. Carolina Power 8< Light Co. 84/12/05. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 27851; 198. 24X 

Fiche; 50-000, 84/12/05, 8412110395. 


— 8412110397 Rev 2 to Procedure App UA-2S 6-4, "Brunswick Plant 
Annunciator Procedure. " 

* Carolina Power & Light Co. 84/12/05. 4pp. 27851:199, 24X 

Fiche: 50-000. 84/12/05. 8412110395. 


— 8412110398 Procedure 39-l-Al< "Brunswick Steam Electric Plant 
Instructor Lesson Plan. " 

* Carolina Power & Light Co. 84/02/10. 4pp, 27851:203. 24X 

Fiche; 50-000. 84/12/05, 8412110395. 


— 8412110399 Rev 1 to Procedure SD-57< "Seismic Monitoring 3y«. " 

•» Carolina Power & Light Co. 81/12/22. 20pp. 27851:207. 24X 

Fiche; 50-000. 84/12/05, 8412110395. 


— 8412110401 Rev 0 to Procedure App-006, "HB Robinson Annunciator 
Procedure. " 

* Carolina Power & Light Co. 84/12/05. 2pp. 27851:227. 24X 

Fiche: 50-000, 04/12/05, 8412110395. 


— 8412110402 Rev 0 to Abnormal Procedure AOP-019, "Seismic Disturbances. " 
* Carolina Power & Light Co. 83/08/12. 5pp. 27851:229. 24X 

Fiche: 50-000, 84/12/05. 84121 10395, 


“-B412110403 Rev 1 to Procedure ADP-LP-9, "Advanced Operating Practices, 
Shift Foreman Responsibilities for Fire Protection & Seismic 
Disturbances. " 

* Carolina Power & Light Co. 84/08/01. 2lpp. 27851:234. 24X 

Fiche: 50-000, 84/12/05, 8412110395. 


— 8412110404 Rev 0 to Procedure PROC-LP-35, "Procedures S< Bases Training, 
Tech Specs Limiting Conditions for Operations. Part 8. " 

# Carolina Power & Light Co. 82/06/25. 14pp. 27851:255, 24X 

Fiche: 50-000, 84/12/05. 8412110395. 


8412280456 Confirms 850204-08 insp of compliance w/lOCFRSO, App R, 
Sections III.O. t< III.J h associated fire protection 
features, per 841127 telcon. Current rev to listed info should 
be submitted by 850107. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/12. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 28125:277. 24X 

Fiche: 50-261 , 84/12/12, 8412280456. 


P. Operating license stage documents correspondence 


8411260041 Provides addl info re mat! properties in reactor vessel 8< 
forwards Special Rept EPRI NP-3573-SR, "Robinson 2 Reactor 
Vessel; Pressuri zed Thermal Shock Analysis for Small Break 
LOCA, " in response to NRC 840911 request. 

MCDUFFIE, M, A. Carolina Power !< Light Co. 84/10/30. VARGA, S. A. 
Operating Reactors Branch 1. 6pp. 27615:115. 24X 

Fiche; 50-261 , 84/10/30, 841 1260041. 


— 8412070190 Special Rept NP-3573-SR "Robinson 2 Reactor Vessel: 
Pressurized Thermal Shock Analysis for Small Break LOCA. " 
MARSTON, T, , ORIESBACH, T , CHAO, U. Electric Power Research 
Institute NP-3573-SR. 84/08/31. 160pp. 28118:254. 24X 

Fiche. 50-261, 84/10/30, 841126(X)41 


8412030692 Forwards corrected Tech Spec pages for 841107 Amend 87 to 
License DPR-23. Amend 87 revised Tech Specs as result of 
Cycle 10 core reload ana 1 y s i s. Corr ec t i on due to pagination 
errors. 

REQUA, 0. Operating Reactors Branch 1. 84/11/20. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 27743:109. 24X 

Fiche: 50-261, 84/1 1/20, 8412030692. 


— 8412030697 Corrected Tech Spec pages for 841107 Amend 87 to License 
DPR-23, correcting pagination errors. 

«• NRC - No Detailed Affiliation Given, 04/11/20. 4pp. 

27743:111. 24X Fiche; 50-261 . 04/1 1/20, 8412030692. 


8412280257 Confirms B4112B mgt meeting in AtlantaiGA to discuss 
readiness of facility to commence operations after extended 
steam generator replacement outage, per 841119 telcon. 

OLSHINSKI, J. A. Region 2. Office of Director. 84/11/21. UTLEY. E. E. 
Carolina Power & Light Co. 2pp. 28127:362. 24X 

Fiche: 50-261. 84/1 1/21, 8412280257 


8412050542 Submits equipment qualification program status rept for uk 
ending 841116. End list documents status of equipment 
quallf ication program SERs. 

KARSCH, R.O. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fich e: 50-000, 84/1 1/26. 8412050542. 


S412060249 Verifies 841107 commitment to submit addl info re SLQTRAX 
computer code for use during Cycle 10 by 841130. Info 
submitted to CO Thomas in Exxon Nuclear Co 841128 Itr, 

ZIMMERMAN, S. R. Carolina Power 8, Light Co. 84/11/30. VARGA, S. A. 
Operating Reactors Branch 1, Ip. 27791 030. 24X 

Fiche: 50-261, 84/11/30, 8412060249. 


6412060283 Discusses programs initiated to resolve pressurized thermal 
shock (PTS) issue. Heating refueling water storage tank not 
necessary from safety standpoint or to comply w/proposed 
PTS rule. 

CUTTER, A. B. Carolina Power 8< Light Co. 84/12/03. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 27791:023, 

24X Fiche: 50-261, 84/12/03, 8412060283, 


8412140092 Forwards request for addl info re Generic Ltr 83-28, Items 
4. 2. 1 & 4. 2. 2, "Preventative Maint Program for Reactor 
Trip Breakers/Maint & Trending." Addl info requested by 
850306. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/03, UTLEY, E. E. 

Carolina Power & Light Co. 6pp. 27958:060. 24X 

Fiche: 50-261 , 84/12/03, 8412140092. 


8412130047 Commits to include end provisions in disposal procedures 
prior to transferring slightly contaminated sediment to 
fossil plant ash pond, per Page 7 stipulation of EIA. 

CUTTER, A. B. Carolina Power ic Light Go. 84/12/07. VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 27905:261. 24X 

Fiche; 50-261 , 84/12/07, 8412130047. 


8412130232 Application for amend to License DPR-23, c hang i ng Tech Specs 
to replace one supervisory position w/two. Fee paid. 

CUTTER, A. B. Carolina Power ?< Light Co. 84/12/10, VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 27905:248. 24X 

Fiche: 50-261, 84/12/10, 8412130232. 


— 8412130237 Proposed Tech Specs reflecting organ! zat iona 1 changes. 
# Carolina Power «c Light Co. 84/12/10, 3pp. 27905:251. 24X 

Fiche: 50-261. 84/12/10, 8412130232. 


8412180590 Forwards one oversize drawing maint history re 120-volt 
ac instrument inverters par Generic Issue A-48. Aperture 
card available In PDR. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 84/12/13. VARGA, S. A. 
Operating Reactors Branch 1. 4pp. 28002:332. 24X 

Fiche: 50-261, 84/12/13, 8412180590, 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
dosed out as soon as submittals received, per 841024 & 1205 
memos. 

EISENHUT, D. G. Division of Licensing. 84/12/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28107:340. 24X 

Fiche: 50-000, 84/12/13, 8412270501. 
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Q Inspection reports. IE Bulletins correspondence 


8412280155 Grants extension of time to file response to v 
in Insp Rept 50 - 261 /84-05. Re sponse due by 840513 
O'REILLY. J.P Region 2, Office of Director 04/04/06 
Carolina Power L Light Co. Ip. 28128- 147. 24)C 

Fiche; 50-261. 84/04/06. 8412280155 


lolation cited 
UTLEY, E. E. 


8412280160 Forwards Insp Rept 50-261/84-05 on 94022 1-22. Vi ol at i on 

noted. Enforcement matters concerning insp addressed in 
separate correspondence 

LEWIS, R C Region 2. Office of Director 84/03/13 UTLEY. E. E 
Carolina Power tt Light Co. 2pp. 28128 160, 24X 

Fiche. 50-261, 84/04/06. 0412280155 


— S4122S016B Insp Rept 50-261/84-05 on 840221-22. Violation noted 
unauthorized entry into reactor keyway sump by operator on 
840219. 

ALBRIGHT.R H. Region 2. Office of Director. BARR, K P. Division 

of Engineering & Operational Programs. 84/03/08. 7pp. 28128: 162. 

24X Fiche; 50-261. 84/04/06. 8412280155. 


8412210214 Responds to NRC 840523 Itr re violations noted in Insp Rept 
50-261/84-10 Corrective ac t i ons: tra i ler posted as radiation 
area & radioactive metis receipt procedure revised to ensure 
renoirements of 10CFR20. 204( d > not misapplied 

MORGAN. R. E. Carolina Power 8t Light Co. 84/06/21. O'REILLY, J. P. 
Region 2. Office of Director. 5pp. 28034:043. 24X 

Fiche: 50-261 . 84/06/21 . 8412210214. 


8411130064 IE Info Notice 84-83. "Various Battery Problems." Svc lint 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103), 84/11/19. Consolidated Edison Co. oP Non 

York. Inc. 120pp. 27807 058. 24X Fiche- 50-000. 84/1 1 / 19, 841 1 1 

0412280328 Forwards Insp Rept 50-261/84-42 on 04 1029-1 102. No violation! 
or deviations noted 

VERRELLI, D. M. Region 2, Office of Director 84/11/20 UTLEY. E. 

Carolina Power U Light Co. 2pp 28124:111. 24X 

Fiche: 50-261 , 84/1 1/20. 8412280328 


— 8412280335 Insp Rept 50-261/84-42 on 841029-1 102. No violations or 
deviations noted. Major areas insp ec ted ; rad i a t i on protection 
program, internal ic external exposure control posting, 
labeling & control of radiological controlled areas 
COLLINS, T. R. , JENKINS. O.R Region 2. Office of Director. 

84/11/19 Bpp. 28124:113. 24X Fi c h e; 50-26 1 . 84/ 1 1 /20. 84 1 2200320 , 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers '• Svc list end 

JORDAN. E L Division of Emergency Preparedness &t Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co. of Neu 

York, Inc. 126pp. 27807:179. 24X Fic he ; 50-000, 84/1 1 /27, 84 1 1 2 1 036 j( 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of GA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York. Inc. 

SBpp. 27967:086. 24X Fi che : 50-000. 04/1 1 /30. 84 1 1 280366. 


— B412Z10220 Forwards Insp Rept 50-261/84-10 on 840319-23 & notice of 
violation. 

□ 'REILLY. J P, Region 2. Office of Director. 84/05/23 UTLEY. E, E. 

Carolina Power & Light Co. 2pp. 28034:048. 24X 

Fiche: 50 - 261 . 84/06/21 . 84 122102 14. 


— 8412210228 Notice of violation from insp on 840319-23. 

» Region 2, Office of Director 84/05/23. 2pp. 28034:050. 24X 

Fiche 50-261,04/06/21.8412210214 


— 8412210235 Insp Rept 50-261/84-10 on 840319-23. Violation noted: 
individuals wearing respiratory equipment not qualified in 
accordance w/licensee respiratory protection program & 
improper posting of radiological areas. 

ALBRIGHT.R H. . COLL INS. T. R. . JENKINS. 0. R. Region 2, Office of 
Director. 84/05/10. Spp. 28034:052. 24X Fiche: 50-261 . 84/06/21, 

8412210214. 


8412010105 Submits updated schedule for completion of open items 
identified in Insp Rept 50-261 /83-i2. Old mod closeout & 
updated sys description (SD)-16.App A re electrical 
distribution manual will be completed by 041101. 

MORGAN, R.E. Carolina Power ic Light Co. 84/07/31. O'REILLY. J. P. 
Region 2. Office of Director. Ip. 27709-210. 24X 

Fiche: 50-261 , 84/07/31 . B412010105. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys t< Nonsafety-Related Equipment, " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of 

York, Inc. U6pp 27965. 2P4. 24X Fiche; 50-000. 84/1 1 /30, 04 1 1 2BOrj7( 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced bij 
Stratified Flow." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness )U Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Neu 

York. Inc. 117pp. 27965:340. 24X Fiche. 50-000. 84/12/03, 841203 0021 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sijs Prablema ' 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Nes* 

York. Inc. I22pp. 27966:093. 24X F i c he : 50-000, 84/ 1 2/03, 84 1203OO« 0 


0412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens it i red 316 Stainless Steel." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103), 04/13/07. Consolidated Edison Co, of 

York. Inc. llSpp. 27966:332. 24X Fi c he : 50-000, 84/ 1 2/07, 84 IDOfiOOO I 


B41228017B Forwards Insp Rept 50-261/84-35 on 84091 1-1010. No violations 
or deviations noted. 

VERRELLI. D M. Region 2, Office of Director. 84/11/01. UTLEY, E. E. 
Carolina Power U Light Co. 2pp. 28128:242. 24X 

Fiche; 50-261.84/11/01. 8412280178, 


8412050090 IE Info Notice 84-90, "Mam Steam Line Break Effect on 
Environ Qua 1 i f i cat ion of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of 

York. Inc. 114pp. 27966:215. 24X Fi c he : 50-000. 84/ 1 2/07. 04 120500<»’C 


— 84122S0186 Insp Rept 50-261/84-35 on 84091 1-1010. No violations or 
deviations noted Major areas inspected; plant tour. operat i ons 
performance, ROs, site security, IE bulletin & notice followup 
& QA practices. 

KRUO.H.E., BEHISiP.R. Region 2, Office of Director, 84/10/31. 
5pp. 28128:244. 24x Fiche: 50-261. 84/1 1/01. 8412280178. 


8412010142 Submits supplemental response to IE Bulletin 83-07, 
"Apparently Fraudulent Products Sold by Ray Miller. Inc. " No 
Ray Miller, Inc supplied natls identified since 840601 Itr. 
Supplemental receipt insp program implemented, 

CUTTER, A. B. Carolina Power & Light Co, 84/11/09. O'REILLY. J. P. 
Region 2. Office of Director. 2pp. 27710:359. 24X 

Fiche: 50-000, 84/11/09. 8412010142. 


8412310411 Forwards Insp Rept 50-261/84-38 on 841014-17, No violations 
or deviations noted. 

VERRELLI, D. M, Region 2. Office of Director, 84/11/09. UTLEY. E. E. 

Carolina Power & Light Co. 2pp. 28134:217. 24X 

Fiche: 50-261,84/11/09, 8412310411. 


— 8412310417 Insp Rept 50-261/84-38 on 841014-17. No violations or 
deviations noted. Major areas inspected: refuel ing spent 
fuel pool activities, IE bulletin followup & plant tour. 

MATHIS, J. L. . JAPE. F, Region 2, Office of Director. 84/11/08. 
5pp. 28134:219. 24X Fiche: 50-261, 84/11/09. 8412310411. 


0412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurameiits Programs. " Svc list end 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of 

York. Inc. 116pp. 28032:130. 24X Fiche . 50-000, 84/ 1 2/ 10. 84 12060t5'9J| 


8412200456 Confirms 850204-08 insp of compliance w/ 10CFR50, App R. 
Sections III.G. ie III. J 8< associated fire protection 
features, per 841127 te Icon. Current rev to listed info should 
be submitted by 850107, 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/12. UTLEY. T E 
Carolina Power it Light Co. 2pp. 28125:277. 24X 

Fiche: 50-261, 84/12/12, 8412280456. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins. F i f 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/17. Consolidated Edison Co, of Nm-t 

York, Inc. 119pp. 28123:131. 24X Fiche 50-000, 84/12/ 17. B4121gO»4( 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/ 17. 841212fOS47 



DOCKETED ITEMS 


65 


R. Periodic operating reports & related correspondence 


8412260314 "Steam Generator Repair Program Pinal Radiological Progress 
Rept 3iFeb-Qct 1904." W/B41219 Itr. 

BEATTVi G. P. Carolina Power &: Light Co. 04/10/31. VARGA. S. A. 
Operating Reactors Branch 1 57pp. 28057:007. 24X 

Fiche: 50-261 . 84/10/31 . 0412260314. 


8412200159 Monthly operating rept for Nov 1984. W/841210 Itr. 

SCOTT. A. E . MORGAN. R. E. Carolina Power ?< Light Co. 84/11/30. 
DEYOUNG. R C. Director's Office. Office of Inspection and 
Enforcement. 4pp 28031:257. 24X Fiche : 50-261 . 84/1 1/30. 84122001 59. 


S. Reportable occurrences. LERs & related correspondence 


8412040004 PND-1 1-84-091 : minor leaks identified in svc water sys in 
heat affected zones of 54 butt welds. Joints in containment 
will be sleeved. Joints outside containment will be evaluated 
& repaired as necessary. 

BLAKE. J. . FREDRICKSON. P. Region 2. Office of Director. 84/11/29. 
Ip, 27747:213. 24X Fi c h e : 50-261 . 84/1 1/29. 8412040004. 


8412140468 LER 81-002/01T-3; on 0101 13. review of svc water sys revealed 
potential unmonitored release path to environ. Caused by lack 
of radiation monitoring on svc water return lines from 
c ontainment. Di scharge lines modified. W/841206 Itr. 

WRIGHT. C, L. . MORGAN. R. E. Carolina Power & Light Co. 84/12/06. 3pp. 
27937:352. 24X Fiche: 50-26 1 . 84/ 12/06, 0412140468. 


8412140452 LER 84-010-00; on 841 107. safeguards actuation on train A 
occurred due to inadvertent low pressurizer pressure signal. 

Caused by failure to investigate conBeq.uenceB of removing & 
restoring loads. Label plate will be instal led, W/841207 Itr. 

WRIGHT, C.L.. MORGAN. R.E. Carolina Power 8< Light Co. 84/12/07. 3pp. 
27937:356. 24X Fiche: 50-261. 84/12/07. 8412140452. 


8412200299 Forwards LER 84-003-01 containing complete description of 
event 8t current corrective actions re anomalies w/steam 
generator snubbers while in test stand under simulated 
conditions. 

MORGAN. R.E. Carolina Power & Light Co. 04/12/12. Record Services 
Branch (Document Control Desk). Ip. 28031:215. 24X 

Fiche. 50-261, 84/12/12. 8412200299. 


— 8412200307 LER 84-003-01 ; on 840521. two steam generator snubbers being 
tested offsite were low on fluid. Rear monoball bearing on 
one steam generator snubber failed at less than design load. 

All snubbers rebuilt. 

WRIGHT. C.L. Carolina Power & Light Co. 84/12/12. 5pp. 

28031:216. 24X Fiche: 50-261. 84/12/12. 8412200299. 


DOCKET 50-262 BRIGHAM YOUNG UNIU. RESEARCH REACTOR 


Q. Inspection reports. IE Bulletins 8« correspondence 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co, of New 

York, Inc. I20pp. 27807:058. 24X Fiche: 50-000. 84/11/19, 8411150064. 


B411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end, 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of New 

York. Inc. 126pp. 27807:179. 24X Fi c he : 50 - 000 . 84/1 1 /27, 841 1210360. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators, " Svc list end. 

GRACE. J. N. Division of QA. Safeguards Ik Inspection Programs (Post 
S30103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

S8pp. 27967:086. 24X Fiche: 50-000, 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-06, "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Equipment. " 

Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co, of New 

York. Inc. U6pp. 27965:224, 24 X Fiche: 50-000, 84/11/30. 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i( Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 0412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list end. 

JORDAN. E L, Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 84/12/03. Consolidated Edison Co. of New 

York. Inc 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03. 8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens itized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. Il8pp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081 , 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua 1 if ication of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche; 50-000, 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc, 116pp. 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060594. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc, 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17. 8412120541 . 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 30-000. 84/12/17, 8412120547. 


DOCKET 30-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency it fire protection plans 


8412110335 Ack receipt of 841121 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 30-263/84-22. 

* Region 3, Office of Director. 04/12/04. Northern States Power 
Co. Ip. 27851:171. 24X Fi che: 50-263, 84/12/04, 84121 10333. 


— 8412110344 Responds to NRC 841023 Itr re violations noted in Insp Rept 
50-263/84-22, Corrective actions: emergency plan training 
schedule transmitted to plant manager on 840910. Techn ica 1 
support ctr team training included. 

LARSON, C.E. Northern States Power Co. 84/11/21. OREOER. L, R. 

Region 3, Office of Director. 2pp. 27851:172. 24X 

Fiche; 50-263, 84/12/04, 8412110335. 


8412100118 Forwards Safeguards Insp Rept 50-263/84-28 on 841119-20. No 
noncompliance noted. 

AXELSON.W. L. Region 3, Office of Director. 84/12/03. LARSON, C. E. 
Northern States Power Co. 2pp, 27835:051, 24X 

Fiche: 30-263. S4/12/0S. 8412100118. 


—8412100124 Safeguards Insp Rept 50-263/84-28 on 841119-20. No 
noncompliance noted. Major areas inspected : spent reactor fuel 
physical protection requirements shipping activities of 
irradiated fuel. Details withheld (ref 10CFR73. 21). 

KNICELEY. J. R. , CREED, J. R. Region 3, Office of Director. 04/12/05. 
Ip. 27833:053. 24X Fich e: 50-263. 84/12/05, 84121001 18. 


8412130428 Ack receipt of 841030 Itr which transmitted Rev 16 to 
Monticello security plan. Changes deemed acceptable except 
for items identified in encl. Encl withheld (ref 10CFR73. 21). 
AXELSON.W. L. Region 3, Office of Director. 84/12/10. LARSON. C. E. 
Northern States Power Co. 3pp. 27901:327. 24X 

Fiche: 50-263, 04/12/10. 8412130428, 


8412280147 Revised emergency plan Implementing procedures, includ ing 
A. 2, "Emergency Plan Implementing Procedures List of Current 
Pages" «< A. 2-106. "Activation of Technical Support Ctr." 

W/84t210 Itr. 

FEY, F. L. Northern States Power Co, 84/12/10. 6pp. 28108:123. 24X 

Fiche: 30-263, 04/12/10, 8412280147. 


P, Operating license stage documents & correspondence 


8412050542 Submits equipment quail f ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualif ication program SERs. 

KARSCH. R. □. Operating Reactors Assessment Branch, 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000. 84/11/26, 8412050542. 
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8412310342 Notification of rescheduled 841214 cneeting to 850104 
u/Mark 1 Quiners Group. NUTECHj Structure 1 Mechanics Assoc & 

Franklin Research Ctr to discuss use of CMDOF code, 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/26. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip 28133:359. 24X 

Fiche-: 30-000. 84/11/26. 8412310342. 


B412060155 Forwards Insp Rept 50-263/84-21 on 
noncompliance noted. 

LITTLE. W S. Region 3. Office of Director. 
Northern States Power Co. 2pp. 27826:296. 
Fiche: 50-263. 84/11/15. B412060155. 


840917-19 & 1029-30. No 

84/11/15. LARSON. C.E. 
24X 


8412030184 Notification of 841214 meeting w/Mark I Owners Group. NUTECH. 
Structural Mechanics Assoc & Franklin Research in Bethesda. 

MD to discuss use of CMDOF code to determine coupling 
between torus & torus attached piping. 

SIEGEL. B.L. Operating Reactors Branch 2. 84/11/27. VASSALLO, D. 0. 

Operating Reactors Branch 2. Ip. 27812:036. 24X 

Fiche: 50-000. 84/11/27. 8412050184. 


8412120523 Forwards Page 105 of Amend 27 to License DPR-22. Page 
inadvertently omitted when amend issued on 841031. No 
technical changes on Page 105. 

RODNEY. V. L. Operating Reactors Branch 2. 84/11/27. MUSOLF. D, M. 

Northern States Power Co. 2pp. 27913:086. 24X 

Fiche: 50-263. 84/11/27. 8412120523. 


—8412120526 Page 105 of Amend 27 to License DPR-22 re limiting 
conditions for operation ic surveillance requirements for 
LPCI subsystem. 

* Operating Reactors Branch 2. 84/11/27. Ip. 27913:088. 24X 

Fiche: 50-263. 84/11/27. 8412120523, 


8412170033 Forwards Amend 31 to License DPR-22 & safety evaluation. 
Amend revises Tech Specs to provide higher setpoint for 
degraded grid voltage protection it reset functions. 

ROONEY, V.L. Operating Reactors Branch 2. 84/11/27. MUSOLF, D. M. 

Northern States Power Co. 2pp. 27972:298. 24X 

Fiche: 50-263. 84/11/27,8412170033. 


—8412170036 Amend 31 to License DPR-22( revising Tech Specs to provide 
higher setpoint for degraded grid voltage protection & reset 
functions. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/11/27. 6pp. 

27972:300. 24X Fiche: 50-263. S4/1 1/27. 8412170033. 


8412170038 Safety evaluation supporting Amend 31 to License DPR-22, 

* Office of Nuclear Reactor Regulation. Director. 84/11/27. 6pp. 
27972:306 24X Fiche: 50-263. 84/11/27. 8412170033. 


8412260097 Forwards corrected Pages vi. 69.69a. 71 & 71a to Amend 31 to 
License DPR-22. Pages reflect changes made in Amends 29 & 30. 
Inadvertently not carried over to Amend 31 when Issued on 
841127, 

ROONEY. V. L, Operating Reactors Branch 2. 84/12/05. MUSOLF. D. M. 

Northern States Power Co. 2pp. 28072:318. 24X 

Fiche: 50-263. 84/12/05. 8412260097. 


•8412260098 Corrected Pages vi. 69, 69a, 71 & 71a to Amend 31 to License 
DPR-22, ref lectlng changes made in Amends 29 8< 30. 
inadvertently not carried over to Amend 31 when issued on 
841127. 

* NRC - No Detailed Affiliation Given. 84/12/05. 5pp. 

28072:320. 24X Fiche ; 50-263. 84/12/05. 8412260097, 


8412190075 Forwards proprietary Rept 290ER000001, "Justification for 
Continued Operation - Montlcello." per request for 
extension to resolve deficiencies in environ qualification 
of electrical components. Rept withheld (ref 10CFR2. 790). 

MUSOLF, D. Northern States Power Co. 84/12/06. Office of Nuclear 
Reactor Regulation. Director. 4pp. 28011:009. 24X 

Fiche: 50-263, 84/12/06,8412190075. 


Q, Inspection reports. IE Bulletins 8< correspondence 


— 8412060166 Insp Rept 50-263/84-21 on 840917-19 it 1029-30, No 
noncompliance noted. Major areas inspected: rec irculati on it 
RHR sys piping rep lac enent . i nservi c e insp ac tivities. LERs & 
10CFR21. 

WARD. K. D. . DANIELS(DN. D H. Region 3, Office of Director. 84/11/0 
6pp. 27826:298. 24X Fiche: 50-263, 84/1 1 /15. 84120601 55. 


8412060248 Forwards Insp Rept 50-263/84-23 on 841022-26 & 1031-1102. No 
noncompl iance noted. 

LITTLE. W.S Region 3, Office of Director. 04/11/16. LARSON. C, E. 
Northern States Power Co. 2pp. 27826:255. 24X 

Fiche: 50-263. 84/11/16. B41206024S. 


— 8412060257 Insp Rept 50-263/84-23 on 841022-26 it 1031-1102. No 
noncompliance noted. Major areas inspected : ref ue 1 ing 
preparations it refueling activities. 

MILBROT. W. E. , REYES. L. A. Region 3, Office of Director. 84/11/16. 
4pp. 27826:257. 24X F ich e : 50-263, 84/1 1 / 16, 8412060248. 


8412100396 Forwards Insp Rept 50-263/84-24 on 841022-26. No violation 
noted, 

GREGER. L. R. Region 3, Office of Director. 84/11/16. LARSON. C.E. 
Northern States Power Co. 2pp. 27859:295. 24X 

Fiche: 50-263. 84/11/16, 8412100396. 


—8412100403 Insp Rept S0-263/B4-24 on 841022-26. No violation or 
deviation noted. Major areas inspected: rad iation protection 
program, radwaste sys St transportation of radioactive matls. 

GRANT. W,B.. LDVENDALE. P. C. Region 3, Office of Director, 
84/11/16. 7pp. 27859:297. 24X Fiche: 50-263. 84/11/16. 8412100396 


8412180049 Forwards Insp Rept 50-263/84-20 on 840930-1 103. No 
noncompliance noted. 

WARNICK.R.F, Region 3. Office of Director, 84/11/28, LARSON. C. E, 
Northern States Power Co, 2pp. 27974:324. 24X 

Fiche: 50-263. 84/11/28. 8412180049. 


"8412100053 Insp Rept 50-263/04-20 on 840930-1 103. No none omp 1 iance or 
deviations noted. Major areas insp ec ted: ons i te review 
c ommi t tee, d e s i gn change 8* mods & long-term shutdown. 

BROWN. C.H., BOYD. D. C. Region 3. Office of Director. 84/11/26. 
4pp. 27974:326. 24X Fi ch e : 50-263, 84/1 1 /28, 8412180049. 


B412110335 Ac k receipt of 841121 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-263/84-22. 

# Region 3. Office of Director. 84/12/04. Northern States Power 
Co, Ip. 27851:171. 24X Fiche: 50-263, 84/12/04. 84121 10335. 


—8412110344 Responds to NRC 841023 Itr re violations noted in Insp Rept 
50-263/84-22. Correct ive a c ti ons : emer g enc y plan training 
schedule transmitted to plant manager on 840910. Techn i ca 1 
support ctr team training included, 

LARSON. C. E. Northern States Power Co. 04/11/21. GREGER. L. R. 
Region 3, Office of Director. 2pp. 27851: 172. 24X 

Fiche: 50-263. 84/12/04. 8412110335. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin. per 841128 meeting. Target 
Rock Corp Rept 4207 it technical manuals encl.W/o end, 

CROWLEY, T. D. Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163. 24X Fiche: 50-000, 84/12/04. 

8412100067, 


841219C)465 Forwards SALP input rt operator licensing at listed plants 
for Jul 1982 - June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER, J. F. Regions, Office of Director. 83/07/2?! 

Detailed Affiliation Given. 2pp. 28029:33 
24X Fiche: 50-000. 83/07/29, 8412190465, 


B41210011B Forwards Safeguards Insp Rept 50-263/04-28 on 841119-20. No 
noncomp 1 iance noted, 

AXELSONi W. L, Region 3, Office of Director. 84/12/05. LARSON. C. E. 
Northern States Power Co. 2pp. 27835:051. 24X 

Fiche: 50-263, 84/12/05, 84121001 18. 


8412130415 Forwards Insp Rept 50-263/84-19 on 840902-29 No 
noncomp liance noted. 

4. LARSON. 

Northern States Power Co. 2pp. 27916:200. 24X 

Fiche: 50-263, 84/10/18, 8412130415. 


— 8412100124 Safeguards Insp Rept 50-263/84-28 on 841119-20, No 
noncompliance noted. Major areas inspected : spent reactor fuel 
physical protection requirements St shipping activities of 
irradiated fuel. Details withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , CREED, J. R. Region 3, Office of Director, 84/12/05 
Ip. 27835:053. 24X Fich e: 50-263. 04/12/05. 84121001 18. 


^ 50-263/84-19 on 840902-29. No noncompliance or 

areas inspected: design changes «< 
medii CMtactr"^**^ ‘committee, procedures, long-term shutdown it 

BOYD, D. C. Region 3, Office of Director. 84/10/18 4d □ 

24X Fiche: 50-263,84/10/10,8412130415. 


27916:202 


8412310270 Ack receipt of 841128 Itr informing NRC of extension of 
commitment dates to correct deviation noted in Insp Rept 
50-263/84-07. 

LITTLE. W.S, Region 3. Office of Director. 84/12/24. LARSON^C.E. 
Northern States Power Co. Ip. 28119:341. 24X Fiche : 50-263. 

84/12/24, 8412310270. 
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— 8412310276 Responds to NRG Itr re deviation noted in Insp Rept 
50-263/84-07. Commitment dates will be extended to 850131 & 
0601i respectively/ due to workload associated w/unforeseen 
events, 

LARSON. C. E. Northern States Power Co. 84/11/28. WALKER, R. D. 
Region 3/ Office of Director. Ip. 28119:342. 24X 

Fiche; 50-263. 84/12/24, 8412310270. 


S. Reportable occurrences, LERs & related correspondence 


8412040223 PNO-1 1 1-84-103: on 841 128, d iscovered that handle on 1 of 18 
fuel bundles in 1-300 rail mounted spent fuel cask 
distorted. Cause appears to be contact w/fuel cask lid. 

Special tool used to remove fuel bundle from cask. 

GREGER, L. R , PAPERIELLO, C. J. Region 3, Office of Director. 

84/11/29. Ip. 27746:217. 24X Fi ch e: 50-263. 84/ 1 1/29, 8412040223, 


8412110329 PNQ-I I I-S4-106: d ur i ng surveillance testing excessive scram 
times found for several control rods. Caused by partially 
plugged screens in hydraulic flow path. Sys will be cleaned 
& screens rep laced. Outage will be lengthened by 15 days. 

BOYD, D. , WARWICK. R. Region 3, Office of Director. 84/12/06. 2pp. 
27851:055. 24X Fiche: 50-263. 84/12/06, 84121 10328. 


8412180567 PNQ-I I I-S4-103A: on 841129. handle on 1 of IS final bundles 
in lF-300 rail-mounted spent fuel cask discovered bent. 

Caused by incorrect seating of lid. All fuel elements will be 
fully seated in cask basket before lid installed. 

BOYD. D. C. . PAPERIELLO. C. Region 3. Office of Director. 84/12/11. 
Ip. 28002:331. 24X Fi ch e : 50-263. 84/12/1 1 . 8412180567. 


Y. Operator Examinations 


8112300221 Advises that licensed operator requal if ication program 
meets listed reciulrements w/exceptions noted. 

MCMILLEN. J. I. Operator Licensing Section. 81/11/19. MAYER. L. 0. 

Northern States Power Co. Ip. 28031:069. 24X Fiche: 50-263, 

81/11/19, 8112300221. 


8412200314 Requests approved ref matl re operator & senior operator 
licensing exams by 820329. Written exams scheduled for 
820517, simulator exams for 820614 Jk oral exams for 
920518-21. W/o ends. 

HIND, J. A. Regions. Office of Director. 82/03/04. GILBERTS, D. E. 
Northern States Power Co. 2pp. 28031:221. 24X 

Fiche: 50-263, 02/03/04, 8412200314. 


8412190442 Grants RK Rogers ?< MJ Lechner waiver of operating test *< 
simulator exam. Waiver of simulator exam for RJ Rohland not 
granted. Since 811001, all applicants for operator licenses 
required to take simulator exams. 

MCMILLEN, J. I. Region 3, Office of Director. 82/04/08. 

GILBERTS, D. E. Northern States Power Co. Ip. 28029:351. 24X 

Fiche: 50-263, 82/04/08, 8412190442. 


8412240075 Informs that in order for oral & written operating exams to 
be administered as scheduled during wk of 821 129, approved 
ref matl listed in Enel 1 must be furnished by 821015. 

W/o end. 

LITTLE, W.S, Region 3, Office of Director. 82/10/13. GILBERTS, D. E. 
Northern States Power Co. 2pp. 28061:339. 24X 

Fiche; 50-263, 82/10/13, 8412240075. 


8412240069 Informs that in order for written exams to be administered 
as scheduled on 830524 e* for oral exams to be administered 
as scheduled on 830525 it 26. approved ref matl listed in End 
1 must be furnished by 830323. W/o end. 

LITTLE, W. S. Region 3, Office of Director. 83/02/15. LARSON, C. E. 
Northern States Power Co. 2pp. 28061:345. 24X 

Fiche: 50-263, 83/02/15, 8412240069, 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983. Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER, J. F. Region 3, Office of Director. 83/07/29. 

TAMBLINO, T. N. NRC - No Detailed Affiliation Given. 2pp. 28029:333. 
24X Fiche: 50-000, 83/07/29, 8412190465. 


8412240062 Forwards reactor operator it senior reactor operator 
cerf if Icates, W/o end. 

SPE8SARD, R. L. Division of Emergency Preparedness ?< Operational 
Support. 83/11/01. SHAMLA, W. A. Northern States Power Co, Ip. 
20061:347. 24X Fiche: 50-263. 83/1 1/01, 8412240062. 


DOCKET 50-264 DOW CHEMICAL CO 


Q. Inspection reports. IE Bulletins & c orresp ond’ence 


8412130309 Forwards Insp Rept 50-264/84-01 on 841024-26 it notice of 
violation. 

NORELIUS, C E. Region 3, Office of Director. 84/12/10. RAMPY. L. W. 
Dow Chemical Co. 2pp. 27900:326. 24X Fiche: 50-264, 84/12/10. 

8412130309. 


— 8412130313 Notice of violation from insp on 841024-26. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/10. Ip. 
27900:328, 24X Fich e : 50-264, 84/12/10, 8412130309. 


— 8412130317 Insp Rept 50-264/84-01 on 841024-26. None omp 1 ian ce noted: NRC 
not notified of failure of required safety circuit while 
reactor operating at full power. 

HYDER,J.E. I RIDGWAY. K. R. , THOMAS. C. 0. Region 3. Office of 
Director. 84/12/04, 7pp. 27900:329. 24X Fich e: 50-264, 84/12/10. 

8412130309. 


DOCKET 50-265 QUAD CITIES STATION. UNIT 2 


F. Security, medical, emergency it fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information it Resource Service. 3pp. 28052:318. 24X 

Fiche-: 50-000, 84/06/14, 8412200033. 


8412120343 Revised emergency plan implementing procedures, including 
QEP 340-5 re station fire fighting & QEP 340-51 re fire 
drill worksheet. 

♦ Commonwealth Edison Co. 84/08/30. 9pp. 27879:278. 24X 

Fiche: 50-254, 84/08/30, 8412120343. 


8412040080 Revised emergency plan implementing procedures, including 
QEP 190-1 re operational support ctr director implementing 
procedure it QEP 320-1 re activation of emergency 
organization. 

* Commonwealth Edison Co. 84/10/31. llpp, 27750:179. 24X 

Fiche: 50-254, 84/10/31, 8412040080. 


8412060615 Further response to FOIA request for 10 8< 50-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, J.M. Division of Rules and Records. 84/11/13. BERLIN. M. 
Commonwealth Edison Co, Ip. 27831:040. 24X Fiche: 50-000. 84/11/13. 

8412060615. 


8412040202 Forwards exercise rept of 840828-29 joint exercise of 
offsite radiological emergency preparedness plans for 
State of IL.Rock Island County it Cities of Cordova it Port 
Byron. Def iciency re emergency broadcast sys identified. 

KRIMMiR.W. Federal Emergency Management Agency. 84/11/14. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response {Post 830103). 2pp. 27744:080, 24X Fiche: 50-254, 84/1 i /14, 

8412040202. 


— 8412040205 Describes news media ctr it Moline Public Hosp medical 
support exercise weakness in capability discovered during 
840828-29 plant emergency exercise & 840911-12 medical 
support exercise. 

WEAVER, W. J. Federal Emergency Management Agency, 84/10/19. 

KEPPLER.J. G, Region 3, Office of Director. 3pp. 27744:082. 24X 
Fiche: 50-254, 84/11/14,8412040202. 


— 8412040209 Exercise rept of 840828-29 joint exercise of offsite 
radiological emergency preparedness plans for State of IL, 
Rock Island County Cities of Cordova it Port Byron it 
Whiteside County Jk City of Albany. 

* Feder-al Emergency Management Agency, B4/10/18. 50pp. 

27744:085, 24X Fich e: 50-254, 84/11/14. 8412040202. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone directory. W/e4i219 release memo. 

MOORE, R.D. Commonwealth Edison Co. 04/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28137:200, 24X 

Fiche-: 50-000, 84/11/30, 8412310219. 


— 8412310241 Public version of revised generating stations emergency plan 
telephone directory, 

GALLE, D, P. Commonwealth Edison Co. 84/11/08. 53pp, 28137:285. 

24X Fiche: 50-000, 84/11/30. 0412310219. 
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operation A-Mol e 1 ‘pe^NCRKforsT.'IIlp ”0 

«utxfiNUfc.RiG. Commonujeal th Edison Cn an/in/nn 

of Nuclear Reactor Regulation, Dir ec tnr^^^Pn O^^'ice 

Fiche: 50-000. S4/12/03rS41205S3e? 

8412100055 Informs that Revs 4 J< 4A to npnpr;,^-, *. a. 

plan submitted 840524 & Oct 1984 resn^ J ® stations emergency 

8412100055. 058- 24X Fi ch e ' 50-000, 84/12/04, 

Of 20-dav schedule a, re,ue,ted on 82o?if i 

co™“?;S',^di.dr^o°" 

8412310449. 225. 24X Fiche; 50-000, 84/12/14, 

“'‘ictjrf.ve'u" Jndfr’’’"'^ OEP 200-Tl re eo.rp.ncg 

p_ 0p*ratlna Ucen.e e taaejocumente S. correspondence 

c‘u5.“!‘lvrrip“:'’”' ■*- “"“““Aden’s fQ^d'”'" 

^FLli£^£rpLr'H 

-°2;'rp’:ni“= 

CRUTCHFIELD. D°'''A«lstant*n*^°''*r*°'e*''"’'"* Btanch, 84/11/26. 

=7782:310. 24X F^ci ^‘cS^ODalvJI/J^red^l'*^,^^ 

“SS EJHr 

Flcho: 50-000.84/11/26, 8412310342. 

""s?r°S°rarj‘:^:n“L‘rA::„rr^?e:ni‘-''^.:e'"^^‘ ' Group, NUTECH. 

MD to discuss use of CMDOF codl Jo Jp. Bethesda, 

‘-0S 6 torus"”??:cSe°;'pip“l^'.‘"™‘"' 

Fi'r‘k“ «" = ‘“^A*B"»PFri.‘°’'Ip®''‘'2;ai|: OaT'^iiT' ''^SSALLO, 0. B. 

Fiche; 50-000, 84/11/27, 84 1 2050184. 12.036. 24X 

^^TecrSpecf?^co^taJnme^t7^ess^^‘'setp^ & DPR-30, r evi sing 

surveillance. Fee paid P^'^ssure setpoint & deleting MSIV 

N;f^;r%.=“rx"jritf-‘,‘"Si“ctor^^^‘ipT' - 

Fiche-: 50-234, B4 /1 1/27, 8412050483. 323. 24X 

8412030484 Proposed Tech Spec revisinn rn,«t.4.4 

& deleting MSIV surveillance ^ containment pressure setpoint 

* Commonwealth Edison Co 84 /ii/P7 id 

Fiche: 30-234,84/11/27, S41205Msi ^ 327. 24X 

8412060177 Forwards response to Generic i fr oa 

plan# to improve reactor vessel watl^ description of 

Ficher: 50-000,84/12/04, S412O60l77 ^'’P' 353. 24X 

1^®? limit^dj^inj Cycle'^rbaJrier'^fCel ^®''i«lng Tech Specs 

evaluation end. Fee paid ^’uel ramp test. Safety 

R.a^“::rR“.";rihf^i“s,j:,, -^I pT- - 

Fiche: 30-265,84/12/04,8412110184 24X 

B4121 10187 Proposed Tech Specs re LHOR iimif a * 

fuel ramp test. ^ limit during Cycle 7 barrier 

* Commonwealth Edison Co a^/io/nA „ 

Fiche: 50-265, 84/ IZ/ol? 84121 ill bI 024- 24X 


a In apac tion r epo rts, IE Bulletins 4 correspondence 

8411150064 IE Info Notice 84-83, “Various Battery Prohleas." Svc li., 

R°s?CJ!sf'rp„st‘93oioS>.°'' la/n/^R'' '’'''?o;so^'u”t^^E'‘""''*"® 

Vort. rnc. i20pp. 27807:058. 24X Fiche“i-oSa 84/?“??, 

®‘'84l'o2^?tor“'^''‘’“ =°-2SA/B4-23 & 50-265/84-21 on 

□“cDNNDr'j^' 3, Office of Director. 84/U/19 

□ CONNOR. J. j Commonujealth Edison Co, 2po 27955- il? oav 

Fiche; 50-254, 84/11/19, 8412140032. ^^^^^.147. 24X 

■s;-;.!;,;';;;;, 


8411210360 IE Info Notice 84-84, 

Transformers." Svc list end 

R“f ^Poor83§;S3,”' P-paredn.ss 6 Engineering 

York. Inc. 126pp 27807 179 Lv p ■ Co. of Neu 

PP. «:/807.179. 24X Fiche 50-000,84/11/27, 8411210360 

8412210108 Forwards Insp Repts 50-254/B4-22 

0RFGER°i deviations noted, 

GREGER.L. R. Region 3, Office of Director 

94?2lrSIoa ' =''■■ 28052:148.' 


Deficiencies in Ferro-Resonant 


S< 50-265/84-20 on 841029- 

84/11/28, REED, C, 

24X Fiche: 50-254, 84/11/28, 


Tc“99m GenerIto^s*^"*Svc 1 i It ^enc 1 ° ^ ^ ^ Breakthrough From 
830^03;': ” 84/1^^10°" *■ = Proara^, (Past 

aspp. 27967:086. ' B4X Fic^he'jo-^OO, l^)l?;3Sr84??2S6r 

■'S?:K“.r" •• 

SriL-'-;; //j::::u:;.:.' 3 i:::';:- ., .. 

opp. .i/965.224. 24X Fiche: 50-000.84/11/30, 8411280370 

""s?ra???lefFL":”„^°“",®nn;/'^‘P-G Thermal Deflection Induced h, 

iT,Z‘,f ipos^dIoi^ss,."' L”/ri;s5“ 

Vorh, Inc. UTpp. 27,65:340. 24X Ficha”oio00,“84/?^%a eSlsSooSa: 

•■^*‘P'“'0 Gas Treatment Sg. Prohleas.- 

Response (Post 'sSOloS/*" a4/li%3^ Preparedness 6 Engineering 

7orl, Inc. 122pp. 27966 093 lax F n'”Si'^n*"’ 

PP. .«/Y66.093. 24X Fiche: 50-000, 84/12/03, 8412030029, 

R~f "posl*li;JI3,°^ iTAlToV^ '’pppar.-ness 6 Engineering 
Verl. Inc. 118pp. 27,66:332. 24X 

A14PP. 27966.215. 24X Fic he ; 50-000. 84/12/07, 8412050090. 

l4"riMol'5.‘- "'p‘°%79l"lSS: "4riich%fSoi|5l‘lS/JS?07, 

ISr- 

Response’ (Post ^830103 > a4/l|/lo'^ P^-eparedness & Engineering 

York, Inc. HAdd 280^3- i v d Consolidated Edison Co. of Neu 

16pp. 28032.130. 24X Fiche; 50-000, 84/12/10, 8412060594. 
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0412270144 Submits insp & repair plan re stainless steel piping per 
S40215 Itr.Next refueling outage planned for Apr 1985. Outage 
may be moved up to Mar 1905, IE Bulletin 83-02. Gener ic Ltr 
B4-li & WUREG-1061 re IGSCC issues addressed. 

RYBAK. B. Commonwealth Edison Co. 84/12/15. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 7pp. 28080:290. 24X 

Fiche; 50-265. 84/12/15, 8412270144. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc, I19pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc, 120pp. 28124:001. 24X Fi c he ; 50-000. 84/12/ 17, 8412120547. 


R. Periodic operating reports 8c related correspondence 


8412260431 Monthly operating repts for Nov 1984. W/841203 ltr. 

KIMLER,D. , KALIVIANAKIS, N Commonwealth Edison Co. » lowa-Illinois 
Gas 8, Electric. 84/11/30, Slpp. 28063:015. 24X 

Fiche: 50-254, 84/11/30. 8412260431. 


8412180533 Forwards listing of chang es, tests & experiments completed 
during Nov 1984. Summary of safety evaluation reported per 
10CFR50. 59. 

KALIVIANAKIS. N. Commonwealth Edison Co. 84/12/10, CASE. E. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28003:273, 24X 

Fiche: 50-254, 84/12/10, 8412180533. 


S. Reportable occurrences, LERs & related correspondence 


8412060164 Forwards matl presented by util during 841105 enforcement 
conference re 841025 trip & failure of control rod to scram. 

Matl includes short-term corrective actions, investigation 
8< sequence of events, 

RYBAK. B. Commonwealth Edison Co. 84/11/07. KEPPLER.J. G. Region 3, 
Office of Director. Ip, 27794:090. 24X Fiche; 50-265, 84/ 11/07, 

8412060164. 


6412030106 LER 84-010-00: on 841025, reac tor scrammed due to high 
reactor pressure while in hot standby . Caused by procedural 
inadequacy. Procedure revised. W/B411 16 ltr. 

DO, H. , KALIVIANAKIS, N. Commonwealth Edison Co, 84/11/16. 6pp. 
27733:356. 24X Fiche: 50-265, 84/1 1/16, 8412030106. 


8412260009 LER 84-011-00; on 841 130, reactor bldg fuel pool channel D 
area radiation monitor tr ipp ed, isolating reactor bldg 
ventilation starting standby gas treatment sys. Cause 
undetermined. No corrective action necessary . W/S4121 1 ltr, 
WEINFURTER, E. , KALIVIANAKIS, N. Commonwealth Edison Co. 84/12/11. 
3pp. 28063:361. 24X Fiche: 50-265, 84/12/1 1, 8412260009, 


V. Operator Examinations 


8412200606 Lists info required to judge usefulness of Dresden simulator 
for administration of future Quad-Cities operator exams. 

Written fc oral exams scheduled for wk of 830110. 

LITTLE. W. S. Region 3, Office of Director, 82/10/27. REED, C, 
Commonwealth Edison Co. 3pp. 28032:035. 24X Flc he: 50-254, 82/10/27, 

B4 12200606. 


8412200616 Forwards list of ref mat! needed by 830311 for 830426 
reactor operator senior reactor operator written exams !< 

830427-28 oral exams. Simu lator exams not scheduled, W/o end. 

LITTLE, W.S. Region 3, Office of Director. 83/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28032:026, 24X Fiche: 50-254, 83/01/28, 

8412200616. 


8412190449 Forwards info from util re request for use of simulator at 
Morris Training Ctr to administer operator exams. Simulator 
for util personnel training & exam purposes acceptable sub j 
to listed conditions. 

MCMILLEN, J. I, Division of Emergency Preparedness & Operational 
Support. 83/04/04. BECKHAM, D. H. Operator Licensing Branch. 2pp. 
28029: 349. 24X Fiche: 50-254, 83/04/04, 8412190449. 


8412190457 Lists conclusions based on review of util 830311 ltr re 
usefulness of Morris Training Ctr simulator for 
administration of future operator exams. 

STREETER. J. F. Region 3, Office of Director, 83/06/24, RYBAK, B. 
Commonwealth Edison Co, 2pp. 28029:342. 24X Fiche; 50-254, 83/06/24, 

8412190457. 


8412200599 Forwards list of ref matl needed by 831107 for 831213 
reactor operator & senior reactor operator written exams ic 
831214—15 oral exams. W/o end. 

STREETER, J. F. Region 3. Office of Director. 03/09/21. REED, C, 
Commonwealth Edison Co. 2pp. 28032:056. 24X Fiche: 50-254, 03/09/21, 

8412200599. 


8412190436 Forwards reactor operator 8< senior reactor operator 
c ertif i cates. W/o end. 

SPESSARDi R. L. Region 3, Office of Director. 83/11/01. KALIVIANAKIS 
Commonwealth Edison Co Ip. 28029:352. 24X Fiche: 50-254, 03/1 1/01, 

8412190436. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault, App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL. N. 
Nuclear Information & Resource Service. 3pp, 28052:318. 24X 

Fiche: 50-000.84/06/14, 8412200033. 


8412030522 Advises that review completed for 840831 it 0927 revs to 
emergency plan. Changes do not downgrade effectiveness 
of emergency p Ian. Sections J «< N still need to be clarified 
as discussed in Insp Repts 50-266/84-13 & 50-301/84-11. 

GREGER, L. R. Region 3, Office of Director. 84/11/21. FAY,C.W. 
Wisconsin Electric Power Co. 2pp. 27735:170. 24X 

Fiche: 50-266, B4/ 11/21, 8412030522. 


8412110273 Provides results of W Snell 841119 telcon re violations 8< 
weaknesses noted in Insp Repts 50-266/84-13 it 50-301/84-11. 

Status of resolution for listed open items provided. Access 
control provisions will be demonstrated in Sept 19S5. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/04. FAY, C. W, 
Wisconsin Electric Power Co. 2pp. 27856:317. 24X 

Fiche: 50-266, 04/12/04, 8412110293. 


8412110249 Responds to 841109 request for addl Info re implementation 
of emergency operating procedures. Mod of existing 
procedures, addition of interim procedures 8< verification/ 
validation process discussed. 

BRITT, R.W. Wisconsin Electric Power Co. 84/12/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 4pp. 27856:301. 24X 

Fiche: 50-266. B4/12/06, 8412110249. 


8412310389 Advises of completion of review of 041112 rev to emergency 
plan. Review indicates rev does not downgrade effectiveness 
of emergency plan it acceptable. 

PAPERIELLO, C. J. Region 3, Office of Director. 04/12/14. FAY, C. W. 
Wisconsin Electric Power Co. Ip. 28154: 187. 24X 

Fiche: 50-266, 04/12/14. 8412310389. 


8412310393 Notifies that schedule listed should be used for exercises 
occurring after 850301 in response to 820112 it 830826 Itrs 
requesting all licensees adhere to schedule for submittal of 
annual emergency exercise objectives & detailed scenarios. 
PAPERIELLO, C. J. Region 3, Office of Director, 84/12/14. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28134:001, 24X 

Fiche: 50-266, 84/12/14, 8412310393. 


8412310100 Revised emergency plan implementing procedures, Inc lud Ing 
EPIP 1.1 re initial class if ication, EP IP 3,1 re alert - 
Immediate actions & EPIP 4. 1 re site emergenoy - immediate 
actions. W/841226 ltr. 

FAY»C.W. Wisconsin Electric Power Co. 84/12/26, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. S2pp. 28121:174. 24X 

Fiche: 50-266. 84/12/26, 8412310100. 


K. Utility Final Safety Analysis Report (FSAR) 8c amends 


8412100510 Forwards Rev 3 to updated FSAR for Point Beach Nuclear 
Plant. 

FAY, C. W. Wisconsin Electric Power Co. 84/11/19. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R, 
Operating Reactors Branch 3. 2pp. 27959: 131. 24X 

Fiche: 30-266, 84/11/19, 8412180510. 


— 8412180516 Rev 3 to updated FSAR for Point Beach Nuclear Plant. 

* Wisconsin Electric Power Co. 84/11/20; 5pp. 27959; 133. 24X 

Fiche: 50-266, 84/11/19, 8412180510. 



70 


DOCKETED ITEMS 


P. Operating license stage documents S; correspondence 


0412110027 Forwards retiuests for addl info re 831107 response to 
Generic Ltr 83-28. Items 4.2.1 & 4.2.2 re preventive maint 
program For reactor trip breakers & maint & trending, 
respectively. Response requested within 30 days. 

MILLER. J.R. Operating Reactors Branch 3. 84/11/23. FAY, C. U. 

Wisconsin Electric Power Co. 5pp. 27894:354. 24X 

Fiche: 50-266. 84/11/23. 0412110027. 


8412050542 Submits equipment qualif ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualif ication program SERs. 

KARSCH. R. O. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment, 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


8412100205 Responds to 831031 Amends 78 & 82 to Licenses DPR-24 & 
DPR~27. respectively, re installation of new 4, 160--valt loss 
of voltage relays. Installation completed during steam 
generator replacement & refueling outage. 

FAY.C. W. Wisconsin Electric Power Co. 84/12/04. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J. R. 
Operating Reactors Branch 3. ip. 27835:006. 24X 

Fiche-: 50-266. 84 / 1 2/04. 84 1 2100205. 


8412100210 Provides final responses to Generic Ltr 81-14. "Seismic 
Qual if ication of Auxiliary Feedwater Sys. " Support straps 
on battery racks replaced as scheduled in 840131 ltr. 

FAY.C. W. Wisconsin Electric Power Co. 84/12/04. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director, MILLER. J.R. 
Operating Reactors Branch 3. Ip. 27835:005. 24X 

Fiche: 50-266.84/12/04, 8412100210. 


8412180071 Requests fee for 840802 application for amend to Licenses 
DPR-24 8c DPR-27 re deadline extension for environ 
qualification of certain electrical equipment. Application 
subj to provision of 840620 rev to 10CFR170. 

DIOOS, R. M. License Fee Management Branch. 84/12/11. FAY.C.W. 
Wisconsin Electric Power Co. Ip. 27974:362. 24X 

Fiche; 50-266.84/12/11.8412180071. 


8412180259 Notifies that util unable to complete Item 5A of 840703 
confirmatory order by Dec 1984 schedule due to vendor 
inability to deliver automatic bus transfer switch. Request s 
Item 5A be changed to indicate completion by 850121. 

FAY.C.W. Wisconsin Electric Power Co. 84/12/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J. R. 
Operating Reactors Branch 3. 2pp. 27960:354 . 24X 

Fiche: 50-266. 84/12/12, 8412180259. 


8412100268 Forwards manufacturer response time test results to suppi 
info provided in 841115 ltr re overtemp it overtemp delta-T 
lag compensation. 

FAY.C.W. Wisconsin Electric Power Go. 84/12/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 
Operating Reactors Branch 3. 3pp. 27961:200. 24X 

Fiche; 50-266, 84/12/13, 8412180268. 


8412310382 Application for amends to Licenses DPR-24 it DPR-27, 
consisting of Change Request 33. revising radiological 
effluent Tech Specs. 

FAY, C. W. Wisconsin Electric Power Co, 84/12/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28122: 121. 24X 

Fiche; 50-266, 84/12/20. 8412310382. 


— 8412310385 Proposed radiological effluent Tech Specs. 

* Wisconsin Electric Power Co. 84/12/20. 54pp. 28122; 125. 24X 

Fiche: 50-266, 84/12/20. 8412310382. 


Q. Inspection reports, IE Bulletins ?t correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:059. 24X Fiche: 50-000. 84/11/19, 8411150064. 


8412030522 Advises that review completed for 840831 0927 revs to 

emergency plan. Changes do not downgrade effectiveness 
of emergency plan. Sections J t< N still need to be clarified 
as discussed in Insp Repts 50-266/84-13 it 50-301/84-11. 

GREOER.L. R. Region 3, Office of Director. 84/11/21. FAY.C.W. 
Wisconsin Electric Power Co. 2pp. 27735:170. 24X 

Fiche: 50-266, 84/11/21. 0412030522. 


8411210360 IE Info Notice 84-84# "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/27. Consolidated Edison Co. of New 

York# Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27. S411210360, 


0412030394 Ac k receipt of 841114 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-266/84-15 & 

50-301/84-13. 

* Region 3, Office of Director. 84/11/27 Wisconsin Electric 

Power Co. Ip. 27723:235. 24X Fi che ■ 50-266. 84/ 1 1 /27. 84 12030394, 


— 8412030405 Responds to NRC 841016 ltr re violations noted in Insp R 
50-266/84-15 it 50-301 /04-1 3. Correc t ive ac t i ons • impor t anc e 
of adhering to approved procedures will be reemphasized to 
all operators. 

FAY.C W. Wisconsin Electric Power Co. 84/11/14. KEPPLER, J, 0, 
Region 3, Office of Director. Ip. 27723:236. 24X 

Fiche: 50-266. 84/11/27. 8412030394. 


8412100348 Forwards revised Page 5 to 040830 safety evaluation re 
environ qualification of saf ety-re lated electrical 
equipment, for addl c lari f ication concerning followup insps. 
MILLER. J.R Operating Reactors Branch 3. 84/11/28. FAY.C.W. 

Wisconsin Electric Power Co. 4pp. 27870:350. 24X 

Fiche: 50-266, 84/11/28, 8412100348. 


— 8412100359 Revised Page 5 to safety evaluation re environ qualifier 
of saf ety-related electrical equipment, for addl 
clarification concerning followup insp. i 

* Operating Reactors Branch 3. 84/08/30. 2pp. 27070' 352. 24X 

Fiche: 50-266, 84/11/28, 8412100348. 


8412170468 Forwards Insp Repts 50-266/84-19 & 50-301/84-17 on 
841004-05, 17-19 & 1119-20. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 84/11/29. FAY.C.W, 
Wisconsin Electric Power Co. 2pp. 27968: 198. 24X 

Fiche: 50-266 , 84/ 1 1 /29, 84 1 2 1 70468. 


—8412170474 Insp Repts 50-266/84-19 it 50-301/84-17 on 841004-05, 17-1' 
1119-20. No noncompliance noted. Major areas Inspected; 
inservice insp procedures, work activities, NDE, personnel 
certifications !< control rod guide tube hydrolancing. 

JONES, D. E. . DANIELSON, D, H. Region 3, Office of Director, 

84/11/29, 6pp. 27968:200. 24X Fiche: 50-266, 84/11/29, 8412170460 


841 1280366 IE Info Notice 04-85, "Molybdenum Breakthrough From 
Tc“99m Generators." Svc list end. 

GRACE. J. N. Division of QA, Safeguards 8« Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc, 

88pp. 27967:086. 24X Fiche: 50-000. 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of Net 

York. Inc, H6pp. 27965:224. 24X Fiche: 50-000. 84/1 1/30, S4U28037( 


8412030021 IE Info Notice 84-97, "Piping Thermal Deflection Induced bt 
Stratified Flow, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/03. Consolidated Edison Co, of Nei 

York, Inc. 117pp. 27965:340. 24X Fiche- 50-000, 84/12/03, 8412030021 


8412030028 IE Info Notice 04-88, "Standby Gas Treatment Sys Problems ' 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of Net. 

York, Inc. 122pp. 27966:093, 24X Fiche . 50-000, 84/12/03, 841203002? 


8412110293 Provides results of W Snell 841119 telcon re violations S< 
weaknesses noted in Insp Repts 50-266/84-13 «< 50-301/84-11. 

Status of resolution for listed open items provi ded. Access 
control provisions will be demonstrated in Sept 1985. 

PAPERIELLQ, C. J. Region 3, Office of Director. 84/12/04. FAY, C. W 
Wisconsin Electric Power Co. 2pp. 27956:317. 24X 

Fiche: 50-266, 84/12/04, 8412110293. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensltized 316 Stainless Steel," Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of 

York. Inc. llSpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07, 841205009C 


0412060594 IE Info Notice 04-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10, Consolidated Edison Co, of Mew 

York. Inc. 116pp. 28032:130. 24X Fiche; 50-000. 84/12/10. 8412060594 
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0412180279 Notifies of 84121S meeting uj/util in Mi Iwauk e e» WI to present 
findings on SALP assessment. Ap prapr iate corporate 8< plant 
mgt representation at meeting recommended. 

NDRELIUS. C. E. Region 3. Office of Director. 94/12/12. FAY. C. W. 
Wisconsin Electric Pouier Co. Ip. 27960:143. 24X 

Fiche: 50-266. 84/12/12. 8412180279. 


0412180546 Forwards SALP Repts 50-266/84-09 8< 50-301/84-07 for 
Apr 1983 - Sept 1984. Performance acceptable. 

KEPPLER.J. G, Region 3. Office of Director. 84/12/12. BRITT. R.W. 
Wisconsin Electric Pouer Co. 2pp. 28001:220, 24X 

Fiche: 50-266, 84/12/12, 8412180546. 


— B412180557 SALP Repts 50-266/84-09 & 50-301/84-07 for Apr 1983 - Sept 
1984. 

* Region 3, Office of Director. 04/12/12. 31pp. 20001:222. 24X 

Fiche: 50-266. 84/12/12. 8412180546. 


0412120541 IE Info Notice 84-92* "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fi che : 50-000. 84/12/ 17, 8412120541 . 


S412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity, '• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi c he : 50-000. 84/12/17. 8412120547. 


R, Periodic operating reports it related correspondence 


S412130368 Monthly operating repts for Nov 1984. W/a41210 Itr. 

KRAUSE. C. W. . FAY. C. W. Wisconsin Electric Power Co. 84/11/30. 10pp. 

27904:137. 24X Fich e : 50-266. 84/1 1 /30. 84 12130368. 


V. Operator Examinations 


0412200503 Advises that written & oral operator it senior operator 
licensing exams scheduled for 820615 it 16. resp ectively . 

Simulator exams scheduled for 820526. Requests end approved 
ref matl by 820419 to avoid delays. W/o end. 

MCMILLEN. J. I, Region 3, Office of Director. 82/03/29. REED, G. A. 
Wisconsin Electric Power Co. 2pp. 28030:205. 24X 

Fiche: 50-266. 82/03/29, 8412200503. 


8412200321 Advises that written operator it senior operator licensing 
exams scheduled for 830614. Oral exams scheduled for 830615 it 
16. Requests end approved ref matl by 830504 to avoid 
delays in schedules. W/o end, 

LITTLE. W.S. Region 3. Office of Director, 83/03/29, FAY. C.W. 
Wisconsin Electric Power Co. 2pp. 28031:226, 24X 

Fiche: 50-266. 83/03/29, 8412200321. 


B412200475 Discusses requalification exam it program conducted during wk 
of 830612. Exam deficient due to lack of sufficient 
difficulty scope. Spec if ic problem areas listed. 

BURDICK. T. Region 3. Office of Director. 83/07/25. MCMILLEN. J. 
Region 3. Office of Director. 2pp. 28031:067. 24X 

Fiche; 50-266. 83/07/25. 8412200475. 


S412200431 Advises that written operator it senior operator licensing 
exams scheduled for 831220. Oral exam scheduled for 831221 8< 

22. Requests end approved ref matl be submitted by 831020 to 
avoid delay in exams schedule, W/o end, 

STREETER. J. F. Region 3, Office of Director. 83/09/21. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28031:139. 24X 

Fiche-: 50-266. 83/09/21. 8412200431. 


0412210048 Forwards certificates for reactor operators it senior 
reactor operators in effort to advance feelings of 
pr ofess lonal ism pride, W/o end. 

SPESSARD, R, L. Division of Engineering. 83/11/01. ZACH. J. J. 
Wisconsin Electric Power Co. Ip. 28052:288. 24X 

Fiche; 50-266. 83/11/01. 8412210048. 


B412260033 Summarizes 841113 meeting re operator requalification 
program. Followup meeting scheduled for 850115. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/11/14. MULHERON. R. J. Wisconsin Electric Power Co, 3pp. 
28073:337. 24X Fiche: 50-266. 84/1 1 /14, 8412260033. 


--8412260034 Requests clarification re licensing process for reactor 
operators. Excessive time required to prepare for exams 
detracts from real responsibilities as reactor operator. 

MULHERON. R. J. Wisconsin Electric Power Co. 84/10/05. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 3pp. 28073:340. 
24X F'i Che : 50-266. 84/11/14. 8412260033, 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR 0ENERATIN<3 STATION 


F. Security, medical, emergency & fire protection plans 


8412030536 Forwards Insp Rept 50-267/84-22 on 840801-31 «! notice of 
violati on. Ac tions taken or planned to improve effectiveness 
of mgt control of license requirements requested. 

JOHNSON. E. H. Region 4, Office of Director. 84/10/19. LEE, 0. R, 
Public Service Co. of Colorado. 2pp. 27735:031. 24X 

Fiche: 50-267, 84/10/19, 8412030536. 


— 8412030543 Insp Rept 50-267/84-22 on 840801-31. Violation noted; 
inadequate weld control, QC design controls failure to 
submit adequate info re masonry block walls per IE Bulletin 
80-11. 

PLUMLEE. G. L. . IRELAND. R.E. Region 4, Office of Director, 

84/10/17. 20pp. 27735:038. 24X Fi c he : 50-267, 84/10/19. 8412030536. 


8412010143 Forwards radiological emergency response plan & emergency 
plan implementing proc edures. includ ing CR-Alert. "Control 
Room Alert, Site Emergency . General Emergency" & RERP-CR, 

"Control Room Procedure. " per Insp Rept 50-267/84-19. 

OAHM. J. Public Service Co, of Colorado. 84/11/16. Record 
Services Branch (Document Control Desk). Ip. 27712:001. 24X 

Fiche; 50-267, 84/11/16, B412010143. 


— 8412010145 Radiological emergency response plan. 

* Public Service Co. of Colorado. 84/08/21. 862pp. 27712:002. 

24X Fiche: 50-267. 84/11/16. 8412010143. 


— 8412010194 Emergency plan implementing procedures, inc luding CR-Alert. 
"Control Room Alert. Site Emergency , General Emergency" & 

RERP-CR. "Control Room Procedure. " 

* Public Service Co, of Colorado. 84/08/06. 17pp. 27714:144. 

24X Fiche; 50-267.84/11/16. 8412010143. 


8412120497 Responds to 840719 Itr re emergency operating proceudres 
upgrade programs. TMI Task Action Plan I.C. 1 will remain open 
until acceptable program developed. 

WAGNER. P.C. Region 4. Office of Director. 84/11/29. LEE.D. R. 
Public Service Co. of Colorado. 3pp. 27909:356. 24X 

Fiche: 50-267, 84/11/29. 8412120497. 


8412110192 Issue 3 to Radiological Emergency Response Plan Implementing 
Procedure RERP-CR. "Control Room Procedure. " W/841204 Itr. 

GAHM. J. W. Public Service Co. of Colorado, 84/12/04. 12Bpp. 
27855:170. 24X Fiche: 50-267. 84/12/04. 84121 10192. 


8412240064 Forwards revised radiological emergency response plan 
implementing procedures. RERP-CR. "Control Room Procedure" >< 
RERP-DOSE, "Offsite Dose Calculations Methodology." 

GAHM. J, W. Public Service Co. of Colorado. 84/12/04. JOHNSON, E- H. 
Region 4. Office of Director. Ip. 28062:309. 24X 

Fiche: 50-267. 84/12/04. 8412240064, 


8412310397 Forwards "App R Eva luati on: Fort St Vrain Nuclear Generating 
Station. " Rept 2 electrical reviews. 

LEE, D. R. Public Service Co, of Colorado. 84/12/17. JOHNSON. E. H. 
Region 4. Office of Director. 2pp. 28136:351, 24X 

Fiche: 50-267. 84/12/17, 8412310397, 


— 8412310400 "App R Evaluation : For t St Vrain Nuclear Generating Station." 
Rept 2 electrical reviews, 

* TERA Corp. 84/12/12. 200pp. 28136:353. 24X 

Fiche: 50-267, 84/12/17. 8412310397. 


P. Operating license stage documents it correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualif Ication program SEKs. 

KARBCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


8412130620 Forwards Rev 1 to "Work Plan for Public Svc Co of Colorado 
for Mgt Consulting Svc," for review it comment. Schedule 
being implemented by NUS listed. 

BREY. H. L. Public Service Co. of Colorado. 84/11/26. JOHNSON. E. H. 
Region 4. Office of Director, Ip. 27916:021. 24X 

Fiche: 50-267. 84/11/26. 8412130620. 


— 8412130621 Rev 1 to "Work Plan for Public Svc Co of Colorado for Mgt 
Consulting Svcs. " 

DEEST. B.W. NUS Corp. 84/11/27. 20pp. 27916:022, 84X 

Fiche: 50-267, 84/11/26, 8412130620. 
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reactor plant p.haust 

detector u/eictended range monitor per TMI Item II F 1 1 
detector u/higher range monitor more 
dilution sys due to simplified design 
Realon 4 Service Co. of Colorado. 84/11/28. JOHNSON, E H. 

Director. 3pp. 28051' 300. 24X 

Fiche: 50-267, 84/11/28, 8412210016. 


summary of proposed revs to Tech Specs 
re activity monitoring methods to be used during liquid 

reactor bldg sump, Proposed revs uiill 

oe submitted by B41231. 

Realon' 4 Colorado. 84/11/30. JOHNSON, E. H. 

Region 4, Office of Director. 4pp. 28051 296 24X 

Fiche: 50-267. 84/11/30, 8412210021 


8412120091 Notification of significant licensee meetings on 841212 13 

caS;cuiaM„^rr:'?° '“"’•'•Pettivel^to nav?L ^ 

calculations S, data on masonry uall mods & review masonry 
mail mods, respectively. iM«^,onry 

* NRC - No Detailed Affiliation Given. 84/12/03 nRC - No 
Detailed Affiliation Given. Ip, 27889010 24X 

Fi Che-: 50-267, 84/12/03, 8412120051. 


slanificant licensee meetings on 841212 s. 13 
m/utll In Denver.CO & et site, respectivelg, to novleu 
calculations & data on masonry wall mods 

* Region 4, Office of Director. 84/12/03. Region 4, Office of 
Director, Ip. 27873.333. 24X Fi che: 50-267. 04/l|/O3, 0412120316 


filter 


8412240003 Informs of status of three-room complex HVAC 
installation committed to in 840330 Itr per TMI Item 
III. 0. 3. 4. Installatian of new HEPA filter «, charcoal 

on 841001. Filter considered operational. 

LEE.D, R Public Service Co. of Colorado. 84/12/03. JOHNSON, E H 
Region 4, Office of Director. 4pp. 28061 313 24X 

Fiche: SO-267, 84/12/03, 8412240003. 


0412120423 Requests util reevaluate responses to 001220 & B10203 
generic Itra re NUReO-0612. -Control of Heavy Loads.- 
Reevaluation should include requests in generic Itrs & 
i(np 1 emen ta t i Qn of intorlo actions. 

LEr’^n^R^' c Affiliation Given, 84/12/05. 

LEEiO. R. Public Service Co. of Colorado, 3pp 27883' 212 24 X 

Ficher 50-267. 84/12/05, 0412120423. 212 24X 


0412130332 Confirms that C Trammell & M Chokshi of NRR ujill meet w/util 
engineering staff & visit facilities at 841212 & 13 

licensee meeting to discuss masonry wall mods 
5' . *^® 9 lon 4. Office of Director 84/12/07. LEE, D R 
Public Service Co. of Colorado. 2pp. 27902:019 24x 

Fiche: 50-267, 84/12/07, 8412130332. 


meetings w/uti 1, LASL. Col orad o 

Univ it OA Technologies at site re status of CRD it orifice 
assemblies. 

WAGNER, P. C. NRC - No Detailed Affiliation Given. 84/12/17 
No Detailed Affiliation Given. 30pp. 28113- 092 24X 

Fiche: 90-267, 04/12/17, 8412270616. 


State 


^Inspection reports, IE Bulletins & correspondence 


8412030536 Forwards Inap Rept 50-267/84-22 on 840801-31 notice of 
violation. Actions taken or planned to improve effectiveness 
of mgt control of license requirements requested 
JOHNSON. E.H. Region 4. Office of Director. 

Public Service Co. of Colorado. 2pp. 

Fiche: 50-267, 84/10/19, 8412030536. 


84/10/19. 
27735:031. 24X 


8412030938 Notice of violation from insp on 840801-31 

Office of Director. 84/10/19. 5pp. 27735-033 24X 

Fiche: 50-267, 84/10/19, 8412030536. ^//JD.033. 24X 


-8412030943 Insp Rept 90-267/84-22 on 840801-31. Violation noted' 
inadequate weld control, QC design controls & failure to 
submit adequate info re masonry block walls per IE Bulletin 

IRELAND. R.E. Region 4, Office of Director. 

8 10 17. 20pp. 27735:038. 24X Piche: 50-267, 84/10/19, 8412030536. 


50-267/84-26 on 840901-30 8< notice of 

JOHNSON, E.H Region 4, Office of Director. 84/10/24 LEE D R 
Public Service Co. of Colorado. 2pp. 27732-305 olv Q. R, 

Fiche: 50-267. 84/10/24, 8412030201. 


— B412030204 Notice of violation from insp on 840901-30 

* Region 4, Office of Director. 84/10/24 Id 27732 - r»n 7 
Fiche: 50-267, 84/10/24, 8412030201. 27732.307. 24X 


—8412030212 Insp Rept 50-267/84-26 on 840901 -30. Vi o lat i on notedfaii 
to incQi'porate flushing requirements into Controlled Work 
Procedure 84-113 for nod to high pressure separator piping 
on Loop 2 f u 

PLUMLEE, G. L. , IRELAND, R, E Region 4, Office of Director 

04/10/19 iipp, 27732.308. 24X Fi c he : 50-267, 84/10/24, 841203020! 


. No 


8412070272 Forwards Insp Rept 50-267/84-25 on 840905,06 
violation or deviation noted. 

JOHNSON, E H. Region 4, Office of Director. 84/10/24 LEE 0 B 
Public Service Co. of Colorado, 2pp. 27836' 146 ' 

Fiche: 50-267, 84/10/24, 8412070272. 


24 X 


-8412070279 Insp Rept 50-267/84-25 on 840905,06 & 11. No violation or 
deviation noted. Major areas inspected; p lanning, preparations 
& operations re movement of highly radioactive & unshielded 
damaged reactor control rod from core 

‘ MURRA'-'-Q'* IRELAND, R.E. Region 4, Office of Director 
84/10/19, 6pp, 27836:148. 24X Fi che; 50-267, 84/10/ 24, 841207027: 


radiological emergency response plan & emergency 
plan implementing procedures, Including CR-Alert, "Control ^ ^ 

Room Alert, Site Emergenc y , General Emergency" it RERP-CR, 

"Control Room Procedure, " per Insp Rept 50-267/84-19 

GAHM.J, Public Service Co. of Colorado. 84/11/16, ’ Record 

Services Branch (Document Control Desk). Ip. 27712' ool odv 

Fiche; 50-267, 84/11/16, 8412010143. ^ 


"Various Battery Problems. " Sve list 


841 1150064 IE Info Notice 84-83, 
end, 

JORDAN, E.u Division of Eoiengencg Preparedness & Enoineerlno 
Response (Post S30103), 84/11/19. Consolidated Ed " 0 ^^" of N.s 

York, Inc. UOpp. 27807:058. 24X Fiche: 50-000, 84/11/19, B41U50W 


“f Sijnlficant licensee meeting on 34U28 I S» 
at plant site to discuss NRC assessment rept topics, 
particular ly CRD mechanisms & Tech Specs. 

* Region 4, Office of Director. 84/11/21. Region 4, Office of 
Director, 2 pp. 27735:022 24X Fi che : 50-267, 84/? 1 /21 ;84 1 2030992 


®''Rfot°50^p«%r^I Yi"l»‘i9ns noted in Insp 

Rept 50-267/84-26. Corrective actions: work procedures ^ 

reviewed for appropriate cleanliness requirements re sys 
^ controlled work procedures manual revised, 

OAHM. J. W. Public Service Co. of Colorado. 84/11/21. JOHNSON, E H 
Region 4, Office of Director. 4pp. 27825' 159 24X 

Fiche: 50-267, 84/11/21, 8412060607 ' 


"Deficiencies in Ferro-Resonant 


B411210360 IE Info Notice 84-04, 

Transf ormers. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness it Enoineerino 
Response (Post 830103). 84/11/27.'' ConsoUdatL EdisoTco^ of N.. 

nc. 126pp. 27807:179, 24X Fi c he : 50-000, 84/1 1 /27, 841 1210360 


''ordevntld^noteJ'"'’ =0-287/84-21 on 840813-17. Ne vlelati.n. 

Dlnecton. 84/11/29. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 27915:323, 24X 

Fiche: 50-267, 84/11/29, 8412130999, 


dJwat?nn 50-267/84-21 on 840813-17. No violations or 

rldiori^m^ inspected; water chemistry & 

itaff Programs, including organization, staff ing 8< 

NIcmLA^ I n program it QA program. 

34 / 11 / 20 ' 'lAnn CJ 701 S Office of Director. 

a.6pp. 27915:325. 24X Riche: 50-267, 84/1 1 / 29 , 841213059 ' 


P'Oistributlon due to enw 
should be 831101. 

Servlce'co^ Service Co. of Colorado. 84/11/29. Public 

S41221002a IP- 28052:093. 24X Fiche: 50-267, 84/11/29, 


du?inQ Loam S? Lit deviation re insp conduct! 

from trnr? ? Samples concrete at point of discharge 

tltVfiZ . '' acceptance or 

° concrete for project. 

ReolonA ^°lerado. 83/11/21. MADSEN* G. L 

Region 4, Office of Director. 4pp. 28052-094 24 X 

Fiche; 50-267. 84/11/29, 8412210023. ^ 


®^Tc-99m'’LiL';'“° "°*e" "^“‘Ybd.num Breakthrough From 

I c-99m Generators." Sve list end. 

830103^' 84 ?} Safeguards S: Inspection Programs (Post 
esoi 279^7 nil ' Edison Co. of New York, Inc. 

B8pp. 27967:086. 24X FI ch e : 50-000, 84/U /30, 841 1280366 


Notice 84-86, "Isolation Between Signals of 
Sve ^ Nonsafety-Related Equipment. " ® 

Vo Emergency Preparedness it Engineering 

wL"!' ./on.oIitated^ESIS^ri:’ c, R.. 
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[jj.12030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


(ii}. 12030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems, " 
Svc list end. 

JORDAN. E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 122pp. 27966:093. 24X Fiche; 50-000. 84/12/03. 8412030020. 


j( 5.12O50081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07. 8412050081. 


j!J. 12050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York- Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07. 8412050090. 


.^12060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. '• Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co, of New 

York, Inc, 116pp. 28032:130. 24X Fi che : 50-000. 84/12/ 10, 8412060594- 


i<»l22S0482 Ack receipt of 841126 Itr providing scope 8< schedule of 
independent assessment of mgt controls for operation &. mgt 
of f ac i 1 i ty . Sc ope of proposed independent assessment 
satisfies areas of identified concerns. 

MARTIN. R, D. Region 4. Office of Director. 84/12/12. WALKER, R. F. 
Public Service Co. of Colorado. 3pp. 20126:167. 24X 

Fiche: 50-267, 84/12/12, 8412280482. 


4'1.2120541 IE Info Notice 84—92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. a9pp. 28123:131. 24X Fi c he : 50-000, 84/12/ 17, 8412120541. 


SH2120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi che : 50-000, 84/12/ 17, 8412120547, 


1-12270369 Informs that Inap Rept 50—267/84-24 canceled, No inap rept 
uiill be issued for subj rept number. 

JOHNSON, E. H. Region 4, Office of Director. 84/12/21. LEE, 0. R. 
Public Service Co. of Colorado. Ip. 28087:331. 24X 

Fiche: 50-267, 84/12/21, 8412270369, 


Periodic operating reports & related correspondence 


H2190414 Monthly operating rept for Nov 1984, W/a4l21 1 Itr. 
lYOYACHEK, F. . GAHM, J. W. Public Service Co. of Colorado. 84/11/30, 
Opp. 28030:049, 24X Fiche: 50-267, 84/1 1/30, 8412190414, 


Reportable occurrences, LERs & related correspondence 


k 12260031 LER 84-012-00: on 841105,40 lb of reserve shutdown matl 
<1 ischarged from CRD assembly 21. Cause being investigated. 

Remaining matl removed U samples collected for analysis. 
t^/041205 Itr, 

GogeBROTEN, J, , GAHM, J. W. Public Service Co. of Colorado. 04/12/05. 
JOHNSON, E. H. , MARTIN, R. Region 4, Office of Director. 8pp, 
S8064:03a, 24X Fiche: 50-267. 84/12/05, 8412260031. 


-12270622 NPDES none omp 1 ianc e : on 841129 weekly analysis of Discharge 
Rflint 001 showed oil & grease concentration above Tech Spec 
1 imits. Caused by large amount of oil in turbine bldg sump. 

Q ump pump shut off sump pumped out. 

GAHM, J. W. Public Service Co. of Colorado, 84/12/06. MARTIN, R. , 
JOHNSON, E.H. Region 4, Office of Director. 2 pp. 28113; 134, 24X 
R’iche: 50-267, 84/12/06, 8412270622. 


GKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


Security, medical, emergency 8c fire protection plans 


12060043 Informs of phone company mod to health physics network phone 
within 30 days. Access to phone sys it escort svc for 
Rhone company representatives requested. 

QROWNLEE, V, L. Region 2, Office of Director. 84/11/14. TUCKER, H. B. 
J^Uke Power Co. 2pp. 27827:233. 24X Fic he : 50-000, 84/1 1 /1 4, 

«412060043. 


8412270306 Insp Repts 50-259/84-20, 50-260/04-20 it 50-296/04-20 on 
840426-0525. Noncomp 1 iance noted: fai lure to meet engineered 
safeguard sys independence criteria it design basis for 
electrical cable separation criteria 

PAULK, G, L. Region 2, Office of Director. 84/09/11. llpp. 
28115:349. 24X Fi ch e : 50-259, 84/ 1 1 /21 . 8412270239. 


8412030403 Rev 84-2 to emergency p Ian. W/B41 128 Itr. 

TUCKMAN, M. S. , TUCKER, H. B, Duke Power Co. 04/11/28. 161pp. 

27723:263. 24X Fi c he : 50-269. 94/1 1 /2S, 8412030403, 


8412280214 Forwards notice of environ assessment it final finding of no 
significant impact re 831024 fc 840800 applications for 
exemption from lOCFRSO.App R requirements. 

NICOLARAS- H, Operating Reactors Branch 4. 84/12/06. TUCKER, H.B. 

Duke Power Co. 3pp. 28132:323. 24X Fich e : 30-269, 94/12/06. 

8412280214, 


— 0412280217 Notice of environ assessment 8< final finding of no 
significant impact re 831024 application for exemption from 
lOCFFSO.App R requirements. 

LAINAS, G. C, Assistant Director for Operating Reactors. 84/12/06. 
3pp. 28132:326. 24X F i c h e : 30-269, 84/12/06, 041228021 4. 


8412140200 Forwards Rev 14 to "Crisis Mgt Plan for Nuclear Stations. " 
Rev revises entire manual except McGuire & Oconee brochures. 

TUCKER, H. B. Carolina Power 8< Light Co. 84/12/11. Record Services 
Branch (Document Control Desk). Ip. 27920:356. 24X 

Fiche: 30-000, 04/12/11, 8412140209. 


— 8412140216 Rev 14 to "Crisis Mgt Plan for Nuclear Stations." Brochures 
end. 

# Duke Power Co. 84/12/03. 267pp. 27920:358. 24X 

Fiche: 50-000, 84/12/11, 8412140208. 


J. Insurance & indemnity information 


8412050379 Forwards Endorsements 14 8< IS to NELIA Policy NF-281 & 
Endorsements B & 9 to MAELU Policy Mr-112, 

HOFFMAN, J. Marsh & McLennan, Inc. 04/11/30. DINIT2, I. Assistant 
Director for State it Licensee Relations. 5pp. 27773:228. 24X 

Fiche: 50-000, 84/11/30. 8412050379. 


8412270373 Forwards Endorsements 77 8< 60 to NELIA Policy NF-182 8c 
MAELU Policy MF— 61, respec tlvely. 

WILLIAMS, W. C. Marsh 8c McLennan, Inc. 84/12/21. SALTZMAN,J. 
Assistant Director for State 8c Licensee Relations. 3pp. 28087:332. 
24X Fiche: 50-269, 04/12/21, 0412270373. 


P. Operating license stage documents 8c correspondence 


8412120193 Partial response to FOIA request for NUREO/CR-330 1 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4>. 

FELTON, J, M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


8412060538 Forwards Amends 132,132 8c 129 to Licenses DPR-38, DPR-47 8c 
DPR-55, respectively 8c safety eval uat i on. Amend s change core 
protective safety limits, protective sys max allowable 
setpoints, rod position setpoints it power imbalance Limits. 
NICOLARAS, H, Operating Reactors Branch 4. 84/11/23. TUCKER, H. B. 

Duke Power Co. 4pp. 27829:011. 24X Fiche: 50-269, 84/1 1/23, 

8412060538. 


— 8412060546 Amends 132,132 8< 129 to Licenses DPR-38, DPR-47 8< DPR-55, 
respectively, changing core protective safety limits, 
protective sys max allowable setpoints, rod position 
setpoints 8c power imbalance limits. 

STDLZ,J. F, Operating Reactors Branch 4, 04/11/23. 2Spp, 

27829:015. 24X Fich e: 50-269, 84/1 1 /23, 9412060538, 


— 8412060554 Safety evaluation supporting Amends 132,132 8« 129 to 
Licenses DPR-38, DPR-47 8c DPR-55, res p ect i vel y . 

* Office of Nuclear Reactor Regulation, Director. 84/11/23. 
16pp. 27829:043. 24X Fiche: 50-269, 84/1 1/23. 8412060538. 


0412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch, 04/11/26. 
CRUTCHFIELD, D, Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche : 50-000, 84/1 1 /26, 8412050542. 
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0412310416 Summary of S40S0S meeting u/Q&W Ouners Group re application 
of leak-bef ore-break concepts to B&W p lants. Attendance list, 
viewgraphs «, acfdl info end 

KADAMBTiN, P, Operating Reactors Branch 4. 04/12/11, Operating 

Reactors Branch 4. S3pp. 28152; 263. 24X Fiche 50-000,04/12/11, 

0412310416. 


8412190241 Responds to NRC 840423 request for demonstration that 
natural circulation cooldoun can be performed w/a formation 
of heat void, per Generic Ltr 01-21 . Strate gy & technical 
basis for continuous venting as solution end. 

TUCKER, H. B. Duke Power Co. 04/12/12. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. 11pp. 20000- 126. 24X Fi che; 50-269. 04/12/12, 8412190241. 


Q. Inspection reports, IE Bulletins &; correspondence 


0412060394 Forwards Insp Repts 50-269/84-24.50-270/84-23 8, 50-287/04-25 
on 040924-20. No violations or deviations noted. 

DANCE.H. C. Region 2, Office of Director. 04/10/22. TUCKER. H.B. 

Dube Power Co. 2pp. 27025:349. 24X Fic h e ; 50-269, 04/ 1 0/22, 

8412060394. 


—8412060405 Insp Repts 50-269/04-24.50-270/04-23 & 50-287/84-25 on 
840924-26. No violations or deviations noted. Major areas 
Inspec ted : p lant chemistry & Inservice testing of pumps & 
valves . 

ROSS, W. J. , BLAKE, J. J. Region 2. Office of Director. 84/10/17. 
7pp, 27825:351. 24X Fi c h e : 50-269, 84/10/22, 8412060394. 


8412060403 Ac k receipt of 041101 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-269/84-19, 

50-270/84-10 St 50-287/04-20. 

OLSHINSKI, J. A. Region 2, Office of Director. 04/11/14. TUCKER, H. B. 

Duke Power Co. Ip. 27826:001. 24X Fiche ; 50-269. 84/1 1/1 4, 

04 12060403. 


— 0412060413 Responds to NRC 841002 ltr re violations noted in Insp Repts 
50-269/84-19,50-270/04-18 6 50-207/84-20. Correc tive actions: 
program to ensure adequate sample vols & prompt shipping of 
samples implemented. 

TUCKER, H.B, Duke Power Co. 04/11/01. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 27026:002. 24X Fi c h e : 50-269. 04/1 1 /14, 

B412060403. 


—0412060419 Forwards Insp Repts 50-269/04-19, 50-270/04-10 & 
50-207/84-20 on 840904-06 & notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 04/10/02. TUCKER, H.B. 
Duke Power Co. 2pp. 27826:005. 24X Fi che; 50-269, 84/11 /14, 

8412060403. 


— 8412060429 Notice of violation from insp on 840904-07, 

* Region 2, Office of Director. 04/10/02. Ip. 27826:007. 24X 

Fiche; 50-269, 84/11/14, 8412060403. 


—0412060495 Insp Repts 50-269/84-19.50-270/84-10 St 50-287/84-20 on 
040904-06. Violation not e d : f a i 1 ure to meet detection limits 
for radiological environ samples in 1903. 

KUZO, 0. B. , MONTGOMERY, D. M. Region 2, Office of Director. 

84/09/27. 7pp. 27826 008. 24X Fi ch e: 50-269, 04/1 1 /14, 0412060403. 


0411150064 IE Info Notice 84-83, "Various Battery Problems," Bvc list 
end, 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 03O1O3>. 04/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27007:050, 24X Fi che: 50-000, 04/1 1 / 19, 841 1 150064. 


0412270204 Forwards Insp Repts 50-269/84-27, 50-270/84-26 & 50-207/84-29 
on 041022-26. No violations or deviations noted, 

BROWNLEE, V. L. Region 2, Office of Director, 04/11/20. TUCKER, H,B. 
Duke Power Co. 2pp. 23114:108. 24X Fiche; 50-269, 84/11/20, 

0412270284. 


—8412270290 Insp Repts 50-269/84-27. 50-270/84-26 St 50-287/84-29 on 
841022-26, No violations or deviations noted. Major areas 
inspected : Letdown Cooler IQ rep lacement, open items, inservice 
insp program review, record review Jb work observation, 

ECONOMOS, N. , NEWSOME, R. W, , BLAKE, J. J. Region 2, Office of 
Director. 84/11/14, 12pp. 20114:190. 24X Fiche: 50-269, 84/11/20, 

0412270284. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Bvc list end. 

JORDAN, E- L. Division of Emergency Preparedness 5( Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Gefierators. " Svc list end. 

GRACE, J, N. Division of QA, Safeguards St Inspection Programs (Post 
030103). 04/11/30, Consolidated Edison Co, of New York, Inc. 

B0pp. 27967:086. 24X Fiche; 50-000, 84/11/30, 8411280366. 


0411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 04/11/30. Consolidated Edison Co. of 

York, Inc. 116pp. 27965 224. 24X F i c he : 50-000, 84/ 1 1 /30, 841 1280370 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/12/03, Consolidated Edison Co. of Neu 

York, Inc. 117pp. 27965' 340. 24X Fiche; 50-000, 84/12/03. 0412030021 


8412030028 IE Info Notice 84-08, "Standby Gas Treatment Sys Problems.' 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. i22pp. 27966:093. 24X Fiche : 50-000, 04/12/03, 9412030020 


8412200134 Advises that review of 841005 response to IE Bulletin 80-11 
re proposed confirmatory test program on masonry wall design 
comp leted. Test proposal acceptable w/minor e x c ep 1 1 on. Te s t i ng 
of six prisms per panel recommended. 

STOLZ, J. F. Operating Reactors Branch 4. 04/12/04, TUCKER, H.D, 

Duke Power Co. 2pp. 28040:355. 24X Fic he : 50-269, 84/ 12/04, 

8412200134 


S4120S0081 IE Info Notice 84-09, "Stress Corrosion Cracking in 
Nonsenaitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/07. Consolidated Edison Co. of Nbu 

York, Inc. USpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 84120500GI 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end 
JORDAN, E L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of N«u 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 0412050090 


04I2O6OS94 IE Info Notice 84-91, "QC Problems of Meteorological 
MeaBurements Programs. '■ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 04/12/10. Consolidated Edison Co. of Neu 

York, Inc. 116pp, 28032:130. 24X Fic he : 50-000, 84/12/ 10, 8412060594 


8412170254 Forwards requests for relief from ASME Code Section KI 
inservice insp requirements for hydrostatic testing of 
valves to suppl 840913 tt 1116 requests. Hydrostatic testing 
of valves impractical St uneconomical. 

TUCKER, H. B. Duke Power Co. 84/12/11, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactor' 
Branch 4. 6pp. 27936:345. 24X Fiche: 50-269, 04/12/11, 041 2170254. 


0412200409 Requests remittance of application fee for 040925 request 
re relief from certain ASME Code inservice insp plan 
requirements. 

DIGGS, R.M, License Fee Management Branch. 84/12/12, TUCKER, H. D. 
Duke Power Co. Ip. 20039:360. 24X Fi ch e : 50-269, 84/12/ 12, 

8412200409. 


8412120541 IE Info Notice 04-92, "Cracking of Flywheels on Cummins Fir( 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000. 04/12/ 17, 8412120541 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co, of New 

York, Inc. 120pp. 20124:001. 24X Fiche: 50-000, 84/12/17, 8412120547 


R, Periodic operating reports 8< related correspondence 


8412260074 Monthly operating repts for Nov 1984. W/841214 ltr. 
REAVIS, J. A. , TUCKER, H. D. Duke Power Co. 84/11/30, 17pp. 

28063; 109. 24X Fiche: 50-269, 84/11/30, 0412260074. 


S. Reportable occurrences, LERs & related correspondence 


8412270561 LER 84-005-00; on 041 1 12, s urve i 1 lane e interval for fire 
protection equipment exceeded Tech Specs. Caused by 
procedural deficiency within preventive maint sys 8< 
personnel errors. W/B41217 ltr, 

HAYNES. R.F., TUCKER, H. B. Duke Power Co. 04/12/17, 4pp. 28113:160 
24X Fiche: 50-269, 84/12/17, 8412270561. 
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X Onsite Storage of Low Level Waste 


B412040225 Forwards B40904 h 12 requests for fee* per 10CFR170 re 
disposal of low level radwaste Requests sent to wrong 
address. 

DIGGSiR t1. License Fee Management Branch 84/11/26 TUCKER* H. B 
Duke Power Co Ip 27758.336. 24X Fi che ■ 50-000. 84/ 1 1 /26* 

8412040225 

8412040086 Forwards response to 841120 questions re onsite disposal of 
five slightly contaminated pressure feedwater heaters. per 
840918 ap p 1 1 ca t i on. Ap prova 1 by end of Nov 1984 will enable 
use of preferred approach of onsite disposal 

TUCKER* H B. Duke Power Co. 84/11/28. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director STOLZ. J. F. Operating Reactors 
Branch 4. 6pp. 27748 311. 24 X Fiche; 50-269. 84/1 1/28. 841 2040086. 


DOCKET 50-270 OCONEE NUCLEAR STATION. UNIT 2 


F. Security* medical* emergency 8< fire protection plans 


8412060043 Informs of phone company mod to health physics network phone 
sys within 30 days. Access to phone sys & escort svc for 
phone company representatives requested. 

BROWNLEE* V. L Region 2. Office of Director. 84/11/14. TUCKER. H. B. 
Duke Power Co. 2pp, 27827:233. 24X Fiche. 50-000, 84/1 1/14. 
8412060043. 


8412030403 Rev 84-2 to emergency p Ian. W/S41 128 Itr. 

TUCKMAN, M, S. . TUCKER. H. 0. Duke Power Co. 84/11/28 161pp. 

27723:263 24X Fich e : 50-269. 84/1 1 /2S. 8412030403. 


8412280214 Forwards notice of environ assessment tt final finding of no 
significant impact re 831024 S: 840808 applications for 
exemption from lOCFRSO.App R requirements. 

NICOLARAS.H. Operating Reactors Branch 4. 84/12/06. TUCKER. H. B. 

Duke Power Co. 3pp. 28132:323. 24X Fiche- 50-269. 84/12/06. 

8412280214. 


— 8412290217 Notice of environ assessment 8< final finding of no 
significant impact re 831024 application for exemption from 
lOCFFSO.App R requirements. 

LAINAS. 0. C Assistant Director for Operating Reactors. 84/12/06. 
3pp. 28132.326. 24X F ich e : 50-269. 84/12/06. 841 228021 4. 


8412140208 Forwards Rev 14 to "Crisis Mgt Plan for Nuclear Stations. 

Rev revises entire manual except McGuire & Oconee brochures. 

TUCKER. H. D. Carolina Power & Light Co, 84/12/11. Record Services 
Branch (Document Control Desk). Ip 27920-356. 24X 

Fiche: 50-000, 84/12/11* 8412140208. 


— 8412140216 Rev 14 to "Crisis Mgt Plan for Nuclear Stations. " Brochures 
end, 

■» Duke Power Co. 84/12/03. 267pp. 27920.358, 24X 

Fiche, 50-000, 84/12/11. 8412140208. 


J. Insurance & indemnity information 


8412050379 Forwards Endorsements 14 15 to NELIA Policy NF-281 8< 

Endorsements 8 & 9 to MAFLU Policy MF-112. 

HOFFMAN, J, Marsh Z( McLennan. Inc. 84/11/30. DINITZ. I. Assistant 
Director for State S: Licensee Relations. 5pp. 27773:228. 24X 

Fiche: 50-000. 84/11/30. 8412050379. 


8412270373 Forwards Endorsements 77 & 60 to NELIA Policy NF-1S2 h 
MAELU Policy MF-6i. respectively. 

WILLIAMS. W. C, Marsh & McLennan* Inc. 84/12/21. SALTZMAN.J. 
Assistant Director for State 8c Licensee Relations. 3pp. 28007:352. 
24X Fiche- 50-269* 84/12/21. 8412270373. 


P. Operating license stage documents & correspondence 


8412120193 Partial response to FOIA request for NUREG/CR-3301. "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON. J. M, Division of Rules and Records. 84/06/05. SHOLLY. S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05. 8412120193. 


B412060S3S Forwards Amends 132.132 8c 129 to Licenses DPR-38. DPR-47 Sc 
DPR-55. respectively 8c safety evaluation. Amends change core 
protective safety limits. protective sys max allowable 
setpoints, rod position setpoints 8< power imbalance limits. 
NICOLARAS.H. Operating Reactors Branch 4. 84/11/23. TUCKER. H. B. 

Duke Power Co. 4pp. 27829:011. 24X Fic h e : 50-269, 84/1 1 /23. 

8412060538. 


— 8412060546 Amends 132,132 & 129 to Licenses DPR-38, DPR-47 8, DPR-55, 
r esp ec t i ve 1 y . chang ing core protective safety limits, 
protective sys max allowable setp oi nts* rod position 
setpoints 8* power imbalance limits. 

STOLZ, J F Operating Reactors Branch 4. 84/11/23. 28pp. 

27829 015. 24X Fiche: 50-269, 84/1 1/23. 8412060538. 


— 8412060554 Safety evaluation supporting Amends 132*132 8< 129 to 
Licenses DPR-38, DPR-47 8< DPR-35, respectively . 

* Office of Nuclear Reactor Regulation. Director. 84/11/23, 
16pp. 27029:043. 24X Fiche: 50-269, 84/1 1/23. 8412060538. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualif ication program SERs. 

KARSCH. R.D. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 3pp. 
27783:310 24X Fiche: 50-000, 84/1 1/26* 8412050542. 


8412310416 Summary of B4OBO0 meeting w/B8:W Owners Group re application 
of leak-before-break concepts to D8(W plants. Attendance list» 
viewgraphs 8< addl info end. 

KADAMBI.N. P. Operating Reactors Branch 4. 84/12/11. Operating 

Reactors Branch 4. 53pp. 28152:263. 24X Fiche: 50-000. 84/12/1 1. 

8412310416. 


8412190241 Responds to NRC 840423 request for demonstration that 
natural circulation cooldown can be performed w/o formation 
of heat void, per Generic Ltr 81-21. Strategy & technical 
basis for continuous venting as solution end. 

TUCKER. H. B. Duke Power Co. 84/12/12. DENTON. H. R, Office of 
Nuclear Reactor Regulation. Director, STOLZ. U. F. Operating Reactors 
Branch 4. llpp. 28008:126. 24X Fiche: 50-269, 84/12/12. 8412190241. 


Q. Inspection reports, IE Bulletins & correspondence 


B412060394 Forwards Insp Repts 50-269/84-24. 50-270/04-23 & 50-287/84-25 
on 840924-28. No violations or deviations noted. 

DANCE. H.C. Region 2, Office of Director. 84/10/22. TUCKER, H.B. 

Duke Power Co. 2pp. 27825:349, 24X Fiche: 50-269, 84/10/22. 

8412060394. 


—8412060405 Insp Repts 50-269/84-24,50-270/84-23 & 50-287/84-25 on 
840924-28. No violations or deviations noted. Major areas 
inspected: plant chemistry & inservice testing of pumps ^ 
valves. 

ROSS, W. J. . BLAKE. J. J. Region 2. Office of Director. 84/10/17. 
7pp. 27825:351. 24X Fiche: 50-269, 84/10/22. 8412060394. 


8412060403 Ac k receipt of 841101 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-269/84-19. 

50-270/84-18 50-287/84-20. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/11/14. TUCKER. H. D. 

Duke Power Co. Ip. 27026:001. 24X Fiche: 50-269. 84/11/14, 

8412060403. 


— 8412060413 Responds to NRC 841002 ltr re violations noted in Insp Repts 
50-269/84-19,50-270/84-18 «< 50-287/84-20. Correct ive actions: 
program to ensure adequate sample vols & prompt shipping of 
samples implemented. 

TUCKER. H.B. Duke Power Co. 84/11/01. 0 'REILLY. J. P. Region 2. 

Office of Director. 3pp. 27826:002. 24X Fiche; 50-269. 84/11/14. 

8412060403. 


— 0412060419 Forwards Insp Repts 50-269/84-19. 50-270/84-18 ?< 
50-287/84-20 on 840904-06 8< notice of violation. 

LEWIS. R.C, Region 2. Office of Director. 84/10/02. TUCKER, H. B. 
Duke Power Co. 2pp. 27826:005, 24 X Fiche: 30-269. 84/11 / 14. 

8412060403. 


— 8412060429 Notice of violation from insp on 840904-07. 

* Region 2. Office of Director. 84/10/02. Ip, 27826:007. 24X 

Fiche: 50-269. 84/11/14, 8412060403, 


—8412060495 Insp Repts 50-269/04-19,50-270/84-18 & 50-287/84-20 on 
840904-06. Violation noted: failure to meet detection limits 
for radiological environ samples in 1983. 

KUZO. 0. B. . MONTGOMERY, D. M. Region 2, Office of Director. 

84/09/27. 7pp. 27826:008. 24X Fiche: SO-269. 84/11/14, 8412060403. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 04/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1 /19, 841 1 150064. 


84122702B4 Forwards Insp Repts 50-269/84-27.50-270/84-26 «c 50-287/84-29 
on 841022-26, No violations or deviations noted, 

BROWNLEE. V. L. Region 2. Office of Director. 84/11/20. TUCKER, H.B. 
Duke Power Co. 2pp. 28114:188. 24X Fiche: 50-269. 84/1 1 /20. 

8412270284. 
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—8412270298 Insp Repts 50-269/84-27.50-270/84-26 & 50-287/04-29 on 
041022-26, No violations or deviations noted. Major areas 
inspec ted . Letdoun Cooler ID rep 1 acement . op en items, inservice 
insp program revi ew. r ec or d review ^ work observation. 

ECONOMOS. N. . NEWSOME. R. W, . BLAKE. J. J. Region 2. Office of 
Director 84/11/14. 12pp. 28114.190. 24X Fi che. 50-269. 84/ 11 /20, 

B4122702S4 


8412270306 Insp Repts 50-259/84-20.50-260/84-20 2. 50-296/84-20 on 
840426-0525. Noncomp 1 ianc e noted’ fa 1 1 ure to meet engineered 
safeguard sys independence criteria & design basis for 
electrical cable separation criteria 

PAULK. G.L . PATTERSON. C. A. , CANTRELL, F. S. Region 2, Office of 
Director, 84/09/11. 11pp. 28115-349. 24X Fi c he: 50-259. 84/1 1 /21. 

0412270259. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity.'* Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response <Po3t 830103) 84/12/17. Consolidated Edison Co of Ndi 

York. Inc 120pp. 28124’ 001. 24X Fiche 50-000.84/12/17,841212054' 


R. Periodic operating reports 8< related correspondence 


8412260074 Monthly operating repts for Nov 1984.10/841214 Itr. 
REAVIS. J. A. . TUCKER, H, B, Duke Power Co. 84/11/30 17pp 
20063:109. 24X Fi ch e : 50-269, 84/ 1 1 /30. 0412260074. 


X. Onsite Storage of Low Level Waste 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers." Svc list encl. 

JORDAN. £. L. Division of Emergency Preparedness 5< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807 179. 24X Fi c he : 50-000. 84/1 1 /27. 8411210360. 


8412040225 Forwards 840904 & 12 requests for fee. per 10CFR170 re 
disposal of low level rad was te, Reque s ts sent to wrong 
address. 

DIGGS. R.K. License Fee Management Branch. 84/11/26 TUCKER. H B 
Duke Power Co. Ip. 27758:336. 24X Fi che : 50-000. 84/ 1 1 /26 . 

8412040225. 


8411280366 IE Info Notice 84-SS. "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list encl, 

GRACE. J.N, Division of QA. Safeguards Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

88pp. 27967:086. 24X Fi ch e : 50-000. 84/ 1 1 /30. 841 1280366 , 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche. 50-000, 84/1 1/30. 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965.340. 24X Fiche 50-000, 84/12/03. 8412030021. 


B412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412200134 Advises that review of B41005 response to IE Bulletin 80-11 
re proposed confirmatory test program on masonry wall design 
completed. Test proposal acceptable w/minor exception. Testing 
of six prisms per panel recommended. 

STQLZi J F. Operating Reactors Branch 4, 84/12/04. TUCKER, H B 

Duke Power Co. 2pp. 23040:355. 24X Fich e: 50-269, 84/12/04, 
8412200134. 


B4120500S1 IE Info Notice 84—89, "Stress Corrosion Cracking in 
Nonssnsitized 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp, 27966:332. 24X Fiche; 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua! if ication of Equipment " Svc list encl 
JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of New 

York, Inc, 114pp. 27966:215. 24X Fiche; 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl, 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of New 

York, Inc. 116pp. 28032:130, 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412170254 Forwards requests for relief from ASME Code Section XI 
inservice insp requirements for hydrostatic testing of 
valves to suppl 840913 t 1116 requests. Hydrostatic testing 
of valves impractical & uneconomical, 

TUCKER, H.B. Duke Power Co. 84/12/11, DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director, ST0L2.J. F. Operating Reactors 
Branch 4. 6pp. 27936:345. 24X Fiche; 50-269, 84/12/11, 8412170254. 


8412200409 Requests remittance of application fee for 840925 request 
re relief from certain ASME Code inservice insp plan ^ 

requirements, 

DIGGS. R.M. License Fee Management Branch. 84/12/12, TUCKER, H B 
Ip. 28039:360, 24X Fiche: 50-269, 84/12/12, 


Duke Power Co. 
8412200409. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fir 
Pump Diesel Engines. " Svc list encl. y b s on uummins riT 

JORDAN, E. L. Division of Emergency Preparedness it Engineerino 
Response (Post 830103). 84/12/17. Consolidated EdisorcS of Neu 

Yorl,, Inc. U9pp. 23123:131, a4X Fiche: 50-000, 94/12/17, M 12?20541 


S4120400S6 Forwards response to 841120 questions re onsite disposal of 
five slightly contaminated pressure feedwater heaters, per 
840918 appl ication. Approval by end of Nov 1984 will enable 
use of preferred approach of onsite disposal. 

TUCKER, H. fl Duke Power Co. 84/11/28. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director ST0L2, J F Operating Reactor 
Branch 4. 6pp. 27748*311. 24X Fi c h e : 50-269, 84/ 11 /2B, 041 2040086 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 
F. Security, medical, emergency it fire protection plans 


8412120335 Advises that meeting tentatively scheduled on 841221 to 
discuss draft rept, "Safe Shutdown Capability Analysis. " 

Rept submitted for review & comment as part of util 
continuing compliance w/lOCFRSO, Ap p R requirements, 

CAPSTICK. R. W. Vermont Yankee Nuclear Power Corp, 84/11/26, 
MARTIN, T. T. Division of Engineering it Technical Programs. 2pp 
27884:362. 24X Fiche: 50-271 , 84/1 1/26, 8412120335. 


8412110139 Informs that 1933 emergency plan exercise scheduled for 
850417. Because new emergency operations facility (EOF) will 
not be complete before 85 1 10 1 . e x er c i s e will utilize existino 
EOF location, 

CAPSTICK, R. W. Vermont Yankee Nuclear Power Corp. 84/12/05, 
EISENHUT, D. G. Division of Licensing. 2pp 27852' 327 24X 

Fiche: 50-271 , 84/12/05, 8412110139. 


8412180517 Rev 12 to Procedure OP 3503, "Onsite Medical Emergency 
Procedure. " 

MURPHY, W P. Vermont Yankee Nuclear Power Corp. 84/12/11. Hop 

27959:128. 24X Fiche: 50-271, 84/12/1 1 , S412180517 


Rept 50-271/94—22 on 041 101 -1203. No violation 


B41220OO95 Forwards Insp 
noted. 

WENZINOER, E. C. Division of Project it Resident Programs. 84/12/21 
MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 2pp 28il2'031 

24X Fiche: 50-271. 84/12/21 J 8412280095. 


—3412280102 Insp Rept 50-271/84-22 on 841101-1203. No violation noted 
Major areas inspected : actions on previous insp findings, 
plant physical security it LERs, Concern re emergency lighting 
identified. Info partially withheld (ref 10CFR73, 21). 

RAYMOND, W. J. , MEYER, 0. W, , TRIPP, L.E. Region 1, Office of Director, 
84/12/17. 16pp. 28112:033. 24X Fiche; 50-271, 84/12/21 , 

8412200095. 


I. Financial Information 


3412200449 Forwards 1983 annual financial repts for joint owners of 
f aci lity. Li sting of joint owners encl. 

DEVINCENTISi J. Public Service Co, of New Hampshire. 84/12/18, 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 3pp. 
28017:001. 24X Fiche’ SO-OOO, 04/12/18, B 412200449 . 


8412200456 "Annual Rept 1983. " 

ROWE. J. W. Central Maine Power Co. 83/12/31. 40pp. 28017:207. 

24X Fiche: 50-000, 84/12/18, 8412200449. 


8412200466 "1983 Annual Rept, Central Vermont Public Svc Corp." 
MEREDITH. L, D. , GRIFfIN, J. F. Central Vermont Public Service Corp 
83/12/31. 40pp, 28018:153. 24X Fi c he: 50-000, 84/12/18, 8412200449 
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K. Utility Final Safety Analysis Report (FSAR) & amends 


84120ij0406 Forwards Rev 2 to FSAR for Vermont updated Yankee Nuclear 
Power Plant, consisting of updated pages reflecting plant 
conditions 6 months prior to 840531 filing 

HUNTER, D Vermont Yankee Nuclear Power Corp. 84/11/30 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 27797- 131. 

24X Fiche: 50-271, 84/11/30, 84 120<b040<b. 


— 8412060412 Rev 2 to updated FSAR for Vermont Yankee Nuclear Power 
Plant 

* Vermont Yankee Nuclear Power Carp, 84/11/30. 325pp. 

27797.133. 24X F i c h e : 50-271 . 04/ 1 1 /30. 8412060406. 


p. Operating license stage documents & correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qua! if i cat 1 on program SERs. 

KARSCH, R. □. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310 24X Fiche: 50-000. 84/1 1/26, 8412050542. 


8412060369 Forwards info supporting 790130 application to amend License 
DPR-28, cons ist ing of Proposed Change 77 to Tech Specs to 
allow exemption from inservice insp program code (ASME 
Section XI). Revised inservice insp program end. Fee paid. 

MURPHY, W, P. Vermont Yankee Nuclear Power Corp. 84/11/27. 

Operating Reactors Branch 2 . 523pp. 27787:001. 24X 

Fiche: 50-271, 84/1 1/27, 8412060369. 


— 8412060375 Change 8 to inservice insp program re d escri p t i on, program 8c 
exam schedule. 

* Vermont Yankee Nuclear Power Corp. 84/11/16. 432pp. 

27787:092, 24X FI c h e: 50-271 , 84/ 1 1 /27, 8412060369. 


8412170073 Forwards Amend 84 to License DPR~28 & safety evaluation. 
Amend revises Tech Specs to reflect change from 350 to 800 
psig in mam steam line low pressure isolation setpoint. 

ROONEY, V. L. Operating Reactors Branch 2. 84/12/04. CAPSTICK, R. W. 

Vermont Yankee Nuclear Power Corp. 2pp. 27972:243. 24X 

Fiche: 50-271, 84/12/04. 8412170073. 


— 8412170100 Amend 84 to License DPR-28, revis ing Tech Specs to reflect 
change from 850 to 800 psig in main steam line low pressure 
isolation setpoint. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/04. 10pp. 

27972:245, 24X Fic he: 50-271, 84/12/04, 8412170073. 


— 8412170103 Safety evaluation supporting Amend 84 to License DPR-2B. 

# Office of Nuclear Reactor Regulation, Director. 84/12/04. 3pp. 
27972:255. 24X Fiche: 50-271, 04/12/04, 0412170073. 


8412120314 Responds to request for info re Generic Ltr 84-23 on reactor 
vessel water level instrumentation. Detailed engineering 
analysis of water level measurement sys comp lete. Analysis 
focused on listed areas, 

HUNTER, D. Vermont Yankee Nuclear Power Corp. 84/12/06. 

EIBENHUT, D 0. Division of Licensing. 4pp, 27873:329. 24X 

Fiche: 50-271, 84/12/06. 0412120314. 


8412130439 Forwards BCL-585-S4-3, "Final Rept on Exam, Testing S< 
Evaluation of Irradiated Pressure Vessel Surveillance 
Specimens From Vermont Yankee Nuclear Power Station." No 
changes to Tech Specs required based on rept results. 

CAPSTICK, R. W. Vermont Yankee Nuclear Power Corp. 84/12/07. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip, 
27901:208. 24X Fiche: 50-271 , 84/12/07, 8412130439. 


— 8412130443 "Final Rept on Exam, Testing S< Evaluation of Irradiated 
Pressure Vessel Surveillance Specimens From Vermont Yankee 
Nuclear Power Station. " 

LOWRY, L. M. , FAILEY, M. P. , LANDOW.M. P. Battelle Memorial Institute, 
Columbus Laboratories. BCL~585-B4-3. S4/05/15. 104pp. 

27901:209. 24X Fiche: 50-271, 84/12/07, 8412130439. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 8< 1205 

EISENHUT, D. G. Division of Licensing. 84/12/13. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28107:340. 24X 

Fiche: 50-000, 84/12/13, 8412270501. 


8412260256 Application to amend License DPR-2S, chang ing Tech Specs to 
incorporate addition of post-accident instrumentation & 
associated limiting conditions for operation & surveillance 
requirements , p er NUREO-0737. Fee paid. 

HUNTER, D. Vermont Yankee Nuclear Power Corp. 84/12/14. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 28058:166. 

24X Fiche: 50-271,84/12/14,8412260256. 


— 8412260260 Proposed Tech Spec changes re post-accident instrumentation 
s- Vermont Yankee Nuclear Power Corp. 94/12/14. 9pp. 28058:170. 
24X Fiche. 50-271, 84/12/14, 8412260256. 


8412260298 Reviews present program for control of heavy loads 
(NUREG-0612), per Generic Ltr 81-07. Present program assures 
that objectives of Section 5. 1 of NUREG-0612 satisfied. 

MURPHY, W. P Vermont Yankee Nuclear Power Corp. 84/12/18. 
VASSALLO, D B. Operating Reactors Branch 2. 3pp. 280 56:0 70. 24X 

Fiche: 50-271, 84/12/18. 8412260298. 


Q. Inspection reports, IE Bulletins & correspondence 


8412210190 Further response to FOIA request for documents re discovery 
of Co-60 release problems at facility Insp Rept 50-271/84-04 
available in LPDR. 

FELTON, J.M. Division of Rules and Records. 84/06/05. 

LDNGENECKER, G. Vermont Yankee Decommissioning Alliance. Ip. 
28048:146. 24X Fi q h e: 50-271 , 84/06/05, 841 2210190. 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Sve list 
enc 1 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. I20pp. 27807.058. 24X Fiche: 50-000, 84/1 1/19, 8411150064. 


8412120365 Responds to NRC 841024 ltr re violations noted in Insp Rept 
50-271/84-18. Corrective actions: need for awareness of impact 
of valve conf igurati ons on plant sys stressed. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 84/11/21. 

WENZINGER, E. C. Region 1, Office of Director. 3pp. 27975:096. 24X 

Fiche; 50-271, 84/11/21, 8412120365. 


8412120392 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal. " Potential for uncovering fuel due to seal failure 
extremely small. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 84/11/26. MURLEY, T. 

Region 1, Office of Director. 3pp. 27874:204, 24X 

Fiche: 50-271, 84/11/26, 0412120392. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27007:179. 24X Fiche: 50-000, 84/11/27, 841 1210360. 


8412030387 Ac k receipt of 840809 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-271/84-10. 

Violation re failure of technicians to complete torus narrow 
range level channel calibr stands. 

STAROSTECKI, R. Division of Project & Resident Programs. 04/11/27, 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 2pp. 27724:197. 
24X Fiche: 50-271, 84/11/27, 8412030387, 


— 8412030397 Responds to NRC 940712 ltr re violations noted in Insp Rept 
50-271 /04-1O. Correct ive ac t ions: Procedure OP 4374 revised to 
preclude recurrence of procedural inadequacy for torus level 
instrumentation. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 84/08/09. 
STAROSTECKI, R. Division of Project & Resident Programs. 3pp. 
27724:199. 24X Fi ch e : 50-271 , 84/1 1 /27, 8412030387. 


8412060369 Forwards info supporting 790130 application to amend License 
DPR-2e, cons isting of Proposed Change 77 to Tech Specs to 
allow exemption from inservice insp program code (ASME 
Section XI). Revised inservice insp program end. Fee paid. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 84/11/27. 

Operating Reactors Branch 2. 523pp. 27787:001. 24X 

Fiche: 50-271, 84/11/27, 8412060369. 


— 8412060375 Change B to inservice insp program re description, program Si 
exam schedule. 

* Vermont Yankee Nuclear Power Corp. 94/11/16, 432pp. 

27787:092. 24X Fi ch e ; 50-271, 84/1 1 /27, 841 2060369. 


8411280366 IE Info Notice 04-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Sve list end. 

GRACE# V.N. Division of QA, Safeguards & Inspection Programs (Post 
B30103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

B8pp. 27967:096. 24X Fiche; 50-000, 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-36. "Isolation Between Signal* of 
Protection Sys It Nonsaf ety-Related Equipment. " 

Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche; 50-000, 84/11/30, 841 1200370. 
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DefUCion Indued d« 

JORDANi E. L. Division of Emergency Preparedness & Enalnee-pinn 

^ondoUd'a'ttd^E^lse"^"*’ uf Ne. 

17pp. 27965.340. 24X Fiche . 50-000. 84/12/03, 8412030021 . 

eeJ"'” Treata.nt Sys Prodlea,,." 

JORDAN. E.L. Division of Emergency Preparedness ii Eno meer i nn 

Ediaorio" of Nau, 

122pp. 27966 093. 24X Fiche; 50-000. 84/12/03, 8412030028. 

B412170150 Submits addl response to NRC 841105 Itr re violation nnf»rf 
.n map Rapt 50-27, /Bd-OS. Corractiva action: AP S,55 revi^d 

nnnma?'*''''-*”” *=“ concur lo/lona-term chanje to 

normal equipment status of Tech Spec ^ 

b! k P7°J»P‘ *= Rasident Projrams. 2 pp. 

27937.072. 24X Fich e : 50-271 , 84/ 12/04. 84121 701 50. 

Forcarda Inap Rapt 50-271/34-2, on 8409,9-10,3 & notice of 
^o?«n of J""™/’"/!”"' "5* PdPtrola re improper 

S?iROSTE?KI R'’‘‘''m°I "'■““J S"" ‘9 “re ahroSd. 

MURPHV u p' u “‘''“‘9" °f Project & Raaident Programs. 84/12/04 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp 3 dq 27889 - od*? 

24X Fiche: 50-271. 84/12/06, 8412120011. 225. 

8412120016 Notice of violation from insp on 840919-lon 

V ^ failure to control matl released 

to unrestricted area within controlled area 

RAYMOND. Ul. J. . TRIPP. L. E. Region 1 , Office of Director 84/it/=« 
34 pp, 27889:236. 24X Fiche: 50-271, 84/12/06. 8412120011. 

rTl*' ^''^9::9Ud:t^d^L=J”n"^S.= . ^am 

c. I18pp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081. 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Ffferf nn 

!SRDASV,“*"n!"t‘f°" “ Sve list enc. 

JORDAN, E. L. Division of Emergency Preparedness & Enaineerino 

Sonsul'datad Edison Co“ of Nam 
114pp. 27966.215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


Rept 50-271/84-22 on 841101-1203. No 


lolatlof 


8412280095 Forwards Insp 
noted 

WENZINGER, E, C. Division of Proiect & Rn4i<Hon+' d*. 

94fp"’rsn P9m:r 

24X Fiche 50-271.84/12/21,8412280095 ^ ^“^12.031 


of Meteorological 


8412060594 IE Info Notice 84-91. "QC Problems 
Measurements Programs. '• Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Ena i r,ei»T - 1 nn 

Consolidatad Edisorco af Nau. 

16 pp. 280 si 2 ; 130. 24X Fiche: 50-000, 84/12/10. 0412060594. 

8412170135 Ack receipt of 840924 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-271/84-11. Hi oh 
range containment monitoring channels sys installation does 
ZtrZ'r NUREO-0737. IteL 11 F l4 

mSJphyVp Engineering & Technical Programs. 84/12/11 

24."F!;'I;a;so-E^rS4/JEj;;,‘|l,S?70nr““’' ' 

^‘'"irSu.af E:.'jn":.“"vrrif; - 

JORDAN.E. L. Division of Emergency Preparedness & Enoineerlno 

Response (Post 830103) 84/12/17. SonsolldatL^Ed'is^rCo.® of New 

I19pp. 28123 : 131 . 24X Fiche : 50-000, 84/12/17, 8412120541. 

®'^R^fud^ng^WatI^CaW^5.^®9v^ii^ 

a. Mam 

120pp. 28124:001. 24X Fiche: 50-000. 84/12/17, B412120547. 

— m^ttam 

84/12/21. MURPHY, W P 

FUh.:-5o-2;,':i:/,'^;i;%4'228So§:,"'- 

—8412280008 SALP Rapt 50-271/84-25 for Mag 1983 - Oct 1984 

F,ch.?50-27i,av;2;2;f8;iJJ|JSSA. 2-»X 


RAYMOND. W. J. . MEYER, 0 W, , TRIPP. L E Ln^nn i nli' 

reports & related correspondence 

84/11/30, 7pp. 28029:335. 24X F i c h e : 50-271 . 84/1 1 /JS, 84lll90462. 

^ related correspondence 

^'^affacnitS."' ” <“=' 9 varg of Co-60 r.laaaa probl.r, 

FELTONfj'^^'^NRC -'^No'^Datal 1 ad 'If f "T ■ * ^* °"* Pllianca. 84/05/02 

34X Fiche: 50-271, 84/05/02, 8412^70081 354 

ILTH"-;-'--"""" 

27847.359, 24X Fi ch e • 50-271 . 84/06/04. 8412070088 

Froposad“;:ir"“rJac"r°j“:;:jt':°:i:''"‘"*‘" 

EI8S'''iLia?‘r:rC, 83/11/07 

Fiche: 50-271. 04/06/04, 8412070088, ^ 361. 24X 

Fia;r:%'-v- 

27734 2 !! Lv ^'^nt Yankaa Nuclear Pomar Corp. 84/11/20 
27734.246. 24X Fiche: 50-271 , 84/1 1 / 20 , 8412030284 


4pp 


3pp 


SALEM NUCLEAR GENERATING STATION. UNIT 1 
emergency Jk fire protec Uon'pUns 

8412170089 Further response to FOIA request for 16 cateaories of 
documents. Forwards App A & B documents, per Category 6 ?re 
lilhlljT'i review. App B documents partially 

FeJton. u m'’ n . 3). Documents available in PDR. 

It j n’ Division o*? RuIbs 3 nd RBcoTds, 84 / 04/30 swnLtv ^ c 

Union Of Concarnad Scientists. 6pp. SJsJb: 106 sS' ' 

Fiche: 50-000, 84/04/30, 8412170089. 

^^rcQuest^for'^w!*^* assistance in preparing response to NMSS B3O5B0 
J^equeLu L re surveillance 

withheld^ ^ diesel generator day tank valves. Changes 

PARR^o'd °'a ^ Special Projects Branch. 83/06/17. 

ARR, Q D. Auxiliary Systems Branch. ip. 27970:205 24X 

Fiche; 50-000, 84/04/30, 8412170089. 

”'®^^ur«?nanr'r* '' “9ansae response to open item ra 

R^inhJwr fT-«49»ncg of diesel generator dag tank valves. 

? surveillance should ha balanced w/n.ad to 
pIhh n'n'^ a ®F 99 mod not needed. 

Systems Branch. 83/06/22. THOMAS, C. 0. 
Fi^hJ Projects Branch. Ip. 27970:215. 24X 

Fiche. 50-000, 84/04/30, 8412170089. 

—8307130125 Discusses NHSS safeguards regulatory effectiveness rept i 
licensee response re surveillance frequency of diesel 
generator day tank valves. Tech Specs consistent w/STS & do 
not warrant changing. 

M^rnou.'c S’l, nation «< Special Projects Branch. 03/06/29 

Safeguards Licensing Branch, Ip. 
27970,206, 24X Fi ch e: 50-000, 84/04/30, 8412170089, 
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— •-8412170163 Foriuards proposed Itr to licensee closing out two open items 
in 830520 memo re safeguards regulatory effectiveness 
review. Agrees uj/83062? comments re day tank valve 
surve i 1 lance. Matter c 1 osed . Related info end. 

MCCQRKLE. G. W. Power Reactor Safeguards Licensing Branch. 

83/08/02. THOMASi C. Standard i zati on & Special Projects Branch. 

7pp. 27970:132. 24X Fi c h e : 50-000. 94/04/30. 84 12170089. 


. — 8412170181 Req^uests analysis of safeguards regulatory effectiveness 
review on 821203-10 re frequency of diesel generator day 
tank valve surve i 1 1 ance. Mi sp os i t i oning of valves offers no 
safety implications. 

MCCORKLE. G. W, Power Reactor Safeguards Licensing Branch. 

83/05/20. THOMAS. C.O. Standar d i za t i on & Special Projects Branch. 
Ip, 27970:141, 24X Fiche: 50-000. 84/04/30. 8412170089, 


— ■0412170193 Forwards proposed Itr to licensee re two open items in 
830224 regulatory effectiveness review rept. Licensee 830323 
response did not offer proper resolution to items. 

MCCORKLE. G. W. Power Reactor Safeguards Licensing Branch. 

83/05/20. THOMAS. C. 0. Standar d i la t i on & Special Projects Branch. 
2pp, 27970:142. 24X Fi che: 50-000. 84/04/30. 8412170089. 


— —3412170213 Forwards results of 821202—10 safeguards regulatory 
effectiveness review & proposed Itr transmitting rept to 
1 icensee. Requests Power Reactor Safeguards Licensing Branch 
be provided w/transmi tta 1 Itr. 

BURNETT. R.F. Division of Safeguards. 83/02/10. EISENHUT. D, 
Division of Licensing. 2pp. 27970:151. 24X Fi c he : 50-000. 

84/04/30. 8412170089. 


8412170222 Forwards results of 821203-10 regulatory effectiveness 

review for review. W/o end. 

MCCORKLE. G. W, Power Reactor Safeguards Licensing Branch. 
83/02/02. BURNETT. R.F. Division of Safeguards. Ip. 27970:153, 
24X Fiche. 50-000.84/04/30. 8412170089. 


8412170373 “Safeguards Regulatory Effectiveness Review. Salem Nuclear 

Power Station Units 1 2. " Info deleted. 

* NRC - No Detailed Affiliation Given. 82/12/31, 25pp. 

27970:216. 24X Fich e; 50-000, 84/04/30. 8412170089. 


Q'412110182 Public version of revised emergency plan implementing 
procedures. including emergency plan procedures index & Rev 3 
to EP II-l, “Emergency Response Manager Responsibilities," 
W/a41206 release memo. 

* Public Service Electric & Gas Co. of New Jersey. 84/10/22. 
UARGAi S. A, Operating Reactors Branch 1. 269pp. 27908:052, 24X 

Fiche: 50-272, 84/10/22, 8412110182. 


B412120039 Requests waiver of reporting requirements of 10CFR50. 54{p > & 
authorization to rept change re security sys upgrade when 
fully implemented upon project completion. per R Baily 
request. 

LIDEN.E, A. Public Service Electric Z>. Gas Co. of New Jersey. 

84/11/30. MURLEY.T. Region 1. Office of Director. 2pp. 27886:296. 
24X Fiche; 50-272. 84/11/30. 8412120039. 


B412180166 Forwards response to Item 4a in NRC 040608 Itr re violations 
noted in Insp Repts 50-272/84-10 & 50-311/84-10. De scr ip t ion 
□ f MIDAS reflects current status of metero 1 og i cal info 
dose assessment sys & future development. 

LIDEN.E. A. Public Service Electric Gas Co. of New Jersey, 

04/11/30, MARTIN, T. T. Division of Engineering & Technical Programs, 
9pp, 27961: 328. 24X Fi ch e ; 50-272. 84/1 1 /30, 8412180166. 


3-412190446 Forwards request for addl info re 840130 "SPDB. Safety 
Analysis 8< Implementation Plan. " Response requested within 
60 days. 

VARGA, S. A, Operating Reactors Branch i. 84/12/07. UDERITZ.R.A. 
Public Service Electric & Gas Co. of New Jersey. 5pp, 28016:343. 
24X Fiche: 50-272, 04/12/07, 8412190446, 


3412210244 Forwards Rev 1 to index index to attachments for "Event 
Classification/Notification/Reporting Guide. " Rev 3 to 
emergency plan table of contents «« Rev 17 to emergency plan 
procedures index. 

MOELLER. P. A. Public Service Electric it Gas Co. of New Jersey. 
84/12/11. NRC — No Detailed Affiliation Given. Ip, 28033:335, 
24X Fiche: 50-272. 84/12/11. 8412210244. 


6412210253 Rev 1 to index for "Event Classif ication/Notif ication/ 
Reporting Guide, " 

* Public Service Electric & Gas Co. of New Jersey. 84/10/22. Ip, 
28033:336. 24X Fiche: 50-272. 84/12/1 1, 8412210244, 


6412210257 Rev 1 to index for attachments to "Event Classification/ 
Not if ication/Reporting Guide. " 

* Public Service Electric 8« Gas Co. of New Jersey. 84/10/22. 

2pp. 28033:337. 24X Fi c h e: 50-272, 84/12/11 , 8412210244. 


8412210260 Rev 3 to emergency plan table of contents, 

* Public Service Electric & Gas Co. of New Jersey. 84/08/31. Ip. 
28033:339. 24X Fi ch e; 50-272, 84/12/1 1, 8412210244. 


-8412210265 Rev 17 to emergency plan procedures index. 

* Public Service Electric & Gas Co. of New Jersey. 84/10/22. 
3pp, 28033:340. 24X Fiche: 50-272. 84/12/1 1, 8412210244. 


J, Insurance & indemnity information 


8412270306 Forwards Endorsement 73 to NELIA Policy NF-230, Endorsement 
59 to MAELU Policy MF-90 & Endorsement 5 to NELIA Policies 
N-60 & N-72 & MAELU Policies M-60 & M-72, 

STERN. D. Marsh & McLennan, Inc. 84/12/21. SALTZMAN, J. D. Assistant 
Director for State S; Licensee Relations, 7pp. 28087:345. 24X 

Fiche: 50-000, 04/12/21. 8412270386. 


P. Operating license stage documents 8( correspondence 


8412120072 Fifth partial response to FOIA request for six categories of 
info re application of Sholly Amend to consideration of 
TMI-1 steam generator OL amend. Forwards documents listed in 
app. Documents also available in PDR. 

FELTON, J. M. License Fee Management Branch. 84/06/06. BELL. N. 
Nuclear Information & Resource Service. 2pp. 27940:271, 24X 

Fiche: 50-000, 84/06/06, 8412120072. 


8412120102 Forwards table indicating low level of public interest 
comments on proposed amends issued pursuant to "Sholly. " 
Statistics cover 830506-1122. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director. 
83/12/07. DIRCKS. W. J. Office of the Executive Director for 
Operations. 2pp. 27940:280. 24X Fi che : 50-000, 84/06/06. 

8412120072. 


8412010196 Notification of 841129-30 meetings w/util in Bethesda.MD to 
discuss response to request for info re semiautomatic 
switchover of safety in jection. List of questions for agenda 
end. 

FISCHER. D.C. Operating Reactors Branch 1. 84/11/19. VARGA. S, A, 

Operating Reactors Branch 1. 12pp. 27722:337. 24X 

Fiche: 50-272, 84/11/19, 8412010196. 


8412050542 Submits equipment qualif ication program status rept for <uk 
ending 841116. Enel list documents status of equipment 
qualification program SERs, 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi che: 50-000, 84/1 1/26, 0412050542. 


8412050199 Requests addl remittance to complete fees for issuance of 
Amends 50.52,57 & 58 to License DPR-70 Amends 20.26 it 27 
to License DPR-75. 

DIGGS, R.M. License Fee Management Branch. 84/11/27. UDERITZ.R.A. 

Public Service Electric & Gas Co. of New Jersey. Ip. 27812:026. 

24X Fiche: 50-272, 84/11/27. 8412050199. 


8412140336 Comments on Rev 3 to Chapter 17 of updated FSAR r e QA 
program description. Changes acceptable provided listed items 
of concern resolved by 8502PO, per 841116 telcon. Addl info 
stating reasons for changes requested. 

MARTIN. T. T, Division of Engineering & Technical Programs, 84/11/27. 
UDERITZ.R.A, Public Service Electric Gas Co. of New Jersey. 2pp, 
27954; 182, 24X Fiche; 50-272, 84/11/27. 8412140336. 


8412130013 Forwards SER for final resolution of environ qualification 
of electrical equipment important to safety, based on 840424 
meeting w/util it 840608.0907 it 1106 util submittals. 

Equipment qualification program acceptable. 

VARGA. S, A, Operating Reactors Branch 1, 84/12/05, UDERITZ.R.A. 

Public Service Electric Gas Co. of New Jersey. 6pp. 27918:268, 
24X Fiche: 50-272. 84/12/05, 0412130013. 


— 8412130015 Safety evaluation supporting util program for environ 
quali f ication of electric equipment important to safety, per 
10CFR50. 49, 

* NRC - No Detailed Affiliation Given. 84/12/05. 10pp. 

27918:274. 24X Fiche: 50-272, 84/12/05. 8412130013. 


8412130481 Forwards Amends 59 & 28 to Licenses DPR-70 8< DPR-75. 
respectively safety eva luation. Amends change radiological 
effluent Tech Specs to form centralized nuclear dept it add 
requirements re administrative controls. 

FISCHER. D. Operating Reactors Branch i. 84/12/05, UDERITZ.R.A, 
Public Service Electric it Gas Co. of New Jersey. 5pp, 27917:001 
24X Fiche: 50-272, 84/12/05, 8412130481. 
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•■“8412130436 Amends S9 & 23 to Licenses DPR-70 & DPR -75 
changing radiological effluent Tech Specs to form 
centralized nuclear dept Se add requirements re 
admin i s tra ti ve controls. 

279 ??'nnJ“ Reactors Branch 1. 84/12/05. 300pp. 

27917 006. 24X Fi ch e : 50-272. S4/12/05. 3412130481 . 


esp ectlvely# 


Reactor Regulation. Director. 84/12/05. 
13pp. 27717:303. 24:< Fic h e: 50-272, 84/12/05. 84121304B1. 


-B308030399R.viseP "Radio. OJICPI Effla.nt Tech Specs Imp leoentahlen 
technical evaluation rept. 

PT'an'^Un Institute/Franklin Research Center 
TER-C5506-.../U2 Rl. e3/0?/S" cSnSel^F , 

Affiliation Olven 32pp 27717-316 

24X Fiche 50-272, 84/12/05. 8412130481. JZ6. 


VARGA. S. A, Operating Reactors Branch 1. 84/12/05 mtllfr ir 

Operating Reactors Branch 3. 3pp. 27955: 359, 24X 

Fiche: 50-272. 84/12/05, 8412140049. 


8412130374 Comments on Rev 3 to Chapter 17 of updated FSAR re QA 
Changes acceptable provided listed items 
rLue^te7«r^ 850220. per 841116 telcon. Addl info 

^ Stating reasons for changes, 

UDERITz'ra Engineering & Technical Programs. 84/12/06 

Service Electric St Gas Co of New Jer.;ei. on! 
27703: 147. 24X Fiche: 50-272. 84/12/06, 8412130374 




24X Fiche: 50-272, 84/12/07, 8412190109. la/. 


“®''poit-«cIp:n?°s!iw“""” Specs, adding Section 4.8, 4(e) re 

m-37 rWRE^'S? “ ’■"'“‘'•“'•'"‘•'PCT etn.ric Ltr 

* Public Service Electric & Gas Co. of Neiu Jersey a 4 /tD/m -7 
4pp. 28009: 191. 24X Fiche: 50-272, a4"2/S7. ' 


^PP^^^®tion for amends to Licenses opr— "ZA * noo TB 
c:j5afjr%‘“ - "r*:m.nt” -vising 

^n;u"T"t‘.Krpa™'““” “-"‘"4 

B4/^/07*' OARol‘1 T'"'n" *' JPFseg. 

L VARGA. S. A, Operating Reactors Branch 1 4 dd proap-pai 

24X Fiche; 50-272,84/12/07. S4121 90 120 . ^pp. 28009.301. 


* Pnli! i ® opening angle limit. 

=PP. =aoo?‘5o1," =ir^I‘h%''(.“!|7^.”a4?J2:!o7,^:ilt?oi2r^‘"^°" 


-“"Irseg. 

24X Fiche: 50-272, Wia^^Mia^oIJs.*"' =8°12: 




in“trJmenteSnng^‘j^clu5Jnrin"aJlI?io!;'p;'*MJd‘*KH’'2 For'‘"“ 
84/12/13 OApAi^c Service Electric I, Oas Co. of New Jersey 


®"c“^re?‘op“h"::;*i;:d‘2r^‘:‘.’5;'i“i:/?r - 

Closed oot a. .2on a. ;CJmj:tilVJ:c*:i ”d.‘p*:r-84li^4‘S 1205 
of^NuclIar' Reactor 84/12/13. DENTON, H. R. Office 

Fiche: 50-000. B4/12/13.'8jl227Sio? °"' 2S107: 340. 24X 


rEBuUetms «■ correspondence 


"Various Battery Problems, " Svc liu 


S411150064 IE Info Notice 84-83, 

end 

Resp^onie 'Fpos?‘b3J!S3)°' m/U/Jr'' ’’'""Jon s o u da ‘ 

VorS. Inc. ISOpp. 27807 058. 24X Fiche. 50-00™;.?$, 


8412010050 Responds to NRC ltr re violations nofcBri , « t 
50-272/84-34 & 50-311 /84-34. Correc t ive act i oL ^ 

changes written, approved & implemented as permanent chaSaL 
per Administrative Procedure AP-3 ^ manent changes, 

a^fmR'' Jerseg 

27709: i99, 24X Fiche: 


8412120473 Responds to IE Bulletin 84-03 re refuelinn r c s + 

seal. Probability of seal failure s iqni f ic^nf i n I i ° cavity water 

LIDEM^'^r'' P — ilPPP highlg unlikelg Jo pccu$ " 

alni/2l mCr^e“t ’=”■ .°f Npf’ J erseg 

27875:219. 24X Fi ch e : 50-272, 84/11 /21 ,*84121 20473."^ **''’■ 


^''we?att!n''“''“’'''' 30-272/84-35 on 840918 S, 24 ^ nptlc. o, 

MARTIN, T. T. Division of Enqineerino *. Torhr,,.. i a 
UDERITZ.R.A, Public Service Electric I gI^ cV S4/ll/ii 

27954:306. 24X Fiche: 50-272. 84/i 1/23. 8412140269.° 


"®''i^*Reo?L"$“$$,?'’ Violation from insp on 840918 8, 2 ,. 

Region 1# Office of Director 04/il/P'i in en* 

Fiche: 50“272i 84/ll/23i 8412140269. 2431 


-8412140281 Insp Rept 50-272/84-35 on S40918 & 24 Vinl,^tinn nc*. d 
inadequate procedures for mnnH-nr^i iolation noted4 

nonuniform ^adl^Slorfl^Idr ’ —tore. l„ 

DRAOQUN, T. . B ICEHOUSE. H . OTAFFT t o ■ 

84/11/20. 5pp. 27954 - 311 a4X ’ Fi r h ^^ sa°Svo' ® Director 

PP D4.311, 34X Eiche: 50-272 , 84/11/23, 041214026? 


'"rie^^onm^ns.'-'^vo”?;?? V.T "‘>^^‘ = ‘-^100 in Fenno-Re.onenI 

R^pCnif' (Post*83o!S3,.°' 

Vorh, ino. la^pp. 27807:179. 24X F.che: SO-OO™,*?!?, sSilSloBS 


" 30-3i./84-39 on 

28031:308. 24X Fiche: 50-272, 04/?l?i?, t,?llooS37 “ 


Items e: sol ir?Id;:;sjrmgr' previously identified 

DRAGOUN.T ' STRUCKMEVER. R, . GRELLA. A. Region 1. Office of 

84/11/23. 5pp, 28031:310, 24X Fiche: 50-272, 34 / 11 / 27 , 


Director. 

8412200037. 


®'‘3??99m‘GeJ:r:?:rs''°‘s$c nifUu*'*''*’ ^t.akthrough From 

e3SJo3K'''84/l‘Tj30°'’ "’='■'“100 Program. ,P.., 

RPnn o^o.^mrr Consolidated Edison Co, of New York# Inc 

pp. 27967:066. 24X Fi che: 50-000. 84/11/30, 841 1200366. 


116pp. 27965.224. 24X Fiche; 50-000. 84/1 1/30, 8411 2 S 0370 


®''nf?!?*tn ^'"'"'Vds response to Item 4a in NRC 840608 ltr re vioUtio 
0$ moiS "r*' S0-272/S4-I0 J. 50-311/S4-I0.D.,criMi$n 
dn«B j«*<i current status of metero 1 og lea 1 info & 

1 c ^ future development. 

84/11/30 ® Electric & Gas Co. of New Jersey. 

9pd 27961^™^' Engineering & Technical Progra/ni 

vpp. 27961.326. 24X Fi che : 50-272, 84/11 /30. 8412180166. 


"Piping Thermal Deflection Induced bj 
atratified Flow. " Svc list end. 

Resennlf Vp Emergency Preparedness & Engineering 

Response (Post 830103K 84/12/03. Consolidated Edison Co of m 

• Inc. 117pp. 27965:340. 24X Fi c he: 50-000. 84/12/03, a41203002). 


^^Svc^lis? Incl'‘^° Notice 84-88, "Standby Gas Treatment Sys Problems,* 

Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

122pp. 27966:093. 24X Fi che; 50-000, 84/12/03. 8412030020. 


York, Inc. 
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0412180642 Forwards sixth rept of exams & surveillances used to provide 
necessary measures of assurance that integrity of piping sys 
containing stagnant borated water maintained. per 
r eq.uiremet(ts of IE Circular 76-06. 

LIDEN^E. A. Public Service Electric & Gas Co. of New Jersey 
84/12/04. MURLEY, T. E. Region 1. Office of Director. 3pp. 

27974; 130. 24X Fiche: 30-272. B4/12/04, 8412180642. 


9412130130 Discusses Insp Repts 50-272/84-36 %t 50-311/84-35 conducted 
on 840925-1 026. No violation noted. Concern re failure to 
identify status of inoperable containment isolation Valve 
ICV69 to operators expressed . Response requested. 

STAROSTECKI. R, Division of Project «< Resident Programs. 84/12/06. 
UDERITZ. R. A. Public Service Electric & Gas Co. of New Jersey. 2pp 
27906:162. 24X Fiche: 50-272. 84/12/06. 8412130130. 


9412050081 IE Info Notice 34-89. "Stress Corrosion Cracking in 
Nonsens i tiled 316 Stainless Steel. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/12/07, Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24X Fi che : 50-000. 84/12/07. 8412050081 . 


B412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche; 50-000. 84/12/07, 8412050090. 


S412060594 IE Info Notice 84—91. "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche : 50-000, 84/12/10. 8412060594. 


S412180350 Ack receipt of 841119 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-272/84-34 Zi 
50-311/84-34. 

MARTIN. T. T. Division of Engineering it Technical Programs. 84/12/11. 
UDERITZ, R, A. Public Service Electric & Gas Co. of New Jersey 2pp 
27999:312. 24X Fiche; 50-272. 84/12/1 1, 8412180350. 


— 8412180359 Responds to NRC 841022 Itr re violations noted in Insp Repts 
50-272/84-34 8t 50-31 1 /Q4— 34. Correc tive actions: AP— 3 revised 
& chemistry technical assistant records reviewed & deemed 
acceptable in accordance w/AP-14. 

LIDEN. E, A. Public Service Electric & Gas Co. of New Jersey. 

84/11/19. MARTIN. T. T. Division of Engineering & Technical 
Programs. 4pp. 27999:314, 24X Fi c h e: 50-272, 84/ 12/ 1 1 . 8412180350. 


B412190217 Provides results of preliminary review of 841124 response to 
IE Bulletin 84-03. "Refueling Cavity Water Leak. " Response 
inadequately assesses or justifies. from safety viewpoint, use 
of solitary inflatable cavity seal during refueling. 

STAROSTECKI, R, Division of Project Resident Programs. 84/12/12. 
UDERITZ. R. A. Public Service Electric & Gas Co. of New Jersey 2pp 
28008:068. 24X Fiche: 50-272. 84/12/12, 8412190217. 


3412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


3412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness t< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17. 8412120547. 


*412210161 Forwards Mgt Meeting Repts 50-272/84-44 it 50-311/84-43 on 
841116, 

STAROSTECKI, R. Division of Project & Resident Programs. 84/12/17. 
UDERITZ, R. Public Service Electric Gas Co. of New Jersey. 2pp 
28035:168. 24X Fiche; 50-272, 84/12/1 /, 0412210161 . 


-8412210169 Mgt Meeting Repts 50-272/84-44 «t 50-311/84-43 on 841116. 
Major areas discusses: details of util action plan of 
improvement of nuclear dept operations submitted to NRC in 
Aug 1983. 

LINVILLE, J. C. , SUMMERS, R. J. , MORRHOLM, L. J. Region 1, Office of 
Director, 84/11/30, 76pp, 28035:170. 24X Fiche: 50-272, 84/12/17, 

8412210161. 


• Periodic operating reports & related correspondence 


412060602 "NPDES Discharge Monitoring Rept for Oct 1984. '* W/841127 
Itr. 

RONAFALVY, J, P, Public Service Electric it Gas Co. of Now Jersey. 
84/10/31, RADOW, E. New Jersey, State of. 21pp. 27825:239. 24X 

Fiche: 50-272, 84/10/31, 8412060602. 


8412200167 Monthly operating rept for Nov 1984. W/841210 Itr. 

RONAFALVY, J. P. , ZUPKO, J. M, Public Service Electric S, Gas Co. of New 
Jersey. 84/11/30. 13pp. 28032:001. 24X Fiche: 50-272, 84/1 1/30, 

8412200167. 


S. Reportable occurrences. LERs & related correspondence 


8412260065 Responds to FOIA request that SECY-80-449 it Confirmatory 
Action Ltr (CAL) 82-25, dtd B20B18. i nc 1 uding all attachments 
?< ends.be placed in PDR. Portion of CAL 82-25 withheld 
(ref FOIA Exemption 4). 

FELTON. J. M. Division of Rules and Records. 84/06/20. SHOLLY. S. C. 
Union of Concerned Scientists. 2pp. 28107:259, 24X 

Fiche: 50-272, 84/06/20. 8412260065. 


8412260102 Confirms actions taken as result of apparent tampering event 
of 820816. Util must verify operability of safety-related 
equipment to assure continued safe operation of plant. 

HAYNES, R.C. Region 1, Office of Director, 82/08/18. ECKERT. R. M. 
Public Service Electric it Gas Co. of New Jersey. 3 pp. 28107:269 
24X Fiche; 50-272. 84/06/20. 8412260065. 


8412110591 LER 84-027-00: on S4HlS,svc water leaks discovered on 
containment fan coil units 14 it 11. Caused by external 
surface corrosion of piping. Vent lines, flanges. valves & 
piping rep laced. W/841202 ltr. 

SMITH, B, W. , ZUPKO, J. M. Public Service Electric Gas Co. of New 
Jersey. 84/12/02. 6pp. 27894:019. 24X Fi c he: 50-272. 84/ 12/02, 

8412110591. 


8412140402 LER 84-025-00: on 841106 1 1 malfunctions of turbine 

electro-hydraulic control sys (EHCS) resulted in reactor 
trips. Caused by rapid load rejection. Extensive testing of 
EHCS performed. Components replaced. W/841206 ltr. 

RUPP, J, L. . ZUPKO, J. M, Public Service Electric it Gas Co. of New 
Jersey. 84/12/06. 6pp. 27954:001. 24X Fiche: 50-272. 84/ 12/06. 

8412140402. 


8412270006 LER 84-026-00; on 841107, Tech Spec action statement not 
followed verbatim after seat leakage on main steam stop 
valve bypass valve IIMSIS resulted in rupture of west low 
pressure turbine rupture disk 12. W/841221 ltr. 

RUPP.J. L. , ZUPKO, J.M. Public Service Electric & Gas Co. of New 
Jersey. 84/12/21. 6pp. 28089:199. 24X Fiche: 50-272, S4/12/21s 

8412270006. 


8412310328 PNO-l-84-107: on 841 224. reac tor trip occurred at 7751 power. 
Caused by returning reactor protection sys channel N-41 
overtemp delta-T instrument to svc while channel N-44 out of 
commission w/bistables tripped. Unit cooled to 360 F. 

HILLMAN. B. , LINVILLE, J. Region 1. Office of Director 84/12/24 

Ip. 28121:347. 24X Fiche; 50-272. 84/12/24. 8412310328. 
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F. Security, medical, emergency fk fire protection plans 


8412120534 Revised emergency plan implementing procedures, including EP 
R-1 re personnel injury or illness, EP R-6 re radiological 
fire.EP M-6 re nonradiological fire St EP 0-1 re accident 
c lassif ication. W/841025 ltr. Related correspondence, 

SHIPPER, J.D. Pacific Oas & Electric Co. #484 043. 84/10/25, 

400pp. 27914:001. 24X Fiche: 50-27 5, 84/10/25, 8412120554. 


8412200086 Forwards public version of revised emergency plan 
implementing procedures, including 1.1 re corporate emergency 
response, 3. 2 re corporate communications dept, 4.1 re matls, 

4.9 re QA Jk 2. 2 re emergency training program. 

SHIPPER, J.D. Pacific Oas & Electric Co, 84/11/16. MARTIN, J, B, 
Region 5, Office of Director, 6pp. 28041:018. 24X 

Fiche: 50-275, 84/11/16, 8412200086. 


8412200090 Public version of revised emergency plan implementing 
procedures, including 1.1 re corporate emergency response, 3. 2 
re corporate communications dept, 4. l re matls it 4.9 re QA 
W/JM Felton 841213 memo. 

# Pacific Oas it Electric Co, 84/10/15. 150pp. 28041:024. 24X 

Fiche: 50-275, 84/11/16. 8412200086. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick Ik Shoreham. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/11/28, PALLADINO Commissioners. 5pp. 27831:239. 24X 

Fiche: 50-000, 84/11/28, 8412060679. 


8412170402 Forwards Insp Rept 50-275/84-29 on 841029-31. No violation 
noted. 

WENBLAWSKI, F. A. Region 5, Office of Director. 84/11/29. 

SHIPPER, J.D. Pacific Oas it Electric Co. 2pp. 27968:189. 24X 

Fiche: 50-275, 84/11/29, 8412170482. 
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-8412i704S6 Insp Rept 50-275/84-29 on 841029-31. No violation noted 
najor areas i nspec ted : emer g encg preparedness exercise & 
associated critiques. 

PRENDERGAST. K. . TEMPLE. G. M. . FISH, R F Region 5 , 

Director. 84/11/29. 7 pp, 27968 - 191 
8412170482. 


Office of 
24X Fiche; 50-275, 84/11/29, 


8412280459 Forwards revised SOPs for San Luis Obispo County nuclear 
power plant emergency response plan. 

RAYMOND, W. A. Pacific Gas «t Electric Co 84/11/29. MARTIN, J.B 
Region 5, Office of Director. Ip. 28133- 138 24X 

Fiche: 50-275, 84/11/29, 8412280459. 


- 8412280462 Public version of revised SOPs for San Luis Obispo County 
nuclear power plant emergency response p 1 an. W /841219 
release memo. 

SNIFFER, J.D. Pacific Gas ic Electric Co. 84/10/31 
28133:140. 24X Fiche: 50-275. 84/1 1/29, 84122B0459. 


300pp. 


‘ 2 Emergency Plan Implementing 

Procedure EP G- 2 S 1 , Emergency Organization Call List, " 
inadvertently omitted from 841116 update. Ack of receipt of 
matl requested. 

SHIPPER, J. D. Pacific Gas i Electric Co. 84/12/04. MARTIN, J 0 
Region 5, Office of Director. 4pp. 27820:298 24X 

Fiche: 50-273, 84/12/04, 8412070139, 

8412100216 Ack receipt of 841113 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-275/84-31 & 

50—323/84—31 . 

KIRSCH.D F. Region 5, Office of Director. 84/12/04. SNIFFER, J D 
Pacific Gas S; Electric Co. Ip. 27835:001. 24X 

Fiche: 50-275, 84/12/04, 8412100216. 

-B41«0022| Raaponts to ,,nc 340921 Itr re violation, noted in Intp Reptt 
50-275/84 31 t 50-323/84-31. Corrective actions; fire door 
frames corrected to comply w/design it installation 
requirements. 

SHIPPER, J. D. Pacific Gas it Electric Co. 84/11/13 MARTIN J n 
Region 5, Office of Director. 3pp. 27835 002 24 X 

Fiche; 50-275,84/12/04,8412100216: 

In'P R'Pt 50-275/84-39 on 841112-16. No 
noted. Rept withheld (ref 10CFR73. 21). 

SHIFFER^J V' ‘■p 5. Office of Director. 84/12/05. 

Pacific Oas U Electric Co. 2pp. 27835- 113 24X 

Fiche: 50-275, 84/12/05, 8412100016. iaj, e; 4 X 

50-275/84-33 & 50-323/84-21 on 
B40930-1117. No violations noted. 

pir?«r°mr; ?' Director. 84/12/06. KIRSCH.J.D, 

E* f ^ Electric Co. 2pp. 28128:169. 24X 

Fiche: 50-275, 84/12/06, 8412280191. 


—8412260245 Revised emergency plan implementing procedures inri.n. 
OP-0^1 re reactor trip response. EP RB-15,A ?e%e^ ry po " 
accident sampling sys (SPASS) - initial action during 
emergency a, EP RB-15. 0 re SPASS reactor coolant samMino 
-tt Pacific Gas & Electric Co. 84/12/20 18600 

Fiche; 50-275, 84/12/20, 8412260240. 004, 

0412260261 Revised Corporate Emergency Response Plan Imo 1 emenf i 
Procedures CERP IP 2. 2 & CERP IP 4,3. -Radiological AnalH?! 

& Protection " W/841220 Itr. nnaiysig 

FUJIMOTO, W H. , SHIFFER.J D Pacific Gas &.• r 

MARTIN, J.B. Region 5. Office of Director 7 pp 2B05B- 
Fiche; 50-275, 84/12/20, 8412260261 ^^058, IBO, 

G Adjudicatory correspondence 

8412180362 Order extending time until 8*10117 

review ALAB-775, 773A. 77^ 78? «< 782 SeJveJ on a 4 ? 2 ?? 

34 / 12 / 17 '^ Secretary of the Commission. #484 654 

B4/12/17. Commissioners. Ip. 27999- 331 P 4 y 

Fiche: 50-275, 84/12/17, 8412180362. 

0412190256 Order extending time until 841221 for Commi c, e i nn t 
S^rvRro^'sSlaia Decision, 00-84-19 «. 00-04-20. 

84/12;f7:'' 


24X Fiche: 50-27 5, 84/12/17, 8412190236 


Antitrust correspondence 


8411130418 Forwards License DPR-80, safety eva luation, notice of 
issuance 8 t Amend 17 to Indemnity Agreement B-75, License 

EISENinirD ‘'P 330 MWt. 

EISENHUT, D. G, Division of Licensing 84/11/02 SHIFFFR Jn 

Pacific Gas & Electric Co. 4pp. 27870 059 24X ° 

Fiche; 50 - 275 , 84 / 11 / 02 , 8411130418 . 

—8412100309 Environ protection plan < nonrad i o 1 og i ca 1 ) for facilit.J 
to License DPR-BO. Anti tr us t conditions end. 

27 a 7 n^n> 7 ^° Affiliation Given. 84/11/30. 20 pp. 

27070.0/3. 24X Fiche; 50-275, 84/11/02, 8411130418, 

Operating license stage documents it correspondence 

8412130259 Appeals denial of FQIA request for all documents re 1977 
Pullman Power Products 
Law in the Public Interest. REYNCLDSiJ? 
Joint Intervenors - Diablo Canyon. 84/02/17. Office of tbe 
Secretary of the Commission. Ip. 27924-201 24X 

Fiche: 50 - 275 , 84 / 02 / 17 , 8412130259 . 


— S412280199 Insp Repts 50-275/84-33 & 50-323/84-21 on 840930-1117 No 
violations or deviations noted. Major areas inspecte^p lant 
operations. conditions & events, hot functional test program, 
startup test program 6 independent insp 

MENDONCA, M. M. , PADOYAN, T. J. , ROBS, T. M. Region 5. Office of 
e4l228Sl91. 28128; 171. 24X Fiche; 50-275, 84/12/06, 


^"^Foiwaid! for NUREG-0S62 investlgatir 

Forwards App A documents. Porti ons of listed App A documents 
completely & partially withheld (ref FOIA Exemption 5). 

Documents also available in PDR. 

FELTON. J. fl. Office of Administration. 84/06/04, REYNOLDS, J. 
Center for Law in the Public Interest. 6 pp. 27938-001 24X 

Fiche; 50-275, 84/06/04, 8412120105. 


emergency organization 8c EP 0-251 re emergency organization 
call list form. W/B41207 release memo. 9«niiai:ion 



= ,5,'lt. "• ‘"PUmented by 

Emergency Management Agency. 84/12/17 

28012 ^ 191 ^ Agency. 84/10/30, 24pp. 

28012.191. 24X Fiche: 50-275. 84/12/17,8412190386. 

l»P-.«nti„y p.ocddr,.. 

Fich.l 50-275,84/12/20, 8912260840 24X 


"P’-P Urinary Rept.Saisaic Rav.rifltMi; 
prepared by RL Cloud Assoc lates, Inc. 
c ^ Electric Co. 81/11/18. ENGELKEN, R H 

2593^10; Director (81/03/01), Ip, 

27939.183. 24X Fiche: 50-275, 84/06/04, 8412120105. 

—8412120164 Forwards addl matl re design interface review of seisfflU 
rever if ication program 

Associates, Inc. 81/12/16. 

OA V 5, Office of Director. 450pp. 27938.007 

24X Fiche: 50-275, 84/06/04, 8412120105. 

—8412120183 Forwards portions of RV Bettinger notes from 811103-06 1 
Cloud verification program. 

CRANE, P^A. Pacific Oas it Electric Co. 82/01/11. ENGELKEN, R.H 
Region 5, Office of Director. 4pp. 27939- 179 24X 

Fiche: 50-275, 84/06/04, 8412120105. 

8412120198 Draft preliminary rept of Project 105-4, "Seismic 
Rever if ication Program, " 

* Robert L, Cloud Associates, Inc. 81/11/12. SOpo. 27939:18^ 
24X Fiche: 50-275, 84/06/04, 8412120105. 

—8412120206 Forwards review of RL Cloud Assoc. Inc final draft of 
Preliminary Rept, Seismic Rever if ication Program. " 

JOHNSON, P.H. Region 5, Office of Director. 82/01/21. BiSHOP.T.k 
Region 5, Office of Director. P3pp. 27939:261, 24X 

Fiche: 50-275, 84/06/04, 8412120105. 
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— 0412120218 Informs that completion of Phase I of design r e ver i f ic at i on 
program expected by B20201 . Comments should be provided to 
PGlSrE as early as possible to coordinate plan betujeen 
Region 5» NRR & IE to follou aspects of Commission plan. 

ENGELKENi R H Region 5. Office of Director. 81/12/31 
DENTON. H R Office of Nuclear Reactor Regulation. Director. llpp 
27939.355 24X Fiche- 50-275. 84/06/04. B412120105. 


— 8412120230 Forwards further Commissioner Palladino remarks re facility 
enforcement matter. 

REAMER. C. W Commissioners. 82/03/02 MANNING. B. , GIBBON, T. 
HARDING, V. NRC - No Detailed Affiliation Given. 2pp. 27940:004. 
24X Fiche; 50-275. 04/06/04, 8412120105. 


B412130077 Further response to FOIA request for detailed instructions 
provided by NRC re use of risk assessment techniques 8. 
analysis it calculations on which values selected for max 
ground accelerations for earthquake. Documents in PDR. 

FELTON, v/. M. Division of Rules and Records. 84/06/08 CALSOYAS. C. D 
Affiliation Not Assigned. Ip. 27924:213 24X 

Fiche: 50-000. 84/06/08. 8*112130077 


— 8412130085 Requests production of correspondence on matters now under 
investigation by US District Courts from sources other than 
Ying Kung Shih. 

CALSOYAS, C. D. Affiliation Not Assigned. 84/04/13. PALLADINO. N. 
Commissioners. SEABORO, G. . RUCKELSHAUS, W, Affiliation Not 
Assigned. 2pp. 27924:215. 24X Fiche: 50-000, B4/06/0B, 8412130077. 


— 0412130089 Discusses alleged conspiracy to license fac i 1 ity, violate 
First Amend & vitiate principle of affirmative action all 
against public & minority interests. 

CALSOYAS, C. D. Affiliation Not Assigned. 83/09/29. PALLADINO, N. 
Commissioners. OSWALD, J. W. , BALDRIGE.M. Affiliation Not Assigned. 
Ip. 27924:217. 24X Fi ch e: 50-000, 84/06/08. 8412130077. 


8411130418 Forwards License DPR-80. safety evaluation, notice of 
issuance & Amend 17 to Indemnity Agreement B-75. License 
authorizes operation at reactor core power up to 3.338 MWt. 
EISENHUT, D, G. Division of Licensing. 84/11/02. SHIFFER, J. 0. 
Pacific Gas S-. Electric Co. 4pp. 27870:059. 24X 

Fiche: 50-275. 84/11/02. 8411130410. 


— 0412100309 Environ protection plan (nonrad iolog ical ) for facility, App D 
to License DPR-80. Ant i trus t conditions end. 

# NRC - No Detailed Affiliation Given. 84/11/30. 20pp, 

27870:073. 24X Fiche; 50-275, 84/1 1/02, 841 1 130418. 


8412030172 Forwards addl info re NUREG-0737, I tern Il.D. 1, "Performance 
Testing of Relief it Safety Valves, " per NRC 840918 request. 

SHIFFER, J.D. Pacific Oas & Electric Co. 84/11/27. KNIGHTON, 0. W. 
Licensing Branch 3. 6pp. 27723:190. 24X Fiche: 50-275, 84/11/27, 

8412030172. 


8412120322 Forwards response to Allegations 0806 & 0919 re adequacy 
of welds X: QA violations, respectively, identi fled in 841026 
1 tr. Evaluations & investigations conducted resolve 
allegations for both units. 

SHIFFER, J.D. Pacific Gas Electric Co. 84/11/29. MARTIN, J.B. 
Region 5, Office of Director. 14pp. 27873:334. 24X 

Fiche: 50-275,84/11/29, 8412120322. 


8412040075 Informs that Westinghouse Owners Group rept re breaker life 
cycle testing will be delayed until mid-Feb 1985. 

Subsequent! y, util will submit response to Generic Ltr 83-28 
re breaker life cycle testing by mid-Mar 1985. 

SHIPPER, J.D. Pacific Oas St Electric Co. 84/11/30. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 27750:210. 24X Fi c h e : 50-275, 84/ 1 1 /30, 

8412040075, 


8412040120 Advises that util response to Item 4.5.3 of Generic Ltr 
83-28, "Reactor Trip Sys Functional Testing Interval, " 
contained entirely in Westinghouse WCAP-10271 re reactor 
protection instrumentation sys, currently under NRC review. 

SHIFFER, J.D. Pacific Oas St Electric Co. 84/11/30, KNIGHTONt 0. W, 
Licensing Branch 3, 2pp. 27748:301. 24X Fiche: 50-275, 84/11/30, 

8412040120. 


8412120157 Forwards updated response to NUREG-0612, "Control of Heavy 
Loads," for Unit 2. Submittal anticipates NRC comments will 
be similai* to comments issued for Unit 1. Changes made 
equivalent to Unit 1 submittal. 

SHIFFER, J.D, Pacific Oas 8< Electric Co, 84/12/05. KNIGHTON, G. W. 
Licensing Branch 3. SSpp. 27881:058. 24X Fi che: 50-275, 84/12/05, 

8412120137. 


8412110416 Forwards Amend Request 84-11 to License DPR-80, revi sing 
Tech Spec 3/4. 3. 3. 6 to include reactor vessel level 
indication sys in other NUREO-0737 instruments. 

SHIFFER, J. D. Pacific Gas & Electric Co. 84/12/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 27851:095. 
24X Fiche' 50-275, 84/12/06, 8412110416. 


8412110420 Amend Request 84-11 to, License DPR-SO, revi s ing Tech Spec 
3/4, 3. 3 6 to include reactor vessel level indication sys in 
other NUREG-0737 instrumentation. 

SHIFFER, J D. Pacific Oas & Electric Co. 84/12/06. Ip. 

27831' 097, 24X Fiche. 50-275. 84/12/06, 84121 10416. 


-8412110424 Proposed changes to Tech Spec 3/4. 3. 3. 6, "Accident 
Monitioring Instrumentation," including reactor vessel level 
indication sys in other NUREG-0737 instrumentation. 

# Pacific Gas & Electric Co. 84/12/06 6pp. 27851:098. 24X 

Fiche: 50-275, 84/12/06, 8412110416. 


8412110329 Forwards amend fee omitted from 841206 application to amend 
License DPR-SO re reactor vessel level indication sys.Ack 
of receipt requested Fee paid. 

SHIFFER, J.D. Pacific Gas t> Electric Co. 84/12/07. EISENHUT, D. G. 
Division of Licensing. ip. 27851:054. 24X Fiche: 50-275, 04/12/07, 

8412110329. 


Q. Inspection reports, IE Bulletins & correspondence 


8412120105 Final response to FOIA request for NUREO-0862 investigation. 
Forwards App A documents. Portions of listed App A documents 
completely S« partially withheld (ref FOIA Exemption 3). 

Documents also available in PDR. 

FELTON, J. M. Office of Administration. 84/06/04. REYNOLDS, J. 

Center for Law in the Public Interest. 6pp. 27938:001. 24X 

Fiche; 30-275, 84/06/04, 8412120105. 


•0412120235 Submits review of investigation reported in NUREO-0862, 
which consisted of one phase re testimony of PGX<E employees, 

RL Cloud employees & AQ Norton, atty to PG8<E & second phase 
re PG&E comment on RL Cloud draft submittals. 

CUMMINGS, J. J. Office of Inspector S; Auditor. 84/06/04. PALLADINO 
Commissioners. 6pp. pp. 27940:006. 24X Fiche: 30-275, 84/06/04, 

8412120105, 


6412120517 Responds to notice of violation Xt Enforcement Action 84-83 
re matl false statement concerning QA program. Corrective 
action: policy of full It open communication w/NRC reiterated. 

Related correspondence. 

SHIFFER, J.D, Pacific Gas & Electric Co. #484 903. 84/10/24. 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement. 6pp. 27913:107. 24X Fiche : 50-275, 84/10/24, B412120517. 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, 8411150064, 


8412060555 Forwards Insp Repts 50-275/84-38 ^ 50-323/84-25 on 
840917-21 1023-26. No violations noted. 

KIRSCH. D. F. Region 5, Office of Director. 84/11/20. SHIFFER. J.D. 
Pacific Gas X: Electric Co Ip, 27825:214. 24X 

Fiche; 50-275, 84/11/20, 8412060555. 


—8412060562 Insp Repts 50-275/84-38 «t 50-323/84-25 on 840917-21 & 
1023-26. No violation or deviations noted. Major areas 
Inspec ted ; mgt policies to assure proper dissemination Xt 
resolution of info re safety, 

MORRILL, P. J. , DODDS, R.T, Region 5, Office of Director. 84/11/16. 
7pp. 27825:215. 24X Fiche: 50-275, 04/1 1/20, 8412060555. 


8412040102 Forwards Insp Repts 50-273/84-36 Xt 50-323/84-23 on 
840827-1026. No violations noted. 

KIRSCH, D. F. Division of Resident, Reactor Project Xt Eng ineering 
Programs. 84/11/21. SHIFFER, J.D. Pacific Oas & Electric Co. Ip. 
27748:055. 24X Fiche: 50-275, 84/11/21, 8412040102. 


--8412040106 Insp Repts 50-275/84-36 X< 50-323/84-23 on 840827-1026, No 
violation noted. Major areas inspected ; routine followup of 
allegations. 

MENDONCA, M. M. , PADOVAN, M. L. , ROSS, T. M. Region 5, Office of 
Director. 84/11/13. 19pp. 27748:056. 24X Fiche: 30-275, 84/11 /21, 

8412040102. 


8412070079 Forwards Insp Repts 30-273/84-37 Xt 50-323/84-24 on 
841029-1102. No violations noted. 

WENSLAWSKI, F. A, Region 5, Office of Director. 04/11/21. 
SHIFFER, J.D. Pacific Oas & Electric Co, 2pp. 27820:337. 24X 

Fiche: 50-275, 84/11/21, 8412070079. 


— 8412070085 Insp Repts 50-275/84-37 X« 50-323/84-24 on 841029-1102. No 
violation or deviation noted. Major areas inspected: 
organization S{ staffing of chemistry Xc radiation protection 
dept, Unit 1 startup tests tt Unit 2 preoperational tests. 

GARCIA, E.M., YUHAS, 0. P. Region 5, Office of Director. 84/11/21. 
12pp, 27820:339, 24X Fiche; 50-273, 84/1 1/21, S412070079. 
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VnlV' = i'- ^-.o-R.so„ant 

JORDAtsi. E. L^ Division of Emergency Preparedness S< Engineerlna 
R.,pon.. (Post 830103K 84/11/27 Cansolidated EdUorCa" of No„ 

126pp. 27807.179. 24X Fic he ■ 50-000, 84/1 1 /27, 841 1210360 

8412100096 Advises that facilities selected for short-term 
determination on whether util implemented effective 

control measures to prevent biofouling per 
81-03. info requested within 30 days. 

Licensing Branch 3. 84/11/27. SHIPPER, J, D. Pacific 

lTi21olo9l 27864:355. 24X Fi c h e: 50-275, 84/ 1 1 /27, 

^"^noted"^^ Poi-«^ards Insp Rept 50-275/84-29 on 841029-31 No violation 

Director. 84/11/29. 

^ Electric Co. 2pp. 27969' 189 24X 

Fi Che: 50-275. 84/11/29, 841 21704S2. oa. lar. 

"'P* on a4102?-31. No violation not.d. 

aiioclat^d inspected: eaioruancg preparedness exercise t, 
associated critiques. 

PRENDEROAST, K. . TEMPLE,e.H.. FISH.R.P, Region 5, Office of 

8412170402®''''"'“’' =4X Fiche: 50-275,34/11/29, 

Breakthrough Fron. 

Tc-99m Generators. '• Svc list end. 

aoSJoif '‘■84/jwSo°'’ '• I"'P«‘lhn Program, (Post 

aauiujj. 84/11/30. Consolidated Edison Co, of New York. Tnr 
BBpp. 27967:086. 24X Fi che : 50-000, 84/1 1/30, 841 1280366. 

8411200370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Enaineerino 
Response (Post 8301031. 94/11/30. Consolidated ESlJorCo' of New 

16 pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30. 8411280370. 

8412100132 Responds to IE Bulletin 84-03 re potential for «< 
consequences of refueling cavity water seal failure Plant 
limits large leak via metal-to-metal contact 
0^ cavity water seal unlikely 

BRAND. D. A. Pacific Gas U Electric Co. 84/11/30 MARTIN, J B 

Frc"h“r5oi27^,’^i;,j;3S.'j;jl?Soj,^^- 24x 

JORDAN.E. L Division of Emergency Preparedness & Enaineerino 
Raspons. (Post 3301031, 34/12/03. C=nsou3.t.d eSIJpTcS’ of N.u: 

117pp, 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021 . 


«• 50-323/34-21 on 840930-1117 „■ 
Violations or deviations noted Major areas in 5 Dec•tflr^ n i a. *• 
operations, conditions & events, hot functional test progrL. 
startup test program & independent insp ^ 

MENDONCA, M. M. , PADOVAN, T J. , ROSS, T. M Region 5, Office of 

eilllsolpi B4X Fiche- 50-275°B4„2/:: 

3412050081 IE Info Notice 34-89, "Stress Corrosion Crackino in 
Nonsensitlied 31A Stainless Steel Svc list end ® *" 

(Posrsisissi."' iTAiToV 

vork, rnc, l.spp B7,AA:332“ = 

8412030090 IE Info Notice 84-90, "Main steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end, 

JORDAN, E. L, Division of Emergencg Preparedness i, Enqineerino 
^orS”"?;, 34/12/07. Conso I i da t ed Ed s 

114pp. 27966 215 24X Fi c he . 50-000, 84/12/07, 84120500^ 

B412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end oroiogicai 

JORDAN, E.L^ Division of Emergency Preparedness & Enqineerino 
Response (Post 830103). 04/12/10. Consolidated ^ *i 

vork, Inc. U 6 PP, 28032 : 130 . 24X Fi c he . 50-000, 84/JidS, B^lBoIos!! 

50-275/84-35 on 841029-31 1105-09 No 

violation noted. Resp onse requested within 30 days re 
app 1 icab i li ty of IE Info Notice 83-36 to facility Reot 
withheld (ref 10CFR2. 790). 

SH?Jfeh®'',V' ‘‘ o “'fi" Director 84/12/10. 

Fic^d 5^-275, 84d2/lD,3d2y3:3.‘"" 

^::inr?/Lrrif; 

JORDAN, E. L, Division of Emergency Preparedness & Enmneprin,. 
Response (Post 830103). 84/li/17.' ^onsoUdated EdsJn of 

20123:131. 24X Fi che: 50-000, 84/12/17, B412120J<1 

S4-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end, 

JORDAN, E. L Division of Emergency Preparedness & Engineerlna 

S4/,2/17. Consalidat.d Edson ^ ef 
rk. Inc. 120 pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 841212054 ' 

^’iasnan^t rrr'"'’'? “'''“""a B41221 n,eme requesting input in 

response to Commissioner Asselstine question concerning 

updated SALP summary ratings. 

MARTIN, J.B. Region 5. Office of Director. 84/12/26 DEYOUNG, R C 

28l25*3S9' PPd Enfurcetnt r ■ 

28121.339. 24X Fiche: 50-000. 84/12/26, 0412310326. ^ 


®’svf??d ^ncr'‘° Tr.atN.nt Sgs Prebi.NS. 

5F€;;"FS‘‘ " •• - 

•ilipp. Z7966.093. 24X Fiche: 50-000, 84/12/03, 8412030028, 

."a;:;,;; 

Fiche: 30-275, 84/12/04, 8412100^6. 

requiMN^^i*'**" “/''•.inn k Installatien 

SHIPPER. J. D. Pacific Oas & Electric Co. 84 / 11/13 martim i n 

SHIFFERfj i P.ci*ic°C.r&°El«trir B''/12/05. 

Fiche: 50-375, 34/12%5, BdsJoOdr =^835:113. 24X 


—8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP ratings. Updated SALP ratings & responses to 
Questions 4 & 5 needed by 841226. W/o end ^ 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
S'REn'iT i-R MURLEY,T.E. Region 1, Office of Director 

3° Of f i'rl' «:c^n4 Office Of Director. KEPPLER, J. G. RejicT 

Director. 5pp. 28121:340. 24X Fiche : 50-000, 

84/12/26,8412310326. 

operating reports Jfc related correspondence 

operating rept for Oct 1984. W/841 105 Itr. 

500^^' 27094 ®as & Electric Co. 84/10/31, 

5pp. 27894:085, 24X Fic he; 50-275, 84/10/31, 8412110588. 

Self-Monitoring Rept," for month of 
effluent of oily water separator on 

B41123 discussed, 

THORNBERRV, R c. Pacific Gas «< Electric Co. 84/12/18. JONES, K.R. 

8412310202 ^pp. 28133:126. 24X Fi che ; 50-275. 84/12/18, 

8412310208 "Discharger Self-Monitoring Rept," for month of Nov 1984 
k 8» Elactric Co. 84/11/30. 8pp. 28135:128. 24X 

Fiche : 50-273, 84/12/18, 8412310202. 


' »°-3=37B,-3I e„ 
”BD;3^°rh9 

Fiehe: 50-375,84/12/04, 8412285191. '*’• S'"* 


Reportable occurrences. LERs & related correspondence 

8412010103 LER 84-027-00: on 841026, while in Mode 5, concentration of 
oxygen in gaseous radwaste sys exceeded 47. by vol for 1 h & 

33 minu tes. Caused by personnel error. Low pressure nitrogen 
sys repressuri zed w/nitrogen. W/S41126 Itr. 

S’ ' Shipper, J. D. Pacific Gas «< Electric Co. 84/11/26. 3pp 
27704:124. 24X Fi ch e : 50-275, 84/1 1 /26, 8412010103. 



DOCKETED ITEMS 


8412010193 PND-V-a4-070: on 841 124i high steam generator level turbine 
trip/reactor trip & safety injection occurred. Caused by 
spurious malfunction of main turbine digital sys & high 
steam flow w/low reactor temp. Sys returned to operation. 

DODDS. R., MENDQNCA.M. Region 5. Office of Director. 84/11/26. Ip. 
27711:355. 24X Flche: 50-275. 84/1 1/26, 8412010193. 


8412110006 Summarizes 841124 malfunction of turbine control sys 
resulting in opening of 10 to 3571 steam dumps due to sudden 
load r ejec t ion. Safety injection signal caused ECCS to 
initiate & discharge to RCS 

THORNBERRY, R. C. Pacific Gas & Electric Co. 84/11/26. BRIAM, W. San 
Luis Obispo, CA. 2pp. 27892:263. 24X Fiche: 50-275, 84/1 1 /26, 

8412110006. 


8412100121 LER 84-028-00: on 841029, d iesel generator 1-2 started 
automatically in response to loss of power to 4-kV bus G. 

Caused by failure of breaker 52-HG-14 to close during 
performance of surveillance test. W/S41 128 Itr. 

SISK, D. P. , SHIPPER, J.D. Pacific Gas & Electric Co. 84/11/28. 3pp. 
27861:247. 24X Fiche: 50-275, 84/11/28, 8412100121. 


8412070199 Special Rept SR 84-12: on 841102, Fire Doors 155 & 509 
identified as nonfunctional. Caused by inoperable latch 
mechanism & broken strike box, respectively. Door 155 
repaired. Door 509 will be repaired upon receipt of parts. 
SHIPPER, J.D. Pacific Oas & Electric Co. 84/11/29. MARTIN, J. B. 
Region 5, Office of Director. Ip. 27814:206. 24X 

Fiche: 50-275, 84/11/29, S412070199, 


S412100193 Special Rept 84-011: on 841 104, pres sur i z er PORV used to 
mitigate RCS pressure increase Caused by control operator 
being distracted by power loss to instrument inverter 
IV-13A. Operator cautioned to maintain concentration. 

SHIPPER, J.D. Pacific Oas & Electric Co. 84/11/30. MARTIN, J. B. 
Region 5, Office of Director. Ip. 27835:008. 24X 

Fiche; 50-275, 84/11/30, 8412100193. 


G41227044B LER 84-030-00: on 841 124, inadvertent turbine & reactor trip 
led to safety injection. Caused by operator failing to reset 
steam dump valve pressure controller for normal operation. 

Procedures it shift turnover checklist revised. W/B41217 Itr, 

SISK,D, P., SHIPPER, J.D. Pacific Gas & Electric Co. 84/12/17. 3pp. 
28115:152. 24X Fiche: 50-275, 84/12/17, 8412270448. 


8412270467 LER 84-031-00: on 841 128, dur ing Mode 1, turbine tripped due to 
hi-hi steam generator level on steam generator 1-1. Caused by 
personnel error «< possible instrument failure. Control ler 
rep laced. W/S41218 Itr. 

SISK, D. P., SHIPPER, J. D, Pacific Oas Electric Co. 84/12/10. 3pp. 
28115:203. 24X Fiche: 50-275, 84/12/18, 8412270467. 


T. Hearing transcripts on non-antitrust matters 


8412120105 Pinal response to FOIA request for NUREG-0B62 investigation. 
Forwards App A documents. Portions of listed App A documents 
completely it partially withheld (ref FOIA Exemption 5). 

Documents also available in PDR, 

FELTON, J. M, Office of Administration. 84/06/04. REYNOLDS, J. 

Center for Law in the Public Interest. 6pp. 27938:001. 24X 

Fiche; 50-275, 84/06/04, 8412120105. 


— 8412120248 Marked-up sanitized transcript of 811222 closed meeting in 
Wash ington, DC re Exemption 5 briefing on investigation & 
proposed enforcement action. Pp 1-126. 

* Commissioners. 81/12/22. 27pp. 27940:012. 24X 

Fiche: 50-275, 84/06/04, 8412120105. 


DOCKET 50-277 PEACH BOTIDM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


0412030599 Forwards public version of revs to emergency plan 
implementing procedures, including EP-101, "Classif i cati on of 
Emergencies, " EP-201, "Technical Support Ctr Activation" & 
EP-203, "Emergency Operations Facility Activation. " 

DALTROFF, S, L. Philadelphia Electric Co. 84/11/01. MURLEY, T. E. 
Region I, Office of Director. 4pp. 27740:001. 24X 

Fiche: 50-277, 84/11/01, 8412030599. 


—8412030600 Public version of revs to emergency plan implementing 
procedures, including EP-101, "Classification of 
Emergencies, " EP-20i "Technical Support Ctr Activation" 
it EP-203, "Emergency...." W/B41124 release memo. 

* Philadelphia Electric Co. 84/10/13. 272pp. 27740:005. 24X 

Fiche: 50-277, 84/11/01, 8412030599. 


B412100014 Rev 10 to Emergency Plan Implementing Procedure EP-101, 
"Classification of Emergencies" & Rev 7 to App A of EP-316, 
"Worksheet 1 Meteorological Calculations. " W/041205 Itr. 

COONEY. M. J, Philadelphia Electric Co. 84/12/05. MURLEY, T. E. 
Region 1, Office of Director. 35pp. 27833:117. 24X 

Fiche: 50-277, 84/12/05, 8412100014. 


B412190240 Forwards "Procedures Generation Pac kage, NUREG-0737, 
Section 7,Suppl 1," per NRC 840921 request. End addresses 
items including plant-specific technical guidelines & 
writers guide. Enel withheld (ref 10CFR2. 790). 

DALTROFF, S. L. Philadelphia Electric Co. 84/12/13. ST0L2, J. F. 
Operating Reactors Branch 4. 4pp. 28007:061. 24X 

Fiche: 50-277. 84/12/13, 8412190240. 


S412260349 Requests exemption from 10CFR50. 48 scheduler requirements 
for implementation of alternative shutdown capability in 
10CFR50,App R, Subsection III.G. 3 re fire protection of safe 
shutdown capability. 

BOYER, V, S. Philadelphia Electric Co. 84/12/19, EISENHUT, D. 0. 
Division of Licensing. 15pp. 28054:039. 24X Fiche; 50-277, 84/12/19, 

8412260349. 


P. Operating license stage documents it correspondence 


8412120193 Partial response to FOIA request for NUREG/CR-3301 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 04/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:075, 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


8412070304 Forwards Amends 103 it 105 to Licenses DPR-44 & DPR-56 j 
respectively & safety evaluation. Amends revise Tech Specs re 
battery performance test & battery sve test. 

GEARS, 0. E. Operating Reactors Branch 4. 84/11/09. BAUER, E.O. 

Philadelphia Electric Co. 2pp. 27846:157. 24X 

Fiche: 50-277, 84/11/09, 8412070304. 


—9412070309 Amends 103 & 105 to Licenses DPR-44 !< OPR— 56, respectively , 
revising Tech Specs re battery performance test & battery 
sve test. 

STOLZiJ, F, Operating Reactors Branch 4. 84/11/09. 16pp. 

27846:159. 24X Fic he: 50-277, 84/1 1/09, 8412070304. 


— 0412070311 Safety evaluation supporting Amends 103 it 105 to Licenses 
DPR-44 & DPR-56, respectively, 

* Office of Nuclear Reactor Regulation, Director, 84/11/09. 2pp. 
27B46: 175, 24X Fiche: 50-277, 84/11/09,8412070304. 


8412060640 Forwards proposed meeting agenda it examples of purge/vent 
valve Tech Specs. Meeting w/util in 0ethesda,MD within 30 
days of Itr date requested. 

STDL2, J. F. Operating Reactors Branch 4. 84/11/21. BAUER, E.O. 

Philadelphia Electric Co. 11pp. 27831:308. 24X 

Fiche: 50-277, 84/11/21, 8412060640. 


8412030690 Requests remittance of fee for NRC review of 840928 
application for amend to License DPR-44, chang ing cycle time 
for licensed operator requa 1 i f icat i on program. 

DIOOS, R. License Fee Management Branch. 84/11/26. BAUER, E.O. 
Philadelphia Electric Co. Ip. 27742:320. 24X Fiche: 50-277, 

94/11/26, 8412030690. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
quallf icati on program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


8412060061 Proposed listed revs to 831110 application to amend Licenses 
DPR-44 *< DPR-56 re limiting conditions for operations 8< 
surveillance requirements for reactor coolant leakage 
monitoring sys. Revised Tech Specs end. 

DALTROFF, 8. L. Philadelphia Electric Co. 84/11/29. STOLZiJ.F. 
Operating Reactors Branch 4. 2pp. 27786:355. 24X 

Fiche: 50-277, 84/11/29, 8412060061. 


— 8412060066 Proposed revised Tech Specs, Pages 85, 93, 146, 146ai 156 it 156a 
re limiting conditions for operations it surveillance 
requirements for reactor coolant leakage monitoring sys. 

* Philadelphia Electric Co. 84/11/29. 6pp. 27786:357. 24X 

Fiche: 50-277, 04/11/29, 8412060061, 


8412100114 Describes plans for implementing improvements in reactor 
water level instrumentation, per Generic Ltr 84-23 & NUREO- 
0737, Item 2. F. 2. ^ ^ ^ ^ ^ ^ ^ ^ 

DALTROFF, S. L. Philadelphia Electric Co. 84/12/05. EISENHUT, D. 0. 
Division of Licensing. 3pp. 27835: 048. 24X Fiche: 50-277, 04/12/05, 

8412100114. 
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8412130059 Advises that 841022 QA program description changes in FSAR 
accep tab le, provided identified items resolved- per B 41121 
telcon. Revi sed program description expected by S50301 

"dalTRQFF^S & Technical Programs B4/12/05. 

DALTROFF. S. L. Philadelphia Electric Co, 3pp. 27906 1 50 24X 

Fiche: 50-277( 84/12/05. 8412130059. 


B412130283 Provides folloLiop to 841022 telcon re unexpectedly high 
radiation levels in reactor recirculation pumps following 
Chemical decontamination of recirculation sys piping 
Description of circumstances & corrective actions end 
BOYER- y.S. Philadelphia Electric Co 84/12/10. STOLZ. J F 
Operating Reactors Branch 4. 43pp. 27901 : 139 . 24X 

Fiche; 50-277.84/12/10. 8412130283. 


®'’inV?rr fPT S10U9 sppUcstion for amend 

to License DPR-44. temp orar i 1 y changing Tech Specs to 
increase trip level setting for main steam line tunnel 
250 F for approx 5 minutes 

dkTT Management Branch. 84/12/11. BAUER. E G 

24 x Ficha.- 50-277, ' ' 


841009 meeting uj/util in Bethesda, MD re proposed 
Unit 2 pipe repairs & Unit 3 refueling outage activities 
Vieugraphs & attendee list end. 

GEARS. O. Operating Reactors Branch 4. 84/12/11. Operating 

Reactors Branch 4. 17pp. 28118:019, 24X Fiche; 50-277. 84 / 12/1 i. 


8412270416. 


Q. Inspection reports. IE Bulletins 8 ; correspondence 


Svc list 


Notice 84-83. "Various Battery Problems. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 

consolidated Ed^son Co® of New 
York. Inc. 120 pp. 27807:058. 24X Fi c he: 50-000, 84/1 1/ 1 9. 841 1150064 . 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info No'tice 84-84, 

Transformers. " Svc list end, 

JORDAN. E.L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated EdlsorCo of New 

- Inc. 126pp. 27807:179, 24X Fi che : 50-000, 84/1 1/27. 841 1 210360 


"Molybdenum Breakthrough From 
Tc-99m Generators. •' Svc list end 

’"‘cT' *■ '"''■dction Progrmm. <P„,t 

By 11/30. Consolidated Edison Co. of New York. Inr 

B 0 pp. 27967:086. 24X Fi ch e : 50-000, 84/1 1 /30. 841 1280366. 


''Ifhlatlon Ddtme.n SlsnaU of 

Protytion Sys «t Nonsaf ety-Related Equipment. '• ® 

Svc list end. 

'’’''Son'^ndatL^EdlsorCo.® of Nem 
. 16pp. 27965.224. 24X Fiche: 50-000, 84/1 1/30, S41 1280370 . 


Defl.ct.00 loduced h, 

17pp. 27965.340. 24X Fiche: 50-000, 84/12/03. 8412030021. 


□41=030028 lE^Info Notice B4-SB, "Stendtv Oe, Tr.etment S^s Problems. 

'rposf^^5lss,°' 

vart, I„C. tjspp. 27,1,B:093. 24X F.che; SO-oS^.'se/S^^S. S^IbSboSIb 


Fi''J*^SS °^/^9i^®®*ing^r?echdJll%^ograms.^^^ 27889^05/' 24X 

Fiche; 50-277, 84/12/04,8412120007. 9 ’ '^PP- 27889.051. 24X 


opp. «:/966.332. 24X Fiche: 50-000. 84/12/07. B4120500S1. 


pp. 27966.215. 24X Fiche: 50-000, 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91. -QC Problems of Meteorological 
Measureme.its Programs.*’ Svc list end. ^ y^cal 

Respon;e' (PosfeaojoS).^' "''?:n:d ida%L^S""" 

York. Inc. Ii6pp. 28032 130. 24X Fi c he : 50-000, B4d2/;S, 


8412190150 Advises that independent verification insp 

0 LiT 1 n n Hrin l 1 A—n /t . ^ r 


during 850114-24 using NRC NDE van ^ coi'aJJor "e'c'hnlJ LS ^ 
Requests list of required info necessaru fn a «tnnicians. 
forwarded to JP Durr of Region I. ^ ccess plant be 

"daLTROFf’^S L“‘''phML°f *< Technical Projrams, 04/1 

Uflu I RUFF, S. L. Philadelphia Electric Co 6 po 2aoinn«n 

Fiche: 50-277, 84/12/12. 8412190150. S4X 


8412120541 IE Info Notice 84-92, "Crackino i « r 

Pump Diesel Engines. - Svc lid end ' Flywheels on Currdni F 

(P=e?‘^^5Jo3,°' iTAlnr'^ ‘D« 

York, Inc llPpp, 2S123 131. 24X Fiche: 50-o;o,'a4/;2/" 


York, Inc. 120pp. 28124:001. 24X Fic he : 50-000, 84/12/ 1 7, 84 iai 20 :i 


8412260351 Responds to 841029 request for addl info re inserv,.« in, 
program dncerning proposed second 120 -mQnth interval ' 

program. No other documents available to aid in NRC review 
nl, 120 -month insp program 

ALTRO F, S, L. Philadelphia Electric Co, 04/12/21. STDLZ J P 
Operating Reactors Branch 4. 16pp. 28057; 151 , 24X 

Fiche: 50-277, 84/12/21. B412260351. 


Operator Examinat i ons 


^nd? remittance of fee for NRC review of 840928 

application for amyd to License DPR-44, changing cycle time 
requalification program. 

Pdi-H ^^f^agement Branch. 84/11/26. BAUER, E G 

a5Ju/ll,'Bit2O3069S.‘' 24X Fiche: 30-277: 


PEACH BOTIQM ATOMIC POWER STATION, UNIT 3 
^ protection plans 


Public version of revs to emergency plan 
implementing procedures, indud ing EP-lOl, "Classif icdi on of 
inSS"'.*r' " "T' = ''''icel Support Ctr Act!veUoh"\ 

DALTHDFf °P»f»‘‘one Facilitg Activation." 

DALTROFF, S. L. Ph i ladelp h la El ec tr i c Co. 84/11/01 MURLEY T F 
R.alonl, Office of Diractor. 4 pp. a 774 oro 0 i 24 X 
Fiche: 50-277. 84/11/01, 8412030599. 


^'“-20' "Technical Support Ctr Activation" 

; Oh?; , cmergancg. ..." W/B4U34 release memo. 
ti Electric Co. 84/10/13. 272pp 27740 G05 2AX 

Fiche: 50-277, 84/11/01, 8412030599. >£77^Q.Q05. 


^^"ClasBif icdi Emergency Plan Implementing Procedure EP- 101 , 

"Sirni!ef , Th ' emersencies" & Rev 7 to App A of EP-316, 
CoSJs? M , Celculations. " W/S41Z05 Itr. 

ODNEY, M. J. Philadelphia Electric Co. 04/12/05. MURLEY, T E 
Region 1 . Office of Director. 35pp. 27833: 11 ^ ^ 

Fiche: 50-277, 84/12/05, 8412100014. 


Generation Pac kage. NUREG-0737, 
items request. End addresses 

items including plant-specific technical guidelines & 
withheld (ref 10CFR2. 790). 

Philadelphia Electric Co. 84/12/13. STOLZ. J.F, 
Derating Reactors Branch 4. 4pp. 28007:061. 24X 

Fiche: 50-277, 84/12/13, 8412190240. 


exemption from 10CFR50. 48 schedular requirements 
alternative shutdown capability in 
lOCFRSO.App R.Subsection 111 .( 3.3 re fire protection of safe 
shutdown capability. 

J X, Philadelphia Electric Co. 84/12/19. EISENHUT, D. G. 
8412260349^^^'^^”*^"”' 28054:039. 24X Fiche; 50-27 7, 84/12/19, 


DOCKETED ITEMS 


87 


Operating license stage documents & correspondence 


112120193 Partial response to FOIA request for NUREG/CR-330 1 ■ "Catalog 
of PRA Dominant Accident Sequence Info " Forwards PRA 
results for listed BWR plants, PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTONi J. M Division of Rules and Records. 84/06/05 SHOLLY. S, 
Union of Concerned Scientists, 2pp 27948 095 24X 

Fiche 50-000. 84/06/05. 8412120193. 


-8412120221 App of PRA results for DWR plants. 

* NRC - No Detailed Affiliation Given. 84/06/05, 900p p 

27948:097 24X Fi c h e : 50-000, 84/06/05. 8412120193, 


U2070304 Forwards Amends 103 it 105 to Licenses DPR-44 i> DPR-56, 
respectively & safety evaluation Amends revise Tech Specs re 
battery performance test & battery svc test. 

GEARS, 0. E Operating Reactors Branch 4. 84/11/09. BAUER. E G. 

Philadelphia Electric Co 2pp. 27846:157. 24X 

Fiche: 50-277, 84/11/09. 8412070304. 


-8412070309 Amends 103 It 105 to Licenses DPR-44 it DPR~56. re spective ly , 
revising Tech Specs re battery performance test & battery 
svc test. 

STOLZ, J. F. Operating Reactors Branch 4. 84/11/09. 16pp. 

27846:159. 24X Fiche: 50-277, 84/1 1/09, 8412070304. 


-8412070311 Safety evaluation supporting Amends 103 105 to Licenses 

DPR-44 St DPR-56, respectively . 

* Office of Nuclear Reactor Regulation, Director. 84/11/09. 2pp 
27846:175 24X Fich e : 50-277, 84/ 1 1 /09, 8412070304. 


il2070040 Forwards Amend 106 to License DPR-56 S< safety evaluation. 
Amend changes Tech Specs to permit temporary increase in 
main steam line high radiation scram St isolation setpoints 
for hydrogen injection test. 

GEARS, G.E Operating Reactors Branch 4. 84/11/14. BAUER, E.G, 

Philadelphia Electric Co. 2pp. 27843:208. 24X 

Fiche: 50-278, 84/11/14, 8412070040. 


-8412070043 Amend 106 to License DPR-56, chang ing Tech Specs to allow 
temporal y increase in main steam line high radiation scram & 
isolation setpoints due to increased N-16 radiation levels 
during hydrogen injection test. 

STOLZ, J. F Operating Reactors Branch 4. 84/11/14. 7pp. 

27843:290 24X Fic h e ; 50-278, 84/ 1 1 / 14, 84 12070040. 


-B412070047 Safety evaluation supporting Amend 106 to License DPR-56. 
* Office of Nuclear Reactor Regulation, Director. 84/11/14. 3pp 
27843:297 24X Fich e : 50-278, 84/1 1/ 14, 8412070040. 


112060640 Forwards proposed meeting agenda & examples of purge/vent 
valve Tech Specs. Meeting w/util in I3ethesda,MD within 30 
days of Itr date requested. 

STOLZ, J.F, Operating Reactors Branch 4. 84/11/21. BAUER, E G. 

Philadelphia Electric Co 11pp. 27831:308. 24X 

Fiche: 50-277, 84/11/21, 8412060640. 


112050542 Submits equip, ment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0 Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp, 
27783:310. 24X Fiche : 50-000, 84/1 1/26, 8412050542. 


112060061 Proposed listed revs to 831110 application to amend Licenses 
DPR-44 it DPR-56 re limiting conditions for operations & 
surveillance requirements for reactor coolant leakage 
monitoring sys. Revised Tech Specs end. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/29. STOLZ , U. F. 
Operating Reactors Branch 4. 2pp. 27786:355. 24X 

Fiche: 50-277, 84/11/29. 8412060061. 


-8412060066 Proposed revised Tech Specs, Pages 85, 93, 146, 146a, 156 Jk I56a 
re limiting conditions for operations 8< surveillance 
requirements for reactor coolant leakage monitoring sys. 

* Philadelphia Electric Co. 84/11/29. 6pp. 27786:357, 24X 

Fiche: 50-277, 84/11/29, 8412060061. 


112270327 Forwards Amend 107 to License DPR-56 it safety evaluation, 
Amend chaftges Tech Specs re operating limit min critical 
power ratio it adds restrictions to operation in regions of 
potential thermal-hy draul ic instability. 

GEARS, G. E Operating Reactors Branch 4. 84/12/03. BAUER, E.G. 

Philadelphia Electric Co. 2pp. 28118:036. 24X 

Fiche: 50-278, 84/12/03, 8412270327. 


— 8412270333 Amend 107 to License DPR-56, chang ing Tech Specs reoperating 
limit min critical power ratio it adding restrictions to 
operation in regions of potential thermal-hydraulic 
instability. 

SrOLZ,J. F. Operating Reactors Branch 4. 84/12/03. 14pp. 

28118- 038, 24X Fiche; 50-278. 84/12/03, 8412270327. 


— 8412270336 Safety evaluation supporting Amend 107 to License DPR-56. 

* Office of Nuclear Reactor Regulation, Director. 84/12/03, 5pp. 
28118:052. 24X Fiche: 50-278. 84/12/03, 8412270327. 


8412100114 Describes plans for implementing improvements in reactor 
water level instrumentation, per Generic Ltr 84-23 & NUREG- 
0737. Item 2. F. 2. 

DALTROFF, S. L. Philadelphia Electric Co. 84/12/05. El SENHUT, D. 0. 
Division of Licensing 3pp. 27835:048. 24X Fiche: 50-277, 84/12/05, 

8412100114. 


B412130059 Advises that 841022 QA program description changes in FSAR 
acceptable, provided identified i tems^ reso I ved, p er 841121 
te 1 con. Revised program description expected by 850301. 

MARTIN, T, T. Division of Engineering Technical Programs. 84/12/05, 
DALTROFF, S. L. Philadelphia Electric Co. 3pp. 27906:150. 24X 

Fiche: 50-277, 84/12/05, 8412130059. 


8412270416 Summary of 841009 meeting w/util in Bethesda,MD re proposed 
Unit 2 pipe repairs it Unit 3 rfefueling outage activities. 

Viewgraphs it attendee list end, 

GEARS, G. Operating Reactors Branch 4, 84/12/11. Operating 

Reactors Branch 4. 17pp, 28118:019. 24X Fiche: 50-277, 84/12/1 1, 

8412270416. 


Q Inspection reports, IE Bulletins it correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche; 50-000, 84/11/19, 8411150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. I26pp. 27807:179. 24X Fi che: 50-000, 84/1 1 /27, 841 1210360. 


841 1280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N, Division of QA, Safeguards S,. Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc, 

BBpp. 27967:086. 24X Fiche; 50-000, 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8t Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp, 27965:224. a4X Fiche: 50-000, 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-07, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I17pp. 27965:340. a4X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-08, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp, 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028, 


8412120007 Responds to NRC 041106 ltr re violations noted in Insp Repts 
50-277/84-25 it 50-278/84-21. Correct! Ve actions: correction 
factors applied to Harshaw TLD results it trending of lost 
dosimetry reestablished. 

DALTROFF, S. L. Philadelphia Electric Co. 84/12/04. MARTIN, T.T. 
Division of Engineering Technical Programs. 3pp. 27889:051. 24X 

Fiche: 50-277, 84/12/04, 8412120007, 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens itized 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, llSpp. 27966:332. 24X Fiche: 30-000. 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ QuaXif ication of Equipment." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215, 24X Fiche: 50-000, 84/12/07, 8412050090, 
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S412a!£:0“=?4 IE Info Notice 84-91i "QC Problems of Meteorol ogi cal 
Measurements Programs. Svc list end. 

JCHDAN, E L wis'ision of Emergenci/ Preparedness h Engineering 
Response {Post 330103). 84/12/10 Consolidated Edison Co. of New 

Yorit* Inc 116pp. 28032; 130, 24X Fiche; 50-000 j 84/12/ 10, S412060594. 


S412180S95 Provides insp plans for mitigation of IGSCC during 1985 
refueling outage. Plans for weld reinsp during 1985 refueling 
outage satisfy requirements of Generic Ltr 84-11. 

DALTROFF. S L Philadelphia Electric Co. 84/12/14. STQLZ.J.F. 
Operating Reactors Branch 4. 56pp. 27962’ 058. 24X 

Riche 5C-27S, 84/12/14, 8412180595. 


5412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Puap Diesel Engines. “ Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response CPost 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, “Potential for Loss of Water from 
Refueling Water Cavity. " Svc lisi end. 

JORDAN, £ L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc 120pp. 28124.001. 24X Fiche: 50-000, 84/12/17, B412120547. 


8412260351 Responds to 841029 request for addl info re inservice insp 
program concerning proposed second 120 month interval 
program. No other documents available to aid in NRC review 
of proposed second 120-month insp program. 

DALTRCFF, S. L. Philadelphia Electric Co. 84/12/21. STOLZ.J. F, 
Optrating Reactors Branch 4. 16pp. 28057:151. 24X 

Fiche: 50-277, 84/12/21, 8412260351. 


S. Reportable occurrences, LERs & related correspondence 


8412120167 Forwards request for schedular exemption re certain 
iOCFRSO.App R fire protection mods & modified pages to Vo 1 
II of App R reanalyais, Several exemptions A:/or mod 
descriptions revised or withdrawn. 

STEWART, W.L Virginia Electric & Power Co, 04/11/30 DENTON, 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 
Operating Reactors Branch 1 171pp, 27887: 001. 24X 

Fiche; 50-280, 84/11/30, 8412120167. 


0412100198 Ack receipt of 841116 ltr informing NRC of steps taken 
correct violations noted in Insp Repts 50-280/84-28 8< 
50-281/84-28. 

OLSHINSKI , J. A. Region 2, Office of Director 84/12/04, 

STEWART, W.L. Virginia Electric & Power Cq. Ip. 27834:321 2^ 

Fiche: 50-280, 04/12/04, 8412100190. 


8412100204 Responds to NRC 841019 ltr re violations noted in Iris 
50-280/84-28 8< 50-281/84-20. Correc t i ve actions withheld 
(ref 10CFR73 21 & Atomic Energy Act of 1954 Section 147), 
STEWART, W.L, Virginia Electric it Power Co, 84/11/16. 

O'REILLY, J P Region 2, Office of Director. Ip 27834 ■ 322 
Fiche: 50-280, 04/12/04, 8412100198, 


8412270585 Responds to 841116 ltr describing interim oil leak 
collection arrangement provided for reactor coolant Pump B 
motor. Inci-eased safety hazard not expected during interim 
period of operation until next refueling. 

0 'REILLY, J. P. Region 2, Office of Director. 04/12/06. STEWART 
Virginia Electric & Power Co. Ip. 20113: 319, 24X 

Fiche: 50-280, 84/12/06, 8412270583. 


8412260248 Rev 4 to corporate emergency response p l«n, W/84 1219 ltr 
STEWART, W.L Virginia Electric it Power Co, 04/12/19, O'REILLY, 
Region 2, Office of Director. 86pp. 28058:001 24X 

Fiche: 50-000, 84/12/19, 8412260248. 


8412260025 LER 84-014-00: on 841114, reactor scram occurred while 
attempting to replace recirculation pump B. Caused by power 
spike from cold water from idle recirculation loop. 

Operating procedure for pump startup revised. W/a41214 ltr 
CLARK,S.L., ULLRICH, W.T. Philadelphia Electric Co. 84/12/14 
28064:027, 24X Fiche: 50-278, 84/12/14, 8412260025. 


5pp. 
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F. Se^rity, medical, emergency & fire protection plans 


8412170089 Further response to FOIA request for 16 categories of 
documents. Forwards App A & B documents, per Category 6, re 
regulatory effectiveness review. App B documents partially 
Exemption 3). Documents available in PDR. 

Records. 84/04/30. SHOLLY, S. C 
Union of Concerned Scientists. 6pp. 27970:106 24X 

Fiche. 50-000, 84/04/30, 8412170089. 


e^^^ectiveness review scheduled for 
830919-23. Requests NRR representation w/effort re examinina 
8^0?. "'“'“"'* l-t Of attendees req^^Jed Sy 

83 / 09 /^f * R«actor Safeguards Licensing Branch. 

fr 27970’ ** Projects Branch, 

ip. 1S7. 24X Fiche: 50-000, 84/04/30, 84121 70089. 


sfithheld (ref 10CFR2. 790(d) 73 21) * ^ 

Fiche; 50-280. 84/10/19, 8412120593 ,il7. 24X 




Ficha: 30-000, 84/11/14, 8412050632 


8412060658 Informs that 84051 ? 

10CFR30 to exclude state tt county'Jartri ^ 
emergency preparedness Ixerci» LSf;. 

S40916-22 not required 

VARGA. S. A. Operatlno App E. 

Virginia Electric S. Power Co * STEWART, W. L. 

Flch.30-2ao.84/ll/27.a;;20606j'^’^- 24X 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8412180544 Forwards 11 oversize figures tables inadvertently omit 
from distribution list for Rev 2 to updated FSAR re 
evaporator & neutral i zation sys. 

®^EWART, W, L. Virginia Electric & Power Co. 04/12/12. DENTON, H 
Office of Nuclear Reactor Regulation, Director. VARGA, B A 
Operating Reactors Branch 1. 24pp. 28023: 181 24X 

Ficha: 50-280, 84/12/12, 8412180544. 


P. Operating license stage documents it correspondence 


fOf NUREO/CR-330,, "C.t, 

Of PRA Dominant Accident Sequence Info. '' Forwards PRA 

withh^lri^rr plants. PRA results for Limerick 

withheld (ref FOIA Exemption 4). 


FELTON. J, M 


Uninn nP ^ ^ Rules and Records. 84/06/05. SHOLLY. n 

Union of Concerned Scientists, 2pp. 27940:095 24X 

Fiche: 50-000, 84/06/05, 8412120193 


—8412120221 App of PRA results for BWR plants 

Detailed Affiliation Given. 04/06/05. 
27948.097. 24X Fiche; 30-000, 84/06/05, 8412120193, 


900p p. 


t" O.n.ric Utr B3 

Item 4.3, 'Reactor Trip Sys Reliability." Design mods 
acceptable, except that licensee should provide breaker 
indication on main control board. 

V?rgt;fa''Elec?^ir^"p 1- 94/11/15, STEWART, W, J 

Virginia tlectric & Power Co. 2pr, 27743- 5>14 oa.v 

Fiche: 50-280. 84/11/15, 8412030649 27743.214. 24X 


831104 response to Generic Ltr 03-28, Itew 
Reactor Trip Breaker Automatic Shunt Trip. " Mods 

p^oviieS position status indication should be 

provided on main control board. 

Detailed Affiliation Given. 84/11/15 12dd 

27743:216 24X Fiche; 50-280, 84/1 1/ls, 8412030649!^' 


iT? ^ 4 info re Generic Ltr 83-28. It. 

Br^LJs " & P^^ogram for Reactor Trip 

Within 30 days TT^ending, • respectively. Info requested 

Virainia'^Ele?rr^**"2 Reactors Branch 1. 84/11/16, STEWART, W. I 

irginia Electric & Power Co, 5 dd. 27742-355 oav 
Fich.: 30-200,34/11/16,0412030449 27742.333. 24X 


°''in°lng'‘ 84 n$f|* PnS;"* ‘'‘"•'''‘'nation program .t.tu. rapt f 
4Ua;j?,caUon pr:^ramlER,°:^“"’*"“ 

CRUTCHFlkLn ^'“^tors Asiejsmont Branch. 84/11/26. 

27703: 3{S"‘’1aX Flc^:‘?S!oo°i:S^JJIx^r0?t^S5S3$r 
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B41212000B Application for amends to Licenses DPR~32 8« DPR-37» revising 
Tech Specs to reflect neu LER sySi per 10CFR50. 72 & 50.73. 

STEWART. W. L. Virginia Electric & Power Co. B4/11/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. VARGA. S. A. 

Operating Reactors Branch 1. 3pp. 27889:054. 24X 

Fiche: 50-280. 84/11/30, 8412120008. 


— 8412120013 Proposed Tech Specs reflecting new LER sys.per 10CFR50. 72 & 
50. 73. 

# Virginia Electric Power Co. 84/11/30. 21pp. 27889:057. 24X 

Fiche: 50-280, 84/11/30, 8412120008. 


8412120339 Forwards Procedures OP-4. 3. "Shipping of Spent Fuel TN-SL 
Shipping Cas k , Load ing & Handling Procedures" & l-OP-4. 19, 

"Receipt & Storage of Spent Fuel TN-8L Shipping Cask...," 
in response to NRC 841114 Itr. 

STEWART. W. L, Virginia Electric & Power Co. 84/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 27876:219. 24X 

Fiche: 50-000. 84/11/30.8412120339, 


— 8412120350 Procedure ap-4. 3, "Shipping of Spent Fuel TN-SL Shipping 
Cask. Loading & Handling Procedures." 

» Virginia Electric & Power Co. 83/11/04. 121pp. 27876:221. 

24X Fiche: 50-000,84/11/30. 8412120339. 


— 8412120357 Procedure l-OP-4. 19, "Receipt & Storage of Spent Fuel TN-8L 
Shipping Cask, Unloading & Handling Procedures." 

Virginia Electric it Power Co. 83/09/15. 100pp. 27876:342. 

24X Fiche: 50-000, 84/11/30. 8412120339. 


8412170092 Comments on QA guidance criteria re ATWS of nonsafety- 
related equipment, per 841031 Itr. Using App B as framework 
for presenting applicable QA guidance criteria acceptable. 

STEWART, W. L. Virginia Electric 8< Power Co. 84/12/10. GOLDBERG, S. M. 

Division of QA, Safeguards & Inspection Programs (Post 830103). 

2pp. 27936:157. 24X Fiche: 50-000, 84/12/10, 8412170092. 


8412190231 Forwards for review (k approval, VEP-NE-1, "VEPCO Relaxed 
Power Distribution Control Methodology it Associated FG 
Surveillance Tech Specs." Rept describes methodology for 
relaxing operational limits, Fee paid. 

STEWART, W.L. Virginia Electric it Power Co. 84/12/10. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. EISENHUT, D. G. 
Division of Licensing. 2pp. 28007:099. 24X Fiche: 50-000, 84/12/10, 

8412190231. 


— 8412190238 "VEPCO Relaxed Power Distribution Control Methodology & 
Associated FQ Surveillance Tech Specs." 

BASEHORE. K. L. , ROBINS, R. T, , ANDERSON, R. C. Virginia Electric it 
Power Co. VEP-NE-1. 84/10/31. 63pp. 28007:102. 24X 

Fiche; 50-000, 84/12/10, 8412190231. 


8412210071 Notifies of plans for Cycle 8 redesigned reload core. All 
irradiated fuel assemblies to be used in Cycle 7 redesigned 
it core confirmed sound through insp program. No unreviewed 
safety issue will exist due to redesigned reload core. 

STEWART, W.L. Virginia Electric & Power Co. 84/12/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. VARGA, S. A. 
Operating Reactors Branch I, 2pp. 28052:083. 24X 

Fiche: 50-280, 84/12/10. 8412210071. 


8412200171 Requests remittance of fee for 841115 application for 
extensior, of environ qualification deadline date. 

DIGGS, R.M. License Fee Management Branch. 84/12/13. STEWART, W. L. 
Virginia Electric it Power Co. Ip. 28039:362. 24X 

Fiche-: 50-280, 84/12/13, 8412200171. 


0412240008 Approves 841115 request for extension to complete environ 
qual if ication of charging pump component cooling water pump 
motors until 850331. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/14. STEWART, W.L. Virginia Electric 8< Power Co. 7pp. 
28060:353, 24X Fiche: 50-280, 84/12/14, 8412240008. 


8412280002 Provides addl info re instrumentation for detecting 
inadequate core cooling, 

STEWART, W. L. Virginia Electric & Power Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, VARGA, S, A. 
Operating Reactors Branch 1. Ip. 28111:213. 24X 

Fiche: 50-280, 84/12/21, 8412280002. 


8412280009 Responds to NRC 841116 request for addl info or schedule for 
providing addl info re NRC review of Generic Ltr 83-28, 

Items 4,2.1 Zt 4. 2. 2. Submi tta I will be provided by 850215, per 
841217 telcon, 

STEWART, W.L. Virginia Electric it Power Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 4pp. 28111:246, 24X 

Fiche: 50-280, 84/12/21, 8412280009. 


Q. Inspection reports, IE Bulletins & correspondence 


0412120593 Forwards Safeguards Insp Repts 50-280/84-28 & 50-281/84-28 
on 840924-28 it notice of violation. Rept details 8t notice of 
violation withheld (ref 1 0CFR2. 790( d > 8,73.21). 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. STEWART, W. L. 
Virginia Electric 8, Power Co. 2pp. 27909:217, 24X 

Fiche: 50-280, 84/10/19, 8412120593. 


— 8412120599 Safeguards Insp Repts 50-280/84-28 it 50-281/84-28 on 
840924-28, Violation noted : failure to perform hands-on 
search of visitor prior to entry into protected areas. 

Details withheld (ref 10CFR2. 790( d ) 8,73.21). 

HALL, B. L. , MCGUIRE, D.R. Region 2, Office of Director. 84/10/18. 
Ip. 27909:219. 24X Fi che; 50-280, 84/10/19, 8412120593. 


8412270452 Forwards Insp Repts 50-280/84-25 8, 50-201/84-25 on 
840910-14. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/16. STEWART, W. L. 

Virginia Electric 8, Power Co. 2pp. 28114:068, 24X 

Fiche: 50-280. 84/1 1/16, 8412270452. 


— 0412270478 Insp Repts 50-280/84-25 8, 50-281/84-25 on 840910-14. No 
violation noted. Major areas inspected:rBspon5e to Generic 
Ltr 83-28 re Salem ATWS events, inc I ud ing post-maint testing, 
equipment classification 8, post-trip review, 

FOSTER, L.E., RUFF, A. B., DAVIS, M. Region 2. Office of Director. 
84/11/09. 18pp. 28114:070. 24X Fiche: 50-280, 84/11/16, 8412270452. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche : 50-000, 84/1 1 / 19, 8411 1 50064. 


B411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179, 24X Fiche: 50-000, 84/11/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 5; Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aepp. 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys Jk Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Co, of New 

York, Inc. 116pp. 27965:224. 24X Fic he : 50-000, 84/1 1 /30. 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. Ii7pp. 27965:340, 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems, " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi c he; 50-000, 84/12/03, 8412030028. 


B41210019B Ack receipt of 84U16 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-280/84-28 S< 

50-281/84-28. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/04. 
STEWART,W.L. Virginia Electric & Power Co, Ip. 27834:321. 24X 

Fiche-: 50-280, 84/12/04, 8412100198. 


— 8412100204 Responds to NRC 841019 ltr re violations noted in Insp Repts 
50-280/84-28 8< 50-281/84-28. Corrective actions withheld 
(ref 10CFR73. 21 U Atomic Energy Act of 1954 Section 147), 

STEWART, W.L. Virginia Electric & Power Co, 84/11/16. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 27834:322, 24X 

Fiche: 50-280, 84/12/04, 8412100198. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche; 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07, Consolidated Edison Co. of New 

York, Inc. 114pp. 27966: 21 5. 24X Fiche: 50-000, 84/12/07, 8412050090. 
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B412060594 IE Info Notice Q4-91. "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN/ E L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/12/10, Consolidated Edison Co of Nem 

York/ Inc ll&pp. 28032:130. 24X Fiche: 50-000, 84/12/10, B412060594. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. '■ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York. Inc. I20pp. 28124:001. 24X Fiche- 50-000, 84/12/17, 8412120547 


R. Periodic operating reports & related correspondence 


8412110493 Monthly operating repts for Oct 1984. W/S41 1 1 5 Itr. 

JONES, V., SAUNDERS. R.F , STEWART, W. L. Virginia Electric & Power Co. 
84/10/31. QEEBE. M. R. Office of Resource Management, Director. 

49pp. 27893.153. 24X Fiche: 50-280, B4/10/31, B412I10493, 


8412310461 Monthly operating repts for Nov 1984. W/841214 Itr. 

JONES. V.. BENSON, D.L., STEWART.W. L. Virginia Electric & Power Co. 
84/11/30 BEEBE. M.R. Office of Resource Management. Director. 
4Bpp. 28134:299. 24X Fiche: 50-280, B4/11/30, 8412310461. 


S, Reportable occurrences, LERs !< related correspondence 


8412010102 LER 84-021-00: on 841028, assigned fire watch not present at 
cable tunnel area & carbon dioxide <C02) fire sys locked 
out. Caused by personnel error. C02 sys restored personnel 
counseled on importance of proper fire watch. W/B41 127 Itr. 

SAUNDERS. R. F. Virginia Electric i* Power Co. 84/11/27. 4pp. 
27709:203. 24X Fiche; 50-280. 84/1 1/27, 8412010102. 


8412140448 NPDES noncompliance notification- on 841130 & 1203, average 
value of total suspended solids 8< average value of D0D5 
exceeded limit of 30 mg/1 , respectively. Caused fay increased 
hydraulic load tt introduction of foreign substances. 

TAYLOR, J. A. Virginia Electric & Power Co. 84/12/03, JENKINS, R R 
Virginia, Commonwealth of,. Ip. 27937:355. 24X 

Fiche: 50-280, 84/12/03,8412140448. 


8412200557 LER 84-023-00: on 841 1 13. spur i ous safety injection received 
while technicians performing Calibr Procedure CAL-63. Cause d 
by electrical transient in instrument 1 oops. W/84121 3 Itr, 

SAUNDERS, R. F. Virginia Electric & Power Co. 84/12/13, 4pp. 
28030:258. 24X Fiche: 50-280. 84/12/13, 8412200557. 


8412270466 LER 84-024-00: on 841116, spurious safety injection occurred 
when returning consequences limiting safeguards, high phase 
(equivalent to contain, ment depressurization actuation sys) 
to svc. Impact on unit minima 1. M/841217 Itr, 

SAUNDERS, R. F. Virginia Electric & Power Co. 84/12/17. 5pp. 
28115:198. 24X Fiche: 50-280, 84/12/17, 8412270466. 


8412210026 PNO-1 1-84-102; on 841218, fire broke out in diesel cubicle 
during preservice testing on Emergency Diesel Generator 3. 

C02 deluge sys actuated Probably caused by blown fuel oil 
plug spraying oil onto turbocharger S( crankcase. 

JENISDN, K. , ELROD, S. A. Region 2, Office of Director, 84/12/18. Ip. 
28035: 156. 24X Fiche: 50-280. 84/12/lB, 8412210026. 
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F. Security, medical, emergency 8t fire protection plans 


8412170089 Further response to FOIA request for 16 categories of 
documents. Forwards App A 8, B documents, per Category 6, re 
regulatory effectiveness review. App B documents partially 
withheld (ref FOIA Exemption 3). Documents available in PDR. 

FELTON, .M. Division of Rules and Records. 84/04/30. SHOLLY, S. C. 
Union of Concerned Scientists. 6pp. 27970: 106. 24X 

Fiche: 50-000, 84/04/30, 8412170089, 


— 8412170126 Informs that regulatory effectiveness review scheduled for 
830919-23. Requests NRR representation u/effort re examining 
saf ety/saf eguards issues. Full list of attendees requested by 
830909. 

MCCORKLE, G. W. Power Reactor Safeguards Licensing Branch. 

83/09/06. THOMAS, C. 0. Standard! zation Special Projects Branch. 
Ip. 27970:127. 24X Fi che: 50-000. 84/04/30, 8412170089. 


8412120593 Forwards Safeguards Insp Repts 50-280/84-28 50-281/84-28 

on 840924-28 tc notice of violation, Rept details & notice of 
violation withheld (ref 10CFR2. 790Cd) 73.21), 

LEWIS, R. C. Region 2, Office of Director. 84/10/19. STEWART.W L. 
Virginia Electric & Power Co. 2pp. 27909:217. 24X 

Fiche: 50-280, 84/10/19, 8412120593, 


—8412120599 Safeguards Insp Repts 50-280/84-28 & 50-281/84-20 on 
840924-28 Violation noted, failure to perform hands-on 
search of visitor prior to entry into protected areas 
Details withheld (ref 1 0CFR2. 790 ( d ) & 73 21). 

HALL, 0. L. Region 2, Office of Director 84/10/18. Ip 
27909.219. 24X F i c h e : 50-280, 84/ 10/ 1 9, 041 21 20593 


0412050632 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase r e 1 la b 1 1 i ty , Ac c ess to phones requested 
BROWNLEE, V L Region 2, Office of Director 84/11/14, STEWART.W L 
Virginia Electric 8, Power Co. 2pp. 27827' 302. 24X 

Fiche: 50-000, 84/11/14, 8412050632 


B41206065B Informs that 840517 request for exemption from App E to 
10CFR50 to exclude state & county par t i c i pa t i on in annual 
emergency preparedness exercise scheduled for wk of 
840916-22 not required due to 840706 rev to App E, 

VARGA, S. A Operating Reactors Branch 1. 84/11/27 STEWART, W. L 

Virginia Electric & Power Co. 2pp. 27831 272 24X 

Fiche. 50-200, 84/11/27, 8412060658. 


8412120167 Forwards request for schedular exemption re certain 
lOCFR 50. App R fire protection mods S: modified pages to Vol 
n of App R reanalys is. Several exemptions St/or mod 
descriptions revised or withdrawn 

STEWART.W L. Virginia Electric it Power Co, 84/11/30, DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 
Operating Reactors Branch 1. 171pp 27887:001. 24X 

Fiche; 50-280, 84/11/30,8412120167 


8412100198 Ac k receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-280/84-28 it 
50-281/84-28. 

OLSHINSKI.J A. Region 2. Office of Director, 04/12/04 
STEWART.W. L. Virginia Electric it Power Co. Ip. 27834:321. 24X 

Fiche: 50-280, 84/12/04. 8412100190 


— 8412100204 Responds to NRC 841019 Itr re violations noted in Insp Repl 
50-280/84-28 it 50-281 /a4-28. Corr ect i ve actions withheld 
Cref 10CFR73, 21 & Atomic Energy Act of 1954 Section 147). 

STEWART.W. L. Virginia Electric it Power Co. 04/11/16. 

□ 'REILLY, J. P. Region 2, Office of Director. Ip. 27834:322. 24X 

Fiche- 50-280, 84/12/04, 8412100198 


B41226024S Rev 4 to corporate emergency response plan W/B41219 Itr, 
STEWART, W, L. Virginia Electric it Power Co. 84/12/19 O'REILLY, J P 
Region 2, Office of Director. 86pp. 28058:001. 24X 

Fiche; 50-000. 84/12/19. 8412260248. 


K Utility Final Safety Analysis Report (FSAR) & amends 


8412180544 Forwards 11 oversize figures 8< tables inadvertently omitted 
from distribution list for Rev 2 to updated FSAR re 
evaporator neutral i zation sys, 

STEWART.W, L. Virginia Electric it Power Co. 84/12/12, DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director VARGA, S. A. 

Operating Reactors Branch 1 24pp. 28023; 181. 24X 

Fiche: 50-280, 84/12/12. B412180544. 


P. Operating license stage documents & correspondence 


8412120193 Partial response to FOIA request for NUREO/CR-3301, "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLY, S, 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05. 8412120193. 


8412030649 Forwards SER re util 831104 response to Generic Ltr 83-29, 
Item 4.3, "Reactor Trip Sys Reliability." Design mods 
acceptable, except that licensee should provide breaker 
position indication on main control board. 

VARGA, S. A Operating Reactors Branch 1, 84/11/15. STEWART, W. L 

Virginia Electric & Power Co. 2pp. 27743.214. 24X 

Fiche: 50-280, 84/11/15, 8412030649. 


“8412030654 SER re util 831104 response to Generic Ltr 83-28, Item 4.3, 
"Reactor Trip Breaker Automatic Shunt Trip. " Mods 
accep table. Breaker position status indication should be 
provided on main control board. 

* NRC - No Detailed Affiliation Given. 84/11/15. 12pp. 

27743:216. 24X Fi c h e : 50-280. 84/ 1 1/ 1 5, 8412030649. 


8412030449 Forwards request for addl info re Generic Ltr 83-28, Items 
4.2,1 it 4.2.2, "Preventive Maint Program for Reactor Trip 
Breakers," it "Maint & Trending," respectively. Info requested 
within 30 days. 

VARGA, S, A. Operating Reactors Branch 1. 84/11/16. STEWART, W L. 

Virginia Electric & Power Co. 5pp. 27742:355. 24X 

Fiche: 50-280, 84/11/16, 8412030449. 
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B412050542 Submits equipment qualification program status rept for uk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCHi R 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD/ D. Assistant Director for Safety Assessment 3pp. 
27783:310. 24X Flche. 50-000. 84/1 1/26. 8412030542 


8412070491 Foru/ards notice of environ assessment 8< finding of no 
significant impact re 831209 840817 requests for relief 

from requirements of ASHE Code Section XI. 

VARGA. S A Operating Reactors Branch 1. 84/11/30. STEWART, W. L. 

Virginia Electric Zt Pouer Co, 3pP' 27844:313. 24X 

Fiche: SO-281, 84/11/30. 8412070491. 


— 8412070495 Notice of environ assessment & finding of no significant 
impact re util 831209 & 840817 requests for relief from 
hydrotesting weld repairs on main steam piping at pressure 
less than ASME. Section XI requirements. 

LAINAS, G.C Assistant Director for Operating Reactors. 84/11/30. 
3pp. 27844:316. 24X F i c h e : 30-281 , 84/11/30. 8412070491. 


8412120008 Application for amends to Licenses DPR-32 & DPR-37. revi sing 
Tech Specs to reflect neu LER sys.per 10CFR50. 72 & 50.73. 

STEWART, W. L. Virginia Electric 8t Power Co 84/11/30. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 3pp. 27889:054. 24X 

Fiche: 50-280, 84/11/30, 8412120008. 


— 8412120013 Proposed Tech Specs reflecting new LER sys.per 10CFR50. 72 & 
50. 73, 

* Virginia Electric & Power Co. 84/11/30. 21pp. 27889:057. 24X 

Fiche: 50-280. 84/11/30, 8412120008. 


0412120339 Forwards Procedures DP-4. 3, "Shipping of Spent Fuel TN-8L 
Shipping Cask, Loading Handling Procedures" & i-OP-4. 19, 

"Receipt ^ Storage of Spent Fuel TN~8L Shipping Cask...," 
in response to NRC 041114 Itr. 

STEWART, W. L. Virginia Electric Zi Power Co. 84/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J.R. 
Operating Reactors Branch 3. 3pp. 27876:219. 24X 

Fiche: 50-000, 04/11/30, 0412120339. 


— 8412120350 Procedure aP-4. 3, "Shipping of Spent Fuel TN-BL Shipping 
Cask, Loading & Handling Procedures. " 

» Virginia Electric & Power Co. 83/11/04. 121pp. 27876:221. 

24X Fiche: 50-000, 04/11/30, 0412120339. 


0412170092 Comments on QA guidance criteria re ATWS of nonsafety- 
related equipment, per 841031 Itr. Using App B as framework 
for presenting applicable QA guidance criteria acceptable. 

STEWART, W. L. Virginia Electric & Power Co. 04/12/10. GOLDBERG, S. M. 

Division of QA, Safeguards & Inspection Programs <Post 8301031. 

2pp. 27936:157, 24X Fi c h e : 50-000, 84/ 12/10, 8412 170092. 


0412190231 Forwards for review approval, VEP-NE-l , "VEPCO Relaxed 
Power Distribution Control Methodology & Associated FG 
Surveillance Tech Specs." Rept describes methodology for 
relaxing operational limits. Fee paid, 

STEWART, W. L. Virginia Electric S< Power Co, 84/12/10. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. 0. 
Division of Licensing, 2pp. 20007:099. 24X Fiche: 50-000, 84/12/10, 

0412190231. 


— 8412190238 "VEPCQ Relaxed Power Distribution Control Methodology it 
Associated FQ Surveillance Tech Specs," 

BASEHORE, K. L. , RODINS, R. T, , ANDERSON, R. C, Virginia Electric it 
Power Co. VEP-NE-l, 04/10/31. 63pp. 28007:102. 24X 

Fiche: 50-000, 84/12/10, 8412190231. 


8412280002 Provides addl info re instrumentation for detecting 
inadequate core cooling. 

STEWART, W. L. Virginia Electric 8< Power Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 
Operating Reactors Branch 1. Ip* 28111:213. 24X 

Fiche: 50-280, 84/12/21, 8412280002. 


8412280009 Responds to NRC 841116 request for addl info or schedule for 
providing addl info re NRC review of Generic Ltr 83-28. 

Items 4.2 1 i: 4 . 2. 2. Submi tta 1 will be provided by 8502 1 5, per 
041217 telcon. 

STEWART, W. L, Virginia Electric it Power Co. 84/12/21, DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 4pp. 28111:246. 24X 

Fiche: 50-280. 84 / 12 / 21 , 8412280009. 


8412280037 Advises of plans re Cycle 8 reload core, Results of analysis 
per WCAP-9172 indicate no key parameters will become more 
limiting during Cycle 8 than values assumed in applicable 
safety analyses, 

STEWART, W. L. Virginia Electric it Power Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 20110: 103. 24X 

Fiche: 50-281, 84 / 12 / 21 , 8412280037. 


Q Inspection reports, IE Bulletins Z> correspondence 


8412120593 Forwards Safeguards Insp Repts 50-280/84-28 & 50-281/84-28 
on 040924-28 tt notice of vi o lati on. Rep t details & notice of 
violation withheld (ref 1 0CFR2. 790( d ) & 73.21), 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. STEWART, W. L. 
Virginia Electric Power Co. 2pp. 27909:217. 24X 

Fiche: 50-280, 84/10/19, 8412120593, 


— 8412120599 Safeguards Insp Repts 50-280/84-28 it 50-281/84-28 on 
840924-28 Violation noted : failure to perform hands-on 
search of visitor prior to entry into protected areas. 

Details withheld (ref 1 0CFR2. 790< d ) & 73,21). 

HALL, B. L. , MCGUIRE, D.R. Region 2, Office of Director. 84/10/18. 
Ip. 27909 219. 24X Fi c h e : 50-280. 84/ lO/l 9, 8412120593. 


B412270452 Forwards Insp Repts 50-280/84-25 St 50-281/84-25 on 
840910—14 No violation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 84/11/16. STEWART, W. L. 

Virginia Electric St Power Co. 2pp. 28114:068. 24X 

Fiche: 50-280. 84/11/16, 8412270452. 


— 8412270478 Insp Repts 50-280/84-25 St 50-281/84-25 on 840910-14. No 
violation noted. Major areas insp ec ted : resp onse to Generic 
Ltr 83-28 re Salem ATWS events, inc 1 ud ing post-maint testing# 
equipment classification St post-trip review. 

FOSTER, L.E., RUFF, A. B. , DAVIS. M. Region 2, Office of Director. 
84/11/09. 18pp. 28114:070. 24X Fi c he ; 50-280, 84/1 1 / 16. 8412270452. 


8411150064 IE Info Notice 04-83, "Various Battery Problems," Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058, 24X Fiche: 50-000, 84/1 1/19, 8411 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27007:179. 24X Fiche: 50-000, 04/1 1/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fi c b e ; 50-000, 84/ 11 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment, " 

Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fic he: 50-000, 84/1 1 /30, 8411280370. 


8412030021 IE Info Notice 04-87, "Piping Thermal Deflection Induced by 
Stratified Flow " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York. Inc. I17pp. 27965:340. 24X Fic he : 50-000, 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

York, Inc. 122pp, 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412100198 Ack receipt of 841116 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-280/84-28 St 
50-201/84-28. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/04. 

STEWART, W.L. Virginia Electric 8< Power Co. Ip, 27834:321. 24X 

Fiche: 50-280, 84/12/04, 8412100198. 


— 8412100204 Responds to NRC 841019 ltr re violations noted in Insp Repts 
50-280/84-28 St 50-261/84-28. Corrective actions withheld 
(ref 10CFR73. 21 St Atomic Energy Act of 1954 Section 147). 

STEWART, W, L. Virginia Electric St Power Co. 84/11/16. 

a^REILLY, J. P. Region 2, Office of Director. Ip. 27834:322. 24X 

Fiche: 50-280, 84/12/04, 8412100198. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated EdisSon Co, of New 

York, Inc. 110pp. 27966:332. 24X Fi che ; 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment," Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24 X Fi che : 50-000, 84/12/07, 8412050090. 
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docketed items 


8412060394 IE Info Notice 84*-91 "or Pt» (.1 

Prosra.,., .. Svc U st =g i cal 

Response (Pos?*b 30103 )°'' a^ns/to'’ ^ Ensineerins 

Vons. Inc. U6PP. Isoss ?30 Sex FiSn' = “f 

.i. lJU. 24X Fiche; 50-000, 84/12/10, B412060594. 


Response <Post 830103)°^ 84 / 12 / 17 ^ Preparedness & Engineering 
U9PP. 28123:131. 


York, Inc. 


Response (Post 830103 )°^ 84/12/17.^ Preparedness & Engineering 


York, Inc. 


t.Opp. 2ai24r00ir*24X Fi ch^- 


reports & related c 


orrespondence 


'^SAl5m£R|,'’rF.‘,^"|TESAR?,l!°[ O'* '’f'. “''041 US Itr. 

84/10/31. BEEBE. M.R. OpJic. of Rat’our^rS “ «■ P"u>er Co. 

49pp. 37893US3. 24X El 


ioNES,'’v.‘,”BEN&a "r*sTEUART‘u L°'' 0°'' J’®4. W/841214 Itr. 

84/11/30. BEEBE, M.R. Office if ’ Reson^^® Electric Sc Power Co. 

48pp. 28134:2,,. 24X FlcPa; SO-880, 


— Occurr anc.s, LER, J, relatod corres 


4 S rasult 


—ct,; t;rp“.ca"3„rt“r?„a‘d%'“rt:‘o“: 1 .-;;^. 


87888: 1,7. 84X nc\^":‘;o!Ml'.‘SiJi?/^^r«12080207.""^“- 


valuY? to?u •°"p“nd^d‘""i;r«;''ivo^ior°"i°*“^‘’ ‘2“3' fverag. 

TAYLOR, J. A. Virginia Eleefcn?. I substances. 

Firhl"5o',=r"'°"'“““'’ ■’<'•■ IP 27W3« “■ JENKINS, R. R. 

Fich»: 50-280, 84/12/03, 8412140448 ' 


3412210026 PNO-1 1-84-102; on S412IB fira i, 

plug ppraglng oil onto t,.rhnJJ „ .f!"?"' '’V.*!"™ fuel oil 


8803s: 1S8. 8ifF?o?o:s*!||Sr8?>.«41» Of^sirect. 


IP- 


e?«rg'°J"r'a?or"c^’““/o'r‘" *” -tor 

isolation valves closing ^®‘"*'*^ater manual 


isolation valves closinn main feedui 

include v.ri,ication o2%o^ti^ o?' '"Pdlfiori; 

SAUNDERS/R.F Virnir.iI valves. W/84 


SAUNDERS, R.'F.‘*"Clig?niI W/S412ii' 

=8134: 34,. 24X «^He:1o!^8^^‘Si/l2^2Tl^l^|l048T*=^“■ 


— NUCLEAR 
F. Socuritg, medical, 


STATION, UNIT 


emorgen cg t, fire pnotoctlon plane 


Northern States^piuer ' C^^^I pd 27960 *°"'’ t-ARSON, C E 

Fich^: 50-282, SA/ll/gS, 8 Jl 2 i 7 SS 43 . 


8412170460 Insp Repts 50 — 2 flD /a.fl 49 

=7988:2,7. =4X Flct.: 1 = 


15pp. 


®'^^2070150 Concurs u/Nftp 

2 -°' =4^-* - 


license stage doc 


uments & co 


rresp ondence 


8412120541 IE Info Notice 84 — 9 P "rT'.aF-i/- 

UOrSaS.*!.”' ®V' ■‘ = * ’"‘''""“I' -n Cummine Fire 


84120SOS42 Submite oquipmont qualific 
Rumullc^ ““ docLonJe e 

CrS?cHf?elO,D '’'A:e‘le"L"ror’'%^“'-”'-'' “’•f'’"’. 

37783:310. 24X FI cb e: ^S‘oo“^,^^5^ JL'ro^^lo^Ss^l” 


---., - r * a, xo. cnc 1 list documents sfa+. Program status rept for ti 
qual If i ca ti on program SERs, ®*l*Jipment 


84/11/26 
ssment 3 pp^ 


";fF-n^“::iL%L”aj?;-:r.‘?o“t“r"ic“:i°^‘‘- * - — , 00 ,.,. 
:.“op"va-^e:':?n‘b- JoTSc:?: f 

MUSOLF, D. Northern Sti°»! o outside pump room 

Reactor Regulation, Dir^c tor^'^^^oo ° Of^iceofNucUi- 

Fi Che; 50-282, 84/11/28, 8412070271,^^ 27814.004. 24x 


8412180295 Advises that, based on NRC an 

SSsitf'D 4''4luation,i.e„o^^o".^ 'If" -ff 

Reacto; RoguJItJon," DUocLr°“'I'p‘^° »f ««!„ 

Flche; 50-282,84/12/10, S412?80295 


Tech Spec?.“p?ellminlrg Tech °Sp« ‘cha^'''' ' tfU 

Slf, r"“Nor;h:^n‘°St‘r' -5-‘Tem:nn‘enU."^°^^“"" 

Reactor R.gulatlon'r D^Jic't'on "f Neel,,. 

Fic he; 50-282, 84/12/10, 8412180331.^^’ ^^^^^-321. 24X 


change SectiS^s^ 3 ^a^^"g^^^ S° Licenses DPR-42 8 , DPfl-t 

& u^ithdrau/al of Pool 1 spent fuel shl insertion 


sF°une 3'’8’^“.“°of'?ocrip"ece'‘ro'‘-""°If 3PR-42 & DPR-60, chenj, 

T^^T^r'■t^o^“-f’-sal:r: 

MUSOLF- n x.r stored onsite. 

24X f^iche;50-W84/l|/2!r84?2270?75 ^pp. 2B090; 099 


■''"S:aro°re%“ rji:of:h%rp“n“°r f ® * 

Flcho:S0-282. 84/12/21, eJi 227 Q, 75 ^'^''®*' ^ff' =80,0:104 . 24X 


—84122701,5 Rev n r. ... . 

S7pp'"' ^ao,o: uf ' ''=4 x“f?c?::'sS-S^ 2, a^uRjEl'e^^R^xo?/,. 


Q- Inspection reports, IE Bulletims it. r- 
"Uiietins «s correspondence 


^aaeJo-rSra^;, f ' 

Fichm:S0-282, 82/07/22, BUMOOS,^'^' "4- =47 


8412190465 Forwards SALP innu*. 

1982 - June 1983 AdeqiLu''or^°"' • 
difficult to judge due tn ^ training program 

STREETER, J. F. Region 3 nil? candidates. 

TAMBLINO, T. N. NRC - ^^irector. 83/07/29. 

24X Fiche. 50-000,83/07/29,^8412190465^^^*^°" Given. 2 pp. 28029-333 


8412060597 Forwards notim „.e j 

significant impact re orootATt^i^ assessment & finding of no 
XI for insp Of comoonenI!T; Code, Section 

miller, J.R." Ope^;itJ^rRea^^° n"^ °^ 

Northern Stated Power^Co in ^4/11/06. MUSOLF, D.M. 

84/11/06,8412060597. ^ 27828; 325. 24X Fic he; 50-282, 


— 8412060599 Notire na • 

impact re proposed rel ief ^ Finding of no significant 
insp program I x*nse^Wcrter??nrjr"'°"'""*® inservice 
LAINAS,G. c. Assistant ^ valves. 

3pp. 27828:326 24X Reactors. 84/11/06 

.j-fo. 24X Fiche; 50-282,84/11/06,8412060597. 


«•»* =0-888/84-1, on 841108. No noncompHanc. 

Northarn'stato'’pouar'co^^^2L°^ =4/11/14. LARSON, C.E, 

Flche: 50-888, ehliTtl SAlSOsSf^. 
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--8412030171 Insp Rept 50-282/84-15 on 841102. No noncomp 1 iance or 
deviations noted. Major areas inspected: review of activities 
re eddy current exam of steam generator tubes. 

WARD. K. D, / DANIELSON, D H. Region 3, Office of Director. 84/11/14. 
3pp. 27734:076. 24X Fic he : 50-282, 84/ 1 1 /14, 8412030164. 


8412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edson Co of New 

York, Inc. 118pp. 27966:332. 24X Fi c he; 50-000, 84/12/07, 8412050081 . 


8412030138 Ack receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-282/84-07 it 
50-306/84-07. Di sagrees u/positlon that valve leakage need 
only be qua I i tati ve 1 y determined. 

SPESSARD, R. L. Region 3, Office of Director. 94/11/16. LARSON, C. E. 
Northern States Power Co. 2pp. 27736:282. 24X 

Fiche: 50-282, 84/11/16, 8412030138. 


-8412030145 Responds to NRC 840629 Itr re violations noted in Insp Repts 
50-282/84-07 & 50-306/84-07. Corrective ac ti ons; techni que for 
quantitatively determining leak rate of valves developed & 
will be submitted for review. 

LARSON, C. E. Northern States Power Co. 84/10/15. SPESSARD, R. L 
Region 3, Office of Director, 2pp. 27736:284. 24X 

Fiche; 50-282, 94/11/16, 8412030138. 


8411150064 IE Info Notice 84-03, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058, 24X Fi c he : 50-000, 84/1 1 / 19, 841 1 1 50064. 


8412100244 Forwards Insp Repts 50-282/84-14 it 50-306/84-16 on 
841022-26. No noncompliance noted. 

GREGER, L, R. Region 3, Office of Director. 84/11/20. LARSON, C. E 
Northern States Power Co. 2pp, 27861; 119, 24X 

Fiche: 50-282, 84/11/20, 8412100244, 


8412050090 IE Info Notice 94-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/12/07. Consolidated Edson Co of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090, 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. ** Svc list end. 

JORDAN, E. L^ Division of Emergency Preparedness & Engineering 

R.,pon« (Post 830103), 84/12/10. Consolidate4 Edison Co of N.y 

York, Inc. 116 pp. 2S032; 130. 24X Fiche: SO-000. 84/12/10, 8412060594. 

"‘=’•“''‘"3 Of Fl«9heele on Cummin. Fir, 
Pump Diesel Engines. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc. 119pp. 28123:131. 24X Fiche : 50-000, 84/12/17, 8412120541. 

84121205^ IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. *• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Re.pon.e (Poet 830103). 84/12/17. Consolidated Edison Co of Neu 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. 


Periodic operating reports it related correspondence 


“8412100257 Insp Repts 50-282/84-14 it 50-306/84-16 on 841022-26. No 
violation or deviation noted. Major areas inspected; 
confirmatory measurement p rogram, incl ud ing sampling it QC of 
analytical measurements, 

ROZAK, S. , OESTMANN, M. J. , SCHUMACHER, M. Region 3, Office of 
Director. 84/11/19. 8pp. 27861:121. 24X Fi ch e ; 50-282, 84/ 1 1/20, 


Monthly operating repts for Oct 1984. W/B41 106 Itr 
DUGSTAD, D. » MUSOLF, D, Northern States Power Co. 

27910:284. 24X Fiche: 50-282, 84/10/31, 8412120084 , 


84/10/31. 


9pp. 


8. Reportable occurrences, LERs 8< related correspondence 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 8411210360. 


8412060618 LER 84-010-00: on 841029, steam generator tube leakage 
occurred. Probably caused by intergranular attack in 
tubesheet crevice region. Leaking tubes plugged. Several tubes 
will be removed for analysis. W/S41128 Itr. 

HUNSTAD, A. A. , MUSOLF, D, Northern States Power Co, 

27825:106. 24X Fiche: 50-282, 84/11/28, 8412060618. 


84/11/28. 4pp. 


8412170443 Forwards Insp Repts 50-282/84-11 St 50-306/84-11 on 
840811-1013 it notice of violation. 

SHAFER, W. D. Region 3, Office of Director. 84/11/28. LARSON, C. E, 
Northern States Power Co. 2pp. 27968:254. 24X 

Fiche: 50-282, 84/11/28, 8412170443. 


8412140456 LER 84-011-00; on 841107, reac tor trip occurred when feedwater 
control sys malfunctioned. Caused by dirty or oxidized 
contacts. Contacts cleaned. W/841207 Itr. 

HUNSTAD, A. A. . MUSOLF, D. Northern States Power Co. 

27937:359. 24X Fiche: 50-282, 04/12/07, 8412140456. 


84/12/07. 3pp, 


8412170452 Notice of Violation from insp on 840811-1013. 
SHAFER, W.D. Region 3, Office of Director. 84/11/28. Ip. 
27960:256. 24X Fiche: 50-282, 84/1 1 / 28 , 8412170443. 


--B412170460 Insp Repts 50-282/04-11 it 50-306/84-11 on 840811-1013 
Noncompliance noted : unp lanned start of diesel generator not 
reported to NRC within 4 h & voltage restoration scheme not 
placed in manual prior to transferring dc control power. 

JACKIW, I. N, Region 3, Office of Director. 84/11/26. 15 

27968:257. 24X Fi ch e; 50-282, 84/ 1 1/28, 8412170443. 


15pp, 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

division of QA, Safeguards Inspection Programs (Poi 
830103), 84/11/30. Consolidated Edison Co, of New York, Inc. 

aSpp. 27967:086. 24X Fi c h e ; 50-000, 84/ 11 /30, 841 1280366. 


V. Operator Examinations 


8412210106 Requests approved ref matl listed in End 1 by 820329 to 
meet schedule for administration of operator it senior 
operator licensing simulator it wrltten/oral exams on 
820428-30 it 0607, respectively. W/o end. 

HIND, J. A. Region 3, Office of Director. 82/03/10. GILBERTS, D E 
Northern States Power Co. 2pp. 28052:051. 24X 

Fiche-: 50-282, 82/03/10, 8412P10106. 


ruiwaro- WWM.J, ..B (.B-u ev«*uauiun rorm «t provides 
exams administered at plant during 810631 - 820701, per 
820719 telcon. Results of exams listed. W/o end. 
MCMILLEN, J. I. Region 3, Office of Director. 82/07/22, 
Operating Reactors Branch 3. Ip. 28032:074 24X 

Fiche: 50-282, 82/07/22, 8412200592. 


DIIANNI, J. I. 


3411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafe ty-Related Equipment, " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co of New 

York, Inc. 116pp. 27965:224, 24X Fi che : 50-000, 84/1 1/30, 841 1200370, 


w-r TWTww r u rui«ru s 


for Jul 1982 - June 1903. Adequacy of training program 
difficult to judge due to limited number of candidates. 
STREETER, J, F. Region 3, Office of Director. 83/07/29 
TAMBLING, T. N. NRC - No Detailed Affiliation Given 2pp 
24X Fiche: 50-000, 03/07/29, 8412190465. 


28029: 333. 


H12030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced bi 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Net 

York, Inc. H7pp. 27965:340. 24X Fiche; 50-000, 84/12/03, 841203002: 


1412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems," 
bvc list anc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co of New 

York, Inc. I22pp, 27966: 093. 24X Fiche: 50-000, 84/12/03, 8412030028 


8412200559 Requests approved ref matl listed in End 1, "Ref Matl 
Requirements for Operator/Senior Operator Licensing Exams, " 
by 830810 to meet schedule for administration of written 8< 
oral exams on 831011 it 12-13, respectively, W/o end. 

STREETER, J. F. Region 3, Office of Director, 83/09/07, LARSON, C E 
Northern States Power Co. 2pp. 28030:262, 24X 

Fiche: 50-282, 83/09/07, 0412200559. 


8412200446 Forwards certificates for reactor 
operators. W/o end. 

SPESSARD, R. L. Region 3, Office of Director 
Northern States Power Co. Ip, 28031 059 
83/11/01,8412200446. 


operators & senior reactor 

. 83/11/01. WATZL, E. L. 

a4X Fiche; 50-282, 
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8412190492 Submits monthly summary rept of Region III requal if ication 
exams for Oct 1983i per 83060B request Results of audits of 
listed plants will be forwarded ui/Nov monthly rept W/o 
end. 

KEPPLERj J. G Region 3f Office of Director. 83/11/07. DENTON. H. R. 
Office of Nuclear Reactor Regulatiorii Director. Id 28029’ 332 PAY 

Fiche: 50-000. 83/11/07. 8412190492. 


8412200021 Discusses Dec 1982 re aua 1 1 f i cati on program aud i t. Resul ts & 
grading of reactor operator & senior reactor operator exams 
accep tab le. 

BURDICK. T. M. Region 3. Office of Director. 83/10/24. MCMILLAN. J. I 
Region 3. Office of Director. Ip. 28031:304. 24X 

Fiche: 50-282. 83/12/04, 8412200021 


DOCKET 50-235 FORT CALHOUN STATION. UNIT 1 
F. Security, medical, emergency & fire protection plans 


Tadiological emergency response plan. 

ANDREWS, R.L. Omaha Public Power District, 84/11/27. MARTIN. R.D. 
Region 4. Office of Director. DSpp. 27728: 134 24X 

Fiche: 50-285. 84/11/27, 8412030230. 


reports. IE Bulletins «< c orresp ondenc 


RM-091B not received. Earl iest delivery date 840622. Open Item 
Jecdver'* 50-285/82-26 will be completed when soured 

JONES, W C. Omaha Public Power District. 84/06/19. DENISE R P 
Region 4, Office of Director 2pp. 28088:220, 24X ' 

Fiche: 50-285, 84/06/19, 8412270282. 


B412110238 Forwards safety evaluation sunportina util = = = 4 .„ tr 

Buiutln ao-u yhicK r^u.sted all DL S Lja'S ‘ 

tOiConcerns re structural integrity of concrete masonry 

MILLER, J R Operating Reactors Branch 3. 84/09/34 ANDREUR n ( 

Omaha Public Power District. 2pp. 27899 126 24X ^ 

Fiche; 50-285, 84/09/24, 8412110238 


aotil t I I supporting util response to 

ni« structural integrity of concrete masonry walls. 

Nuclear Reactor Regulation, Director 84/09/24 
24X Fiche: 50-285,84/09/24.8412110238 U 


27899; 128. 


8412120354 Forwards descriptions of sys & components in Fire Area 30 
affected by App R, planned corrective actions & requests for 
exemption from lOCFRSO.App R, Section I II. 0. Excerpt from 
original FSAR also end. Fee paid. 

ANDREWS. R.L. Omaha Public Power District. 04/12/03 MILLER, J R 

27089:101. 24X Fiche: 50-285, 84/12/03, 




,• Ji Z~ CO oHiuiei In ordf 

addl info re actions taken to strengthen practices & 
procedures for handling critical quality element matls.per 
50-285/84-15 & 840927 telcon w/KJ Morris. 

ANDREWS, R, L. Omaha Public Power District. 84/09/27 HUNTER DR 
Region 4. Office of Director. Ip, 27856:316, 247’ 

Fiche: 50-285, B4/09/27, 8412110287. 


B412U0382 Forwards Insp Rept 50-285/84-25 on 841001-31. No violations 
or deviations noted. Two unresolved items identified in 
Paragraph 2 of end insp rept. 

HUNTER, D. R. Region 4. Office of Director. 84/12/05. ANDREWS. R L 

Omaha Public Power District. 2pp. 27851:067 24X 

Fiche: 50-285, 84/12/05. 8412110382. 

8412190283 Forwards addl info re SPDS in response to 840724 request 
Info includes conclusions re Tech Spec changes, proposed 
method for data validation U proposal for human factors 
iwSScSS’ oversize drawing . Aperture card available in PDR. 

ANDREWS, R. L, Omaha Public Power District. 84/12/07. MILLER. J R 

Operating Reactors Branch 3. 25pp. 28011:163 24X 

Fiche: 50-285. 84/12/07, 8412190283, 

° 156-QP-04, "Electromagnetic Interference 

(EMI) Test for TEC Model 156 Analog Signal Isolator Module " 

PLiblic Power District. 81/05/11. 34pp. 28011:188 24X 

Fiche: 50-285, 84/12/07, 8412190283, 


-8412190303 Rev 0 to Procedure 156-QP-05, 

TEC Model 156 Analog Isolators. " 

* Omaha Public Power District. 81/06/08 
Fiche: 50-285, 84/12/07, 8412190283. 


H, General correspondence 


'Humidity Test Procedure for 
29pp. 28011:222. 24X 


8412270173 Advises of organizational changes 8s radiological emeraencu 
response plan assignments. Effect! ve 841201 WC Jones will be 
assistant general manager Zc WC Jones & KJ Norris will serve 
as alternate recovery managers. 

MWITIN.R.D. 

Region 4, Office of Director. Ip. 28090:359. 24X 

Fiche: 50-285, 04/10/22. 8412270173. 

llc.ni, »taje docum.ntj & correspnndenc* 

FoTMrdE r.vi.«, of c-e r.pt, "Ofstructlv. Exam of Tube La? 

B 40717 ?tS r*?” PF’-t Calhoun," .ubmitted in 

840717 Itr. Evaluation does not alter conclusions in 840611 

DENISE constraints in 840622 Itr apply. 

DENISE. R.P. Division of Resident. Reactor Pro lect & Fnoine»T.^nn 

qual i f ica tl on program SERs ^ 

.77B3:3io" ' ?4X 


■p7«k 7,, e U41O10 Itr requesting delay in 

finding of Insp Rept 50-285/84-17. Verbal approval of 
extension confirmed. 

HUNTER. D.R. Region 4, Office of Director. 84/10/29 
Omaha Public Power District. 2pp, 27732-319 24X 

Fiche-: 50-285. 84/10/29, 8412030155. 






ANDREWS, R. L 


-0412030162 R.apnnd, to ,WC 040711 Itr r» violations noted in inap P, 
50 295/84-17. Schedule extension requested in order to 
provide complete response. 

ANDREWS. R.L. Omaha Public Power District, 84/10/10 HUNTER. D S 

Region 4. Office of Director. Ip, 27732:321 24 X ^ " 

Fiche: 50-285, 84/10/29, 8412030155. 

Forwards Insp Rept 50-285/84-21 on 840828-31 e< notice of 
vioiKivxont 

HUNTER, D. R. Region 4. Office of Director. 84/11/09 ANDREWS p i 

S""- 27836:124 . 24/' 

Fiche: 50-285, 84/11/09, 9412070287. 


-8412070290 Notice of violation from insp on 04O82B-31 
* Region 4. Office of Director. 84/11/09. 

Fiche: 50-285, 84/11/09, 9412070287. 


2pp, 27836:126. 2fl 


50-285/84-21 on 840828-31 Violation notedinxn 
calibr schedules not established in Schedule A for 
^ electrical current measuring stds, 

STEWART, R. C. , NORMAN. D. E. , HUNTER, D. R. Region 4. Office of 
8^120^0287,®^^ 27836:128. 24X Fiche: 50-285, 84/11/09, 

8412060713 Forwards Insp Rept 50-285/84-24 on 840924-28 No violation 
or deviation noted, 

nmahf^Pnh?' of Director. 84/11/13. ANDREWS. R, L, 

umaha Public Power District. 2pp. 27825- 140 24X 

Fiche: 50-285, 84/11/13, 8412060713. 

—8412060716 Insp Rept 50-285/84-24 on 840924-28. No violation or 
deviation noted. Major areas inspec ted; transportation & solid 
program, includ ing mgt controls, training, audits & 

QA/QC procurement. 

■ martin, L.E. Region ?, Office of Dir.ctpr, 
84/11/13. 8pp. 27825:142. 24X Fi che: 50-285. 84/11/13, B4120607I1 


ervice insp 


8412060087 Responds to 840402 request for relief from ins 
plan of 1973-1983 involving nonperformance of 1007. exam 
of reactor vessel closure head to flange weld h nontesting 
MTi 3 portions. Relief granted. 

niLLER, J, R. Operating Reactors Branch 3. 84/11/14. ANDREWS, R.L, 

Omaha Public Power District. 2pp. 27031-200 24X 

Fiche: 50-285, 84/11/14, 8412060087. 

—0412060094 Safety evaluation supporting relief from ASME Boiler U 
Pressure Vessel Code Section XI inservice insp & testing 
program re nonperf ormance of 1007. exam of reactor vessel 
closure head to flange weld, 

NRC - No Detailed Affiliation Given. 84/11/14. 2pp. 
27831:202, 24X Fi ch e : 50-285, 84/1 1/ 14 , 841 2060087 . 
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S41 1150064 IE Info Notice 84-83/ "Various Battery Problems. " Svc list 
end, 

JORDAN/ E L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/11/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche : 50-000. 84/1 1/ 17/ 841 1 1 50064. 


S41 1210360 IE Info Notice 84-84. "Deficiencies in Ferro— Resonant 
Transformers." Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp, 27807:177. 24X Fiche : 50-000. 84/1 1 /27. 841 1210360, 


B412050175 Forwards response to IE Bulletin 84-03. "Refueling Water 
Cavity Seal. " Refueling cavity seal passive & different 
from seal discussed in fau 1 le tin. Gross failure of seal type 
discussed in bulletin impossible. 

ANDREWS. R.L. Omaha Public Power District. 84/11/27. MARTIN. R, D. 
Region 4. Office of Director, 4pp. 27768:315. 24X 

Fiche-: 50-285. 84/11/27. 8412050175. 


6412130602 Ac k receipt of 841010 8< 23 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-285/84-17. 

Addl info requested within 20 days, per 841107 telcon. 

Sensitive info deleted, 

HUNTER. D. R, Region 4. Office of Director. 84/11/28. ANDREWS. R. L. 
Omaha Public Power District. 2pp. 27715:358. 24X 

Fiche: 50-235.84/11/28. 8412130602. 


S-41 1280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-97m Generators. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30, Consolidated Edison Co. of New York. Inc. 

SGpp. 27967:086. 24X Fi c h e : 50-000. 84/1 1 /30. 841 1280366. 


S4112B0370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Jc Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York. Inc. H6pp. 27765:224. 24X FI che : 50-000. 84/1 1 /30. 841 1280370. 


3412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27765:340. 24X Fi c he : 50-000, 84/12/03, 8412030021 . 


3412030028 IE Info Notice 04-83, "Standby Gas Treatment Sys Problems, " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp, 27966:073. 24X Fiche; 50-000, 84/12/03, B41203002B. 


3412120354 Forwards descriptions of sys & components in Fire Area 30 
affected by App R, planned corrective actions & requests for 
exemption from 10CFR50. App R, Section III. G, Excerpt from 
original FSAR also encl. Fee paid. 

ANDREWS. R.L. Omaha Public Power District. 84/12/03. MILLER. J. R. 
Division of Licensing. 13pp. 27889:101. 24X Fiche: 50-285. 84/12/03. 

8412120354, 


1412110342 Ack receipt of 840727 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-285/84-12, 

HUNTER. D. R. Region 4, Office of Director, 84/12/05, ANDREWS, R. L. 
Omaha Public Power District. 2pp, 27852:040. 24X 

Fiche: 50-285, 84/12/05. 8412110342. 


8412110351 Responds to NRC S40S2B Itr re violations noted in Insp Rept 
50-285/84-12, Corrective actions: procedures written for 
tagging equipment in controlled status & shift supervisors 
directed to document review of maint orders. 

ANDREWS, R.L. Omaha Public Power District, 84/09/27. DENISE, R. P. 
Division of Resident, Reactor Project & Engineering Programs. 4pp, 
27852:042, 24X Fiche: 50-285. 84/12/05. 04121 10342, 


4 1 2110382 Forwards Insp Rept 50-285/04-25 on 841001-31. No violations 
or deviations noted. Two unresolved items identified in 
Paragraph 2 of encl insp rept. 

HUNTER, D. R. Region 4. Office of Director. 84/12/05. ANDREWS. R. L. 
Omaha Public Power District. 2pp, 27851:067. 24X 

Fiche: 50-285, 84/12/05. 8412110382, 


-6412110387 Insp Rept 50-285/84-25 on 841001-31, No violations or 
deviations noted. Major areas inspected: op erational safety 
verification, surveillance testing. maint activities, annual 
emergency preparedness drill «c followup of LERs, 

YANDELL, L, A. , MARTIN. L. E. Region 4, Office of Director. 84/12/03. 
llpp. 27851:067. 24X Fiche: 50-285. 04/12/05, 84121 10382. 


B412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llBpp. 27766:332. 24X Fiche; 50-000, 84/12/07. 8412050031 . 


8412050070 IE Info Notice 04-90, "Main Steam Line Break Effect on 
Environ Qua 1 i f icat ion of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27766:215. 24X Fiche; 50-000, 84/12/07. 8412050090. 


8412120541 IE Info Notice 84-72. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131, 24X Fiche; 50-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 84-73. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001, 24X Fiche : 50-000, 84/12/17, 0412120547. 


8412210107 Confirms location Sc date of 841220 enforcement conference in 
Arlington, TX. 

MARTIN, R. D. Region 4. Office of Director, 84/12/17. ANDREWS. R, L 
Omaha Public Power District, Ip. 28036:024, 24X 

Fiche: 50-285, 84/12/17. 8412210107. 


8412210127 Notification of significant licensee meeting on 841220 in 
Arlington. TX re enforcement conference. 

* NRC - No Detailed Affiliation Given. 84/12/06. NRC - No 
Detailed Affiliation Given. Ip. 28036:025. 24X 

Fiche: 50-285. 84/12/17, 8412210107, 


8412060594 IE Info Notice 84-71, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10. 8412060594. 


R. Periodic operating reports 8t related correspondence 


84123103B6 Submits monthly status rept on plant-specific backfits 
through Oct 1984. Lists of backfitting 8< open issues provided 
in Tables 1 Xt 2, respectively . 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/12/05. 
HDLAHAN. G. M. Operating Reactors Assessment Branch. 10pp. 
28148:351. 24X Fiche: 50-000, 84/12/05, 8412310386. 


8412260395 Forwards monthly operating rept for Nov 1984 Xi changes & 
corrections to Jul.Aug & Sept 19S4 repts. 

ANDREWS. R. L. Omaha Public Power District, 84/12/10 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement. Ip. 
28063: 187. 24X Fiche: 50-285. 84/12/10, 8412260395. 


•8412260377 Monthly operating rept for Nov 1984. 

MATTHEWS. T. P. Omaha Public Power District. 84/12/06. lOpp 
28063:188, 24X Fiche: 50-285, 84/12/10, 8412260395. 


0412260378 Corrected monthly operating rept for Jul 1984. 
MATTHEWS. T. P. Omaha Public Power District. 84/08/03. Ip. 
28063:178. 24X pi che: 50-285. 84/12/10, 8412260395. 


8412260401 Corrected monthly operating rept for Aug 1784. 
MATTHEWS. T. P. Omaha Public Power District. 84/07/14. Ip. 
28063:177. 24X Fiche: 50-285, 84/12/10, 8412260395. 


8412260402 Corrected monthly operating rept for Sept 1784. 
MATTHEWS, T. P. Omaha Public Power District. 84/10/08, Ip. 
28063:200. 24X Fiche: 50-285. 84/12/10. 8412260395. 


S. Reportable occurrences, LERs Xi related correspondence 


8412010107 LER 84-022-00: on 841026. during maint activities, temporary 
fire barriers found not meeting design cri teria. Temporary 
barriers repaired, Insp expanded to include permanent cable 
tray penetration fire barri ers. W/a41 126 Itr. 

JOHANSEN, R. A. , ANDREWS, R. L. Omaha Public Power District. 84/11/26 
4pp. 27704:129, 24X Fiche: 50-285, 84 / 1 1 / 26 . 8412010107. 
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DOCKET 50-2S6 INDIAN POINT STATION, UNIT 3 

emergency », fire protection plans 


Installation of redundant computer sys, Level IV bullefc 
MCNEILL^C uninterruptable power source complet^ 

VARGA^s'a n ^"^thority of the State of New Vor k 

VARGA, S. A Operating Reactors Branch i. ip 28057 
Fiche: 50-206, 84/12/14, 8412260302 2S057 354. 


84/12/14 

24X 


H. General correspondence 


B412110332 Forujards application for amend to License DPR-64, r e vi s ir ; 
Tech Spec Section 3 7 to define limiting conditions for 
operation of sys, components, subsystems, tra i ns h devices 
supplied oy inoperable power source 

MCNEILL, C A Power Authority of the State of New York. 8<}/i2/03 
VARGA. S A Operating Reactors Branch 1 3pp. 27851.085. 24)( 

Fiche. 50-236, 04/12/03, 84121 10332 


— 8412110339 Application for amend to License DPR-64, re v i s in g Tech' 
Section 3 7 to define limiting conditions for operation of 
sy s , c otnponen t s , sub sy s t ems , tra ins ?< devices supplied by 
inoperable power source 

MCNEILL, C A Power Authority of the State of New York. 84/12/; 
Ip. 27851.088 24X Fiche. 50-286. 84/12/03, 8412110332. 


B412070108 Advises that CA McNeill appointed senior vice president of 

triRc’’dis?^irtr'’'T-'?“"'’ ®^'"'«-APP’- = PT-iat, Change 

CO NRC distribution lists req,uested. ’ 

VASSALLO, D. B, operating Reactors Branch 2 VARGA =; a nr,ds-e.i. 4 . « 


— 8412110343 Proposed Tech Spec Section 3.7 defining limiting condi: 
for opeiation of sy s, c omp onent s, sub sy s t ems, tr a i n s & devices 
supplied by inoperable power source 

* Power Authority of the State of New York. 84/12/03. 6pp. 
27851 039 24X Fiche: 50-286, 84/12/03,8412110332. 


I. Financial information 


8412140057 Advises that licensee 841121 submittal of financial info 
satisfies requirements of 10CFR140, 21. 

Assistant Director for State & Licensee Relations 
®AYNE, J. P. Power Authority of the State of New York Ip 
27958:012. 24X Fiche: 50—286, 84/12/06, 8412140057. 


P. Operating license stage documents St correspondence 


8412120493 Forwards request for addl info re 840214 application for 
amend to License DPR-64, revi sing Tech Specs concerning DHR 
requirements. Response requested within 45 days. W/o end. 

VARGA, S. A. Operating Reactors Branch 1. 84/10/15. BAYNE, J. P. 

Power Authority of the State of New York. Ip. 27911-333 24X 

Fiche-: 50-286, 84/10/15, 8412120493. 


8412110333 Requests remission of addl fee to complete application*! 
due for 840S16 request for exemption from schedular 
requirements of 10CFR50 48<c) & (d) «t 841108 application 
requesting approval for startup. 

DIGGS, R. M License Fee Management Branch. 84/12/05. BAYNE, J P 
Power Authority of the State of New York. 2pp. 27899:087 . 241 

Fiche: 50-286, S4/12/05. 8412110333. 


8412190153 Forwards Amend 51 to License DPR-64 safety evaluatJon 
Amend changes Tech Specs to reflect std radiological 
effluent Tech Specs Change either editorial or schedular. 
NEIGHBORS, J D Operating Reactors Branch 1. 84/12/07. MCNEILL' 

Power Authority of the State of New York. 4pp. 28028:001, 2{t 

Fiche: 50-286, 84/12/07, 8412190153. 


■B412190157 Amend 51 to License DPR-64, chang mg Tech Specs to Ttfli 
std radiological effluent Tech Specs 

VARGA, S. A Operating Reactors Branch 1. 84/12/07. 106pp, 

28028 005. 24X Fiche; 50-286, 84/12/07, 84121901 53, 


8412040126 Forwards response to 840927 order modifying i i cen ses. Auth or 
agrees w/NRC observation that no exposures in excess of 
regulatory limits resulted from events leading to issuance 
of order. Rev 0 to “Radiation Protection Plan*' end. 

O^TOQLE, J. D. Consolidated Edison Co. of New York, Inc. 84/11/21 
MURLEY, T. E. Region 1, Office of Director. 3Bpp. 27749-039 24X 

Fiche: 50-247, 84/11/21, B4I2040126. 


—8412040132 Rev 0 to QA Program Station Administrative Order 301, 
“Radiation Protection Plan. “ 

MIELE, M. L. , BILE, K. , QUINN, S.E. Consolidated Edison Co. of New 
York, Inc. 84/11/20. 2Ipp. 27749:077. 24X Fi c he : 50-247, 
84/11/21, 8412040126. 


•8312220114 “Radiological Effluent Tech Spec Implementation (A-ai. 
Indian Point Unit 3,“ technical evaluation rept. 

CHEN, S. , PANDEY, S. Franklin Institute/Frank 1 in Research Centir 
NRC-03-ai-130. TER-C5506-96. 83/12/19. CONGEL, F. , WILLIB,C ( 

- No Detailed Affiliation Given. 33pp. 28028 111, 24X 

Fiche; 50-286, 84/12/07, 8412190153. 


8412240010 Forwards request for addl info re util 840625 Itr conc*i' 
asymmetric blowdown loads Response within 30 days of Itr 
date requested. 

VARGA, S A. Operating Reactors Branch 1 84/12/17. MCNEILL, C 

Power Authority of the State of New York. Bpp. 28060:345. 24)[ 

Fiche- 50-206, 84/12/17, 8412240010. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs, 

KARSCH, R.Q. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26. 8412050542. 


8412270593 Advises of results of review of util S3030S response U 
NUREG-0737, Item II.K. 3. 25, "Loss of AC Power to Reactor 
Coolant Pump Seals. " Seal integrity adequately demonstrated. 
VARGA, S. A. Operating Reactors Branch l. 84/12/18. MCNEILL, C ^ 
Power Authority of the State of New York. 4pp. 28116:341, 24)t 

Fiche: 50-286, 84/12/18, 8412270593 


8412060651 Ac k receipt of 820929,840430 & 0831 submittals re degraded 
grid voltage protection for Class IE sys. Requests addl 
info concerning logic trip it isolation of Class IE bus 
during monthly surveillance test of voltage relay logic. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/26. BAYNE, J. P. 

Power Authority of the State of New York. 3pp. 27831:304. 24X 

Fiche-: 50-286, 84/11/26,8412060651. 


8412110202 Forwards application for amend to License DPR-64, 
supplementing changes previously proposed for Section 3. 1 in 
830706 application re redundancy in DHR capab i 1 i ty, per NRC 
841015 Itr. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/03. 
VARGA, S. A. Operating Reactors Branch 1. 3pp. 27355:306. 24X 

Fiche: 50-286, 04/12/03, 8412110202. 


— B412110207 Application for amend to License DPR-64, sup p 1 ementing 
changes previously proposed for Section 3. 1 in 830706 
application re redundancy in DHR capability, per NRC 841015 
Itr. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/03. 
12pp, 27855:309, 24X Fiche: 50-286. 84/12/03, 8412110202. 


Q. Inspection reports, IE Bulletins S; correspondence 


8412030500 Notifies of completion of review of mid-cycle steam 
generator tube insp results dtd 841108 & 14, Steam generator 
insps ii preventive tube plugging program ac c ep tab 1 e. Re ques t 
for startup of plant approved. 

VARGA, S. A. Operating Reactors Branch 1 84/11/14. BAYNE, J, P 

Power Authority of the State of New York. 3pp. 27740-322. 24X 

Fiche: 50-286. 84/11/14, 8412030500. 


8411150064 IE Info Notice 84—83, "Various Battery Problems. " Sve ll)' 
end. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. off* 

York, Inc. 120pp. 27807:058. 24X Fi c he ; 50-000, 84/1 1 / 19, 041 



JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. cf U 

York, Inc. 126pp. 27807.179. 24X Fiche : 50-000, 84 / 1 1 / 27 , B4I12ICu; 


— 8412110212 Proposed Tech Specs supplementing changes previously 
proposed for Section 3. 1 in 830706 application re redundancy 
In DHR capabi 1 Ity, per NRC 841015 Itr. 

* Power Authority of the State of New York. 84/12/03. 24pp. 

27855:321. 24X Fiche: 50-286, 84/12/03, 9412110202. 


8412200341 Forwards info responsive to IE Bulletin 84-03 re pafcentlt 
for & consequences of failure of refueling cavity water seal 
similar to Haddam Neck event. Results of evaluation indicate 
acceptablility of seal design acting as passive device, 

BRQNS, J. C. Power Authority of the State of New York. 84/11/27 
MURLEY, T. E Region 1, Office of Director. 11pp. 23053:236. 

Fiche; 50-286, 84/11/27, 8412200341. ^ 
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[412120346 Responds to NRC 841031 Itr re violations noted in Insp Rept 
50-286/84-22. Corrective actions: drawings moved to properly 
secured storage cabinet & locking bar & lock installed on 
original cabinet & drauings returned. 

BRONS* J. C. Power Authority of the State of New York. 84/11/29. 
KISTER/H. B. Division of Project & Resident Programs. 3pp. 

27879:351. 24X Fiche: 50-286. B4/1 1/29, 8412120346. 


[411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

BSpp. 27967:086. 24X Fi c h e : 50-000, 84/11/30, 841 1280366. 


1411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys S< Nonsafety— Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8? Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fi che ; 50-000, 84/1 1 /30. 841 1280370, 


412060453 Forwards Insp Rept 50-286/84-25 on 041016-1 1 1 5. No violation 
noted. 

KISTER.H. B. Division of Project & Resident Programs. 84/11/30. 
BRONS, J. C. Power Authority of the State of New York. 2pp, 

27794:203 . 24X Fiche: 50-286, 84/1 1/30, 0412060453. 


-8412060461 Insp Rept 50-286/84-25 on 841016-1 1 1 5, No violation noted. 
Major areas Inspected: shift logs & records, 1 icensee action 
on previously identified insp find ings, LERs. Generic Ltr 
83-28 & allegation followup. 

KOLTAY,P.S, , ROSSBACH, L. W. , NORRHOLM, L. Region 1, Office of 
Director. 84/11/29. lOpp, 27794:205. 24X Fi c h e: 50-286, 84/ 1 1 /30,® 

8412060453, 


412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

York. Inc. 117pp. 27965:340. 24X Fi che ; 50-000, 84/12/03, 8412030021 


412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche : 50-000, B4/12/03, 8412030028. 


412270468 Forwards Insp Rept 50-286/84-26 on 841029-1 102. No violations 
noted. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/12/03. 

BRONS. J. C. Power Authority of the State of New York. 2pp. 

28115: 174. 24X Fiche: 50-286. 84/12/03, 8412270468. 


-8412270470 Insp Rept 50-286/84-26 on 841029-1 102. No violations noted. 
Major areas inspected: outage activities, including purpose, 
outstanding items, train ing , personnel sel ection, resp iratory 
protection it posting h labeling, 

CLEMONS, P., NICOLOSI.J. , SHANBAKY, M. Region 1. Office of Director. 
84/11/29, 6pp. 28115:176. 24X Fiche: 50-286, 84/12/03, 8412270468. 


412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensiti zed 316 Stainless Steel," Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Cp. of New 

York, Inc. llBpp. 27966:332, 24X Fiche: 50-000, 84/12/07, B412050081. 


412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215, 24X Fiche: 50-000, 84/12/07, 0412050090. 


412200284 Provides supplemental response to IE Bulletin 84-02 re 
failure of GE Type HFA relay in use in Class IE safety sys. 
Current practices at facility sufficient to minimize 
potential for relay failures. 

BRONS, J. C. Power Authority of the State of New York. 84/12/07. 
Martin. T. T. Division of Engineering it Technical Programs. 3pp. 
58021:144. 24X Fiche: 50-286, 84/12/07. 0412200284, 


“H2060594 IE Info Notice 04-91, "QC Prob lems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 030103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 0412060594. 


^12200607 Requests approval to issue individual notice for inservice 
Insp Tech Spec change to assist in util planning efforts for 
lO-yr insp outage, 

LaINAS, G. C. Assistant Director for Operating Reactors. 84/12/14. 
MiraGLIA, F. J. Division of Licensing, Ip. 28039:106. 24X 

Riche; 50-286, 84/12/14, 8412200607. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 20123:131. 24X Fiche: 50-000, 04/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 030103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 20124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports it related correspondence 


8412260072 Monthly operating rept for Nov 1984. W/S41211 ltr. 

KELLY, L. , BRONS, J. C. Pouer Authority of the State of New York. 
84/11/30. 8pp, 28063:126. 24X Fic h e : 50-286. 84/1 1 /30, 841 2260072. 


S. Reportable occurrences, LERs & related correspondence 


B410110554 Requests response to end questions it concerns re 
WCAP-10651, "Fracture Mechanics Evaluation of Inservice 
Insp Indication, Indian Point Unit 2 Reactor Vessel," 
submitted on 040907. 

VARGA, S. A. Operating Reactors Branch 1. 84/09/19. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 15pp. 28048:347. 24X 

Fiche: 50-247, 84/09/19, 8410110554. 


— 8409280477 Forwards Matls Engineering Branch review, accept ing licensee 
840918 application for amend to License DPR-64 to change 
Tech Specs re steam generator plugging limit of 557. for two 
tubes. 

JOHNSTON, W. V. Assistant Director for Matls it Qual. Engineering 
(Pre 830201). B4/09/19. LAINAS, G. C. Assistant Director for 

Operating Reactors. 5pp. 28049:001. 24X Fiche: 50-247, 84/09/19, 

8410110554. 


S412I90047 Special rept: on 841017, work began to make openings in 
several penetration fire barriers to execute various mods 
during scheduled maint/insp outage. Fire watches posted when 
openings existed. 

BRONS, J, C. Power Authority of the State of New York, 84/11/16. 
MURLEY,T. Region I, Office of Director. 2pp. 28029:243. 24X 
Fiche: 50-286,04/11/16, 8412190047, 


8412270339 LER 84-013-00; on 841 1 16, several breakers in electrical 
distribution sys failed to operate during station blackout. 

Caused by piece of metal blown onto A & B phase buswork of 
station auxiliary transformer by high winds. W/841217 ltr. 

ANDERSON, J. J. , BRONS, J. C. Power Authority of the State of New York. 
84/12/17. 4pp. 28113:321. 24X Fiche: 50-206, 04/12/17, 8412270589. 


V. Operator Examinations 


0412140432 Notifies that oral & simulator requalification exams 
comp leted. All personnel passed exams, Temporary restriction 
from licensed duties of five senior reactor operators, per 
840827 commitment, no longer required. 

STAR05TECKI, R. Division of Project & Resident Programs. 84/11/30. 
BRONS, J.C. Power Authority of the State of New York. 2pp. 
27933:016. 24X Fi c he: 50-286, 84/1 1 /30, 8412140432. 


8412120433 Forwards Requal i f ication Exam Rept 30-286/84-29 (OL) on 
841101-02 it 08-09. 

KISTER,H. B. Division of Project tk Resident Programs. 84/12/07. 
BRONS, J.C. Power Authority of the State of New York. 2pp. 
27884: 168. 24X Fiche: 50-206, 84/12/07, 8412120433. 


—9412120437 Requal If ication Exam Rept 50-286/84-29 (OL) on 841101-02 it 
08-09. Exam results: 11 licensed personnel passed exam, 

KELLER, R. M. Division of Project 8c Resident Programs. 84/11/26. 

Spp. 27884:170. 24X Fiche: 50-206, 84/12/07, 8412120433. 
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F. Security, medical, emergency it fire protection plans 


8412060043 Informs of phone company mod to health physics network phone 
sys within 30 days. Access to phone sys it escort svc for 
phone company representatives requested. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. TUCKER, H.B. 
Duke Power Co. 2pp. 27827:233. 24X Fiche: 30-000, B4/1 1/1 4, 

84 12060043. 


8412030403 Rev 84-2 to emergency plan. W/a4112e ltr. 

TUCKMAN, M. S. , TUCKER, H. 0. Duke Power Co. 84/11/28. I6lpp. 
27723:263. 24X Fiche; 50-269, 84/11/28, 8412030403, 
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Comparison of^Davis-Desse^Unit^l ^to^Q Guidelines (ATOO) 

Comparison of Davis-Besse Ahnn-rm^i ^ 

CRoSle‘rp *' r^Td^pS PrpcI^CrrE^ ?Mror« 

"actf;: a.a„irr° f ° , 

3412060432. ^ =i//H4 269. 24X Fiche 50-000, B4/1 1 /30, 


277B4'’Ito‘ ‘2-“S3713-00 84/11/30 

84.370. a4X Plcbe: 50-000.84/11/30,8412060452. 


35pp. 


"laniflcant .“p4Ct"°r85l024TB«So8'r'K ""J ^ 

o;™f;"co.°'’3;r laiBl'oar 'i4rrb ™=‘'E8 ,h.b 

8412280214. 3132.323. 24X Fiche, 50-269, 84/12/06, 

10CFF50.APP R “equlraaenu PPPl'P^tio" for ai.piption from 

S412140208 Forwards Rev 14 tn "rfiejc: m i. t-it 

Rev revises entire manual ei-rent Mr-n Nuclear Stations, " 

TUCKFR wn a- except McGuire S: Oconee brochures 

lUCKERiH, B. Carolina Power & Linht Cn r^i/io/TT ^rocnures. 

Branch (Document Control Desk) Ip 27920 ^^?a^^ =>-v Services 

Fiche: 50-000,84/12/1 1,8412^0208. 24X 

-B412140216 R.v ,4 to .'Cr,,!, M^t Plan for Nuclear Stations. - BrocPurrs 

Fiche: 5O-000rB4/l2/llfe412?40208^'’'’- 24X 

- 1 -- 1 !!!;!!!!!!.?; information 

HOFFMAN, J. Marsh t< McLennan, Inc. 84 / 11/30 dimtt? t a • 4 . 4 . 

^ ^ 

WILLIAMS. W. C. Marsh & McLennan. Inc. 84/12/21 SALT 2 MANJ J 
Assistant Director for State x, Lireno d i 4 . • oALTZMAN. J. 
a4X FlPho: 30-269, 84712/21, 8412270373 3PP- 23087:332. 

documents k correspondence 

Partial response to FOIA request for NUREG/CR -330 1 ..n 4 - i 

of PRA Dominant Accident Sequence Inf o. “ ^ * "Catalog 


Tier?/?'' Pl^n‘«.'PM r^'4ulte'"°orLl«ricl, 

eiithtield (ref FDIA Exemption 4 ). Uimericl, 

FELTON, J. M. Division of Rules and Records. 84/06/05 
Union of Concerned Scientists. 2 pp. 27948- 095 24 y‘ 

Fiche: SO-OOO, 04/06/05. 8412120193. 


SHOLLY. S. 


8412120221 App of PRA results for QWR plants 

Detailed Affiliation GivL. S4/06/05 
27^48:097. 24X Fich e : 50-000, 84/06/05, 84121201 93 


900p p. 


8412130516 Fourth partial response to 840306 FriTA -oan u a 
rjp^ni'n? c'"'ri application to elpanr““rapr 

8 o'?c''n‘s.°:i:;"iana%‘irii- 

FELTON, J. M. Division of Rules and Records. 84/06/19 RFi i m 

^ Resource Service. 2pp 27922- 05 5 ^^^ 24 x’ 
Fiche: 50-287, 04/06/19. S412130516. '=^-'^ 22 . 055. 24X 

——0412130526 Draft Conimission paper re mih i v ra *- 4 «« a 

toneideration propoeed NSHc"dnce?n » H ^ee°e ^^oie^fd 
expansion of facility spent fuel pool requested 

s“^^ss^i 2 " " --pp--on,. 

Fiche: 50-207. 84/06/19, S4121305ll ^ 

setpoints, rod position setpoints 8< power imbalanr.. if ,- 4 . 
NICOLARAS.K Operating Reactors Branch 4 li/?J/23 ^5cKFR w n 

84 ,S 06 S 33 a 24 XF,cho: 50 - 26 ^"B 4 /i[/ 23 ^"'"-"- 


■ 6412060546 Amends 132, 132 x- ■j'ir t i 

roopecuvoi,, chai J;r=or\‘pr’oL°ct;"''::^o?rr-i?::''"" " 
protective sys max allowable setpoints, rod position 
setpoints «( power imbalance limits. 

Reactors Branch 4, 84/11/2T 

27629:015. 24X Fiche- 50-269, 84/1 1/23, 8412060538 

qualif ication program SERs ^pmenx 

CnS^CHFlEfn Raactor. Adcessment Branch. 84/11/26 

^“" 0 ? l^il-hffr"? "eating «,/B6M Denars Broup ra appUcat.r 

waXpi:: r::srinfraS:r' ^'-‘-^ttandan^a usjr’'*'" 
B:ac?!J;Yanch'’r"‘ 3 Sp%'’'“|^r 3 lilr''’ 2 lxF®\^‘=^“ 

8412310416 . 24 X Fiche. 50 - 000 . B4/12/1J, 

®''nfi!rarcircS?a?!o^°coo?dr°''®^ ■‘."onstration that 

Of haat vjr5,“J:r“Ban:r“?“^:;: tic^^ ‘°" 

TUCKER 44 solution end. 

TUCKER, KB, Duke Power Co. 84/12/12. DENTON, H R affirm n* 
Nuclear Reactor Regulation, Director STOl? Y f n ° f ! 

branch 4. llpn 28008-136 34 y OP^T^ating ReacU- 

iipp- 2UUJS. 126. 24 X Fiche: 50 - 269 , 84 / 12/12 . 8412190341 

0. t nspaction tepods^ lE BuIiatins &_corraspondanca 

OANCE, H. C. Region 2, Office of Director. 84/10/22 TUCKER H n 
Duke Power Co. 2pp. 27825-349 oay c- 4 . a,,„ TUCKER, H.B. 

8412060394. ^ *^/aa5. 349. 24 X Fic h e : 50 - 269 , 84 / 1 0/22. 

50-287/84-25 on 

H4U924 28, No Violations or deviations noted. Ma lor areas 
inspected: plant chemistry «< inservice testing of pumps «< 

7pp^' *^27825*351^' "^aox p'^'h * “Sn^LS*’*'' Director. 84/10/17 

/pp. 2 /B 23 . 35 i. 24 X Fiche: 50 - 269 , 84 / 10 / 22 , 8412060394 . 

receipt of 841101 Itr informing NRC of steps taken 1. 

50 :i; 0 / 84 d 8 l' 5 S! 2 S;‘i:-^S. 50-2^’/S4-i9, 

slSr ° 24 r;nh‘:r 3 o-i:;‘^ 4 '^?./ij:'^"^"'"' 

iffU^of°D,r°d' ^°“r S'*/”/®!- O'REILLY, J.P. Region 2, 

8412060403°^ ^ 002- 24X Fiche: 50-269. 84/1 l/M, 

—8412060419 Forwards Insp Repts 50-269/84-19,50-270/84-18 & 

Duke Pn.m ^*3 ion 2, Office of Director. 84/10/02. TUCKER, H. B 
a41206040a ”’’■ aax Fiche: 30-269,84/11/14, 

8412060429 Notice of violation from insp on 840904-07. 

Flrho^ia^OAo S4/10/02. Ip. 27826:007. 241 

Fiche. 50-269, 04/11/14, 8412060403. 

""^''sloTOrL'S?'/!^*® 50-269/84-19,50-270/84-18 & 50-287/84-20 on 
for^r^d?ni'^^?‘'I''°" failure to meet detection limits 

environ samples in 1983. 

a4/Si%?-' ™T0™ERV,D,M. Region 2, Office of Director, 

84/09/27. 7pp. 27026:008. 24X Fiche: 50-269, 84/11/14, S41206040B 

Notice 84-83, "Various Battery Problems. «« Sve list 

R^sn^nlf’^TD Emergency Preparedness & Engineering 

v®®J J® 830103). 84/11/19. Consolidated Edison Co. of Nej 

York, Inc. 120pp. 27007:058. 24X Fiche: 50-000. 84/11/19. B4111500fi( 

Repts 50-269/84-27,50-270/84-26 5O-2S7/04-S^ 

violations or deviations noted. 

n„?.D R®9iori 2. Office of Director. 04/11/20. TUCKER.H D, 

412270284 24X Fic h e : 50-269, 84/1 1 /20. 
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— 0412270270 Insp Repts 50-269/84-27, 50-270/84-26 & 50-287/04-29 an 
841022-26. No violations or deviations noted. Major areas 
inspec ted : Letdown Cooler ID rep lacement, open items, inservice 
insp program revi ew, rec or d review it work observation. 

ECONDMOS, N. , NEWSOME, R. W. , DLAKE, J. J. Region 2, Office of 
Director. 84/11/14, 12pp 28114:190. 24X FI c he: 50-269, 84/1 1 /20, 

8412270284. 


8411210360 IE Info Notice 84-84, “Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi c he ; 50-000, 84/1 1 /27, 841 1210360. 


8411280366 IE Info Notice 84-85, “Molybdenum Breakthrough From 
Tc-99ni Generators." Svc list end. 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

Sapp. 27967:086. 24X Fi che : 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post S30103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. I16pp. 27965:224. 24X Fi che : 50-000, 84/1 1 /30, 841 1280370. 


B412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fi che : 50-000, 84/12/03, 8412030021. 


34 1 2030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03, 8412030028. 


3412200134 Advises that review of 841005 response to IE Bulletin 80-11 
re proposed confirmatory test program on masonry wall design 
c amp leted . Tes t proposal acceptable w/minor exception. Testing 
of six prisms per panel recommended. 

STOLZ,J. F. Operating Reactors Branch 4. 84/12/04. TUCKER, H. B. 

Duke Power Co. 2pp. 28040:355. 24X Fiche: 50-269, 84/12/04, 

8412200134. 


}4120500ai IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens 1 1 1 zed 316 Stainless Steel, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332, 24X Fiche: 50-000, 84/12/07, 8412050081. 


1412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594, 


412170254 Forwards requests for relief from ASME Code Section XI 
inservice insp requirements for hydrostatic testing of 
valves to suppl 840913 1116 requests. Hydrostatic testing 

of valves impractical & uneconomical. 

TUCKER, H.Q. Duke Power Co. 84/12/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. 6pp. 27936:345, 24X Fiche: 50-269, 84/12/11, 8412170254. 


412200409 Requests remittance of application fee for 840925 request 
re relief from certain ASME Code inservice insp plan 
requirements, 

DIGGS, R.M. License Fee Management Branch. 84/12/12. TUCKER, H. B. 
Duke Power Co. Ip. 28039:360. 24X Fiche: 50-269, 84/12/12, 

8412200409. 


512120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc, 119pp. 28123: 131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


512120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity," Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412260074 Monthly operating repts for Nov 1984. W/S41214 Itr. 
REAUIS, J. A. , TUCKER, H.B. Duke Power Co. 84/11/30. 17pp. 

28063: 109. 24X Fiche: 50-269, 84/11/30, 8412260074. 


S. Reportable occurrences, LERs & related correspondence 


8412170076 LER 04-006-00: on 84 1 106, of f gas monitors from condensate 
steam air injectors showed rapid increase in radiation count 
rate. Caused by primary-to-sec ondary coolant leak. Reactor 
sh utd own, tes ts run *< tubes p lugged. W/841206 Itr. 

HAYNES, R. F. , FRISCH, R. R. Duke Power Co. 84/12/06, 4pp. 27969-231 
24X Fiche: 50-287. 84/12/06, 8412170076. 


X. Onsite Storage of Low Level Waste 


8412040225 Forwards 840904 8t 12 requests for fee, per 10CFR170 re 
disposal of low level radwaste. Requests sent to wrong 
address. 

DIGGS, R.M. License Fee Management Branch. 84/11/26. TUCKER, H. B. 
Duke Power Co. Ip. 27758:336. 24X Fi che; 50-000. 84/1 1 /26, 

8412040225. 


8412040086 Forwards response to 841120 questions re onsite disposal of 
five slightly contaminated pressure feedwater heaters, per 
840918 application. Approval fay end of Nov 1984 will enable 
use of preferred approach of onsite disposal. 

TUCKER, H. B. Duke Power Co. 84/11/28. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director. STOLZ, J. F. Operating Reactors 
Branch 4. 6pp. 27743:311, 24X Fiche: 50-269, 84/11/28, 8412040086. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency 8< fire protection plans 


8412170075 Responds to FOIA request for documents re physical security 
8, safeguards insp rept for nonpower reactors in Regions II 
8< U -from 1979 to present. For wards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/07/09. AFTERGOOD, 8. 
Committee to Bridge the Gap. 3pp. 27958:345, 24X 

Fiche: 50-000, 84/07/09, 8412170075. 


- 8412170128 Insp Rept 50-288/79—01 on 791015. No noncompliance noted. 
Major areas inspected: security p Ian, protect! on of SNM, 
security organization, access control, alarm ays, procedures, 
surveillance t* communications. Sensitive info deleted. 

SCHAEFER, D. W. . MORTENSEN, W. P. , NORDERHAUG, L. R. Region 5, San 
Francisco, Office of the Director. 79/11/09. 4pp 27959:002 
24X Fiche: 50-000, 84/07/09, B412170075. 


8412180509 Summarizes 841111 site visit. Emergency planning 8< facility 
security implementing procedures should be revised. 

CREWS, J. L. Region 5, Office of Director. 84/12/14. BRAODON, P. 
Reed College, Portland, OR. 2pp. 27959:023. 24X 

Fiche: 50-288. 84/12/14, 8412180509. 


Q. Inspection reports, IE Bulletins (k correspondence 


8412170075 Responds to FOIA request for documents re physical security 
*{ safeguards insp rept for nonpower reactors in Regions II 
& V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/07/09, AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 27958:345. 24X 

Fiche: 50-000, 84/07/09, 8412170075. 


8412170128 Insp Rept 50-288/79-01 on 791015. No noncompliance noted. 
Major areas inspected; security p Ian, protection of SNM, 
security organization, access control, alarm sys, procedure s, 
surveillance Zt. communications. Sensitive info deleted, 

SCHAEFER, D. W. , MORTENSEN, W. P. , NORDERHAUG, L. R. Region 5, San 
Francisco, Office of the Director. 79/11/09. 4pp. 27959:002. 
24X Fiche: 50-000, 84/07/09, 8412170075. 


DOCKET 50-289 THREE MILF ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency fire protection plans 


8412030129 Rev 6 to Administrative Procedure 1055, "Maintaining 
Emergency Preparedness. " 

NELSON, M. A. , TOOLE, R.J., HUKILL, H. D. General Public Utilities - GPU 
Service Corp. B4/11/20. 3pp. 27725:232, 24X Fiche: 50-289, 

84/11/20,8412030129. 
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L CBi"re,^.red -jo. ™o<,s 

StS^Tz'j ? utilities - GPU Service Corp. B4/11/30 

rl K Operating Reactors Branch 4 7pp. 27814 041 ill 

Fiche: 50-289,84/11/30. 8412070176 


8412140262 Responds to 840331 & 1016 Itrs re Rev/ A 

plan. Rev consistent u/p ro vi s i ons of 10CFR50. 54< p ) ^ securi y 

aCCep'CdDlQ 

spTrF 

ce/954, 298. 24X Fiche; 50-289, 84/11/30, 8412140262. ^ 


so-aa’/sA-ap on B 40907-1009 m 

noncnap Hence notep, Proposed Tech Spec chenges to reflect 

HUKILUh'd, °'GenerarpCbUc^Uti'Hties'’!"G?rserr“''*r' 

27873:280 247 Pi ch e : g0-il9 laJS?, BufaifaSsa ” 


--3412120390 Insp Rept 50-289/84-29 on 840907-1009 No violatlnne „ r e 
JinSIn^rr Actions on Jre'l^ISs Inlf 

Issocift.r /*''' training i, corrective actions 

w/procedure nonadherence problems 

eS/Il^L' Of Director. 

pp. 27873.284. 24X Fi che • 30-289, 84/12/05, 8412120388. 


°'*"Ri41olL^!II'l‘’ Ipplementing Procedures 1004 9. 

10?4 4 «G ni "rp”'" ^'tgencles." 1054.2, "Alari, " 

Fiche S0''289i 84/12/06, 8412120389. 


OperaUng'^Re^Lr^'B^aich i. ®%r'‘''27lo6°^6 ^24^^"'°^’ 
Fiche: 50-289, 84/12/06. 8412130107. 2/906.236. 24X 




8412180464 Rev 7 to Administrative Procedure 1051. 

Preparedness Drills. " euure luoi. Emergency 

Mcr Gr\Ki M A ^ - 


NELSON, M, A. , TOOLE. R J . Hiiuiri u rv ^ ^ . 

Service Corp. 84/12>06. 2pp 27964 aw pLh“i^*lll “ 

84/12/06.8412180464. ^^l. 24X Fiche: 50-289, 


^^huLTfic^":":; i4!Si4”e::esr!ijrr“"‘'°‘ 

aa.lg„.ents,ta:t .nalgsls”e%h"d‘s'Jp; ap'n^r^artr^a'nTiL^r 

HUKILL°H H'''''!**"'® *■ “"adiPS human factors program enci 

Op:ra'uig^““‘Je“s“Bra‘n:h' a' 'wj.' 84/12/14. 

Fi Che: 50-289, 84/12/14. 8412200381. 28020:259. 24X 


lEi" rSiT=:;si£»- “I 

* General Public Utilities - GPU support ctr. 

sainn- m ^ Service Corp. 84/12/14 

28108.131. 24X Fiche: 50-289, 84/12/14. 8412280141. 


59pp. 


8412280097 Temporary Change Notice 1-84-0275 for Rev 12 to Fm»^ 
PwsonrSi.'”"**"’ '■""ddhure 1004.4, "Callout ^/outg Rwi.: 

i4/S?ir''i7pp “'aSna 049“%«‘p“i“ ’ ‘=-"-p. 

i/pp. 28112.049. 24X Pi Che: 50-289. 84/12/24. 8412280097. 


G. Adjudicatory correspondence 


8412010031 Forwards util 8411 P 7 itt* c + ma.- x.l 

R.lat.d corr^pp^S^Jca " " “ '''-■“dtipn, Svc list end. 

o”ne?al‘'pL^Jic UtlHUer-“pu SerWc'' CHURCHILL, B. M. 

EDLES.O.J., JOHNSON, W.R., OOTCHY. R L ar"; ^46, 34/11/27. 

Appaal Panal. 4pp. 27704 045 247 m • r Licensing 

8412010031 ^ «i//O4.045. 24X Fiche: 50-289, 84/11/27. 




F.che 50-289, e4/il/ks41203o2S9. 27732:078. 247 




RRHiinuTrihj -r /% « rxexazeQ correspondence. 

iiKLiuCyH I ON fT.O Oenet'a! PnKi*<* 

B4/11/27. ,pp 27/32 082, 


a4!20306:r 


HAUSER. D B. General Public Utllltlf»c; non <= 

^TK:^:S., b4/.i« 

Ppnal. 32PP. 27704:06., E47>iche: ^SlIsIrBW^l^Sl 


8412010104 Reply to TMI Alert 841101 

directed certification due to lntf*ny , ^ denial for 

Diadamp 8. ASLB Senging ^pi^^^ted menu 

Silindg re Dieckamp cLrade^ Bradford 4 

F Shar"p,dma“ ='’■''1“ Corp, 

84/11/28, Atomi^ SafeiiJ^rnn'i 3-17, 

27709:225. 24XFich^^^S:|a?r^4:;;^/SI,‘S:i^SS^?i4^^"'‘' =''■ 


■■®''d?psl?Ln":r?rBra5fprrari ^t"‘ *“ ^dmit 

admitting d^pesrt^ar^^st Le prnr"'^ ““I »' 

^oNBproii. 

TROWSRIDGE, 0 F Sha"''^Plttm'iS'^ Service Corp, 

Atomic Safeig and dc^ns LTwd r' ? Trojtridge. S4/ll/Sa 
Fiche; 50-289, 84/11/28, 8412010104. 230. 241 


due to^faiiure of prefiling ^r H^Zn^C i ‘wi'.f 

Trowbridge’ g’e shaur^PitZil' Pdt**^&'T ” n'’^ service corp. 

Atomic Safetg and Llcensii^oZlrd t ’^'‘ombridge 84/11/00. 

Fiche: 50-2B7"s4/ll/28,S4l20101oS ®7709: 243. 241 


B412010160 Response to TMI Alprt 841110 4 .- « 

certification aoi n , ^ 041119 motion for directed 

NSC^Cemmlss loners BradZn'GtuiskrL^d 

Fiche: 50-289. 84/11/28, 8412010160 ‘^^711.241. 24X 


""iZoZoizzi: :: '- 

Christie Institute #434 Im sw?w|p^"'‘a''‘"‘- DORDSHDR.J. 

Fiche: 50-289, 84/11/29, 8 W 2 o?o 02 I 27709:151. 24X 


G4/^%3”'‘^' '^Thre^mie^lIland^AIert""?'"® '''"’'-'I Panel. »4B4 42i 

Fiche: 50-209, 8 wrS/S 3 . 84jlo«049 ' 247 


limitations in Jc™737 1,1 Zfro 73^1 
PLAINS, H W l ^ ^OCFRO. 735-41 , Served on 841203. 

GAMBLE, D H the General Counsel. #484 419. 84/12/03. 

Pir-h -in' '^^^iii^tion Not Assigned. 4pp 27746 356 24 X 

Fiche: 50-289.84/12/03.8412040176. -J 7 746. 356. 24X 


^"^interview^which'^fihrSutrf^K^^'’!! Herbein, Kemeny Commission 790719 

Mallg^arE^^Jih^i- ? ^ substituted for Joint 

Taoe^lsS D interview of o Miller on 790507, IE 

BLAKE E Shar®S?:?r^ Accountability Project. #484 4 30. 84/12/03 


^'^Deemon Commission to review Director's 

Decision expired. Commission declined review. 

841205. agency action on 841203, Served on 

84/12/^/‘ WEIsf^'f r the Commission. #484 446. 
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0412070328 Confirms response to 841203 General Counsel Itr re 
willingness to testify in proceedings re restart remand on 
mgt. Board lifted suspension of subpoena. Arrangements for 
hearing appearance should be made. Served on 841205. 

WOLFE- S. J. Atomic Safety and Licensing Board Panel. #484 480. 
84/12/04. GAMBLE, D. H. Defense Criminal Investigative Service. Ip. 
27824:119. 24X Fi ch e : 50-289, 84/12/04, 8412070328. 


8412070359 Forwards modified copy of D Gamble testimony re remanded 
Dieckamp issue. Impact of testimony will be evaluated after 
D Gamble appears & subj to cross-examination. W/o end. 

Related correspondence. 

FINKELSTEIN, L. R Regional Operations & Enforcement Division. #484 
4B5. 84/12/04. MQSEi EV, N. C. Institute of Nuclear Power Operations. 

Ip. 27820:274. 24X Fi c h e ; 50-289, 84/12/04, 8412070359, 


3412070335 Responds to 841204 reguest for assistance of Ofc of General 
Counsel in hearing before ASLB. Pr esenc e of counsel not 
necessary to protect govt in terests. Served on 841205. 

PLAINE, H. H. Office of the General Counsel. #484 479. 84/12/05. 

GAMBLE, D, H. Defense Criminal Investigative Service. Ip. 27824:141. 
24X Fiche: 50-289,84/12/05,8412070335. 


0412070345 Forwards J Lee 841130 Itr for svc on parties in TMI-1 
restart proc eed ing. Served on 841206. 

DAVIS, P.R. Commissioners. #484 494. 84/12/06. CLEMENTS, W. L. 

Docketing & Services Branch. Ip. 27819:261. 24X 

Fiche: 50-289. 84/12/06, 8412070345. 


— 8412070348 Reguests investigation re purchase of new steam generators & 
integrity of present steam generators. 

LEE. J. Affiliation Not Assigned. 84/11/30. ASSELSTINE, J. 
Commissioners. 2pp. 27819:262. 24X Fiche: 50-289, 84/12/06, 

8412070345, 


8412100526 Stipulation re admission into evidence of Pages 90-100 of 
RC Arnold 841004 deposition. Job titles of DH Reppert, 

SL Guibord S: WH Behrle at time work completed contained in 
800917 memorandum 1 isted. W/C ertif icate of Svc & svc list, 

BLAKE, E. L. General Public Utilities - GPU Service Corp. BLAKE, E. J. 
Shaw. Pittman, Potts & Trowbridge. #484 519. 84/12/06. 16pp. 

27849:004. 24X Fiche: 50-289, 84/12/06, 8412100526. 


8412110496 Opposition to licensee 841126 suggestion for ASLB 
witnesses. To allow adversary to present views would 
seriously prejudice rights of opposing parties. Certificate 
of Svc end. Related correspondence. 

JORDAN, W. S. Union of Concerned Scientists. JORDAN, W.S. Harmon, 

Weiss S< Jordan. #484 560. 84/12/10. 8pp. 27872:272. 24X 

Fiche: 50-289, 84/12/10, 8412110496. 


8412130446 Reguests investigation into agency harassment of TMI-Alert 
witness possible improper ex parte contacts between Ofc 
of General Counsel 8< NRC sta ff. Related correspondence. 

BERNABEI.L. Government Accountability Project. BERNABEI, L. Three 
Mile Island Alert. #484 574. 84/12/10. CONNELLY, S. Office of 

Inspector &! Auditor. 7pp. 27901:195. 24X Fiche; 50-289, 84/12/10, 

8412130446. 


8412180542 Forwards transcript of D Gamble testimony before ASLB on 
841206 & NC Moseley testimony on 841129. W/o enc Is. Related 
c orrespofidence. 

FINKELSTEIN, L, Hearing Branch 4. #484 665. 84/12/10. MOSELEY, N.C, 

Institute of Nuclear Power Operations. Ip. 28001:254. 24X 

Fiche: 50-289, 84/12/10, 8412180542. 


8412200005 Appeal from initial decision re steam generator repair due 
to ASLB narrowing scope of hearing by denying full hearing 
on safety issues. 

BRADFORD, L. Three Mile Island Alert. #484 695. 84/12/10. Atomic 

Safety and Licensing Board Panel. 16pp. 28022: 169. 24X 

Fiche: 50-289, 84/12/10, 8412200005. 


>8412200007 Motion to reopen record re steam generator repair due to 
applicant receiving new inf o. Certificate of Svc end. 

BRADFORD', L, Three Mile Island Alert. 84/12/14. lOpp. 28022:185. 
24X Fiche: 50-289, 84/12/10, 8412200005. 


B412170355 TMI Alert first listing of notifications for ASLB 5c parties 
re documents within joint mailgram exhibit stipulation for 
reply in finding* of fact 5< conclusions of law. Related 
correspondence, 

DORQSHOW, J. , BERNABEI, L. Three Mile Island Alert. DOROSHOW, J. 
Government Accountability Project. #484 647, 04/12/11, 7pp. 

27933*279. 24X Fiche; 50-289, B4/12/U, 8412170355. 


8412140170 Informs of postponement of Commission 841218 meeting re 
need for further hearings on TMI-1. Meeting will be 
rescheduled for early 1985. Served on 841212. 

CLEMENTS, W. L, Docketing 5< Services Branch. #484 603. 84/12/12. 

Office of the Executive Legal Director. Ip. 27919:358. 24X 

Fiche: 50-289, 84/12/12, 8412140190. 


8412190485 Forwards Certificate of Svc inadvertently omitted from 
841210 brief on appeal from initial decision in TMI-1 
steam generator repair ic support of motion to reopen record 
on basis of new info. 

BRADFORD, L. Three Mile Island Alert. #484 696. 84/12/14, 

EDLES.C.J. , GDTCHY. R.L. , JOHNSON, W. R. Atomic Safety and Licensing 
Appeal Panel. 4pp. 28016:047. 24X Fi che : 50-289, 84/ 12/ 14, 

8412190485. 


8412190257 Reguest for extension of time until 850114 to answer TMI 
Alert, Inc 841210 motion to reopen record to coincide w/due 
date for responsive appellate brief. Granted by ASLAB on 
841218. Served on 841218. 

CHURCHILL, B. W, Metropolitan Edison Co. CHURCHILL, B, W. Shaw, 
Pittman, Potts 5t Trowbridge. #484 685. 84/12/17. Atomic Safety 

and Licensing Appeal Panel. 2pp. 28009:084. 24X 

Fiche; 50-289, 84/12/17, 8412190257. 


8412190267 Forwards matls supplementing Newton Deposition Exhibit 7 re 
operator training, per discovery reguest. Svc list end. 

Related correspondence. 

BAUSER, D. B. Shaw, Pittman, Potts 6, Trowbridge. #484 681, 84/12/17. 

JORDAN, W. Harmon, Weiss 5, Jordan. 97pp. 28008:147. 24X 

Fiche; 50-289, 84/12/17, 8412190267. 


8412200010 Reguest for extension of time to 850114 to answer TMI Alert, 
Inc 841210 motion to reopen record. Extension date coincides 
w/due date for responsive appellate brief. Certificate of Svc 
end. 

CHURCHILL, B, W, General Public Utilities - GPU Service Corp. 
CHURCHILL, B. W. Shaw, Pittman, Potts S< Trowbridge. #484 701. 
84/12/17. Atomic Safety and Licensing Appeal Panel. 5pp. 
28021:271. 24X Fiche: 50-289, 84/12/17, 8412200010. 


8412310312 Advises that preliminary findings of Aamodt Study re cancer 
mortality rate near TMI should not be dismissed on basis 
that low radiation doses make increase in cancer mortalities 
untenab le. Served on 841228. 

MOLHDLT, B. Affiliation Not Assigned. #484 852. 84/12/17. 

CALDWELL, 0. Centers for Disease Control, Atlanta, GA. Ip. 
28121:361. 24X Fiche: 50-209, 84/12/17, 8412310312. 


8412200166 Reguests svc of end Itr re TMI-1 steam generator tube 
defects on parties to restart proceed ing. Served on 841220. 
AUSTIN, J, H. Commissioners. #484 713. 84/12/19. CLEMENTS, W. L. 

Docketing & Services Branch. Ip. 28022:229. 24X 

Fiche: 50-289, 84/12/19i 8412200166. 


■8412200169 Reguests responses to guestions re summary of 841129 weekly 
info rept (SECY 84-451) concerning TMI-1 steam generator 
tube defects. Generic implications of defect in other once- 
through steam generators of B&W designed plants reguested. 

ASSELSTINE, J. K. Commissioners. 84/12/19, DIRCKS, W. J. Office of 
the Executive Director for Operations. Ip, 23022:230. 24X 

Fiche: 50-289, 84/12/19, 8412200166. 


8412210263 TMI Alert second listing of ASLB notifications of documents 
contained in joint mailgram exhibit. Certificate of Svc end, 
BERNABEI, L., DOROSHOW, J. Three Mile Island Alert. BERNABEI.L. 
Government Accountability Project. #484 728. 84/12/19, 9pp. 

28034:345. 24X Fiche: 50-289, 84/12/19, 8412210263. 


8412210273 Forwards draft INPO accreditation team rept for TMI-1 
transmitted by 841213 Itr. Svc list end. Related 
correspondence, 

BAUSER, D. B. Shaw, Pittman, Potts $< Trowbridge. BAUSER, D.B. 
Metropolitan Edison Co. #484 721. 84/12/19. EDLES, G. J. , BUCK, J. H, , 

KOHL, C. N. Atomic Safety and Licensing Appeal Panel. 51pp. 

20034:245. 24X Fiche: 50-289, 84/12/19, 8412210273. 


8412310377 Motion to change UCS ?« TMI Alert lead intervenor status, UCS 
& TMI Alert unable to base lead intervenor status on listed 
issues. ASLB should handle lead intervenor issues as listed. 
Unexecuted stipulation & Certificate of Svc end. 

DOROSHOW, J. Three Mile Island Alert, DOROSHOW, J. Christie 
Institute, JORDAN, W. S. Union of Concerned Scientists. #484 834. 
84/12/19, Atomic Safety and Licensing Board Panel. Hpp. 
28122:181. 24X Fiche: 50-289. 84/12/19, 8412310377. 


8412240134 Order denying UCS 831212 petition to prevent operation until 
emergency feedwater flow Instrumentation reached accuracy of 
plus or minus 10%. Served on 841221. 

CHILK, S. J. Office of the Secretary of the Commission. #484 739. 
84/12/20. Union of Concerned Scientists. 7pp. 28042:009, 24X 

Fiche: 50-289, 84/12/20, 8412240134. 


8412310204 Motion for extension of time until 850115 to file motion for 
Commission reconsideration of Order CL 1-84-22, served on 
841213. 

AAMODT, M.M. Aamodts. #484 777. 84/12/20. PALLADINO, N. J. , 

ROBERTS, T. M. , ASSELSTINE, J. K. Commissioners. Ip. 28119:360. 24X 

Fiche: 50-289, 84/12/20, 0412310204, 
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8412310216 Third listing of Board notifications of documents contained 
in Joint Mailgran Eihitit 1(c) on which ASLB intends to rely 
in findings Svc list end Related correspondence. 

3ERNABEI,L . DOROSHOW, J Three Mile Island Alert BERNABEI,L. 
aovernraent Accountability Project. #484 784 84/12/20. 8pp. 

28119.349 24X Fiche- S0-2S9. 84/12/20, 8412310216. 


8412260434 Submits fourth listing of ASLB notifications re documents 
within joint raailgram exhibit stipulationi on which TMI Alert 
plans to reply in findings of fact & conclusions of law. 

Certificate of Svc end Related correspondence 
DCRQSHQW, j , BERNABEI,L. Three Mile Island Alert. BERNADEI,L. 
Government Accountability Project. #484 791. 84/12/21. 12pp. 

28064:219 24X Fiche: SO-289, 84/12/21, 8412260434. 


8412260467 Notification of intended refs to joint mailgram exhibit, 
based on TMI Alert 841219 filing of second listing of board 
notifications Certificate of Svc end. Related 
correspondence. 

LEWIS, D. R. General Public Utilities - GPU Service Corp. LEWIS, D.R 
Shaw, Pittman, Potts i Trowbridge. #434 780. 84/12/21. 5pp. 

28064:064, 24X Fiche; 50-289, 84/12/21, 8412260467. 


8412260109 FOIA request for all SER input, drafts of dirprfnr' 
decisions, telephone logs & technical analyses re ^ 

of UCS S401S0 lOCFRa.206 petition concernJng fa^nL 
emergency feedwater sys. ^ 

WEISS.E.R Union of Concerned Scientists, 84/05/0? ppi rm, . 

Roles and Records Ip. 28073- 218. 24X ^ 

Fiche: 50-289, 84/05/02, 8412260109 


Commission meetings since 830510 re TmI- 1 
to request for transcript of dosed meetin 
court rules on motion re disclosure 

Division of Rules and Records 
Philadelphia Inquirer, Ph i ladelph ia. PA 
Fiche. 50-289, 84/05/04, 8412120226 


for transcripts of cloisd 
restart. Response 
g deferred until 

84/05/04 BETJEN, J 
Ip. 27941 158. 24X 


- wii Li ac cor 


prior to, during or after 840320-21 audiroTelectrir^y 
equipment qualification files. electrical 

WEISS, E.R. Union of Concerned Scientists 84 / 05/14 ffi thm . 
Division Of Rules and Records. Ip. 279^2 • 176 2 !^' 

Fiche: 50-289,84/05/14,8412130514. “•^'^^‘=^• 1 / 6 . 24X 


Informs that R Lentz will be available in Harr isb urg, PA on 
850103 for testimony re portion of deposition offered as 
Licensee Mailgram Exhibit 4, Svc list end. Related 
corresp ondence. 

BLAKE, E.L. Shaw, Pittman, Potts & Trowbridge. BLAKE, E L 
#484 817. 84/12/26. SMITH, I. W. i 

OLFE. S. LINENBERGER, G Atomic Safety and Licensing Board Panel. 
4pp. 28107:274. 24X Fiche; 50-289. 84/12/26, 8412270536. 


8412120072 Fifth partial response to FOIA request for s i it cafnn t 

consideration qJ 

TMI -1 steam generator QL amend. Forward s documents 
app. Documents also available in PDR. listed m 

FELTON, J. M. License Fee Management Branch B4/06/mA nri 1 m 
^ Resource Servic^ 2 pp 2^940 271 P4?' 

Fiche-; 50-000, 84/06/06, 8412120072, 271. 24X 


H. General correspondence 

R«pon« t» 840724 Ur r. f.uiitg cleanup. Enforcement 
acdon may be taken in response to harassment for raising 
safety concern, per Suppl 5 to hRJREG-0680. 

Af?Jdldnn General Counsel. 84/11/20. PARKS, R. D. 

S4"2^e;i2U0?ll Fiche: 50-288. 

K. Utilit y Final S^ety Analysis Report (FSAR) & amends 

11 Of FSAR Update 3. Due 
certain errors, Chapter 11 update 
aUo^Mcl Update 3. List of effective pages 


P. 


documents !t correspondence 


iSSsV " 

27941.157, 24X Fiche: 50-289. 84/02/10, 8412120217. 

«.nd,Faruard. App““p»::ninU. I? r 

Nuci..;''i::fpr°:^5‘r2 R°r,”u“J:: s:Svi::"ipp 

Fiche: 50-289,84/05/02, 8412070477. 2’^®^7:219. 24X 

BLUMe.« OfJuref'th'T'’'’'''' ®3la0S r.,u«t, 

®'LJNSKY, ROBERTS Cda',s":”Je'°‘'Slpt ItS^T-s^ PALLADINO, 

Fiche; 50-289, 84/05/02, 8412070477. 27847.228. 24X 

^^ission CQmmitm”ts*trcSng?eSroJ‘*shoir^*''^"^ evidencing 

TMI-1 steam generator .o.nd.!’”'"' ’-.gulatlpn, 8. 

Offic; O®' thrE»c'uJ,'v‘'';.®""j;,=?“::"';^. 83/ia/i9, OLHSTEAD, W. 




^"iai^^SA au3u"pf “tPPorie. pf racprd. r. 

A : ^ electrical equipment qualification files 

PDR.RevLc^o^tSnuinr*' ® ““'"'"tP available in 

Fiche; 30-289. B4/0iF06. B412130520. 

“"T{a°RlJtl3S'Se; r?pr* ^ddl mfo re util nucl.ar technical 

floodinrfoi?™HXn a ^ intermediate tldg 

bld/lnfo h ^'"‘"Ater line break in intermediate 

<?-rn?r^ r e provided within 14 days. 

Fiche: S0-2B9, B4/0i/k 8412130520."'''^" ‘S‘- =« 

—0404180497 Forwards comments on results of 840320 & 21 audits of 

cintaii £"*!? qualification files. Files 

contain documentation that can be utilized bg util to 
equipment qualified ' ' 

INUUNAN, V. S. Equipment Qualification Branch 84 / 04/06 srni ? jf 

Operating Reactors Branch 4. 7pp, 279 SI 193 24X ^TOLl, J. f 

Fiche: 50-289, 84/06/06, 8412130520 

““^""enW^aroSaliflcatir^f? ?! electrical equipment 

intemristi f 1 1 e s. Li c ense e not properly 

interpreting & implementing I0CFR50, App B requirements 
" «vl5.d Of ohaerveiJon. 

Dlvlofn. ^'’^'""Fing. 84/04/25. EISENHUT.D.O 

si/OS^SLa^^llSSIa”- 24X Fiche: 50-289. 

"^''mpjf pMoC''ti“r!.^e*! ?!' ■committed to conduct intermediat, bll, 

submergence of Boston Insulated wire. 
bTOLZfJ, F. Operating Reactors Branch 4, 84/05/02 NOONAN, V 

ZlX^N D Sys^^' Branch. 

-,Av r -4 . Procedures & Systems Review Branch 

24X Fiche: 50-289,84/06/06, 8412130520. 


2pp. 27922:205. 


facility be selected for equipment 
t^ould focus on resolution 

ooeiatloi deficiencies, justifications for continued 
operation & compliance w/lOCFRSO 49 

VOLLMEi'^R®,. ORAlification Branch. 84/02/14. 

VOLLMER.R.H. Division of Engineering. Ip. 27922- ISO 24X 

Fiche: 50-289, 84/06/06, 8412130520. luu. 

response to FOIA request for six categories of 

OL LIL dE generator 

FFiJ^M .‘S listed in app available in PDR. 

Nuclear Records. 84/06/19. BELL, N. 
NUCiear Information i< Resource Service. 2 pd 27940- 261 24 X 

Fiche: 50-289, 04/06/19, 8412120172. ci/940.261. 24X 
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B412260111 Futher response to FDIA request for all SER input & drafts 
of director's decisions re resolution of UCS Q40120 
10CFR2. 206 petition concerning facility emergency feedwater 
sy s. Doc uments in Apps A» B & C in PDR, 

FELTOIMiJ.M Division of Rules and Records. 84/07/27. WEISS, E.R. 
Union of Concerned Scientists. 4pp. 28073:219. 24X 

Fiche; 50-289, 84/07/27, 8412260111. 


— 0404100067 Forwards SER addressing seismic capability of emergency 
feedwater sys questions raised by 840120 UCS 2.206 petition, 
per r eques t. Cone ludes that emergency feedwater sys can 
withstand SSE & perform intended safety function. 

niRAOLIA, F, J. Assistant Director for Safety Assessment. 84/03/15 
LAINAS, G. C. Assistant Director for Operating Reactors. Ip. 
28073:223, 24X Fich e; 50-289, 84/07/27, 84122601 1 1 . 


— 0412260117 Safety evaluation concluding that reasonable assurance 
exists that emergency feedwater sys can withstand SSE 
perform intended function. 

# NRC - No Detailed Affiliation Given. 84/03/15. 8pp. 
28073:224. 24X Fiche: 50-289, 84/07/27, 84122601 11 . 


84101503 1 0 Advises of Director, NRR decision resolving remaining issues 
raised by UCS 2.206 petition re environ qua 1 i f icat i on of 
emergency feedwater sys. Decision concludes sys qualified. 

Relief requested denied. 

D1RCKS,W, J. Office of the Executive Director for Operations. 
SECY-B4-378. 84/09/26. 78pp, 27870:109. 24X Fiche: 50-289, 

B4/09/26, 8410150310. 


8412070026 Summary of 841030 meeting w/util in Be th es da, HD re error 
analysis of subcooling margin meter, Transcr ip t & viewgraphs 
enc 1 . 

KADAMBI, N. P. Operating Reactors Branch 4. 84/11/08. Operating 

Reactors Branch 4. 2pp. 27843:151. 24X Fi c he : 50-289, 84/ 1 1/OB. 

0412070026. 


— 0412070032 Transcript of 841030 meeting w/util in Bethesda,MD re error 
analysis of subcooling margin meter. Pp 1-91, Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/10/30. 108pp. 

27843:153. 24X Fiche: 50-289, 84/1 1/08, 8412070026. 


8412060633 Advises that reaffirmation of compliance w/10CFR5O. 49 
considered to be prerequisite for operation, re 841109 
commitment. Comp let ion of environ qualif ication review on 
expedited basis noted, per Director's Decision DD-S4-22. 

EIBENHUT. D. G. Division of Licensing. 84/11/20. HUKILL, H. D. 
General Public Utilities - GPU Service Corp, 5pp. 27831:324. 24X 

Fiche: 50-289, 84/11/20, 8412060633. 


8412060671 Informs that post-accident sampling sys meets NUREO-0737, 
Action Item II. B. 3 criteria & acceptable. 

STOLZ, U. F, Operating Reactors Branch 4. 84/11/20. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 5pp. 27831:267. 24X 

Fiche-: 50-289, 84/11/20, 8412060671. 


8412010168 Forwards 841006-07 S< 1103 Itrs from JI Frabrikant & M 
Eisenbud commenting on 840815 Beyea rept, "Review of Dose 
Assessments at TMI it Recommendations for Future Research. " 

Careful study by NRC suggested. 

CLARK, P.R. General Public Utilities - GPU Service Corp. 84/11/21. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Blpp. 
27711:146. 24X Fiche: 50-289, 84/11/21, 8412010168. 


8412030222 Staff requirements memo re af f irmatlon, d iscuss ion & vote in 
Wash ing ton, DC on SECY-84-415, "UCS Proposed Correction 
Concerning Status on Mgt Issues in TMl-1 Restart 
Proceeding. " 

CHILK, B. J. Office of the Secretary of the Commission. 84/11/26. 
PLAINS, H. H. Office of the General Counsel. Ip. 27742:086. 24X 

Fiche-: 50-289, 84/11/26, 8412030222. 


0412050542 Submits equipment qualif ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fich e: 50-000, 84/1 1 /26, 8412050542. 


8412040072 Forwards summary description of temp saturation margin 
monitoring & alarm capability addl info re error analysis 
of subcooling margin indication. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/11/30. 
STOLZ, J. F. Operating Reactors Branch 4. 20pp. 27750:190 . 24X 

Fiche: 50-289, 84/1 1/30, 8412040072. 


8412270263 Forwards request for addl info to complete review of Items 
4.2.1 15< 4.2,2 re periodic maint program for reactor trip 
breakers, of Generic Ltr 83-28. Response requested by 850115. 

STOLZ, J.F, Operating Reactors Branch 4. 84/12/04. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 7pp. 28117:352. 24X 

Fiche-: 50-289, 84/12/04, 8412270263. 


8412270516 Requests summary rept after first cycle of operation, 
containing actual number of h of purging per Tech Spec 
3. 6. 9. analysis of purging benefits & action taken to 
minimize personnel entries. 

STOLZ, J.F Operating Reactors Branch 4. 84/12/05. HUKILL, H.D. 

General Public Utilities - GPU Service Corp. 4pp. 28107.325. 24X 

Fiche 50-289, 84/12/05, 8412270516, 


0412310416 Summary of 840308 meeting w/B?^W Owners Group re application 
of leak-before-break concepts to B&W plants. Attendance list, 
viewgraphs «< addl info end. 

KADAMBI.N. P Operating Reactors Branch 4. 84/12/11, Operating 

Reactors Branch 4. 53pp. 28152:263. 24X Fi c h e : 50-000, 84/ 12/1 1 , 

0412310416 


8412180126 Forwards correction to 831108 response to Item 4.4 of 
Generic Ltr 83-28, "Required Actions Based on Generic 
Implications of Salem ATWS Events. " Maint & test procedures 
applied to diverse trip as important to safety. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/12/13. 
EISENHUT, D. G. Division of Licensing. 2pp. 27960:357. 24X 

Fiche: 50-289, 84/12/13, 8412180126, 


8412310415 Forwards list of open items for plants required to complete 
75*,i of open items (as of 840701) by 850701, Safety 
evaluations for subj plants should be considered priority 
i terns. Concurrence w/open items requested, 

EISENHUT. D. G. Division of Licensing, 84/12/18. SPEIS, T. P. 

Division of Safety Technology. 44pp. 28152:217. 24X 

Fiche: 50-000. 84/12/18, 8412310415. 


8412280112 Forwards Page 6-21 to 840924 Tech Spec Change Request 140 
clarifying radiological controls in high radiation areas in 
Spec 6. 12. 1. a. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/12/21, 

STOLZ, J. F. Operating Reactors Branch 4. Ip. 28111:001. 24X 

Fiche-: 50-289, 84/12/21, 84122801 12. 


— 8412280117 Suppl to Tech Spec Change Request 140 re radiation 
protection program, high radiation area & process control 
program. 

« General Public Utilities - GPU Service Corp. 84/12/21, Ip. 
28111:002. 24X Fiche: 50-289,84/12/21,0412200112. 


Q. Inspection reports, IE Bulletins correspondence 


8412130520 Responds to FDIA request for two categories of records re 
Mar 1984 audit of electrical equipment qual if ication files. 
Forwards App A documents, App A & B documents available in 
PDR. Review continuing. 

FELTON, J. M. Division of Rules and Records, 84/06/06. WEISS, E.R. 
Union of Concerned Scientists. 3pp. 27922:177. 24X 

Fiche-: 50-289, 84/06/06, 8412130520. 


— 8412130536 Forwards NRR SALP input for period Oct 1982 - Jan 1984, 
VAN VLIET, J. Operating Reactors Branch 4. 84/04/04. CONNER, E. 

Region 1, Office of Director. 7pp. 27922:186, 24X 

Fiche: 50-289, 84/06/06, 8412130520. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Bve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1 /19, 8411 150064. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers," Sve list end, 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27007:179. 24X Piche: 50-000, 84/11/27, 8411210360. 


8412010031 Forwards util 841127 ltr stating that Tech Spec eddy current 
insp of steam generator tubes indicates potential defects in 
tubes Ik tubes require addl insp Ik evaluation. Sve list end. 

Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts & Trowbridge. CHURCHILL, B, W. 
General Public Utilities - GPU Service Corp. #484 346. 84/11/27, 

EDLES, G. J. , JOHNSON, W. R. , OOTCHY, R. L. Atomic Safety and Licensing 
Appeal Panel. 4pp. 27704:045. 24X Fiche : 50-289, 84/ 1 1 /27, 

8412010031. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SBpp. 27967:086. 24X FI ch e : 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys Ik Nonsaf ety-Related Equipment. " 

Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 0411280370. 
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8412120293 Responds to IE Bulletin S4-03 re refueling cavity mater seal 
failures. No new action to further mitigate potential or 
consequences of seal failure needed. Adequate design features 
it administrative controls exist at facility. 

HUKILLi H, D, General Public Utilities - GPU Service Corp. 84/11/30. 
HURLEY. T. E. Region 1, Office of Director Bpp. 27885:001 24J( 

Fiche; 50-289. 84/11/30, 8412120293. 


B412140193 Board Notification B4-183- formards R Starostecki 841115 memo 
re Region I review of RCS leak verification test results. 

Leak rate falsification one issue before ASLB. Util current 
RCS leak rate determination acceptable 

E I SENHUTi D, G. Division of Licensing. 84/11/30. PALLADINO. ROBERTS. 
ASSELSTINE Commissioners. 2pp. 27958:121. 24X 

Fiche: 50-289, 84/11/30. 8412140193. 


— 8412140198 Forwards Insp Rept 50-2B9/B4-18 re restart test program, 
including review of RCS leak verification test results. 

Current leak rate surveillance ac cep tab 1 e. W/o end 

STAROSTECKI, R. Division of Project Sc Resident Programs. 84/11/15 
EISENHUT. D. G. Division of Licensing. Ip. 27958:123, 24X 

Fiche: 50-289. 84/11/30, 8412140193, 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency! Preparedness 8< Engineering 
Response (Post 830103>. 84/12/03. Consolidated Edison Co. of New 

York, Inc. I17pp, 27965:340. 24X Fiche: 50-000. 84/12/03, 8412030021. 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Responao (Post 830103). 84/12/03 Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000. 84/12/03, S41203002B. 


8412120360 Responds to NRC Itr re violations noted in Insp Rept 
50-209/84-24, Corrective actions: Rev 16 to Maint Procedure 
1407—1, "Unit I General Corrective Maint." revised to 
correct inadequacies. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/12/05. 

MURLEY, T. E. Region 1, Office of Director. 3pp. 27873:323. 24X 

Fiche: 50-209. 84/12/05, 8412120360. 


8412120388 Forwards Insp Rept 50-289/84-29 on 840907-1009, No 
nancamp 1 ianc e noted. Proposed Tech Spec changes to reflect 
actual composition of site fire brigade or separate unit 
brigades r equested. 

OREENMAN. E. G. Division of Project it Resident Programs. 84/12/05. 
HUKILL, H.D. General Public Utilities - GPU Service Corp. 4pp. 
27873:280. 24X FI ch e : 50-289, 84/ 1 2/05, 8412120380. 


— 0412120390 Insp Rept 50-209/84-29 on 840907-1009. No violations noted. 
Major areas inspected : 1 i censee actions on previous insp 
findings re fire brigade training «< corrective actions 
associated u/procedure nonadherence problems. 

CONTE, R.f BAUNACK, W. , KOTTAN, J. Region 1, Office of Director. 
84/11/26. 12pp. 27873:284. 24X Fiche: 50-289. 84/12/05. 84121203BS. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsenaitizsd 316 Stainless Steel, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York. Inc 118pp. 27966:3-32. 24X Fi che : 50-000, 84/12/07. 8412050001 . 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qual 1 f i ca ti on of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103), 84/12/07, Consolidated Edison Co. of New 

York, Inc 114pp. 27966:215. 24X Fiche : 50-000. 84/12/07, 8412050090, 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/12/10. Consolidated Edison Co. of New 

York, Inc 116pp. 28032:130. 24X Fiche: 50-000, 84/12/ 10, 8412060594, 


8412180378 Forwards Insp Rept 50-289/84-35 on 841107-09, No violations 
noted. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/12/12. 

HUKILL, H. D. General Public Utilities - GPU Service Corp, 4pp. 

28000: 089. 24X Fiche: 50-289. 84/12/12, 8412180373. 


0412180385 Insp Rept 50-289/84-35 on 841107-09. No violations noted. 

Major areas inspected : actions & status re open items 
Identified in previous insps. 

WHITE, J R. I SHANBAKY, M. M. Region 1. Office of Director. 84/12/10. 
4pp 28000:093. 24X Fiche: 50-289, 84/12/12, 8412180378. 


8412190138 Forwards Insp Repts 50-289/84-36 it 50-320/84—22 on 
841105-09, No violation noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/13. 

HUKILL, H. D, General Public Utilities - GPU Service Corp. 4pp. 

28009:351. 24X Fiche: 50-289, 84/12/13. 8412190138. 


— 0412190143 Insp Repts 50-289/84-36 & 50-320/84-22 on 841105-09, Nc 
n oncomp 1 ianc e noted Major areas i nspec ted : op erat i ona 1 
radiological environ monitoring program. i ncl ud ing mgt 
controls it QA of analytical measurements 

STRUCKMEYER, R. , WEADOCK, A. A. . SHANBAKY, M M. Region 1, Office cf 
Director 84/12/06 6pp. 28009:355. 24X Fiche: 50-289. 84/12/13 

8412190138. 


8412120541 IE Info Notice 04-92. "Cracking of Flywheels on Cummins Fn 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of Ni, 

York. Inc. 119pp. 28123:131. 24X Fi che • 50-000. 04/12/ 17, 04121 2034' 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co, of h*' 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000 , 84/12/17, 041212034: 


R, Periodic operating reports it related correspondence 


8412120119 Monthly operating rept for Oct 1984. W/e41H5 Itr. 

SMYTH, C.W., HUKILL, H.D. General Public Utilities - GPU Service Cofj 
84/10/31. MCDONALD. W. C. Office of Resource Management, Director 
MCDONALD, W. C. Record Services Branch (Document Control Desk), 7pp 
27910:323. 24X Fiche: 50-209, 84/10/31, 84121201 19. 


8412010117 Forwards "TMI Aquatic Study Monthly Rept for Oct 19B4. " 
RESSLER. W C. General Public Utilities - GPU Service Corp, 84/11/5- 
HICKEY. C. NRC ~ No Detailed Affiliation Given. Ip. 27710:204. 
24X Fiche: 50-289. 84/1 1/27, 84120101 17 


— 8412010120 "TMI Aquatic Study Monthly Rept for Oct 1984. " 

* EA Engineering, Science tk Technology, Inc. 84/10/31. I2pp. 
27710:285. 24X Fiche: 50-289. 84/1 1/27, 84120101 17. 


8412200185 Monthly operating rept for Nov 1904. W/841218 Itr. 

SMYTH, C.W.. HUKILL, H.D. General Public Utilities - GPU Service Cor; 

84/11/30. MCDONALD, W. C. Office of Resource Management. Director 
6pp. 28128:229. 24X Fiche: 50-289. 84/1 1/30. 8412280185. 


S, Reportable occurrences. LERs fk related correspondence 


8412110273 LER B4-0O3-0l:on 040702. fire area identified w/o fire 
barrier penetration seals. Caused by Inadequate supervision 
of workers installing seals. Procedure revised. W/B41 130 Itr. 

OTTO. S, M. . HUKILL. H. D. General Public Utilities - GPU Service Corp 
84/11/30. 6pp. 27892:357. 24X Fiche: 50-289, 84/1 1/30, 8412110273 


8412280308 LER 84-007-00: on 841 1 16, once-through steam generator A tit* 
identified as defective during eddy current testing. Cause 
not f inalized. Defective tubes removed from svc. 

W/841217 Itr 

OTTO. S. , HUKILL, H.D. General Public Utilities - GPU Service Carp 
84/12/17. 5pp. 28124:163. 24X Fiche: 50-289. 84/12/17, 8412200308 


T, Hearing transcripts on non-antitrust matters 


8412120224 FOIA request for transcripts of all NRC closed meeting* 
since 830510 re restart of TMI-1 . Spec i f ica 1 1 y requests 
transcripts of 840124 St 26 meetings. 

DETJEN, J. , FITZGERALD, S. Philadelphia Inquirer. Philadelphia, PA 
84/02/10. FELTON. J. M. Division of Rules and Records, Ip, 
27943:251. 24X Fiche: 50-289, 84/02/10, 8412120224. 


8412070026 Summary of 841030 meeting w/util in Bethesda.MD tb «rror 
analysis of subcooling margin meter. Transcript 8* viewgraphs 
end. 

KADAMBI.N. P. Operating Reactors Branch 4. 84/11/08. Operating 

Reactors Branch 4. 2pp. 27843:151. 24X Fiche: 50-289, 04/11/08. 

84 1 2070026, 


—8412070032 Transcript of 841030 meeting w/utiX in Bethesda.MD re tn 
analysis of subcooling margin meter. Pp 1-91. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/10/30. 108pp. 

27843:153. 24X Fiche: 50-289. 84/11/08, 8412070026. 


0412030003 Transcript of 841127 hearing in Harr i sburg. PA re restart 
remand on mgt. Pp 29.225-29,435. 

# Atomic Safety and Licensing Board Panel 84/11/27. 20pp. 

27727:283. 24X Fiche: 50-289. 84/1 1/27, 8412030003. 
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12030609 Notification of intended joint mailgram exhibit refs & 
deposition stipulations re pressure spike indication. 

Related correspondence. 

QLAKEi E L. General Public Utilities - GPU Service Corp. BLAKEi E. L. 
Shau< Pittmani Potts 8< Trowbridge. #484 413. 84/11/27. Atomic 

Safety and Licensing Board Panel. 4pp, 27732:078. 24X 

Fiche: 30-289, 84/11/27. 8412030609. 


8412030615 Testimony of TG Broughton re incore thermocouple readings. 
Certificate of Svc end. Related correspondence. 

BROUGHTON, T G. General Public Utilities - GPU Service Corp 
84/11/27 9pp. 27/32:082. 24X Fiche; 50-289. 84/11/27. 8412030609. 


8412200017 Forwards JJ Regan surrebuttal testimony in response to 
rebuttal testimony by reconstituted operator accelerated 
retraining program committee Related correspondence. 

JORDAN. W. S. Harmon. Weiss & Jordan. #484 699. 84/12/17. 

SMITH. I, W., WOLFE, S.J.. L INENDERGER. G, Atomic Safety and Licensing 
Board Panel. Ip. 2B021 • 276 24X Fiche; 50-289, 04/12/17, 8412200017, 


6412200020 Surrebuttal testimony of JJ Regan re aspects of industrial 
training programs at facility Certificate of Svc & svc list 
end. Related correspondence. 

REGAN, J J. Affiliation Not Assigned 84/12/17. 13 pp 28021:277, 
24X Fiche: 50-289. 84/12/17, 8412200017. 


12010151 Forwards licensee rebuttal testimony of reconstituted OARP 
committee S. rebuttal testimony of RA Knief BP Leonard. 

Documents responsive to prefiled te stimony. Cert i f i cate of 
Svc end. Related correspondence. 

BAUSER. D. B. Shaw, Pittman, Potts & Trowbridge. BAUSER, D. B. General 

Public Utilities - GPU Service Corp. #484 356. 84/11/28. 

SMITH.I.W, . WOLFE, S. J. . LINENBERGER, G. Atomic Safety and Licensing 
Board Panel. 4pp, 27711:012. 24X Fi c he : 50-289. 84/1 1 /2a, 84120101 51 


0412010153 Rebuttal testimony of reconstituted OARP committee re 
restart mgt remand Related correspondence. 

* Atomic Safety and Licensing Board Panel. 84/11/28. 18pp. 

27711:016. 24X Fi ch e : 50-289. 84/ 1 1 /2a. 84120101 51 , 


8412010157 Rebuttal testimony of RA Knief & BP Leonard re restart mgt 
remand. Re lated correspondence. 

Atomic Safety and Licensing Board Panel. 84/11/20. 23pp. 

27711:034. 24X Fiche: 50-287. 84/1 1/28. 8412010151. 


B412210095 Transcript of 841219 hearing in Bethesda, MD. Pp 31,721- 
31, 901. Supporting documentation end. 

# Atomic Safety and Licensing Board Panel. 84/12/19. 360pp. 

28036:215. 24X Fiche: 50-289. 84/12/19. 8412210095. 


8412240102 Transcript of 841220 hearing in Bethes da, MD. Pp 31,902- 
32, 090. 

* Atomic Safety and Licensing Board Panel. 84/12/20. lB2pp. 
28042:036. 24X Fiche: 50-289. 84/12/20, 8412240102. 


B412260219 Transcript of 841221 hearing on restart remand on mgt in 
Bethesda, MD. Pp 32,091-32,191. 

» Atomic Safety and Licensing Board Panel. 84/12/21. 103pp. 

28055:320. 24X Fic he : 50-289. 84/12/21 , 8412260219. 


U Congressional/Executive Correspondence 


12060285 Transcript of 841128 hearing in Harr i sbur g . PA. Pp 29,436- 
29. 703 

* Atomic Safety and Licensing Board Panel. 84/11/28. 267pp. 

27793:008. 24X Fi ch e : 50-289. 84/ 1 1 /2S. 8412060285. 


12170142 Transcript of 841129 hearing in Harr i sb urg , PA. 

Pp 29,704-29,978. 

* Atomic Safety and Licensing Board Panel. 84/11/29. 300pp, 

27935:208. 24X Fi ch e : 50-289. 84/1 1 /29, 8412170142. 


12060363 Transcript of 041130 hearing in Harr i sburg . PA. 

Pp 29, 979-30, 108. 

# Atomic Safety and Licensing Board Panel. 84/11/30. 129pp. 

27785:054. 24X Fiche: 50-289. 84/11/30, 8412060363, 


12060032 Testimony of DH Gamble modifying prefiled 841101 testimony, 
addressing deficiencies in NRC investigation into info flow 
during TMI-2 accident. Svc list end. Related correspondence. 

GAMBLE. D, H Three Mile Island Alert. #484 470. 84/12/04. 6epp. 

27789:226. 24X Fiche: 50-289, 84/12/04, 8412060032. 


12100152 Transcript of 841205 hearing in Harr isburg, PA. Pp 30.109- 
30, 347. 

«■ Atomic Safety and Licensing Board Panel. 84/12/05. 242pp. 

27833:255. 24X Fiche: 50-289. 84/12/05. 8412100152. 


12120003 Transcript of 841207 hearing in Harrisburg. PA re Ofc of 
Inspector- & Auditor rept. “IE Inspectors Alleged Failure to 
Rept Info. '■ concerning hydrogen explosion at TMI-2 on 
790328. Pp 30. 588-30. 824. 

* Atomic Safety and Licensing Board Panel. 84/12/07. 251pp. 

27889:270. 24X Fiche: 50-209, 84/12/07. 8412120003. 


12170281 Transcript of 841211 hearing in Harrisburg, PA. Pp 30,825- 
31, 045. 

» Atomic Safety and Licensing Board Panel. 84/12/11. 223pp. 

27930:331. 24X Fiche: 50-289, 84/12/1 1. 8412170281. 


12170041 Transcript of 841212 hearing in Harrisburg, PA re joint 
mailgram exhibit. Pp 31,046-31,304. 

■if- Atomic Safety and Licensing Board Panel. 84/12/12. 267pp. 

27934:295. 24X Fiche: 50-289, 84/12/12, 8412170041. 


12180585 Transcript of 841213 hearing in Harr i sb urg , PA. 

Pp 31, 305-31, 583. Supporting documentation end. 

if- Atomic Safety and Licensing Board Panel. 84/12/13. 2S7pp. 

28002:005. 24X Fiche: 50-289. 84/12/13, 8412180585. 


1219026S Transcript of 041214 hearing in Harrisburg. PA re TMI Alert 
Exhibit 32-C, consisting of point book. Pp 31,584-31,720. 

Supporting documentation end. 

if- Atomic Safety and Licensing Board Panel, 84/12/14. 188pp. 

28008:249, 24X Fiche: 50-289. 84/12/14. 8412190265. 


8412110426 Responds to 840310 Itr expressing concerns re possible 
restart prior to completion of administrative hearings it 
urging Commission to hold complete necessary hearings 
within 60 to 90 days. 

PALLADINO, N. J. Commissioners. 84/11/19. SPECTER, A. Senate. 4pp. 
27896:322 24X Fiche : 50-289. 84/1 1 /19, 84121 10426. 


■-8412110427 Forwards updated chronology reflecting mgt proceeding 
changes since Nov 1983, as requested. 

ZERBE, J. E. Office of Policy Evaluations. 84/09/04. ZECH 
Commissioners. 5pp, 27896:336. 24X Fiche: 50-209, 84/1 1 / 1 9. 

8412110426. 


— 8412110430 Urges Commission to conduct hearings 5, resolve all 
outstanding issues on TMI incident within 60-90 days. 

SPECTER, A. Senate. 84/08/10. PALLADINO, N. J. . ROBERTS, T. M. . 
AS9ELSTINE, J, K. Commissioners. 5pp. 27896:341, 24X 

Fiche: 50-289, 84/11/19, 8412110426 


“—8412110433 Expresses belief that record must be reopened to review 
issues hearing upon mgt competence S, integrity S< reactor 
operator cheating on exams. Evidentiary hearings must be held 
before restart considered, 

SPECTER. A. Senate, 83/07/29. PALLADINO. N. J. Commissioners. 
2pp. 27896:342, 24X Fiche: 50-289, 84/1 1/19. 84121 10426. 


— 8412110435 Renews request that public hearings on mgt competence 
reopened in light of Ofc of Investigations 030913 charge 
that proper procedures circumvented re cleanup of Unit 2 & 
continuing ambiguities in Commission position. 

SPECTER. A. Senate. 83/11/17. PALLADINO. N. J. Commissioners, Ip. 
27896:344. 24X Fiche: 50-289. 84/11/19. 8412110426. 


— 8412110437 Informs that only evidentiary hearings can resolve 
doubts surrounding mgt competence 8t integrity. Hearings 
must be held promptly before decision on restart considered. 
SPECTER. A. Senate, 83/12/08. PALLADINO. N, J. Commissioners. Ip. 
27096:345, 24X Fiche; 30-289. 84/11/19, 8412110426. 


V. Operator Examinations 


8412100051 Forwards Rev 0-00 to licensed operator requalification 
program Procedure lOOO-POL-1210. 02, “GPU Nuclear Records 
Retention Policy. “ in response to NRC 841019 evaluation, 

HUKILL, H, D. General Public Utilities - GPU Service Corp. 84/12/03. 
STOLZ. J. F. Operating Reactors Branch 4. Ip. 27835:060. 24X 

Fiche: 50-289, 84/12/03, 8412100051. 


— 8412100054 Rev 0-00 to Procedure lOOO-POL-1210. 02, "GPU Nuclear Records 
Retention Policy, " 

* General Public Utilities - GPU Service Corp. 84/08/29. 34pp. 

27835:061. 24X Fi c h e ; 30-289. 04/ 12/03. 8412100051. 


8412190267 Forwards inatls supplementing Newton Deposition Exhibit 7 re 
operator training, per discovery request. Svc list end. 

Related correspondence, 

BAUSER. D, B, Shaw. Pittman. Potts Jk Trowbridge, #484 681. 84/12/17. 

JORDAN. W. Harmon. Weiss Jordan. 97pp. 28008:147. 24X 
Fiche-: 50-289, 84/12/17. 8412190267. 
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docketed items 


S412310004 Submits info 

U4/12/21, 8412310004. 28120.097 24X 

;---~---~!-~i!:?!il'^I^CL6Afi pouer station, unit 1 

6^12120438, "P"- 2^674:134. 24.%^! I , 

S4l‘a°?004a °" '^‘’' ®'‘’''"=^”3-302"‘"'2?X PiciJi'sf, ^lARRINeTON.W.D 

" ® ■ ^0-293, 84/ 1 1 /27, 

3412170044 Amend 34 to i • 

®PPPP P- Hal0„ 

27^73:310°^ 24X ^Fich^®5D om^Sjrec t^r ‘“'84"^® DPR-35. 

Fxche, 50-293, 34/11/27, SAr^I^oo^ '"27. 2pp. 

3412170481 Forwards nof,- 

VASSALLO. D B ^^ions from lOCFRSo ‘^JP^®'"®ntBd fay 

HARR?N0?ii2;®- “Pr*J‘"= '"“‘"■■• Branch? ” P!5“* PP«.Pn L. 

^Ich 4 : 30 - 2 , 3 : 84 /U/" 7 ,°e 4 fa;;^ 4 "B?.°' "''' 2 ”^ 0 : OSs""' jax 

—■8412170484 Notice of ,ir,. ■ 

impact re 830512 mn assessment & finding 

>oipRVAprr"‘""‘ 

37,,0:323. =" >?a"e,'^-2^3,’’825n^|^ri412?5^J”: ®‘'''“''2^- 

B4iaai0034 Fop«,ard. Saf— - 

notice of vioUti-- '•’"“''“p Insp Rapt 50-a93/B4 o= 

H 4 Rn‘S.'rr“^''i ‘° NB? ^ 


HAR%,‘S,'r?="£ . ‘° N6C-S3033“5^ 


84/11/27. 


— 8412210037 Notie-- ■ 

•X'^o^r j‘r°V’’°"’ °" p-t‘nuv 

FI cfje: 50-293, 34 / 1 f 84/11/27 t 

«^V3, 84/11/27.8412210034. 3pp. 28051 ; 240. 24X 

— 3412210040 Safeouard, r 

dJn^Ap'^u*;" 10CFR7i|J,"“ Betaile p.J ""afl 

^£4— Of 

f^iche: 50-293. 84/11/27. 

martin, T.T. ° P 10CPR50. 54 ( p 1 

HARRInston.w d o^",."’' ^nsineepins & Technira, „ 

Fiona: 50 -a, 3 , 84 / 11 / 30 , 3 pp. a/lw: 


84 1 2190065 Confirms 841204 toi 

r..‘._;®’'“l Sanaral EI.rt-,. - 


BITTCT^d'''*,''"*'’**'’'*- 
Noclaar ReactoTRijulIt^'^^^ ^’^la/lO 
Flex... 50-a,3, s;/?a?rirs‘«2;,S‘,l“- ‘P- 


permission to 


J__ in Puran„_4_ , noepol t4_ . „ poapa t. OP 

0412110196 ForiuAt^Hc 

szB'i 

FI c':.‘ 3S.2^5, 84/i%03|-s$°Snoi = - T'1?B56- Sol.‘“ ‘aSl 

8412270316 Forwards Fneinx, 

Director for State'^&^*”"^"' ^^7i2/2l SALT2MAW 

FlcXa:50-a,3,a:^fS/3^^‘'"|-3JP^no^e, 5pp. S: 
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- 

8412050542 Suhm, *. 

sa-j"'"-.-'" S."”™ -"■ ••■ ■■ 

8412170043 Forui^x..<= a 

Amend re«/iseci t 84 to License np»-T«i a. 

-o®.”" ^oe op?p%^e:r:p1,ri^“‘'“" 


8412170044 Amend 84 to i ^ 

27973.304. 24X f^i^he- 50-293.‘'84/ll/J7"84i2i7o^^ 

— 8412170048 Safetu 
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28010: 361. 
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24 X 


8412170450 Ack • a. 
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: 50-293. 84/11/29. 8412170450 
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8412170502 Informs that request to withhold NEDa-30730-P. "Pilgrim 
Nuclear Power Station Recirculation Nozzle Repair Program 6« 
Hydrogen Water Chemistry Matls Qual i f i cat i oni " from public 
disclosure per 10CFR2 790 approved 

V-i^ASSALLOi D. B Operating Reactors Branch 2 84/12/03 

HARRINGTON. W D Boston Edison Co 3pp. 27970:314. 24X 

Fiche: 50-293. 84/12/03, 8412170502. 


8412120348 Responds to Generic Ltr 84-09 re recombiner capability 
r equiremsnts. Hydrogen recombiners not required for facility 
since purge/repressurization not relied upon as primary 
means of hydrogen control. 

HARRINGTON, W D. Boston Edison Co. 84/12/06 EISENHUT. D. G. 
Division of Licensing. 2pp. 27886:355. 24X Fi c h e : 50-293, 84/12/06. 

8412120348. 


8412200213 Application for amend to License DPR-35, consisting of 
Proposed Change 84-14 to modify Tech Spec primary 
containment oxygen concentration to conform w/ 
recommendations of Generic Ltr 84-09. 

HARRINGTON, W. D Boston Edison Co. 84/12/06. VASSALLO, D. B, 
Operating Reactors Branch 2. 3pp. 28023:172. 24X 

Fiche: 50-293,84/12/06, 8412200213. 


— 8412200221 Proposed Tech Sp ec s, chang ing primary containment oxygen 
concentration from 5’/. to 47. to conform w/recommendati ons of 
Criterion 1 of Generic Ltr 84-09 

■It Boston Edison Co. 84/12/06. 3pp. 28023:175. 24X 

Fiche: 50-293, 84/12/06, 8412200213. 


8412140001 Requests extension until 850630 to complete work activities 
for installation of upgraded post-accident sampling sys 8< 
containment atmospheric continuous monitoring sys, per items 
set forth in NUREG-0737. 

HARRINGTON, W. D. Boston Edison Co, 84/12/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 4pp. 27920:272. 24X 

Fiche: 50-293, 84/12/12, 8412140001, 


Q. Inspection reports, IE Bulletins & correspondence 


8412210075 FOIA request for documents re fac i 1 i ty , inc lud i ng 
investigations !< violations concerning overexposure to 
radiation of employees from 1976-1980. 

KEANE, J.P. Nadan & Madan 84/05/29. FELTON, J. Office of 
Administration. Ip. 28048:218. 24X Fic h e ; 50-293, 84/05/29. 

8412210075. 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical re lays. Forwards App A 
documents, App A & B documents available in PDR. Search 
continuing for documents re Items 2, 3, 4 & 5 of request. 

FELTON. J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information ?< Resource Service. 3pp. 27926:281. 24X 

Fiche: 50-000, 84/06/14, 8412130016, 


— 8311040210 Requests Regions 1,11,1V & V followup info requested in 
J" end Region III 830915 memo re early vintage HFA relays 
in operating plants <IE Info Notice 82-13) 8< forward 
findings by 830923. 

BAER, R. L. Engineering & Generic Communications Branch. 83/09/19. 
STAROSTECKI, R. Division of Project S: Resident Programs. 2pp. 
27926:325. 24X Fi ch e : 50-000, 84/06/ 14, 8412130016. 


8412050023 Forwards Insp Rept 50-293/84-31 on 840917-21. No violation 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/15. 

HARRINGTON, W, D. Boston Edison Co. 2pp, 27778:307. 24X 

Fiche: 50-293, 84/11/15. 8412050023. 


— B4120500P7 Insp Rept 50-293/84-31 on 840917-21. No violation noted. Major 
areas inspected: review of valve test results, metallurgical 
analysis, program p Ians, rep lacement & repair. 

GREGG, H. I., ANDERSON, C. J. Region I, Office of Director. 84/10/25. 
6pp. 27778:309. 24;< Fiche: 50-293, 84/1 1/15, 8412050023. 


8411150064 IE Info Notice 84-83, '’Various Battery Problems." Svc list 
end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, 8411150064. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of New 

York, Inc. I26pp. 27807:179. 24X Fi che: 50-000, 84/1 1 /27, 8411210360. 


B412210034 Forwards Safeguards Insp Rept 50-293/84-22 on 840716-20 8< 
notice of violation. Response to Violation B in NRC 830630 
ltr ineffective. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/27, 
HARRINGTON, W. D. Boston Edison Co. 3pp. 28051:237. 24X 

Fiche: 50-293, 84/11/27, 8412210034. 


— 8412210037 Notice of violation from insp on 840716-20 Info partially 
deleted (ref 10CFR73. 21). 

* Region 1, Office of Director. 84/11/27. 3pp 28051:240. 24X 

Fiche. 50-293, 84/11/27, 8412210034. 


—8412210040 Safeguards Insp Rept 50-293/84-22 on 840716-20. Violation 
noted security card key unattended & armed response guards 
not dispatched to vital area alarms. Detai Is partially 
deleted (ref 10CFR73. 21). 

DUNLAP, J, M , MADDEN, W. J. . KEIMIO, R. R. Region I, Office of 
Director, 84/11/14. 7pp. 28051:243. 24X Fiche: 50-293, 84/11/27, 

8412210034. 


0412030343 EN-S4-070: on 841129, order modifying license issued to util 
based on failure to implement radiological controls 
effectively re precautions to minimize exposure & procedures 
used during CRD disassembly. 

FLACK, E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement 84/11/29. 2pp. 27727:136. 24X Fiche: 50-293. 04/11/29, 

8412030343. 


8411230366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end, 

GRACE. J. N, Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys ik Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness ik Engineering 
Response (Post 830103), 84/11/30, Consolidated Edison Co. of New 

York, Inc. n6pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. U7pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi che: 50-000, 84/12/03, 8412030029, 


8412120467 Forwards Insp Rept 50-293/84-28 on 840926 & 27 Si 1001-05 S, 
notice of violation. 

STAROSTECKI. R, W Region 1. Office of Director. B4/12/04. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 27875:235. 24X 

Fiche-: 50-293, 84/12/04, 8412120467. 


—8412120471 Notice of violation from insp on 840926-27 Si 1001-05. 

* Region 1, Office of Director. 84/12/04. 3pp. 27075:237. 24X 

Fiche: 50-293. 84/12/04, 8412120467. 


—8412120480 Insp Rept 50-293/84-28 on 840926-27 Si 1001-05, VI olat ion 
noted; installation of anchor bolts for concrete floors in 
reactor bldg accomplished w/inadequate design control & 
design bases to cut rebar not documented. 

BERRY, J. A., DUDLEY, N.F., EAPEN, P. K. Region 1, Office of Director. 
84/11/28, 2ipp. 27875:240, 24X Fi che : 50-293, 84/12/04, 8412120467, 


8412170030 Discusses IGSCC insp per 830826 order. Necessary Class 1 
piping welds susceptible to IGSCC ultrasonically examined. 

No crack indications found, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/04. HARRINGTON, w. D. Boston Edison Co. 4pp. 27972:312. 24X 

Fiche: 50-293, 84/12/04, 8412170030. 


— 8412170035 Safety evaluation re insp 8( repairs of RCS piping possibly 
susceptible to IGSCC. 

* Office of Nuclear Reactor Regulation, Director. 84/12/04. 

21pp, 27972:316, 24X Fiche: 50-293, 84/12/04, 8412170030. 


8412120386 Forwards 841113 3ALP Rept 50-293/84-34 for Jul 1983 - 
Sept 1984. Meeting to discuss assessment & plans to improve 
performance will be scheduled. Written comments may be 
provided within 20 days after meeting. 

STAROSTECKI, R. Division of Project «< Resident Programs. 04/12/06. 
HARRINGTON, W. D. Boston Edison Co, Ip, 27874:322. 24X 

Fiche-: 50-293, 84/12/06, 8412120386. 


—8412120387 SALP Rept 50-293/84-34 for Jul 1983 - Sept 1984. 

* Region 1, Office of Director, 04/11/13. 50pp. 27874:323. 24X 

Fiche: 50-293, 84/12/06, 8412120386. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, S4120500B1, 



108 


DOCKETED ITEMS 


BA-12Z5CQ^0 IE Info Notice 84-90. "Main Steatn Line Break Effect on 
Environ Qua i i f i ca 1 1 on of Equipment " Svc list end 
^CHCAN. E L Division of Emergency Preparedness 5- Engineering 
Response (Post 820103). 84/12/07. Consolidated Edison Co of Neu 

York, Inc :i4pp 27966 215. 24X Fi c he : 50-000, 04/12/07. 8412050090. 


5412120010 Forwards Insp Rept 50-293/84-33 on 841009-1 1 19. No violation 
noted 

WENZINSER. E C. Division of Project &• Resident Programs 84/12/07. 
HARRINOTCN, W D. Boston Edison Co. 2pp. 27889.027 24X 

Ficte 50-293,84/12/07, 8412120010 


— S412120052 Insp Rept 50-293/84-33 on 041009-1119 No violation noted. 
Major areas inspected followup of previous i terns, operati onal 
safety verifications, fo 1 lowup on plant events LERs & 
review of surveillance ti maint activities 

JOHNS QN. J . MCBRIDE. M. , MEYER, G. Region 1, Office of Director. 
84/12/06 15pp. 27S39 029. 24X Fiche; 50-293, 04/12/07, 8412120010 


8412270199 LER e3-036/03.<- 1 . on 0306 1 6, ovor tr a ve 1 alarm riM, oiv e 
routine coupling check for control rod 30-51 during otartu; 
from cold shutdown Alarm indicated possible uncoupled i iiii 
Rod immediately recoupled W/841207 Itr 

HAMILTON, P J. , HARRINGTON, W. D, Boston Edison Co a4/ll’;u.’ 
HURLEY, T. E, Region 1, Office of Director 2pp 28114 I 
Fiche-: 50-293, 84/12/07, 8412270199 


V. Operator Examinations 


8412070246 Informs of change of implementation date for Nched. 
item re emergency operating procedures to 050315 Procedure 
changes will be reviewed S< licensed oporatoro will be 
trained concurrently. 

HARRINGTON, W D. Boston Edison Co 04/11/27, VAS3ALL(J. D 
Operating Reactors Branch 2 Ip. 27014.049, 24X 

Fiche: 50-293, 84/11/27, 8412070246. 


S412190285 Provides revised response to NRC 841107 Itr re violations 
noted in Insp Rept 50-293/84-13. Corrective actions, 
procedures revised re cask handling J. preparation prior to 
s.hipraent Completion of 79-19 training expected by 850331. 

HARRINGTON, W D. Boston Edison Co. 84/12/07. MARTIN, T. T. Division’ 
of Engineering & Technical Programs. 2pp. 28013:241. 24X 

Fiche; 50-293. 84/12/07, 8412190285. 


S412060594 IE Info Notice 84—91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end 

JORDAN, £ L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10 Consolidated Edison Co, of New 

York, Inc 116pp. 28032.130. 24X Fiche: 50-000, 84/12/10, 8412060594 


8412190215 Ack receipt of 840517 & 0808 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-293/84-25 
MARTIN, T.T. Division of Engineering 8t Technical Programs. 04/12/10. 

HARRINGTON, W. D. Boston Edison Co 2pp. 28009:113 24X 

Fiche: 50-293, 84/12/10, 8412190215, 


9412120541 It Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc 119pp. 28123.131. 24X Fiche- 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity.'- Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc 120pp. 28124:001. 24X Fiche. 50-000, 84/12/17, 8412120547. 


84123104«;6 Informs of fee due for processing 821203 application 
second 10-yr insp interval i relief from ASME Code 
requirements. Overpayment for 831205 application will be 
applied to 821203 application. 

DIGGS. R M License Fee Management Branch. 84/12/21. 
HARRINGTON, W. D. Boston Edison Co. 2pp 28152-315 24X 

Fiche. 50-293, 84/12/21, 8412310426. 


operating reports & related correspondence 

Monthly operating rept for Nov 1984. W/841211 Itr 
oonJm - HARRINGTON. H.D. Boston Edison Co. 84/11/30 7pp 

28052-067. 24X Fiche: 50-293, 84/1 1/30, 8412210062. 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 
Q. Inspection reports, IE Bulletins 8, c or ro sp ondenc o 


8412310369 Forwards Insp Rept 50-294/04-02 on 841022—24 Nu 
noncomp I iance noted. 

NORELIUS, C, E Region 3, Office of Director. 84/12/06 T S * 
Michigan State Univ. , East Lansing, MI. 2pp, 20134 0 1 f) 

Fiche: 50-294, 84/12/06, 8412310369. 


““®412310371 Insp Rept 50—294/84—02 on 841022—24 No nonccimpi i .?> - 
Major area 1 nsp ec ted : r e c or ds , 1 og s «, org an i atat i on, rev i ai(» N 
audit f unc tions, requal i f ication training, procedures, 
surveillance activities & experiments, 

RIDGWAY, K, R. Region 3, Office of Director. HYDER, J, t , 
THOMAS, C. 0. Los Alamos Scientific Laboratory 84/12/04 
28134:017, 24X Fiche: 50-294, 84/12/06, 0412310369. 


9. Operator Examinations 


8412310369 Forwards Insp Rept 50-294/84-02 on 841022-24, Nu 
n oncomp 1 ianc e noted. 

NORELIUS, C. E. Region 3, Office of Director 04/12/06 H - 
Michigan State Univ., East Lansing, MI, 2pp. 28134- Olf) * 
Fiche: 50-294, 84/12/06, 8412310369 


“8412310371 Insp Rept 50-294/84-02 on 841022-24, No noncortipii 
Major area insp ec ted - r e c or d s, 1 og o f, organ d at i on, rev i eu N 
audit functions, requal i f ication tr a i n ing , pr oc ed ur es, 
surveillance activities experiments 

RIDGWAY, K.R. Region 3, Office of Director. HYDER, J [ . 

THOMAS, C. 0 Los Alamos Scientific Laboratory. 04/12/04 
28134 017, 24X Fiche: 50-294. 84/ 12/06, 8412310369 


DQCKET^50-295 ZION NUCLEAR POWER STATION. UNIT 1 

emergency fire protection plana 


------- .win ror five categories of 

potential seismic activity in areas affected by New Madrid 
fault, App A documents available in PDR 

FELTON, J M, Division of Rules and Records, 84/06/14 (U:) i 

Nuclear Information & Resource Service, 3pp, 28052 318 

Fiche: 50-000, 84/06/14, 8412200033. 


** ^®lated correspondence 

8412130016 Further response to FOIA request for seven cateooriefi of 
documents re failure in electrical relays. Fo^wardrApfA 
* ** ® documents available in PDR Search^ 

/"m Items 2.3,4 & 5 of request. 

Division of Rules and Records. 84/06/14 DELL, N 

STSDSTEr«t^5’‘T’'‘'’= Communicatioris Branch. 

LeS^sTc Of '■'■■>, Resident Prosreme 

oSwwro J *• R'=fRnt Program 

Pr=j^anf'''2?. ‘’a;;!:"?,”' ’’Sr*'"' Engineering 

.ipp. aPBBi.sas. 24X Riche. 50-000, 8d/06/14, 8412130016. ■ 

improved design relay. ^ replaced w/GE recommended 

C^R:j;!' OENTOhl.H., 

27926 324 24X Fiche; 50-000. B4/06/lt^8412?300ir*^°" ®iven. Ip, 


83/09/19 


8412060615 Further response to FOIA request for 10 &, 50-mi U 
nuclear plants. Map reproduction coots described. Map s will 
F?( TnS 7P^°duced until agreement to pay costs reached 
FELTON, J, M, Division of Rules and Records, 

Commonwealth Edison Co. ip 27831 Oan 
0412060615, 


84/11/13. or Hi 

24X Fiche: 50-000. 


to Em.rg.ncg Plan Imp 1 .™,nt ing Procedure EP If 
ProJedSrf. ” " Di'-R'I'dn (Shift Engineer) Impi.mentlng 

Pic'he; 5 o- 24 ”s:”r/ 2 r 8 « 2 o?Si 4 a' 

®‘''Tec?;lcai'^irec‘?or"''''''"'“ """'•■"•"ting Procedure EPIi- 

Pici:^; 50 - 245 : 8 ^::i!/ 2 r 84 ; 2 S 5 Si 54 : 
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9412310219 Forwards public version of revised generating stations 
emergency plan telephone directory W/a412l9 release memo. 
MOORErR.D Conmonuiea 1 th Edison Co 94/11/30. Record Services 

Branch (Document Control Desk). 5pp 28137:280. 24X 

Fiche: 50-000, 94/11/30, 8412310219. 


— 8412030696 Safety evaluation re environ qualification of 
equipment important to safety. Licensee approach for 
resolving identified environ deficiencies acceptable. 

# Equipment Qualification Branch. 04/11/21. lOpp. 
24X Fiche: SO-295, 84/11 /21 , 9412030693. 


electric 

27743; 0B9. 


— 9412310241 Public version of revised generating stations emergency plan 
telephone directory. 

GALLE, D. P Commonwealth Edison Co 94/11/08. 53pp. 28137:285. 

24X Fiche 50-000,04/11/30.8412310219. 


— 8412030699 Safety evaluation re environ qualification of 
equipment important to safety. Licensee approach for 
resolving identified environ deficiencies acceptable. 

» Equipment Qualification Branch. 84/11/21. Hpp. 
24X Fiche, 50-295. 84 / 1 1 / 21 , 9412030693 


electric 

27743: 099. 


8412100055 Informs that Revs 4 4A to generating stations emergency 
plan submitted 840524 it Oct 1984, r e sp ec ti ve 1 y , c ons i sten t w/ 

10CFR50. 54(a) requirements & do not decrease plan 
effect! veness , 

PAPER lELLO, C, J. Region 3. Office of Director. 04/12/04. REED, C. 
Commonwealth Edison Co, 2pp. 27835 058. 24X Fich e. 50— OOO, 84/ 12/04, 

8412100055. 


9412050542 Submits equipment qualification program status rept for uik 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH/R.O, Operating Reactors Assessment Branch. a4/ll/<26, 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27793:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542, 


8412130344 Corrected Page 3 of App A to Rev 0 to Emergency Plan 
Implementing Procedure EPIP 340-1. 

* Commonwealth Edison Co. 84/12/06. 2pp. 27901:356. 24X 

Fiche: 50-295, 84/12/06, 8412130344. 


8412050393 Forwards "Integrated Leak Rate 
Containment Bldg," per 10CFR50, App J. 
CASCARANO, R. N. Commonuealth Edison Co. 
Office of Nuclear Reactor Regulation, D 
Fiche: 50-295, 84/11/30, 8412050393. 


Test of Zion Unit 1 Reactor 

84/11/30, DENTON. H.R. 
irector. Ip. 27764:304. 24X 


8412180390 Forwards Safeguards Insp Repts 50-295/84-24 & 50-304/84-25 
on 841126-27. No noncomp 1 iance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/12/12. REED, C. 
Commonwealth Edison Co. 2pp. 27964:311. 24X Fiche: 50-295. 84/12/12. 

8412180390, 


— B412050400 "Integrated Leak Rate Test of Zion Unit I Reactor 
Containment Bldg. " 

LANEiR.E. . mOSI.A. D. Commonwealth Edison Co. 84/11/30. 93pp. 

27764.305. 24X Fiche; 50-295, 84/1 1/30, 9412050393. 


— 8412190399 Safeguards Insp Repts 50-295/84-24 & 50-304/94-25 on 
841126-27. No noncompliance noted. Major areas inspected: 
review of Mar 1984 allegation re violation of Security 
Directive 283. Details withheld <ref 10CFR73. 21). 

BELANGER, J. L. » CREED, J. R, Region 3, Office of Director. 84/12/12. 
Ip. 27964:313. 24X Fich e: 50-295, 84/12/12, 9412190390. 


8412310449 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for NRC review of 45-day schedule instead 
of 20” day schedule as requested on 820112 & 830S26. Schedule 
for exercises occurring after 850301 provided. 

PAPER lELLQ. C. J, Region 3, Office of Director, 84/12/14. REED. C. 
Commonwealth Edison Co. app. 28134:225. 24X Fiche: 50-000, 84/12/14, 

S412310449, 


J. Insurance t: indemnity information 


8412050415 Forwards Endorsements 82 it 69 to NELIA Policies NF-1B7 8< 
NF-201 i: Endorsements 67 & 58 to MAELU Policies MF-54 & 

MF-64, respectively. 

OSTER.J. Commonwealth Edison Co. 84/11/30. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 5pp. 27773:264. 24X 

Fiche. 50-000, 84/11/30, 8412050415. 


P. Operating license stage documents it correspondence 


8412120193 Partial response to FDIA request for NUREG/CR~3301, "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed 0WR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 34/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche; 50-000, 84/06/05, B412120193. 


— 9412120221 App of PRA results for BWR plants. 

# NRC - No Detailed Affiliation Given, 04/06/05, 900pp. 

27940:097, 24X Fich e : 50-000, 84/06/05, 8412120193. 


9412040222 Informs that 841024 application for withdrawal of amends to 
Licenses DPR-39 it DPR-4B re operation w/three reactor 
coolant loops granted FR notice of withdrawal of application 
enc 1 . 

VAR(JA, S. A. Operating Reactors Branch 1. 84/11/15. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 27758:337. 24X Fich e : 50-295, 84/1 1 /1 5, 

8412040222, 


— 8412040227 Notice of withdrawal of 770127 application for amends to 
Licenses DPR-39 & DPR-48 to permit operation w/three reactor 
coolant loops. 

MCDONALD, D. 0. Operating Reactors Branch 1. 84/11/15. Ip. 

27758:339. 24X Fi c h e ; 50-295, 84/1 1 /15, 8412040222. 


8412030693 Forwards 8ER re environ qua 1 if icati on of electric equipment 
important to safety. Program in compliance w/10CFR50. 49 & 
res-olutiofi of deficiencies acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 04/11/21. FARRAR, D. L, 

Commonwealth Edison Co, 2pp. 27743:087. 24X Fich e: 50-295, 84/ 1 1/21 , 

8412030693 . 


8412190314 Forwards comments on proposed radiological effluent Tech 
Specs, per 841002 I tr. Calc ulations re whole body dose not 
required St ground— plane pathway not addressed. 

VARGA, B. A. Operating Reactors Branch 1. 84/12/12. FARRAR, D.L, 

Commonwealth Edison Co. 6Spp. 28025:314. 24X Fiche: 50-295, 

84/12/12, 8412190314. 


B412260057 Forwards SER supporting poat-acc i dent sampling capability, 
per NUREG-0737, Item II.B. 3. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/12. FARRAR, D, L. 

Commonwealth Edison Co. 4pp. 28075:170. 24X Fiche: 50-295, 84/12/12, 

8412260057. 


8412260069 Forwards request for addl info re review of Items 4.2.1 it 
4.2.2 re maint program for reactor trip breakers it trending 
p r ogram, r esp ec t i ve ly , of Generic Ltr 83—28 concerning Salem 
ATMS events. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/14. FARRAR, D.L. 

Commonwealth Edison Co. 6pp. 28072:356. 24X Fiche: 50— 295, 84/12/14, 

8412260069. 


3412270424 Suppls 841019 proposed amends to Licenses DPR-39 8< DPR-4a re 
revised ECCS analysis. Eva luation of significant haxards 
evaluation end, 

CASCARANO, R. N, Commonwealth Edison Co. 84/12/20, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, 4pp. 28077:003. 

24X Fiche: 50-295. 84/ 1 2/20 , 84 1 2270424. 


Q. Inspection reports, IE Bulletins & correspondence 


8412030462 "Comm Ed Zion Station Unit 1 Steam Generator Eddy Current 
Exam Special Rept. " W/041026 ltr. 

SUMNERS, R, L. , SILICH, C. G. , GRAESSER, K. L, Commonwealth Edison Co, 
0631T. 83/11/09. KEPPLER, J. G. Region 3, Office of Director. Ip. 

27724:111. 24X Fi c h e: 50-295. 83/1 1 /09, 8412030462, 


8411150064 IE Info Notice 34-83, "Various Battery Problems." 8vc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co, of New 

York, Inc. 120pp. 27807:058. 24X Fi che: 50-000, 84/1 1 / 19, 8411 150064. 


8412030400 Forwards responses to IE Bulletin 84-03 re potential for 
it consequences of refueling cavity water seal failure prior 
to beginning refueling. Gross 4eal failures similar to Haddam 
Neck not possible, because of design differences. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/11/19, KEPPLER, J, O. 
Region 3, Office of Director. 7pp. 27723:237. 24X 

Fiche: 50-000, 84/11/19, 8412030400, 


8412070111 Forwards Insp Repts 50-295/84-22 & 50-304/84-23 on 
841107-09. No noncompliance noted, 

SPESSARD, R. L. Region 3, Office of Director. 84/11/20. REED, C. 
Commonwealth Edison Co. 2pp. 27821:060. 24X Fiche: 50-295, B4/1 1/20, 

8412070111. 


—8412070133 Insp Repts 50-295/84-22 & 50-304/84-23 on 841107-09. No 
noncompliance or deviations noted. Major areas inspected: core 
thermal power evaluation. 

MCCORMICK, M, L. , HOLZMER, M. M. , RING, M. A, Region 3, Office of 
Director. 84/11/20. 3pp. 27821:062, 24X Fi che: 50-295, 84/1 1/20, 

8412070111. 
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B41 1210360 IE Info Notice 84-84* “Deficiencies in Ferro-Resonant 
Transformers " Svc list end. 

JORDAN* E L Division of Emergency Pr eparedness & Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co of Neuj 

York, Inc 126pp. 27807 179. 24 )( Fi c he ■ 50-000. 84/11 /27, 84 1 12 10360 


8412170444 Forwards Insp Repts 50-295/84-21 & 50-304/84-22 on 
841022-26.30-31 & 1107 notice of violation. 

LITTLE, U' S Region 3, Office of Director. 84/11/28 REED, C 
Commonwealth Edison Co 2pp. 27968-237. 24X Fiche 50-295,84/11/28, 

0412170444 


— 8412170448 Notice of violation from msp on 841023-25,30-31,1101-02 
07. 

LITTLE, W.S Region 3, Office of Director. 84/11/28. Ip. 

27968 239 24X Fiche; 50-295, 84/1 1/28, 9412170444. 


—8412170459 Insp Repts 50-295/84-21 5* 50-304/84-22 on 841022-26,30-1102 
& 07. Nancomp liance noted. failure to provide independent 
verification of tagouts St failure to approve temporary 
changes in periodic test procedure. 

CHOULES.N. , SMEENGE, R , TAYLOR, T Region 3, Office of Director 
84/11/28. 14pp. 27963-240. 24X Fiche : 50-295, 84/1 1 728, 84121 70444 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99ni Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs IPost 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

S8pp. 27967 086. 24X Fi ch e : 50-000, 84/1 1 /30, B4 1 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. U6pp. 27965.224. 24X Fi che: 50-000, 84/1 1 /30, 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end, 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965.340. 24X Fi cher 50-000, 84/12/03, 8412030021 


8412030028 IE Info Notice 84-88, “Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co of New 

York, Inc, 122pp. 27966:093 24X Fi che - 50-000, 84/12/03, 8412030028 


8412200254 Forwards Insp Repts 50-295/84-20 & 50-304/84-21 on 840929- 
1026 t notice of violation. 

SHAFER, W D Region 3. Office of Director. 84/12/03. REED.C. 
Commonwealth Edison Co. 2pp. 28031:168. 24X Fich e: 50-295, 84/12/03, 

8412200254. 


— 8412200257 Notice of violation from insp on 840929-1026. 

SHAFER, W D. Region 3, Office of Director. 04/12/03. 2pp. 
28031:170. 24X Fiche: 50-295, 04/12/03, 8412200254. 


—8412200261 Insp Repts 50-295/84-20 8, 50-304/84-21 on 840929-1026. 
Noncompliance noted: reactor operator failed to follow 
operating procedure while conducting RCS heatup of Unit 1. 
WRIGHT, G. Region 3, Office of Director. 84/11/30. Spp. 
28031.172 24X Fiche: 50-295, 84/12/03, 8412200254. 


—8412180399 Safeguards Insp Repts 50-295/84-24 8, 50-304/84-25 on 
041126-27 No noncompliance noted Major areas inspected- 
review of Mar 1984 allegation re violation of Security 
Directive 283. Details withheld (ref 10CFR73 21), 

BELANGER, J L , CREED, J R Region 3, Office of Director 
Ip. 27964:313, 24X Fi c h e • 50-295, 84/12/ 12, 84121 80390, 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins ^ 
Pump Diesel Engines " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post B30103). 84/12/17, Consolidated Edison Co (if N}., 

York, Inc 119pp 28123.131 24X Fiche 50-000, 84 / 1 2 / 1 7 , 84 I 2 


8412120547 IE Info Notice 84—93, "Potential for Loss of Water frm'’'" 
Refueling Water Cavity. ’• Svc list encl 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/12/17 Consolidated Edison Co ti f '‘S- 

York. Inc 120pp 28124 001. 24X Fi c he ■ 50-000, 84/1 2/ 1 7. 04 UM 


R. Periodic operating reports & related correspondence 


8412110488 Monthly operating repts for Nov 1984 W/B41205 Itr, 

AUSTIN, G. . GRAESSER, K L. Commonwealth Edison Co 84/1 1/30. I ..*{3 
27894:173. 24X Fich e' 50-295. 84/1 1/30, 84121 10488 


S. Reportable occurrences, LERs 8< related correspondence 


8412030236 LER 84-035-00: on 84 1024, i nop erab 1 e safety-related snuhhwt 
found, Probab 1 y caused by removal of staking pin Snubber 
reconnected within 24 h.W/841121 Itr 

BOEROER.J. C , GRAESSER, K. L Commonwealth Edison Co 84/11/21 ^ 

27732:301, 24X Fic he, 50-295, 84/11 /2i, 8412030236 


8412130438 PNO-1 1 1— 84— 107- on 841206, while operating at 100% power- .r-it 
tripped. Caused by spuriously decreasing speed of feedwater 
pump 1C. Pump repaired On 841207, steam leak discovered on one 
test connection of main steam line lA. Reactor shut down. 

WRIGHT, G C, , SHAFER, W. D Region 3, Office of Director. S4/i;’/«)‘ 

Ip. 27901 321. 24X Fi c h e • 50-295, 84/ 12/07, 0412130438, 


U. Operator Examinations 


8412200258 Discusses arrangements for senior operator operatiir 
to be administered on 820622-24, per C Shultz & JI McMillen 
telcon.Encl list of ref matls needed by 020503 Requirementa 
for conducting exams also encl.W/o ends 

MCMILLEN, J I Region 3, Office of Director. 82/04/15, REED.C 
Commonwealth Edison Co 2pp 28031.180. 24X Fiche 50-29 5. tl2 c* 4 V 

8412200258 


8412200566 Discusses arrangements for senior operator ^ operatoi' » 
to be administered during wk of 830418, per C Schultz 8, JJ 
McMillen telcon.Encl list of ref matls needed by 030304. 
Requirements for conducting exam also encl W/o ends. 

LITTLE, W. S Region 3, Office of Director. 83/01/20, REED.C 
Commonwealth Edison Co. 2pp, 28032:091 24X Fiche: 50-29S, U:3/C i 

B412200566. 


S412200282 Forwards certificates for reactor operators S- senior t 

operators. W/o encl. 

SPESSARD, R. L. Region 3, Office of Director. 83/11/01. 

GRAESSER, K.L Commonwealth Edison Co. Ip, 28031 193 24X 

Fiche; 50-295, 83/11/01, 8412200282. 


B4120500B1 IE Info Notice 84—89, "Stress Corrosion Cracking in 
Nonsensiti zed 316 Stainless Steel. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche ; 50-000, 84/12/07, 8412050081 


8412050090 IE Info Notice 84-90, “Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E.L Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 34/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp, 27966- 215. 24X Fiche : 50-000, 84/12/07, 8412050090 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 
F^^Security, medical, emergency fire protection plans 


to FOIA request for five categories of dDcum^r,tt f 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDr. 

FELTON, J. K. Division of Rules and Records. 84/06/14. DELL, N 
Nuclear Information & Resource Service. 3 dd. 28052 3 i B 
Fiche^: 50-000, 84/06/14, 8412200033. 


8412060594 IE Info Notice 84—91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness Jk Engineering 
Response (Post B30103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 23032:130. 24X Fiche: 50-000, 84/12/ 10, 8412060594. 


8412180390 Forwards Safeguards Insp Repts 50-295/84-24 & 50-304/84-25 
on 841126-27 No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/12/12 REED, C 

27964:311. 24X Fiche: 50-295. 84/12/12. 


8412050461 Forwards App R to 10CFR50, fire protection evaluation 
Requests that 840823 scheduler exemption request be 
processed as ex pe d i t i ous 1 y as possible in order to minimize 
impact of future outages. 

MILLS, L.M. Tennessee Valley Authority, 84/10/31. DENTON, H, R 

Nuclear Reactor Regulation, Director. 2pp, 27794 i 

24X Fiche: 50-259. 84/10/31, 8412050461. 
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0412270259 Ack receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-20. 

50-260/84-20 & 50 - 296 / 84 - 20 . Under stand i ng s reached at 841113 

□ ^REILLY? J^P^"^Region 2, Office of Director. 04/11/21. PARRIS, H.G 
Tennessee Valley Authority. 2pp. 28115:332 24X 

Fiche: 50-259, 84/11/21. 8412270259. 


J, Insurance indemnity information 


8412270304 Forwards Endorsements 76 8< 77 to NELIA Policy NF-19a Sc 
Endorsements 64 S< 65 to liAELU Policy MF-66. 

DUCK, J. R Karsh Sc McLennan, Inc 94/12/18. SALTZMAN, J. Assistant 
Director for State 8< Licensee Relations. 5pp. 28088:095. 24X 

Fiche: 50-259, 84/12/18, 8412270304 


-0412270269 Responds to NRC 840913 Itr re violations noted in Insp Repts 
50-259/84-20.50-260/84-20 & 50-296/04-20. Correc t i ve actions: 
plant operating instructions S< emergency operating 
instructions revised re loss of air conditioning. 

MILLS. L. M. Tennessee Valley Authority. 84/10/15. O'REILLY, J P. 
Region 2. Office of Director. 7pp. 28115:334 24X 

Fiche; 50-259, 84 / 11 / 21 . 8412270259. 


— B412270278 Notifies that fifth example in notice of violation 
accompanying Insp Repts 50-259/84-20,50-260/84-20 8< 

50-296/84-20 omitted due to admin i strat ive oversight Tech 
Specs Cited should be corrected as given. 

O'REILLY, J. P. Region 2. Office of Director. 84/09/21. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 28115' 341. 24X 

Fiche 50-259, 84/11/21, 8412270259. 


— B412270287 Forwards Insp Repts 50-259/84-20,50-260/84-20 8c 50-296/84-20 
on 840426-0525 8c notice of violation. 

□ 'REILLY, J. P. Region 2, Office of Director. 04/09/13. 

PARRIS. H.G. Tennessee Valley Authority. 4pp. 28115:343. 24X 

Fiche; 50-259. 84/11/21. 8412270259. 


— 8412270294 Notice of violation from 
« Region 2, Office of Director. 
Fiche' 50-259,84/11/21,8412270259. 


insp on 840426-0525 

84/09/13. 2pp. 28115:347. 24X 


8412280309 Forwards Insp Repts 50-259/84-42, 50-260/84-42 8c 
50-296/84-42 on 841023-25. No violations or deviations 

VERRELLI.D. M Region 2, Office of Director. 84/11/21. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 20126:352. 24X 

Fiche-: 50-259, 84/11/21. 8412280309. 


— 04122BO32O Insp Repts 50-259/84-42. 50-260/84-42 8c 50-296/84-42 on 
841023-25 No violations or deviations identified, Major areas 
inspected ; small-scale emergency exercise. 

DECKER, T R. Region 2. Office of Director. 84/11/20. lOpp- 
23126' 354. 24X Fich e : 50-259, 84/ 1 1 /21 . 8412280309. 


B412050645 Notification of 841204 meeting w/util in Bethesda.MD to 
discuss problems associated w/mods to control room design 
reviews , . 

KENYON. T. J. Licensing Branch 4. 84/11/27. ADENSAM. E. G. Licensing 

Branch 4. 6pp. 27783:321, 24X Fiche: 50 - 000 . 84/11/27, 8412050645. 


8412040017 Revised emergency procedures, including IP-1, "Operations 
Duty Sp ec ialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility" 8( IP-5, "Operations Duty 
Specialist Procedure for General Emergency." W/B41128 Itr. 

WEDD.W. E, , ISOM, B.G. . HUr HAM, J. W. Tennessee Valley Authority. 
84/11/28. 0 'REILLY, J. P. Region 2, Office of Director. 25pp. 

27747:009. 24X Fiche: 50-000, 84/1 1/28, 8412040017. 


8412040228 Revised emergency plan implementing proc ed ures , inc 1 ud ing 
IP-4 "Site Area Emergency." IP-5 "General Emergency," IP-6 
"Activation of Technical Support Ctr" 8< IP— 20 "Technical 
Support Ctr Operation. ..." W/841128 Itr. 

SMITH. R.T.. WALKER, J.B., HUFHAM, U. W. Tennessee Valley Authority. 
84/11/28. 0 'REILLY, J. P. Region 2. Office of Director. 29pp. 

27746:062 24X Fiche : 50-259, 84/ 1 1 /20, B412040228, 


8412120045 Forwards Safeguards Insp Repts 30-259/84-30, 50-260/84-30 8. 
50-296/84-30 on 840820-24 8< notice of violation & proposed 
imposition of civil penalty. Notice rept details withheld 
(ref 10CFR73. 21). „ 

□ 'REILLY, J. P. Region 2, Office of Director. 84/12/05. PARRIS, H.G. 
Tennessee Valley Authority. 3pp. 27889:006. 24X 

Fiche: 50-259. 84/12/05, 8412120045. 


— 8412120053 Safeguards Insp Repts 50-259/84-30. 50-260/84-30 
30-296/84-30 on 840820-24. Vi olati on noted re vital area 
access control. Detai 1 s withheld (ref 10CFR73. 21). 

ENNIS. J. D. Region 2, Office of Director. 84/10/13. Ip. 
27889:009. 24X Fiche: 50-259, B4/12/0S, 8412120045. 


8412270339 Rev to Radiological Emergency Plan Implementing Procedure 
IP-10, "Medical Emergency Procedure." W/84122i Itr. 

HUFHAM. J. W. , SLIGER.E. K, Tennessee Valley Authority. 84/12/21. 

D 'REILLY, J. P. Region 2, Office of Director. 7pp. 28087:241. 24X 

Fiche: 50-259, 84/12/21, 8412270339. 


8412200100 Forwards Endorsement 5 to NELIA Certificates N-3B, N-39 & 
N-40 8< MAELU Certificates M-3a, M-39 & M-40. 

DUCK. J. R. Marsh & McLennan. Inc. 84/12/20. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 7pp. 28110:343. 24X 

Fiche: 50-259, 84/12/20, 8412280100. 


P. Operating license stage documents St correspondence 


0412120193 Partial response to FOIA request for NUREG/CR-330 1 . "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FQIA Exemption 4). 

FELTON, U M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095, 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


8412050470 Confirms 841115 telcon approval to proceed ui/restart of 

O'REILLY, J.P Region 2, Office of Director. 84/11/16. PARRIS, H. 0. 
Tennessee Valley Authority. 3pp- 27781:350. 24X 

Fiche; 50-296, 84/11/16, 8412050470. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualif ication program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D, Assistant Director for Safety Assessment. 3pp, 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


8412120508 Forwards Amend 84 to License DPR-68 & safety evaluation. 
Amend changes Tech Specs to reflect deactivation of reactor 
vessel head spray piping. „r,Tc. u ^ 

CLARK, R.J. Operating Reactors Branch 2. 84/11/26. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 27913:118. 24X 

Fiche: 50-296, 84/11/26, 8412120509. 


— 8412120512 Amend 84 to License DPR-68, chang ing Tech Specs to reflect 
deactivation of reactor vessel head spray piping. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/11/26. 6pp. 

27913.120, 24X Fiche: 50-296, 84/1 1/26, 8412120508. 


— 8412120516 Safety evaluation supporting Amend 84 to License DPR-68. 

* Office of Nuclear Reactor Regulation, Director. 84/11/26. 2pp. 
27913 126. 24X Fiche: 50-296, 84/ 11 /26, 8412120508. 


8412050256 Forwards request for extension on response to Confirmatory 
Order on NUREO-0737, TMI Action Items II.F. 1.1 & II. F. 1.2 by 
revising local readout capability to read "prior to Unit 2 
startup in Cycle 6. " Approval requested by B41231. 

HUFHAM, J. W, Tennessee Valley Authority. 84/11/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 27769:296. 
24X Fiche: 50-260, 84/11/28, 8412050256. 


8412270206 Responds to 841 128 , request for mod of dates in NRC 830325 
confirmatory orders re installation of post-accedent 
monitoring equipment, per TMI Item 1 1. F. 1. Request for change 
should be pursued Via formal license amend. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/12/07, PARRIS, H. 0. 

Tennessee Valley Authority. 2pp. 28116:358. 24X 


8412130377 Forwards info re status of environmentally unqualified 
equipment due to lack of conduit seals. Proper conduit 
seals will be installed as part of environ qualification 

HUFHAM, U. W, Tennessee Valley Authority. 84/12/10, S' , 

Office of Nuclear Reactor Regulation, Director. 44pp. 27903:281. 

24X Fiche: 50-259. 84/12/10, 8412130377. 


8412180335 Informs that util sampling milk from three farms only per 
831027 proposed Tech Spec rev. Lack of suitable farms within 

DOMER, J. A, Tennessee Valley Authority, 84/12/13, . 
Office of Nuclear Reactor Regulation, Director. 2pp. 27999:326. 
-lAv S4/12/13, 8412180335, 


B4121B0370 Application for amend to Licenses DPR-52 & DPR-6B, changing 
completion date of mods to provide monitoring capability for 
noble gas & iodine effluents w/local readout per NUREG-0737, 

Items II. F. 1. 1 & II. F. 1, 2. Fee paid. 

DOMER, J. A. Tennessee Valley Authority. 84/12/13. 

Office of Nuclear Reactor Regulation, Director. 3pp. 28003:357. 
24X Fiche: 50-260,84/12/13,8412180370. 
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changing TBch*Specj''to°Sei"'T''* ** Licenses DPR-33, dpr- 52 8, DPR-iS, 

reennne?!. 4 r 1 ^ ' Oelste certain revieui 

SoMEr" 3 r Phvleu, con,mittee 

Office of Nuclear°R6actoi*n'' AuLhoritg. 84/12/13. DENTON. H R. 

34X Fiche: 50-239, 84/12/13, eafoMoItS,' 23022:291. 

~""ieCnIihui?°:ro?e1 changes, deleting certain rev.eu 

* T.nnesiei i^l^! i c^viee. committee. 

Fich.rsS!i5;,^:ii^:ii^ra:?iiJSi48"'^‘"^‘"- 38022-293. 

'E BuHetma I, correspondence 


24X 


TiE'rL^TsriiEHE- 

Fiche: 50-259,84/03/211 0412010067 

S-S'aSi-rfSis" ‘ 

B4/09^^i.' "■ !pp. 24rFic"hl: BS-^R.^^Jo^iil.'l^iEESOiao. 



°T®Z»i;''vaU,g'j;??o?itr'1p'. °%782rl7; 24x'“'°"' 

FIcha; 30-239,84/11/06, 8412060353, =^''' =4X 

::i:iiic:?L‘=*‘Te' t-e:isid^sri^c‘i:;.^sr“"'-- 

MiLLq i x°^ dimensional measurements of completed welds 

2^J^;"2^,;i?r:rs.r^:iie‘r^^°’•‘‘l782r^ir"24x°'”"‘-'""" 

Flche: 50-239, 84/11/06, 8412060333 27823.273, 24X 

B412060374 Forwards Insp Repts 50~259/H4-Tf Rn-ox/^/o/r • 

«°82S-2r6 no?i?ror„?i;a?Iof'""'"‘ " 

LEWIS, R.c. Region 2, Office of Director. 84/09/20 Parris h p 
T enn.e.e, Vall.g Authorltg. 2pp. 27823:27^ 24X ®- 

Fi c h e : 50-259, 84/ 11/06, 8412060353. 

80-259/84-31,30-260/84-31 & 50-296/84-31 on 
eetabllsh QC hold 

c:iijJic^tiSn“on 

3^78^2i. ^4^- Fl^^l‘SS-li9°^^iiI/Sl -II-JoS. 

S^;%^ii.r2i?^o?it?."‘lp-p.“' — -H.- 

Fiche; 50-259, 84/11/06, 8412280266. 

^®P*® 50-259/84-41,50-260/84-41 & 50-296/84-41 nn 
deviations noted. Major a^ets 
Inopected; Hpcr sys operability. ^ 

POERTNER, W. Ke , WAGNER, p. D. , MAbENAS,L. P. Region 2, Office of 

B«228o5i6.®''^”''°‘' “‘27:343, 24X Fiche: 50-259, 84/11/06, 

8412060223 Requests reevaluation of reason for violation nn+d»rf r 
R.pt. 30-239/84-01,50-260/84-01 6 30-2?2/B"orR.viie; " 

o'hcillv Aftion EA-B4-25 dee ml thin 30 dags 

D REILLY, J.P. Region 2, Office of Director. 84/1 i/ia ^parrtc; w 

Tenneesee Valley Authority. 4pp. 27826:218, 24X PARRIS' H. G. 

Flche: 50-259, 84/11/16, 8412060223. 


"Various Battery Problems. *• Svc list 


8411150064 IE Info Notice 84-83, 
end. 

R»“n»'(Po.?‘sMiss,‘’‘’ I:;!!";'’ 

Vort, Inc. laopp. 27807:038. =« Flche’so-W^a/U/??. sSlUBOoIa. 


8412060135 Confirms 841103 telcon re S 41 P 04 mnf maci,-- 6 
to reviem states of regulatorrperformfnce ilprA^^Ss"* 
p r ograni. Pr Op o s ed meeting agenda encl. 

□ 'REILLY, J P Region 2. Office of Director 84 / 11/19 pabaid u 

Tennessee Valley Authority 2 pp 27827 042 24 X^^^' ^ 

Fiche; 50-259, 84/11/19, 8412060135 ^ 

8412270360 Notice of deviation from insp on 840716-20 8 / 24-26 
^ Region 2 , Office of Director. 84/89/21 ip LTia oit 
Fiche: 50-000, S4/1 1 / 20 , 841 1270296. 28116.013, 24X 

8412270296 Ach receipt of 841022 Itr informing NRC of =f„n= i-csi, 
correct violations noted in IE Insp RepjrSo-259/8l-l4 
50 260/84-24, 50-296/84-24, 50-327/84-18 8 / 50-328/84-19^' 
response end. 

OLSHINSKI.J A. Region 2 , Office of Director 84/11/20 PARRis N C 

Tennessee Valley Authority 3 pp. 28116:001 24X PARRIS, N . 

Fiche: 50-000, B4/1 1/20, 8412270296. 

—8412270317 Responds to NRC B 4 n 9 Pi i t-t. i a., 

Fiche. 50-000. 84/1 1 / 20 , 8412270296 

notices of violation Sc deviation. 

LEWIS.R.C, Region 2, Office of Director. 84/09/21 Parris H 0 
Tennessee Valleg Authoritg. 2 pp 28116- 009 24? 

Fiche: 50-000. 84/11/20, 8412270296. 

—8412270349 Notice of violation from insp on 840716-20 i- 24-26 
* Region 2 » Office of Director 84 / 09 /P 1 onn , 

Fiche; 50-000, 84/11/20, 8412170256. ^'“P' SSHi^OlL !>' 

'’^''so?32?%4'?5'’ =0-259/84-24, 50-260/84-24, 50-296/84-24, 

50 327/84-18 S« 50-328/84-19 on 840916-20 a< 24-26 Violatinnc 
og"erat«"'J""" Procedure Vfafturrof "' 

MUNRO^j"^ annual requal i f ication exam. 

84/oS/^o' JULIAN, C. Region 2 . Office of Director. 

24pp. 28116:014. 24X Fiche : 50-000, 84/1 1/20, B 412270 S 9 i 

^‘'JJ^refrvtn? 841015 Itr informing NRC of steps taken to 

noted in Insp Repts 50-259/84-20, 

TZ««;'^v:ner4i"o?'lt?."‘lpp.”' 28uS‘3k "24"'"‘' 

Fiche: 50-259, 84/1 1/21, 8412270259. 

”®''50-25??L-lo'’SS'’Lo%a''2nT!i^“’' '•' "“'lotion, noted in Insp 

30 <^59/84-20, 50-260/84-20 & 50-296/84-20. Corrective actions 
lifJr instructions & emergency operating 

conditioning. 

Valley Authority. 84/10/15. 0 'REILLY, J, P, 

Region 2, Office of Director. 7pp. 28115:334 24X 

Fiche : 50-239, 84/11/21, 8412270259. 

*hat fifth example in notice of violation 
SSi/Smi 50-259/84-20, 50-260/84-20 «< 

SoecI dtif administrative oversight. Tec h 

n^Dcr Should be corrected as given 

PARRiq M r*"- V Director. 84/09/21. 

F?che 50 Valley Authority. 2 pp. 2eil5:34X, 24X 

riche. 50-239, 84/11/21, 8412270259. 

“®''J“B4o!L-SSSrrnn^'‘’ "'S*' =0-2=’/S4-20. 50-260/84-20 t, 50-396/8,-:: 
on H4O426-0525 it notice of violation. 

PARpfq^w'o' -r O^^ice of Director. 84/09/13. 

PARRIS, H.G. Tennessee Valley Authority. 4 op. 28115-343 24 X 

Fiche: 50-259, 84/11/21. 8412270259. 28115.343. 24X 

—3412270294 Notice of violation from insp on 840426-0525. 

e^,.K Office of Director. 84/09/13. 2pp. 29115:347, 24X 

Fiche: 50-259, 84/11/21, 8412270259. 

°'*!o?recr.,tnS' I''**”* Itr informing NRC of stops taken to 

soTlnLa mi .““n* S”*"* *" ‘"*1’ '‘tpts 50-259/84-37, 

50-260/84-37 & 50-296/84-37. 

Office of Director. 84/11/21. PARRIS, H.C. : 
Tennessee Valley Authority. Ip. 28114- 150 24X 

Fiche: 50-259, 84/11/21, 8412270469. 

violations noted in Insp Re^- 

30 259/84-37,50-260/84-37 it 50-296/84-37. Corrective actions: 
accountability sys implemented & lab shift supervisors 
directed to monitor window positions. 

MILLS, L.M. Tennessee Valley Authority. 84/11/01. □ 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 28114:151. 24X 

Flche: 50-259, 84/11/21, B412270469. ' 
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— 8412270490 Foruiards Insp Repts 50-259/84-37» 50-260/84-37 & 
50—296/84—37 on 840910—14 & notice of violation. 

LEWIS- R. C. Region 2. Office of Director. 84/10/02. PARRIS- H. G. 
Tennessee Valley Authority. 2pp. 28114:157, 24X 

Fiche: 50-259. 84/11/21, 8412270469. 


— 8412270494 Notice of violation from insp on 840910-17. 

-«■ Region 2, Office of Director. 04/10/02. 2pp. 28114:159 24X 

Fiche: 50-259, 84/11/21, 8412270469. 


— 8412270506 Insp Repts 50-259/84-37, 50-260/84-37 & 50-296/84-37 on 
840910-14. Violations no ted : f a i 1 ur e to adhere to radiation 
control procedures & failure to conspicously post 
documents ?y. notices, 

WEDDINGTONrR. E, . JENKINS, G. R. Region 2, Office of Director. 
84/09/26. 8pp. 28114:161. 24X Fiche: 50-259. 84/11 /21, 8412270469. 


8412200309 Forwards Insp Repts 50-259/84-42, 50-260/84-42 8< 
50-296/84-42 on 841023-25. No violations or deviations 
identified. 

VERRELLI, D. N. Region 2, Office of Director. B4/11/21. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 28126:352. 24X 

Fiche: 50-259, 84/1 1/21 . 8412280309. 


— 8412280320 Insp Repts 50-259/84-42.50-260/84-42 & 50-296/84-42 on 
841023-25. No violations or deviations i den t i f i ed . Ma jor areas 
inspec ted : smal 1-scale emergency exercise. 

DECKER , T. R . , SARTOR , 11. M. , CL INE, W. E. Region 2, Office of Director 
84/11/20. 10pp. 28126:354. 24X Fi ch e : 50-259. 84/ 1 1 /21 , 

8412280309. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


6412270250 Ac k receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-38, 

50-260/84-38 50-296/84-38. 

□LSHINSKI , J. A. Region 2, Office of Director. 84/11/29, PARRIS, H.G, 
Tennessee Valley Authority. Ip. 28114:207. 24X 

Fiche; 50-259, 84/11/29,8412270250. 


-8412270257 Responds to NRC 841012 Itr re violations noted in Insp Repts 
50-259/84-38.50-260/84-38 50-296/84-38. Corrective actions: 

stores personnel retrained, page removed from analyzer panel 
& requirements for shift technical advisor program changed. 

DOhERiJ.A. Tennessee Valley Authority. 84/11/14. 0 'RE ILLY, J, P. 

Region 2, Office of Director. 9pp. 28114:208. 24X 

Fiche: 50-259, 84/11/29, 8412270250. 


8412270262 Forwards Insp Repts 50-259/84-38,50-260/84-38 !< 50-296/04-30 
on 840826-0925 & notice of violation. 

LEWIS, R. C. Region 2, Office of Director. 84/10/12, PARRIS, H.G. 
Tennessee Valley Authority. 3pp. 28114:217. 24X 

Fiche : 50-259, 84/11/29, 8412270250. 


8412270266 Notice of violation from insp on 840825-0925. 

* Region 2, Office of Director. 84/10/12, 3pp. 28114:220. 24X 

Fiche: 50-259, 84/11/29. 8412270250. 


— 8412270273 Insp Repts 50-259/84-38,50-260/84-38 50-296/84-38 on 

940826-0925. Violations not ed : f a i 1 ur e to follow Procedure 
STEAR 83-01 vibration readings re recirculation sys 
PAULK, G.L., PATTERSON, C. A. , CANTRELL, F. S. Region 2^ Office of 
Director. 84/10/02. 10pp. 28114:223. 24X Fiche: 50-259, 84/11/29, 

8412270250. 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators," Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc 

0 Bpp. 27967:086. 24X Fi che : 50-000, 84/11 /30, 841 1200366 


3411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsaf ety-Related Equipment. " 

Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fi che: 50-000, 84/1 1 /30, 841 1280370, 


1412030021 IE Info Notice 84-07, "Piping Thermal Deflection Induced bg 
Stratified Flow. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 5< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche; 50-000, 84/12/03, 8412030021. 


B412030028 IE Info Notice 84—88, "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparednes's & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03. 8412030028. 


8412060264 EN-a4-071:on 841205, notice of violation & proposed 
imposition of civil penalties in amount of 450,000 to be 
issued to 1 i censee, Ac t i on based on several failures to 
install vital area barriers around vital equipment. 

ROBINSON, P. Director's Office, Office of Inspection and Enforcement. 
84/12/03. Ip, 27790:361. 24X Fi c h e ; 50-259, 84/ 12/03, 841 2060264 . 


8412280251 Ac k receipt of 041113 supplemental response informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-259/84-23,50-260/84-23 8, 50-296/84-23. Fi na 1 completion 
date will be provided by 850125. 

QLSHINSKI . J. A. Region 2, Office of Director. 84/12/04. PARRIS, H, G. 

Tennessee Valley Authority. Ip. 28124:029. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


—8412280255 Responds to NRC 841009 Itr re violations noted in Insp Repts 
50-259/84—23,50—260/84—23 & 50— 296/04— 23. Corrective actions: 
vendor manual control program being developed & implemented 
to ensure plant procedures updated. 

DDMER.J. A. Tennessee Valley Authority. 84/11/13. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 2pp. 28124:030. 24X 

Fiche; 50-259, 84/12/04, 8412280251. 


"■”3^^2280258 Ac k receipt of 840816 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/04-23, 

50-260/84-23 & 50-296/84-23. Supp 1 ementa 1 response to Item 1 
due by 841101. 

LEWIS, R.C. Region 2, Office of Director. 84/10/09. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28124:032. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


0412280261 Responds to NRC 840716 Itr re violations noted in Insp Repts 
®^”259/S4— 23, 50—260/04—23 8< 50—296/84—23. Corrective actions: 

Procedure MMI-6 revised to specify visual insp of lash 
adjusters S-, crankshaft & connecting rods. 

LAMBERT, D,L, Tennessee Valley Authority. 84/08/16. O'REILLY, J. P. 

Region 2, Office of Director. 8pp. 28124:033. 24X 

Fiche; 50-259, 84/12/04, 8412280251. 


— 8412280264 Forwards Insp Repts 50-259/84-23,50-260/34-23 & 50-296/84-23 
on 840526-0625 & notice of violat i on. Ac t ions taken or 
planned to improve effectiveness of mgt controls sys 
requested. 

LEWIS, R.C. Region 2, Office of Director. 84/07/16. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28124:041. 24X 

Fiche: 50-259, 84/12/04, 0412280251. 


— 8412200269 Notice of violation from insp on 040526-0625, 

•e Region 2, .Office of Director. 84/07/16. 2pp. 28124:043. 24X 

Fiche; 50-259, 84/12/04, 8412280251. 


—8412280273 Insp Repts 50-259/84-23,50-260/84-23 «< 50-296/04-23 on 
840526-0625. Violations noted: failure to take prompt 
corrective action on shutdown room cooling nonconformance 
rept it inadequate diesel generator surveillance, 

PAULK, G.L. , PATTERSON, C. A. , CANTRELL, F. S. Region 2, Office of 
Director. 04/07/13. 10pp. 28124:045, 24X Fiche: 50-259, 84/12/04, 

8412280251. 


8412120045 Forwards Safeguards Insp Repts 50-259/84-30,50-260/04-30 8< 
50—296/94—30 on 840820—24 it notice of violation & proposed 
Imposition of civil penal ty. Notice 8« rept details withheld 
(ref 10CFR73. 21). 

□ 'REILLY, J. P, Region 2, Office of Director. 84/12/05. PARRIS, H.G. 
Tennessee Valley Authority. 3pp. 27889:006. 24X 

Fiche: 50-259, 84/12/05, 8412120045. 


— 8412120053 Safeguards Insp Repts 50-259/84-30,50-260/84-30 & 
50—296/84—30 on 840820—24. Violation noted re vital area 
access control. Detai is withheld (ref iOCFR73. 21). 

ENNIS, J.D. , MCGUIRE, D.R, Region 2, Office of Director. 84/10/15, 

Ip. 27889:009, 24X Fi che : 50-257, 84/ 12/05, 8412120045, 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 3k Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. ilBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Dual if ication of Equipment. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 3U Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 
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S412200i68 Application for amends to Licenses DPR-33, DPR-52 h DPR-6a< 
changing Tech Specs to delete certain review 

plant operations review committee 

Valley Authority. 04/12/13. DENTON. H.R, 
Office of Nuclear Reactor Regulation, Director. 

24X Fiche 50-259, 04/12/13, 8412200160 


2pp 


20022: 291 


B412200177 Proposed Tech Spec changes, deleting certain review 
responsibilities of plant operations review committee. 

* Tennessee Valley Authority 84/12/13, 13pp 28022 293 24X 

Fiche; 50-259, 04/12/13, 0412200160. 


Inspection reports, IE Bulletins & corrssponden 


8412010067 Suppls 820804 response to NRC 820616 Itr re violations noted 
50-260/02-11 h 50-296/82-11 as 
outlined in 840302 & 05 t e 1 c ons. Correc t ive actions, two 
supports on reactor water cleanup sys modified, 

MILLS. L_M, Tennessee Valley Authority, 04/03/21, 0 'REILLY, J. P 

Region 2. Office of Director. 2pp. 27704:334 24X 

Fiche-- 50-259, 84/03/21 , 8412010067. 


Enforcement Conference Repts SO-259/84-35, 

? I ® ^ 50-296/84-35 on 840830. Meet ing beneficial & 
provided for better understanding of insp finding & 
enforcement issues. 

2, Office of Director. 84/09/13. PARRIS, HO 
Tennessee Valley Authority. 2pp. 20128-219 24 X 

Fiche: 50-259, 84/09/13. 8412280100. 


50-259/84-35,50-260/04-35 & 

discussed: violations re 

inoparable RHR sve ujat«r pufnp 

84/09/^^'*^' a ' Region 2. Office of Director. 

84/09/11. 4pp. 23120:221. 24X Fiche: 50-259. 84/09/13. 8412200180. 


iorr°?? ‘"'‘■'■"'‘"S NRC of step. taKen to 

OLSHINSKI.J A. Region 2. Office of Director. 84/11/06 PARRIS.HG 

Tennessee Valley Authority. Ip. 27025:274. 24 X PARRIS.H.G 

Fiche-: 50-259. 84/11/06. 0412060353. 


MILLS. L.M. Tennessee Valley Authority. 04/10/19 O'REILLY J p 
Reaion a, Offic. of Dir.ctor, 4pp. 27823- 275 a 4 X 
Fiche: 50-259, 84/11/06. 0412060353 


— B412060374 Forwards Insp Repts 50-259/84-31.50-260/84-31 x, 

vIola?ion ^ 

LEWIS, R, C, Region 2, Office of Director. 84/09/20 PARRIS H o 

Tennessee Valley Authority. 2 pp. 27825 279 24 X ®- 

Fiche: 50-259, 84/11/06, 0412060353. 


30-259/84-31,50-260/84-31 6 30-296/84-31 on 
, noted: failure to o.tablloh QC hold 

- ----- 


Tennessee Valley AuthorltJ.^^^^Jp.*'^ 28127^341. °24X^^°^' 
Fiche: 50-259, 84/11/06, 8412280266. 


-8412280270 Insp Repts 50-259/04-41,50-260/84-41 & 50-296/fl4-ai „ 

-''‘-“-no noted Aojor or^f" "* 
inspected . HPCI sys operability. 

POERTNER. W. K. . WAGNER. P. D, , MADENAS. L.P. Region 2, Office of 

24 XFiche: 50 - 259 " 4 /Il/ 06 , 


8412060223 Rectuests reevaluation of reason for violation nof*.ri Ten 
Repts 50-259/84-01.50-260/84-01 & 50-296/84-0^ ReW seS 

J Action EA-84-25 due within 30 days 

a REILLY, J P. Region 2, Office of Director, 84/11/16 ^PARRtc u ^ 
Tennessee Valley Authority. 4pp. 27826:218 24X PARRIS, H.G. 

Fiche: 50-259, 84/11/16, 841 2060223. 


"Various Battery Problems. " 9vc list 


8411150064 IE Info Notice 04-83, 
end. 

iz:vAv 

vort, int. 120 fp, 27807:058. R4X F.che: 5oloS^r84/U??;, ^SuJJoS. 


0412060135 Confirms 841108 telcon re e4iro4 mgt meoliit.J 
to review status of regulatory performance improvou.o*^’ ' 
program, Proposed meeting agenda end, 

□ 'REILLY, J P Region 2. Office of Director 04 / Ji i ' 
Tennessee Valley Authority 2pp, 27827- 04 ? "lav 

Fiche; 50-259, 84/11/19, 8412060135 


8412270360 Notice of deviation from insp on 040716-20 •' 

•« Region 2, Office of Director. 84/09/21 in 0{ i 1 * 

Fiche: 50-000, 84/11/20. 8411270296 


B412270296 Ac K receipt of 041022 Itr informing NRC of r ^ 
correct violations noted in IE Insp Repts 50 - 259/04 ,'4 
50-260/84-24,50-296/84-24, 50-327/04-18 & 50-328/84 !'/ 
Staff assessment of liccnoee response enci 
OLSHINSKI.J A Region 2, Office of Director 04 / 11 . 
Tennessee Valley Authority 3 pp 20116 001 24a 

Fiche: 50-000, 04/1 1 / 20 , 8412270296, 


8412270317 Responds to NRC 840921 Itr re violation^i t, 
50-259/84-24, 50-260/84-24, 50-296/84-24, 50-327/B4 IH 
50-320/84-19. Restriction imposed that only senior r« 
operator may act as instructor, 

MILLS, L M. Tennessee Valley Authority. 84/10/22 
Region 2, Office of Director, 5pp 28116 004 .'4‘" 

Fiche : 50-000, 84/1 1/20, 8412270296 


Repts 50-259/84-24,50-260/04 
50-327/84-18 g, 50-320/04-19 on 040716-20 6 24-26 /■ 
notices of violation g, deviation 

LEWIS, R. C, Region 2, Office of Director. 84/09/. .‘j, 

Tennessee Valley Authority. 2pp, 28116- 009. 24-* 

Fiche • 50-000, 04/1 1 / 20 , 84 12270296 


8412270349 Notice of violation from msp on 840716- 
* Region 2, Office of Director. 84/09/21 2nn 

Fiche: 50-000, 04/11/20, 8412270296. 


—0412270381 Insp Repts 50-259/84-24, 50-260/84-24, SO-L*'//, 
50-327/84-18 8d 50-328/04-19 on 840916-20 
noted : fai 1 ure to follou training procedure Jh faiJui r 
annual r equa 1 i f i ca t ion 
'JULIAN, C, Region 2, Office of in 
84/09/20. 24pp 20116.014. 24X F i c he 50-000, 04/ I I 


841015 Itr informing NRC of 
noted in Insp Repts 50-239/04-20. 
50-^0/04-20 & 50-296/84-20. Understandings reached at i 
meeting outlined. 

0 REILLY, J, P Region 2, Office of Director. 84/li/x'i 
Tennessee Valley Authority 2pp, 28115-332. 24X 

Fiche; 50-259, 84/1 1/21, 8412270259. 


Responds to NRC 840913 Itr re violations tui' 

50-259/04-20,30-260/84-20 ^ 30-296/84-20, Correc t i ve . 
plant operating instructions & emergency operating 

conditioning, 

muLS, L. M. Tennessee Valley Authority, 04/10/13 I 
Director. 7pp 20113:334, 24 * 

Fiche: 30-239, 84/1 1 /2l , 0412270239 


8412270278 Notifies that fifth example in notice of vtn] 
accompanying Insp Repts 30-239/04-20,30-260/84-20 6 
50-296/84-20 omitted due to adminl strati v© oversight 1 
Specs cited should be corrected as given 

PARo?^‘"u 2, Office of Director. 84/09/LM 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 20i l M 

Fiche; 50-239, 04/11/21, 8412270259, ^ 


8412270287 Forwards Insp Repts 30-259/84-20,50-260/84’;? 
on 840426-0325 8< notice of violation, 

PARRre^u' -r 2, Office of Director 84/09/ 1 
rftMHis, H, G. Tennessee Valley Authority. 4pp, 28115 
Fiche ; 50-239, 84/11/21, 8412270239. 


8412270294 Notice of violation from insp on 840426-0325 
* Region 2, Office of Director. 84/09/13. 2pp, 

Fiche: 50-259, 04/11/21, 8412270259. " 


receipt of 841101 Itr informing NRC of step 
violations noted in Insp Repts 30-259/84-37, 
50-260/04-37 8< 50-296/84-37. 

OLSHINSKI, J, A. Region 2, Office of Director. 84/11/21 
Tennessee Valley Authority. ip. 20114:150. 24 X 

Fiche: 50-259,84/11/21, 0412270469. 


-841^270480 Responds to NRC 841002 Ur re violations not», 
50-259/84-37,30-260/84-37 «< 50-296/84-37. Corrective ae 
accountability sys implemented & lab shift supervisors! 

^0 monitor window positions. 

MILLS, L.M. Tennessee Valley Authority. 84/11/01, 0 ’C 

Region 2, Office of Director. 6pp. 28114; 151, 24X 

Fiche: 50-239, 84/1 1 /2l , 8412270469. 
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— 8412270490 Forwards Insp Repts 50~259/a4-37> 50-260/84-37 S' 
SO-296/84-37 on 840910-14 Sc notice of violation. 

LEWIS. R C. Region 2. Office of Director. 84/10/02 PARRIS. H.G 
Tennessee Valley Authority. 2pp. 28114:157. 24X 

Fiche- 50-259, 84/11/21, 8412270469. 


— 8412270494 Notice of violation from insp on 840910-17 

* Region 2, Office of Director 84/10/02. 2pp. 28114.159. 24X 

Fiche: 50-259, 84/1 1/21, 8412270469 


— 0412270506 Insp Repts 50-259/84-37,50-260/84-37 & 50-296/84-37 on 
840910-14 Violations noted • fai 1 urs to adhere to radiation 
control procedures it failure to conspicously post 
documents notices. 

WEDDINGTON, R. E. . JENKINS, 0. R. Region 2, Office of Director. 
84/09/26. app. 28114:161. 24X Fi c he: 50-259, 84/ 1 1 /21 , 8412270469. 


8412280309 Forwards Insp Repts 50-259/84-42, 50-260/84-42 & 
50-296/84-42 on 841023-25. No violations or deviations 
identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/21. PARRIS, H.G. 
Tennessee Valley Authority, 2pp. 28126:352. 24X 

Fiche: 50-259. 84/11/21, 8412280309. 


— 8412280320 Insp Repts 50-259/84-42, 50-260/84-42 & 50-296/84-42 on 
841023-25. No violations or deviations identified. Major areas 
i nsp ec ted : sma 1 1-sca le emergency exercise. 

DECKER, T, R. . SARTOR, IJ. M. , CLINE, W. E. Region 2, Office of Director 
04/11/20. 10pp. 28126:354. 24X Fi che : 50-259. 84/1 1 /21 , 

8412280309, 


B41 1210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi che : 50-000, 84/1 1 /27. 841 1210360. 


B412270250 Ack receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-38, 

50-260/84-38 & 50-296/84-38. 

OLSHINSKI, J. A. Region 2, Office of Director, 84/11/29. PARRIS.H. 0. 

Tennessee Valley Authority. Ip, 28114:207. 24X 

Fiche: 50-259,84/11/29, 8412270250. 


—8412270257 Responds to NRC 841012 Itr re violations noted in Insp Repts 
50-259/84-38.50-260/84-38 it 50-296/84-38, Correc t ive actions: 
stores personnel retrained, page removed from analyzer panel 
& r eq.uirements for shift technical advisor program changed. 

DOMERi J. A. Tennessee Valley Authority, 84/11/14. 0 'REILLY, J. P. 

Region 2, Office of Director. 9pp. 28114:208. 24X 

Fiche: 50-259, 84/11/29, 0412270250. 


— 8412270262 Forwards Insp Repts 50-259/84-38, 50-260/84-38 & 50-296/84-38 
on 940826-0925 & notice of violation. 

LEWIS, R. C. Region 2, Office of Director. 84/10/12. PARRIS, H.G. 
Tennessee Valley Authority, 3pp. 28114:217. 24X 

Fiche: 50-259, 84/11/29, 8412270250. 


— 8412270266 Notice of violation from insp on S4O025-O925. 

» Region 2, Office of Director. 84/10/12. 3pp. 20114:220. 24X 

Fiche. 50-259, 84/11/29. 8412270250. 


—8412270273 Insp Repts 50-259/84-38,50-260/84-38 S< 50-296/84-38 on 
040026-0925. Violations not ed : f a i 1 ure to follow Procedure 
STEAR 03-01 vibration readings re recirculation sys. 

PAULK, G.L., PATTERSON, C. A. , CANTRELL, F, S. Region 2, Office of 
Director, 84/10/02. 10pp. 28114:223. 24X Fiche: 50-259, 04/11/29, 

8412270250, 


8411200366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 04/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fiche; 50-000, 84/11/30, 8411280366. 


8411200370 IE Info Notice 84-86, "Isolation Qetwieen Signals of 
Protection Sys it Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fi c he : 50-000, 84/1 1 /30, 841 1200370, 


S412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York, Inc. 117pp. 27965.340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list enc 1 . 

JORDAN, E. L, Division of Emergency Pr eparednes's it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, S41203002S. 


8412060264 EN 84—071: on 841205, notice of violation & proposed 
imposition of civil penalties in amount of $50,000 to be 
issued to 1 ic ensee. Ac t i on based on several failures to 
install vital area barriers around vital equipment. 

ROBINSON, P, Director's Office, Office of Inspection and Enforcement. 
84/12/03. Ip. 27790:361. 24X Fiche' 50-259, 84/12/03, 841 2060264. 


8412280251 Ac k receipt of 841113 supplemental response informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-259/84-23,50-260/84-23 it 50-296/84-23. Final completion 
date will be provided by 850125. 

OLSHINSKI, J A. Region 2, Office of Director. 84/12/04. PARRIS, H.G. 

Tennessee Valley Authority. Ip. 28124:029. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


—8412280255 Responds to NRC 841009 Itr re violations noted in Insp Repts 
50“ 259/84-23, 50-260/84-23 it 50-296/84-23. Corrective actions: 
vendor manual control program being developed it implemented 
to ensure plant procedures updated. 

DOMER,J. A. Tennessee Valley Authority. 84/11/13. D 'RE ILLY, J. P. 
Region 2, Office of Director. 2pp. 28124:030, 24X 

Fiche; 50-259, 84/12/04, 8412280251. 


“8412280258 Ack receipt of 840816 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-23. 

50-260/84-23 Ik 50-296/84-23. Sup p 1 amenta 1 response to Item 1 
due by 841101. 

LEWIS, R.C. Region 2, Office of Director. 84/10/09, PARRIS, H. G. 
Tennessee Valley Authority. Ip. 28124:032. 24X 

Fiche- 50-259, 84/12/04, 8412280251. 


——8412280261 Responds to NRC 840716 Itr re violations noted in Insp Repts 
50-259/84-23,50-260/84-23 it 50-296/84-23. Corrective actions: 

Procedure MMI-6 revised to specify visual insp of lash 
adjusters it crankshaft S, connecting rods. 

LAMBERT, D.L, Tennessee Valley Authority. 84/08/16. O'REILLY, J, P. 

Region 2, Office of Director. 8pp. 28124:033. 24X 

Fiche; 50-259, 84/12/04, B4122S0251, 


— 8412280264 Forwards Insp Repts 50-259/84-23,50-260/84-23 it 50-296/84-23 
on 840.526-0625 & notice of violation. Actions taken or 
planned to improve effectiveness of mgt controls sys 
rBq,ues ted. 

LEWIS, R.C. Region 2, Office of Director. 84/07/16. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28124:041, 24X 

Fiche; 50-259, 84/12/04, 8412280251. 


—8412280269 Notice of violation from insp on 840526-0625, 

Region 2, . Of flee of Director. 84/07/16. 2pp. 28124:043. 24X 

Fiche: 50-259, 84/12/04, 8412280251. 


— 8412280273 Insp Repts 50-259/84-23,50-260/84-23 it 50-296/84-23 on 
840526-0625. Violations noted ; fai lure to take prompt 
corrective action on shutdown room cooling nonconformance 
rept it inadequate diesel generator surveillance, 

PAULK, O.L., PATTERSON, C. A. , CANTRELL, F. S. Region 2, Office of 
Director. 84/07/13. 10pp. 28124:045. 24X Fic h e ; 50-259, 84/12/04, 

8412280251. 


8412120045 Forwards Safeguards Insp Repts 50-259/84-30, 50-260/84-30 «< 
50-296/04-30 on 840820-24 it notice of violation 5( proposed 
imposition of civil penalty, Notice & rept details withheld 
(ref 10CFR73. 21). 

a 'REILLY, J. P. Region 2, Office of Director. 84/12/05. PARRIS, H.G. 
Tennessee Valley Authority. 3pp. 27089:006. 24X 

Fiche: 50-259, 84/12/05, 8412120045, 


— 8412120053 Safeguards Insp Repts 50-259/84-30, 50-260/84-30 & 
50-296/84-30 on 840820-24. Violation noted re vital area 
access control. Details withheld (ref 10CFR73. 21). 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Office of Director. 84/10/15, 
Ip. 27889:009. 24X Fi ch e : 50-259, 84/12/05, 8412120045. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if icatlon of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 
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S412060594 IE Info Notice 94-91- "QC Problems of Meteorological 
Measurements Programs '■ Svc list end. 

JORDAN. E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of Neu) 

York, Inc. il6pp. 28052; 130. 24X Fi c he; 50-000, 84/12/ 10, 8412060594. 

8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineer inq 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc 119pp. 28123.131. 24X Fiche: 50-000, 04/12/ 17. 8412120541 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, '• Svc list end. 

JORDAN, E. U Division of Emergency Preparedness ic Engineering 
R.spon.e (Past 830103). 84/12/17. Consolidated Edison Co of Non, 

York. Inc. 120pp. 20124:001. 24X Fiche: 50-000, 84/12/ 17, 8412120547 


—8412270381 Insp Repts 50-2 59 / 84-24 , 50-260/84-24 , 50-29 a/N 4-':'>: 
30-3^/34-18 & 50-328/84-19 on 840916-20 S. 24-26 3?^ tat Kn 

noted; failure to follow training procedure Si failure of 
operator to participate in annual r e qua 1 i f i ca t i on e.Am 
MUNRO, J Region 2, Office of Director. 84/09/20 'jiinB 
28116 014 24X Fiche 50-000,84/11/20,8412270296. *' 

DOCKET 50-298 COOPER NUCLEAR STATION 

medical, emergency fire protection plans 

Nebraska Public Power District, 84/08/14 Ctf’ 
Region 4, Office of Director. Ip. 27852- 247 Pay 
Fiche: SO-298, 84/08/ 14, 8412110055 


review of nonconformance rept re IE Bulletin 
ao-H, Masonry Walls. " identified seven addl walls 
requiring mod. Current compensatory measure tornado 
procedure remains in effect until walls modified. 

Valley Authority. 84/12/17. DENTON. H.R. 
Nuclear Reactor Regulation, Director. 2pp 28045- 178 
24X Fiche- 50-259, 84/12/17, 8412240015. 

operating reports !< related correspondence 

3412100512 NPDES discharge monitoring repts for Oct 1984. 

Tennessee Valley Authority. 84/10/31. I2pp. 

27858:219, 24X Fiche: 50-259. 84/10/31, 8412100512. 


Monthly operating repts for Dct 1984. W/B4i 116 Itr. 

Tennessee Valley Authority. 84/10/31. 
27911:026. 24X Fiche: 50-259, 84/10/31. 8412120200. 

occurrences. LERs related correspondence 

Confirms 841031 telcon re 841107 enforcement confer 
at plant site concerning apparent violations of Tech Specs 


28pp, 


reactor startup. Proposed meetinr a^enda^enc 1 . 


O'REILLY, J. P, Region 2. Office of Director 
Tennessee Valley Authority. 3pp 27781’ 347 
Fiche: 50-259. 84/11/02, 8412050449. 


84/11/02. 
24X 


PARRIS. H 0. 


8412110057 Forwards advance notification of shipments of oponl - 
fuel. Enel withheld (ref 10CFR73. 21). ^ 

PILANT, J. M, Nebraska Public Power District. 84/08/14 CQ.n' 
Region 4, Office of Director. Ip. 27852,248 24X 

Fiche: 50-298, 84/08/14, 84121 10057 

B412110311 Responds to NRC B40816 Itr re violation & deviation- 
Insp Rept 50-298/84-13 Corrective actions withheld 
(ref 10CFR73. 21). 

1 District 84/09/12. JOHNSON, E M 

S4121103!i ip- 27852-066. 24X Fiche 50-299, 

8412030402 Advises that response to NRC 840330 Itr re guard trjr 
received. Recent insp reflects that 
situation still exists where plan appears to be in conflict 
Response requested within 20 days. 

JOHNSON, E^H. Region 4, Office of Director, 84/10/31 PILAV, 
Nebraska Public Power District Ip, 27735:353, 24x 

Fiche: 50-298, 84/10/31, 8412030402. 

8412030614 Notification of 841127-29 meetings w/util in BrownviS:^ 
to conduct in-progress audit & detailed control room design 
review, ^ 

SYLVESTER,E D. Operating Reactors Branch 2. 84/11/21, 

VASSALLO. D. B, Operating Reactors Branch 2, Ip. 27742' ; 
Fiche: 50-298, 84/11/21, 8412030614. 


8412030262 LER 84-006-04: on 840517. welds inspected on jet pump 
instrument nozzles. Two welds needed repair. Welds will be^ ^ 
repaired by overlay procedure prior to startup. Insp plan 
underway during refueling outage. W/841 1 16 Itr. 

Tennessee Valley Authority. 84/11/16. 
27732.287. 24X Fiche : 50-296, 84/1 1 /16. 8412030262. 


3pp. 


^ Emergency Plan Implementing Procedure 
EPIP 5. 7 17 1, "Dose Assessment Pocket Computer Dose - CNB 
Operating Instructions. '• W/841204 Itr 

' WINDHAM, R., PILANT, J M, Nebraska Public Power Put 
'^^RTIN.R.D Region 4, Office of Director. 16pp 
27835:028. 24X Fiche: 50-290, 84/12/04, 8412100133 


V. 


Operator Examinations 


8412270360 Notice of deviation from insp on 040716-20 24-26 

* Region 2 , Office of Director. 84/09/21. Ip 28116-019 Oiiy 
Fiche; 50-000, 84/11/20, 8411270296, 28116.013. 24X 

8412270296 Ack receipt of 841022 Itr informing NRC of steps taken to 
hoted in IE Insp Repts 50-259/84-24, 

50-260/84-24. 50-296/84-24, 50-327/84-18 & 50-328/84-19 
licensee response end. 

OLSHINSKI, J A. Region 2, Office of Director. 84/11/20 PARRIS. H G 

r 3pp. 28116:001. 24X 

Fiche: 50-000.84/11/20, 8412270296. 


8412310031 Ack receipt of 840801 changes to emergency plan, Revuu 
Pages 5-11.5-64,6-6.6-7,6-25.8-23 S. D-2 acceptable 
JOHNSON, E. H. Region 4, Office of Director, 84/12/14, PILAh’. 
Nebraska Public Power District. Ip 28136:209 24X 

Fiche; 50-298, 84/12/14, 8412310031. 

8412240099 Rev 4 to Emergency Plan Implementing Procedure 5 7 1. 
(Reaper Nuclear Station Emergency Plan Implementation " 
w/841217 Itr. 

WHITMAN. D. , PILANT. J.M. Nebraska Public Power District. 84, 'L 
24pp. 28053' 211 . 24X Fiche : 50-298, 84/12/17, 8412240099. 

P. Operating license stage documents & correspondenc e 


MILLS, L. M. Tennessee Valley Authority. 84/10/22 O'BETiiv j o 
'"P- 2811^004 

Fiche: 50-000. 84/11/20, 8412270296, 


8412070188 Second partial response to FDIA request for documenti ' 
review of amends authorizing revs to Tech Specs to allow 
operation w/one recirculation loop out of svc. Documents 
available in PDR. 

^^*“T'0N. J. M. Division of Rules and Records. 84/04/04, BELL, h 
Nuclear Information & Resource Service. 5pp. 27S47- 124 24* 

Fiche-: 50-000, 84/04/04, 8412070188. 


notices of violation h deviation. 

LEWIS, R.C. Region 2, Office of Director. 84/09/21 PARRIS W o 
Tennessee Valley Authority. 2pp. 28116:009 24X 

Fiche: 50-000, 84/11/20,8412270296. 


8412270349 Notice of violation from insp on 840716-20 & 24-26 
* Region 2. Office of Director. 84/09/21 2pp 28i?2 mi 
Fiche; 50-000, 84/11/20, 8412270296. 28116.011. 


24 X 


3'^12070206 Advises that proposed method to determine operatinj ; 
for flux noise 8t core plate delta noise during single loop 
operation gives sufficient conservation to satisfy util 
concerns. Meth od acceptable. 

SPEIS.T. P. Assistant Director for Reactor Safety. a2/06/C-3 
NOVAK, T. M. Assistant Director for Operating Reactors, 2pp 
27847:141. 24X Fiche: 50-000. 84/04/04, 8412070188. 

8412050542 Submits equipment qualif ication program status rept ft' 
ending 841116, Enel list documents status of equipment 
qualif ication program SERs. 

KARBCH, R, □. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIEL D, D. Assistant Director for Safety Assessment, 3pp 
27783:310. 24X Fiche: 50-000, 84/11 /26, 8412050542, 
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8412100353 Forwards completed data sheets from Surveillance Procedure 
6. 3. 3. 1) "HPCI Test Mode Surveillance Dperationi" per 341213 
telcon. Data sheets cover period from Qct 1983 - Sept 1984. 

WHITMAN- D. A. Nebraska Public Power District. 84/12/13. 

WHEELER, L. L. NRC - No Detailed Affiliation Given. 72pp. 28000:017. 

24X Fiche: 50-298, 84/12/13, 8412180353. 


8412240030 Responds to 841026 request for plans & proposed schedules to 
implement improvements in water level measurement & 
instrumentation sys to improve reliability & accuracy, per 
Generic Ltr 84-23. Analog equipment will be installed, 

PILANT, J. M. Nebraska Public Power District. 84/12/13. 

EISENHUT, D. G. Division of Licensing. 2pp. 28047:046. 24X 

Fiche: 50-299, 84/12/13, 8412240030. 


B4122B0091 Forwards weld repair criteria development summary re Inconel 
nozzle buttering. Use of repair method may be required as 
early as 841220 at site. 

PILANT, J.M. Nebraska Public Power District. 84/12/13. 

VASSALLQ, D. B. Operating Reactors Branch 2. 4pp. 28110:111. 24X 

Fiche; 50-298, 84/12/13, 8412280091. 


Q. Inspection reports, IE Bulletins correspondence 


8412110311 Responds to NRC 840816 ltr re violation deviation noted in 
Insp Rept 50-29B/S4-13, Corrective actions withheld 
(ref 10CFR73. 21). 

* Nebraska Public Power District. 84/09/12. JOHNSON, E. H. Region 
4, Office of Director, Ip. 27852:066. 24X Fiche; 50-298, 84/09/1.2, 

B412110311. 


8412070261 Forwards Insp Rept 50-298/84-17 on 840910,13 14. No 

violatiOM or deviation noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/10/30. PILANT, J.M. 
Nebraska Public Power District. 2pp. 27836:134. 24X 

Fiche: 50-298, 84/10/30, 8412070261. 


— 8412070265 Insp Rept 50-298/84-17 on 840910,13 it 14. No violation or 
deviation noted. Major areas inspected : 1 icensee offsite 
review committee (safety review audit board) offsite 
support staff. 

CHANEY. H.D., MURRAY, 0. , JAUDQN, J. P. Region 4, Office of Director. 
84/10/24. 5pp. 27836:136. 24X Fiche: 50-298, 84/10/30, 8412070261. 


8411150064 IE Info Notice 84-83, "Yarious Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 04/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 841 1150064. 


8412140050 Ack receipt of 840912 ltr informing NRC of steps taken to 
correct violation noted in Insp Rept 50-298/84-13. Add 1 info 
requested within 10 days, per 841002 te 1 con. Sens i ti ve info 
deleted. 

JOHNSON, E.H, Region 4, Office of Director. 84/11/26. PILANT. J.M. 
Nebraska Public Power District, 2pp. 27954:357. 24X 

Fiche: 50-298, 84/11/26, 8412140050. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010:3). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi che : 50-000, 84/1 1 /a7, 0411210360. 


B411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99(n Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards i>. Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

BSpp. 27967:086. 24X Fiche; 50-000, 84/11/30, 841 1280366. 


9411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Nonsafety-Related Equipment. '* 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i< Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fi che : 50-000, 84/1 1 /30, 841 1280370. 


3412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it, Engineering 
Response (Post 930103). 84/12/03, Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


3412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I2app. 27966:093. 24X Fi c he : 50-000, 84/12/03, 8412030028. 


8412120379 Forwards Insp Rept 50-298/84-19 on 840910-14. No violation 
noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/04. PILANT, J. M. 
Nebraska Public Power District. 2pp. 27879:287. 24X 

Fiche: 50-298, 84/12/04, 8412120379. 


— 8412120381 Insp Rept 50-299/84-19 on S40910-14. No violation noted. Major 
areas insp ec ted : 1 ic ensee chemi stry/radioc h emi stry program, 
including review of outstanding open items, staff 
organization & staff qualifications. 

NICHOLAS, J. B. , WISE, R. , MURRAY, B. Region 4, Office of Director. 
04/11/30. 23pp. 27879:289. 24X Fiche: 50-298, 84/12/04, 8412120379. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens i t i r ed 316 Stainless Steel. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, 118pp- 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081, 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fi c he ; 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/ 10, 8412060594, 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc, U9pp. 28123:131. 24X Fic he : 50-000, 84/12/ 17, 8412120541 . 


8412120347 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). S4/J2/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fi c he : 50-000, 94/12/ 17, 8412120547. 


B412270098 Forwards Exam Rept 50-298/0L-85-01 of exam administered 
during wk of 841022. 

JOHNSON, E H. Region 4, Office of Director. 84/12/20. KUNCL, L. G, 
Nebraska Public Power District. 2pp. 23088:233. 24X 

Fiche; 50-298, 84/12/20, 8412270098. 


— 8412270110 Exam Rept 50-298/0L-S5-01 on 841023-25. Exam results: nine 
candidates passed & one failed. 

GRAVES, D.N., COOLEY, R. A. Region 4, Office of Director. 84/12/17. 
54pp. 28088:235. 24X Fi che : 50-298, 84/ 12/20, 8412270098. 


R. Periodic operating reports it related correspondence 


8412130470 Monthly operating rept for Oct 1984. W/841 106 ltr. 
SALISBURY, J. K. , THOMASON, P. V. Nebraska Public Power District. 
84/10/31. 3pp, 27916:182. 24X Fiche: 50-298, 84/10/31, 8412130470. 


V. Operator Examinations 


8412270098 Forwards Exam Rept 50-29B/0L -85-01 of exam administered 
during wk of 841022. 

JOHNSON, E. H. Region 4, Office of Director. 94/12/20. KUNCL, L. 0. 
Nebraska Public Power District. 2pp. 28088:233. 24X 

Fiche; 50-298, 84/12/20, 8412270098. 


— 8412270110 Exam Rept 50-298/DL-85-01 on 841023-25. Exam results: nine 
candidates passed & one failed. 

GRAVES, D.N. , COOLEY, R. A. Region 4, Office of Director. 84/12/17. 
54pp. 28088:235. 24:< Flche: 50-298, 84/12/20, 8412270098, 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency «( fire protection plans 


8412200033 Responds to FQIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/14. BELL,N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000,84/06/14, 8412200033, 
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Advises that revieu) completed for 840831 & 0927 revs to 
emergency plan. Changes do not downgrade effectiveness 
of emergency p lan. Sections J & N still need to brclarified 
CREGErL^r o" Repts 50-266/94-13 & 50-301/94-11 

OREGER 4 L. R Region 3. Office of Director 94/11/21 FAY C w 
Wisconsin Electric Power Co, 2 pp 27735- 17^ ^ 

Fiche: 50-266. 84/11/21, 8412030522. 


8412110293 Provides results of W Snell 841119 telcon re vioiafinr^c s 
sJaJor^r 50-266/84-13 & 50-3oI/84-?i 

rnnfl!ni ^ resolution for listed open items provided Access 
PAPERlLLO°rV°"p demonstrated in Sept 1985. 

I.J . ' *^®Sion 3, Office of Director. 84/12/04 FAY C U 

Wisconsin Electric Power Co. 2pp. 27856:317, 24X AV.C.W, 

Fi Che: 50-266, 84/12/04, 84121 10293. 


B412110249 Responds to 841109 reauest for add! info r-o • ni *. 0 . 
of .loorg.ncg op.raling grot.doJos. Mod of “ .u^g 

‘"‘"■I"’ P'-°“^oras I, vari?.cation/ 
validation process discussed 

CO. 84/12/06. DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER JR ' 
Operating Reactors Branch 3. 4pp. 27856 30? 24 X 

Flche. 50-266, 84/12/06, 84121 10249. 


8412310389 Advises of completion of review of 04 liio ^ 4 . 

Wl^co^!^n°F?.‘':. ”'2'°" Dlractor. BO/ia/14 FAY, C W 

Wisconsin Electric Power Co. Ip 28154- 107 d4v fftY.c. w. 

Fich.: 50-244, 84/18/14,341231038?; 


0Cdui-ring'^aJuJ”5ra?J in'’J«Jonse'?o‘'8l???2'‘!,‘’|3ol|? '■‘P’-'”'’ 

-2 if--’' — ■ 

Flcha; 50-244, 84/12/14,841231037? 


re site emergency - immediate 


immediate actions & EPlp 4 1 
actions. W/841226 Itr. 

Flcha: 50-244, 84/12/24, 8412310100 17*. 24X 


.fsar, a ad,.nda 

84,2180510 FarFarda 8 .v 3 1 . „gdat.d FSA 8 for Poldt Beach Noel 
Fiche. 50-266, 84/11/19, 8412180510. 


~""t"‘u°iVi:rn 

Flehe:50-244. 84/11/17, 8412180510. ®PP' 27757:133. 24X 


!:-??!!!" 5 ' ““'“"'"‘P *< ccfreapond.n 


8412070062 Forwards Amend 91 to License npR =•? # 

Amend changes Tech Specs 15 2 3 1 f evaluatio 

COLBURN r 

Flcha: 50-301, 34/11/14, 8412070042: 


-8412070068 Amend 91 to License DPR 37 

«■ <5> to add ovartam. d^i?! T r„5 15- 2- 3 1 

MILLER, J.R. Op"auS, SilM 4 S'fT''' ■"“* ^ eioatloos. 
27843:331. 24? ^PP- 


B(4) 


'“i3?l?o=:;'Sg;r:i«“-„-p;-t,„g AM.„d ,1 oa opr-27. 

27343:334. 24X Flch.: 50-3?l"lJ/“u7‘;rs4?^”'J-; ^PP' 


8412110027 Forwards reauests fnn - 

5*neric Ltr 83-28, Items 4 2 l & a 3 2 ^!° 931107 response to 

program for reactor trip breaker^ ?' 

Wl.conain EUctJu ^w.J'cr’lDr^^Ja 

Flcha: 50-244, 84/11/23, S4 isuo027^' 3='’- S'** 


fay, c. w. 


q.ua 1 1 f 1 c a 1 1 on program SERs, ^ 

CRulcHFTpf’n Raactors Acaesemant Branch. 84/11/24 

CRUTCHFIELD. D. Assistant Director for Safety 

27783:310, 24X Fi che : 50-000, 84/ 11 /26, 8412050542. 


Responds to 831031 Amends 78 8 , 82 to Licenses DPR -24 « 
DPR-27, respectively, re installation of neui 4. 160-vo?ri 
of voltage relays. Installation completed during steam 
generator replacement refueling outagl 

affiri»*^n^ Co. 84/12/04. DENTON, H R 

Reactor Regulation. Director. MiS j r 
O perating Reactors Branch 3. Ip. 27835:006 24 X 

Flche: 50-266, 84/12/04, 8412100205. 


Provides final responses to Generic Ltr Sl-ia 
Qualification of Auxiliary Feedwater 80 ^" t Seismic 

-P'fPFP as achadu^Ie^'n 3^;??^?^^’'"'’^ 

.ffic. Of N;:??ar?ef "■ «• 


8412120142 Provides amplifying info re 841114 fimo , 

^;c"r?s?3S?^???rS/?rs:?2?2oiS." 




c. of N?c DENTON. H. R. 

Fiche: 50-266, 84/12/12, 8412180259.^ 6 , 354 . 24X 


Ip: SE:s=rr:5’"S “ " 

Flcha: 50-244, 34/12/13,8412180243 


compliance m/ioCFR 50.^9!'^^^^^'^® components now in full 

□ffica”of ^"*■'>2/13- DENTON. H. 

Oparatlng R.actor, Bra^c? O ®"lp ?8n '"■ ”• 

Fleh.: 50-301, 34/12/13, 8412280049. 24X 


afflo.nt T.ch Speci "'1“"* 33. revising radiological 
Offic.'^of N«l?arRe“??r?" '’?"r DENTON, H. R. 

Flcha: 50-244, 34/12/20,3412310332 DhX 


—8412310335 Proposad radiological effluent Tech Specs 

fi" Electric Power Co. 84/12/20 5 dnn 

Fxche: 50-266, 84/12/20, 8412310382. 


28122: 125, 


Bulletins & corresponds 


end. Notice 84-83, "Various Battery Problems." Sve list 

Response' ^Post^S 30103 )°^ 84 / 11 / 19 '^ Preparedness & Engineering 

York, Inc. 120pp. 27807^058 

PP *£/WD7,05B. 24X Fiche: 50-000, 84/11/19, 8411150064, 


evs to 


Of en>arg2n?g piaIl"2"ioL '<'<''Ftiv,ness 

as discussed in Inso Ri»nrc ^ ^ need to be clarified 

GREGER, L. R. Sf^ a n ^ 50-301/84-11. 

Wiaconain ElectJu Pouar Co ? ’'S"*"- ®‘'''“721, FAY, C. W, 

Ficha:50-244,??;i‘;/^;r??li?205g.'' 
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Q411210360 IE Info Notice 84-84^ "Deficiencies in Ferro-Resonant 
Transf ormer s " Svc list end. 

JORDAN. E. L Division of Emergency Preparedness 5< Engineering 
Response (Post 830103) 84/11/27. Consolidated Edison Co of Nem 

Vork. Inc. 126pp. 27807.179. 24X Fiche 50-000,84/11/27,8411210360. 


8412030394 Ac k receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-266/84-15 «< 

50-301/84-13. 

« Region 3, Office of Director. 84/11/27. Wisconsin Electric 
Power Co. Ip, 27723:235. 24X Fiche • 50-266, 84/ 1 1 /27, 8412030394. 


— 8412030405 Responds to NRC 841016 Itr re violations noted in Insp Repts 
50-266/84-15 It 50— 301 /84— 1 3, Corr ec t i ve ac t i on s : import anc e 
of adhering to approved procedures will be reemphasized to 
all operators. 

FAY, C. W, Wisconsin Electric Power Co 84/11/14. KEPPLER, J. G. 

Region 3, Office of Director. Ip. 27723:236. 24X 

Fiche: 50-266, 84/11/27, 8412030394. 


8412100348 Forwards revised Page 5 to 840830 safety evaluation re 
environ qualification of safety-related electrical 
equipment, for addi clarification concerning followup insps. 
MILLER, J.R. Operating Reactors Branch 3. 84/11/28. FAY. C. W. 

Wisconsin Electric Power Co. 4pp. 27870:350. 24X 

Fiche; 50-266. 84/11/28, 8412100348. 


— 8412100359 Revised Page 5 to safety evaluation re environ qualification 
of safety-related electrical equipment, for addl 
clarification concerning followup insp 

* Operating Reactors Branch 3. 84/08/30. 2pp, 27870:352. 24X 

Fiche: 50-266, 84/11/28. 8412100348. 


B412170468 Forwards Insp Repts 50-266/84-19 & 50-301/84-17 on 
841004-05,17-19 1119-20. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 84/11/29. FAY, C W, 
Wisconsin Electric Power Co. 2pp. 27968:198. 24X 

Fiche: 50-266, 84/11/29, 8412170468. 


— 8412170474 Insp Repts 50-266/84-19 & 50-301/84-17 on 841004-05, 17-19 ?< 
1119-20. No noncomp I ianc e noted. Major areas inspected; 
inservice insp procedures, work activities, NDE, personnel 
certifications & control rod guide tube hydrolancing. 

JONES, D. E. , DANIELSON, D. H. Region 3, Office of Director. 

84/11/29. 6pp. 27968:200. 24X Fiche: 50-266, 84/1 1/29. 8412170468. 


B41 1280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Bvc list end. 

GRACE, J. N. Division of QA, Safeguards Z>. Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fi c h e : 50-000, 84/1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys «< Nonsaf ety-Re lated Equipment. " 

Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fic h e: 50-000, B4/1 1 /30, 841 1280370 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010.3). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


B412030028 IE Info Notice B4-SS, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412110293 Provides results of W Snell 841119 telcon re violations & 
weaknesses noted in Insp Repts 50-266/84-13 2< 50-301/84-11. 

Status of resolution for listed open items provided. Access 
control provisions will be demonstrated in Sept 1985, 

PAPER lELLO, C. J. Region 3, Office of Director, 84/12/04. FAY, C. W. 
Wisconsin Electric Power Co, 2pp. 27856:317. 24X 

Fiche: 50-266, 84/12/04, 8412110293. 


8412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 9412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fi che: 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc 116pp 28032' 130. 24X Fic he' 50-000, 84/12/10, 8412060594 


8412180279 Notifies of 841218 meeting w/util in Milwaukee, WI to present 
findings on SALP assessment Appropriate corporate & plant 
mgt representation at meeting recommended 

NORELIUS, C E Region 3, Office of Director. 64/12/12 FAY, C. W. 
Wisconsin Electric Power Co. Ip 27960’ 143. 24X 

Fiche: 50-266, 84/12/12, 8412180279. 


8412180546 Forwards SALP Repts 50-266/84-09 50-301/84-07 for 

Apr 1983 - Sept 1984. Perf ormanc e acceptable 

KEPPLER, J.G. Region 3, Office of Director 84/12/12. BRITT, R.W, 
Wisconsin Electric Power Co. 2pp. 2800l'^220. 24X 

Fiche, 50-266, 84/12/12, 8412180546 


— 8412180557 SALP Repts 50-266/84-09 50-301/84-07 for Apr 1983 - Sept 

1904, 

# Region 3, Office of Director. 84/12/12. 31pp. 28001:222, 24X 

Fiche- SO-266, 84/12/12. 8412180546. 


3412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc 119pp. 28123131. 24X Fic he- 50-000. 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/ 17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412130368 Monthly operating repts for Nov 1984. W/841210 Itr. 

KRAUSE. C. W. , FAY, C. W. Wisconsin Electric Power Co. 84/11/30. 10pp. 

27904:137. 24X Fi c he : 50-266, 84/ 1 1 /30, 84121 30368. 


S. Reportable occurrences, LERs 8t related correspondence 


8412130319 LER 84-007-00: on 841108, while performing breaker auxiliary 
switch wiring insp, emergency diesel generator inadvertantl y 
ac tuated. Caused by personnel err ors. Break er shut to restore 
normal p ower . W/841207 Itr. 

FAY, C. W. Wisconsin Electric Power Co. 84/12/07. KEPPLER, J. G. 
Region 3, Office of Director. 3pp, 27902:025. 24X 

Fiche: 50-301, 84/12/07, 8412130319. 


8412260165 LER 84-008*00: 84 1005, conta inment isolation valve leakage in 
excess of Tech Specs. Caused by worn bushing in valve 
assembly causing valve to stick open. Valve repaired. W/ 

841211 Itr. 

FAYiC.W. Wisconsin Electric Power Co. 84/12/11. KEPPLER, J. 0. 
Region 3, Office of Director. 4pp. 28063:315. 24X 

Fiche; 50--301, 84/12/11, 8412260165, 


V. Operator Examinations 


8412200503 Advises that written 8< oral operator & senior operator 
licensing exams scheduled for 820615 & 16, respectively. 

Simulator exams scheduled for 820526 Requests end approved 
ref matl by 820419 to avoid delays. W/o encl. 

MCMILLEN, J. I. Region 3, Office of Director. 82/03/29. REED, G. A. 
Wisconsin Electric Power Co. 2pp. 28030:205. 24X 

Fiche: 50-266, 82/03/29, 8412200503. 


8412200321 Advises that written operator & senior operator licensing 
exams scheduled for 830614. Oral exams scheduled for S30615 & 

16, Requests end approved ref matl by 830504 to avoid 
delays in schedules. W/o end. 

LITTLE, W.S. Region 3, Office of Director. 83/03/29. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28031:226. 24X 

Fiche; 50-266, 83/03/29, 8412200321. 


8412200475 Discusses requalification exam & program conducted during wk 
of 830612. Exam deficient due to lack of sufficient 
difficulty & scope. Specif ic problem areas listed. 

BURDICK, T. Region 3, Office of Director. 83/07/25, MCMILLEN, J. 
Region 3, Office of Director. 2pp. 28031:067. 24X 

Fiche: 50-266, 83/07/25, 8412200473. 
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8412200431 Advises that unttan operator & sen i or op era t or 1 i c ens mg 
exams scheduled for 831220, Oral exam scheduled for 331^21 & 

22 Requests end approved ref matl be submitted by 831020 to 

avoid delay in exams schedule W/o end, pq/ncj/oi fay C W 

STREEFER.J.F Region 3, Office of Director^ FAY, C. W 

Wisconsin Electric Power Co 2pp. 28031 139 ,^4X 

Fiche: 50-266, 83/09/21 • 8412200431 


0412270157 Advises that present method can be utilized for transmit! 
meteorological & radiological data from control room to 
emergency operations facility & technical support ctr,per 
req.uireme(.ts of Suppl 1 to NUREG-0737 

WESTAFER, G, R Florida Power Corp. 34/12/21 STOLZ, J. F Qperat 
Reactors Branch 4 2pp. 28090.072. 24X F i c h e • 50 - 302 - 84/ 1 2/21 r 

8412270157 


8412210048 Forwards certificates for reactor operators h senior 
reactor operators in effort to advance feelings of 
orof ess i ona 1 1 sm & pride. W/o end. , , 

SPESSARD-R. L SL ZACH, J. J. 

Wisconsin Electric Power Co IP- 2805^.: 288. 24X 

Fiche: 50-266, 83/1 1/01, 8412210048. 


8412260033 Summarizes 041113 meeting re operator requal i f i ca ti on 
program. Followup meeting scheduled for 850115. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
84/11/14. MULHERON, R. J. Wisconsin Electric Power Co. 3pp. 
28073:337 24X Rich e : 50-266. 84/ 1 1/14 , 8412260033, 


I Financial information 


8412030643 Notifies that financial info submitted for 1984 
satisfies 10CFR140. 21 requirement that each licensee 
maintain approved guarantee of payment of deferred premiums 
for each operating reactor over 100 MWe 

SALTZNAN, J Assistant Director for State it. Licensee Relations. 
84/10/11. GREENE, G. E. Florida Power Corp Ip 27743:256. 24X 

Fiche: 50-302, 84/10/11, 8412030643. 


J, Insurance i>. indemnity information 


—8412260034 Requests clarification re licensing process for reactor 
operators. Excessive time required to prepare for exams 
detracts from real responsibilities as u R 

MULHERON.R J. Wisconsin Electric Power Co. 84/10/05 
Office of Nuclear Reactor Regulation, Director. 3pp. 

24X Fiche: 50-266,84/11/14, 8412260033 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 
F. Security, medical, emergency & fire P ^ ^ 


8412270277 Forwards Endorsements 66 & 51 to NELIA Policy NF 195 8< 1 
Policy KF-91, respectively , . ^ , 

DUCK, J. R. Marsh & McLennan, Inc. 84/12/19 SALTZMAN, J. Assis' 
Director for State & Licensee Relations. 3pp. 28088.211 24X 

Fiche: 50-302, 84/12/19, 8412270277. 


8412270322 Forwards Endorsement 6 to NELIA Certificate N 35 
Certificate M-35. 

DUCK, J. R. Marsh 8< McLennan, Inc. 84/12/19. SALTZMAN. J. 
Director for State S< Licensee Relations 3pp. 28088:118. 
Fiche: 50-302, 84/12/19, 8412270322. 


a« MAEU 

Ass i a 
24 X 


8412050772 Advises that representatives of phone company will e 
modifying NRC health physics network phone sya within 30 
days to increase re 1 iab 1 1 i ty . Acc ess to phones requested, 

BROWNLEE. V. L, Region 2, Office of Director. ^ ^ ^ ® 

Florida Power CorJ. Ip. 27779:223, 24X Fiche: 50-302. 84/ U /14. 

8412050772, 


8412050481 Forwards replacement pages for 841100 Itr changing Rev 
modified amended security plan, Pages withheld (ref 
10CFR73. 21). 

WESTAFER, G. R. Florida Power Corp. 

2, Office of Director. Ip 
5412050481. 


84/11/20. 0 'REILLY, J. P. Region 

27763:218. 24X Fi c h e : 50-302, 84/1 1 /20, 


P. Operating license stage documents &. correspondence 


B412120193 Partial response to FDIA request for NUREG/CR 3301, 
of PRA Dominant Accident Sequence Info. “ Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld Cref FQIA Exemption 4>. 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHDL 
Union of Concerned Scientists 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


— 8412120221 App of PRA results for BWR plants. 

«• NRC - No Detailed Affiliation Given. 84/06/05. 900p p 

27948:097, 24X Fich e : 50-000. 84/06/05, 8412120193 


B412190021 Forwards revised general info re fire protection, App R 
exemption requests, per 841023 8< 24 meet ing s , Enc 1 supersedes 
040924 & 1005 technical exemption requests. „ 

WESTAFER, G. R. Florida Power Corp. 84/12/11. ° 

Nuclear Reactor Regulation, Director. I68pp. 28023:205. 24X 

Fiche; 50-302, 84/12/11. 8412190021. 


8412030532 Forwards Amend 72 to License DPR-72 & safety evaluatio 
Amend revises Tech Specs to allow increase of U-235 
enrichment limit in high density fuel ® 

STDLZ, J F Operating Reactors Branch 4 84/11/08. WILGUS, W. B 

Florida Power Corp. 2pp 27740:282. 24X Fi c h e : 50-302, 84 / 1 1 / O 

8412030532. 


S412260136 Ack receipt of 
correct violations noted 
BROWNLEE, V. L. Region 2, 
Florida Power Carp. Ip. 
8412260136. 


841121 Itr informing NRC of steps taken to 
in Insp Rept 50-302/84-28, 

Office of Director. 04/12/12, WILGUS, W,S, 
20063:287, 24X Fiche: 50-302, 84/ 12/12, 


-0412030540 Amend 72 to License DPR-72, revi s ing Tech Specs to a 1 
increase of U-235 enrichment limit in high density fuel 

STDLzf J. F. Operating Reactors Branch 4. 84/11/OB 5pp. 

oiuucv. r. up __ - OA / 1 1 /no. R4.1 PO3053S. 






—0412260146 Responds to MRC 041026 Itr re violations noted in 
50-302/04-28. Correct ivB ac tions; Pr oc edures EM-203 S< EM-207 
verified to be removed from all controlled copies. 

SIMPSONrE. C. Florida Power Corp. 84/11/21. 0 'REILLY. J. P. 

2, Office of Director. 2pp. 20063,283. 24X Fi c he ; 50— 302, 

04/12/12, 8412260136. 


Insp Rept 


Reg ion 


— 8412260148 Forwards Insp Rept 50-302/84-20 on 840924-27 & notice of 
violation, 

BROWNLEE, V. L. Region 2, Office of Director. 84/10/26. 

WILGUS, W.S. Florida Power Corp, 2pp. 20063:290. 24X 

Fiche; 50-302, 04/12/12, 8412260136. 


— 8412260150 Notice of violation from 
*■ Region 2. Office of Director. 
Fiche: 50-302, 84/12/12. 0412260136. 


insp on 040924-27. 

84/10/26, ip, 28063:292. 24X 


— 8412260155 Insp Rept 50-302/84-28 on 840924 - 27 , Non comp I lance noted: 
failure tn aH eniuif « 1 >' oncij plan implementing 


—8412030544 Safety evaluation supporting Amend 72 to 

Office of Nuclear Reactor Regulation, Director. 84/1 1/OQ. 
24X Fiche: 50-302,84/11/08,8412030532 


Off 
27740: 290, 


rept -Pc 


H20S0542 Submits equipment qualification program status 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R.O. Operating Reactors Assessment Branch. B4/ll/«.6. 
TRUTCHF lELD, D Assistant Director for Safety Assessment, 3pp. 
27783:310 24X plche: 50-000,84/11/26,8412050542. 



OLSHINSKI. U. A. Reg 
Florida Power Corp. 
8412310387. 


2pp. 


28134:023. 24X Fi ch e : 50-302, 04/ 1 i 


B412030377 Responds to Generic 
reliability /operability Data 
surveillance tests St engine 


Ltr 84-15 re 
on reduction 
reliability p‘ 


emergency diesel gen 
of cold fast start 
esented St 


d iscussed. 

WESTAFER. G. R. Florida Power 
Division of Licensing. lOpp 
8412030377. 


Corp. 84/11/29. EISENHUT. D. G. 
27724:211. 24X Fi c h e: 50-302. 
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B412110354 Discusses QA guidance Te nonsafety related ATWS equipment. 
Draft generic 1 tr vague & contradictory does not address 
existing nonsafety-related equipment that could be utilized 

WESTAFER. G R Florida Power Corp. 04/12/07, GOLDBERG. S. M. 

Division of QA. Safeguards & Inspection Programs (Post B30103) 3pp 
27851:283. 24X Fi c h e : 50-302. 84/ 12/07. 8412 1 1 0354. 


8412130356 Forwards pages from Tech 3pec Change Request 82 concerning 
restriction on axial power shaping rod position, 
inadvertently omitted from submittal. 

WESTAFER.gr Florida Power Corp^ oav 

Nuclear Reactor Regulation. Director. Ip .^7901.341. 24X 

Fiche: 50-302, 84/12/11. 8412130356. 


DENTON, H.R. Office of 


—8412130358 Proposed Tech Spec 3/4.1 3.9 re restriction on axial power 

#*'^Florida'^Power^Corp 84/12/11. 2pp. 27901:342 24X 

Fiche: 50-302, 84 / 12/1 1 , 8412 130356. 

8412180511 Forwards Itrs submitted to EPA, per Tech Spec App B Part II 
Section 3. 2, Ends may not have been submitted to NRC. 

WESTAFER:®. R. Florida Pou,er Corp. SR/ 12/ 1 3 „SENTDN;^H, R, P iCe of 

Nuclear Reactor Regulation, Director. 34pp. 

Fiche; 50-302, 84/12/13, 8412180511. 


27959:037. 24X 


B412170240 Application for amend to License DPR-72. alloulna extension 
of seven 18-month surveillance reduirements to he performed 
during shutdown All listed surveillances could not be 
oerfomed due to low capacity factor. Fee paid. «. 

WILGUS. W. S. Florida Power Corp. 84/12/14, ° 

Nuclear Reactor Regulation, Director. 5pp. 27933:174. 24X 

Fiche: 50-302. 84/12/14, 8412170260 

—8412170270 Proposed Tech Specs allowing extension of seven 18-manth 
surveillance requirements to be performed during shutdown. 

All listed surveillances could not be performed due to low 


All 

capacity factor. 

* Florida Power Corp. 84/12/14. 
Fiche: 50-302, 84/12/14. 8412170260. 


5pp. 27933: 179. 24X 


8412210180 Informs of util inability to fulfill 840229 commitment for 
completion of PRA evaluation of emergency feedwater sys per 
TMI Item II E, 1 1 on 850630 . Schedule for completion revised 
^ n 051 127 

WESTAFER, G R. Florida Power Corp. 84/12/18. STOLZ, J. F. Operat ing 
Rectors Branch 4. Ip, 28036:184. 24X Fiche: 50-302, 84/12/18, 

8412210180. 

0412260277 Forwards application for amend to License DPR-72, consisting 
of Rev 1 to Tech Spec Change Request 121. Rev provides addl 
restrictions to auxiliary bldg ventilation sys 

iESTAFERfs'R' Florida Pou,.r Comp. 

Nuclear Reactor Regulation. Director. 4pp. 28058.117. 24X 

Fiche. 50-302, 84/12/19, 8412260277. 

—8412260280 Application for amend to License DPR-72. cons Ist ing of Rev 1 
to Tech Spec Change Request 121, providing addl restrictions 
for auxiliary bldg ventilation sys inoperability to 7 h per 

* Florida Power Corp, 84/12/19. 2pp. 28058: 121. 24X 

Fiche: 50-302, 84/12/19, 8412260277. 

—8412260287 Proposed Tech Spec chang es, add ing addl restrictions for 
auxiliary bldg ventilation sys inoperability to 7 h per 30 

^Florida Power Corp. 84/12/19, Ip. 28058:123. 24X 

Fiche: 50-302, 84/12/19, 8412260277. 

Q. Inspection reports, IE Bulletins & correspondence 

8412060134 Forwards Exam Rept 50-302/OL-84-01 of exam administered on 

BROWNLEe!*v. L, Region 2, Office of Director. 84/11/14. WILGUS, W.S. 
FlorUrpLer cor?, 3Rp. 27827:001. 24X Fiph. : 50-302, 84/1 1 /14, 

8412060104. 

3412060139 Exam Rept 50-302/0L -84-01 administered on 840717-19. Exam 

results nine candidates passed, one failed. 

JOHNSON, A. H. , WILSON, B, A. Region 2. ^ ^ ^ ® f 04/10/30. 

sepp. 27827:004. 24X Fi c h e: 50-302, 84/ 1 1 / 14, B412060134. 

B411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison ^o. °f New 

York, Inc 120pp. 27807:058. 24X Fiche ; 50 - 000 , 84/1 1 /19, 8411 1 50064. 


8412210090 Forwards response to IE Bulletin 84 03 re potential for & 
consequences of refueling cavity water seal failure & 
summary rept of actions. No changes need be made to 
configuration or emergency operating procedures 

WESTAFER, G. R. Florida Power Corp. 84/11/20 ° wno 

2, Office of Director. 5pp. 28036:019. 24X Fiche: 50 302,84/11 c. 

8412210090 

8412010057 Suppls 78072B response to Insp Rept 50 - 302 / 78 - 16. revi sing 
original response to delete commitment to post signs 
directing crane operators to make no lifts over pools or 
reactor vessel containing fuel. Personnel trained. 

SIMPSON, E. C, Florida Power Corp. 84/11/21. 0 'REILLY, J.P. eg ion 

2, Office of Director. 2pp. 27704:319, 24X Fiche: 50-302, 84/11/21, 
0412010057, 

8412310251 Ack receipt of 841108 Itr informing NRC of steps taken to 
correct violations noted in Insp . 50"^02/84-22 mt.gUS W S 

OLSHINSKI. J. A. Region 2. Office of Director. WILGUS, W. S. 

Florida Power Corp. Ip. 28135:052. 24X Fiche: 50 - 302 , 84/1 1/23, 

8412310251. 

—8412310259 Responds to NRC B41009 Itr re violations noted in Insp Rept 
50 — 302 / 84 — 22. Corrective actions: administrative instruction 
issued to operators to review califar date on instrument 
before use & locked valves & breakers ^ „ 

WESTAFER, 0. R. Florida Power Corp. 84/11/08, 0 REILLY, J. P. 

Region 2, Office of Director. 3pp. 28135:053. 24X 

Fiche: 50-302, 84/11/23, 8412310251. 


— 8412310262 Forwards Insp Rept 50-302/84-22 on 840729-0831 8f notice of 
violation. _ . ^ ^ „ 

LEWIS, R. C. Division of Project ?< Resident Programs. 

WILGUS, W. C. Florida Power Corp. 2pp. 28135:056. 

Fiche: 50-302, 84/11/23. 8412310251. 


84/10/09. 

24X 


— 8412310266 Notice of violation from insp on 840731-0831. 

LEWIS, R C Division of Project 8< Resident Programs, 84/10/09. 

2pp 28135: 050. 24X Fic h e: 50-302, 84/1 1 /23. 8412310251 . 

—8412310273 Insp Rept 50-302/84-22 on 840731-0831 . Noncomp 1 i ance noted: 
failure to recalibr test instruments & inadequate 
surveillance test procedure. ntTao u 

STETKA, T. F. Division of Project & Resident Programs, BIBBiH. , 
PANCIERA, V. W. Region 2, Office of Director. 84/09/20. 9pp. 
28135:060. 24X Fiche: 50-302, 84/1 1/23, 8412310251. 

8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. , cr ^ 

JORDAN, E. L. Division of Emergency Preparedness Engineering 

f p n IS +• H'^0103) 84/11/27. Consolidated Edison Co. of New 

Y“5 lnc !Lp? 27807 179 24X Fich.: 50-000,84/11/27, 8411210360. 

8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
■rr_ 99 m Generators. " Svc list encl. 

GRACE. J.N Division of QA. Safeguards & Inspection Programs (Post 
830103) 84/11/30. Consolidated Edison Co. of New York, Inc. 

SBpp 27967: ok 24X Fiche: 50-000, 84/11/30. 8411280366. 

8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. ' 

JokAN^E L. Division of Emergency 

D ^ p n <s f R^0l03) 84/11/30. Consolidated Edison Co. of New 

York? lAC. Uipf 27965722; 24X Flchx: 50-000,84/11/30. 8411280370. 

8412030021 IE Info Notice 84-87, ‘'Piping Theripol D.floction Indued bg 
Stratified Flow." Svc list encl. 

JORDAN, E L. Division of Eisengsncg n,.., 

rx « /D.nxx 4 . QRninRi B4/12/03. ConsoHdated Edison wo. or wew 

Y"k° Inc. n7pF 27965^3^0. 24X Fichs : 50-000, 84/12/03, 8412030021 . 

8412030028 IE Info Notice 84-88, "Stendbg G.s Treatsient Sgs Pnobleois. " 

jnRDAN^E ^Division of Emengencg Prepanedness 6 Engineening 
JORDAN, E. u Division ..jJ/Og Consolidatsd Edison Co. of N»», 

y”; Inc 27966fw3 24X Fiche: 50-000.84/12/03, 3412030028, 

8412180046 Forj.Vds BALP Input covering Jul 

reduest Final rept should include info provided in Section 
w:' "?erfo?mUf Analysis." Section V, "Conclusion" 8. App B, 
"Supporting Data & Summary." P4 /i 2/06 LEWIS, R. Region 

2^ Fiche: 50-302, 04/12/06. 


2, Office of Director 
B4121B0046. 


8412050081 IE Info Notice 84-89, "ft'” Corrosion Cracking in 

Y”r'’”c."’°!!3pr‘°27966f332® 24X FicbersO-OOO, 84/12/07, 8412050081. 
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8412050090 IE Info Motice 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Prepar e dness & Engineering 
Response (Post 830103), 84/12/07 Consolidated Edison Co of Neuj 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07. B412050090. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs," Svc list end 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response tPost 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. I16pp. 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060594. 


8412260136 Ac k receipt of S41121 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-302/84-28. 

BROWNLEE. J. L. Region 2. Office of Director. 84/12/12. WILGUS.W.S. 
Florida Power Corp, Ip. 28063:287. 24X Fi che: 50-302. 84/ 12/12. 

8412260136. 


— 8412260146 Responds to NRC 841026 Itr re violations noted in Insp Rept 
50-302/84-28. Corrective actions: Procedures EM-203 it EM-207 
verified to be removed from all controlled copies. 

SIMPSON. E.C. Florida Power Corp. 84/11/21. 0 'REILLY. J. P. Region 

2. Office of Director. 2pp. 28063.288. 24X Fiche: 50-302. 

84/12/12. 8412260136. 


—8412260148 Forwards Insp Rept 50-302/84-28 on 840924-27 «. notice of 
violation. 

BROWNLEE. V. L. Region 2, Office of Director. 84/10/26, 

WILOUS. W, S. Florida Power Corp. 2pp. 28063:290, 24X 

Fiche: 50-302. 84/12/12. 8412260136. 


— 8412260150 Notice of violation from insp on 840924-27. 

♦ Region 2. Office of Director. 84/10/26. Ip. 28063:292. 24X 

Fiche: 50-302. 84/12/12. 8412260136. 


— 8412060139 Exam Rept 50-302/OL-84-01 administered on 040717— 1*7 t 
results, nine candidates passed, one failed 

JOHNSON. A. H. . WILSON, B. A. Region 2. Office of Director. 04/1'' 
3epp. 27827:004. 24X Fiche: 50-302, 84/1 1 / 14, 8412060 1 34 . 
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F. Security, medical, emergency 8< fire protection plans 


8412200033 Responds to FOIA request for five categories of dacume?"''’ 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M. Division of Rules and Records, 84/06/14 DELL. N 
Nuclear Information & Resource Service 3pp. 28052 310. 24X 

Fiche: 30-000, 84/06/14. 8412200033. 


8412060615 Further response to FOIA request for 10 i< 50-mile maps 
nuclear plants. Map reproduction costs d es c r i b e d . Map s will 
not be reproduced until agreement to pay costs reached. 

FELTON. J. M. Division of Rules and Records. 04/11/13, BERLIN, 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50-000. 04/ I 1 ' 

8412060615. 


8412050007 Public version of Rev 4 to Emergency Plan Imp I eme n t i riu 
Procedure EPIP 110-1. "Station Director *' 

NYKIRK. A. W. Commonwealth Edison Co 84/11/26. 14pp. 27760 .‘i*- ■ 

24X Fiche: 50-295. 84/11/26. 8412050007. 


8412050143 Rev 2 to Emergency Plan Implementing Procedure EPIP-IO'^' » 
"Acting Station Director (Shift Engineer) Implementing 
Procedure. " 

PLIML.O. Commonwealth Edison Co. 84/11/26. ISpp 27767 304 
Fiche: 50-295, 84/11/26. 8412050143. 


— 8412260155 Insp Rept 50-302/84-28 on 840924-27. Noncompliance noted: 
failure to adequately maintain emergency plan implementing 
procedures. 

KREH, J L, , CLINE, W. E. Region 2. Office of Director. 04/10/12. 
Spp. 28063:293. 24X Fic h e: 50-302, 84/12/12. 8412260136. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc- H9pp. 28123:131. 24X Fiche: 50-000. 84/12/17. 8412120541. 


8412120547 IE Info Notice 84—93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche; 50-000. 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412170049 Monthly operating rept for Oct 1984. 

GRAHAM, D., STEWART. S, . MCKEE, P. F. Florida Power Corp. 84/10/31 
Spp. 27969:185. 24X Fic he; 50-302. 84/10/31. 8412170049. 


8412050194 Rev 3 to Emergency Plan Implementing Procedure EPIP J 1 
"Technical Director. " 

PLIML.O. Commonwealth Edison Co. 64/11/26. 6pp, 27769. 206 
Fiche: 50-295, 04/11/26, 8412050194. 


8412310219 Forwards public version of revised generating station’s 
emergency plan telephone d ir ectory. W/841219 release memo. 

MOORE. R.D. Commonwealth Edison Co, 84/11/30. Record Servii;#tt 

Branch (Document Control Desk). 5pp, 28137:200 24X 

Fiche: 50-000, 84/11/30. 8412310219. 


8412310241 Public version of revised generating stations emergen.;^ 
telephone directory. 

GALLE, D. P. Commonwealth Edison Co. 84/11/00. 53pp. 2013/ 

24X Fiche; 50-000, 84/11/30, 8412310219. 


S4121000S5 Informs that Revs 4 4A to generating stations emery^iti- v 
plan submitted 840524 It Qct 1984, r esp e c ti ve 1 y , c ons i s t en t Uf/ 

10CFR50. 54(a) requirements S< do not decrease plan 
effectiveness. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/12/04. REl-T). 
Commonwealth Edison Co. 2pp, 27835:058. 24X Fiche- 50-000. 04/ S « 

8412100055. 


8412110266 Forwards 041203 Itr to EPA transmitting "Fifth Quarterly 
Progress Rept for Crystal River 316 Study. " 

WESTAFER. G. R. Florida Power Corp. 84/12/07. DENTON, J. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 27853: 106 24X 

Fiche: 50-302, 84/12/07. 8412110266. 


-8412110271 "Fifth Quarterly Progress Rept, Crystal River Studies." 

* Stone !. Webster Engineering Corp. 84/11/20. 618pp. 27853:108. 

24X Fiche; 50-302, 84/12/07, 8412110266, 


8412130344 Corrected Page 3 of App A to Rev 0 to Emergency Pl£»n 
Implementing Procedure EPIP 340-1. 

* Commonwealth Edison Co. 84/12/06, 2pp. 27901:356 24X 

Fiche: 50-295, 84/12/06. 8412130344, 


8412180390 Forwards Safeguards Insp Repts 50-295/84-24 St 50-304/04 
on 841126—27. No noncompliance noted. 

AXELSON. W. L, Region 3, Office of Director. 84/12/12. REED, CT 
Commonwealth Edison Co. 2pp, 27964:311. 24X Fi c h e; 50-29 3. 04/ s 

84121S0390. 


S. Reportable occurrences, LERs it related correspondence 


B4121M041 LER 84-020-00; on 841103, gas grab sample analysis required by 
Tech Specs not performed within 6 h of exceeding 157. rated 
power. Personnel will be reinstructed in requirements of 
surveillance plan. W/a4l203 Itr. 

R- Florida Power Corp, 84/12/03. 3pp. 
27911:267. 24X Fiche: 50-302, 84/12/03, 8412120041 . 


J. Operator Examinations 


50-302/QL-a4-01 of exam administered o, 

PI D^^^ice of Director. 84/11/14. WILGUS.WJ 

841206013 ^*^ 2^®27:001. 24X Fiche: 50-302. 84/11/14, ' 


•84121B0399 Safeguards Insp Repts 50-295/84-24 & 50-304/04-25 on 
841126-27. No noncompliance noted. Major areas inspected; 
review of Mar 1984 allegation re violation of Security 
Directive 283. Details withheld (ref 10CFR73. 21), 

BELANGER. J. L. Region 3. Office of Director. 84/12/12. in 
27964:313. 24X Fi c h e : 50-295. 84/12/12. 841 2100390. 


8412310449 Requests submittal of annual emergency exercise objectjfe*,*. 
detailed scenarios for NRC review of 45-day schedule Instead 
of 20~day schedule as requested on 820112 8< 830026. Sc h e d u 1 e 
for exercises occurring after 050301 provided, 

PAPER lELLO, C. J. Region 3, Office of Director. 84/12/14 REER r 
Commonwealth Edison Co, Spp. 28134:225. 24X Fiche: 50-000, 04 / i '— , 

84123104^9. 
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P. Operating license stage documents &: correspondence 


8412120193 Partial response to FOIA request for NUREe/CR-330 1 , "Catalog 
of PRA Dominant Accident Sequence Info. '• Foriuards PRA 
results for listed DWR plants, PRA results for Limerick 
withheld <ref FOIA Exemption 4). 

FELTON, J, M. Division of Rules and Records, 84/06/05. SHDLLY. S. 
Union of Concerned Scientists, 2pp 27948:095, 24x 

Fiche; 50-000, 84/06/05, 8412120193. 


— 8412120221 App of PRA results for DWR plants. 

* NRC - No Detailed Affiliation Given. 84/06/05. 900pp. 

27948:097. 24X Fi ch e : 50-000, 84/06/05, 84 1 21201 93. 


8412040222 Informs that 841024 application for withdrawal of amends to 
Licenses DPR— 39 & DPR— 43 re operation w/three reactor 
coolant loops granted. FR notice of withdrawal of application 
end. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/15. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 27758:337. 24X Fiche: 50-295. 84/11/15, 

8412040222. 


— 0412040227 Notice of withdrawal of 770127 application for amends to 
Licenses DPR-39 Si DPR-4a to permit operation w/three reactor 
coolant loops. 

MCDONALD, D. G. Operating Reactors Branch 1. 84/11/lS. Ip. 

27758:339. 24X Fi ch e : 50-295. 84/ 1 1 / 1 5, 8412040222. 


8412030693 Forwards SER re environ qualification of electric equipment 
important to safety. Program in compliance w/lOCFRSO. 49 & 
resolution of deficiencies acceptable. 

VARGA, S. A, Operating Reactors Branch 1. 84/11/21. FARRAR, D.L, 

Commonwealth Edison Co. 2pp. 27743:087. 24X Fi che: 50-295, 84/1 1 /21 , 

84 12030693. 


— 8412030699 Safety evaluation re environ qualification of electric 
equipment important to safety. Lie ensee approach for 
resolving identified environ deficiencies acceptable, 

■» Equipment Qualification Branch. 04/11/21. llpp, 27743:099 
24X Fiche: 50-295, 84/11/21, 0412030693. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs, 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp- 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


8412190314 Forwards comments on proposed radiological effluent Tech 
Specs, per 841002 Itr, Calculations re whole body dose not 
required &; ground-plane pathway not addressed. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/12. FARRAR, D, L. 

Commonwealth Edison Co. 60pp. 28025:314. 24X Fiche: 50-295, 

84/12/12, 8412190314, 


S412260057 Forwards SER supporting post-accident sampling capability, 
per NUREG-0737, Item II. B. 3. 

VARGA, S. A. Operating Reactors Branch 1, 34/12/12. FARRAR, D. L, 

Commonwealth Edison Co. 4pp. 28075:170. 24X Fiche: 50-295, 84/12/12, 

8412260057, 


S412260069 Forwards request for addl info re review of Items 4.2.1 
4.2.2 re maint program for reactor trip breakers 8< trending 
program, respectively , of Generic Ltr 83-28 concerning Salem 
ATWS events. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/14. FARRAR, D. L. 

Commonwealth Edison Co. 6pp. 28072:356. 24X Fiche: 50-295, 84/12/14, 

8412260069. 


S412270424 Suppls 841019 proposed amends to Licenses DPR-39 & DPR-4a re 
revised ECCS analy sis. Evaluation of significant hazards 
evaluation end. 

CASCARANO, R. N. Commonwealth Edison Co. 84/12/20, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp, 28077:003. 

24X Fiche: 50-295, 84/12/20, 8412270424. 


Q. Inspection reports, IE Bulletins & correspondence 


S411150064 IE Info Notice 84-83, "Various Battery Problems." Bve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/11/19. Consolidated Edison Co, of New 

York, Inc, 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, 8411150064. 


B412030400 Forwards responses to IE Bulletin 84-03 re potential for 
consequences of refueling cavity water seal failure prior 
to beginning ref ueling. Gross seal failures similar to Haddam 
Neck not poss ib le, b ecause of design differences. 

ALEXANDER, G. L. Commonuea Ith Edison Co. 84/11/19. KEPPLER, J. G. 

Region 3, Office of Director, 7pp. 27723:237. 24X 

Fiche; 50-000, 84/11/19, 8412030400. 


8412070111 Forwards Insp Repts 50-295/84-22 & 50-304/84-23 on 
841107-09. No noncompliance noted. 

SPESSARD, R. L. Region 3, Office of Director. 84/11/20. REED, C. 
Commonwealth Edison Co. 2pp. 27821:060. 24X Fiche: 50-295, 84/11/20, 

8412070111. 


— 8412070133 Insp Repts 50-295/84-22 & 50-304/84-23 on 841107-09. No 
noncompliance or deviations noted. Major areas inspected : core 
thermal power evaluation. 

MCCORMICK, M. L. , HOLZMER . M. M. . RING, M. A. Region 3, Office of 
Director. 84/11/20. 3pp. 27821:062. 24X Fi che: 50-295. 84/ 11/20, 

8412070111. 


B411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York, Inc. I26pp. 27807:179. 24X Fiche: 50-000. B4/1 1/27, 841 1210360. 


8412170444 Forwards Insp Repts 50-295/84-21 & 50-304/84-22 on 
841022-26,30-31 & 1107 It notice of violation. 

LITTLE. W.S. Region 3, Office of Director. 84/11/28. REED, C. 

Commonwealth Edison Co. 2pp. 27968:237. 24X Fiche: 50-295, 84/11/28, 

8412170444. 


— 8412170448 Notice of violation from insp on 841023-25,30-31,1101-02 8c 
07. 

LITTLE, W. S. Region 3, Office of Director. 84/11/28, Ip. 
27968:239. 24X Fiche: 50-295, 84/11/28, 8412170444. 


—8412170459 Insp Repts 50-295/84-21 8« 50-304/84-22 on 841022-26,30-1102 
Si 07. Noncompliance noted : fai lure to provide independent 
verification of tagouts S< failure to approve temporary 
changes in periodic test procedure. 

CHQULES, N. , SMEENGE, R. , TAYLOR, T, Region 3, Office of Director. 
84/11/28, 14pp. 27963:240. 24X Fiche: 50-295, 84/11/28. 8412170444. 


B41 1280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Sve list end. 

GRACE, J. N, Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi c h e : 50-000, 84/1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co, of New 

York, Inc. 116pp. 27965:224. 24X Fiche : 50-000. 84/1 1/30, B41 1280370. 


8412030021 IE Info Notice 84-07, "Piping Thermal Deflection Induced by 
Stratified Flow, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021, 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412200254 Forwards Insp Repts 50-295/84-20 & 50-304/84-21 on 840929- 
1026 & notice of violation. 

SHAFER, W.D. Region 3. Office of Director. 84/12/03. REED, C. 
Commonwealth Edison Co. 2pp. 28031:168. 24X Fiche: 50-295, 84/12/03, 

8412200254. 


— 8412200257 Notice of violation from insp on 840927-1026. 

SHAFER. W.D. Region 3, Office of Director, 84/12/03. 2pp, 
28031:170. 24X Fiche: 50-295.84/12/03,8412200254. 


— B412200261 Insp Repts 50-295/84-20 & 50-304/84-21 on 840929-1026, 
Noncompliance noted; reactor operator failed to follow 
operating procedure while conducting RCS heatup of Unit 1. 
WRIGHT, G. Region 3, Office of Director. 84/11/30. 8pp. 
28031:172. a4X Fi ch# : 50-295, 84/12/03. 8412200254. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness (k Engineering 
Response (Post 330103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list end, 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 2796^»:215. 24X Fiche: 50-000, 84/12/07, .8412050090. 
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S4120&0594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. *' Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 04/12/10. Consolidated Edison Co of Neuj 

York. Inc 116pp. 28032.130. 24X Piche 50-000.84/12/10,8412060594. 


8412180390 Forwards Safeguards Insp Repts 50-295/84-24 & 50-304/84-25 
on 841126-27. No noncompliance noted 

AXELSON, W. L. Region 3, Office of Director 84/12/12 REED, C. 
Commonwealth Edison Co. 2pp. 27964-311. 24X Fi ch e, 50-295. 84/12/ 1 2, 

8412180390. 


— 8412180399 Safeguards Insp Repts 50-295/84-24 & 50-304/84-25 on 
841126-27. No noncompliance noted. Major areas inspected; 
review of Mar 1984 allegation re violation of Security 
Directive 283 Details withheld (ref 10CFR73. 21) 

BELANGER. J. L. , CREtD. J. R. Region 3, Office of Director 84/12/12 
ip. 27964:313. 24X F i c h e: 50-295. 04/12/ 12. 84121 803 90. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end 

JORDAN. E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche; 50-000. 84/12/ 17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412110488 Monthly operating repts for Nov 1984. W/B41 205 Itr. 

AUSTIN, 0. . GRAESSER. K. L. Commonwealth Edison Co. 84/11/30. 12pp. 

27894:173. 24X Fiche; 50-295, 84/11/30, 84121 10488. 


S. Reportable occurrences, LERs related correspondence 


8412130587 LER 84-026-00: on 8411 12, centrifugal charging pump level 
control valve 2LCV-VC121 exhibited 10 gpm packing leak. 

Caused by replacement of packaging using inadequate 
procedure. Procedure revised & valve repaired. W/a4l205 Itr. 
BASNER.C.A. , GRAESSER. K, L. Commonwealth Edison Co. 84/12/05. 3pp 
27916:105. 24X Fiche: 50-304. 84/12/05. 8412130587. 


S412120422 LER 84-027-00; on 841109, flux difference alarm became 
inoperable due to component failure in process computer. 

Caused by bad card in process computer. Fai led card 
replaced. W/841207 Itr. 

PETRAK. T. G. , GRAESSER. K. L. Commonwealth Edison Co. 84/12/07. 4pp. 
27910:040. 24X Fiche: 50-304. 84/12/07. 8412120422. 


V. Operator Examinations 


8412200258 Discusses arrangements for senior operator operator exam 
to be administered on 820622-24, per C Shultz & JI McMillen 
telcon.Enci list of ref matls needed by 820503. Requirements 
for conducting exams also encl.W/o ends. 

MCMILLENi J. I. Region 3. Office of Director. 82/04/15, REED, C. 
Commonwealth Edison Co. 2pp. 28031:180. 24X Fiche: 50-295. 82/04/15, 

8412200258. 


8412200566 Discusses arrangements for senior operator 8< operator exam 
to be administered during wk of 830418, per C Schultz 8< JI 
McMillen telcon.Enci list of ref matls needed by 830304. 

Requirements for conducting exam also encl.W/o ends. 

LITTLE. W. S. Region 3, Office of Director. 83/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28032:091. 24X Fiche; 50-295, 83/01/28. 
8412200566. 


B4122002S2 Forwards certificates for reactor operators & senior reactor 
operators. W/o end. 

SPESSARD, R. L. Region 3, Office of Director. 83/11/01. 

GRAESSER. K. L. Commonwealth Edison Co. Ip. 28031-193 24X 

Fiche: 50-295, 83/11/01, 8412200282. 


— 8412170227 Apologizes for canceling 820927-1001 regulatory 

effectiveness review Cancellation due to EDO suspension of 
review program. 

BURNETT, R.F. Division of Safeguards S3/01/1S GIESLER, C W 
Wisconsin Public Service Corp Ip 27970:154 24X 

Fiche, 50-000, 84/04/30. 8412170089. 


— 8412170273 Informs of regulatory effectiveness review scheduled for 
last wk of Jul.per FY82 PPG commitment Reasons why site 
chosen as first for review listed 

BURNETT. R.F Division of Safeguards 82/06/28 EISENHUT. D G. 
Division of Licensing. 3p p 27970,158. 24X Fic he, 50-000. 

84/04/30, 8412170089. 


— 8412170277 Forwards proposed memo to DG Eisenhut designating facilu, 
as candidate for safeguards regulatory effectiveness review 
Selection of sites joint r e spons i b i 1 i ty , p er SECY-BO-449 
Suggestions for possible alternative sites welcomed 
BURNETT, R.F. Division of Safeguards 81/11/09 THORNBURG, H D 
Division of QA. Safeguards Inspection Programs (Post 830103) 
2pp. 27970:161. 24X Fi c h e ; 50-000. 84/04/30, 041 21 70089. 


— 8412170330 Responds to 820628 memo re Safeguards regulatory 
effectiveness review 8< confirms understanding reached at 
820709 meeting. Fac il ity cannot accommodate review visit 
until Oct 

EISENHUT, D. G. Division of Licensing 82/07/13. BURNETT, R F 
Division of Safeguards. Ip. 27970’ 214 24X Fiche 50-000, 

84/04/30, B412170OS9. 


8412200033 Responds to FQIA request for five categories of documentirt 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR 

FELTON, J, M. Division of Rules and Records 84/06/14 BELL, N, 
Nuclear Information & Resource Service, 3pp 28052:318 24X 

Fiche: 50-000, 84/06/14, 8412200033 


0412100208 Forwards Insp Rept 50-305/84-17 on 841022-24. No 
noncompl iance noted. List of weaknesses enc 1 . Response 
required within 30 days 

GREGER, L. R. Region 3, Office of Director 84/11/14 HINTZ, D C 
Wisconsin Public Service Corp. 3pp 27861:153. 24X 

Fiche: 50-305, 84/11/14. 8412100208. 


8412100214 Insp Rept 50-305/84—17 on 841022-24. No noncompliance nutt! 
Major areas insp ected . key functions 8< locations during 
841023 emergency preparedness exercise. 

SNELL, W G. , PLDSKIrT. J. , PHILLIPS, M. P Region 3, Office of 
Director 84/11/14. 12pp. 27861:156. 24X Fiche 50-305,84/11/14 

8412100208 


8412060082 Forwards Insp Rept 50-305/84-15 on 840910-14 & notice of 
violation, 

LITTLE. W,S, Region 3. Office of Director. 84/11/16, HINTZ, D C 
Wisconsin Public Service Corp. 2pp. 27827:208. 24X 

Fiche: 50-305, 84/11/16, 8412060082. 


— 8412060084 Notice of violation from insp on 840910-14, 

LITTLE. W. S. Region 3, Office of Director 84/11/16. 3pp. 
27827:210. 24X Fi ch e : 50-305. 84/ 1 1 / 16 , 841 2060082 . 


— 8412060090 Insp Rept 50-305/84-15 on 840910-14. Violations noted; faiT'i 
to conduct surveillance for penetration fire barriers Jk 
failure to implement checklist for apparent inoperable 
penetration fire barriers. 

ULIE, J. M. . REYES. L. A. Region 3, Office of Director. 84/11/16 
20pp. 27827:213. 24X Fiche: 50-305. 84/1 1/16, 8412060082, 


8412140258 Summary of 841115 meeting w/util. Fluor Engineers !k Bechtel/ 
SERCH in Dethesda.MD re fire protection program. 

FAIRTILE. M, B. Operating Reactors Branch 1, 84/12/04. Operating 

Reactors Branch 1. 12pp. 27957:332. 24X Fi c h e ; 50-305, 84/ 1 2/04, 

B41214025B. 


8412310444 Requests submittal of annual emegency exercise objectives t 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 & 830826. Sc h ed u 1 e 
for exercises occurring after S50301 provided. 

PAPER lELLO, C. J Region 3, Office of Director. 84/12/14, HINTZ, D C 
Wisconsin Public Service Corp. 2pp. 28136- 071. 24X 

Fiche: 50-305, 84/12/14, 8412310444. 


8412240093 Informs of reevaluation of emergency preparedness 
communicator position. Method developed to perform initial 
notification to offsite authorities w/o using onshift 
control room p er sonne I , per Insp Rept 50-305/84-17. 

HINTZ, D. C. Wisconsin Public Service Corp. 84/12/17. Record 
Services Branch (Document Control Desk). 3pp. 28042:027. 24X 

Fiche: 50-305, 84/12/17, 8412240093. 
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p Operating license stage documents S< correspondence 


B412050026 Forwards Amend 56 to License DPR-43 & safety evaluation. 
Amend adds Tech Spec to require periodic testing of 
containment fan coil emergency discharge St backdraft 
dampers 

FAIRTILE*M. Operating Reactors Branch 1. S4/11/14. HlNTZi D C. 

Wisconsin Public Service Corp. 2pp 27783:291. 24X 

Fiche: 50-305. 04/11/14, 8412050026. 


— 8412050029 Amend 56 to License DPR-43/ add i ng Tech Specs to require 
periodic testing of containment fan coil emergency discharge 
& backdraft dampers. 

VARGA, S A Operating Reactors Branch 1, 84/11/14 6pp. 

27783' 293. 24X Fiche: 50-305, 84/1 1/14, 8412050026. 


— 8412050035 Safety evaluation supporting Amend 56 to License DPR-43. 

# Office of Nuclear Reactor Regulation, Director 84/11/14. 2pp 
27733:299. 24X Fiche ' 50-305, 84/ i 1 / 14, B412050026. 


S412030703 Forwards request for addl info re Generic Ltr 83-28, Items 
4.2-1 8< 4.2 2 covering periodic maint & forecasting of 
degradation of reactor trip breakers. Addl info requested 
within 60 days of ltr receipt. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/15. HINTZ,D. C, 

Wisconsin Public Service Corp. 6pp. 27743:079. 24X 

Fiche: 50-305, 84/11/15. 8412030703. 


S412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi ch e : 50-000, 84/1 1 /26, 8412050542. 


S412100422 Forwards SER ?< SALP input re Item 4.3 (reactor trip sys 
reliability) of Generic Ltr 83-28, "Required Action Based 
on Generic Implications of Salem ATWS Events. “ Item closed. 
Listed info requested. 

VARGA, S. A. Operating Reactors Branch 1. 84/11/26. HINTZ.D.C, 

Wisconsin Public Service Corp. 2pp. 27870:336. 24X 

Fiche- 50-305, 84/11/26, 8412100422. 


— B412100435 SER on Generic Ltr 93-28, Item 4,3 re reactor trip breaker 
automatic shunt trip. Li censee mods acceptable conditioned on 
listed items. 

* NRC - No Detailed Affiliation Given. 84/11/26. 12pp, 

27970:338. 24X Fiche: 50-305, 84/1 1/26. 8412100422. 


8412040027 Notifies that review of Revs 3 4 to util operation QA 

program, submitted by 830610 & 840611 Itrs, comp leted. Revs 
acceptab le, per requirements of 10CFR50, App B. 

SPESSARD, R. L. Region 3, Office of Director. 84/11/28. HINTZ.D.C. 
Wisconsin Public Service Corp. Ip. 27747:041. 24X 

Fiche: 50-305, 84/11/28, 8412040027. 


8412040137 Application for amend to License DPR-43, revis ing Tech Specs 
to change nuclear peaking factor limits, Rev 1 to XN-NF-31 
8< XN-NF-94-28CP) end. XN-NF-04-2a(P ) withheld 
(ref 10CFR2, 790). 

GIESLER/C.W. Wisconsin Public Service Corp. 84/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 12pp. 27746:232. 

24X Fiche: 50-305, 84/11/30, 8412040137. 


— 8412040143 Proposed Tech Specs, changing nuclear peaking factor limits. 
•» Wisconsin Public Service Corp. 84/11/30. 14pp. 27746:242, 

24X Fiche: 50-305, 84/11/30, 8412040137. 


— 8412040153 Rev 1 to "Kewaunee High Burnup Safety Analy s is; Limiting 
Break LOCA & Radiological Consequences. " 

STRICKER, M. S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.), 
XN-NF-84-31 ROl. 84/10/31. 70pp. 27746:256. 24X 

Fiche: 50-305, 84/11/30, 8412040137. 


0412040187 Forwards safety evaluation of 840629 proposed amend to 
License DPR-43 re Tech Specs changes concerning definition 
of "operable. " Proposed changes acceptable. 

NORELIUS, C. E. Division of Project & Resident Programs. 84/11/30. 
EISENHUT, D. G. Division of Licensing. Ip. 27744:342. 24X 

Fiche: 50-305, 84/11/30, 8412040187. 


— 8412040192 Safety evaluation supporting proposed amend to License 
DPR-43i changing Tech Specs to incorporate definition of 
"operab le. " 

Office of Nuclear Reactor Regulation, Director. 84/11/30. 5pp, 
27744:343, 24X Fi ch e : 50-305, 84/ 1 1/30, 8412040187. 


S412140096 Forwards SER & request for addl info re util response to 
Generic Ltr 82-28, "Inadequate Core Cooling Instrumentation 
Sys " Proposed design approach sat i sf ac tory . Re sponse to 
request for addl info requested within 30 days. 

VARGA, S. A, Operating Reactors Branch 1. 84/11/30. HINTZ,D. C, 

Wisconsin Public Service Corp. 3pp. 27958:066. 24X 

Fiche: 50-305, 84/11/30, 8412140096. 


— 8412140101 Safety evaluation re util response to Generic Ltr 82-28, 
"Inadequate Core Cooling Instrumentation Sys." Proposed 
approach to reactor vessel level instrumentation sys 
accep table. Addl info requested. 

* NRC - No Detailed Affiliation Given 84/11/30. 4pp. 

27958 069. 24X Fiche; 50-305, 84/11/30, 8412140096. 


B4121203B4 Forwards instructions for updating Tech Specs re periodic 
testing of containment fan coil emergency discharge & 
backdraft dampers, per Amend 56 to License DPR-43. 

SAUER. D W. Wisconsin Public Service Corp. 84/12/05. NEIGHBORS, D, 
NRC - No Detailed Affiliation Given. 7pp. 27873:242. 24X 

Fiche: 30-305, 84/12/05, 8412120384. 


8412190278 Forwards safety evaluation re Cycle XI reload core. Core 
design moi-e conservative than design used in accident 
analysi s. Cyc le X - XI refueling outage scheduled to begin 
850218. Cycle XI startup testing scheduled to begin 950418, 
HINTZ.D.C. Wisconsin Public Service Corp. 84/12/07. VARGA, S. A. 
Operating Reactors Branch 1. Ip- 29011:339. 24X 

Fiche; 50-305, 84/12/07, 8412190279. 


— 8412190286 "Reload Safety Eva luat i on, Kewaunee Cycle XI." 

HOLLY, J. T. , WOZNIAK. S. T. , ROPSON, D. J. Wisconsin Public Service 
Corp. 84/11/15. 67pp, 28011:340. 24X Fiche: 50-305, 84/12/07. 

8412190278. 


8412170519 Requests remittance of fee for 841017 ap p 1 icat ion , extend ing 
time for environ qualification of certain electrical 
equipment, 

DIGGS, R.M. License Foe Management Branch. 84/12/11. HINTZi D, C. 
Wisconsin Public Service Corp. Ip. 27970:295. 24X 

Fiche: 50-305, 84/12/11. B412170519. 


8412180093 Provides final piping restraint stresses as compared to 
stress allowables & explanation of why proposed mod requires 
two rupture disc/baffle plate assemblies rather than one, per 
NRC request re NUREG-0737, Item 1 1 . D, 1 . Tab 1 es & figures end. 
HINTZ.D.C. Wisconsin Public Service Corp. 84/12/14. VARGA, S. A. 
Operating Reactors Branch 1. 20pp. 27961:136. 24X 

Fiche: 50-305, 84/12/14, 8412180093. 

8412270210 Forwards "Offsite Dose C^Ilculation Manual, " for review per 
840821 ltr. Radiological environ monitoring program not 
included. Environ program to be addressed in "Radiological 
Environ Monitoring Manual, " to be transmitted by 850131. 

HINTZ.D.C. Wisconsin Public Service Corp. 84/12/20. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 2S0S9: 111. 24X 

Fiche: 50-305, 84/12/20, 8412270210. 


— 8412270215 "Offsite Dose Calculation Manual. " 

•» Wisconsin Public Service Corp. 84/12/20. 80pp. 28089:112. 

24X Fiche: 50-305,84/12/20, 8412270210. 


8412280033 Informs that schedule for response to questions re error 
analysis of reactor inventory tracking sys ?< description of 
upgrade to subcooling margin monitoring sys, requested on 
841130, will be submitted by 850329, 

HINTZ.D.C. Wisconsin Public Service Corp. 84/12/20. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28111:282. 24X 

Fiche; 50-305, 84/12/20, 8412280033. 


Q. Inspection reports. IE Bulletins ti correspondence 


8412100208 Forwards Insp Rept 50-305/84-17 on 841022-24. No 
noncompliance noted. List of weaknesses enc 1 . Response 
required within 30 days, 

OREGER, L. R. Region 3, Office of Director. 84/11/14. HINTZ.D.C. 
Wisconsin Public Service Corp. 3pp, 27861:153. 24X 

Fiche: 50-303, 84/11/14. 8412100208. 


— 8412100214 Insp Rept 50-305/84-17 on 841022-24. No noncompliance noted. 
Major areas inspected : key functions & locations during 
841023 emergency preparedness exercise. 

SNELL, W.G.. PLDSKI.T.J., PHILLIPS, M. P. Regions, Office of 
Director, 04/11/14. 12pp. 27861:156, 24X Fich e: 50-305, 84/ 1 1 /14, 

8412100208. 


8412060082 Forwards Insp Rept 50-305/84-15 on 840910-14 & notice of 
violation. 

LITTLE, W.S. Region 3, Office of Director. 04/11/16, HINTZ.D.C. 
Wisconsin Public Service Corp. 2pp. 27827:208, 24X 

Fiche; 50-305, 84/11/16, 8412060082, 
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— B412060084 Notice of violation from insp on 840910-14 

LITTLE. U S. Region 3, Office of Director. 84/11/16. 3pp 
27837:210. 24X Fi ch e • 50-305. 04/ 1 1 /16. 841 20600B2 


— B412060090 Insp Rept 50-305/94-15 on 840910-14. Violat i ons noted • fa i 1 ure 
to conduct surveillance for penetration fire barriers & 
failure to implement checklist for apparent inoperable 
penetration fire barriers. 

ULIEi J M. » REYES. L. A. Region 3. Office of Director. 84/11/16 
20pp. 27827:213. 24X Fiche: 50-305. B4/11/16. 8412060082. 


8411150064 IE Info Notice 04-83, "Various Battery Problems " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of Neui 

York. Inc. 120pp. 27807:058. 24X Fi c he. 50-000. 84/1 1/ 1 9. 841 1 150064. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000. 84/1 1/27. 8411210360. 


8412170472 Forwards Insp Rept 50-305/84-19 on 840827-1109 & notice of 
violation. 

LITTLE. W. S. Region 3. Office of Director 84/11/28. HINTZ, D. C. 
Wisconsin Public Service Corp. 2pp. 27968:206. 24X 

Fiche; 50-305. 84/11/28, 8412170472. 


— 8412170475 Notice of violation from insp on 840827-1109. 

LITTLE. W.S. Region 3. Office of Director. 84/11/28. 2pp. 
27968:208. 24X Fiche: 50-305, 84/ 1 1 /2a, 84121 70472 


— 8412170479 Insp Rept 50-305/84-19 on 040827-1 109. Noncomp 1 i ance noted: 
failure of licensee to determine as-found containment 
leakage, per Tech Spec & 10CFR50. App J requirements. 

HARE. S. M. I REYES.L. A. Region 3, Office of Director. 84/11/27. 

7pp. 27968:210. 24X Fiche: 50-305. 84/11/28, 8412170472. 


8412050001 Forwards evaluation of potential for & consequences of 
refueling cavity water seal failure in response to IE 
Bulletin 84-03, "Refueling Cavity Water Seal. " 

HINTZ. D.C. Wisconsin Public Service Corp. 84/11/29. KEPPLER. J. G. 
Region 3. Office of Director. 6pp. 27768:322. 24X 

Fiche: 50-305, 84/11/29. 8412050001. 


B4112B0366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30, Consolidated Edison Co. of New York. Inc. 

88pp. 27967:086. 24X Fiche : 50-000, 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Reiated Equipment " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. I16pp. 27965:224. 24X Fiche: 50-000, 84/11/30. 8411280370. 

8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. I17pp. 27965:340. 24X Fi che; 50-000, 84/12/03. 8412030021. 

8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp, 27966:093. 24X Fiche: 50-000, 84/12/03. 8412030028. 


B412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. " Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp, 27966:332. 24X Fiche- 50-000, 84/12/07, 0412O5OOB1. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York, Inc, I14pp. 27966:215. 24X Fiche : 50-000, 84/12/07, B412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fut 
Pump Diesel Engines " Svc list end 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of fJe, 

York, Inc 119pp. 28123' 131. 24X Fi che • 50-000, 84/12/ 1 7, 8412120341 


0412120347 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/12/17. Consolidated Edison Co of 

York, Inc I20pp. 28124:001 24X Fiche 50-000,84/12/17,8412120547 


8412240093 Informs of reevaluation of emergency preparedness 
communicator position. Method developed to perform initial 
notification to offsite authorities w/o using onshift 
control room personnel, per Insp Rept 50-305/84—17. 

HINTZ. D.C. Wisconsin Public Service Corp. 84/12/17 Record 

Services Branch (Document Control Desk). 3pp. 28042:027, 24X 

Fiche: 50-305, 84/12/17. 8412240093. 


R. Periodic operating reports & related correspondence 


B412170066 Monthly operating rept for Nov 1984. W/e41210 Itr. 

RUITER, G. H. . HINTZ, D C. Wisconsin Public Service Corp. 84/11/30, 
5pp 27969. 222. 24X Fiche: 50-305, 84/1 1/30. 8412170066 


S. Reportable occurrences, LERs 8, related correspondence 


8412270082 LER 84-019-00: on 841114, tram B of auxiliary bldg special 
ventilation sys. control room post-accident recirculation fan 
IB & train B safeguards fan coil units inadvertently 
actuated. Caused by miswired relay. W/841214 Itr. 

VUKOVICH. T. J. . HINTZ, D. C. Wisconsin Public Service Corp. 04/12/14 
3pp 20115:001. 24X Fiche: 50-305, 84/12/14, 8412270082 


V. Operator Examinations 


8412200565 Requests approved ref matl listed in End 1 by 820638 to 
meet schedule for administration of s imul ator , wr i t ten & oral 
exams on 820712,08-31 & 0901-03, respective! y. Requirements 
for conducting exams also end. W/o end. 

MCMILLEN, J. I. Region 3. Office of Director. 82/06/15. MATHEWS, E ? 

Wisconsin Public Service Corp. 2pp. 28032:093, 24X 

Fiche: 50-305, 82/06/15. 8412200565, 

B4122005B9 Forwards list of requirements needed to conduct 821037 
operator 8; senior operator written exams Sf 821028—29 oral 
exams. W/o enc 1 . 

LITTLE, W. S. Region 3, Office of Director. 82/09/09 GIESLER, C. W 
Wisconsin Public Service Corp. 2pp. 28032:075. 24X 

Fiche: 50-305, 82/09/09. 8412200589, 


8412200262 Submits schedule for plant operator & senior operator 
license exams, per 830225 & 0318 requests. Wri tten & oral 
exams will be administered on 830524 it 25-26, respective 1 y. 
Processing of 830321 applications underway. 

LITTLE, W. S. Region 3. Office of Director, 83/04/05 OIESLER,C,W 
Wisconsin Public Service Corp. 2pp. 28031:182. 24X 

Fiche: 50-305, 83/04/05. 8412200262. 


8412200252 Requests approved ref matl listed in End 1, "Ref Matl 
Requirements for Operator/Senior Operator Licensing Exams, " 
by 030914 to meet schedule for administration of exams 
during wk of 831114. W/o end. 

STREETER. J. F. Region 3, Office of Director. 83/09/12, GIEBLER.C, 
Wisconsin Public Service Corp. 2pp. 28031:274. 24X 

Fiche: 50-305, 83/09/12, 8412200252. 


8412200245 Requests question it answer keys for reactor operator it 
senior reactor operator requalification exams, candidates 
graded St ungraded answer sheets & schedule of exams by 
831201 to facilitate NRC audit of requalification program. 
STREETER. J. F. Region 3, Office of Director. 83/11/07. GIESLERiC 
Wisconsin Public Service Corp. 2pp. 28031:326. 24X 

Fiche: 50-305, 83/11/07. 8412200245. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8412170443 Forwards Insp Repts 50-282/84-11 St 50-306/84-11 on 
840811-1013 & notice of violation. 

SHAFER. W. D. Region 3, Office of Director. 04/11/28, LARSON, C. E 
Northern States Power Co. 2pp. 27968:254. 24X 

Fiche: 50-282, 84/11/28, 8412170443. 
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--8412170460 Insp Repts SO-282/84-11 it 50-306/84-11 on 84081 1-1013. 
Noncomp 1 lance noted ; unp lanned start of diesel generator not 
reported to NRC within 4 h & voltage restoration scheme not 
placed in manual prior to transferring dc control pou/er. 

JACKIW( I N Region 3. Office of Director. 84/11/26, 15pp. 

27768:257. 24X Fiche; 50-282, 84/11 /2a. 8412170443 


8412070150 Concurs w/NRC concerns re detailed control room design 
review Req,uests 1-yr extension from 850101 to 860101 for 
submittal of design review summary rept. SPDS imp 1 ementat ion 
schedule in NRC 840614 order should be changed accordingly. 

MUSOLF, D. Northern States Power Co 84/11/29. Office of Nuclear 
Reactor Regulation, Director. 2pp. 27820:351. 24X 

Fiche-: 50-282, 84/11/29, 8412070150. 


P Operating license stage documents St correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCHi R, 0 Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26. 8412050542. 


8412070271 Commits to implementation of Option 1 to resolve deficiency 
re environ qual if i cati on of electrical equipment in 
auxiliary feedwater pump room, per 840919 meet ing. Turb ine 
stop valves will be relocated outside pump room. 

MUSQLFi D. Northern States Power Co. 04/11/28. Office of Nuclear 
Reactor Regulation, Director. 2pp. 27814:004. 24X 

Fiche-; 50-282, 84/11/28, 8412070271. 


8412100234 Forwards completed physics testing results of Cycle 7 using 
rod swap methodology approved by 841024 Itr. Results of next 
Unit 1 use of rod swap technique will be submitted per 
841024 Itr. 

MUSOLF. D. Northern States Power Co. 84/11/29 Office of Nuclear 

Reactor Regulation, Director. 3pp. 27834:330. 24X 

Fiche: 50-306, 84/11/29, 8412100234. 


8412100295 Advises that, based on NRC approval of Exxon clad creep 
collapse evaluation, issue closed. 

MUSOLF, D. Northern States Power Co. 84/12/10. Office of Nuclear 
Reactor Regulation, Director. Ip. 27960:010, 24X 

Fiche: 50-202, 84/12/10, 8412180295. 


8412180331 Suppls 840708 response to Generic Ltr 83-28 re shunt trip 
Tech Sp ecs. Prel iminary Tech Spec changes incorporating shunt 
trip & manual reactor trip requirements end. 

MUSOLF, D. Northern States Power Co. 84/12/10. Office of Nuclear 
Reactor Regulation, Director, 5pp. 27999:321. 24X 

Fiche: 50-282, 84/12/10, 8412180331. 


8412270175 Forwards application for amends to Licenses DPR-42 DPR-60, 
Amends change Sections 3. 8 5,6 of Tech Specs re insertion 

withdrawal of Pool 1 spent fuel shipping cask, el iminating 
restriction of assemblies stored onsite. Fee paid. 

MUSOLF, D. Northern States Power Co. 84/12/21. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28090:097. 24X 

Fiche: 50-282, 84/12/21, 0412270175. 


— 8412270183 Application for amends to Licenses DPR-42 8, DPR-60, c hang i ng 
Sections 3. 8 8< 5, 6 of Tech Specs re insertion 8t withdrawal 
of spent fuel shipping cask in Pool 1 , el iminating 
restriction of assemblies stored onsite. 

MUSOLF, D. Northern States Power Co. 84/12/21. 5pp. 28090:099. 

24X Fiche: 50-282, 84/12/21, 8412270175. 


— 84122701B9 Proposed Tech Spec Sections 3. 8 8, 5. 6 re insertion 8, 
withdrawal of spent fuel shipping cask in Pool 1, el iminating 
restriction of assemblies stored onsite. 

Northern States Power Co. 04/12/21. Bpp. 28090: 104. 24X 

Fiche; 50-282, 84/12/21, 8412270175. 


— 8412270195 Rev 2 to "Licensing Rept for Prairie Island Nuclear 
Generating Plant Units 1 8« 2:Spent Fuel Cask Drop 
Evaluation". 

ELLIOT, A. J., WONG, K. Quadrex Corp. QUAD-1-B3-017 R02. 84/10/04. 

57pp, 28090:112. 24X Fiche; 50-282, 84/12/21, 8412270175. 


Q, Inspection reports, lE Bulletins 8, correspondence 


8412200592 Forwards completed evaluation form 8t provides SALP input re 
exams administered at plant during 810631 - 820701, per 
820719 telcon. Results of exams listed. W/o end. 

MCMILLEN, J. I. Region 3, Office of Director. 82/07/22. DIIANNI,J. I. 

Operating Reactors Branch 3. Ip. 28032:074. 24X 

Fiche: 50-282, 82/07/22, 8412200592. 


0412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983. Ad e quae y of training program 
difficult to judge due to limited number of candidates. 

STREETER, J. F. Region 3, Office of Director. 83/07/29. 

TAMBLING, T. N. NRC - No Detailed Affiliation Given. 2pp, 28029:333. 
24X Fiche 50-000,83/07/29,8412190465. 


8412060597 Forwards notice of environ assessment 8< finding of no 
significant impact re proposed relief from ASME Code, Section 
XI for insp of components & testing of pumps 8< valves. 

MILLER, J. R Operating Reactors Branch 3. 84/11/06. MUSOLF, D. M. 

Northern States Power Co. Ip. 27328.325, 24X Fi c he- 50-282, 

84/11/06, 8412060597. 


— 8412060599 Notice of environ assessment 8< finding of no significant 
impact re proposed relief from requirements for inservice 
insp program it inservice testing of pumps & valves. 

LAINAS, G. C. Assistant Director for Operating Reactors. 84/11/06, 
3pp, 27828:326. 24X Fiche: 50-202, 84/1 1/06, 8412060597. 


8412030138 Ack receipt of B41015 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-282/84-07 it 
50-306/84-07, Disagrees u/position that valve leakage need 
only be qualitatively determined. 

SPESSARD, R. L. Region 3, Office of Director. 84/11/16. LARSON, C.E. 
Northern States Power Co. 2pp. 27736:292. 24X 

Fiche; 50-282, 84/11/16, 8412030138 . 


— 8412030145 Responds to NRC 840629 ltr re violations noted in Insp Repts 
50-282/84-07 8< 50-306/84-07. Correc t ive ac ti ons : techni que for 
quantitatively determining leak rate of valves developed 
will be submitted for review. 

LARSON, C.E. Northern States Power Co. B4/10/15. SPESSARD, R. L. 
Region 3, Office of Director. 2pp. 27736:284. 24X 

Fiche: 50-282, 84/11/16. 8412030138. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 
end. 

JORDAN, E, L Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co, of New 

York, Inc 120pp. 27307:058. 24X Fi c he: 50-000, 84/1 1/19, 841 1 1 50064. 


8412100244 Forwards Insp Repts 50-282/84-14 & 50-306/84-16 on 
841022-26. No noncompliance noted. 

GREGER, L, R, Region 3, Office of Director. 84/11/20. LARSON, C. E. 
Northern States Power Co. 2pp. 27861: 119, 24X 

Fiche; 50-282. 84/11/20, 8412100244. 


— 8412100257 Insp Repts 50-282/84-14 & 50-306/84-16 on 841022-26. No 
violation or deviation noted. Major areas inspected; 
confirmatory measurement program, inc luding sampling S? QC of 
analytical measurements, 

RQZAK.S. , QESTMANN, M. J. , SCHUMACHER, K. Region 3, Office of 
Director, 84/11/19. Bpp. 27861:121. 24X Fiche: 50-282, 84/11/20, 

8412100244. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi che : 50-000, 84/1 1 /27, 841 1210360. 


B412170443 Forwards Insp Repts 50-282/84-11 it 50-306/84-11 on 
840811-1013 Si notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 84/11/28. LARSON, C. E. 
Northern States Power Co. 2pp, 27968:254. 24X 

Fiche: 50-282, 84/11/28, 8412170443. 


— 8412170452 Notice of violation from insp on 840811-1013. 

SHAFER, W.D. Region 3, Office of Director. 84/11/28. Ip. 
27968:256. 24X Fi ch e : 50-282, 84/ 11 /2S, B412170443 


—8412170460 Insp Repts 50-282/84-11 St 50-306/84-11 on 840811-1013. 
Noncompliance noted : unp lanned start of diesel generator not 
reported to NRC within 4 h St voltage restoration scheme not 
placed in manual prior to transferring dc control power, 

JACKIW, I. N. Region 3, Office of Director. 84/11/26. 15pp, 

27968:257. 24X Fi che: 50-282, 84/ 1 1/28, 8412170443. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Sve list end. 

GRACE, J. N, Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc. 

eSpp, 27967:086. 24X Fi Che : 50-000, 84/11 /30, 841 1280366, 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsafety-Related Equipment, " 

Sve list end, 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 0411280370. 



8412030031 IE Info Notice S4-S7, "Piping Thermal Deflection Induced by 
Stratified Flow " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co of New 

Vork. Inc 117pp. 27965-340, 24X Fiche 50-000,84/12/03,8412030021 

B4I203002S IE Info Notice 84-08, "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/12/03. Consolidated Edison Co of New 

York, Inc 122pp. 27966 093 24X Fiche 50-000,84/12/03,8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens i t i I ed 316 Stainless Steel " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York. Inc. I10pp. 27966.332. 24X Fi c he. 50-000, 84/1 2/07, 8412050081 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/12/07. Consolidated Edison Co of New 

York, Inc 114pp 27966.215 24X Fiche 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91# "QC Problems of Meteorological 
Measurements Programs." Svc list encl 

JORDAN# £ L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 04/12/10 Consolidated Edison Co. of New 

York. Inc. 116pp 20052 130. 24X Fiche 50-000,84/12/10,8412060594. 

8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines," Svc list encl 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/12/17. Consolidated Edison Co of New 

York. Inc 119pp. 28123:131. 24X Fiche 50-000, 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93# "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end 

JORDAN# E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 94/12/17. Consolidated Edison Co, of New 

York. Inc I20pp, 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547, 


R. Periodic operating reports & related correspondence 


8412120084 Monthly operating repts for Oct 1984 W/841106 Itr 

DUGSTAD, D, , MUSOLF, D. Northern States Power Co 84/10/31. 9pp. 
27910:284. 24X Fiche. 50-282, 84/10/31, 8412120084. 


V. Operator Examinations 


B412210106 Requests approved ref matl listed in Encl 1 by 820329 to 
meet schedule for administration of operator & senior 
operator licensing simulator & wntten/oral exams on 
820428-30 & 0607. respectively. W/o encl 

HIND, J. A Region 3, Office of Director 82/03/10. GILBERTS, D. E. 
Northern States Power Co. 2pp. 28052.051. 24X 

Fiche: 50-282, 82/03/10, 8412210106, 


B412200592 Forwards completed evaluation form & provides SALP input re 
exams administered at plant during 810631 - S20701, per 
820719 telcon. Results of exams listed. W/o encl. 

MCMILLEN, J. I. Region 3. Office of Director. 82/07/22. DIIANNI.J. I, 
Operating Reactors Branch 3 Ip. 28032:074, 24X 

Fiche: 50-282. 82/07/22, 841 2P00592. 


8412170465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983 Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER. J. F. Region 3, Office of Director. 83/07/29. 

TAMBLING. T. N NRC - No Detailed Affiliation Given. 2pp. 28029:333 
24X Fiche: 50-000,83/07/29,8412190465 


8412200559 Requests approved ref matl listed in Encl 1, "Ref Matl 
Requirements for Operator/Senior Operator Licensing Exams, " 
by 830810 to meet schedule for administration of written 8c 
oral exams on 831011 8c 12-13, respectively. W/o encl. 

STREETER, J, F. Region 3, Office of Director. 83/09/07. LARSON. C. £. 
Northern States Power Co. 2pp. 28030:262. 24X 

Fiche: 50-282. 83/09/07. 8412200559. 


8412200021 Discusses Dec 1982 requalification program aud it. Results &> 
grading of reactor operator 8e senior reactor operator exams 
acceptab 1 e. 

BURDICK, T.M. Region 3, Office of Director, 83/10/24. MCMILLAN. J, I . 

Region 3. Office of Director. Ip. 28031:304 24X 

Fiche-: 50-282, 83/12/04. 8412200D21 


8412200446 Forwards certificates for reactor operators Z'. senior re,: 
operators. W/o encl. 

SPESSARD, R L Region 3, Office of Di-rector. 83/11/01 WATZL. E 
Northern States Power Co. Ip 28031 : 059, 24X Fiche; 50—282, 

83/11/01. 8412200446 


0412190492 Submits monthly summary rept of Region III r eqoa 1 i F i c a 1 1 
exams for Oct 1983, per 830608 request. Results of audits of 
listed plants will be forwarded w/Nov monthly rept W/o 
end. 

KEPPLER.J.G Region 3, Office of Director. 83/11/07. DENTON, H 
Office of Nuclear Reactor Regulation, Director. Ip 2802 9:3313 
Fiche: 50-000, 83/11/07, 8412190492. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency 8< fire protection plans 


0412050167 Advises that some pages of Rev 2 to Emergency Plan 
Implementing Procedure 2.50.7 "Emergency Onsite Radiation 
Monitoring Procedure," found in Rev 3, Rev 2 pages of 
procedure should be removed from manual 8< discarded. 

* Maine Yankee Atomic Power Co. 84/11/28, Record Services H' 

(Document Control Desk). Ip. 27773' 200, 24X Fi c h e; 50-309, 84 / I 

0412050167. 


0412110167 Rev 4 to Emergency Plan Implementing Procedure 2. 50. 10« 
"Operations Support Ctr " 

li- Maine Yankee Atomic Power Co 84/12/05. 6pp 27855.076 2 

Fiche. 50-309. 84/12/05, 8412110167. 


8412170342 Forwards Insp Rept 50-309/84—22 on 840904-1012 & notice 
violation. 

WENZINGER.E. Division of Project & Resident Programs. S4/12/10 
RANDAZZA, J. B Maine Yankee Atomic Pouier Co. 2pp. 27933: 138 ! 

Fiche: 50-309, 84/12/10, 8412170342. 


--8412170347 Insp Rept 50-309/84-22 on 040904-10 1 2. Vi o 1 a t i on noted 
failure to have operable reactor leak detection sys. 

LUPTAK, A , HOLDEN, C., ELSASSER, T. C, Region 1, Office of Dlrec' 
84/12/06. 9pp. 27933:141. 24X Fi c h e: 50-309, 84/ 12/ 1 0, B4 121 70: 


8412280137 Comments on Nov 1984 "Evacuation Time Estimate Update f( 
Boothbay Harbor Region of Maine Yankee Plume Exposure 
Pathway Emergency Planning Zone." Boothbay Harbor area can 
be evacuated in safe & timely manner. 

URBANIK, T. Texas A&M Univ. , College Station, TX. 04/12/21. 
PERRDTTI.D, Division of Emergency Preparedness &i Engineering 
Response (Post 830103). 2pp. 28108:006, 24X Fich e: 50-309, 84/ 

8412280137. 


H. General correspondence 


8412070267 Clarifies & corrects error in 841012 Itr re changes in 
distribution of correspondence due to revs in plant & 
corporate mgt structure. 

WHITTIER, G.D Maine Yankee Atomic Pou/er Co. 84/11/30. MILLER.. 
Operating Reactors Branch 3. 2pp. 27019:297. 24X 

Fiche: 50-309, 04/11/30, 0412070267. 


I, Financial information 


8412200449 Forwards 1983 annual financial repts for joint owners O' 
facility. Listing of joint owners encl. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. B4/12/18 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 3p| 
28017:001. 24X Fi che; 50-000, 84/ 12/ 1 B, 0412200449. 


— 8412200456 "Annual Rept 1983. " 

ROWE. J. W. Central Maine Power Co, 03/12/31. 40pp. 20017 20‘ 

24X Fiche: 50-000, 04/12/18, 8412200449. 


——8412200465 "Bangor Hydro-Electric Co Annual Rept 1983. " 

HASKELL. R. N. , OREENQUIST, T. A. Bangor Hy d r o-E 1 ec tr i c Co. Q3/i; 
44pp. 28018:109. 24X Fi c h e: 50-000 . 84/ 1 2/ 1 B, 8412200449 . 


P. Operating license stage documents 8; correspondence 


8412110017 Summary of 840918 meeting w/u t il . Struc tura 1 Mechanics 
Stevenson Xs Assoc & EQE, Inc re seismic capability of plant 
structures, sys it components. Meeting agenda.list of 
attendees & vieugraphs encl. 

HEITNER.K. L. Operating Reactors Branch 3. 84/11/09. MILLER. v7 I 

Operating Reactors Branch 3. 58pp. 27899:005. 24X 

Fiche.; 50-309. 84/11/09, 8412110017, 


DOCKETED ITEMS 


1 20dj0 102 Ack receipt of 841023 Suppl 1 to radiological effluent Tech 
Spec Proposed Change 68 , Offsite dose calculation manual 
T-equeotod to perform revietii. 

J. R Operating Reactors Branch 4. 04/11/14. RANDA2 ZA» J. B. 

M-ain® Yankee Atomic Power Co. 2pp- 27831:198. 24X 

i Che: 30"'309. 04/11/14. 8412060102. 


6412280010 Forwards draft "Offsite Dose Calculation Manual" to assist 
NRC^review of 841023 proposed Tech Spec change re 
radiological effluents, 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/12/24. MILLER. J.R. 
Operating Reactors Branch 3. Ip. 28110:115. 24X 

Fiche; 50-309. 84/12/24. 8412280010. 


04 12070427 Forwards safety evaluation re util 830429 response to 
Oeneric Ltr 82-28 «< TMI Item II. F. 2. "Inadequate Core 
Cooling Instrumentation Sys, " Schedule for completing 
1 Icenaing action should be provided within 30 days. 

miller. J.R. Operating Reactors Branch 3. 84/11/14. RANDAZZA. J. B. 

M^ine Yankee Atomic Power Co. Bpp 27846:109. 24X 

F=^i c ha: 50-309. 84/11/14. 0412070427. 


— S4122B001S Draft "Offsite Dose Calculation Manual," 

* Maine Yankee Atomic Power Co. 84/12/24. 59pp. 28110:116. 24X 

Fiche; 50-309. 84/12/24. 8412280010. 


Q. Inspection reports, IE Bulletins 8 t correspondence 


0412010009 Forwards Suppl 3 to Rev 2 to operational QA program. 
Clarifies manager of operations responsibilities for 
nonconformance rept review, 

WHITTIER. G, D. Maine Yankee Atomic Power Co. 84/11/15. MURLEY.T.E. 
Rt?gion 1. Office of Director. ip. 27709:213. 24X 

ich©: 50-309, 84/11/15. 8412010039. 


^ — 0412010092 Suppl 3 to Rev 2 to operational QA program. Section XV. 
"Nonconforming Matls.Parts & Components. " 

w Maine Yankee Atomic Power Co. 84/11/01. Ip. 27709:214. 24X 

Rich© : 50-309. 84/11/15. 8412010089. 


B41 1150064 IE Info Notice 84-83. "Various Battery Problems. " Svc list 
end. 

JORDAN. E L. Division of Emergency Preparedness 8 < Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co, of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000. 84/1 1/19. 8411 150064. 


8412010154 Requests addl 10 days to respond to 841030 ltr re violations 
noted in Insp Rept 50-309/84-02. Response will be submitted 
by 841130. 

WHITTIER. G. D. Maine Yankee Atomic Power Co. 84/11/20. MURLEY.T.E. 
Region 1. Office of Director. Ip. 27710:362. 24X 

Fiche: 50-309, 84/11/20, 8412010154. 


04 1 2030421 Forwards YAEC-1447. "Application of RETRAN-02 Mod 2 & BIRP 
■bo Analysis of Main Stean Line Break Accident at Maine 
Yankee Atomic Power Co." for review 5i approve 1 . Approval 
faqueated by Sept 1985. Fee paid. 

WHITTIER. G, D, Maine Yankee Atomic Power Co. 84/11/20. MILLER. J.R. 
Operating Reactors Branch 3. 2 pp. 27723:001. 24X 

Riche; 50-309. 84/11/20. 8412030421, 


0412030430 "Application of RETRAN-02 Mod 2 BIRP to Analysis of Main 

□team Line Break Accident at Maine Yankee Atomic Power Co. " 
LEFRANCOIS. M. P. . RADCLIFF. T. D, Maine Yankee Atomic Power Co, 
YAEC-1447. 84/09/30. B4pp, 27723:003. 24X Fi c he : 50-309. 

04/ 11/20, 8412030421, 


0412010124 Responds to NRC 821112 ltr. Corrects statements in updated 
evaluation re degraded grid voltage protection. 

Periodic survei llance, combined w/appr opriate administrative 
c: on tr a 1 s. wi 1 1 provide high degree of compliance w/limits, 

WHITTIER. Q. D. Main® Yankee Atomic Power Co. 84/11/21. MILLERiJ.R. 
Operating Reactors Branch 3. 2pp, 27710:311. 24X 

Riche-; 50-309. 84/11/21. 8412010124. 


0412050542 Submits equipment qualification program status rept for wk 
arnding B41116, End list documents status of equipment 
c|,ua I i f i ca 1 1 on program SERs, 

K.ARSCH.R.O, Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIELD, D, Assistant Director for Safety Assessment. 3pp. 
S77B3:310. 24X Fi che : 50-000. 84/1 1 /26. 8412050542. 


©4 12120426 Forwards "Review 1: Comment on NUREO/CR-3756. 'Seismic Hazard 
Characterization of Eastern US: Met h od o 1 ogy tk Interim Results 
•For Ten Sites, 

WHITTIER, 0. D. Maine Yankee Atomic Power Co. 84/12/04. MILLER. J.R. 
Operating Reactors Branch 3. Ip. 27804:023. 24X 

Rich©-: 50-309. 84/12/04. 8412120426, 


— — 0412120432 "Review & Comment on NURE0/CR~3756i 'Seismic Hazard 
Characterization of Eastern U 8 : Math odol og y it Interim Results 
for Ten Sites. ' 

■a Yankee Atomic Electric Co. YAEC-1455. 84/12/04. 150pp. 

27084:024. 24X FI c h e : 50-309, 84/ 12/04. 8412120426, 


Q4j,2itp0294 Forwards microfiche master of 841120 main steam line break 
model app 1 Ication. W/o microfiche. 

WHITTIER. G, D. Maine Yankee Atomic Power Co, 64/12/04. MILLER. J.R. 
aperating Reactors Branch 3, Ip. 28012:180. 24X 

Riche-; 50-309. 84/12/04. 8412190294, 


Q4 1L2170504 Requests remittance of fee for 840413 application for amend 
-bo Uicense DPR-36. chang ing Tech Specs re certain 
NUREO-0737 requirements. 

Dl<5O0/R. M, License Fee Management Branch. 84/12/12. OARRITY. J. 
Maine Yankee Atomic Power Co. Ip. 27970:313, 24X 

Riche: 50-309. 84/12/12. 8412170504, 


^412210142 Notifies that program based on INPO NUTAC rept will be 
implemented by 850901, per Generic Ltr 83-29. 

WHl TTIERi G, D. Maine Yankee Atomic Power Co. 84/12/14. MILLER. J. R. 
Operating Reactors Branch 3 Ip. 28036:205. 24X 

Riche: 50-309. 04/12/14. 8412210142. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8 . Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fi c he : 50-000. 84/1 1/27. 8411210360. 


8412060371 Ack receipt of 841025 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-309/84-15. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/11/29, 
RANDAZZA. J. B. Maine Yankee Atomic Power Co. 2pp. 27794:124. 24X 

Fiche: 50-309. 84/11/29, 8412060371. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Ge.terators, " Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

eSpp. 27967:086. 24X Fi c h e : 50-000. 84/1 1 /30, 8411280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys «< Nonsaf ety-Related Equipment. " 

Svc list end, 

JORDAN. E, L. Division of Emergency Preparedness «< Engineering 
Response (Post 030103). 84/11/30, Consolidated Edison Co, of New 

York. Inc. 116pp. 27965:224. 24X Fiche : 50-000, 84/1 1 /30. 841 1280370. 


8412130169 Responds to NRC 841030 ltr re violations noted in Insp Rept 
50-309/84-02. Corrective a c t i ons; admini strati ve controls to 
verify operability of emergency diesel generators will be 
instituted. per 840914 discussions. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/11/30. MURLEY.T.E. 
Region 1. Office of Director. 7pp. 27905:266. 24X 

Fiche-: 50-309, 04/11/30. 8412130169. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50 - 000 , 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 


27966; 093. 24X Fiche: 50-000.84/12/03, 8412030028. 


8412170062 Forwards Insp Repts 50-309/84-06 & 50-309/84-09 in response 
to citizen concerns re safety of repair work at facility. No 
inadequacies identified in repair work safety or training it 
qualification program. 

MURLEY.T.E. Region 1, Office of Director, 84/12/03, 

Maine State of Ip. 27972:260. 24X Fich e: 50-309. 84/12/03. 

8412170062. 


BRADFORD. P. A. 


-8412170070 Responds to 840305 ltr w/ltrs from State of ME residents 
expressing concerns re safety of repair work at facility. 

Ltr forwarded to Region I for response. No safety issue 
identified to date. Insps continuing. 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement. 84/05/21. BRADFORD. P. A. Maine. State of. Ip. 
27970:352, 24X Fich e: 50-309. 84/12/03. 8412170062. 
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DOCKETED ITEMS 


8412130301 Ack receipt of 840409 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept SO-309/83-20, Sever i t y 
Level IV citation in rept appropriate. 

STAROSTECKI. R Division of Project 8^ Resident Programs 84/12/04 
RAWDAZZA- J, B. Maine Yankee Atomic Power Co 2pp 27900.339. 24X 

Fiche: 50-309* 84/12/04. 8412130301 


—8412130303 Responds to NRC 840307 Itr re violations noted in Insp Rept 
50-309/83-20. Corrective acti ons: testing & maint program for 
reactor trip breakers i undervoltage devices developed. 

WHITTIER. G D. Maine Yankee Atomic Power Co. 84/04/09 

HURLEY. T.E Region 1. Office of Director. 5pp, 27900.341. 24X 

Fiche 50-309. 84/12/04, 8412130301. 


R. Periodic operating reports 8< related correspondence 


8412120100 Monthly operating rept for Oct 1984 W/e41109 Itr 
LEE. V. Y, . WHITTIER. G D. Maine Yankee Atomic Power Co 8- 
5pp. 27910 301. 24X Fi c h e • 50-309, 84 / 1 0/3 1 - 84 1 2 1 20100, 


8412310386 Submits monthly status rept on plant-specific ba< 
through Dct 1984. Lists of backfitting 8. open Issues provi( 
in Tables 1 ?< 2. resp ec t i ve 1 y 

TREMBLAY. P P. Operating Reactors Assessment Branch. 84/: 
HOLAHAN, G. M. Operating Reactors Assessment Branch, lOpp 
28148:351 24X Fiche' 50-000. 04/12/05. 0412310386 


8412210160 Ack receipt of 841119 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-309/84-18 

MARTIN, T, T. Division of Engineering & Technical Programs 84/12/06, 
RANDAZZA. J. B. Maine Yankee Atomic Power Co. 2pp. 28052:108. 24X 

Fiche: 50-309. 84/12/06, 8412210160. 


— 8412210164 Responds to NRC 841017 Itr re violations noted in Insp Rept 
50-309/84-18. Corrective actions: all elements of corrective 
actions will be audited within 3-yr period beginning 850101. 

Audit Rept MY-e4-16A end. 

WHITTIbR.G. D. Maine Yankee Atomic Power Co. 84/11/19. 

HURLEY, T.E. Region 1, Office of Director. 12pp. 20052:110. 24X 

Fiche: 50-309, 84/12/06. 8412210160. 


B412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. ■' Svc list end 
JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post S30I03). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966.332. 24X Fiche: 50-000, 84/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp, 27966:215. 24X Fi che; 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. ■■ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. U6pp. 28032:130. 24X Fic he : 50-000, 84/12/ 10. 8412060594. 


8412170342 Forwards Insp Rept 50-309/84-22 on 840904-1012 it notice of 
violation. 

WENZINGER.E. Division of Project tt Resident Programs. 84/12/10. 
RANDAZZA. J. B. Maine Yankee Atomic Power Co. 2pp. 27933:138. 24X 

Fiche: 50-309. 84/12/10. 8412170342. 


—8412170344 Notice of violation from insp on 840904-1012. 

■* Region 1, Office of Director. 84/12/10. 2pp. 27933: 140. 24X 

Fiche; 50-309. 84/12/10. 8412170342. 


S. Reportable occurrences. LERs S< related correspondence 


8412050187 LER 84-014-00- on 841023. fire protection deferta i 
in diesel generator fire area boundary , motor control ctr 
suppression sys & boundaries adjacent to containment Fire 
watch Bstab 1 ished. Door B r ep 1 ac ed , W/84 1 1 20 Itr, 

MCCUMBER. J. , WHITTIER. 0. D Maine Yankee Atomic Power Co. 
4pp. 27778:357. 24X Fi c he : 50-309, 84/ 1 1 /21 . 84 1 2050187 


8412110495 LER 84-015-00: on 841 103. reac tor trip occurred due 
steam generator water level. Caused by failure of turbine 
stop valve to close comp 1 ete 1 y . Va 1 ve r epa i r ed . W/04 1 204 Itr 
EMBRY, K. L , WHITTIER. G. D, Maine Yankee Atomic Power Co. 
4pp. 27893:202. 24X Fi c h e ; 50-309. 84/ 12/04, 04 1 21 10495 


8412140458 LER 84-017-00: on 84 1 104, r ea c tor trip occurred due 
overfeeding steam generators. Caused by openf>d motor operat 
isolation valves to main feedwater regulating valves, 
Feedwater sys procedure c han g ed. W/84 1 205 Itr. 

EMBRY, K, L, , WHITTIER, 0. D. Maine Yankee Atomic Power Co. 
3pp. 27953:001, 24X Fi c h e • 50-309, 84/ 12/05, 84 1 2 1 40458 


8412210032 LER 84-016— 00’ on 841110 & 11. due to feedwater con 
malfunctions. reactor tripped twice Caused by spurious 
opening of turbine driven feed pump recirculation valve 
P-2C. Valve control circuitry mod if ied. W/e4121 1 Itr, 

SMITH. S. P. , WHITTIER, 0. D. Maine Yankee Atomic Power Co. 
4pp. 28052:312, 24X Fic h e ; 50-309, 04/ 12/ 11 . 04 1221 0032 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8412170089 Further response to FOIA request for 16 categorie 
documents. Forwards App A & B documents. per Category 6, r e 
regulatory effectiveness review. App D documents partially 
withheld (ref FOIA Exemption 3). Documents available in PDR 
FELTON. J. M. Division of Rules and Records. 04/04/30. SH' 
Union of Concerned Scientists, 6pp 27970: 106, 24X 

Fiche: 50-000. 84/04/30. 8412170089. 


—8412170347 Insp Rept 50-309/84-22 on 840904-1012. Violat i on noted; 
failure to have operable reactor leak detection sys. 

LUPTAK. A. . HOLDEN. C., ELSASSER. T. C. Region I, Office of Director. 
84/12/06. 9pp. 27933:141, 24X Fiche; 50-309, 84/12/10, 8412170342. 


8412200612 Notification of Significant License Meeting 84-117 on 841218 
w/util in Wiscasset. ME to discuss SALP corrective actions. 

LUPTAK, A, Region 1, Office of Director. 34/12/12. Region 1, 

Office of Director. Ip. 28032:358. 24X Fi che : 50-309. 84/ 12/12, 

8412200612. 


8412120541 IE Info Notice 84—92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, *• Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co, of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547 . 


8306240067 Requests assistance in preparing response to NMI 
request for views on end Tech Spec changes re surveillai 
frequency of diesel generator day tank va Ives. Change s 
withheld. 

THOMAS, C.O. Standardization 8< Special Projects Branch. 
PARR, 0, D. Auxiliary Systems Branch. Ip. 27970 205 2' 

Fiche: 50 - 000 , 84 / 04 / 30 , 8412170089 . 




surveillance frequency of diesel generator day tank val' 
Reliability surveillance should be balanced w/need to 
provide sabotage p rotec tion. Tech Spec mod not needed, 
PARR, 0. D. Auxiliary Systems Branch, 83/06/22. THOMAS, 
Standa r d i za t i on & Special Projects Branch, Ip 27970' « 

Fiche: 50 - 000 , 84 / 04 / 30 , 841 2170089 . 


8307130125 Discusses NHSS safeguards regulatory effective 
licensee response re surveillance frequency of diesel 
generator day tank valves. Tech Specs consistent w/STS t 
not warrant changing, 

Standardization & Special Projects Branch. 

Safeguards Licensing Branc 
27970.206. 24X Fiche: 50-000, 84/04/30, 8412170089, 


8412270419 Responds to NRC 841022 Itr re arching theory to qualify 
unreinforced masonry walls, per IE Bulletin 80-11. Four 
battery room walls qualified w/o mod using working stress 
techniques. Response re south wall expected by 850115. 

WHITTIER. 0. D. Maine Yankee Atomic Power Co. 84/12/19. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 28076*307 24X 

Fiche.; 50-309, 84/12/19, 8412270419. 


“■ licen.e. closing out 1 

in 830520 memo re safeguards regulatory effectiveness 
review. Agrees w/830629 comments re day tank valve 
surveillance. Matter c losed. Related info end 

® Safeguards Licensing Branch 

70 0 ® & Special Projects 

7 pp. 27970.132. 24X Fiche: 50-000, 84 / 04 / 30 . 8412170089 . 


DOCKETED ITEMS 


129 


— 8412170181 Requests analysis of safeguards regulatory effectiveness 
revieu; on 821203-10 re frequency of diesel generator day 
tank valve surve i 1 lance. Mi sposi t ion ing of valves offers no 
safety implications. 

MCCDRKLFi G W. Power Reactor Safeguards Licensing Branch. 

83/05/20. THOMAS < C. 0. Standard i zation & Special Projects Branch. 
Ip. 27970:141. 24X Fi c h e • 50-000, B4/04/30. 84121 70089. 


— 8412170193 Forwards proposed Itr to licensee re two open items in 
830224 regulatory effectiveness review rep t. Li c ensee 830323 
response did not offer proper resolution to items. 

HCCORKLE, G. W. Power Reactor Safeguards Licensing Branch. 

83/05/20. THOMAS, C. 0. Standard i zation & Special Projects Branch. 

2pp. 27970:142. 24X F i c h e : 50-000. 84/04/30, 8412170089. 


— 8412170222 Forwards results of 821203-10 regulatory effectiveness 
review for review. U/o end. 

MCCORKLE. G. W. Power Reactor Safeguards Licensing Branch. 
83/02/02. BURNETT, R. F. Division of Safeguards. Ip. 27970:153. 
24X Fiche: 50-000, 84/04/30. 8412170089. 


— 8412170373 "Safeguards Regulatory Effectiveness Review, Salem Nuclear 
Power Station Units 1 ?< 2. " Info deleted. 

* NRC - No Detailed Affiliation Given. 82/12/31. 23pp. 

27970:216, 24X Fi che: 50-000, 84/04/30, 8412170089. 


8412110182 Public version of revised emergency plan implementing 
procedures, inc luding emergency plan procedures index & Rev 3 
to EP II“1» "Emergency Response Manager Responsibilities." 
W/B41206 release memo. 

* Public Service Electric Sc Oas Co. of New Jersey. 84/10/22. 
VARGA, S. A. Operating Reactors Branch 1, 269pp. 27908:052. 24X 

Fiche: 50-272, 84/10/22, S4121 10182. 


S412120039 Requests waiver of reporting requirements of 10CFR50, 54(p) 
authorization to rept change re security sys upgrade when 
fully implemented upon project comp letion, per R Baily 
request. 

LIDENiE. A. Public Service Electric & Gas Co. of New Jersey. 

84/11/30 MUR LEY, T. Region 1, Office of Director. 2pp. 27086:296. 

24X Fiche 50-272, 84/11/30, 8412120039. 


8412180166 Forwards response to Item 4a in NRC 840608 Itr re violations 
noted in Insp Repts 50-272/84-10 8c 50-311/84-10. Description 
of MIDAS reflects current status of meterological info 8c 
dose assessment sys S< future development. 

LIDEN.E. A. Public Service Electric 8c Oas Co. of New Jersey. 

84/11/30. MARTIN, T. T. Division of Engineering 8c Technical Programs, 
9pp, 27961:328. 24X Fi c h e : 50-272, 84/11 /30, 8412180166. 


8412190446 Forwards request for addl info re 840130 "SPDS, Sa f ety 
Analysis 8c Implementation Plan." Response requested within 
60 days. 

VAROA, S, A Operating Reactors Branch 1. 84/12/07. UDERITZ,R.A. 

Public Service Electric 8< Gas Co. of New Jersey. 5pp. 28016:343. 
24X Fiche: 50-272, 34/12/07. 8412190446. 


B412210244 Forwards Rev I to index 8t index to attachments for "Event 
Classification/Notification/Reporting Guide," Rev 3 to 
emergency plan table of contents 8i Rev 17 to emergency plan 
procedures index. 

MOELLER, P, A. Public Service Electric 8c Gas Co. of New Jersey. 
84/12/11. NRC - No Detailed Affiliation Given. Ip. 28033:335. 
24X Fiche: 30-272, 84/12/11, 8412210244. 


— 8412210253 Rev 1 to index for "Event Classification/Notif ication/ 

Rep anting Guide. " 

* Public Service Electric 8c Gas Co. of New Jersey. 84/10/22, Ip. 
28033:336. 24X Flc h e: 50-272, 84/12/ 1 1 , 8412210244. 


— 8412210257 Rev 1 to index for attachments to "Event Classification/ 
Notif ication/Reporting Guide." 

* Public Service Electric 8< Gas Co. of New Jersey. 84/10/22. 
2pp. 28033:337. 24X Fiche: 50-272, 84/12/11, 8412210244. 


— 8412210260 Rev 3 to emergency plan table of contents. 

* Public Service Electric 8c Gas Co. of New Jersey. 84/08/31, Ip. 
28033:339. 24X Fiche: 50-272, 84/12/1 1, 8412210244. 


— 8412210265 Rev 17 to emergency plan procedures index. 

# Public Service Electric 8c Gas Co. of New Jersey. 84/10/22. 
3pp. 28033:340, 24X F i c h e; 50-272, 84/12/ 1 1, 8412210244. 


J. Insurance S< indemnity information 


8412270386 Forwards Endorsement 73 to NELIA Policy NF-230, Endorsement 
59 to MAELU Policy MF-90 8« Endorsement 3 to NELIA Policies 
N-60 & N-72 8c MAELU Policies M-60 8c M-72. 

STERN, D. Marsh 8« McLennan, Inc. 84/12/21. SALTZMAN, J. D. Assistant 
Director for State 8< License# Relations, 7pp. 28087:345. 24X 

Fiche: 50-000, 84/12/21, 8412270386. 


P. Operating license stage documents & correspondence 


8412010196 Notification of 841129-30 meetings w/util in 0ethesda,MD to 
discuss response to request for info re semiautomatic 
switchover of safety in ject i on, List of questions for agenda 
end. 

FISCHER, D.C. Operating Reactors Branch 1. 84/11/19. VARGA, S, A. 

Operating Reactors Branch 1. I2pp. 27722:337. 24X 

Fiche; 50-272, 84/11/19, 8412010196. 


8412030542 Submits equipment qualification program status rept for wk 
ending 841116 End list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26. 8412050542. 


8412050199 Requests addl remittance to complete fees for issuance of 
Amends 50,52,57 & 59 to License DPR-70 8i Amends 20,26 8< 27 
to License DPR~75. 

DIGGS, R.M. License Fee Management Branch. 84/11/27. UDERITZ, R. A. 

Public Service Electric & Gas Co. of New Jersey. Ip. 27912:026. 

24X Fiche- 50-272, 84/11/27, 8412050199. 


0412140336 Comments on Rev 3 to Chapter 17 of updated FSAR re QA 
program descripti on. Changes acceptable provided listed items 
of concern resolved by 850220, per 841116 telcon.Addl info 
stating reasons for changes requested. 

MARTIN, T. T. Division of Engineering 8 j Technical Programs, 84/11/27. 
UDERITZ, R. A. Public Service Electric 8< Gas Co. of New Jersey, 2pp. 
27934:182. 24X Fiche : 50-272, 84/1 1 /27, 8412140336. 


8412130481 Forwards Amends 59 it 28 to Licenses DPR-70 & DPR-75, 
respectively 8c safety eva luat ion. Amends change radiological 
effluent Tech Specs to form centralized nuclear dept !< add 
requirements re admlni strative controls. 

FISCHER, D. Operating Reactors Branch 1. 84/12/05. UDERITZ, R. A. 

Public Service Electric i* Oas Co. of New Jersey. 5pp. 27917:001. 
24X Fiche: 50-272, 84/12/05, 8412130481. 


— 8412130486 Amends 59 8t 23 to Licenses DPR-70 it DPR-73, r esp ec t ivel y , 
changing radiological effluent Tech Specs to form 
centralized nuclear dept & add requirements re 
administrative controls. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/05. 300pp. 

27917:006. 24X Fiche: 50-272, 84/12/05, 8412130481. 


— 8412130506 Safety evaluation supporting Amends 59 it 28 to Licenses 
DPR-70 it DPR-75, respect ively. 

* Office of Nuclear Reactor Regulation, Director, 84/12/05. 
13pp. 27917:303. 24X Fiche: 50-272, 84/12/05, 8412130481. 


— 8308030399 Revised "Rad io 1 og i cal Effluent Tech Specs Implementation 
<A-2), " technical evaluation rept. 

FERNANDEZ, C. Franklin Institute/Franklin Research Center. 
NRC-03-ai-130. TER-C 5506 - 111/112 Rl. 83/07/28. CONGEL, F. , 

WILLIS, C. NRC - No Detailed Affiliation Given. 32pp, 27917:316. 

24X Fiche: 50-272, 84/12/05, 8412130481, 


8412140049 Requests FR publication of notice of issuance of Amends 
59 it 28 to Licenses DPR-70 it DPR-75, respec tive 1 y. Amends 
modify radiological effluent Tech Specs to assure compliance 
w/App I of 10CFR50. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/05. MILLER, J.R. 

Operating Reactors Branch 3. 3pp, 27955:359. 24X 

Fiche: 50-272,84/12/05, 0412140049. 


8412130374 Comments on Rev 3 to Chapter 17 of updated FSAR re QA 
program description. Chang es acceptable provided listed items 
of concern resolved by 850220, per 841116 telcon.Addl info 
requested stating reasons for changes. 

MARTIN, T. T. Division of Engineering & Technical Programs. 04/12/06. 
UDERITZ, R. A. Public Service Electric it Gas Co. of New Jersey. 2pp. 
27903:147. 24X Fiche: 50-272, 84/12/06, 8412130374. 


8412190109 Application for amends to Licenses DPR-70 & DPR-75 revising 
Tech Spec Section 6.8,4 re malnt of post-accident sampling 
sys program. 

LIDEN, E. A, Public Service Electric & Gas Co. of New Jersey. 

84/12/07. VARGA, S. A. Operating Reactors Branch 1. 4pp. 28009:187. 
24X Fiche: 50-272,84/12/07,8412190109. 


— 8412190114 Proposed changes to Tech Specs, adding Section 6.8. 4(e) re 
post-accident sampling program requirements, per Generic Ltr 
83-37 & NUREG-0737. 

* Public Service Electric & Gas Co. of New Jersey. 84/12/07. 

4pp. 28009:191. 24X Fiche; 50-272, 84/12/07,8412190109. 
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S41219O120 Application for arnends to Licenses DPR-70 S' DPR-75^ revising 
Tech Specs tc provide surveillance requirements for 
containment pressure-vacuum relief isolation valve opening 
angle limit Fee paid 

LIDEN, E A Public Service Electric 8i Gas Co of New Jersey. 

84/12/07 VARGA. S A Operating Reactors Branch 1 4pp. 2B009 301 

24X Fiche 50-272.84/12/07.8412190120. 


— 8412190124 Proposed changes to Tech Specs Section 6 6 3. providing 
surveillance requirenents for containment pressure-vacuum 
relief isolation valve opening angle limit. 

* Public Service Electric & Gas Co, of New Jersey. 84/12/07. 
2pp. 28009.-305. 24X Fiche. 50-272, 84/12/07, 8412190120. 


8412190298 Application for amend to Licenses DPR-70 5( DPR-75, revi s ing 
Tech Spec Surveillance Requirement 4 5 3. 2 to facilitate 
surveillance testing of ECCS pumps. Fee paid. 

LIDEN. E A. Public Service Electric & Gas Co. of New Jersey, 

84/12/07. VARGA, S. A, Operating Reactors Branch 1. 3pp. 28012:183. 
24X Fiche 50-272.84/12/07.8412190298, 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J N. Division of QA. Safeguards & Inspection Programo it-' ’ 
830103). 84/11/30. Consolidated Edison Co. of New York, Im 

08pp, 27967. 086. 24X Fi c h e : 50-000, B4/ 1 1 /30, G4 1 1200366 


8411280370 IE Info Notice 84-86. "Isolation Between Signals oP 
Protection Sys 8< Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN, E L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co 

York, Inc. 116pp. 27965:224. 24X Fiche : 50-000, 84/1 1 /30. R4 11 F 


8412180166 Forwards response to Item 4a in NRC 040608 Itr re 
noted in Insp Repts 50-272/84-10 & 50-31 1 /S4-1 0. Dea cr i p t i o n 
of MIDAS reflects current status of me tero 1 og i ca 1 info & 
dose assessment sys & future development. 

LIDEN, E A. Public Service Electric «<. Gas Co. of New Jersey, 

84/11/30. MARTIN, T. T. Division of Engineering ?< Technical ■ 

9pp. 27961:328. 24X Fi c he : 50-272, 84/1 1 /30, 04 121801 66. 


8412190315 Proposed Tech Specs changing Surveillance Requirement 
4. 5. 3. 2 to facilitate surveillance testing of ECCS pumps. 

♦ Public Service Electric & Gas Co. of New Jersey. 84/12/07. 

3pp. 28012:186. 24X Fiche: 50-272, 84/12/07, 8412190298 


8412210173 Confirms listed commitments re inadequate core cooling 
instrumentation sys, including installation of Mod Kit 2 for 
reactor vessel level instrumentation sys (RVLIS),per 841024 
Itr. Proposed Tech Specs re RVLIS encl. 

LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 
S4/lS/i3. VARGA, S. A. Operating Reactors Branch 1. 11pp. 

20035: 273 24X Fiche; 50-272, 84/12/13, 8412210173. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Iiuhii * ' 
Stratified Flow. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &i Engineer Ino 
Response (Post 830103). 84/12/03. Consolidated Edison Co uf 

York, Inc. 117pp. 27965:340. 24X F i c he ; 50-000. 84/1 2/03, 04 1 




. ww, , I WHIG, II I, out. rruo 

Svc list end. ’ 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000, 84/1 2/03, 84 U' 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 & 1205 
memos. 


EISENHUT, D. G. Division of Licensing. 84/12/13. 
of Nuclear Reactor Regulation, Director. 2pp. 
Fiche; 50-000, 84/12/13. 8412270501. 


DENTON. H.R. Office 
28107: 340. 24X 


8412130130 Discusses Insp Repts 50-272/84-36 50-311/84-35 conrt..^ 

on 840925-1026. No violation noted. Concern re failure to 

status of inoperable containment Isolation Valve 
ICV69 to operators expres sed . Respons e requested. 

division of Project & Resident Programs. 84/1/ 
Service Electric & Gas Co of New Jersey 

27906.162 24X Fiche: 50-272, 84/12/06, S412130130 


8412210218 Informs of plans re Cycle 3 reload core Reload core design 
will be verified during startup physics testing program. 

Reload involves no unreviewed safety question per 
10CFR50. 59. y H P 

Public Service Electric & Gas Co. of New Jersey. 

S. A. Operating Reactors Branch 1. 5pp. 28034- 139 

24X Fiche: 50-311. 84/12/14. 8412210218. 

Q^^Inspection reports, lE Bulletins & correspondence 






“Various Battery Problems. " Svc list 


841 1150064 IE Info Notice 84-83, 
encl. 

JORDAN. E.L Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 04/11/ 19, 8411 150064. 

violations noted in Insp Repts 
Corrective actions: on-the-spot ^ 
changes written. approved & implemented as permanent changes, 
per Administrative Procedure AP-3. ^.nanges, 

B4/n/19'^' ^ Cas Co. of New Jersey. 

martin, T.T. Region 1. Office of Director 4dd 
27709:199. 24X Fiche: 50-272, B4/1 1/19, 8412010050. 

I-, r.fu.lins ravltv ..at.r 
IW.P than a? 

Sdem * o sno.i failui-a hijhly unlikal^ to occur. 

84/11/i, ®.>» Co- uf Nau, Jarsag. 

27875 219 -./i;”" “• “•’fi" Df.ctor, lipp. 

27875.219. 24X Fiche: 50-272, 84/11/21, 8412120473. 


"Oeficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. « Svc list end. 

«• Ei>Si"..rins 

vpri. me. i28““'%^807®-^--x i^niroS. 

^ 80-3,1/34-39 on 

"(SSlTziR^A. °‘puhlic SariursuJtJic BWll/37. 

28031:308. 24XRlch.:50-272,84/U/ib,i4?Koio37 ‘" 

WRAdJOUM, T, , STRUCKMEYER, R . OflFi i a a b 

Director. 84/11/23 Sno oomi Office of 

8412200037. 28031.310. 24X Fiche: 50-272, 84/1 1/27, 


Nonsensitized 316 Stainless Steel. " Svc list encl, 

Re^n^nlf■'7p i Emergency Preparedness «(' Eng ineer 1 ng 

io^E Ho =/ S4/12/07. Con.olidat.d eSicoh Co 

ork, Inc. llSpp, 27966:332. 24X Fi c he : 50-000, 84/12/07, 84 lytJ “ ■ 

®‘'inviro!°Qi!MS?° S4-90, “Main Staam Lina Br.ak Eff.ct on 

JOnnlS F°| ' Equipment. " Svc ll»t encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Enaineerino 

C""-"Ud.t.d Edl^rco" - 

nc. 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07, SOll'c" 

'S'" ’"’•""I'"'* of Meteorological 

Measurements Programs. '• Svc list end. ^ 

JORDAN, E. L. Division of Emergency Preparedness & Enoineerlnu 
Response (Post 830103). 84/12/10.' JonsoUdated Co“ of 

116pp. 28032:130. 24X Fi che : 50-000, 84/12/ 10, 84 U*0/r.: 

""‘P* of B41119 Itr informing NRC of etepe token ! 
50-3'i/B4-34^ ‘°''' 5°-27a/B4-34 8. 

”uDERIT7 'o'o Engineering 8. Technical Progreme. 94/l»' 

iiiii ili EE «■ Co. of S.m Jer..g ,• 

.^/vvv.312. 24X Fiche: 50-272, 84/12/1 1 , 8412180350. 
eccept:En“ln'E^c;Edan:r:El?-j4"'“'’'’* 

i4mEf9^' Electric 6 See Co. of N.m Jere.g 

Programs. 4pp. 27999- 3?r^*24X Fie ^ 

-THP, ez-rvY. 24X Fi c h 0.' 50-272, 84/ 12/ 1 1 , 84 1 21 , 

^"^lE^BullItin^ei-os ^"RBf^Pi°^ preliminary review of 041124 reapont* 
inadequatdy^^sseLses or 

of solitary inflatable f' ! safety viewpoint, use 

STARDSTECKI,R seal during refueling. 

UDERITZ,R.A. Public Se^vi Programs. 84/12/1*: 

28008:068. 24X Flche:50-27lii/;2/i2,L?ll902,7.°' 

Response (Post *830103) a 4/ll/17^ Foeparedness 8< Enginaaring 
York, Inc. 119PP 28123 131 ^ i^ated Edison Co. of 

ivpp. 28123.131. 24X Fiche: 50-000,84/12/17, 0412llH)rj 

8412120547 IE Info Notice 84-93, "Potent tjii a 
JORD li'?^ Cavity. •. Svc list encl 

Response {Post^830103).°^ sJ/ll/l?' J* ^ Engineering 

York, Inc. 120pp. 28124- 001 24X _ . Edison Co. of F,, 

PP. 2ai24.001. 24X Fiche: 50-000, 84/12/17, 8412120^’ 


if. 4 
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B412210161 For,«ar« Mat Meating Repta 50-272/B4-44 8, 50-311/84-43 on 

Resident Programs. 84/12/17 


SrR‘'''puPUc''B:-lcr.racJri^. 0a4_C0_ OP Me. Oanaag. 2pp. 
28035: 168. 


24X Fiche: 50-272. 84/12/17, 8412210161. 


-3412210168 

^„rnu:!::n^::;;‘:potationa outo-ittao to nrc m 

SiS"s.6ts"s:,;: ="Si“...";s:::u;s;a 

8412210161. 

R. Pariodic oparating ttpPt ta_i_rala ted^oornaspondanca 

8412060602 "NPDES Dlschanga Monitoring Rapt for Oct 1984. W/B41127 

RDNAFALVV.O P. Putlic Sarvica Electric 6 Ga. Co. ^a- Jaraag^^^ 

84/10/31. RADOW. E. Neu Jersey. State of. 21pp. 

Fiche: 50-272, 84/10/31. 8412060602. 

8412210088 TuS nrSa^wH^El a^ tJ ‘if 6 Gf.' Co. oP NeP 

"o°r::r af ll^r^^ipp"- Ficte: 50-311.84/11/30, 

8412210088. 

S. Reportable occurrences. LERs &^r e lat ed^c orresp ond enc e 

.» p...... ■> 

(ref FQIA Exemption 4). r4/0A/20 SHDLLY.S, C, 

FELTQN.J.M. Diviaion of Rulaa and Racor a^ 84/06/20. 

Union of Concerned Scientists. 2pp. 28 
Fiche: 50-272. 84/06/20. 8412260065. 

—8412260102 Confirms actions taken saf ety-related"''*^^^"^ 

of 820816, Util must verify operability £^„i=ri4- 

eRLipaant to of Dijactf. 82/08/18. ' ECKERT, R. M. 

^:r?!rSaflcnUcti'lc°rG::£ fp Npo -taag. 3 pp. 88107:269. 
24X Fiche: 50-272 p 84/06/20# 8412260065. 


DOCKET 50-312 RANCHO SECO NUCLEAR^GENERATINO JTATIQN 


F. Security, medical, emerg 


ency fire protection plans 


""if t fo^rSlf Raf i-fanta^df f 'o^af iga' 

if conf of ?aam boundarg conaidarad in 840705 control room 
habitability study. ufiiitu District. 04/11/26. 

RODRIGUEZ. R.J. Sacramento Municipal Utility 24X 

STOLZ. J. F. Operating Reactors Branch 4. Ip. 

Fiche: 50-312- 04/11/26, 8412200356. 

event, AP 503 re alert. AP 504 re site area emergency & 

AP 505 re „ ^strict 84/11/30. NRC - No 

* Sacramento Municipal Utility Di ' g-j. 

Detailed Affiliation Given. 3pp. 27772,141. 

Fiche: 50-312, 84/11/30. B41206039S. 

-8412060404 Rev. to Rancho Set" Pl"" ^9*1^ 

* Sacramento Monicipal Utilltg Diatrlct 84/n/30. v pp 
27792:145. 24X FI ch a : 50-312, 84/ 1 1 /30, 8412060398. 

27792- 242. 24X Fiche: 50-312, 84/11/30. 8412060398. 

8412270387 Advi... that onait. 6 "PPaita 

ade«iuate emergency plans wL 

NUREG-0737. Item III. A. 2. 1. 84/lLil RODRIGUEZ. R. J. 

STOLZ, J.F. Operating Reactors Branch 4. 24X 

iacramento Municipal Utility District. 3pp. 20107.358. 

Fiche: 50-312, 84/12/11* 8412270387. 

8412180269 Ack rac.lpt aP 841124 Itr NFS f *Fkan to 

correct violations noted in Insp Rept 50-312/84 25. 
cf;:cti« acfona oill be '“gf/Jaff ’ 

SCARANO.R.A. Region 5, Office of Director. 84/12/14. 

RODRIGUEZ, R. J. Sacramento Municipal _ 

27961:173. 24X Fiche: 50-312. 84/12/14, 84121802 


8412200218 Foraarda Inap Rapt 50-312/84-20 an 840910-13. No violation 

uPhJSLAWSKI . F, A. Region 5. OPPice op Director. 84/12/16. 

RODR IGUEZ. R. J. Sacramento Municipal 
28031.276. 24X Fi ch e . 50-312 , 84/ 1 2/ 16, 8412200218. 

—8412200225 Inap Rapt 50-312/B4-20 on 840910-13. No violation noted. 

8412260234 Foruiard. NSHC evaluation 6 

840322 request for extension to complete NUREO 0737. It 
TTI D 3 4 re control roon habitability. o/i/in/oi 

RODRIGUEZ, R. J. Sacramento Municipal utility ^2 ^24X 

EISENHUTiD G. Division of Licensing. 3pp. 28055.292. 

Fiche: 50-312,84/12/21,8412260234. 

P. Operating license s tag e_d oc umen t s J^corres pond ence 

8412030167 Confirms info provided to pA re llRuid 

<s,»cilitu that may have produced radiation doses exceed 9 
40CFR 90 Ttds Tor 1981.?983 First Quarter 1984. Based on 
ITcZlle 840927 rept. variance per E. 

ST8LZ.J.F. Oparating Reactors Branch 4. 84/1 /09. ''• F. 

Environmental Protection Agency. 4pp. 27742.128. 24X 

Fiche: 50-312, 84/11/09, 8412030167. 


B4120306B9 Informs that based on revieui of b addl info 

Srffj'F ""of bating Reactors Branch ^^**'**3. 

Sacramento Municipal Utllltg District. 2pp. 27743.117. 24X 

Fiche: 50-312# 84/11/16, 8412030689. 

-8412030700 Tapic.l rapt "Valuation of BAM-17B1F, ;;R.ncbo Seco Cgcl. 7 
Reload ReptlVol l.Mark BZ Assembly Design Rept. Rept 

**^^NRC^-^No Detailed Affiliation Given. 84/11/16, 9pp. 

27743 119 24X Fi^e 50-312,84/11/16,8412030689. 

8412140012 Responds to NRC 040925 Itr re regular leak ^e^^ing of 
HV-20001 & HV-20002. Methods & associated tes-bing freque 

under revieuj. First 5®j^pal^Jtility^District. 84/11/19. 

^parf rnfRaactf f BiSf =7919:362. 24X 

Fiche: 50-312, 84/11/19* 0412140012. 

Fiche: 50-312. 84/11/21. 8412060714. 

KARsJH'R'a^^'arerrtpgTerctors Assess^^^ 

=4X 84^1/^3^41205X542. 

8412050094 Forward, addl info *"7 Proposed Amend 94 to Lic.n.e DPR-B4 
re calibr reauirements for power range nuclear 

instrumentation, per 8n005 utiuty District. 84/11/28. 

RODRIGUEZ, R. J. 1 27767:326. 24X 

STOLZ, J.F. Operating Reactors Branch 4. 2pp. 

Fiche: 50-312, 84/11/28, 8412050094. 

listed items. n„=.nrh a 04/12/04. RQDRl GUEZ, R. J. 

STOLZ. J.F. apf =« 

Sacramento Municipal Utility District. jpp. 

Fiche: 50-312. 84/12/04. 8412260093. 

-8412260096 SaP.tg evaluation approving us. of l=-id"h valv.a to 
eoualize containment pressure. a4/12/04 6pp. 

if2^346^° "8rx"flf.^^SiflXr/l^-a4lSf 

1 I I Rani- UCID-20267, "Rancho Seco 
8412180124 Informs of submission f J ^ 1 Dietary Survey 

Liquid Effluent Pathway Aquatic & Terrestrial u y 

Rept, ” on 841130. Mimicioal Utility District. 84/12/06, 

RODRIGUEZ. R.J. Sacramento Municipal Utility 27 ,^^ 1 . 274 . 24X 

MARTIN. J.B. Regions. Office of Director. ip. 

Fiche: 50-312, 84/12/06, 8412180124. 
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p.„sra™. par rraCpo. b ° S/.:" “p^prn^ th »n 


60 dayo. 

8 T 0 LZ.J. F CIparatina „ u 

Sacramento Munic 1 p a I Branch 

Fiche; 90-312, B4/lS/Oi£,, B-Q- 1 237 


B4/12/06. RODRIGUEZ, R 
y District. 5pp- 2B116 336. 24X 

0631. 


9412310067 Forward «t 1 - 
Rapt 77-1140990-01 
NUREQ~0630 models o 
Schedule for BUbml t; 
BTOLZ.J. F Opera -hi 
Sacramento Municipal 
Ficho: 30-312, 04/lE>y< 


® q.u e St 
T'e boundi 
n L-OCA kuj 
■tal T'sc^ue 
^9 Reaic-to 

^ i 1 i fcy 

Od», 1 23 1 


T- addl info to complete review of B&W 
ng analytical assessment of 
v^'Ft limits w/use of FLECSET. 
stsd in 14 days. 

'PS Branch 4. 84/12/06. RODRI CUE2, R. J. 

District. 4pp. 28137.357. 24X 

0067. 


9412260233 Forwards T' e v i s e d H i g.h energy line break (HELB) temp profiles 
& peak preseure® •Pot' pipe b-p eaks outside containment, p er 
041129 telcon. In-Po T' e p l ^ c e s Enel V to 840702 submittal & 
supersedes HEtn submitted on 840619. 

RODRIGUEZ, R. J. Bac-paimei-i t Q Municipal Utility District. 84/12/11. 
STaLZ,J.r Oper^itlng R e a c t o -ps Branch 4. 22pp. 28055:270. 24X 

Fiche: 30-312. 04/ 1 3/" 1 1 , 12^6,0235 


0412270632 Granta 034.0 IQ T'eq^uest for withholding BAW-1781P. "Rancho 
Seen Cycle 7 Reloaid Raep-t — \/ o 1 l.Mark BZ Fuel Assembly 

Design Rept, " from public disclosure per 10CFR2. 790. 

STOLZ.J.F, Dperatloo R e,a c 1: o -ps Branch 4. 84/12/11. RODRI GUEZ, R. J. 

Sacramento Munic i p ei 1 Utility District. 3pp. 28107:361. 24X 

Flche; 30-312, a4/la/ll> 0<H 22?'0632 


8412310416 Summary of* S’^I-OQOQ meeting w/B?.W Owners Group re application 
Of Uak-before-b p e k concepts to B&W plants. Attendance list, 
viewgrapha St addl inf*o encl. 

KADAMBI.NP. Ope-Pettlng Reectars Branch 4. 84/12/11. Operating 

Reactors Branch 4-. S3pp. SS152:263. 24 X Fic h e: 50-000. 84/12/1 1, 

0412310416. 


8412260230 AppHctatian -Pot* .emend to License DPR-54, revi sing Tech Specs 
to remove ml @c« 1 1 .^n e o u s cjeter* evaporator sampling 
requirements. Fa 0 peid, 

RODRIGUEZ. R. tl, B.a c; r* ^me n t o Municipal Utility District. 84/12/12. 

eiSENHUT. D. 0. Division o -P Licensing. 5pp. 28054:054. 24X 

Fiche; 30-312. 84/12 / t St. OA1226>0530. 


—8412260232 Propoaed Tecb Specs removing miscellaneous water evaporator 
sampling requirements. 

Sacramento Municipal Ut i 1 ity District. 84/12/12. 20pp. 

28034:039. 24X Fiche: 5 0 — 312.84/12/12.8412260230. 


6412240037 AdvUa® o -P p 1 aa n to adopt GPU nuclear approach in response to 
Generic Ltr 01-551 1 "Met ur* ail Circulation Cooldown." FR Burke 
841126 ltr to RvZ R o d r i g u e :t end. 

RODRIGUEZ. R. vJ, Bdicremento Municipal Utility District. 84/12/14, 
STOLE. J. F, Operetrtng R ee c t or s Branch 4. Ip. 28045:175, 24X 

Fiche: 30-312. 04/1 S/ 1-4* Q4 1 32-40037. 


8412260321 Forward «t "Ab 
Comparison of Rancho 
request. Compar i son "re 
RODRIGUEZ. R. J, Baic-raa 
STOLZ.J.F. Oparae-blTtg 
Fiche: SO-312, 84/ 1 SS /S2 1 


noT*m.el Transient Operating Guidelines tATDQ) 
tSeco to Oconee Unit 3." per 840724 
pt St site-specific procedures included, 
men to Municipal Utility District. 84/12/21. 

Reactors Branch 4, Ip 28053:249. 24X 

r 0 41 3260321. 


— 8412260323 "AhnoT*me 1 TT-en«ient Operating Guidelines 

of Rancho 6«co -fco Oconee Y5^U5553l 00 B 4 / 12 /pi 

4 Babcock tu Wilcox Oo- 12-1155531-00. B4/12/21. 

28093:250 24X f=- 1 c h e : 50 -3 1 2. 84/12/21. 8412260321. 


CAT0G> Comparison 
36pp. 


0. Inepection repoTt®* 


IE Builetins & correspondency 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Sve list 
end. 

JORDAN. E. L Division of Emergency Preparedness S. Engineering 
Response (Post 830103). 84/11/19 Consolidated Edison Co. of Ne^ 

York, Inc I20pp 27BO7O50. 24X Fiche 50-000, 84/1 1 / 19, B4lll50Qfc; 


8412040035 Responds to NRC 841022 ltr re violation noted in Insp Rept 
50-312/84-25, Corrective actions' procedures S< programs in 
training, QA & mgt controls changed immediately 

MATTIMOE, J. J Sacramento Municipal Utility District, 84/11/21 
MARTIN, J. B Region 5. Office of Director 26pp 27748:007. 24X 

Fiche: 50-312. 84/11/21, 8412040035. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Sve list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of Neu 

York, Inc. 126pp. 27807' 179. 24X Fi c he ' 50-000. 04/1 1 /27, 8411210360 


B412040169 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Design of seal at plant different than seal described 
in bulletin 2- not susceptible to same failure 

RODRIGUEZ, R. J. Sacra.-nento Municipal Utility District, 84/11/27 
MARTIN, J. B. Region 5, Office of Director. Ip. 27744:161. 24X 

Fiche: 50-312, 84/11/27, 8412040169. 


B412040200 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Util does not use seal type described One-piece annular 
steel seal plate bolted in place used, Minor leakage could 
occur but would be within capability of supply sys 
RODRIGUEZ, R, J. Sacramento Municipal Utility District, 84/11/27, 
MARTIN, J. B, Region 5, Office of Director. Ip. 27744:302 24X 

Fiche: 50-312,84/11/27, S412040200, 


8412100192 Forwards response to notice of violation from Insp Rept 
50-312/84-14 on 840626-0721, Welders reinstructed re 
maintaining weld issue log daily for weld filler matl. 

RODRIGUEZ. R. J, Sacramento Municipal Utility District, 04/11/20, 
MARTIN, J. B. Region 5, Office of Director. 3pp. 27834:278, 24X 

Fiche: 50-312, 84/11/28. 8412100192. 


8411280366 IE Info Notice S4-B5, "Molybdenum Breakthrough From 
Tc-99ni Generators. " Sve list end. 

GRACE, J. N. Division of QA, Safeguards ?< Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc. 

SBpp. 27967:086. 24X Fiche; 50-000. 84/11/30, 841 1280366. 


8411280370 IE Info Notice 04-86. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Sve list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/30. Consolidated Edison Co. of Nu- 

York. Inc. 116pp. 27965:224, 24X Fic he : 50-000,84/11/30.041120037,' 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced b . 
Stratified Flow." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/12/03. Consolidated Edison Co. of Ne 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03, 041203002 


0412030028 IE Info Notice 04-88. "Standby Gas Treatment Sys Problems 
Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Ne 

York. Inc. 122pp. 27966:093. 24X Fiche : 50-000, 04/1 2/03, 84 1203002 


8412050081 IE Info Notice 84~89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of We 

York. Inc. llBpp. 27966:332. 24X Fiche: 50-000, 04/12/07. 041205000 


8412040003 Respond « 
30-312/84-19, Correec 
Procedure MT-003 
ambiguitle* to iri 
MELLQR.K- J. SacT^m 
MARTIN. J.B. R»«iori 
Fiche: SO-312, 04/ 1 ^ ^ 


o MRC I'fcT re violations noted in Insp Rept 
•fcive c: t: i ons: technical review of 
jgtd of safety valve to remove 

cr OT p o T* ^ new technical info underway, 
en'fco Municipal Utility District. 84/11/15. 

5 . OF -Pice of Director. 3pp. 27747:214. 
iS, e-4lS040003. 


24X 


0412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of Ne 

York. Inc. U4pp. 27966:215. 24X Fiche: 50-000, 84/12/07. 841205Q0'1 


8412060209 Forward* 
or deviations not? 
KIRSCH. D. F. R«ai 
BacrAmento Munlcl 
Fiche: 90-312, 04/1 


Xn*P R 


pb 50-312/84-23 on 


led 

on 

pai 

1 / 


5. 

1 U-t i 1 

tA, 


■pice of Director, 
i-fcy District. Ip, 
:aOA0209. 


840830-1012, No violations 

84/11/16. RODRIGUEZ, R. 
27826: 203. 24X 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Ni 

York. Inc. 116pp. 28032:130, 24X Fiche: 50-000. 84/12/10, B41206»O5« 


—8412060218 Insip ^ 

deviations not***- Ma J 
verification* m* *utv 

previous item*- n 

ECKHARDT, J. H. . pEREZ^O- 
Director. 04/11/^”' 
0412060209. 


12/84-23 on 840830-1012. No violations or 
.aTeas inspected; op erational safety 
alliance testing 5t followup of 

P. 4 GRAYSON. M. Region 5, Office of 
pp, 27826:204. 24X Fiche; 50-312. 84/11/16. 


0412310465 Forwards Insp Rept 50-312/84-27 on 841018-19,23-25.1105- 0* 
k 19. 

WENBLAWSKI. F. A. Region 5, Office of Director, 84/12/11. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. ip. 
28135:001. 24X Fi che : 50-312. 04/12/1 1 , 8412310465. 
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-0412310448 insp Rppt 50-312/64-27 on 841018-19,23-25,1105-09 «. 19. No 
violations or deviations noted. Major areas ins p eo ted : ETS 
monitoring program, internal exposure control S, raduiaste mgt 
St transportation activities, « ■ *. a/t/io/in 

CILIIS.M . YUHASiG.P. Region S. Office of Director. 84/12/10. 
lapp 28135 002. 24X Fiche: 50-312, 84/12/11-8412310465 

341216026 9 Ack receipt of 841124 1 tr of steps taken to 

correct violations noted in Insp Rept 50-312/84 25. 
corrective actions uill be examined during future insp. 

•nCARANDi R A. Region 5, Office of Director. 84/12/14. 

RDDRIO'JEZ-R J Sacramento Municipal Utility District. Ip. 

2?96i7i 73 24X Fiche: 50-312, 84/12/14, 8412180269. 

B412200218 Foruiards Insp Rept 50-312/84-20 on 840910-13. No violation 

UENSLAWSKI, F A. Region 5, Office of Director. 84/12/16. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 2pp, 

28031-276. 24X Fi ch e: 50-312, 84/ 12/16, 8412200218. 

-8412200225 Insp Rept 50-312/84-20 on 840910-13. No violation noted. 
Major areas msp ec ted : emer g enc y preparedness exercise open 
item from 840618-22 insp , 1 i c ensee action on Info Notice 

FISH^r*'f^7°iVEY?L W f PRENDERGAST, K. Region 5, Office of Director. 
84/il/16: 7pp ' 28^31 278. 24X Fiche: 50-312, 84/12/16, 8412200218. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Putno Diesel Engines. " Svc list end. „ „ . 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
D ea 830103) 84/12/17. Consolidated Edison Co. of New 

Inc n 9 pr 3B163 I 3 I 24X Fiche: 50-000, 64/16/17, 6412,60541. 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, •' Svc list encl. _j-- 

jorDAN.E L Division of Emergency Preparedness & Engineering 
jORDAN.t, Uivi 04/12/17. Consolidated Edison Co. of New 

Yark°"lnc. 120pp. 28124:001, 24X Fiche : 50-000. 84/12/ 17, 8412120547. 

0412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP ratings, answers to memo «< updated SALP r C 

martin, J,B. Region 5, Office of Director. 84/12/26. DEYOUNG. R. C. 
Director's Office, Office of Inspection 
28121:339. 24X Fiche: 50-000, 84/12/26, 8412310326. 

—8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP rating s . Up dated SALP ratings & responses 
Questions 4 8< 5 needed by 841226. W/o end. 

DEYOUNG, R C Director's Office, Office of Inspection and 
En^orc^ent B4n2/21. MURLEY, T. E. Region 1, Office of Director. 
5pp. 28121:340, 24X Fiche: 50-000. 84/12/26, 8412310326. 

R. Periodic operating reports 8< related correspondence 

8416050528 Suhmit. plant-spscif Ic backfitting fracking .gs monthlg 
status rept for Oct 1984. pa/i i/27 

TREMBLAY, P. P. Operating Reactors Assessment Branch. . jmg 

HOLAHAN, G. M, Operating Reactors Assessment Branch. 9pp. 27810.14 . 
24X Fiche; 50-000,84/11/27,9412050528. 

8412270442 Monthly operating rept for 

CDLOMBO, R , RODRIGUEZ, R. J. Sacramento Municipal 

a2/?i/30 6PP 28115: 192 24X Fiche: 50-312,84/11/30,841 2270442. 

8412310386 Submits monthly status rept on plant-specific ^ackfits 
through Oct 1984. Lists of backfitting open issues provided 

in Tables 1 2 , respectively . pa/12/05 

TREMBLAY. P.P. Operating Reactors Assessment Branch. 

HOLAHAN, 0, M. Operating Reactors Assessment Branch. 10pp. 

28148:351. 24X Fi che: 50-000, 84/12/05, 8412310386. 

S. Reportable occurrences, LERs 

8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability ^ 

alternative testing would add fewer cumulative run hours & 


starts on engines. Response requested by 

OEDROE, J. B. Texas Utilities Electric Co. J®*® 

Lnerating Co. ). 84/09/21. DENTON, H R. 


Generating 
Regulation, Director. 5pp. 
8411080376, 


as Utilities 
ear Reactor 
27392:170. 24X Fiche: 50-000, 84/09/21, 


B412100116 LER 84-022-00: on 841011 , d Iscovered tube leak in once-through 
steam ge.ierator A. Caused by circumferential crack in- tube 

support plate. Tubes plugged. W/841107 j.-i 114,411 + 1 , District 

COLOMBO, R. W. , RODRIGUEZ, R. U. Sacramento Municipal Utility District. 

84/11/07. MARTIN, U.B. Region 4. ° J 

27861:129. 24X Fiche: 50-312, 84/11/07, 84121001 16. 


8412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
U?ed in TDI DSR-4S 8 c DSRV 16-4 Emergency 

Sets - Nozzle Ring Assembly Suppl." Rept represents final 

'"td? "ransLarica Dalaval. Inc. > Ouinara Sroup 84/11/67. 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. p. 
27711*293 24X Fi ch e; 50-000 , 84/ 1 1 /27j 8412010161 . 

-8416010173 "Desiga Bavieu of Elliott Model 900 Tgrbacharger Used on 
TDI DSR-4a 8 c DSRU 16-4 Emergency Diesel Generator Sets 

Nozzle Ring Assembly Suppl." i oa/iW'io 20dd 

■» Failure Analysis Associates. FAAA 84-5 7.1. 84/11/3 , pp. 

27711.294. 24X Fic h e ; 50-000, 84/ 1 i /27, 841 2010 161 . 

8416060301 Board Notification S4-ie2- 

t, TDI Emarsencg Diesel Oanerator Qiuners Group in Bethasda, MD 
re cracks in generator crankshafts 8 c overall evaluation of 

E?SENHU?:ro '"'S?visioror?icanun3'"'e4/ll/6a, P4LLAD1N0 

cSssIona^s. °7;;. 27883:615. 24X Ficba: 50-000, 84/1 1 /68, 

8412060301. 

8416100243 Suppl 1 to Special Rapt 84-10 re actions taken “ 7 =““ 
sLgelak fitting insp In Aug ‘"I*’''''*''* 

to verify all fitters trained in installation prior to 
starting tubing-related uork request. n 4 , 4 .„,-.. 4 . 04 / 11/28 

RODRIGUEZ, R. J. Sacramento Municipal ^ ^ ^27532. 001 ^^24X 
MARTIN, J.B Regions, Office of Director. 14pp. 27832.001. 

Fiche: 50-312, 84/11/28, 8412100243. 

B412130619 LER 84-022-01: on ^ 41011 . tube leak occurred in once-through 
steam generator A. Caused by crack in tube 75-23. Tubes 

cSLOM^o:R^^'R□DRIGUEZ^^ Sacramento Municipal Utility District. 
84/11/29. MARTIN,J.B. Region 5, 

27916:090. 24X Fich e : 50-312, 84/ 1 1 /29, 8412130619. 

8412240025 LER 84-083-00:04 841102, HVAC sgs discovered not in 
in compliance u/T.cb Specs. Cause 

rrtTsr«.rti ve actions will be d e termined , W/841 1 13 Itr. 

Specimens generic to Owners Group eng ines. Crankshaft 
foraing process may vary between manufacturer. aa/ic/OA 

RAY?C U TDI (TraSsamerlca Delaval. I^c. ) Owners Group. 84/12/04^ 
BERLINOER, C H Office of Nuclear Reactor Regulation, D • P 

2783^:211. 24X Fiche: 50-000, 84/12/04, 8412100196. 

8412260163 LER 84-024-00: on 841108 . plant 

deboration. Caused by personnel miscommunication. Better 

communication emphasized. W/841207 Itr li+llitu District. 

COLOMBO, R.W. . MATTIMOE, J. J. Sacramento Municipal Utility Districi;. 

84/12/08. MARTIN. J.B. Region S, ^ 

28063:311. 24X Fich e: 50-312, 84/12/08, 8412260163. 

8412180075 Forwards FaAA-84~9-ll. I, "Design Review of TDI R-4 RV-4 
Series Emergency Diesel Generator Cylinder Blocks. Encl 
supersedesT841211^FaAA^Rept 84-9-^^. ^ 84/12/13. 

DENTON, H.R. Office of Nuclear Reactor Director. Ip. 

27960:164. 24X Fi che : 50-000, B4/12/13, 84121S0075. 

-8412180094 Ravls.d "Daslgn Rav-lau. of TDI R-4 t RV-4 S.rl.s Em.rg.ncg 

Diasel OananatOT eg Under Blocks. 84/12/31. 125pp. 

•27Ko?r6l.""lirFU^:r5Sl'00"84/12?^3®s4l2180075. 

8412200208 Discusses review of shop records for Apr 1983 Aug 1984 
® snSb“rbrLket sbipments. Austin plant 
brackets for snubber applications only t 

Project. Portland made shipment to SMUD. r wrc - No 

HDVI.L. NPS Inc. a4/l|/13_ MESSEUR, NRC 

Detailed Affiliation Given. 4pp. 28022.306. 

Fiche: 50-000, 84/12/13, 8412200208. 

8412240044 Forwards FaA.A-S^-6-54, "Evaluation of Emergency Diesel 
O^n^a^or C^^r.baft. at Midland ^ /an Dnafr. Nucl.ar 
Generating Stations" & FaAA-04-3-i6, 

Emergency Diesel Generator Crankshafts at Shoreham^., 

RAY.C L TDI (Transamerica Delaval, inc, J uwobts , 

DENTON, H.R. 0”“' '-“'"i“r/;2Mr84i22iSoir 

28042:241. 24X Fiche. 50-000, 84/12/13, 8412240044. 

8412170266 Forwards R.v 1 to "TDI Diesel Generators Own.r. Group 

Program Plan. " Ouiners Group. 84/12/14, 

SeNTON^ 8 ™'Dm;r:rr, “aS: RraJiorR. u?rtion. Director. 2 pp. 
a%2^17i aSrPUb^: 50-000, 84/16/H, 8412170266. 
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—8412170288 Rev 1 to "TDI Diesel Generators Omners Group Program Plan 
(Transamenca Delaval, Inc ) Ou/ners Group. B4/12/14. 

324pp. 27932:173. 24X Fiche- SO-000, 84/12/14, 8412170266. 

3412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5,000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions uarranted. 

Delaval, inc. > Owners Group. 84/12/19. 

Nuclear Reactor Regulation, Director, Ip 
28057:328. c. 4 X Fiche: 50-000, 84/12/19, 841226031 1 . 

Hearing transcripts on non-antitrust matters 

64-182: notif.,, of 841022 meeting o./ot,l 
& TDI Emergency Diesel Generator Owners Group in Bethesda, ND 
re cracks m generator crankshafts U overall evaluation of 
owners group program. Meeting agenda end. 

EISENHUT. D, G. Division of Licensing. 84/11/28. PALLADIND 
S41206030r’'*’ 24X Fiche: 50-000, 84/ 1 1 / 2 a, 


8412110171 Summarizes 841017 meeting w/Technology for Enerau Corn i 
in Bethesda. MD to discuss 040030 "Final Rept ?or Phas^I of 
rnadequate Core Cooling Monitoring Sys Confirmatory Test 
Program" obtain NRC concurrence. 

ENOS.J, T Arkansas Power Light Co, 84/11/16 STOLZ J F 
Operating Raactors Branch 4 MILLER, j R. Operating Raactors Bran- 

24X Fi Che; 50-313, 84/1 1/16, 84121 10171 , 


3pp, 


27856: 027. 


8412060580 Forwards Amends 87 & 58 to Licenses DPR-51 & NPF- 6 , 
respectively & safety evaluation Amends change Tech Soec 
surveillance intervals for leak testing of certain seded 
radioactive sources to IS months. 

STOLZ, J. F^ Operating Reactors Branch 4 MILLER, J. R Operatino 
Raactora Branch 3^ 84/11/19 SRIFFIn.j, M, Arkanaaa PoSer t L 

Co. 2 pp, 27828:332. 24X Fiche 50-313, 84/1 1/19, 8412060580. 

—8412060589 Amend 87 & 59 to Licenses DPR-51 & NPF -6 respectivelu 
changing Tech Spec surveillance intervals for leak testing ^ 
of certain sealed sources to 18 months. 


STOLZ, J. F. 
27828. 334. 


Operating Reactors Branch 4. 84/11/19 

24X Fiche: 50-313, 84/1 1/19, 8412060580. 


iOpp. 


341022 .hasting ai/TDI Oynera Oroup ,n Bethaada. 
of cracls found in TDI generator crankshafts s 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22 161 nD 

27083:222. 24X Fi che: 50-000. 84/1 1 /28, 941206030? 


V. 


Operator Examinations 


3412180560 Forwards training lesson plan Ik procedure re structural 
**^’ 2 ^*^ events requiring operator actions, 
n Municipal Utility District. 84/12/13 

^PeT'ating Reactors Branch 4. 47 pp. 27962-129 24X 

Fiche: 50-312, 84/12/13, 8412180560. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 

emergency & fire protection plans 


"““oFR-sn NPF!l“r:spac?t::;g'“'’'’'’°''“"= 

» Office of Nuclear Reactor Regulation, Director 04 / 11/19 nn, 

27028:343. 24X Fiche: 50-313, 84/1 1/19, 841206058^ 

°‘'and?nr84?nflLr'‘?J<r:;‘ PrograM status rapt far ui 

ending 841116, Enel list documents status of equipment 
qual if 1 cat i on program SERs 

CRS?CHP?pi°n Reactors Assessment Branch. 84/11/26. 

CRUTCHFIELD, D^ Assistant Director for Safety Assessment. 3pp. 

24X Fiche; 50-000, 84/11/26, 8412050542. 


27783: 310. 


8412100035 Forwards sum.mary results of upper core barrel bolt 
replacement & stress analysis of upper core barrel joint 
w/reduced number of b o 1 1 s . Reac tor vessel internal bolting, 
addl Insps 1L bolting replacements satisfactory. 

ENOS, J. T. Arkansas Power S Light Co. 84/11/27. STOLZ, J F 
Operating Reactors Branch 4. 6 pp, 27835: 102 24X 

Fiche: 50-313, 84/11/27, 8412100035. 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, U M. Division of Rules and Records. 84/06/14, BELL, N 
Nuclear Information & Resource Service. 3 pp. 28052-318 24 Y 

Fiche: 50-000. 84/06/14, 8412200033. ^ 


^"^1905^002 Radiological Emergency Plan Implementing Procedu 

1905.002, "Offsite Emergency Monitoring." 

LEVINE, J. M. Arkansas Power & Light Co. 

24X Fiche: 50-313, 84/11/23, 8412030243. 


84/11/23. 3pp. 27727:183 


8412130392 Forwards "Final Radiological Emergency Preparedness Exercise 
Rept" Zc schedule of corrective actions for deficiencier 
noted during 840321 exercise. State of AR proposed corrective 
actions adequate to address deficiencies. 

JORDAN, E.L Division of ^EmeJg^ncrPrejIrednn^ & Engineering 

-S41213039S “Final RadlolugUhl E».rgancg Praparednesh ExercHa Rapt " 
ai Emergency Management Agency. 04 /nn/nr} fon-- 


Federal 
27903; 161. 


. . 84/08/03. 

24X Fiche; 50-313, 84/12/07, 8412130392. 


120p p. 


J. Insurance it indemnity Information 

8412270330 Forwards Endorsements 11-15,17-21 it 47-52 to wfita p„h.,. 

*S''««m»''t B-4S. Futuna mail should ba addnassed to 
JM Griff in, senior vice president. 

ENOS, J.T. Arkansas Power it Light Co. 84/12/17 DINITZ r 
Assistant Director for State & Licensee Relations 2 ^^ 28087- 250 

24X Fiche: 50-313, 84/12/17, 8412270330. 28087.250. 


response to Generic Ltr 81-21 re natural 
circulation cooldown will be submitbed by 850201, Duke Power 
Co approach using continuous venting of reactor vessel upper 
head to containment will be adopted 

ENOSiJ T Arkansas Power & Light Co. 84/11/30. STOLZ, J F 
Operating Reactors Branch 4. ip 27855-018 24X 

Fiche: 50-313, 84/11/30. 8412110046. 

8412270507 Forwards NRR safety evaluation addressing environ 
qualif ication of electric equipment important to safety, 
based on review of 840806 submitta 1. Equipment qualification 
program in compliance u/ 1 0CFR50. 49. 

STOLZ, J.F, Operating Reactors Branch 4. 84/12/03. GRIFFIN, JM 

Arkansas Power it Light Co. 2pp. 28107:329. 24X 

Fiche: 50-313, 84/12/03, 8412270507. 

evaluation addressing environ qualification of 
important to safety. Util equipment 
qualification program in compliance w/lOCFRSO. 49. 

Reactor Regulation, Director. 84/12/03. 9 pp. 
28107,331. 24X Fi che: 50-313, 84/12/03, 8412270507. 

lifetime accumulated batch average burnup of 
3 ^™ ^ be less than 

36,000 MW-days per metric ton, per request. 

«« Light Co. 84/12/06. STOLZ, J. F. 
Operating Reactors Branch 4. Ip. 27850; 102 , 24X 

Fiche: 50-313, 84/12/06, 8412110105 

8412270499 Forwards request for addl info based on review of 841105 
response to Generic Ltr 83-28 re Salem ATWS event. Info to be 
provided within 30 days. 

STOLZ, J.F^ Operating Reactors Branch 4 . MILLER, J. R. Operating 
Reactors branch 3^ 84/12/07. GRIFFIN, J.M. Arkansas Power & Light 

Go. 5pp. 28107:342. 24X Fi che. 50-313, 84/12/07, 8412270499 , 


P. 


Operating license stage documents it correspondence 


8412120193 Partial response to FOIA request for NURE 0 /CR- 33 ni or,,*. 
of PRA Dcnilnant Adcid.nt S.,u.nc. IhfuT FcrLrdrpRr ' = 

listed BWR plants. PRA results for Limerick 
withheld Cref FOIA Exemption 4>. ‘-imerick 

FELTON, J.M. Division of Rules and Records. 84/06/05 
Union of Concerned Scientists. 2 pp. 27948- 095 

Fiche-; 50-000, 84/06/05, 8412120193. 


24X 


SHOLLV, S. 


-S4121S0221 App of PRA rosults for BWR plants 

Oivsn. 64/04/05. 

27948.097. 24X Fi ch e : 50-000, 84/06/05, 8412120193. 


900p p. 


8412130369 Responds to 840329 ltr & SER re NUREG-0737, Items II. K, 2 
li.K. 3, 25 concerning reactor mnlant --a... 


- reactor coolant pump seal integrity 
following loss of offsite power. Consol idation of previously 
provided info re SER end 
ENOS, J.T. Arkansas Power 
Division of Licensing 
8412130369, 


it Light Co. 84/12/10. EISENHUT, D. G. 

15pp. 27904:258. 24X Fi ch e: 50-313, 84/12/10, 


8412310416 Summary of 8403-D8 meeting w/B&W Owners Group re application 
of leak-before-break concepts to S&W plants. Attendance list, 
viewgraphs 8« addl info end. 

KADAMBI.N P. Operating Reactors Branch 4. 84/12/11. Operating 

8412310416^^"'^*’^' ^®^52:263. 24X Fiche: 50-000, 84/12/11, 
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Q Inspection reports* IE Bulletins £> correspondence 


8411150064 IE Info Notice 84-63, “Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co of New 

York, Inc 120pp 27807:058. 24X Fi c he : 50-000. 84/1 1 / 19, 841 1 1 50064. 


8412060722 Forwards request for addl info for second 10-yr inservice 
insp program submitted in S40S27 Itr. Response due within 30 
days. 

STOLZ. J. F. Operating Reactors Branch 4. 84/11/20. GRIFFIN. J.M. 

Arkansas Power S' Light Co. Spp- 27831:244. 24X 

Fiche: 50-313, 84/11/20, 8412060722. 


6411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche : 50-000, 84/1 1 /27, 841 1210360. 


8412040041 Forwards Insp Repts 50-313/84-29 Si 50-368/84-29 on 
841001—31 & notice of violation. 

HUNTER, D. R. Region 4, Office of Director. 84/11/27. GRIFFIN, J. M. 
Arkansas Power S< Light Co. 2pp. 27750:074. 24X 

Fiche: 50-313, 84/11/27, 8412040041. 


— 8412040047 Notice of violation from insp on 841001-31. 

■» Region 4, Office of Director. 84/11/27. 3pp. 27750:076. 24X 

Fiche: 50-313, 84/11/27, 8412040041. 


— 8412040052 Insp Repts 50-313/84-29 Si 50-368/04-29 on 841001-31. 
Violation noted: failure to maintain cable tray installations 
required by design drawings St failure to adequately 
maintain refueling shuffle procedure. 

JOHNSON, W D. , HARREi. L, P. H. , MARTIN, L. E. Region 4, Office of 
Director, 84/11/14. 11pp. 27750:079. 24X Fich e: 50-31 3, 84/ 1 1 /27, 

8412040041. 


8412050665 Ac k receipt of 841120 Itr Si check for *20,000 in payment of 
civil penalty imposed by 841025 order. 

AXELRAD, J. A, Director's Office, Office of Inspection and 
Enforcement, 84/11/27. GRIFFIN, J.M. Arkansas Power 8< Light Co 
2pp. 27783.319. 24X Fiche: 50-313, 84/1 1/27, 8412050665, 


8411200366 IE Info Notice 84-85, “Molybdenum Breakthrough From 
Tc-99m Generators. “ Svc list end. 

GRACE, J. N. Division of QA, Safeguards Si Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc, 

8Spp. 27967:086. 24X Fiche; 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys S< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. il6pp. 27965:224. 24X Fi che : 50-000, 84/1 1 /30, 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021 

8412030028 IE Info Notice 84-88, “Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24 X Fiche: 50-000, 84/12/03, 8412030028. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24 X Fiche: 50-000, 84/12/07, 8412050081. 


B412050090 IE Info Notice S4~90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post B30103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. il4pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090, 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24 X Fiche: 50-000, 84/12/10, 8412060594. 


8412200290 Forwards info re insp techniques to be employed for exam of 
10 sleeved once-through steam generator tubes, per 841010 
commitment, 

ENQS.J, T Arkansas Power 8< Light Co. 84/12/14. STOLZ, J.F. 

Operating Reactors Branch 4. 3pp. 28021:156 24X 

Fiche; 50-313, 84/12/14, 8412200290. 


0412120541 IE Info Notice 84-92, “Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 2B123- 131. 24X Fiche; 50-000, 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8i Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124 001. 24X Fiche- 50-000, 84/12/17, B412120547. 


8412310167 Infor.-ns that util unable to complete inservice insp of 
reactor coolant pump casing weld during refueling outage 
due to equipment malfunctions. Schedular relief requested to 
allow exam to be deferred for one cycle of operation. 

ENOS, J. T. Arkansas Power Light Co. 84/12/19. STOLZ, J.F. 
Operating Reactors Branch 4. 3pp. 28121:110. 24X 

Fiche: 50-313, 84/12/19, 0412310167. 


R. Periodic operating reports 8« related correspondence 


8412110592 Monthly operating rept for Oct 1984. W/841 115 Itr. 
MORTON, K. L , ENOS, J. T. Arkansas Power & Light Co. 84/10/31. 
BASSETT, H.S. Division of Automated Information Services. 6pp, 
27894. 034. 24X Fiche: 50-313, 84/10/31, 84121 10592. 


8412120620 Forwards signed monthly operating rept for Oct 1984. 
Original mailed w/o signature. 

ENOS, J. T. Arkansas Power 8. Light Co. 84/11/27. BASSETT, H. S. 
Division of Automated Information Services. ip. 27910:033. 24X 

Fiche: 50-313. 84/11/27, 8412120628. 


— 8412120630 Forwards monthly operating rept for Oct 1984. 

ENOS, J. T. Arkansas Power 8« Light Co. 84/11/15. BASSETT, H.S. 
Division of Automated Information Services. Ip. 27910:034. 24X 

Fiche: 50-313, 84/11/27, 8412120628. 


S, Reportable occurrences, LERs & related correspondence 


8412110517 LER 94-006-00: on 841029, eng ineering evaluation of hydrogen 
purge sys using LOCA conditions revealed potential for 
degradation of reactor bldg liner plate. Cause not stated. 

Piping supports will be modified. W/a41129 Itr. 

ROGERS, P. , ENOS.J.T. Arkansas Power 8: Light Co. 84/11/29. 3pp. 
27910:061, 24X Fiche: 50-313, 84/1 1/29, 84121 10517. 


8412130370 LER 83-01 1/03X-2: on 830524, outboard thrust bearing temp high 
on electric driven emergency feedwater pump P-7B. Caused by 
excessive thrust bearing clearance *< unbalanced balance 
drum. Thrust bearing rep lac ed . W/841205 Itr. 

THORNTON, R. B, , ENOS.J.T. Arkansas Power & Light Co. 84/12/05. 3pp. 
27903:14^. 24X Fiche: 50-313, 84/12/05, 8412130370. 
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F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M, Division of Rules and Records. 84/06/14. BELL.N. 

Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000, 84/06/14, 8412200033, 


8412050147 Rev 13 to Emergency Plan Procedure EPP App A, "Telephone 
Numbers for Key Plant Personnel. " 

♦ Indiana & Michigan Power Co. 84/11/24. IBpp. 27763:157. 24X 

Fiche; 50-315, 84/11/24, 8412050147. 


8412100049 List of effective pages for emergency plan procedure EPP App 
A, inadvertently omitted from Rev 13 issued on 841129, 

* Indiana 8i Michigan Power Co. 84/11/24. 2pp. 27835:095. 24X 

Fiche: 50-315, 84/11/24,8412100049. 


8412100457 Advises of closeout of TACs 51150 & 51151 on Detailed 
Control Room Design Review Program Plan,F-08. J Kramer in 
agreement w/closing TACs. 

WIGGINTDN, D. L. Operating Reactors Branch 1. 84/12/04, MOORE, V. 

Human Factors Engineering Branch. Ip. 27864:359. 24X 

Fiche: 50-315, 84/12/04, 8412100457, 
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F.che.5S-3.5,ei/J^%S,84ril30?25.®""""°®' 2^’0°-3.S 34* 

'=«'= 20BI EPP 014. Dos. 

apr'' 28 iS 3 ^ 3 ;a"'"S?i%ici^" 50 - 3 lt 84 /j 2 ?t?. 84 Tl^a§ 5 ^^^ 

aSr^;o%:f 3 S! 3 iH 4 i;i'? 3 - 3 ;iSir‘"-°^ 

p;:pe: 5 e^uT!T“ l" " 

24* Floh.:M23l?"84/.a/14, 

Spill."*- NonripiJactlCB*"*” '"'“FSPn'i) plan procedure, "Reporting of 
FuJ^?so-315,Si'52?".S4!2l80043.°' 23103:334. 24X 


B412310191 Responds to NRC 841 tDf i -j-t. .. i i 4.4 

ai -30 c:r"recti'’°“’\}'’ = 0 - 3 . ^/lo^JeTso-aT^r* “°'’ '■'' 

Pan ^ actions; procedures revised to assure ESF 

AIP*7rS‘M“i “'»'»n ventilation sg. neefe^ 


ALE*ICH,«.P. lndian;-i-AIcdTg:7Ei;='?rj;\"°" It^TAV' 
Director 4c 0 * 45 ^,.., nj 3 is.-_ _ .. , i«s/ssi. 


DEYQUNO, R.C, Director's Office* Office of Inspection “loH 
Enforcement. 9pp. 28120:004, 24X Fi che : 50-315. 84/J2/2? 

J. Insurance & indemnity informati 


84/12/21. 8412310191. 


stage documents & correspondence 

8412050440 Forwards request for addl in-Pn in nT.rio,. 4 . j. - 
reviey of util 831104 & 840330 responses ?c SSnerJc [?" 
03-20. Items 4,2.1 8 < 4.2.2 on Salem ATWS e v!nt 


-u tjL — .2on Sal em ATWS events. Schedule 

VARQa'^B^’a of requested info. 

VARQA, B. A. Operating Reactors Branch 1 . 84 / 11/14 nniAW j 


Service Carp, 5pp. 27810; 168 
B412050440. 


24X Fiche: 50-315. 84/11/14, 


Power 


®"*t«tlnrper'““*:*? F' ‘"'F S3U04 cemo re adeciuatg of 

testing for containment spray additive sys (Task Interface ^ 
S3-106>, Containment Sys Branch SER addressing 
Items 1 & 2 of memo encl.W/o end. ® 

EISENHUT, D, G. Division of Licensing. 84/11/21. NORELIUS c F 
ivislon of Project & Resident Programs, 3 pp. 27742* 187 ' 24 X 
Fiche: 50-315,84/11/21, 8412030077. «://42. 187. 24X 

®''in«nr841MriJe?''?JSr;:‘ quallfieatian program atatus rept far p,k 
qualification program SERs. '^q.uipment 

CRurrMF^cPn Assessment Branch. 84/11/26. 

Assistant Director for Safety Assessment 9 nn 
27783:310. 24X Fiche: 50-000. 84/1 1/26, 8412050542. 

indicating requirement 

Idditli! surveillance for containment spray 

30 dijr Inadequate. Response schedule requested within 

Reactors Branch 1 . 84/11/26. DOLAN. J 

Indiana 8 t Michigan Electric Co. DOLAN,.;. American Electric Power 

IJwSrSoSr'’' 2^X Fiche: 30-313, 84/n/II, 

8412070005 Safety evaluation re adequacy of testino for coni-ai 

.prag additive .g..T..tlns ^ Tech Spec revs ^ir^d ""‘“‘""’'f* 
* Containment Systems Branch. 84/11/26. 6 pp. 27843*143 24X 

Fiche: 50-315, 84/11/26. 8412070004. ^ 143, 24X 


judgement re compliance of listed plant 
procedures w/requirements of Tech Spec 4 7 1 2 a ? h *>or^ ' 

auxiliary feedwater pump Tech Sp^cJ' L rL 4 
ALEXrCH M ? rfo not address assumed watL temp. 

ALEXICH.M, P Indiana 2< Michigan Electric Co e4/il/CJfl nemn., 
Office of Nuclear Reactor Regulation, Director 2 pd ' 277 !^ 

24X Fiche* 50-315, 84/11/23, 8412030401 2 pp. 27723 244 

8412060527 Forwards notice of environ assessment 8< f 

impact re 340308,15 8, 0311 requests fpj relief'' 

° ®“‘Fr & Pressure Vessel Code i 

WIOOINTorD ? r FFFFtPP coolant pump casing sields 

WIOGINTON, D L. Operating Reactors Branch 1 , 84/11/28 DQI Aw , 

Indiana St Michiqan Eleci-ric Co nni am , a UOLAN.J 

X c::ing"::!dS°^' ^ for reactor cL^Un" 

4?p'''''®a?s29-,4r*X‘c“‘r''nm''nfr °PF’*at.n3 Reactors 84/11,11 
pp. 27829.147. 24X F i c h e : 50-31 5, 84/1 1 /28. 8412060527. 

8412110364 Forwards Amend 82 to License DPR-58 S< safetu evaluahihn 

paral^r "r dependent core p^yH^s *"" 

p ametei s for Exxon fuel & increases heat flux hot channel 
factor for Westinghouse fuel. channel 

WIGGINTON, D. L. Operating Reactors Branch 1 84 / 11/29 nni am , 

Xicejo^-*!- 

8412110368 Amend 82 to License DPR-SS, revisino Tech Soecs fnr h 
dependent core physics parameters fo^ Lx^n fuH S. <^or b.m; 

channel factor for Westinghouse 

OpeT-ating Reactors Branch 1 84 / 11/29 i->n„ 

27899:065. 24X Fiche: 50-315, 84/1 1/29. 8412ll03l4 

a tg evaluation supporting Amend 82 to License DPR-JB 

84^2070274 ^“FPiards^fee^ln^pagment for deletion of License Condltlm 

"^^Df f ice* ^ Michigan Electric Co. 84/12/03. DENTON, HR 

— «^* ^P. ^7819:3^3^ 

^^Tech^Soecs^fco^'^^t amends to Licenses DPR-58 8 « DPR-74, changlfis 

L M T % operating coolant loops 

ALEXICH M P w/safety analysis in FSAR. 

Office of Co. 84/12/03. DENTON, 

24X Flt-h..- I;. Regula^sion, Director. 4pp. 27817:295 

<=:4X Fiche. 50-315, 84/12/03, 8412070283. 

"^Xu^r^ "Fking nomPer of operating copisp, l.c, 

required in Mode 3 consistent w/safety analysis in FSAR & 
making time specified for limit on unSerCo ?age ^ignat delay 
consistent w/current plant installation ® 

OAVES' Michigan Electric Co. 84/12/03. 5pp 27817*299 

24X Fiche; 50-315.84/12/03, 8412070203. ‘==7017.299 

®''in*AsXt°E 7 oSo‘s^rT Environ Qualification Test R.p, 

repuest fL I??? I * FfIpRp. " per NRC Nov 19 S 4 

relags fc Se rnig^ fessure switches, Agastat 

^Off ice* nf**,:, Jndiana 2. Michigan Electric Co. 84/12/07. DENTON.HR 

24* Fiche: 50-§lirL/'S/o"84tlS'2§237"' ' 27335: 242. 

'■®"E7o“XL'r ?im?ng''R:l”:, ^““““FFtion Test Rept on 4„„„ 

*" 00 / 04 /^ 4 ^' "F" * V. Amerace Corp. ES-IOOO R , 

84 ? 2 ? 2 X. "P- 2F* Fiche: 30-315, 84?t2/07, 


electXl 0^1 revised justifications for continued operatl 
ciXi^arr;; r°;* '"Finon qualification program. Rev 
accu^atelo proposed corrective actions & 

ALEXK^X re?" "PF’-fPilitR of hot & cold leg temps. 

OfJic^ of Nu J f 4- Michigan Electric Co. 847l2/lb. 

pa* S?! I.^fJFtor Regulation, Director. 7pp. 2 


24* Fiche: 30-313, 84/12/10, 8412140230. 


DENTON, H.R 
27920: 076 


00 ;*'?"''%*° ** requests for addl extension of 

el^ctMLn : Fnviron qualification of certain 

neMT.5r/S®i ^fliJiPfnent. Extension granted. 

84/12/10 DoPIw"? Reactor Regulation, Director, 

Amei7rl«* tri & Mi ch i gan El ec tr i c Co. DOLAN, J 

American Electric Power .Service Corp. 7 pp 27957*324 2AX 
Fiche:50-315, 84/12/10, 8412140323. 324. 24 X 
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B412190439 Informs that 820917 "Offsite Dose Calculation Manual" for 
facility uses documented approved methods consistent 
lj/NUREG-0133 ti acceptable. 

VARGAi B. A. Operating Reactors Branch 1. 84/12/10. DOLANiJ. 

Indiana Michigan Electric Co. DOLAN, J. American Electric Power 
Service Corp. 2pp. 2B016. 348. 24X Fi ch e • 50-315, 84/ 12/ 10 , 
8412190439 


8412200235 Application for amend to Licenses DPR-58 DPR-74, 
withdrawing 831129 Tech Spec change request re maint of 
senior reactor operator license & revising Figure 6.2-1 re 
offsite organization & Generic Ltr 83-43. Fee paid. 

ALEXICH.M P. Indiana it, Michigan Electric Co. 84/12/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 10pp. 28022:107. 

24X Fiche. 50-315. 84/12/17, 8412200235. 


— 8412200250 Proposed Tech Specs revising Figure 6.2-1 re offsite 
organization & reporting r eauirements of Generic Ltr 83-43, 

■» Indiana & Michigan Electric Co. 84/12/17. 52pp. 28022:117. 

24X Fiche: 50-315, 84/12/17, 8412200235. 


8412270125 Informs that Copies 15-22 of proprietary CEN-203, Rev 1, 
Suppl 2 re further response to NRC Request 1 for addl info 
on CEN-203 PiRbv 1-P. prepared by C-E Owners Group, destroyed 
on 841217. 

WIOOINTON, D. L Operating Reactors Branch 1. 84/12/18. Operating 

Reactors Branch 1. Ip. 28118:097. 24X Fi ch e : 50-315, 84/ 1 2/ IS, 

8412270125. 


8412310415 Forwards list of open items for plants required to complete 
757. of open items (as of 840701) by 850701 . Safety 
evaluations for subj plants should be considered priority 
1 terns. Concurrence w/open items requested. 

EISENHUT, D. G. Division of Licensing. 84/12/iS. SPEIS, T. P. 

Division of Safety Technology. 44pp. 28152:217, 24X 

Fiche: 50-000. 84/12/18, 8412310415. 


8412310309 Ack receipt of 841018 application for extension of deadline 
date for environ qual if i cat i on of certain electrical 
equipment. Remi ttance of application fee requested. 

DIGGS, R.M. License Fee Management Branch. 84/12/21. DOLAN, J. 

American Electric Power Service Corp. Ip. 28133:358 . 24X 

Fiche: 50-315, 84/12/21 , 8412310309. 


Q, Inspection reports, IE Bulletins & correspondence 


8412130612 Forwards Insp Rept 50-315/84-15 U 50-316/84-17 on 
840728-0831. No none omp 1 iance noted. 

SHAFER, W. D, Region 3, Office of Director. 84/09/19. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana St Michigan 
Electric Co. 2pp. 27916:007. 24X Fiche; 50-315, 84/09/19, B412130612. 


— 8412130614 Insp Repts 50-315/84-15 «t 50-316/84-17 on 840728-0831, No 
none omp 1 ianc B noted. Major areas inspected: licensee actions 
on previous insp f ind ing s, operati ona 1 safety , survei 1 lane e, 

LERs. IE bulletins, IE circulars & plant trip review. 

WRIGHT, G.C. Region 3, Office of Director. 84/09/12, 7pp. 
27916:009. 24X Fiche: 50-315, 84/09/19. 8412130612. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc, 120pp. 27807:058. 24X Fi che : 50 - 000 , 84/1 1 / 19, 841 1 1 50064. 


8411210360 IE Info Notice 84-94, "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Jt Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc 126pp. 27807:179. 24 X Fi che: 50 - 000 , 84/1 1/27, 8411210360. 


8412040091 Responds to IE Bulletin 84-03, “Refueling Cavity Water 
Seal." Design 8t matl of seal make gross failure of seal 
uni ikely. Emergency procedures exist if leakage should occur. 
ALEXICH, M. P. Indiana 2t Michigan Electric Co. 84/11/27. Record 
Services Branch (Document Control Desk). 5pp, 27750:001. 24X 

Fiche: 50-315, 84/11/27, 8412040091. 


8412060149 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Beal." Gross failure of reactor cavity refueling seal 
unlikely based on seal design. 

ALEXICH, M, P. Indiana U Michigan Electric Co. 84/11/27. 

KEPPLER,J. G. Region 3, Office of Director. 6pp. 27792:347, 24X 

Fiche: 50-315, 84/11/27,8412060149. 


8412060402 Forwards rev to Insp Repts 50-315/84-18 8t 50-316/84-20. 
SHAFER, W D. Region 3, Office of Director. 84/11/29. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 27794:173. 24X Fi che : 50-315, 84/1 1 /29, 8412060402. 


— 8412060433 Revised Page 11 to Insp Repts 50-315/84-18 S: 50-316/84-20, 
correcting improperly paraphrased licensee response to 
question re classification of event as Category III item 
of none omp 1 iance. 

# Region 3, Office of Director 84/10/30. Ip. 27794:175. 24X 

Fiche 50-315, 84/11/29. 8412060402. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators, " Sve list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

BSpp. 27967:086. 24X Fiche; 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys U Nonsaf ety-Related Equipment, " 

Sve list end, 

JORDAN, E, L. Division of Emergency Preparedness S, Engineering 
Response (Post B30103). 84/11/30. Consolidated Edison Co. of New 

York, Inc U6pp. 27965:224. 24X Fi c he; 50-000, 84/1 1/30, 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, 117pp. 27965:340. 24X Fi c he: 50-000, 84/12/03, 8412030021 . 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Bve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. ia2pp. 27966:093. 24X Fi c he : 50-000, 84/12/03, 8412030028. 


8412070243 Forwards fee for requested relief from 10CFR50. 55a ( e ) to 
start second 10-yr insp interval on same date for both 
units. Fee paid. 

ALEXICH, M.P. Indiana h Michigan Electric Co. 84/12/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27814:179. 

24X Fiche: 50-315, 84/12/03, 8412070243. 


8412100228 Ack receipt of 841205 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-315/84-16 it 
50-316/84-18. 

•M- Region 3, Office of Director. 84/12/05. Indiana it Michigan 
Electric Co. Ip. 27834:340. 24X Fiche: 50-315, 84/12/05. 8412100228. 


— 0412100237 Responds to NRC 841026 ltr re violations noted in Insp Repts 
50-315/84-16 it 50-316/84-18. Corrective actions: p lant 
commitments generated as result of NRC insp repts will be 
tracked. 

ALEXICH, M.P. Indiana it Michigan Electric Co. 84/11/28. 

KEPPLER, J. G. Region 3, Office of Director. 6pp, 27834:349. 24X 

Fiche: 50-315, 84/12/05. 8412100228. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitl zed 316 Stainless Steel. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness i Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, “Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, 114pp. 27966:215. 24X Fi che : 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. U6pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412120541 IE Info Notice 84-92, “Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. “ Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. U9pp. 28123:131. 24X Fiche; 50-000, 84/12/17, 8412120541 . 


8412120547 IE Info Notice 84-93, “Potential for Loss of Water from 
Refueling Water Cavity. '• Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness i Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


8412310191 Responds to NRC 841121 ltr re violations it imposition of 
civil penalty noted in Insp Repts 50-315/84-18 it 50-316/ 

84-20. Correc tive actions : procedures revised to assure ESF 
fan control switch positioned when ventilation sys needed. 

ALEXICH, M.P. Indiana it Michigan Electric Co. 84/12/21. 

DEYOUNG, R,C. Director's Office, Office of Inspection and 
Enforcement. 9pp. 20120:004. 24X Fiche: 50-315, 84/12/21, 8412310191, 
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Periodic operating reports & related correspondence 

S4iai20112 Monthly operating rept for Oct 1984. W/841H3 i tr 

G. Indiana & Michigan Electric Co 84/10/31. 14dd. 

27911:006. 24X Fiche; 50-315, 84/10/31, 84121201 12. 

S. Reportable occurrences. LFRs & related correspondence 

8412050168 Special rept re fire protection sys, Grinnell Multi-Matic 
deluge valves protecting Auxiliary Bldg 609 elevation cask 
handling & 587 elevation drumming room did not satisfy 

test. Sys declared inoperable in order to test. 

SMITH, W.G. Indiana it Michigan Electric Co. 84/11/28. Record 
Services Branch (Document Control Desk). 2pp 27773-201 24 )f 

Fiche: 50-315, 84/11/28, 8412050168. 


8412260203 Forwards LERs 84-025-00,84-026-00 & 84-027-00, 
SMITH, W, G. Indiana & Michigan Electric Co. 84/12/07 
Services Branch (Document Control Desk). Ip. 28063-280 

Fiche; 50-315, 84/12/07, 8412260203, 


Record 

24X 


—8412260212 LER 84-026-00 on 841108.8 h grab sample not taken Sc 
analyzed for gross activity per Tech Spec requirements. 

Caused by deficiency in communications. Personnel 
reinstructed on notification procedures. 

KRIESELiT. A. Indiana !< Michigan Electric Co. 84/12/07, Ip, 
28063:281. 24X Fiche: 50-315,84/12/07,8412260203. 

—8412260217 LER 84-027-00: on 841111, fire watch performed 25 minutes late 
in hourly msp of inoperable fire door protecting reactor 
cable tunnel. Caused by personnel unfamiliarity w/bldg layout 
Sc Inadequate briefings. 

Indiana Sc Michigan Electric Co. 84/12/07. Ip 

28063:282. 24X Fiche: 50-315, 84/12/07, 8412260203. 

-8412260222 LER 84-025-00; on 841108. firewater ring header valve 
surveillance not performed per Tech Spec requirements. Caused 
by mlsidentificatlon 8« poor labeling of valves. Pipes Sc 

diagrams Sc descriptions corrected. 

Indiana & Michigan Electric Co. 84/12/07. 4 pp 

28063:283. 24X Fi che; 50-315, 84/12/07, 8412260203. ^ 


8412030288 Requests end ref matls re op era tor / s en i or operator 
B50111 to avoid delay in administering 

WALKER.R.D Region 3, Office of Director. 84/11/21. DOLAN, J E 
American Electric Power Service Corp. DOLAN, J E Indiana am,. 
Electric Co 5pp. 27734:168 24xVi che. 5 SI 3 I s! B4d J ^2? 

8412200235 Application for amend to Licenses DPR-5S 8 ; DPR- 74 , 
withdrawing 831129 Tech Spec change request re maint of 
senior reactor operator license & revising Figure 6 2-1 re 
offsite organization St Generic Ltr 83-43. Fee paid. 

^ Michigan Electric Co. 84/12/17. DENTON u c 
Office of Nuclear Reactor Regulation, Director lOoo 1 a! " 

24X Fiche: 50-315, 84/12/17, 8412200235. -3022 107 

—0412200250 Proposed Tech Specs revising Figure 6.2-1 re offsite 
organization 5t reporting requirements of Generic Ltr 83-43 

^ Michigan Electric Co. 84/12/17. 52pp 28022- 117 

24X Fiche 50-315, 84/12/17, 8412200233, ^ 117. 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 
^'"^^se^cy S* fire protection plans 

8412200033 Responds to FQIA request for five categories of documents-, 
Fadt^AA^ activity in areas affected by New Madrid 

rault.App A documents available in PDR, 

FELTON, J M, Division of Rules and Records 84/06/14 BELL, N 

* Indiana S< Michigan Power Co 84/11/24 
Fiche: 50-315, 84/11/24, 8412050147. 


18pp. 27763:157. 2-lX 


effective pages for emergency plan procaPure EPP <■, 
A, inadvertent! y omitted from Rev 13 issued on 841129 ^ 

w Indiana St Michigan Power Co. 84/11/24. 2pp 27835- 095 P 4 X 
Fiche: 50-315.84/11/24, 8412100049. ci/835. 093. 24X 


8412130408 Forwards LERs 84-028-00 St 84-029-00. 

SMITH, W. G, Indiana St Michigan Electric Co. 84/12/11. 
Services Branch <Document Control Desk). Ip. 27904-059 

Fiche: 50-315, 84/12/11, 8412130408. 


Record 

24X 


—8412130411 LER 84-028-00: on 8411 1 5, w/Units 1 8 t 2 at 1007. full 
timely msp not made of inoperable fire doors protecting 
reactor cable tunnels. Caused by personnel error. Fire watch 
received written reprimand. 

F. Indiana & Michigan Electric Co 84/12/11 

27904:060. 24X Fiche: 50-315. 84/12/lLSl2l3S408 


Ip. 


Closeout of TACs 51150 & 51151 on Detailed 
f°°/ Review Program Plan,F-oe. J Kramer in 

agreement w/closing TACs. 

WIGGINTDN, D. L. Operating Reactors Branch 1 . 84/12/04 MOORE, V 

Human Factors Engineering Branch. Ip. 27864-359 24X 

Fiche: 50-315, 84/12/04, 8412100457. ‘ 


8412130325 Rev 4 to Procedure PMP 2080 EPP. 001 
Activation S< Condition Class if ication. •' 

* Indiana & Michigan Power Co. 84/12/08 4 do 
F iche; 50-315, 84/12/08, 8412130325. 


"Emergency Plan 
27900: 315. 


3r°29-0-D.on 841112, w/RCS in Mode 1 at 507. power, 8 h 
grab sample not made on time as required when auxiliary blda 
vent radiation monitor inoperab le. Caused by personnel error 
instructed re priority of sampling. 

^ Michigan Electric Co. 84/12/11. ip 

27904:061. 24X Fich e : 50-31 5, 84/12/1 1 , 8412130408. ^ 

8412270095 LER 84-021-01; on 840829, cal ibr constants used by Eberline 
radiation monitoring sys to convert channel response in 
counts per minute into units calculated incorrectly Caused 
by procedural error. W/S41214 ltr. u-uauseo 

KRIESB., T. A. , SMITH, W. 0 Indiana 8 e Michigan Electric Co SA/iP/ia 
5pp. 28115:004, 24X Fiche: 30-315, 84/12/14, 8412270095, 

V. Operator Examinations 

B4iaai0098 Requesti approves ref matl liste, in End 1 hu 820329 to 
n>eet echedui. for administration of operatorVsenior 

^” 1 , *■ 3=0«4,27i, 0503, 

HIND, J, A, Region 3, Office of Director. 82/03/10 HUNTER r m 
M du,..t El.ctric Coop.r.tiva, app, 28052:143 
Fiche: 50-315, 82/03/10, 8412210098 

8412210053 Requests approved ref matl listed in End 1 bu B 3 (noA +« 
meat .ch.dui. for administration of op.r.ioJV^Jiir ' ° 

operator licensing written it oral exams on 830419 & 22-23, 
respectively. W/q end. * 

LITTLE, W.S. Region 3, Office of Director. 83/01/28 HUNTER R 9 
Indiana Michigan Electric Co. 2pp 28052- Sfii oky S- 

Fiche: 50-313, 83/01/28, 84122100^. 28052.281. 24X 


^"^issessmlntr-^ Procedure PMP 2081 EPP. 014, "Offsite Dose 

OLDSSMAN, M A. , SIMMS, R. Indiana it Michigan Power Co. 84/12/11 
Spp. 28003.278. 24X Fi c h e : 50-31 5, 84/12/1 1 , 8412180529. 

"" achieving compliance w/lOCFRSO, App fi 
Recent msp identified pipe tunnel in auxiliary bldg which 
takrS^mo^th areas. Const of door opening will 

ALFXrrw S will be resolved by 850331 

It Michigan Electric Co 
Office of Nuclear Reactor Regulatioi 
24X Fiche: 50-315, 84/12/13, 8412180520, 


84/12/13. DENTON, Hfi 
Director. ip 27959:014. 


3412310392 Notifies that schedule listed should be used for exercises 

reaUB 5 tino“df''li'’°^°’' 820 H2 & 830824 Itrs 

a 3 n licensees adhere to schedule for submittal of 

PAPERIE^ro ? T'' » objectives & scenarios, 

."'“'OO 3, Office of Director. 84/12/14, DOLAN, J.E 
Michloan ^OLAN. J. E. Indiana!, 

SdOSloSpI 24X Piche: 50-315, 84/12/14, 

-bpontmy of 

?ici;:f50-Si5,24/!2?t5,li!||S^^4S“- 28»08:254. 241 

^‘*dvil‘!inafJu°''‘’J **'■ PiolPtions 8 , imposition of 

ai AA penalty noted in Insp Repts 50-315/84-18 «< 50-316/ 

84-20. Corrective actions: procedures revised to assure ESF 
ALPx 5 ?w M°P positioned when ventilation sys needed. 

DEVniS' r' ^ Michigan Electric Co. 84/12/21. 

Encore?:!’ of Inspection and 
Enforcement. 9 pp. 28120:004. 24X Fiche: 50-315, 84/12/21, 8412310191 . 
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J Insurance & indemnity information 


8412270371 Forwards Endorsement 63 to NELIA Policy NF-206i En d orsement 
51 to MAELU Policy MF--79, End orsement 7 to NELIA Policies 
N~45 & N“’64 MAELU Policies M--45 M-64. 

BUCKLES* J. A. Marsh & McLennan* Inc. 84/12/20. SALTZMAN* J. 
Assistant Director for State & Licensee Relations. Spp- 28037:223. 
24X Fiche; 50-315* 84/12/20. 8412270371. 


P. Operating license stage documents & correspondence 


S412050440 Forwards request for addl info in order to continue NRC 
review of util 831104 840330 responses to Generic Ltr 

83-28. Items 4.2.1 & 4.2.2 on Salem ATWS events. Schedule 
should be provided for submittal of requested info. 

VARGA* S. A. Operating Reactors Branch 1 84/11/14. DOLAN. J. 

Indiana & Michigan Electric Co. DOLAN* J. American Electric Power 

Service Corp. 5pp. 27810:168. 24X Fiche; 50-315* 84/1 1/14* 

84120504^0. 


B4120S0542 Submits equipment qualification program status rept for wk 
ending 841116, End list documents status of equipment 
qualification program SERs, 

KARSCHi R. 0. Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 3pp. 
27783:310, 24X Fiche: 50-000. 84/1 1/26, 8412050542. 


8412070004 Forwards Containment Sys Branch SER indicating requirement 
for revised Tech Specs re surveillance for containment spray 
additive sys inadequate. Resp onse schedule requested within 
30 days. 

VARGA* B. A, Operating Reactors Branch 1. 84/11/26. DOLAN* J. 

Indiana 5; Michigan Electric Co. DOLAN* J. American Electric Power 
Service Corp. 2pp. 27843:141. 24X Fi che : 50-315* 84/ 1 1 /26, 

8412070004, 


— B412070005 Safety evaluation re adequacy of testing for containment 
spray additive sys. Testing & Tech Spec revs required. 

* Containment Systems Branch. 84/11/26. 6pp. 27843:143. 24X 

Fiche; 50-315, 04/11/26, 8412070004. 


8412030401 Requests NRC judgement re compliance of listed plant 
procedures w/requirements of Tech Spec 4. 7. 1. 2. a. 2. b for 
turbine driven auxiliary feedwater pump. Tech Specs in Rev 4 
to NUREO-0452 (STS) do not address assumed water temp. 

ALEXICH, 11. P. Indiana h Michigan Electric Co. 84/11/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 27723:244. 
24X Fiche: 50-315* 04/11/23. 8412030401. 


B412060527 Forwards notice of environ assessment 8< finding of no 
significant impact re 840308,15 & 0511 requests for relief 
from requirements of ASME Boiler & Pressure Vessel Code 8* 

10CFR50. 55a (g) for reactor coolant pump casing welds. 

WIGGINTDN, D. L. Operating Reactors Branch 1. 84/11/28. DOLAN* J. 

Indiana & Michigan Electric Co. DOLAN, U. American Electric Power 
Service Corp, 2pp. 27829:145. 24X Fiche: 50-315, 84/1 1/28* 

8412060527. 


— 8412060536 Notice of environ assessment finding of no significant 
impact re relief from certain requirements of ASME Boiler l!< 
Pressure Vessel Code it 10CFR50. 55a < g ) for reactor coolant 
pump casing welds, 

LAINAS.G. C. Assistant Director for Operating Reactors, 

4pp, 27829:147. 24X Fiche; 50-315* 84/1 1/28* 8412060527. 


84/11/26. 


B412070274 Forwards fee in payment for deletion of License Condition 
C.3Ca) i< exemption from ODC-4. 

ALEXICH. M.P. Indiana & Michigan Electric Co. 84/12/03. DENTON. H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27819:343. 

24X Fiche; 50-315* 84/12/03* 8412070274. 


8412070233 Application for amends to Licenses DPR-5B St DPR-74* chang ing 
Tech Specs to make number of operating coolant loops 
req.uirBd in Mode 3 consistent w/safety analysis in FSAR. 

ALEXICH. M, P. Indiana It Michigan Electric Co. 84/12/03. DENTON* H. R. 

Office of Nuclear Reactor Regulation* Director, 4pp. 27817:295. 
a4X Fiche: 50-315* 84/12/03. 8412070283. 


— 8412070289 Proposed Tech Specs making number of operating coolant loops 
required in Mode 3 consistent w/safety analysis in FSAR & 
making time specified for limit on undervoltage signal delay 
consistent w/current plant installation. 

■M- Indiana t< Michigan Electric Co. 84/12/03, Spp, 27817:299. 

24X Fiche : 50-315* 04/12/03, 0412070283. 


8412120237 Forwards Rev A to “Nuclear Environ Qualif ication Test Rept 
on Agastat E7000 Series Timing Relays," per NRC Nov 1984 
request for addl info re Mercoid pressure switches, Agastat 
relays tt GE relays, ,, a 

ALEXICH. M.P. Indiana & Michigan Electric Co. 84/12/07. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 27885:262. 
24X Fiche; 50-315, 84/12/07. 8412120237. 


8412120440 Summarizes 841113 meeting re 840828 application for amend to 
License DPR-74, changing Tech Specs to permit total power 
peak limit of 2.04 & corresponding limit of 1.49. Status of 
evaluation of impact of potential delays provided. 

ALEXICH, M.P Indiana Michigan Electric Co. 84/12/07. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 15pp. 27884:342. 

24X Fiche; 50-316, 84/12/07, 8412120440. 


9412140230 Forwards revised justifications for continued operation re 
electrical equipment environ qualification program. Rev 
corrects schedule for proposed corrective actions & 
accurately describes operability of hot & cold leg temps. 

ALEXICH, M.P Indiana 6 Michigan Electric Co. 84/12/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 7pp. 27920:076. 

24X Fiche: 50-315. 84/12/10, 8412140230. 


8412140323 Responds to 840706 & 13 requests for addl extension of 
deadline for final environ qualif ication of certain 
electrical equ i pment. Ex tens i on granted. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
84/12/10. DOLAN, J. Indiana 8, Michigan Electric Co. DOLAN, J. 
American Electric Power Service Corp. 7pp. 27957:324. 24X 

Fiche: 50-315, 84/12/10, 8412140323. 


8412190439 Informs that 820917 "Offsite Dose Calculation Manual" for 
facility uses documented 8? approved methods consistent 
w/NUREO-0133 & acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/10, DOLAN, J. 

Indiana & Michigan Electric Co. DOLAN, J. American Electric Power 
Service Corp. 2pp. 28016:349, 24X Fiche: 50-315, 84/12/10, 
8412190439. 


8412200235 Application for amend to Licenses DPR-5B It DPR-74, 
withdrawing 831129 Tech Spec change request re maint of 
senior reactor operator license & revising Figure 6.2-1 re 
offsite organiiation ?< Generic Ltr 83-43, Fee paid. 

ALEXICH, M.P. Indiana tt Michigan Electric Co. 84/12/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 10pp. 28022:107. 

24X Fiche: 50-315, 84/12/17, 8412200235. 


— 8412200250 Proposed Tech Specs revising Figure 6.2-1 re offsite 
organization & reporting requirements of Generic Ltr 83-43. 

* Indiana It Michigan Electric Co. 84/12/17, 52pp. 28022: 117. 

24X Fiche; 50-315,84/12/17. 8412200235. 


8412270125 Informs that Copies 15-22 of proprietary CEN-203, Rev 1, 
Suppl 2 re further response to NRC Request 1 for addl info 
on CEN-203P, Rev 1-P, prepared by C-E Owners Group, destroyed 
on 841217. 

WIGGINTQN. D. L. Operating Reactors Branch 1. 84/12/18. Operating 

Reactors Branch 1. Ip. 28118:097. 24X Fiche: 50-315, 84/12/18, 

8412270125. 


8412310415 Forwards list of open items for plants required to complete 
75>C of open items (as of 040701) by 850701. Safety 
evaluations for subj plants should be considered priority 
items. Concurrence w/open items requested, 

EISENHUT, D. G. Division of Licensing. 84/12/18. SPEIS.T. P. 

Division of Safety Technology. 44pp. 20152:217. 24X 

Fiche; 50-000, 84/12/18, 8412310415. 


8412310309 Ack receipt of 841018 application for extension of deadline 
date for environ qualification of certain electrical 
equipment. Remittance of application fee requested. 

DIGGS, R.M. License Fee Management Branch. 84/12/21. DOLAN, J. 
American Electric Power Service Corp. Ip. 28133:358. 24X 

Fiche; 50-315, 84/12/21, 8412310309. 


Q. Inspection reports, IE Bulletins it correspondence 


8412130612 Forwards Insp Rept 50-315/84-15 8t 50-316/84-17 on 
840728-0831. No noncompliance noted. 

SHAFER, W. D. Region 3, Office of Director. 84/09/19. DOLAN, J, E. 
American Electric Power Service Corp. DOLAN, V. E. Indiana it Michigan 
Electric Co. 2pp. 27916:007. 24X Fiche: 50-315, 84/09/ 19, 8412130612. 


— 8412130614 Insp Repts 50-315/84-15 it 50-316/84-17 on 840728-0831. No 
noncompliance noted. Major areas inspected ; I icensee ac tions 
on previous insp findings, operational safety, surveillance, 

LERb, It bulletins, IE circulars it plant trip review. 

WRIGHT, G.C. Region 3, Office of Director. 84/09/12. 7pp. 
27916:009. 24X Fiche : 50-315, 84/09/19, 8412130612. 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-83, 

end. . . 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 


24X Fiche: 50-000, 84/11/19, 0411150064. 
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8411210360 IE Info Notice a4-84i "Deficiencies in Ferro-Resonant 
Transf ormers " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co. of Neui 

York, Inc. 126pp 27007 179. 24X F i c he' 50-000, 84/ 1 1 /27, 041 1 2 10360, 


8412040091 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal." Design it matl of seal make gross failure of seal 
unlikel y. Emergency procedures exist if leakage should occur. 
ALEXICHiN. P Indiana t Michigan Electric Co. 84/11/27. Record 

Services Branch (Document Control Desk), 5pp. 27750:001. 24X 

Fiche- 50-315, 84/11/27. 8412040091. 


8412060149 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal." Gross failure of reactor cavity refueling seal 
unlikely based on seal design. 

ALEXICH.M P Indiana it Michigan Electric Co 84/11/27. 

K.EPPLER, J G Region 3, Office of Director 6pp, 27792:347, 24X 

Fiche: 50-315, 84/11/27, 8412060149, 


8412060402 Forwards rev to Insp Repts 50-315/84-18 & 50-316 / 84-20. 
SHAFER. W. D. Region 3, Office of Director. 84/11/29. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 27794:173. 24X Fi c he; 50-31 5, 04/1 1 /29, 8412060402. 


— 8412060433 Revised Page 11 to Insp Repts 50-315/84-18 & 50-316/84-20, 
correcting improperly paraphrased licensee response to 
question re classification of event as Category III item 
of noncomp llance, 

«• Region 3, Office of Director. 84/10/30. Ip. 27794: 175. 24X 

Fiche: 50-315, 84/11/29. 8412060402. 


8411280366 IE Info Notice 84-35, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
930103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:036. 24X Fiche: 50-000, 84/11/30. S411280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fic he • 50-000, 84/1 1 /30, 841 1 280370 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens i t i z ed 316 Stainless Steel " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07 Consolidated Edison Co. of 

York, Inc. 118pp. 27966 332. 24X Fi c he . 50-000, 84/12/07. B412O5OO01 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua 1 i f i cat ion of Equipment." Svc list encl 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103). 84/12/07 Consolidated Edison Co of Ne, 

York, Inc. il4pp. 27966:215 24X Fi c he ' 50-000, 84/ 1 2/07, 8412O3009i' 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '* Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Wsj 

York, Inc. tl6pp. 28052:130. 24X F i c he : 50-000 , 84/ 1 2/ 10, 8412060594 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels an Cummins Fui 
Pump Diesel Engines. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of 

York. Inc, 119pp. 28123:131. 24X Fiche: 50-000, 84/12/ 17. 8412120541 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of Nsj 

York, Inc. 120pp. 28124:001, 24X F i c he . 50-000, 84/1 2/ 1 7, 841212054? 


8412310191 Responds to NRC 841121 Itr re violations & imposition af 
civil penalty noted in Insp Repts 50-315/84-18 & 50-316/ 

84-20. Corrective ac t i ons : p r oc edur es revised to assure E5F 
fan control switch positioned when ventilation sys needed. 

ALEXICH, M. P, Indiana It Michigan Electric Co 84/12/21. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 9pp, 28120:004. 24X Fi c he • 50-31 5, 84/1 2/21 , 0412310191 


R, Periodic operating reports & related correspondence 


8412120106 Monthly operating rept for Oct 1 984. W/B41 1 13 Itr. 

CLIMERi SMITH, W.G. Indiana & Michigan Electric Co. 84/10/31. 8pfi 
27910:312. 24X Fi c h e ; 50-316, 84/ 10/31 , 841 21201 06. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fic he; 50-000. 04/12/03, 8412030021 , 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems, " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03, 8412030028. 


8412070243 Forwards fee for requested relief from 10CFR50. 55a ( e ) to 
start second iO-yr insp interval on same date for both 
units. Fee paid. 

ALEXICH, M.P. Indiana it Michigan Electric Co. 84/12/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27014:179. 

24X Fiche: 50-315,84/12/03,8412070243. 


S41210022S Ack receipt of 841205 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-315/84-16 S< 

50-316/84-lS. 

•e Region 3, Office of Director. 04/12/05. Indiana Michigan 
Electric Co, Ip. 27834:348 24X Fi che: 50-315, 84/12/05, 841210022S. 


— 8412100237 Responds to NRC 841026 Itr re violations noted in Insp Repts 
50-315/84-16 & 50-316/84-18, Corrective actions: p iant 
commitments generated as result of NRC insp repts will be 
tracked. 

ALEXICH, M.P. Indiana it Michigan Electric Co 84/11/28. 

KEPPLER.J. G. Region 3, Office of Director. 6pp. 27834:349. 24X 

Fiche; 30-315, 84/12/05, 8412100228. 


8412110394 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-316/84-13. 

Requirements of 10CFR50, App J violated during performance of 
supplemental test. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/05. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 27851:080. 24X Fi che: 50-316, 84/12/05, 84121 10394. 


8412110396 Responds to NRC 841018 Itr re violations noted in Insp Rept 
50-316/84-13. Corrective actions; evaluation of supplemental 
test it plant procedure performed. Incorrect conversion factor 
identified. Results recalculated Ik found acceptable, 

ALEXICH, M.P. Indiana «c Michigan Electric Co. 84/11/16, 

KEPPLER,J. 0. Region 3, Office of Director. 3pp, 27851:082. 24X 

Fiche: 50-316, 84/12/05, 0412110394. 


S. Reportable occurrences, LERs it related correspondence 


8412050168 Special rept re fire protection sys.Grinnell Multi-Matic 
deluge valves protecting Auxiliary Bldg 609 elevation cask 
handling Ik 587 elevation drumming room did not satisfy 
surveillance test. Sys declared inoperable in order to tes' . 
SMITH. W.G. Indiana Ik Michigan Electric Co. 84/11/28. Record 
Services Branch (Document Control Desk). 2pp. 27773:201. 24X 

Fiche: 50-315, 84/1 1/28, 8412050168. 


8412130375 Forwards LERs 84-029-00 Ik 84-030-00. 

SMITH,W. G. Indiana & Michigan Electric Co. 84/12/11 Record 

Services Branch (Document Control Desk) Ip. 27903:325 . 24X 

Fiche; 50-316, 84/12/11, 8412130375, 


— 8412130376 LER 84-029-00. on 841 1 18, reac tor manually tripped from appK 
737. power. Caused by partially stuck open pressurirer spray 
valve. Ualve placed in closed position it air removed from 
operator. 

BAKER, K.R. Indiana & Michigan Electric Co 84/12/11. 4pp. 
27903:326. 24X Fi c h e ; 50-316, 84/ 12/ 11 , 84 121 30375. 


— B412130378 LER 84-030-00: on B41 1 19, r eac tor protection sys Channel III 
tripped. Caused by inoperability of loop 3 steam generator 
feedwater level indication due to spurious actuation. No 
corrective actions planned. 

BLIND, A, A. Indiana it Michigan Electric Co. 84/12/11. 2pp. 
27903:330. 24X Flch e : 50-316, 84/12/1 1 , 8412130375. 


B412270221 LER 316/84-005-00 withdrawn. 

SMITH, W.G. Indiana & Michigan Electric Co. 84/12/12. Record 
Services Branch (Document Control Desk). Ip. 28114:279. 24X 

Fiche: 50-316, 84/12/12, 8412270221. 


0412310441 PNO-I I I-84-104A: 1 icensee reported multiple crack indicetloni 
confirmed in 14 weld.s in reactor water cleanup sys. Licensee 
currently evaluating possible corrective actions. Insp 
program examined 99 welds out of 102 scheduled. 

CHRISSOTIKOS, N. , SHAFER, W. , KEY, W. Region 3, Office of Director, 
84/12/14. Ip. 28135:362. 24X Fiche: 50-316, 84/12/14, 8412310441 
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8412210098 Requests approved ref matl listed in Enel 1 by 820329 to 
meet schedule for admini s tr a t i on of operator & senior 
operator wr itten# oral simulator exams on 820426i 27 it 0503> 
respectively W/o end. 

HINDi J. A. Region 3< Office of Director 82/03/10 HUNTER. R S. 
Miduest Electric Cooperative 2pp. 28052:163. 24X 

Fiche: 50-315. 82/03/10. 8412210098 


8412210053 Requests approved ref matl listed in End 1 by 830304 to 
meet schedule for admin i s tra t i on of operator & senior 
operator licensing written & oral exams on 830419 & 22—23. 
r es p ec t ive 1 y . W/o end. 

LITTLE. W.S. Region 3. Office of Director. 83/01/28. HUNTER. R. S. 
Indiana St Michigan Electric Co. 2pp. 28052:281. 24X 

Fiche: 50-315. 83/01/28. 8412210053. 


B4120302B8 Requests end ref matls re operator/senior operator 
licensing exams by B50U1 to avoid delay in administering 
exams. 

WALKER. R.D. Region 3. Office of Director 84/11/21 DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. J. E. Indiana 8< Michigan 
Electric Co 5pp. 27734:168, 24X Fiche: 50-315, 84/11/21. 84120302B8. 


8412200235 Application for amend to Licenses DPR-58 St DPR-74. 
mi thdrawing 831129 Tech Spec change request re maint of 
senior reactor operator license 8< revising Figure 6.2-1 re 
offsite organization St Generic Ltr 83-43. Fee paid. 

ALEXICH.M-P. Indiana & Michigan Electric Co. 84/12/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. 10pp. 28022: 107. 

24X Fiche: 50-315.84/12/17, 8412200235. 


— 8412200250 Proposed Tech Specs revising Figure 6.2-1 re offsite 
organization S< reporting requirements of Generic Ltr 83-43. 

* Indiana !< Michigan Electric Co. 84/12/17, 52pp. 28022:117. 

24X Fiche: 50-315, 84/12/17, 8412200235 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency St fire protection plans 


8412170323 Rev 9 to Emergency Plan Implementing Procedure 4. 1.2, "Site 
Emergency Coordinator," Rev 11 to 4.1.6, "Offsite Monitoring 
Team" tU Rev 9 to 4. 1. 15, "Response Level Equivalent to 
Preventative PAG," 

■* Baltimore Gas St Electric Co. 84/11/21. 24pp. 27933:150. 24X 

Fiche- 50-317, 84/1 1/21 , 841 2170323. 


8412030242 Revised emergency response plan implementation procedures, 
including ERPIP 4.1.12 re first aid,ERPIP 4.1.14 re 
dosimetry St ERPIP 4.4.1 re initial classification of 
emergency condition based on dose calculation. 

■X Baltimore Gas St Electric Co. 84/11/27. 26pp. 27725:066. 24X 

Fiche: 50-317, 84/11/27, 8412030242. 


0412140265 Advises that 840926 Rev 14 to physical security plan 
consistent w/provisions of 10CFR50. 54 ( p ) St acceptable. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/11/30. 

DOWMAKER, N. J. Baltimore Gas St Electric Co. 4pp. 27954:304. 24X 

Fiche; 50-317, 84/11/30, 8412140265. 


8412070281 Forwards "Response to NUREG-0737, Supp 1 1, Section 6.0, Review 
of Reg Guide 1,97 - Application to Emergency Response 
Fac ilities, Calvert Cliffs Nuclear Power Plant," per NRC 
840614 order. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/12/01. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 27817:206. 24X 

Fiche: 50-317, 84/12/01, 8412070281. 


— 8412070285 "Response to NUREG-0737, Sup p 1 1, Section 6.0, Review of Reg 
Guide 1.97 - Application to Emergency Response Facilities, 

Calvert Cliffs Nuclear Ptiwer Plant. " 

■H- Baltimore Oas St Electric Co, 84/12/01. 88pp. 27817:207. 24X 

Fiche: 50-317, 84/12/01, 8412070281. 


S412120635 Requests remittance of fees for 831024,840127,0326 St 0404 
applications for rev to security plan St Tech Spec revs, 
including changes resulting from generic steam line break 
analysis. 

DIGGS, R.M. License Fee Management Branch. 84/12/06. LUNDVALL, A. E. 
Baltimore Gas St Electric Co. 3pp. 27911:361. 24X 

Fiche; 50-317, 84/12/06. 8412120635. 


8412170351 Forwards Insp Repts 50-317/84-25 St 50-318/84-25 on 
840925-1 105. No violations noted. Concern raised re corrective 
actions applied to temporary mods. 

WENZINOER, E. C. Division of Project St Resident Programs. 84/12/10, 
LUNDVALL, A. E. Baltimore Oas St Electric Co. 2pp. 27937:158. 24X 

Fiche: 50-317, 84/12/10, 8412170351. 


—8412170352 Insp Repts 50-317/84-25 St 50-318/84-25 on 84092 5-1 1 05. No 
violation noted. Major areas inspected" licensee action on 
previous insp f ind ing s , p h y s ica 1 sec ur ity , ma i nt, surve i 1 la nee, 

Generic Ltr 83-20 St radiological controls. 

FOLEY, T. , TRIMBLE, D. C. , ELSASSER, T. C, Region I, Office of 
Director 84/12/06. 16pp. 27937:160. 24X Fich e: 50-31 7. 84/12/10, 

0412170351. 


0412190148 Revised emergency response plan implementation procedures, 
including ERPIP 4.1.3 re technical support ctr director, 

ERPIP 4.1.4 re operations support ctr director St ERPIP 
4 1. 17 re security team leader. 

* Baltimore Oas St Electric Co. 84/12/12, 35pp. 28009:265. 24X 

Fiche: 50-317. 84/12/12, 8412190148. 


J. Insurance St indemnity information 


B412030411 Forwards Endorsement 40 to MAELU Policy MF-76 8< Endorsements 
15 St 50 to NELIA Policy NF-216. 

OAMMIE, G. D Baltimore Oas St Electric Co. B4/11/2B. DINITZ, I. 
Assistant Director for State St Licensee Relations. 6pp. 27724:190. 
24X Fiche- 50-317, 84/11/23, 8412030411. 


P Operating license stage documents 8< correspondence 


8412120193 Partial response to FOIA request for NUREO/CR-330 1 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLYiS. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193- 


8412100350 INTERIM RELIABILITY EVALUATION PROGRAM: ANALYSI S OF THE 
CALVERT CLIFFS UNIT 1 NUCLEAR POWER PLANT. Volume II, 

Appendices A, B And C. 

PAYNE, A. C. Sandia Laborator ies. NUREG/CR-351 1 V02, 84/10/31. 

Division of Risk Analysis «t Operations (post 840429). 770pp. 

27868:001. 24X Fiche : 50-317, 84/ 10/31 , 8412100350. 


8412060621 Forwards request for addl info re 840615 application for 
amend to Licenses DPR-53 8t DPR-69. Requested info concerns 
ALARA program. Response requested within 30 days of ltr 
receipt. 

MILLER, J. R. Operating Reactors Branch 3. 84/11/07. LUNDVALL, A. E. 

Baltimore Gas {« Electric Co. 2pp. 27831:345. 24X 

Fiche: 50-317, 84/11/07, 8412060621. 


8412060137 Forwards safety evaluation re 48 h auxiliary feedwater pump 
endurance tests conducted per TMI Action Item II, E. 1. 1. Tests 
successfully conducted per Addl Short-Term Recommendation 
2. Results acceptable. 

MILLER, J. R. Operating Reactors Branch 2. 84/11/14. LUNDVALL, A. E. 

Baltimore Gas Electric Co. 5pp. 27831:192. 24X 

Fiche: 50-317, 84/11/14, 8412060137, 


8412060728 Notifies of completion of review of environ qualification of 
equipment important to safety. Environ qualif ication program 
acceptable per 10CFR50. 49. Proposed resolution of deficiency 
also acceptable. 

MILLER, U.R. Operating Reactors Branch 3. 04/11/20. LUNDVALL, A. E. 

Baltimore Gas It Electric Co. Ip. 27831:219. 24X 

Fiche: 50-317, 84/11/20, 8412060728. 


— 8412060729 Safety evaluation supporting environ qualification of 
equipment important to safety per 10CFR50. 49. 

•s Office of Nuclear Reactor Regulation, Director, 84/11/20, 
22pp. 27831:220. 24X Fi c h e : 50-317, 84/11/20, 8412060728. 


8412050542 Submits equipment qualif ication program status rept for wk 
ending 841116, Enel list documents status of equipment 
qualification program SERs. 

KARSCHi R. O. Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIEI D, D. Assistant Director for Safety Assessment, 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


8412120456 Forwards 840522 ltr re QA policy 8t final draft Rev 9 to 
QA policy, per 841127-28 teicon. 

ANUJE, A.B. Baltimore Oas it Electric Co. 84/11/28. SPRAUL, J. 
Region 1, Office of Director. Ip- 27875:258. 24X 

Fiche: 50-317, 84/11/28, 8<»12120456. 


— 8412120459 Forwards draft copy of proposed changes to QA policy, per 
840923 visit «< 831109 Insp Repts 50-317/83-26 & 

50-318/83-26. 

ANUJE, A.B. Baltimore Gas & Electric Co. 84/05/22, MEYER, G. 
Region 1, Office of Director. 21pp. 27875:259. 24X 

Fiche: 50-317, 84/11/28, 8412120456, 
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— 8412120462 Draft Rev 9 to "QA Policy Far Calvert Cliffs Nuclear Pouner 
Plant " 

« Baltimore Oas & Electric Co. 84/11/28 55pp 27S75-280 24X 

Fiche: 50-317. 04/11/28. 8412120456 


8412120351 Forwards response to NRC 840829 statement that util response 
to NUREO-0737. Item II. K. 3 25. “Reactor Coolant Pump Seal 
Integrity Following Loss of Offsite Power." unacceptable. 

End response submitted per 10CFR50. 54 ( F) . 

LUNDVALL.A E. Baltimore Oas & Electric Co. B4/11/30 MILLER. J R. 
Operating Reactors Branch 3. 9pp 27889.092. 24X 

Fiche: 50-317, 84/11/30. 8412120351. 


8412120635 Requests remittance of fees for 831024,840127,0326 & 0404 
applications for rev to security plan & Tech Spec revs, 
including changes resulting from generic steam line break 
analysis. 

DIGOS, R.M. License Fee Management Branch. 84/12/06 LUNDVALL, A. E. 
Baltimore Gas tc Electric Co. 3pp. 27911.361. 24X 

Fiche: 50-317, 84/12/06, 8412120635. 


8412280425 Requests remittance of fee re 841126 application for 
license amendment re clad collapse analysis & augmentation 
factor for Cycle 8 reload. 

DIGGS. R.M. License Fee Management Branch. 84/12/20 LUNDVALL, A. E 
Baltimore Gas & Electric Co. Ip. 28130:354. 24X 

Fiche: 50-317, 84/12/20, 8412280425. 


Q. Inspection reports. IE Bulletins correspondence 


8411150064 IE Info Notice 84-83. “Various Battery Problems. " Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fi che: 50-000. 84/1 1 / 19, 841 1 1 50064. 


8412040196 Ack receipt of 840823 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-317/84-17 & 

50-318/84-17. Notice of violation will be revised to reflect 
proper ref of procedures. 

MARTIN. T. T. Division of Engineering 8< Technical Programs, 84/11/20, 
BOWMAKER. N. J. Baltimore Gas «< Electric Co. 2pp. 27746:190. 24X 

Fiche; 50-317. 84/11/20. B412040196. 


8412060501 Forwards SER It Franklin Research Ctr technical evaluation 
rept re masonry wall design per IE Bulletin 80-1 1. Missing 
info identified in SER re validity of energy balance 
technique for subj masonry walls requested. 

EISENHUT, D. G. Division of Licensing. 84/11/21. LUNDVALL. A. E. 
Baltimore Gas it Electric Co. Ip. 27831:042, 24X 

Fiche: 50-317. 84/1 1/21 , 8412060501 . 


— 8412060506 SER re masonry wall design Items 2b !< 3 of IE Bulletin 
80-11 fully implemented & acceptable. 

«• NRC - No Detailed Affiliation Given. 84/11/21. 2pp. 
27831:043. 24X Fich e: 50-317. 84/1 1 /21. 8412060501. 


— 8412060513 “Masonry Wall Des ign, Calvert Cliffs Nuclear Power Plant 
Units 1 & 2, " technical evaluation rept. 

TRIOLO. S. r CON. V. N. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-249. 84/09/12. CHOKSHI.N, C. NRC -No 

Detailed Affiliation Given. 27pp. 27031:045. 24X 

Fiche: 50-317. 84/1 1 /2l , 8412060501, 


8412040307 Notification of Significant Licensee Meeting 84-114 w/util 
on 841207 in King of Prussia. PA to discuss SALP mgt, 

ASARS. A. Region 1. Office of Director. 84/11/23. Region 1. 
Office of Director. 2pp. 27758:354 . 24X Fiche: 50-317, 84/1 1/23. 

8412040307. 


8412140295 Forwards Insp Repts 50-317/84-28 50-318/84-28 on 

841022-26. No violation noted, 

MARTIN. T. T. Division of Engineering & Technical Programs. 04/11/23. 

LUNDVALL. A. E, Baltimore Gas 8c Electric Co, 2pp, 27954:151. 24X 

Fiche: 50-317. 84/11/23. 8412140295, 


— 8412140300 Insp Repts 50-317/84-28 & 50-318/84-28 on 841022-26. No 
noncompl iance noted. Major areas inspected; QC of analytical 
measurements, analytical procedures, staff ing & training for 
nonra d i olog i cal chemical program. 

riBULSKY, H. , PASCIAK, W. J. Region 1, Office of Director. 84/11/20 
3pp. 27954:153. 24X Fiche: 50-317, 84/1 1/23. 8412140295. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, '• svc list end. 

JORDAN.E, L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of New 

York, Inc. I26pp. 27807:179. 24X Fiche : 50-000, 84/1 1/27, 841 1210360. 


8412120456 Forwards 840522 Itr re QA policy & final draft Rev 9 to 
QA policy, per 841127—28 telcon 

ANUJE.A. B, Baltimore Oas Electric Co 84/11/28 SPRAUL, J 
Region 1, Office of Director Ip 27875.258 24X 

Fiche' 50-317, 84/11/28, 8412120456 


—8412120459 Forwards draft copy of proposed changes to QA pdicu.n*. 
840923 visit & 831 109 Insp Repts 50-317/83-26 
50-318/83-26 

ANUJE, A, D Baltimore Oas & Electric Co 84/05/22. MEYER, G 
Region 1, Office of Director 21pp, 27875.259. 24X 

Fiche 50-317,84/11/28.8412120456 


8412140342 Forwards SALP Repts 50-317/84-29 &>. 50-318/84-29 for 
□ct 1983 - Sept 1984. Meeting scheduled for 841207 m King 
of Prussia, PA to discuss assessment 8, plans for improvement. 
BTARDSTECKI, R. Division of Project & Resident Programs. 84/11/20 
LUNDVALL, A E. Baltimore Gas & Electric Co 2pp 27954- 097 P 4 )( 

Fiche: 50-317, 84/11 /2B, 0412140342. 


"“S4J2140347 SALP Repts 50-317/84-29 it 50-318/84-29 for Oct 1903 - Sij} 

« Region 1. Office of Director 84/11/19 52p p 27954 099 sn 

Fiche: 50-317, 84/11/28, 8412140342 


8412040140 Forwards Insp Repts 50-317/84-26 it 50-318/84-26 on 
841001-05 it notice of deviation. 

MARTIN, T.T Division of Engineering Technical Programs S4/tl/2t 
LUNDVALL, A E. Baltimore Gas & Electric Co. 2pp. 27740-336 24 / 

Fiche: 50-317, 84/11/29, 0412040140 


8412040144 Notice of deviation from insp on 841001-05, 

* Region 1, Office of Director. 84/11/29 Ip 27748 33B 24/ 

Fiche. 50-317, 84/1 1/29, 8412040140 


--B412040151 Insp Repts 50-317/84-26 it 50-318/84-26 on 84 1 001-05. 
Deviation ident i f i e d . p i p i n g sys identified as reactor 
coolant 8. pressurizer surge lines not inspected per 
corresponding seismic analysis. 

VARELA, A A , DURR, J. P. Region 1, Office of Director 84/11/28 
8pp. 27748:339 24X F i ch e : 50-317, 84/1 1 /29, 841 2040 1 40. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N Division of QA. Safeguards S, Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co of New York, Inc 

BBpp, 27967:086. 24X Fi c h e : 50-000, 84/ 1 1 /30, 041 1 280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment. " 

Svc list en c 1 , 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/11/30. Consolidated Edison Co. of Njl 

York, Inc 116pp, 27965:224. 24X Fi c he : 50-000, 84/1 1 /30, 8411200370 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced hu 
Stratified Flow. " Svc list end 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/12/03. Consolidated Edison Co. of Neu 

York, Inc. 117pp. 27965:340. 24X Fiche - 50-000, 84/12/03. 8412030021 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems ' 
Svc list encl. 

JORDAN.E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of Neu 

York, Inc 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, B41203002e 


8412070234 Forwards summary rept response to IE Bulletin B4~03, 
"Refueling Cavity Water Seal," No credible failure to safety 
significance found W/one oversize drawing. Aperture card 
available in PDR, 

LUNDVALL, A. E. Baltinore Gas it Electric Co 84/12/04. DEYOUNG, R.C 
Director's Office, Office of Inspection and Enforcement. lOpp, 
27813:245, 24X Fiche; 50-317, 84/12/04, 8412070234 


S4120500S1 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of Neu 

York, Inc. liepp. 27966:332. 24X Fiche: 50-000, 84/12/07. B4 1 20500B1 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/13/07. Consolidated Edison Co. of Neu 

York, Inc 114pp. 27966:215. 24X Fi che: 50-000, 84/12 / 07. 8412050090 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/12/10. Consolidated Edison Co of Neu 

York. Inc. 116pp. 28032:130. 24X Fi c he : 50-000, 84/12/ 10, 8412060594 
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B412170351 Foriuards Insp Repts 50-317/94-25 S' 50-318/04-25 on 
940925-1105 No violations no ted. Cone ern raised re corrective 
actions applied to temporary mods 

WENZINGERiE C. Division of Project S' Resident Programs. 84/12/iO 
LUNDVALL, A. E, Baltimore Gas & Electric Co 2pp 27937,158. 24X 

Fiche- 50-317, 84/12/10, 8412170351. 


9412170352 Insp Repts 50-317/84-25 S' 50-318/84-25 on 840925-1105 No 

violation noted. Major areas inspected licensee action on 
previous insp findings, physical security, maint, surveillance, 

Generic Ltr 83-28 & radiological controls 

FQLEV,T , TRIMBLE, D. C. , El SASSER, T C Region 1, Office of 
Director 84/12/06. 16pp 27937 160 24X Fiche 50-317,84/12/10, 

0412170351 


S412180076 Forwards corrected Page 4 to response to IE Bulletin 04-03 
re refueling cavity water seal. Error resulted in deletion of 
important phrase from rept re refueling pool seal elevation. 

LUNDVALL, A E. Baltimore Gas & Electric Co 84/12/11. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp, 
27960:148 24X Fiche: 50-317, 84/12/ 1 1 , 8412180076. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc 119pp. 28123:131. 24X Fi c he • 50-000. 84/12/ 17, 841212054 1 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, " Sve list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc 120pp 28124:001. 24 X Fi c he : 50-000, 84/12/ 17, 8412120547 


8412210092 Ac k receipt of 841107 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50—317/84—09 & 

50-318/84-09 

MARTIN,! T, Division of Engineering !U Technical Programs 84/12/17 
LUNDVALL, A E Baltimore Gas 8c Electric Co 2pp 28037:259. 24X 

Fiche: 50-317. 84/12/17, 8412210092. 


R Periodic operating reports & related correspondence 


0412110048 Forwards updated Tables lA, IC St 20 to "Effluent & Waste 
Disposal Semiannual Rept" for Jan-June 1984. Update includes 
strontium results for Second Quarter & corrected figures for 
tritium released. 

LUNDVALL, A E, Baltimore Gas 8« Electric Co. 04/11/30. MURLEY, T. E. 
Region 1, Office of Director. Ip. 27992' 231 24X 

Fiche; 50-317, 84/11/30, 0412110048 


— 8412110070 Updated Tables lA, 1C 8c 2B to "Effluent 8< Waste Disposal 
Semiannual Rept," for Jan-June 1984. 

tt Baltimore Gas 8c Electric Co. 84/06/30. 7pp 27892.232. 24X 

Fiche: 50-317, 84/11/30, 8412110048. 


B412270618 Monthly operating repts for Nov 1984. W/841213 ltr, 
QEWLEY, E, K. Baltimore Oas 8- Electric Co. 84/11/30. 12pp. 

28113:122 24X Fiche : 50-317, 84/ 1 1 /SO, 8412270618. 


S. Reportable occurrences, LERs 8( related correspondence 


0412040162 Informs of delivery of non-nuclear HEPA filters by Topping 
Assoc certified as nuclear grade. Some filters installed in 
air filter trains. No safety concern created 8c event not 
reportable per 10CFR2i. 

LUNDVALL, A. E Baltimore Gas & Electric Co. 84/11/20. MURLEY, T. E. 
Region 1. Office of Director. 2pp 27747- 004. 24X 

Fiche: 50-317, 84/11/20, 8412040162. 


S412060462 PN0-I-a4“101 : on 841130, plant will be shut down for 
approximately 60 h for repairs to reactor coolant pump 
sensing line & leaking prsssurizer liquid sample line valve. 
FERLIC'K. Region 1, Office of Director. 84/11/30. Ip. 27794:265. 
24X Fiche: 50-317, 84/11/30, 8412060462 


S412140465 LER B4-015~00:on 841 120, r eac t or trip occurred Caused by 
imminent loss of circulating water due to clogging of 8 of 
12 traveling water screens w/fish. Methods for minimizing 
fish impingement being pursued. W/941210 ltr 

CQWNE, S R. , RUSSELL, L.B. Baltimore Gas 8c Electric Co. 84/12/10. 
5pp. 27937-334. 24X Fiche: 50-317. 84/12/10, 8412140465. 


8412180180 PND-I-84-103: on 841212, MSIV 11 declared inoperable because 
of hydraulic fluid leakage from MSIV seal. During shutdown. 

M3IV 12 failed to close comp letely. Cause under 
investigation 

FOLEY, T. , FERLIC.K. Region 1, Office of Director. 84/12/13. Ip. 
27962:287. 24X Fiche: 50-317, 84/12/13, 8412180180. 


B4121S0207 PNa-I-84-104' on 841210, two leaks developed on isolable elbow 
section of c oncret e- 1 i ned salt water sys p i p ing. Caused by 
c orros 1 on. One leak temporarily patched V piping section 
containing second leak i solated. Fur ther testing planned 
FOLEY, T , FERLIC.K. Region 1. Office of Director. 84/12/13. Ip, 
27960:356 24X Fi c h e : 50-31 7, 84/ 12/ 1 3, 84121 80207 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency Ik fire protection plans 


8412170323 Rev 9 to Emergency Plan Implementing Procedure 4, 1,2, "Site 
Emergency Coordinator," Rev H to 4 1 6, "Offsite Monitoring 
Team" 6 Rev 9 to 4. 1 15, "Response Level Equivalent to 
Preventative PAG. " 

* Baltimore Gas & Electric Co 84/11/21. 24pp, 27933:150. 24X 

Fiche: 50-317, 84/11/21, 8412170323 


8412030242 Revised emergency response plan implementation procedures, 
including ERPIP 4. 1. 12 re first aid.ERPIP 4. 1. 14 re 
dosimetry 8, ERPIP 4.4.1 re initial c lassif i cation of 
emergency condition based on dose calculation 

# Baltimore Gas <5< Electric Co. 84/11/27. 26pp. 27725:066. 24X 

Fiche: 50-317, 84/11/27. 8412030242 


8412140265 Advises that 840926 Rev 14 to physical security plan 
consistent w/provisions of 1 0CFR5O, 54 ( p ) acceptable, 

MARTIN, T. T. Division of Engineering 8< Technical Programs. 84/11/30 
BOWMAKER.N J. Baltimore Gas 8< Electric Co. 4pp. 27954:304. 24X 

Fiche; 50-317, 84/11/30, 8412140265. 


8412070281 Forwards "Response to NUREG-0737, Sup p 1 1, Section 6.0, Review 
of Reg Guide 1,97 - Application to Emergency Response 
Fac i 1 i t les, Calvert Cliffs Nuclear Power Plant," per NRC 
840614 order, 

LUNDVALL, A. E, Baltimore Gas & Electric Co 84/12/01. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 27817-206. 24X 

Fiche: 50-317, 84/12/01, 8412070201. 


— 8412070285 "Response to NUREG-0737, Sup p 1 1, Section 6.0, Review of Reg 
Guide 1.97 - Application to Emergency Response Facilities, 

Calvert Cliffs Nuclear Power Plant. " 

* Baltimore Gas & Electric Co. 84/12/01. 8Bpp. 27817:207. 24X 

Fiche: 50-317, 84/12/01, 8412070281. 


0412120635 Requests remittance of fees for 031024,840127,0326 8< 0404 
applications for rev to security plan & Tech Spec revs, 
including changes resulting from generic steam line break 
analysis 

DIGGS, R K, License Fee Management Branch 84/12/06, LUNDVALL, A E 
Baltimore Gas & Electric Co. 3pp, 27911:361. 24X 

Fiche: 50-317. 84/12/06. 8412120635 


8412170351 Forwards Insp Repts 50-317/84-25 S' 50-310/84-25 on 
840925-1105 No violations noted. Concern raised re corrective 
actions applied to temporary mods. 

WENZINGER, E. C. Division of Project 5; Resident Programs. 84/12/10. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 27937:158. 24X 

Fiche: 50-317, 84/12/10, 8412170351. 


— 8412170332 Insp Repts 50-317/84-25 S, 50-318/84-25 on 840925-1105. No 
violation noted. Major areas insp ec ted : 1 i c ensee action on 
previous insp find ings, physical sec ur ity, maint, survei 1 lance. 
Generic Ltr 83-28 & radiological controls. 

FOLEY, T Region 1, Office of Director. 84/12/06. I6pp. 
27937,160. 24X Fi ch e: 50-31 7, 84/1 2/ 1 0, 8412170351. 


8412190148 Revised emergency response plan implementation procedures, 
including ERPIP 4.1.3 re technical support ctr director. 

ERPIP 4.1.4 re operations support ctr director S< ERPIP 
4. 1. 17 re security team leader. 

Baltimore Gas & Electric Co. 84/12/12. 35pp. 28009:265. 24X 

Fiche: 50-317, 84/12/12, 8412190148. 


J. Insurance Z/. indemnity information 


8412030411 Forwards Endorsement 40 to MAELU Policy MF-76 & Endorsements 
15 & 50 to NELIA Policy NF-216. 

GAMMIE, G. B Baltimore Oas & Electric Co. 94/11/28. DINITZ, I. 
Assistant Director for State & Licensee Relations, 6pp. 27724.190. 
24X Fiche: 50-317, 84/11/23,8412030411. 


P. Operating license stage documents correspondence 


8412120193 Partial response to FDIA request for NUREG/CR-330 1 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J M, Division of Rules and Records. 84/06/05. SHQLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095, 24X 

Fiche: 50-000, 84/06/05, 8412120193. 
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8412120221 App of PRA results for BWR plants. 

# NRC - No Detailed Affiliation Given. 84/06/05 900p p 

27948 097 24X Fiche : 50-000; 84/06/05, 8412120193. 


8412060621 Foruards req.uest for addl info re 040615 application for 
amend to Licenses DPR“53 Se DPR-69 Requested info concerns 
ALARA program Response requested within 30 dags of Itr 
receipt 

MILLER; J R Operating Reactors Branch 3. 84/11/07 LUNDVALL, A E 

Baltimore Gas & Electric Co 2pp 27831 345 24X 

Fiche: 30-317; B4/11/07, 8412060621 


8412060137 Forwards safety evaluation re 48 h auxiliary feedwater pump 
endurance tests conducted per TMI Action Item II E 1.1. Tests 
successfully conducted per Addl Short-Term Recommendation 
2. Results acceptable. 

MILLER; J. R Operating Reactors Branch 2 84/11/14. LUND'7ALL- A E. 

Baltimore Gas & Electric Co. 5pp, 27831: 192. 24X 

Fiche. 30-317, 84/11/14, 8412060137. 


8412060501 Forwards SER 6 Franklin Research Ctr technical evaluatiar 
rept re masonry wall design per IE Bulletin 80- 1 1 . Miss i n g 
info identified in SER re validity of energy balance 
technique for subj masonry walls requested. 

EISENHUT.D G Division of Licensing, 84/11/21 LUNDVALL, A E 
Baltimore Gas & Electric Co Ip. 27831- 042 24X 

Fiche: 50-317, 84/11/21, 8412060501. 


—8412060506 SER re masonry wall design Items 2b 8, 3 of IE Bulletin 
80-11 fully implemented 8, acceptable. 

•11 NRC - No Detailed Affiliation Given. 84/11/21 2pp 

27831 043 24X Fiche- 50-317, 84/11/21, 8412060501, 


—8412060513 "Masonry Wall Des i gn, Ca 1 ver t Cliffs Nuclear Power PUnt 
Units I 2, " technical evaluation rept. 


Franklin Ins ti tute /Fran k 1 1 n Research Center 
NRC-03-a 1-130. TER-C5506-249. 84/09/12 CHOKSHI, N. C. NRC 

Detailed Affiliation Given. 27pp, 27831 045. 24X 

Fiche, 50-317, 84/11/21, 8412060501 


No 


8412060728 Notifies of completion of review of environ qua! i f ication of 
equipment important to safety. Environ qualification program 
acceptable per 10CFR50. 49 Proposed resolution of deficiency 
also acceptable. 

MILLER, J. R. Operating Reactors Branch 3. 84/11/20. LUNDVALL, A. E 

Baltimore Gas it Electric Co. ip. 27831.219. 24X 

Fiche: 50-317, 84/11/20. 8412060728. 


8412060729 Safety evaluation supporting environ qualification of 
equipment important to safety per 10CFR50, 49. 

* Office of Nuclear Reactor Regulation, Director 84/11/20 
22 pp. 27831:220, 24X Fiche: 50-317, 84/11/20, 8412060728. 


8412040307 Notification of Significant Licensee Meeting 84-114 u/util 
an 841207 in King of Prussia, PA to discuss SALP mgt. 

ASARS, A. Region 1, Office of Director, 84/11/23 
Office of Director. 2pp. 27758:354 
8412040307. 


Region 1, 
24X Fiche: 50-317, 84/1 1 / 23 , 


i: 50-318/84-28 on 


8412140295 Forwards Insp Repts 50-317/84-28 
841022-26. No violation noted. 

Engineering & Technical Programs. 84/11/23 
LUNDVALL, A E. Baltimore Gas 8t Electric Co. 2pp 27954 - 151 
Fiche: 50-317, 94/1 1/23, 0412140295 ^ 


8412050542 Submits equip, -nert qualif ication program status rept for wk 
ending 841116, Enel list documents status of equipment 
qualification program SERs. 

KARSCH, R.O, Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27703:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


—8412140300 Insp Repts 50-317/84-28 50-318/84-28 on 841022-26 No 

noncomp 1 lance noted. Major areas inspected: QC of analytical 
measurements, analytical procedures. staff ing & training for 
nonradiological chemical program 

ZIBULSKY, H , PASCIAK, W. J. Region 1, Office of Director, 04/U/2'> 
3pp. 27954:153. 24X Fi c h e - 50-31 7, 84/1 1 /23, 841 2140295. 


0412120456 Forwards 840522 Itr re QA policy «< final draft Rev 9 to 
<3A policy, per 841127-28 telcon. 

ANUJEi A. B, Baltimore Oas & Electric Co. 84/11/28. SPRAUL, J, 
Region 1, Office of Director. Ip. 27875:258. 24X 

Fiche: 50-317, 84/11/28, 8412120456, 


Transformers," Sve list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineer Inq 
Response (Post 830103) 84/11/27, Consolidated Edison Co. of he. 

York, Inc. I26pp. 27S07: 179. “ 


24X Fiche: 50-000, 84/1 1/27, 8411210310 


-B412120459 Forwards draft copy of proposed changes to QA policu.per 
B40923 visit & 831109 Insp Repts 50-317/83-26 & 

50-318/83-26. 

ANUJE, A. B, Baltimore Gas & Electric Co. 84/05/22. MEYER, G 
Region 1, Office of Director. 21pp. 27875:259. 24X 

Fiche, 50-317, 84/11/28, 8412120456. 

—0412120462 Draft Rev 9 to "QA Policy For Calvert Cliffs Nuclear Power 
Plant- '* 

* Baltimore Gas & Electric Co. 84/11/28. 55pp. 27875-280 24X 

Fiche, 50-317, 04/11/28, 8412120456. 

response to NRC B40B29 statement that util response 
to NURp-0737,Item II, K, 3.25, "Reactor Coolant Pump Seal 
Integrity Following Loss of Offsite Power," unacceptable 
End response submitted per 10CFR50, 54(F). 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/11/30, MILLER, J. R 
Operating Reactors Branch 3. 9pp. 27889:092. 24X 

Fiche: 50-317, 84/1 1/30, 8412120351. 


8412120456 Forwards 840522 Itr re QA policy & final draft Rev 9 to 
QA policy, per 841127-28 telcon. 

ANUJE, A. B, Baltimore Oas & Electric Co, 84/11/28 SPRAUL, J 
Region 1, Office of Director. Ip. 27875:258 24X 

Fiche. 50-317, 84/11/28, 8412120456. 

Forwards draft copy of proposed changes to QA policy, par 
840923 visit & 831 109 Insp Repts 50-317/83-26 & 

50-318/33-26. 

ANUJE, A B. Baltimore Oas & Electric Co. 84/05/22. MEYER, G, 
Region 1, Office of Director. 21pp 27875:259 24X 

Fiche. 50-317, 84/11/28, 8412120456. 

8412140342 Forwards SALP Repts 50-317/84-29 «< 50-318/84-29 for 
Oct 1983 - Sept 19B4. Meeting scheduled for 841207 in King 

discuss assessment 8, plans for improvement. 
STAROSTECKI , R. Division of Project 8< Resident Programs. 84/11/28 
LUNDVALL, A E. Baltimore Gas & Electric Co 2pp. 27954*097 24X 

Fiche: 50-317, 84/11/28, 8412140342. 


8412120635 Requests remittance of fees for 831024,840127,0326 5, 040 
applications for rev to security plan & Tech Spec revs, 
including changes resulting from generic steam line break 
analysis. 

Branch. 84/12/04, LUNDVALL. A, 
Baltimore Oas Electric Co. 3pp. 27911:361 24X 

Fiche- 50-317, 84/12/06, 8412120635. 


Q. Inspection reports, IE Bulletins S« correspondenci 


—8412140347 SALP Repts 50-317/84-29 50-318/84-29 for Oct 1983 - SbM 

19B4. 

* Region 1, Office of Director. 84/11/19. 52pp 27954-099 
Fiche; 50-317, B4/11/2S, 8412140342. 


8412040140 Forwards Insp Repts 50-317/84-26 8, 50-318/84-26 on 
841001-05 & notice of deviation. 

MARTIN, T. T. Division of Engineering ^ Technical Programs. 84/11/2? 

LUNDVALL, A. E. Baltimore Gas & Electric Co, 2pp. 27748:336 24): 

Fiche: 50-317, 84/11/29, 8412040140. 


"Various Battery Problems. " Sve 


8411150064 IE Info Notice 84-83, 
end, 

UORDAN. E.L Division of Emerganev Preparadness S, Enginaerlno 
Responsa (Post 8301031. 8A/U/19. Consolidated EdSsorCo of I 

r J nc. 120 pp. 27807:058. 24X Fiche; 50-000, 84/1 1/19, 841 1 150 ( 


^*'0323 itr informing NRC of steps taken to 
50-31S%4 "“‘'<<,1" iDsp Repts 50-317/84-17 S, 

Fiche: 50-317, 84/11/20, 8412040196. ^^0* 24 


8412040144 Notice of deviation from insp on 841001-05. 

Region 1, Office of Director. 84/11/29. Ip. 2774B: 338. 24)( 

Fiche; 50-317, 84/1 1/29, 8412040140. 


--8412040151 Insp Repts 50-317/84-26 & 50-318/84-26 on 841001-05. 
Deviation identified , p i p ing sys identified as reactor 
coolant «( pressurizer surge lines not inspected per 
corresponding seismic analysis. 

VARELA, A, A. , DURR, J. p. Region 1, Office of Director. 84/11/23. 
8pp. 27748:339. 24X F i c h e : 50-317, 84/1 1 /29, 8412040140. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99ft» Generators." Sve list end. 

GRACE, J.N. Division of QA, Safeguards Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc, 

SSpp. 27967:006. 24X Fi c h e : 50-000, 84/1 1 /30, 841 1280366. 
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B411280370 IE Info Notice 84-86. "Isolation Betuieen Signals of 
Protection Sys & Nonsaf ety-Related Equipment " 

Svc list end. 

JORDAN. E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 94/11/30 Consolidated Edison Co of New 

Vork. Inc 116pp. 27965 224, 24X Fiche: 50-000. 84/1 1/30, 841 1280370. 

8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of New 

York. Inc 117pp. 27965,340. 24X Fi c he , 50-000. 84/12/03. 84 12030021 . 

8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems " 
Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc 122pp. 27966:093. 24X Fiche- 50-000. 84/12/03, 0412030028. 


8412070234 Forwards summary rept response to IE Bulletin 84-03. 
"Refueling Cavity Water Seal." No credible failure to safety 
significance found. W/one oversize drawing. Aperture card 
aval lab le in PDR. 

LUNDVALL, A, E. Baltimore Gas & Electric Co. 84/12/04 DEYOUNG. R. C. 
Director''s Office, Office of Inspection and Enforcement. 10pp. 
27813:245, 24X Fiche. 50-317, 84/12/04, 8412070234. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsens i 1 1 z ed 316 Stainless Steel." Svc list end. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc 118pp. 27966.332. 24X Fi che : 50-000. 84/12/07. 8412050081 . 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York. Inc, U4pp. 27966:215. 24X Fiche: 50-000. 84/12/07. 8412050090. 


0412060594 IE Info Notice 04-91, "QC Problems of Meteorological 
Heasurements Programs. " Svc list end. 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fi che : 50-000, 84/12/ 10, 8412060594. 


8412170351 Forwards Insp Repts 50-317/84-25 it 50-318/84-25 on 
840925- 1 105, No violations noted. Cone ern raised re corrective 
actions applied to temporary mods. 

WENZINGER, E, C, Division of Project & Resident Programs. 84/12/10. 
LUNDVALL, A. E Baltimore Gas it Electric Co. 2pp. 27937:158. 24X 

Fiche: 50-317. 84/12/10, 8412170351. 


— S412170352 Insp Repts 50-317/84-25 it 50-318/84-25 on 840925-1 105. No 
violation noted. Major areas inspec ted : 1 i c ensee action on 
previous insp findings, physical security, maint, survei 1 lance, 

Generic Ltr 83-28 8s radiological controls. 

FOLEY, T. , TRIMBLE, D. C. , El SASSER, T. C. Region 1, Office of 
Director. 84/12/06. 16pp. 27937:160. 24X Fiche: 50-31 7, 84/12/10, 

0412170351. 


8412180076 Forwards corrected Page 4 to response to IE Bulletin 84-03 
re refueling cavity water seal. Error resulted in deletion of 
important phrase from rept re refueling pool seal elevation. 
LUNDVALL, A. E. Baltimore Gas 8< Electric Co. 84/12/11. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
27960:148. 24X Fiche: 50-317, 84/12/1 1, 8412180076. 


0412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S< Engineering 
Response (Post S30103). 84/i2/17. Consolidated Edison Co. of New 

York, Inc, I19pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


S412120547 IE Info Notice 04-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post S30103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. I20pp. 28124:001, 24X Fiche: 50-000. 84/12/17. 8412120547. 


0412210092 Ack receipt of 841107 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-317/84-09 8< 

50-318/84-09 

MARTIN, T. T. Division of Engineering 8t Technical Programs. 84/12/17. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 2pp. 28037:259. 24X 

Fiche: 50-317, 84/12/17, 8412210092. 


R Periodic operating reports 8, related correspondence 


8412110048 Forwards updated Tables lA, 1C i> 2B to "Effluent 8* Waste 
Disposal Semiannual Rept" for Jan-June 1984. Update includes 
strontium results for Second Quarter 5< corrected figures for 
tritium released. 

LUNDVALL, A E Baltimore Gas it Electric Co 84/11/30 MURLEY, T. E 
Region 1, Office of Director. Ip. 27092-231. 24X 

Fiche; 50-317, 84/11/30, 84121 10048. 


— 8412110070 Updated Tables lA, 1C 2B to "Effluent & Waste Disposal 
Semiannual Rept," for Jan-June 1984. 

* Baltimore Gas & Electric Co. 84/06/30. 7pp. 27892:232 24X 

Fiche - 50-317, 84/11/30, 8412110048. 


8412270610 Monthly operating repts for Nov 1984. W/841213 ltr. 
BEWLEY. E. K, Baltimore Gas it Electric Co. 84/11/30. 12pp. 

23113- 122. 24X Fiche; 50-317, 84/1 1/30, 8412270619. 


S. Reportable occurrences. LERs it related correspondence 


8412040162 Informs of delivery of non-nuclear HEPA filters by Topping 
Assoc certified as nuclear grade. Some filters installed in 
air filter trains. No safety concern created it event not 
reportable per 10CFR21. 

LUNDVALL, A. E. Baltimore Gas & Electric Co, 84/11/20. MURLEY. T. E. 
Region 1, Office of Director. 2pp. 27747:004. 24X 

Fiche: 50-317,84/11/20, 8412040162. 


DOCKET 50-320 THREE MILF ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8412140262 Responds to 840331 & 1016 Itrs re Rev 6 to physical security 
plan. Rev consistent u/provisions of 10CFR50. 54 ( p ) 8< 
acceptable 

MARTIN, T. T Division of Engineering 8t Technical Programs, 84/11/30. 

HUKILL»H, D, General Public Utilities - GPU Service Corp. 6pp, 

27954:298. 24X Fi che: 50-289. 84/1 1 /30, 8412140262, 


8412170231 Rev 3 to Emergency Plan Implementing Procedure 1054.7, 
"Offsite Dose Projections. " 

* General Public Utilities - GPU Service Corp. 84/12/05. 27pp, 

27936:247, 24X Fi che : 50-320, 84/12/05, 8412170231 . 


8412270171 Forwards Safeguards Insp Rept 50-320/84-20 on 841 022-26. No 
violation noted. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/12/06, 
STANDERFER, F. General Public Utilities - GPU Service Corp. 2pp. 
28114:323 24X Fi ch e: 50-320, 84/12/06, 8412270171. 


— 8412270178 Safeguards Insp Rept 50-320/84-20 on 841022-26. No violation 
noted. Major areas inspected: security plan & implementation 
instructions it mgt effectiveness - security program. Beta i 1 b 
withheld (ref 10CFR73. 21). 

DUNLAP, J.M., KEIMIG, R. R. Region 1, Office of Director. 84/12/04. 
4pp. 28114:325. 24X Fiche; 50-320, 84/12/06, 8412270171. 


8412280128 Vol II, Part IV of Rev 7 to Emergency Plan Implementing 
Procedure 1054.3, "Site Emergency." 

* General Public Utilities - GPU Service Corp. 84/12/07. 30pp. 

28111:214. 24X Fiche: 50-320, 84/12/07, 0412280128. 


8412190158 Forwards Insp Rept 50-320/84-21 on 841016-1126 & notice of 
violation. 

TRAVERS, W.D. TMI Program Office. 94/12/13. STANDERFER, F. General 
Public Utilities - GPU Service Corp. 2pp. 23011:028. 24X 

Fiche; 50-320, 84/12/13, 8412190158. 


— 8412190162 Notice of violation from insp on 841016-1126. 

* TMI Program Office. 84/12/13. 2pp. 28011:030. 24X 

Fiche. 50-320, 84/12/13, 8412190158. 


— 8412190171 Insp Rept 50-320/84-21 on 841016-1 126. VI olat ion noted: 
failure to adhere to radiological controls procedures 8< to 
control safeguards info. 

BELL, J. M. , BARR,K. P. , COLLIAS, D. J. Region 1, Office of Director. 
84/12/06. 16pp. 28011:032. 24X Fi c he; 50-320, 04/12/ 13, B4121901 58. 


8412210206 Rev 8 to Emergency Plan Implementing Procedure 1054,1, 
"Unusual Event. " 

•It General Public Utilities - GPU Service Corp. 84/12/14. 27pp. 

28035. 103. 24X Fiche: 50-320, 84/12/14, 8412210206. 
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®- Adjudicatory correspondence 

®'^rFj°Shon^memSer°.^SertL''o^ Wol f e. c ha irma n & DH Paris 

^ Atomic Safety and Licensing Board Panel # 4 B 4 asp 

84/12/13. 2 pp. 27936 334. 24X Fi c h e : §0-320. a4/?|)i3. oJfsi 70^4. 

8412260411 Staff requirements memo re 841 P 13 4 . 

aSolsrjtlSrr"";,?? or^e. denying " 

040621 motion for NRC investigation of alleaE>H £ i. 

(SECy-e4-322/3i2A). 

PLAINS, H.K affice°of^tL^Ge^e^arCD^ Commission, 84/12/ie 
Fiche:50-320,84/12/18,84lJ2604U ^P' 28071:259. 24X 

PATON.U.D. Hea"ns‘B?adcr2.'’”M|4°717'^ Id/Ji/l, At ' s f 

‘‘"f- 23033:003, 3« 

Fiche-. 50-320, 84/12/19, 8412210296. 

txisC 

H. General correspondence 

r P>-nup. 6 n,orcd™a„t 

FtllN^ “"“""-P- Supp, s'tr^REG-olBr"'"* 

Affiliation Not Assig^ed.^^ 1 P "^'*27899*^302 ^ R, D. 

84/11/20,8412110122. ‘^'“^^•^82. 24X Fiche; 50-289, 


P^^Operating license stage document 


5 8t correspondence 


rdU.a. ",.chani.«.H.prrpv"Mn aSn.LS’’ ’ 

STANDERFER, F. R General Puh n;,- f f 

84/10/18. SNYDER, B J Utilities - GPU Service Corp. 

Fiche: 50-330, BA/lO/ls; saIsOSOAIB.'"'"' 349. 34X 

jjmai iiPt.XnPo .dppopt, „ 

OP, lines - OPU Service Corp. 

Fiche: 50-330, 84/11/31, 841301007^ 334. 


24X 


8412060189 Responds to 841102 Itr re iniUdii i 

evaluat i on. Plenum laclfen™ < initial plenum lift safety 

performed w/o po^inrslgnificlnr;?!:'' --n he 

force or public. ®i9nificant risk* to occupational ujork 

34/,,/27. STANDERFER. F, R. 

Fiche: 50-320. 84/11/27, 8412060189. 27831:159. 24X 

hU, P.netraE "s^Jn'T “ ; a^h™, J”"!" 

Classified as oenetratinn: structures not 

SNYDER, B. J. tMI Pronrlm JUTS’** requirements. 

Public Utilities - GPU Servi^rcor! General 

Fiche: 50-320, S4/11/28;8?I2250675 '^' 27811: 293. 24X 


8412070439 Requests addl fee for revieiu nf R/iUDn 

transmitting revised Fuel Pnni a 841130 application 

Dene,;? ^uh 1 "c'"J t U%"f"??rierv!^^"? ”■ , 

Fiche: 30-330, S4/I3/04, B4I3070439 ‘^P=“,-P ‘P 27844:100. a, 

-FPrcvcng containment c,t 

Pch?fc'5tUit™s -''Gpi'‘servrcrccrr''‘f°‘'' 4"«°ERFER , F, R, g, 

Fiche: 30-330, 84/13/04. a413uSl47 ^^^”387. 34* 


8412110150 Safety evaluation 
envelope. 


supporting containment air control 


i7a99'^29o''° Affiliation Given, 84/12/04. 4 pp 

27099 290, 24X Fi c h e : 50-320. 84/ 12/04. 841 21 10147, 

°«-‘'’-9upP Ptean, gen.ratcr lagcp 
comm.nts pJoWda^ evaluation update revieced. No 

Genera?' Puhl ic™u I ^^^r-^pi'Lnvf^'r 

Fiche: 50-320,84/12/10. 84121%462. ® 2^‘5>72: 3S0, 2 U 

®'‘e?i?2ro/p°oU^''cranr?eW°' 

™AVEHri°S "“‘“t '>rat:r'"‘’"‘‘°"“ =‘''""■‘"5 

THOMA*? I A TN.,T « «Fe5,L.isc Of- attendees encl. 

Program Office. sjp ^^^27974-^357 ^ 24 X^F^°h 

8412180073, ‘=^'^'^• 357 . 24X Fi che : 50-320, 84/12/10, 

8412170526 Forwards comments nn oA<n'an o = a. 

to iepieLniaMo” *“ "" addreseed prior 

FuU^^StUit™i ^-olC'Lrvr^C STANDERFER. F.R. 

Fiche: 50-33;, ‘B4^3/?i"a«Sr7D534°"^ =S 9 . 34 X 

"''Je;urMthmert“”!%:::"L‘!,!V“‘'“f" — pol.rc... 

^;ASSEs;;R'“r;"v""*"- ' -n‘;rc‘o:jn?ed’'h%^;^yi3. 

snVDER util.ti.e - OPU Service 

Fiche: 50-330, 84/13/14, S 4 l 3 f 7 M?r^'’ 2^933:119 24, 

°"^;?pan°ion'orreLtorbl';rh“"‘^}'’''e *" onalgsie to eupport 

jppTovai TPRoJr:;%“:iSr?o^:;vTnr? 2 e;:^^‘e;c“e^^o^": 4^^; 

Puh?frStUitIee' -’■^pS'S STANDERFER, F. R. Ben.,,: 

Fiche: 30-320, 84 / 13/18 342. 34 X 

°‘'i?“atlfn^°rT^’'‘'\®"""'’'‘' "T"" impoeing Tech Specs recoverg 




" ^or Deconteh-ination of 

^.'‘“Ad':irr;;2 ^ 

MASNIK, N. T, TMI Program Dfflcr^ 2. 

ASSELSTINE CommissiJneJs loT' IVnUll^ PALLADINO, ROBERTS, 
Ficha: 50-320, 04/1 l/a^riJJaj ooSSa. ^^^'’2:222. 24X 

Provides li«t nis 4 i. 

S4m3 meeting 4/Advi.erg ;:c:“::i”a“io„“'’;r 

CoI;ncn"f;r'^.„S“:j*’Jj9»T- 84/„/07 NORRIS, a. E. Advieorg 

Fiche: 50-320, 84/11/29, 841210049a ^ ^ 27862:228. 24X 


'"^'^efemptiins'^r^e^h imposing Tech Spe c s, incorpora t in g all 

of S 002 n ordiri approved subsequent to issuance 

*' covering util 830112,0912.30 & 840418 
effective 850107. 

04/12/19 Nuclear Reactor Regulation. Director. 

28073 023 Public Utilities - GPU Service Corp. 6 pp 

«Ja073.023. 24X Fiche: 50-320, 84/12/19, 8412260168. 

^^reqSestt for^T^ evaluation supporting util 830112,0912,30 & BWIE 
1 o2frioo.ApJ I ; iO?ffi5a°;i *' Tree, I0CFR50. S5a, 

i73pp*'*'a8079^n39**'’',raJ^'^^°'' ’’®3ulation. Director. a4/I3/19. 
pp. 28073.029. 24X Fi che: 50-320, 84/12/19, 84122601 68. 

~^^&^mainr lOCFRSO.App a re code safety valve criteru 

04/12/19 Reactor Regulation, Director. 

28073 200 Utilities - GPU Service Corp. 5pp 

28073.202. 24X Fiche: 50-320, 84/12/19, 8412260168, 
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— 0412260182 Exemption from 10CFR50. 36 Zt 10CFR50.App A re seismic 
monitoring instrumentation. 

DENTONi H R Office of Nuclear Reactor Regulation, Director. 
84/12/19 General Public Utilities - GPU Service Corp. 5pp 
28073 207 24X Fich e; 50-320, 84/12/19, 8412260168 


— 8412260185 Reissued FR notice of environ assessment Zi finding of no 
significant impact re amend to order imposing Tech Specs Zt 
exemptions from 10CFR50. 55a, 50 36 &; 100, App A. 

SNYDER, B. J TMI Program Office. 84/12/19. 6pp. 28073:212 24X 

Fiche 50-320, 84/12/19, 8412260168 


8412260276 Forwards XALA 80388. "Polar Crane - Main Hoist Manual Brake 
Release Vibration Test. " Test results indicate tie-rod nut 
demonstrated vibration induced tendency to move 
preferentially toward mounting bracket. 

STANDERFER, F R. General Public Utilities - GPU Service Corp. 
84/12/19 SNYDER, B. U. TMI Program Office Ip. 28057" 167. 24X 

Fiche: 50-320, 84/12/19, 8412260276. 


—8412260283 "Polar Crane-Main Hoist Manual Brake Release Vibration 
Test. '* 

FISCHER, T. P. , FISCHER, E, 0. . QRAWIEC, R, R. Westinghouse Electric 
Corp. XALA 80388. 84/11/30. 30pp. 28057:168. 24X 

Fiche" 50-320. 84/12/19, 8412260276. 


94122B0058 Staff requirements memo re 841115 meeting w/Advisory Panel 
on TMI-2 Cleanup. Ofc of General Counsel directed to provide 
opinion re advisory panel legal basis for engaging in review 
of epidemiological studies re radiation releases. 

CHILK.B. J. Office of the Secretary of the Commission. 84/12/19. 
DIRCKSi W. J. Office of the Executive Director for Operations. 
PLAINEi H. Office of the General Counsel. 2pp. 28132:362. 24X 

Fiche: 50-320, 84/12/19, 8412280058. 


8412280089 Forwards recovery operations plan, Change Request 26 re min 
exhaust flowrate requirement for fuel handling bldg 
ventilation sys. Change submitted to support opening fuel 
transfer tubes. Fee paid. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp 
84/12/20. TRAVERS, W.D. TMI Program Office. 5pp. 28112:026. 24X 

Fiche-: 50-320, 84/12/20, 8412280089. 


Q. Inspection reports, IE Bulletins & correspondence 


3412130159 Responds to FOIA request for 840125 SECY-84-36i "Staff 
Review 8« Response to Ofc of Investigations Rept on TMI-2 
Cleanup Allegations." Forwards requested document. 

FELTON, J. M. Division of Rules and Records, 84/06/14, MARKS, A. W. 
Transcontinent Technology, Inc, Ip. 27926:112. 24X 

Fiche. 50-320, 84/06/14, 8412130159. 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807 058. 24X Fiche; 50-000, 84/11/19, 8411 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 841 1210360. 


0412110005 Forwards Insp Rept 50-320/84-19 on 840920-1102. No violations 
noted. 

TRAVERS, W.D. Region 1, Office of Director, 84/11/28. 

STANDERFER, F, R. General Public Utilities - GPU Service Corp. 2pp. 
27892:265. 24X Fich e : 50-320, 84/ U /2B, 84121 10005, 


— B412110007 Insp Rept 50-320/84-19 on 840920-1 102. No violations noted. 
Major areas insp ec ted : p Ian t op erat 1 ons, includ ing 
surveillance testing, polar crane mods, diesel generator 
annual maint 8( requal if ication training of operators. 

COOK, R. , MQSLAK, T. , BELL, J. Region 1. Office of Director. 

84/11/21. 8pp. 27892:267. 24X Fiche: 50-320, 84/11/28, 8412110005. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SBpp, 27967:086. 24X Fi ch e ; 50-000, 84/1 1 /30, 841 1280366. 


B4112S0370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 04/11/30, Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24 X Fiche: 50-000, 84/1 1/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp 27965:340. 24X Fi che : 50-000, 84/12/03, 8412030021 . 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 122pp. 27966:093. 24 X Fiche; 50-000, 84/12/03. 8412030028. 


8412270171 Forwards Safeguards Insp Rept 50-320/84-20 on 841022-26. No 
violation noted. 

MARTIN, T. T. Division of Engineering Zt Technical Programs. 84/12/06. 

STANDERFER. F. General Public Utilities - GPU Service Corp. 2pp. 
28114:323. 24X Fich e : 50-320. 84/12/06, 8412270171. 


— 8412270178 Safeguards Insp Rept 50-320/84-20 on 841022-26. No violation 
noted. Major areas insp ected : security plan !k implementation 
instructions Zt mgt effectiveness - security program. Deta i 1 s 
withheld (ref 10CFR73. 21). 

DUNLAP. J.M , KEIMIO, R.R. Region 1, Office of Director. 84/12/04. 
4pp. 28114:325. 24X Fiche; 50-320. 84/12/06, 8412270171, 


8412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. I14pp. 27966:215. 24 X Fiche : 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. tl6pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412190138 Forwards Insp Repts 50-289/84-36 & 50-320/84-22 on 
841105-09, No violation noted. 

MARTIN, T. T. Division of Engineering Zt Technical Programs. 84/12/13. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 4pp. 

28009:351. 24X Fich e: 50-289, 84/12/13. 8412190138. 


—8412190143 Insp Repts 50-2B9/S4-36 Zt 50-320/84-22 on 841105-09. No 
noncompliance noted. Major areas inspected : operational 
radiological environ monitoring program, inc luding mgt 
controls Zt QA of analytical measurements. 

STRUCKMEYER, R. , WEADDCK, A. A. , SHANBAKY, M. M. Region 1, Office of 
Director. 84/12/06. 6pp, 20009:355. 24X Fiche: 50-299, 84/12/13, 

8412190138. 


8412190158 Forwards Insp Rept 50-320/84-21 on 841016-1126 Sc notice of 
violation, 

TRAVERS, W. D. TMI Program Office. 84/12/13. STANDERFER, F. General 
Public Utilities - GPU Service Corp. 2pp. 28011:028. 24X 

Fiche: 50-320, 84/12/13, 8412190158. 


— 8412190162 Notice of violation from insp on 841016-1126. 

* TMI Program Office. 84/12/13. 2pp. 28011:030, 24X 

Fiche: 50-320, 04/12/13, 8412190158. 


— 8412190171 Insp Rept 50-320/84-21 on 841016-1126. Violat i on noted: 
failure to adhere to radiological controls procedures Sc to 
control safeguards info. 

BELL, J.M. , BARR.K. P., COLLIAS. D. J. Region 1, Office of Director. 
84/12/06. 16pp. 28011:032. 24X Fiche: 50-320, 84/12/13, 8412190158. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co, of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24 X Fiche: 50-000, 84/12/ 17, 8412120547. 
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Periodic operating reports i< related correspondence 


041205083! Submits TMI Program Qfc weekly status rept for wk of 
341118-24 

TRAVERS- W D TMl Program Office. 84/11/26. DENTON. H R Office of 
NuclearReactor Regulation, Director. SNVDER, G J TMI Program 
Office 4pp 27811 286 24X Fi che. 50-320. 84/1 1 /26, 84 12050831 


3412010117 Forwards "TMI Aquatic Study Monthly Rept for Oct 1984 *' 
RE5SLER.W C. General Public Utilities - GPU Service Corp 84/11/27 
HICKEY, C NRC - No Detailed Affiliation Given. Ip. 27710 204 
24X Fiche 50-289.84/11/27,8412010117 


— 8412010120 "TMI Aquatic Study Monthly Rept for Dct 1904 " 

* EA Engineering, Science & Technology, Inc. 84/10/31. 12pp. 

27710.295. 24X Fi c h e- 50-209. 84/1 1/27, 84 1201 01 17 


3412120364 Forwards "Quarterly Dose Assessment Rept of Radiological 
Releases I Estimated Doses for Third Quarter 1984. " Doses 
in summary table extracted from calcu Jati oral models & are 
bounding dose for all cases 

STANDERFER, F. fi. General Public Utilities - GPU Service Corp 
84/11/29 MURLEY/T. E. Region 1, Office of Director. 2pp. 
27873:311 24X Fiche: 50-320, 84/1 1/29, 8412120364. 


— 8412120368 "Quarterly Dose Assessment Rept of Radiological Releases & 
Estimated Doses for Third Quarter 1984. " 

* General Public Utilities - GPU Service Corp. 84/09/30. 7pp 
27873:313 24X Fiche: 50-320. 84/1 1/29, 8412120364. 


8412030571 Transcript of Commission 841115 meeting u, /Advisory Panel 
TMI-2 Restart in Wash ington, DC, Pp 1-65 Supporting 
documentation end. 

Commissioners. * Advisory Council for Dec o n tami na t i on of THI 
Unit 2, 84/11/15. 72pp 27739 216 24 X Fiche 50-320,84/11/15' 

8412030571 


S412100493 Forwards summary of Advisory Panel for Dec ontam i na 1 1 on o 
TMI-2 041115 meeting in Wash ington, DC «. earlier meeting on 
same day between Advisory Panel & NRC Commissioners 
MASNIK, M, T Advisory Council for Decontamination of TMI Unit 2. 

MASNIK, M T TMI Program Office 04/11/29 PALLADINO. ROBERTS. 

ASSELSTII'JE Commissioners. 6 pp 27862 222 24X 

Fiche: 50-320, 84/11/29, 8412100493 


8412260190 Transcript of Commission 841213 a f f i r ma t i on/d i s c u ss 1 on 
vote in Wash ing ton, DC on SECY 84-322 8 < 322A re Aamodt 
motion for inv^estigation of radioactive releases during 
TMI-2 accident. 

♦ Commissioners. 84/12/13. 7pp, 28107 251 24X 

Fiche: 50-320, 84/12/13, 8412260190. 


U. Congressional /Executive Correspondence 


8412110426 Responds to 840310 Itr expressing concerns re possible 
restart prior to completion of administrative hearings S, 
urging Commission to hold Si complete necessary hearings 
within 60 to 90 days. 

PALLADINO, N, J. Commissioners 84/11/19 SPECTER, A Senate, 4} 
27896:322 24X Fiche: 50-209, 84/ 1 1 / 1 9, 8412 U 0426 


S412070497 Forwards TMI Program Ofc weekly status rept for wk of 
841125-1201. 

TRAVERS, W.D TMI Program Office. 84/12/03. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, R.J. TMI Program 
Office. 7pp. 27844:301 24X Fi ch e: 50-320, 84/ 12/03, 8412070497. 


— 8412110430 Urges Commission to conduct hearings resolve all 
outstanding issues on TMI incident within 60-90 days 
SPECTER, A. Senate 84/08/10. PALLADINO. N. J, , ROBERTS. T, M. , 
ASSELSTINE, J. K. Co, mni s s i oners 5pp 27S96 341, 24X 

Fiche: 50-289, 84/11/19, 8412110426 


8412270100 Forwards TMI Program Ofc weekly status rept for wk of 
841202-08. 

TRAVERS, W.D. TMI Program Office. 84/12/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B.U, TMI Program 
Office 5pp 28117:359. 24X Fiche; 50-320, 84/12/10, 8412270100. 


8412310296 Forwards TMI Program Ofc weekly status rept for wk of 
841209-15, 

TRAVCRS.W. D TMI Program Office. 84/12/17. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B.U TMI Program 
Office, 7pp 28133:351. 24X Fiche: 50-320, 84/12/17, 8412310296. 


S. Reportable occurrences, LERs & related correspondence 


0412100521 LER S4-021— 00' on 841029,1116,17 ?< 18, in-core thermocouples 
H— 5, F— 12, 0-5 £( G— ll,mfg by Bel Fab, Inc declared inoperable. 

Cause unknown Repair under investigation. W/841127 Itr. 

AUGER, U C. , STANDERFER. F. R General Public Utilities - GPU Service 
Corp 84/11/27. 2 pp. 27858:210. 24X Fiche. 50-320, 84/11 /27, 

8412100521. 


8412110061 PNO— TMI-S4— 012; on 841206* licensee commenced jacking reactor 
vessel upper plenum 2 1/2 inches w/four hydraulic jacks to 
inspect underside of plenum in preparation for removing 
debris. 

COOK, R. , TRAVERS, W. TMI Program Office. 84/12/06. Ip. 27852- 249 
24X Fiche: 50-320, 84/12/06, 8412110061 


— 8412110433 Expresses belief that record must bo reopened to review 
issues hearing upon mgt competence 8 < integrity 8 < reactor 
operator cheating on exams, Evidentiary hearings must be held 
before restart considered 

SPECTER, A. Senate. 83/07/29. PALLADINO, N J Commissioners, 
2 pp. 27896:342. 24X F i ch e; 50-289, 84/1 1 / 1 9, 04 12 110426 


— 6412110435 Renews req,uest that public hearings on mgt competence 
reopened in light of Ofc of Investigations 830913 charge 
that proper procedures circumvented re cleanup of Unit 2 S, 
continuing ambiguities in Commission position. 

SPECTER, A. Senate. 83/11/17, PALLADINO, N J Commissioners, 
27896:344. 24X Fi ch e: 50-289, 84/ 1 1 / 19, 04 1211 0426. 


— 8412110437 Informs that only evidentiary hearings can resolve 
doubts surrounding mgt competence S, integrity Hearings 
must be held promptly before decision on restart considered. 
SPECTER, A. Senate. 83/12/08. PALLADINO, N, J Commi ss i oner a . 
27896:345. 24X Fiche: 50-289, 84/U /19, 84121 10426, 


V. Operator Examinations 


8412110005 Forwards Insp Rept 50-320/84-19 on 840920- 1 1 02. No violati 
noted, 

TRAVERS, W. D. Region 1 , Office of Director. 84/11/28 
STANDERFER, F, R. General Public Utilities - GPU Service Corp 2pp 
27892:265. 24X Fiche: 50-320, 84/1 1 /2S, 84121 10005. 


8412190220 PN0-TMI-B4-012A; on 841211. s 1 ight increase in 
occurred while jacking reactor vessel upper plenum to 
7 - 1/4 inches. Plenum resting on mechanical followers. No 
increase in radiation level occurred at working level. 
COOK, R * COWGILL, C. , TRAVERS, W. TMI Program Office. 

28009:112 24X Fiche: 50-320, 84/12/12, 8412190220. 


jacking load 


84/12/12 Ip. 


—8412110007 Insp Rept 50-320/84-19 on 840920-1102. No violations noti 
Major areas i nspec ted : p lant operat i ons, inc 1 ud ing 
surveillance testing, po lar crane mods, diesel generator 
annual maint requalif ication training of operators 

COOK, R. , MOSLAK, T. , BELL, J. Region 1 , Office of Director, 

84/11/21. app. 27892:267. 24X Fi c he 50-320, 84 / 11 / 28 , 84 121 10001 


T. Hearing transcripts on non-anti trust matters 


vote in M.shinston 

1 , L petition on TMI-a emergencj feedieatei- sus. 

Fp 1-56. Supporting documentation end 
* Commissioners. 84/11/06. 6 app. 27871:287. 24 X 

Fiche: 50-320, 84/11/06, 8412100255. 


^''a4a28^LIlino“rn',‘ Advisorv Penel for Decontanilnation of TMI-2 

supporting 

a49?r**Z7B59°OTl“ til B4/U/0a. 

PP 001. 24X Fiche: 50-320, 84/11/08, 841210046S. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8412050689 Forwards Insp Repts 50-321/84-39 & 50-366/84-39 on 
840925-0927. Details & notice of violation withheld 
(ref 10CFR2. 790 & 73.21). 

LEWIS, R.C. Region 2, Office of Director, 84/10/19. KELLY, R. u. 
Georgia Power Co. Ip. 27780:143. 24X Fiche: 50-321, 84/10/19. 

0412050689. 


— 8412050702 Insp Repts 50-321/84-39 & 50-366/84-39 on 841019. 

Noncomp 1 ianc B noted: fai lure to provide adequate procedure 
for testing protected area intrusion detection sus Details 
withheld (ref 10CFR2. 790 & 73 . 21 ). 

TILLMAN, A., MCGUIRE, D, R. Region 2 , Office of Director, 84/10/1! 
Ip. 27780:145. 24X Fi c he : 50-321 , 84/ 10/ 1 9, 94 1 2050689. 
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B412010043 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/84-39 & 

50-366/84-39 

□LSHINSKIf J, A, Region 2, Office of Director. 84/11/27. KELLY. R J. 
Georgia Power Co. Ip- 27704:104. 24X Fi c he : 50-321. 84/1 1 /27. 

8412010043, 


--B412010045 Responds to NRC 841019 Itr re violations noted in Insp Repts 
50-321/84-39 & 50-366/84-39 re 840926 security infraction. 

Response withheld (ref 10CFR2. 790< d ) i>. 73.21). 

GUCWA. L T Georgia Power Co. 84/11/16. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip 27704:105 24X Fiche, 50-321. 84/1 1/27, 

8412010043. 


8412200071 Rev 5 to Emergency Plan Implementing Procedure HNP-B134, 
"Whole Body Counter Sys. " W/841217 Itr. 

SORRELL, E.C. Georgia Power Co. 84/12/17. 20pp. 28022:195. 24X 

Fiche: 50-321 . 84/12/17, 8412200071. 


0412260227 Submits specific info re compensatory measures for 
nonoutage-related App R nods not completed within 10CFR50. 48 
time frame. in support of 841002 request for extension of 
schedule to complete listed mods. 

GUCWA. L. T. Georgia Power Co. 84/12/20. STOLZ. J. F. Operating 
Reactors Branch 4. 7pp. 28055:301. 24X Fiche : 50-321 . 84/ 12/20. 

8412260227. 


J. Insurance & indemnity information 


8412280024 Forwards Endorsement 5 to MAELU Policy M-67iNELIA 
Certificate N-67. MAELU Certificate M-5i 8, NELIA Certificate 
N-Sl. 

DUCK. J. R, Marsh «< McLennan. Inc. 84/12/20. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 5pp. 28108:284, 24X 

Fiche: 50-321 , 84/12/20. 8412280024. 


8412280075 Forwards Endorsement 92 to NELIA Policy NF-215 U Endorsement 
76 to MAELU Policy MF-78. 

DUCK. J. R. Marsh McLennan, Inc. 84/12/20. SALTZMAN, U. Assistant 
Director for State & Licensee Relations. 3pp. 28111:262. 24X 

Fiche: 50-321, 84/12/20. 8412280075. 


P. Operating license stage documents & correspondence 


8412060286 Confirms 841109 mgt meeting at Region II ofc to discuss 
results of reinsp of facility recirculation piping during 
current outage, per 841026 te Icon. Proposed meeting agenda 
end. 

OLSHINSKI, J. A. Region 2. Office of Director. 84/11/02. KELLY, R. J. 
Georgia Power Co. 2pp. 27826:100. 24X Fiche: 50-321, 84/1 1/02. 

8412060286. 


B412050640 Advises that L Mellen successfully completed NRC generic 
health physics training & requests that trainee be given 
only site-specific training to gain access to radiation 
i ones. 

GOODE, R.W. Region 2, Office of Director. 84/11/09, NIX, H. Georgia 
Power Co, Ip. 27781:089. 24X Fiche: 50-000, 84/11/09, 8412050640. 


8412010042 Provides info re plans & schedule for implementing first two 
categories of improvement, per Generic Ltr 84-23 re reactor 
vessel water level instrumentation in BWRs, Plan !< will be 
provided after vessel water level study completed, 

GUCWA, L.T. Georgia Power Co. 84/11/20. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 27704:103. 24X Fiche: 50-321, 84/1 1/20, 

8412010042. 


8412010047 Forwards corrected Page 3/4 8-3 of diesel generator Tech 
Specs covering surveillance requirements for electrical 
pouter sys, in response to Generic Ltr 84-15. 

GUCWA, L.T. Georgia Power Co. 84/11/20. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 27/09:361. 24X Fiche; 50-321, 84/1 1/20, 

8412010047. 


— 8412010125 Corrected Page 3/4 8-3 to Tech Specs re surveillance 
requirements. 

Georgia Power Co. 84/11/20. Ip, 27709:362. 24X 

Fiche; 50-321, 84/11/20, 8412010047. 


B412010132 Notifies of organi rational changes requiring mods to Tech 
Specs. Application for amend to Tech Specs to reflect changes 
will be submitted. 

GUCWA. L.T. Georgia Power Co. 84/11/21. STOLZ, U, F. Operating 
Reactors Branch 4. Ip. 27710:282. 24X Fiche: 50-321, 84/1 1/21. 

8412010132. 


8412050542 Submits equipment qualification program status rept for wk 
ending 341116, Enel list documents status of equipment 
qualif ication program SERs. 

KAR3CH, R. □. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542, 


8412060636 Grants util requests for extension of scheduler requirements 
of 10CFR50. 49 re environ qualification of equipment 
important to safety. Deadl me for final qualification 
extended to 851130. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/11/30. BECKHAM, J. T, Georgia Power Co. 4pp. 27831:320, 24X 

Fiche: 50-321, 84/11/30, 8412060636. 


0412280208 Forwards environ assessment 8, finding of no significant 
impact on proposed amend to License DPR-57 re 840206 
application to implement APRM/rod block monitor Tech Spec 
improvement program. 

STOLZ, U.F. Operating Reactors Branch 4. 84/12/07. BECKHAM, J. T, 

Georgia Power Co. 3pp. 28133:083. 24X Fiche: 50-321, 84/12/07, 

8412280208. 


— 8412280210 Environ assessment & finding of no significant impact on 
proposed amend to License DPR-57 re 840206 application to 
implement APRM/rod block monitor Tech Spec Improvement 
program. 

LAINAS, G C, Assistant Director for Operating Reactors. 84/12/07. 
3pp. 28133:086. 24X Fiche; 50-321, 84/12/07, 8412280208, 


8412200593 Notification of 841218 meeting w/util in Bethesda.MD to 
discuss util organizational changes & related proposed Tech 
Spec changes. 

HERMANN, R. Operating Reactors Branch 4 84/12/17. STOLZ. J.F. 

Operating Reactors Branch 4. 2pp. 28039: 107. 24X 

Fiche: 50-321 , 84/12/17, 8412200593. 


8412260220 Submits addl info on IGSCC evaluations of repairs to welds 
in recircul ation sys piping, per 841217 telcon request. 

Summary of total stresses end. 

GUCWA, L.T. Georgia Power Co. 84/12/19. STOLZ, J.F. Operating 
Reactors Branch 4. 4pp. 28055:324. 24X Fiche: 50-321, 84/ 12/19, 

8412260220, 


Q. Inspection reports, IE Bulletins correspondence 


8412010027 Advises that addl info in response to Violation Items 
321/84-05 S< 366/84-05-01 re inadequate insp of masonry 
wall mods will be submitted by 840831. Addl time necessary 
to ensure info of sufficient scope to address NRC concerns. 

GUCWA, L. T. Georgia Power Co. 84/07/30, 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 27709:182. 24X Fiche: 50-321, 84/07/30, 

8412010027. 


8412010106 Responds to NRC ltr re violations noted in Insp Repts 
50-321/84-05 8t 50-366/84-05. Correc tive actions.OC dept will 
continue to stress Importance of QC inspectors reviewing 
drawings before performing insps. 

GUCWA, L. T. Georgia Power Co. 84/08/22. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 27704:127. 24X Fiche: 50-321 , 84/0B/22, 

8412010106. 


8412050689 Forwards Insp Repts 50-321/84-39 U 50-366/84-39 on 
840925-0927, Details & notice of violation withheld 
(ref 10CFR2. 790 73.21). 

LEWIS, R.C. Region 2, Office of Director. 84/10/19. KELLY, R. J. 
Georgia Power Co. Ip. 27/80: 143. 24X Fiche: 50— 321, 84/10/19, 

8412050609. 


— 8412050702 Insp Repts 50-321/84-39 &; 50-366/84-39 on 841019. 
Noncompliance noted : fai lure to provide adequate procedure 
for testing protected area intrusion detection sys. Details 
withheld (ref 10CFR2. 790 «< 73.21). 

TILLMAN, A,, MCGUIRE, D, R. Region 2, Office of Director. 84/10/15, 
Ip, 27780:145. 24X Fiche: 50-321, 84/10/19, 8412050689. 


8412280239 Forwards Insp Repts 50-321/84-42 & 50-366/04-42 on 
841009-12. No violation noted. 

DANCE, H.C, Region 2, Office of Director. 84/11/01. KELLY, R. J, 
Georgia Power Co. 2pp. 28128:041. 24 X Fiche: 50-321, 84/1 1/01, 

8412280239, 


—8412280241 Insp Repts 50-321/84-42 & 50-366/84-42 on 841009-12. No 
violation noted. Major areas inspected; insp activities re 
Generic Ltr 84-11 (Unit 1), inservice insp (Unit 1) 8, 
licensee action on previous enforcement matters. 

CROWLEY, B. R. , BLAKE, J, J. Region 2, Office of Director. 04/10/30. 
10pp. 28120:043. 24X Fiche: 50-321, 84/11/01, 8412280239. 


8411150064 IE Info Notice 84-83, “Various Battery Problem®." Sve list 
end. 

JORDAN, E. L, Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411 150064, 


8412280057 Forwards Insp Repts 50’”321 /84-43 50-366/84-43 on 

841023-26. No violations or deviations noted. 

BROWNLEE, V. L, Region 2, Office of Director. 84/11/20. KELLY, R. J. 
Georgia Power Co, 3pp. 28128:257. 24X Fiche: 50-321, 84/1 1/20, 

8412280057. 
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*■ 50-3i<>''S‘»-43 on 841033-36, No 

Ltr Q 4-11 1 ‘^®viations noted. Major areas inspected Generic 

inspi plans for overlay u,elding of 
CRoi/Pv n ^ bulletins. 

lOpp 28128- 3S9^'^^24y'^Pi Office of Director. 84/11/15 

HP -4«128 2S9. 24.y Fiche: 50-321, 84/1 1/20, 8412280057. 

^"^Spaioers T 80-13. "Cracking in Core Spray 

p gers. Visual insji of core spray spargers & associated 

a J6C?er«nT°4 crL/.iLo^er.nr ^a - 

SucSa r T ^ sparger to T-box weld. 

Office of' O'REILLY. J.P Region 2, 

8412210 ?^ 20036.-050 24X Fi che: 50-321. S 4 / 1 1 / 21 . 

8412280460 Forwards sum-nary of 841109 mgt meeting re recirculation nine 
insps conducted during current outage.^ttendees ^ 

□LSHINSKI. J. A. Region 2, Office of Director. 84/11/23 KELLY R J 

e:JSl8046r^ 24XFiche-50.321.84/n/23"'^ "■ 


"Deficiencies in Ferro-Resonant 


0411210360 IE Info Notice 84-84. 

Transformers. •' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Enaineerinn 

Y=r’r"lnc‘"°?L“°‘°^i= a4/n/27" Jona.Udat.d Me. 

26 pp. 27807.179. 24X Fi c he 50-000. 84/1 1 /27, 841 1210360 . 

841116 ltr informing NRC of steps taken to 
50-366/84-39^^^°"^ noted in Insp Repts 50-321/04-39 & 

DLSHINSKI, J, A. Region 2. Office of Director. 04/11/27 KELLY. R J 

a^aSlGOar" =0-33, ;Ii/U /37 ' 

''®''30-32?/84-§l'’r3S 3 L/B 6 violations noted in Inep Repte 

J21/84-39 C, 30-366/84-39 re 840926 security infraction 
Response withheld (ref 1 0CFR2. 790 ( d ) ^ 73 21) 

O'REILLY. J.P, Region 2, 

8^12510043 "■ 84/11/27. 

Forwards payment in amount of $60. OOO. in response to NRC 
841101 notice of violation & proposed imposition of cidl 

Secuilfi decision not to mitigate penalty. 

Security violation episodic in nature 

Df5^n^"'n.r. Co. S4/11/S7. TAVLGR.J.n Directon's 

L Office of Inspection and Enforcement. 2pp. 27763- 212 24X 

Fi Che- 50-321. 84/11/27, S412050476. 64.212 c4X 


Thormal Dofloct.on Indu„, . 

Stratified Flow." Svc list end 

JORDAN. E L Division of Emergency Preparedness 8, Engineerina 
Response (Post 830103). 04/12/03. Consolidated Edison cl ofu 

York, Inc. 117pp. 27965 340. 24X Fiche 50-000. 84/ 1 2/03, 04i2ojc:V 


"Standby Gas Treatment Sys ProbU-i 


S412030028 IE Info Notice 34-88, 

Svc list encl. 

JORDAN. E L Division of Emergency Preparedness 8, Engineerina 
Response (Post 830103). 04/12/03. Consolidated Edison Co of 

York. Inc. i22pp. 27966:093. 24X Fiche 50-000. 84 / 12 / 03 , 04120 ^.-'' 


OP o.ad. ad™in.»,.,d 

O'REILLY. J.P Region 2, Office of Director. 84/12/04 KELLY R 

24V F.chd 50-321,84/13/04: ' 


—8412280490 E.am Kept 50-321/0L-B4-02 on 841030-1 109. E « am result!'. 
□7 candidates passed. 

w5o’ ’ WILSON. Q. A Region 2. Office of Director, 
84/11/29. 4pp. 28126 , 161 , 24X Fi ch e: 50-321 . 84/ 12/04. B412a004S!' 

B412140212 Forwards NEno-30a25. "Core Spray Sparger Crack Analysis 
El Hatch Nuclear Power Station, Unit 1." in response to IE 
Bulletin 80-13, "Cracking in Core Spray Spargers " 

GUCWA.L, Georgia Power Co. 84/12/06. STOLZ. J F, Operating 

24X Fiche- 50-321,84/12/06. 

— 841214021B "Core Spray Sparger Crack Analysis for El Hatch Nuclear 
Power Station. Unit I." 

' ORIGLFV, R w. General Electric Co, NEDD-30S25 
8412140212 Piche. 50-321. 84/12/06, 

0412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensiti zed 316 Stainless Steel." Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). B4/12/07. Consolidated Edison Co of M. 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07. B412O50;:; 

0412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010:3). 84/12/07. Consolidated Edison Co of fh. 

York, Inc. 114pp. 27966:215. 24X Fic he : 50-000, 84/1 2/07, B4 12050-:-?: 


8412270530 Ac k receipt of 841105 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/84-33 & 

30""36A/B4*'33. 

OLBHINSKI.J, Region 2, Office of Director. 84/11/28 KELLY, R J 

S4?5270535'"^'' 24X Fiche: 50-321.84/11/28. ' 

’”®'‘50-32f%4-33'’riS noted In Inup Reptt 

A 821/34 33 fe 50-366/84-33. Correc t I ve actions : Section I K 
QA-05-01, "Field Audits" revised on 841029. ‘ 

QUCWA, L. T. Georgia Power Co. 84/11/05. O'REILLY, J P. Region 2, 

alt^l^oS^O 24X Fiche: 50-321, B 4 /n/ 5 a: 

50-321/84-33 8 < 50-366/84-33 on 
B40a3/-"31 &i notice of violation. 

LEWIS. R.C. Region 2 , Office of Director. 84/10/04 KELLY, R J 
8412270530 '""’' ^^^1^=207. 24X Fiche: 50-321 , 84/1 1 / 28 , 

B412270548 Notice of violation from insp on 840827-31, 

* Region 2. Office of Director. 84/10/04. Ip. 28113-209 24 X 

Fiche : 50-321, S4/1 1 / 28 , 8412270530. 


50-366/84-33 on 840827-31, 
within Tech Spec 

Region 2, Office of 
24X Fiche: 50-321, B4/11/2B, 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
neasurements Programs, " Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co, of U. 

York, Inc. Il6pp. 28032:130. 24X Fi c he : 50-000, 84/12/ 10, BAiaOAO!^: 

0412120355 Forwards inservice insp rept re stainless steel piping t 
cor-rectiVB actions taken for cracked welds reported during 
Fall 1904. Insp performed during 1984 refueling outage 
OUCWA, L. T, Georgia Power Co. 04/12/10. STQLZ. J F 
Reactors Branch 4. 


8412120355. 


90pp. 


27873: 140. 


Operating 
24X Fiche; 50-321, 84/12/10, 


B412170060 Ack receipt of 841127 ltr forwarding payment of civil 
penalty in amount of $60, 000, per 841101 order 

Office, Office of Inspection and Enforcemni 
a^/12/lO. KELLY, R.J. Georgia Power Co 2pp. 27970-353. 24X 

Fiche: 50-321 , 84/12/10, 8412170060. 

0412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fn 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of he* 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17, 841212054! 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. *• Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of 

York, Inc. 120pp. 28124:001. 24X Fi c he : 50-000, 84/1 2/ 1 7, B412120S4' 


R. Periodic operating reports & related correspondence 


ms (Post 
I Inc. 


- wr v,L», isolation Between Signals of 
r-rosBCtlon Sys «< Nonsaf ety-Related Equipment. " 

Svc list end, 

JORDAN. E.L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated £5150^00 of New 

York, Inc. n6pp. 27965:224, 24X Fi che: 50-000, 84/1 1/30, 841 1280370, 


8412100477 Forwards monthly operating repts for Aug 1984. 

NIX.H. C. Georgia Power Co. 84/09/05. Director's Office, Qffici 
of Inspection and Enforcement. Ip. 27858:257. 24X 

Fiche: 50-321, 84/09/05, 8412100477. 

8412110578 Monthly operating repts for Oct 1984. W/041 108 ltr. 

MCBAY, M. G. , NIX.H.C. Georgia Power Co. 84/10/31. 17pp, 27094 aU 

24X Fiche: 50-321, 84/10/31, 8412110578. 
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S Reportable occurrences* LERs & related correspondence 


B412060576 LER B4-024-C0 on 841025* six safety relief valves failed to 
lift uithin plus/minus 1*/. tolerance range required by Tech 
Specs. Caused by corrosion & removal of pilot assembly bolts 
by p er s onne 1 . Va Ives refurbished W/S41121 Itr 

ELTON. T, L . NIXiH C. Georgia Poiuer Co. 84/11/21, 3pp 27825 221 
24X Fiche: 50-321* 84/11/21. 8412060576, 


—8412140175 Rev 3 to Procedure HNP-4522. "Alert - Control Room 
Operators " 

•M- Georgia Pouier Co 83/04/26 2pp 27919:327. 24X 

Fiche: 50-321* 84/ 11/29, 8412140160. 


— 8412140179 Rev 5 to Procedure HNP-4622, "Site Area Emergency - Control 
Room Operators " 

« Georgia Pouier Co. 83/06/10. 3pp. 27919' 329. 24X 

Fiche: 50-321. 84/11/29* 8412140160. 


8412140398 LER 84-023-00' on 841106 & 07, personnel accidentally shorted 
pouier wire to ground . r esu 1 1 ing in unplanned automatic 
actuation logic actuation of ESF Personnel counseled 
W/841206 Itr 

ELTON. T L * NIX.H, C. Georgia Pouier Co 84/12/06 3pp. 27953:354 
24X Fiche 50-321*84/12/06*8412140398. 


8412190352 LER 84-022-00 on 84 1 1 12* c ontract personnel accidently 
shorted ground uiires for contacts 5 6 of initial fuel 

load trip relay C71-K13B* causing fuses C71-F15A & B to 
0 p en. Per s onnel counseled. W/841207 Itr. 

ELTON. T L . NIX.H. C. Georgia Power Co. 84/12/07. 3pp. 28029:126 
24X Fiche. 50-321. 84/12/07. 8412190352. 


8412200063 PNO-1 1-84-100: on 841212. vial containing 1/2 oz cocaine found 
in trailer inside protected area, Access to area suspended. 

Urinalysis testing started to check for drug use. Access 
restored pending test results. 

TILLMAN. A.* MCGUIRE. D. R Region 2. Office of Director. 84/12/14. 

Ip. 28022.281. 24X Fiche: 50-321. 84/12/14. 8412200063. 


— 8412140181 Rev 7 to Procedure HNP-4722, "General Emergency - Control 
Room Op erator 5. " 

♦ Georgia Pouier Co. 83/06/10. 3pp 27919.332, 24X 

Fiche: 50-321. 84/11/29. 8412140160 


— 8412140183 Rev 10 to Procedure HNP-1-3980-M. "Seismic Instrumentation 
Functional Test Calibr " 

■* Georgia Pouier Co. 84/06/13. 11pp. 27919:335. 24X 

Fiche: 50-321 . 84/11/29. 8412140160. 


— 8412140186 Rev 10 to Procedure Data Package HNP-1-3980-1* 
"Kinemetrics SMA-3. " 

Georgia Power Co. 84/11/29. 4p p , 27919:346. 24X 

Fiche. 50-321, 04/11/29. 8412140160, 


— 8412140188 Rev 0 to Training Lesson Plan L-RQ-409, "Code of Federal 
Regulations, 10CFR20 JU 100. " 

BENNETT. P. Georgia Power Co. 84/09/25 7pp. 27919:350, 24X 

Fiche- 50-321. 84/11/29, 8412140160, 


8412200329 LER 04-012-00: on 841114 & 20, reactor protective sys logic 
actuations occurred for no apparent reason. Further 
investigation revealed no cause. W/841214 Itr. 

ELTON. T. L. * NIX.H C. Georgia Power Co. 84/12/14. 3pp. 2a031'233, 
24X Fiche: 50-321. 84/12/14. 8412200329. 


8412280485 Forwards Exam Rept 50-321 /□L-a4-02 of exam administered 
during 841030-1109. 

□ 'REILLY, J P. Region 2, Office of Director. 84/12/04. KELLY. R. J. 
Georgia Power Co. 4pp. 28126:157. 24X Fiche: 50-321, 04/12/04, 

8412280485. 


8412200332 LER 84-02700: on 841 1 17. d i es e 1 generator IB declared 
inoperable because lube oil temp dropped below 105 F. causing 
three diesel generators to be inoperable simultaneously . W/ 

841214 Itr. 

ELTON. T. L, , NIX.H. C. Georgia Power Co. 84/12/14. 3pp. 28031:236 
24X Fiche: 50-321. 84/12/14. 8412200332 


— 8412280490 Exam Rept 50-321 /0L-B4-02 on 841030-1 109. Exam results: 34 oH 
37 candidates passed, 

BRaCKMAN* K E. . WILSON, B. A. Region 2. Office of Director. 

84/11/29, 4pp. 28126:161. 24X Fi c h e : 50-321 . 84/12/04, 84122S04S5. 


8412260288 Forwards "Summary of Reviews tn Analyses Performed for Part 
21 Evaluation re Floor Response Spectra Peak Broadening for 
El Hatch Nuclear Plant Units 1 & 2, " per agreement reached 
at 841116 meeting. 

GUCWA. L. T. Georgia Power Co. 84/12/14. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28057:199. 24X Fiche: 50-321, 84/12/14. 

8412260288. 


— 8412260291 "Summary of Reviews & Analyses Performed for Part 21 
Evaluation re Floor Response Spectra Peak Broadening for 
El Hatch Nuclear Plant Units 1 & 2 " 

* Georgia Power Co. 84/12/14. 47pp. 28057:201, 24X 

Fiche. 50-321, 84/12/14. B4122602SB. 


V. Dperatof Examinations 


8412060230 Advises that operators who failed NRC 841105 requalification 
exams will be prohibited from licensed duties beginning 
841105 will not return to duties until completing 
accelerated program satisfactorily. 

O'REILLY. JP. Region 2. Office of Director. 84/11/09. KELLY. R. U. 
Georgia Power Co. 3pp. 27826:234. 24X Fiche: 50-321, 84/1 1/09. 

8412060230. 


8412140160 Forwards operating procedures S-. lesson plans re seismic 
events, in response to NRC 841030 request. 

NIX.H. C. Georgia Power Co. 84/11/29. STOLZ. J. F. Operating 
Reactors Branch 4. 2pp. 27919:306. 24X Fiche: 50-321, 34/1 1/29. 

8412140160, 


— 8412140163 Rev 5 to' P-rocedure HNP-1-2092. "Seismic Instrumentation 
Trigg ered, " 

# Georgia Power Co 83/02/22. 3pp. 27919:308. 24X 

Fiche: 50-321, 84/11/29* 8412140160. 


— 8412140165 Rev 4 to Procedure HNP-2-2092. "Seismic Switch Tripped. " 
* Georgia Power Co. 83/03/10. 2pp. 27919:311. 24X 

Fiche: 50-321, 84/11/29. 8412140160. 


— 8412140168 Rev 4 to Procedure HNP-4858. "Naturally Occurring 
Phenomenon " 

* Georgia Power Co. 83/10/23. 12pp, 27919:313. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


— 8412140173 Rev 3 to Procedure HNP-4422, "Notification of Unusua. 
Event - Control Room Operators. " 

* Georgia Power Co. 83/03/21. 2pp. 27919:325. 24X 

Fiche; SO-321, 84/11/29, 8412140160. 


DOCKET 50-322 SHQREHAM NU'CLEAR POWER STATION 


A. Application/construction stage documents & correspondence 


8412060704 FOIA request for three categories of documents re facility. 
BELAIR. R. R Kirkpatrick U Lockhart. 84/04/04. Office of 
Administration. 3pp. 27831:018. 24X Fi c h e : 50-322, 84/04/04. 

8412060704. 


8412130503 FOIA request for three categories of records re Shoreham 
Nuclear Power Station. 

BELAIR, R. R. Kirkpatric.k 8< Lockhart, 84/04/09. Office of 
Administration. 3pp. 27923:087. 24X Fiche: 50-322, 84/04/09, 
8412130503. 


8412120178 FOIA request on behalf of LILCO for all records produced 8t 
made available to Suffolk County by NRC on or about 840404. 

BOWE.J. F. Hunton «< Williams. 84/04/27. GRIMSLEY, D. H. NRC - No 
Detailed Affiliation Given. 3pp. 27941:313. 24X 

Fiche: 50-322, 84/04/27, 8412120178. 


8412170148 FOIA request for five categories of records re R Delair FOIA 
request on behalf of Suffolk County. 

BOWE, J. F. Hunton 8< Williams. BDWE, J, F. Long Island Lighting Co, 
84/04/27. GRIMSLEY, D, H. Division of Rules and Records. 3pp. 
27970:340. 24X Fich e: 50-322, 84/04/27, 8412170148. 


8412060709 Responds to FOIA request for three categories of documents 
re faci 1 ity. Forwards App B documents, Apps A S< B records 
available in PDR. Search for addl records subj to request 
continuing. 

FELTON, J. M. Division of Rules and Records. 84/05/04. BELAIR, R.R. 
Kirkpatrick & Lockhart. 6pp. 27831:021. 24X Fiche: 50-322, 84/05/04, 

8412060709. 


8412060626 FOIA request for records made available by NRC per RR Belalr 
FOIA Request 84-267. 

SAYLOR, N. Hunton «< Williams. 84/05/07, FELTON, J. M. Division of 
Rules and Records. 2pp, 27030:058. 24X Fiche: 50-322, 84/05/07, 

8412060626. 


8412120184 Partial response to FOIA request for five categories of 
records re FOIA request by R Blair on behalf of Suffolk 
County & plant. Categories one, two three of request 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 04/05/14. BOWE, J. F. 
Hunton & Williams. Ip. 27941:316. 24X Fiche: 50-322, 84/05/14, 

8412120184 . 
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8412130072 Responds to FOIA request for three categories of documents 
re LILCO or facility Forwards documents listed in Apps 
O 6< H. Documents also available in PDR 

FELTON, J M. Division of Rules and Records, 84/05/21 BELAIR, R R 
S ^ Lockhart. 5pp. 27923 227 24X Fiche 50-322,04/05/21, 

0412130072 


— 8412130480 Expresses appreciation for time spent discussing probli- 
re safe operation of facility 

CATACOSINOS, W, Long Island Lighting Co 84/02/28 OILINSKY.V 

Commissioners Ip. 27923.356, 24X Fiche 50-322,84/05/21, 

0412130072 


-0301030298 Repudiates allegations made in 821124 Itr to President 
Reagan re proposed licensing of facility Plant will not be 
licensed far any level of operation until public safety 
asBur ed 

CUNNINGHAM, G. H. Office of the Executive Legal Director. 02/12/21 
WILLMDTT,D J. Affiliation Not Assigned, 4pp 27923 267 24X 

Fiche; 50-322, 04/05/21 . 8412130072 


8412070109 Further response to FOIA request for three categories of 
records re util facility Forwards App I S- J documents 
Documents also available in PDR App K documents withheld 
iref FOIA Exemptions 5 Sk lO), 

FELTON. J. M Division of Rules and Records. 84/05/23. BELAIR, R fi 
Kirkpatrick fy, Lockhart, 13pp 27848- 087 24X Fi che" 50-322, 

84/05/23. 0412070109. 


8301030302 Forwards DJ Willmott 821124 Itr to President Reagan re 
licensing hearings, Constituent fearful that safety levels 
not being given proper a t tenti on. Pr ompt action requested. 

KELLEY, S. President of U. S. S* Executive Offices, 82/12/13. NRC 
- No Detailed Affiliation Given, 5pp. 27923:271 24X 

Fiche: 50-322, 84/05/21, 8412130072 


0401170536 Ack receipt of comments to Shoreham Commission rept. 
Emergency planning proposal being considered by NRC does not 
propose to reduce 10-mile emergency planning lone but adds 
prompt evacuation within 2 miles from reactor, 

DIRCKS.W J, Office of the Execut ive Director for Operations. 
83/12/12 KDUTS, H. Drookhaven National Laboratory, 2pp. 
27923:339, 24X Fich e. 50-322, 84/05/21, 8412130072 


8412130004 Requests util provide complete independent physical insp i< 
design review of all critical safety sys before facility 
given interim or full QL, 

PROSPECT, W, Suffolk County, NY. 92/04/26. PALLADIND. N. 
Commissioners. 10pp. 27923:233 24X Fi che: 50-322, 04/05/21, 

8412130072. 


— 0412130266 Forwards response to Itr re limited 
from C S, A Goeti should be served to parties 
proceeding. 

LANE, V. li. Atomic Safety and Licensing Board 
STUCKY.S. Docketing 8< Services Branch, Ip. 
Fiche: 50-322, 84/05/21 , 0412130072. 


appearance Itrs. Ltrs 
in fac i 1 ity 

Panel. 83/03/11. 
27923: 276. 24X 


—0412130268 Advises that 830126 Itr re facility has been docketed & 
served on parties to facility licensing proceedings. 

BROWN, D. F. Atomic Safety and Licensing Board Panel. 83/03/11. 
BINGHI,M. Affiliation Not Assigned, 9pp. 27923:277. 24X 

Fiche: 50-322, 84/05/21, 8412130072. 


“—0412130331 Forwards list of issues Cuomo Commission will address 
during del i berations. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
B3/07/15. DENTON, H. R, Office of Nuclear Reactor Regulation, 
Director. DEYOUNG. R. C Director's Office, Office of Inspection 
and Enforcement. MINOGUE, R. S Office of Nuclear Regulatory 
Research, Director. 4pp, 27923 300. 24X Fi c he : 50-322, 04/05/21 , 

0412130072. 


““0412130343 Forwards list of questions that Cuomo Commission considering 
as part of inquiry re qua 1 i f ica t i ons of facility operating 
staff , 

DIRCKS; U. J. Office of the Executive Director for Operations. 
83/07/25, DENTON, H.R, Office of Nuclear Reactor Regulation, 
Director, MURLEY, T E. Region I, Office of Director. 3pp. 

27923:313. 24X F i c he : 50-322, 84/05/21 , 8412130072. 


' — 8412130468 Responds to 630831 Itr to Chairman NJ Palladino re spec 
manual or handbook describing requirements 8i testing 
procedures re diesel g enerators. Uti l or mfg of diesel 
generaters should be contacted. 

INGRAM, F, L. Office of Congressional Affairs. 83/09/09. JAFFE, H. 
Affiliation Not Assigned Ip, 27923:349. 24X 

Fiche: 50-322, 84/05/21, 8412130072. 


— 8311100147 Requests info re licensing r equ ir ement s / lac k of commericd 
experience of operating staff 

OILINSKY, V. Commissioners 03/10/18 DIRCKS, W. J. Office of t>( 
Executive Director for Operations, 3pp. 27848:148 24X 

Fiche. 50-322, 84/05/23, 8412070109, 


— 8412070378 Forwards two sets of questions &• answers which may he 
relevant to listed Udall hearing issues 

REHMi T, Office of the Executive Director for Operations 
03/02/18. HALLER, N. , GOLDSMITH, R , MILHOAN, J, NRC - No DetaiUj 
Affiliation Given. 9p p 27B48 114 24X Fi c he : 50-322, 04/05/23, 

0412070189. 


■B412070411 Forwards background info on facility for Commissioner 
Gilinsky trip, 

TRINERiE. G. Division of Budget & Analysis 83/09/20. 30014^1,2 

Commissioners. 5pp. 27848-134. 24X Fi c h e : 50-322, 84 /05/23, 

0412070109. 


8412070444 Forwards AE Kahn 831123 Itr to editor in response to serin 
of articles on Shorehan Commission activities, 

DIRCKS, W. J. Office of the Executive Director for Operations 
03/12/02, PALLADINO, OILINSKY, ROBERTS Commissioners. 4pp, 
27048:130. 24X Fi c h e . 50-322, 84/05/23, 84 1 2070 1 09. 


0412130527 Responds to FOIA request for three categories of records ri 
fad 1 ity. Forwards documents listed in App A. Documents also 
available in PDR, Doc ument s listed in App B withheld 
(ref FOIA Exemption 5>. 

FELTON, J. M. Division of Rules and Records 84/03/23, BELAIR, R.fl. 
Kirkpatrick & Lockhart. 4pp. 27923:090. 24X Fi che: 50-322, B4/05/2j, 

8412130527. 


0412060637 Responds to FOIA request for records made publicly availabit 
per R Belair FOIA Request 84-267. Doc uments available in PDR, 

FELTON, J. M. Division of Rules and Records. 04/05/24. SAYLOR, NS 
Hunton & Williams, Ip. 27830:060. 24X Fi c h e : 50-322, 04/05/24, 

0412060637, 


0412170152 Addl response to FOIA request for five categories of recorn 
re R Belair FOIA request on behalf of Suffolk County. 

Documents listed in App A available in PDR 

FELTON, J. M. Division of Rules and Records. 04/06/20. BDWE, J. F 
Hunton It Williams. 2pp. 27970:343. 24X Fiche : 50-322, 84/06/20, 

8412170152. 


8412210272 Responds to FOIA request for documents re 840320 memo on 
licensing delays & legal authority for hearings by ASLB, 

ASLA0 & Commission. Forwards App A documents. App A it App B 
documents available in PDR. 

FELTON, J, M Division of Rules and Records. 84/06/20. DELL, N. 
Nuclear Information & Resource Service. 3pp. 28047:331. 24X 

Fichfr; 50-000, 84/06/20, 8412210272. 


•8412210276 Forwards NRC monthly licensing rept for Feb 1984. Potentiil 
delay far Shoreham Is 9 months ?< for Limerick, 5 months. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/03/08. DIRCKS, W, J. Office of the Executive Director for 
Operations. 32pp. 28049:001. 24X Fic h e : 50-000, 34/06/20, 

8412210272. 


—8412130472 Advises that advisor sys for shift operating personnel 
dropped, Experienced BWR operators will be hired & fill 
supervisory slots on each shift 

UHL, W. 0, Long Island Lighting Co. 83/10/14. OILINSKY, V. 
Commissioners. Ip. 27923:350. 24X Fiche: 50-322, 84/05/21, 

8412130072. 


8412040220 Forwards draft License NPF-19 for review & comment. 
Comments requested within 10 days. 

NOVAK, T. M. Assistant Director for Licensing, 84/11/20, 
LEONARD, U. D, Long Island Lighting Co. 23pp. 27762:270. a4X 

Fiche: 30-322. 84/11/20, 8412040220, 


— 9412130477 Ack receipt of Itr re decision to drop advisor sys for shift 
operating personnel 6 hire permanent experienced operators. 

OILINSKY, V. Commissioners. 83/11/01. UHL, W. 0. Long Island 
Lighting Co. Ip. 27923:351. 24X Fiche . 50-322, 84/05/21 , 

8412130072. 


— 8412130485 Forwards FtMA Itr suggesting difficulty meeting 840201 date 
for findings. E Jordan preparing reply urging FEMA meet 
dead I ine, 

CUNNINGHAM, G, Office of the Executive Legal Director. 04/01/06. 
DIRCKS, W.J. Office of the Executive Director for Operations. Ip, 
27923:353. 24X Fi che: 50-322. 84/05/21, 8412130072. 


8412030215 Application for amend to CPPR-93, e xtend ing const completleti 
date from 841231 to 850330, due to litigation on TDI 
emergency diesel generator. Decision expected in early 1985. 
LEONARD, J. D. Long Island Lighting Co. 84/11/26. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 27724:317, 
24X Fiche: 50-322, 84/11/26, 8412030215. 


0412060511 Application for Amend 52 to OL ap p 1 icat i on, c ons i s t ing of 
Rev 34 to FSAR. 

LEONARD, J. D. Long Island Lighting Co, 84/11/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 27788:164. 
24X Fiche: 50-322, 04/11/29, 8412060511. 
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8412070185 Requests extension of license authorizing operation in view 
of completion of const in conformance w/terms & conditions 
of CP. Request consistent w/Commission 841121 Memorandum & 

Order CLI-a4-21 

LEONARD/ J. D. Long Island Lighting Co 34/11/39. DENTON/ H. R. 

Office of Nuclear Reactor Regulation/ Director. 2pp, 27816; 194. 

24X Fiche: 50-322. 04/11/29/ 8412070185. 


— 8311030326 Requests FhM.4 employ svcs of Regional Assistance Committee 
(RAC) to review LILCO Transition Plan & provide findings & 
determinations to NRC by 831201. 

JORDAN/ E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/09/15. KRIMM/R.W. Federal Emergency 

Management Agency. Ip. 27831 037. 24X Fiche: 50-322/ 84/05/04, 

8412060709 


8412170207 Forwards addl info re response to (Seneric Ltr 83-28, 
''Required Actions Based on Generic Implications of Salem 
ATWS Events " INPO 84-010, "Vendor Equipment Technical Info 
Program" also encl.Rept contains copyrighted matl. 

LEONARD, J. D, Long Island Lighting Co. 84/12/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 11pp. 27936:187. 

24X Fiche- 50-322. S4/12/0'1 . 8412170207. 


B412120049 Staff requirements memo re 841121 affirmation/discussion & 
vote in Wash ington, DC on low power license No license issued 
until ASLB issues supporting rational for 841120 order. 

CHILK/S.J. Office of the Secretary of the Commission. 84/12/05. 
PLAINE/ H. H. E. Office of the General Counsel. Ip. 27911:357. 24X 

Fiche: 50-322, 84/12/05, 8412120049. 


— 8412060717 Confirms 831219 telcon re continued FEMA support in review 
of emergency plan. Related info end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 83/12/22. KRIMM, R W. Federal Emergency 

Management Agency. 2pp 27831:038. 24X Fiche: 50-322/ 84/05/04, 

8412060709. 


8412130072 Responds to FQIA request for three categories of documents 
re LILCO or f ac i 1 ity . Forward s documents listed in Apps 
G & H. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/21. BELAIR/ R. R. 
Kirkpatrick & Lockhart. 5pp. 27923:227. 24X Fich e: 50-322. 84/05/21 , 

8412130072. 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8412210302 Advises that alternative fracture toughness data & data 
analysis in Section 5.3. 1 of SER (NUREG-0420) sufficient to 
demonstrate equivalence u/lOCFRSO, App G requirements. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
84/12/07. LEONARD. J. D. Long Island Lighting Co. 6pp. 28041:313 
24X Fiche: 50-322/ 84/12/07, 8412210302. 


8412210295 Requests revised procedures for emergency load requirements 
for TDI diesel generators to continue review of draft SER. 

SCHWENCER, A. Licensing Branch 2. 84/12/11. LEONARD. J. D. Long 
Island Lighting Co. 4pp. 28041:317. 24X Fiche: 50-322/ 84/12/1 1, 
8412210295. 


8412310376 Forwards SSER 8 (NUREG-0420). 

SCHWENCER, A. Licensing Branch 2. 84/12/18, LEONARD. J. D. Long 

Island Lighting Co. 100pp. 28137:169. 24X Fiche: 50-322. 04/12/18. 

8412310376. 


8412310394 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SHOREHAM NUCLEAR POWER STATION, UNIT 1. Docket No. 50-322. 

(Long Island Lighting Company) 

•H- Division of Licensing. NURE(5-0420 SOS. 84/12/31. 101pp. 

Available at NRC. *4.75. 28148:180. 24X Fiche: 50-322. 84/12/31. 

8412310394. 


F. Security, medical, emergency tn fire protection plans 


B412070180 FQIA request for all documents on util & fac i 1 ity . matl s 
re regional assistance committee review of util transition 
plan for offsite response to radiological emergency & matis 
re NJ Palladino B40320 nemo. 

BELAIR. R.R. Kirkpatrick & Lockhart. BELAIR. R. R. Suffolk County. 
NY. 84/04/04. Office of Administration. 3pp. 27848:084. 24X 

Fiche; 50-322, 84/04/04, 8412070180. 


— 8308040073 Requests advice on FEMA position re adequacy of util 
transition plan & need for full-scale exercise. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/07/22, BRAGG, J. S. Federal Emergency Management Agency. Ip, 
27923:312. 24X Fiche: 50-322, 84/05/21, 8412130072. 


— 8412130248 Advises that ASLB issued supplemental prehearing conference 
order on 820907 re admissibility of interveners emergency 
planning contentions based on util onsite p Ian. Test Imony 
must be filed by 821012. 

BLACK. R.L. Office of the General Counsel. 82/09/10. GRIMES. B.. 
SEARS, J. . STAROSTECKI, R. NRC - No Detailed Affiliation Given. 
lOpp, 27923:256. 24X Fic he: 50-322. 84/05/21, 8412130072. 


— 8412130255 Forwards draft Suffolk County radiological emergency 
response plan.W/o end. 

REIS. E, J. Office of the Executive Legal Director. 82/12/20, 
PERRY. S. Federal Emergency Management Agency. Ip. 27923:266. 
24X Fiche: 50-322. 84/05/21, 8412130072. 


— 8412130282 Forwards responses to 830218 questions re emergency 
preparedness requirements for facility. 

DIRCKS. W. J, Office of the Executive Director for Operations. 
83/03/31. DOWNEY. T.J. House of Rep. 6pp. 27923:288. 24X 
Fiche: 50-322, 84/05/21. 8412130072. 


— 8412130291 Advises that Subcommittee on Oversight 8< Investigations of 
Interior S; Insular Affairs Committee is planning to hold 
series of hearings on 830418 re emergency preparedness. 

Commission attendance requested. 

MARKEY. E. J. House of Rep., Interior & Insular Affairs. 83/04/06, 
PALLADINO. N. J. Commissioners. 3pp. 27923:294. 24X 

Fiche: 50-322. 84/05/21, 8412130072. 


— 8412130298 Advises that W Dircks will represent NRC at 830418 hearing 
on emergency preparedness. 

PALLADINO, N, Commissioners. 83/04/14. MARKEY. E. House of Rep., 
Interior & Insular Affairs. 2pp. 27923:297. 24X 

Fiche: 50-322. 84/05/21, 8412130072. 


841213(^44 FQIA request for five categories of documents re facility 
radiological emergency plan made available to Suffolk 
County, NY. 

BOWE. J. F, Hunton & Williams. BOWE. J. F. Long Island Lighting Co, 
84/04/27. GRIMSLEY. D. H. NRC - No Detailed Affiliation Given. 3pp. 
27924:045. 24X Fiche: 50-322, 84/04/27, 8412130444. 


8412060709 Responds to FOIA request for three categories of documents 
re faci 1 ity . Forwards App B documents, Apps A & B records 
available in PDR, Search for addl records subj to request 
c ontinu ing. 

FELTON. J. M. Division of Rules and Records. 04/05/04. BELAIR. R. R, 
Kirkpatrick Lockhart. 6pp. 27831:021. 24X Fiche; 50-322. 84/05/04, 

B412060709. 


— 8412130323 Responds to 830330 ltr which forwarded N Neubert ltr re 
safe operation of facility, NRC requires stringent emergency 
preparedness provisions. Li cense will not be issued 
unless util demonstrates that public protected. 

DIRCKS. W.J. Office of the Executive Director for Operations, 
83/05/16. LENT. N. F. House of Rep. 2pp. 27923:306. 24X 

Fiche: 50-322, 84/05/21. B412130072. 


— 8412130348 Forwards responses to FEMA findings re Rev 1 to local 
offsite radiological emergency response plan. 

SMITH, J.L. Long Island Lighting Co. 83/07/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 12pp. 27923:316. 

24X Fiche; 50-322. 04/05/21 . 0412130072. 


— 8308100555 Forwards NRC paper on risk & emergency preparedness issues 
presented at Shoreham Commission 830628 meeting. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/07/18 MARBUROER. J, H. New York. State Univ. of, Stony Brook, 

NY. Ip. 27831:027. 24X Fiche: 50-322. 84/03/04, 8412060709. 


— 8308100560 Comments on presentations at Shoreham Commission 830628 
meeting re PRA. characteristics of reactor accident 
radiological risk characterizations of emergency 
preparedness 8« risk. 

ROWSQME. F. H, Assistant Director for Technology Review. 83/07/18. 
8pp. 27831:028. 24:< Fi c h e : 50-322, 84/05/04, 8412060709, 


8412070189 Further response to FOIA request for three categories of 
records re util tk facility. Forwards App I & J documents. 

Documents also available in PDR. App K documents withheld 
(ref FOIA Exemptions 5 U 10). 

FELTON, J.M. Division of Rules and Records. 84/05/23. BELAIR. R. R. 
Kirkpatrick «< Lockhart. 13pp, 27848:087. 24X Fiche: 50-322, 

84/05/23. 8412070189, 


— 8311110146 Ack receipt of 831004 ltr re emergency plan. Since adequacy 
of plan is issue now pending before ASLB, Commission response 
impoBsib le. EDO will advise of NRC position. 

PALLADINO, N. J. Commissioners. 83/10/25. CUOMO. M. M. New York, 
State of. Ip. 67041:256, 24X Fiche: 50-322. 84/05/23, 8412070189. 
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8406110368 Foruards trip rept for seismic qualification review plant 
site audit on B40117-20 re mechanical & electrical 
equipment. 

MARTIN, R.E. Licensing Branch 2. 84/05/30. Licensing Branch 2. 

10 pp. 27848:163. 24X Fiche' 50-322, 84/05/23, 8412070189. 


8406110384 Handwritten request for comments on NJ Palladino 831229 memo 
re federal assistance u/emergency planning. 

WEISS, B. NRC - No Detailed Affiliation Given. 84/01/04. 

WINKLE, J. Federal Emergency Management Agency. Ip. 27848-162 
24X Fiche; 50-322, 84/05/23, 8412070189. 


8412070379 Requests staff contact FEMA % explore possibility of FEMA 
undertaking discussions re precise nature of party 
differences on offsite emergency planning issues. 

PALLADINO. N. J. Commissioners. 83/03/17. DIRCKS, W J. Office of 
the Executive Director for Operations 4pp. 27848- 123. 24X 

Fiche: 50-322.84/05/23, 8412070189. 


-8412070385 Advises that FEMA contacted officials of State of NY & 
Suffolk County offering to hold meeting re precise nature 
of differences on offsite emergency planning issues. FEMA 
received no response from state or county. 

DIRCKS. W.J. Office of the Executive Director for Operations. 
83/08/01. PALLADINO Commissioners. Ip. 27848- 128 24X 

Fiche: 50-322, 84/05/23. 8412070189. 


--8412070437 Ack receipt of 831027 Itr responding to Governor 
on emergency plan proposed for Suffolk County by util. 
PALOMINO, F. Neu; York, State of. 83/11/15. DIRCKS. W. J. 
the Executive Director for Operations. Ip. 27848- 152 
Fiche: 50-322, 84/05/23, 8412070189. 


Cuomo views 

Office of 
24X 


8412070440 Fortuards Ur to Governor Cuomo ack receipt of 831004 Itr re 
facility. 

PALLADINO, N. J. Commissioners. 83/10/26. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners. Ip. 27848:153. 24X 

Fiche: 50-322, 84/05/23, 3412070189, 


8412070443 Ack receipt of 831004 Itr re emergency plan. Issue of 
adequacy of plan pending before ASLB. Commission will respond 
only in context of adjudication. 

PALLADINO, N. J, Commissioners. 03/10/25. CUOMO. M. M. New York, 
State of. Ip. 27848:154. 24X Fiche: 50-322. 84/05/23, 8412070189. 


8412030447 Requests rejection of util 041114 request that NRC forwaf' 
exercise matls to FEMA to support emergency exercise during 
wk of 85021 1 . Conduct of emergency exercise constitutes 
pursuit of unlawful objective 

GALLAGHER, J. C. Suffolk County, NY. 84/11/28 DENTON, H. R Offit* 
of Nuclear Reactor Regulation, Director Ip 27723- 229 24!( 

Fiche-: 50-322, 84/11/28, S412030447 


8412060533 Requests review of util transition plan (local offsite 
radiological emergency response plan) ?a response to 
inadequacies tt legal concerns as identified in end FEMA 
841115 rept, by B50101. 

SCHWENCER.A. Licensing Branch 2. 84/11/28 LEONARD, J. D Long 

IsIand^Light ing Co. 4pp. 27829.059. 24X Fich e: 50-322. B4/1 l/gg, 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick 4: Shoreham. 

DIRCKS. W. J- Office of the Executive Director for Operations 
84/11/20. PALLADINO Commissioners. 5pp. 27031-259 24X 

Fiche: 50-000. 84/1 1 / 28 . 8412060679, 


8412030581 Reply brief on Contentions l-io re legal authority for 
emergency planning ac t i vi t ies. Ut i 1 entitled to favorable 
judgment. Certificate of Sve end. 

MCCLESKEY, K, E. Long Island Lighting Co MCCLESKEY, K. E. Hunton t 
Williams. #484 390. 84/11/29. Atomi c Safe ty and L i c en sing Boar: 

Panel. 41pp. 27732:139. 24X Fic h e ‘ 50-322, 84/ 1 1 /29, 84 12030501 


0412050475 Advises of State of NY opposition to emergency exercis» 
planned by util for wk of 840211 NRC should not assist or 
cooperate in exercise over objections of State of NY, 

President Reagan 841011 Itr expressing policy encl 
CUOMD.M.M. New York, State of. 84/11/29. DENTON, H Office of 
Nuclear Reactor Regulation, Director, 4pp. 27763-208 24X 

Fiche: 50-322, 84/11/29, 8412050475. 


8412120286 Notifies of change in Section 12,0 of Rev 9 to security 
plan, "Planned Implementation Schedule." Phrase "prior to 
fuel loading" revised to read "upon notification of 8< 
prior to issuance of OL. " 

LEONARD, J. D. Long Island Lighting Co. 84/12/05. DENTON. H, R. 
Office of Nuclear Reactor Regulation, Director. Ip 27884-341 2!i 

Fiche; 50-322, 84/12/05, 8412120286. 


response to FOIA request for documents re facility 
radiological emergency plan made available to Suffolk 
County . NY. Forwards App B documents, App A & 0 documents 
available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/04 BOWE, J F 
8412130449 ^^^'^'"^' 24X Fiche: 50-322, 84/06/04. ' 


8412130372 Responds to 841207 Itr informing NRC of steps taken to 
correct noncompliance noted in Insp Rept 50-322/84-46, per 
GDC 3 re fire protect! on. Compensatory measures acceptable. 
Confirms measures will be fully implemented by 841208. 

MURLEY. T. E. Region 1, Office of Director. 84/12/07. LEONARD, JD 
Long Island Lighting Co. 2pp. 27904,256, 24X Fiche- 50-322, 

84/12/07,8412130372. 


8412120466 Forwards Insp Rept 50-322/84-26 on 840626-28 8, 0702 No 
viclatian noted. 

^LE^J^n Engineering Jk Technical Programs. 84/09/1 

LEONARD, J.D. Long Island Lighting Co. 2pp. 27908-355 24X 

Fiche; 50-322, 84/09/18, 8412120466, ‘ ^ 


Rept 50-322/94-26 on 840626-28 & 0702. No violation 
inspected: licensee action on previous insp 
findings S; response to TMI Action Item I. D. 2, "Plant SP0S. " 
Proprietary details deleted (ref 10CFR73 21 !« 9 5) 

BLUMBERG,N. , WOODARD, C, . BETTENHAUSEN, L. Region U Office of 
8 «i;IS 466 .^ 24X Fiche: 50-322. e4%9/ll 


8412050014 Forwards Preop erati onal Security Program inso Rent 

MARTIN. T. R Region 1. Office of Director. 84/11/15 LEONARD, J D 

F-lche: 50-322, 


G. Adjudicatory correspondence 


B41207Q189 Further response to FOIA request for three categories of 
records re util & faci 1 ity. Forwards App I & J documents. 
Documents also available in PDR. App K documents withheld 
(ref FQIA Exemptions 5 it 10). 

FELTON, J. M. Division of Rules and Records. 84/05/23, BELAIfl.R.fi 
Kirkpatrick Lockhart. 13pp. 27848:087. 24X Fiche- 50-322, p 

84/05/23, 8412070189. 


8412070212 Agrees that Commission should not stop evidentiary 
disposition procedure which ASLB appears ready to adopt. 
Suggests addition of end paragraph in Ofc of General 
Counsel response re procedure. 

PALLADINO, N. J. Commissioners. 82/11/18. GILINSKY. AHEARNE, 
ROBERTS Commissioners. App. 27848: 100. 24X 

Fiche; 50-322, 84/05/23, 8412070189. 


SeeuriH Progr.m Insp Rept S0-322/B4-34 
"“‘"'•'-'“JOr .T-eas Inspected; 

security plan & procedures, records & repts, Safeguards info 
deleted (ref 10CFR73. 21 it 10CFR9. 5(2) (4) ) . 

1' Dip«tDn. B4/n/oi 

-»pp, 2/77B.320. 24X Fiche: 50-322, 84/11/15, 8412050014, 


8412040022 Notifies of plans to conduct team insp on 841203-07 to 
review ability to provide safe shutdown of plaJt Jn eient ol 
Plre.R.j^.ets analv..., pnnc.dur.e & other perUnen! 

''“Pins insp. 

LEaNARD;^:^. ‘L:nr;.unf?l;'"‘rco, 2?r"'" 

Fichfr: 50-322. 84/11/27, 8412040022. 350 - 24X 


— 8412070382 Informs of H Brown 830629 telcon informing that Suffolk 
County will file motion requesting that Commission defer 
decision on certified question on low power authorization 
( SECY— 83— 21 5A ) . Coun t y wishes to file brief on question 
REAMER, C. W. Commissioners. 83/06/29. Commissioners. Ip. 
27848:127. 24X Fiche: 50-322, 84/05/23, 8412070189. 


8412070468 Requests Con-mission reaction to Qfc of General Counsel 
paper discussing possible approaches to expediting remaining 
hearings on low power. Comments requested by 840409. ASLB 
draft order it working paper encl. 

PALLADINO. N. J. Commissioners. 84/04/04. GILINSKY, ROBERTS, 
AS8ELSTINE Commissioners. 34pp. 27848: 194. 24X 

Fiche; 50-322, 84/05/23. 8412070109. 


8412210255 Informs of 841220 in camera filing of Suffolk County & Ststi 
of NY 840828 reply to util security filing. 

CLEMENTS. W. L. Docketing it Services Branch, 84/08/28. Docketing S 
Services Branch. Ip. 28034:343. 24X Fiche: 50-322, 84/08/28, 

8412210255. 



DOCKETED ITEMS 


155 


412030101 Objects to NRC issuance of license to begin loiu power 
t esting . Emergency response plan assuring safety of Long 
Island residents impossible to imp 1 emen t. Leg a 1 i ty of 
evacuation plan status questionable. 

BEHAN* J. L. New York, State of, #484 428. 84/11/01, PALLADINQ. N, J. 

Commissioners. 2pp- 27773.155 24X Fich e . 50-322* 84/ 1 1 /01 . 

8412050101. 


412270120 Reply to Suffolk County it State of NY 841026 NRC 841105 
proposed findings of fact S: conclusions of law re emergency 
p lanning . Certi f icate of Svc end. 

CHRISTMAN. J. N. Long Island Lighting Co. CHRISTMAN. J. N. Hunton it 
Williams. #484 795. 84/11/14. Atomic Safety and Licensing Board 

Panel. 256pp. 28081:001. 24X Fi c he • 50-322. 84/ 1 1 / 14. 84 1 2270120. 


412010115 Forwards response to end Berlinger 841010 Itr to Ray re TDI 
crankshafts Rept evaluating response will be furnished as 
directed by Board on 841 1 16. Related correspondence. 

GODDARD, R. J. Hearing Branch 3. #484 365. 84/11/28. BRENNER, L. , 

FERGUSON, G. A , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
7pp. 27709:265. 24X Fiche: 50-322, 84/1 1/28, 8412010115. 


412010185 Motion to compel util to furnish Suffolk County lu/section of 
crack in cam saddle area of Cam Gallery 7 for X-ray 
diffraction analysis by independent lab . Certificate of Svc 
encl. Related correspondence, 

DYNNER,A. R. Suffolk County, NV. DYNneR, A. R. Kirkpatrick it 
Lockhart. #484 351. 84/11/28. Atomic Safety and Licensing Board 

Panel. 8pp. 27715:080. 24X Fi c h e * 50-322, 84/1 1 /2B, 841201 0185. 


412010072 Motion to exceed 15-page limit for comments, per NRC 841119 
order. Limit should not be considered applicable to joint 
filing by State of NY it Suffolk County. 

BROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick it Lockhart. 
PALOMINO, F. G. New York. State of. #484 373. 84/11/29. 

Commissioners. 3pp. 27705:259. 24X Fiche : 50-322, 84/11 /29, 

8412010072 


-8412010077 Comments re Commission review of util exemption request & 
issuance of low power license. 

BROWN, H.H. Suffolk County, NY. BROWN, H. H. Kirkpatrick it 
Lockhart, PALOMINO, F. 0. New York, State of. 84/11/29. 36pp. 

27703:262. 24X Fi c h e : 50-322, 84/ 1 1 /29, 841 2010072. 


-8412010082 Request for reconsideration of Commission 841119 denial of 
joint request to present oral arguments on ASLB 841029 
decision. Certificate of Svc encl. 

DROWN, H. H. Suffolk County, NY. BROWN, H. H. Kirkpatrick & 
Lockhart. PALOMINO, F. 0. New York, State of. 84/11/29. 
Commissioners. 12pp. 27705:290. 24X Fi c he: 50-322. 84/i 1 /29, 

8412010072. 


'112010119 Comments in response to Commission 841119 order re 
correctness of ASLB application of criteria set forth by 
Commission in CLI-B4-8 to Phases III it IV of low power 
operati on. Cert if icate of Svc encl. Related c orrespondence, 
PERLIB. R.Q. Hearing Branch 2. #484 368. 84/11/29. 

Commissioners. 14pp. 27710:297. 24X Fic h e: 50-322, 84/ 1 1 /29, 

8412010119. 


'H2030438 Substitute comments re immediate effectiveness of ASLB 
841029 initial decision authorizing issuance of low power 
license. No basis found in low power proceeding for stay of 
initial decision. Certificate of Svc encl. 

REVELEY, W. T. Long Island Lighting Co. REVELEY, W. T. Hunton & 
Williams. #484 386. 84/11/29. 17pp. 27724:144. 24X 

Fiche: 50-322.84/11/29, 8412030438. 


';.120305ai Reply brief on Contentions 1-10 re legal authority for 
emergency planning act i vities. Uti 1 entitled to favorable 
judgment. Certificate of Svc encl. 

MCCLESKEY, K. E. Long Island Lighting Co. MCCLESKEY, K. E. Hunton Sc 
Williams. #484 398. 84/11/29. Atomic Safety and Licensing Board 

Panel. 41pp, 27732:139. 24 X Fiche: 50-322, 84/11/29, 8412030581. 


i;i2040310 Suffolk County it State of NY reply brief on Contentions 1-10 
re util legal authority to implement offsite radiological 
emergency response p Ian. Certificate of Svc encl. 

BROWNLEE. D, A. Suffolk County, NY. BROWNLEE, D. A. Kirkpatrick Sc 
Lockhart. #484 432, 84/11/29. 46pp. 27756:161. 24X 

Fiche; 50-322, 84/11/29, 8412040310. 


U2030603 Memorandum S< Order LPB-84-53 closing remanding issues re 
housekeeping it environ qualification 8< extending deadline 
to 841218 & 21 to propose contentions for litigation. Served 
on 041203. 

BRENNER, L. Atomic Safety and Licensing Board Panel. »484 396. 
84/11/30. Long Island Lighting Co. 31pp. 27732:036. 24X 

Fiche: 50-322, 84/11/30, 8412030603. 


8412050016 Forwards corrected pages to memorandum 8« order ruling on 
remand issues, dtd 841130. Served on 841205. 

LA.NE, V. M. Atomic Safety and Licensing Board Panel. #484 435, 
84/12/03. Office of the Executive Legal Director. Ip. 27768:342. 
24X Fiche 50-322,84/12/03,8412050016. 


— 8412050020 Corrected pages to 841130 memorandum Sc order ruling on 
remand is sues. Served on 841205. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 84/11/30. 
Long Island Lighting Co. 5pp. 27768:343. 24X 

Fiche; 50-322. 84/12/03, 8412050016. 


B412050323 Reply to joint proposed findings of fact proposed by Suffolk 
County S. State of NY re compliance w/rules of c lassif ication 
sQC ieties. Certificate of Svc encl. 

DREIFUS.D. Long Island Lighting Co. DREIFUS, D. Hunton 8c Williams. 
#484 541. 84/12/03. 62pp. 27769:301. 24X Fic he: 50-322, 84/12/03, 

8412050323. 


8412050337 Forwards util reply to Suffolk County 8< State of NY 
proposed findings of fact 8t lists re sequence of testimony 
witness it exhib its. Related correspondence. 

DREIFUS, D. Hunton & Williams. DREIFUS.D. Long Island Lighting Co. 
#484 452. 84/12/03. BRENNER, L. Atomic Safety and Licensing Board 

Panel. Ip. 27767:290. 24X Fiche; 50-322, 84/12/03, 8412050337. 


0412050423 Requests that encl J Curcuru 841123 postcard Itr to 
L Brenner be served to parties in proceeding. Served on 
841204. 

LANE, V. M. Atomic Safety and Licensing Board Panel. 84/12/03. 
CLEMENTS, W. L. Docketing & Services Branch. 2pp. 27773:275. 24X 

Fiche; 50-322, 84/12/03. 8412050423. 


8412100500 Demands NRC hold oral argument in low power proceeding since 
emergency preparedness contentions remain unresolved. Served 
on 841210. 

PROSPECT, W. Suffolk County, NY. #484 509. 84/12/03. 

Commissioners. Ip. 27849:062. 24X Fiche: 50-322, 84/12/03, 

8412100500. 


8412100584 Forwards evaluation of util proposed mod of emergency diesel 
generator loading profile 8< BNWL insp rept of post-test 
exam of Emergency Diesel Generator 103 concerning engine 
block Jk cj-ankshaft. Related correspondence, 

PERLIS. R.O. Hearing Branch 3. #484 513. 84/12/03. DYNNER, A. 

Kirkpatrick 8*. Lockhart. RANGE, U. Hunton & Williams. Ip. 

27848:291. 24X Fiche: 50-32?, 84/12/03, 8412100584. 


— 8412100508 Post-test exam of TDI Emergency Diesel Generator 103 on 
841107-12. Related correspondence. 

HENRIKSEN, A. J. , KIRKWOOD, B. J. , LAITY, W. W. Battelle Memorial 
Institute, Pacific Northwest Laboratories, 84/12/03. I7pp. 
27048:292. 24X Fich e : 50-322, 84/12/03, 8412100584. 


8412060274 Forwards emergency diesel generator maint & surveillance 
schedule, per 841203 telcon.W/o encl. Related correspondence. 
OODDARD.R. J. Hearing Branch 3. #484 459. 84/12/04. DYNNER, A. R. 

Kirkpatrick & Lockhart. Ip. 27792:359. 24X Fiche: 50-322, 84/12/04, 

8412060274. 


8412070327 Order confirming 841116 grant of util motion to reopen 
diesel engine hearing re crankshafts & cylinder blocks of 
three TDI emergency power diesel eng ines. Served on 841205. 
BRENNER, L. Atomic Safety and Licensing Board Panel. #484 482. 
84/12/04. Long Island Lighting Co. 8pp. 27824:111. 24X 

Fiche: 50-322, 84/12/04, 8412070327. 


8412110580 Requests NRC open deliberations on facility application for 
low power license to public in order to provide full 
public sc rut iny. Served on 841211. 

BLASS, O.J. Suffolk County. NY. #484 555. 84/12/04. PALLADINO, N. 

Atomic Safety and Licensing Board Panel. PALLADINO, N. 

Commissioners. ip. 27872:307. 24X Fi che : 50-322, 84/12/04, 

8412110580. 


8412070330 Submission pursuant to McGuire decision informing Board of 
relevant new info re LZLCO offsite emergency plan, DP Irwin 
840907 Itr to ASLB it Certificate of Svc encl. 

MILLER, M.S. Suffolk County, NY. MILLER, M, S. Kirkpatrick 8c 

Lockhart. PALOMINO, F. G. New York, State of. #484 489. 84/12/05. 

Atomic Safety and Licensing Board Panel. Spp. 27824:126. 24X 

Fiche: 50-322, 84/12/05, 8412070330, 


— 8412070332 Informs that total number of 840710-0814 atr i ke-related 
union member resignations from Local Emergency Response 
Organization stands at 106. Members will be replaced. 

IRWIN, D.P. Hunton it Williams. IRWIN, D.P. Long Island Lighting 
Co. 84/09/07. LAUREN30N, J. A. , KLINE, J. R. , SHDN, F. J. Atomic 
Safety and Licensing Board Panel. 7pp. 27824:134. 24X 

Fiche: 50-322, 84/12/05, 8412070330. 
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S4i2070338 Response to Suffolk County & State of NY motion to exceed 
page limit. Motion should be denied & extraneous comments & 
voluminous attachments should be disregarded. Certificate of 
Svc end. 

ROLFEi R. M. Long Island Lighting Co ROLFE^ R. M. Hunton & Williams. 
#484 474. 84/12/05. Commissioners 6pp. 27S24: 160. 24X 

Fiche: 50-322. 84/12/05. 8412070338. 


8412070340 Supplementary affidavit in support of comments filed 841129 
& recioest for oral argument filed 841129. 

BROWN. H, H. Suffolk County. NY. BROWN. H H Kirkpatrick & Lockhart. 
PALOMINO. F. 0. New York, State of, #484 475, 84/12/05. 3pp. 

27819:244. 24X Fiche: 50-322, 84/12/05. 8412070340. 


B412U0513 Response supporting ASLB 841022 memorandum & order deferr- 
ruling on util motion for summary disposition «c scheduling 
submission of briefs on me ri ts. Certi f i cate of Svc end. 

Hearing Branch 3, #484 562. 84/12/07, 37pp. 27872 3]- 


TURK. S. E 

24X Fiche: 50-322. 84/12/07. 8412110513. 


8412140091 Forwards listed documents re diesel g en era tor s . in c 1 uding 
J Carney 840724 memo concerning emergency diesel generator ^ 

loading anal ysis, per reopening of litigation on matter. W/o 
encl. Related correspondence. 

GERMANQ.R. Long Island Lighting Co. #484 613. 84/12/07 

DYNNER. A. R Kirkpatrick & Lockhart. 3pp. 27920- 197 24X 

Fiche; 50-322. 84/12/07. 8412140091. 


■”8412070342 Affidavit of EJ Gleason in support of comments filed 841129 
it request for oral argument filed 841 129. Cert i f i cate of 
Svc end. 

GLEASON. E. J. New York. State of. GLEASON, E. -J, Suffolk County, 

NY. 84/11/30. 14pp. 27819:247. 24X Fi che: 50-322. 84/12/05, 

8412070340. 


8412140170 Requests that County of Suff ol k. through legal counsel, maU 
oral arguments in facility low power pr oc eed i ng s , Coun ty 
residents should be allowed fullest & fairest opportunity to 
present concerns. Served on 841213. 

FOLEY. J, J. Suffolk County. NY. #484 617. 84/12/07, 

Commissioners. Ip. 27920.184. 24X Fiche; 50-322, 84/12/07. 

8412140170. 


8412070346 Opposition to Suffolk County 841120 petition for review of 
ALAB-7eS No issue raised by intervenor warrants Commission 
review under 10CFR2. 7S6(b ) (4 ). Petition for review should 
be denied. Certificate of Svc end. 

REIS.E. J, Hearing Branch 3. #484 472. 84/12/05. 14pp. 27819:264 

24X Fiche; 50-322. 84/12/05, 8412070346. 


8412070351 Response opposing Suffolk County request to conduct X-ray 
crystallography test on cam gallery crack. Test unnecessary 
& does not assure that issues in dispute will be narrowed. 

Certif icate of Svc encl. Related correspondence. 

RANGE. J. J. Long Island Lighting Co. #484 473. 84/12/05. Atomic 

Safety and Licensing Board Panel. 13pp. 27819:284. 24X 

Fiche-: 50-322. 84/12/05. 8412070351. 


8412100524 Opposition to Suffolk County petition to review ASLAB 
Decision ALAD-788. Certif icate of Svc encl. 

EARLEY, A. F. Long Island Lighting Co. EARLEY. A, F. Hunton & 
Williams. #484 503. 84/12/05. Commissioners. 12pp. 27849:020 

24X Fiche: 50-322. 84/12/05. 8412100524. 


8412100531 Response to motion to compel util to furnish Suffolk County 
w/sectlon of crack in cam saddle area of Cam Gallery 7 to 
have X-ray diffraction analysis performed on crack surfaces. 
Certificate of Svc encl. Related correspondence. 

PERLIS, R, G. Hearing Branch 3, #484 514. 84/12/05. Atomic Safety 

and Licensing Board Panel. 5pp. 27848:356. 24X 

Fiche: 50-322, 84/12/05. 8412100531. 


8412070347 Forwards corrected Page 10 to h«C 841205 opposition to 
Suffolk County petition for review of ALAB-7S8. 

REIS.E. J. Hearing Branch 3. #484 492. 84/12/06. CHILK, S. J. 

Office of the Secretary of the Commission. Ip. 27819-278 24X 

Fiche: 50-322, 84/12/06, 8412070347. 


— 8412070352 Corrected Page 10 to opposition to Suffolk County petition 
for review of ALAB-7es. Certi ficate of Svc end. 

REIS, E. J. Hearing Branch 3. 84/10/05. 3pp. 27819-279 24X 

Fiche: 50-322, 84/12/06. 8412070347, 


8412110519 Memorandum & order granting Suffolk County 841128 motion t: 
compel LILCO to make section of crack below area reached 
by weld repairs available Section shall be suitable for 
X-ray diffraction ana ly si s. Served on 041211 

BRENNER, L. Atomic Safety and Licensing Board Panel. #48 4 54B 
84/12/10. Suffolk County, NY. 6pp. 27872:281. 24X 

Fiche; 50-322, 84/12/10, 8412110519. 


8412130179 Response to Suffolk County & State of NY 841205 submissicn 
re decision concerning emergency p lann ing . Intervenor 
requests unwarranted 8< 841205 submission should be denied 
JA Weismaritle affidavit 6 Certificate of Svc end. 

CHRISTMAN, J. N. Long Island Lighting Co. CHR ISTMAN, J. N. Hunton I 
Williams. #484 576. 84/12/10. 9pp. 27904:346. 24X 

Fiche; 50-322, 84/12/10, 8412130179. 


8412130032 Informs of listed typos in citations of 841127 proposed 
findings of fact on emergency diesel generators <replacBment 
crankshafts). Related correspondence. 

GODDARD, R. J, Hearing Branch 3 #484 585. 84/12/11. BRENNER, L-, 

FERGUSON, G. A, , MORRIS, P. A. Atomic Safety and Licensing Board Panel 
Ip. 27905:235. 24X Fi ch e : 50-322, 84/ 12/1 1 , 8412130032, 


8412130339 Brief in support of appeal of ASLB 841029 decision approviri 
util exemption request re compliance w/NRC regulations under 
10CFR50. 12(a) & request for low power license. Certificate of 
Svc encl. 

LETSCHE,K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick 
Lockhart. PALDIilNO, F. G. New York, State of. #484 587. 84/12/11, 

Atomic Safety and Licensing Appeal Panel. 300pp. 27902- 144 241 

Fiche: 50-322, 84/12/11, 8412130339. 


8412140137 Informs that Suffolk County does not intend to pursue 
litigation re Unresolved Safety Issue A-47 remanded by ASLAB 
in ALAS— 788. Related correspondence. 

LETSCHE, K J. Kirkpatrick i> Lockhart. #484 592. 84/12/11 

BRENNER, L, J. , MORRIS, P, A., FERGUSON, G. A. Atomic Safety andLicenurr 
Board Panel, Ip. 27920:196. 24X Fiche: 50-322, 84/12/1 1 , 8412140137 


8412100480 Motion for leave to file reply to LILCO response to Suffolk 
County motion to compel, correcting LILCO mi scharacter i zati on 
of position of McCrone Assoc. Related correspondence. 

DYNNER, A. R. Suffolk County, NY. DYNNER, A. R. Kirkpatrick U 
Lockhart. #484 525. 84/12/06 Atomic Safety and Licensing Board 

Panel. Ip. 27849:077. 24X Fiche: 50-322, 84/12/06. 8412100480 


8412140099 Informs that time provided to review Decision ALAD-787 
exp ired. Commiss ion declined review. Dec ision became final 
agency action on 841205. Served on 841213. 

CHILK, S.J. Office of the Secretary of the Commission. #4 8 4 594 
84/12/12. Atomic Safety and Licensing Board Panel. Ip, 
27920:249. 24X Fiche; 50-322, 84/12/12, S412140099. 


3412100483 Reply to LILCO response to Suffolk County motion to compe 
No reason exists for McCrone Assoc testing to be 
nondestructive fc LILCO proposed test protocol unnecessary. 
Certificate of Svc encl. Related correspondence. 

DYNNER, A. R, Suffolk County, NY. DYNNER, A. R. Kirkpatrick & 
Lockhart, 84/12/06. Atomic Safety and Licensing Board Panel 
7pp. 27849:078. 24X Fi che: 50-322. 84/12/06. 8412100480. 


8412140153 Advises that staff has no objection to oral argument re low 
power exemption proceeding if argument would be helpful to 
Commissioners. Intervenor filings should be limited to ASLB 
application criteria. 

PERLIS, R.G, Hearing Branch 3. #484 588. 84/12/12. CHILK, S, J. 

Office of the Secretary of the Commission. 2pp. 27919:360. 24)( 

Fiche: 50-322, 84/12/12, 8412140153. 


8412140192 Requests that NRC hold public proceeding on low power issue 
so that interests of residents of Suffolk County may be 
fully represented. Served on 841213. 

ALLOROVE, 0. C. Suffolk County, NY. #484 629, 84/12/06 

Commissioners. Ip. 27919:357. 24X Fiche; 50-322, 84/12/06, 

8412140192, 


8412140283 Forwards util objections to Suffolk County & State of NY 
supplementary affidavit affidavit of AM Madsen. 

RDLFE.R.M. Harmon, Weiss it Jordan. ROLFE, R. M. Long Island Lightirj 
Co, #484 595. 84/12/12. PALLADINO, N. J. , ASSELSTINE, J. K. , 

BERNTHAL, F. M. Commissioners. Ip. 27920:276. 24X 

Fiche: 50-322, 84/12/12, 8412140283. 


8412100568 Motion to vacate ASLB 840420 order granting util motion f 
summary disposition on Contention 24. b U to strike portions 
of util S< NRC proposed findings. Certificate of Svc end 
MILLp, M. S. Suffolk County. NY. MILLER, M. S. Kirkpatrick & 
Lockhart. PALOMINO, F. 0, New York, State of. #484 537, 84/12/07 

Atomic Safety and Licensing Board Panel, 13pp. 27848-315 24X 

Ficha: 50-322, 84/12/07, 8412100568. 


8412140286 Objections to Suffolk County & State of NY supplementary 
affidavit of AM Madsen. Supplementary affidavit should be 
rejected & Commission should proceed w/Phase III IV 
del iberations. 

ROLFE, R. M. Long Island Lighting Co. ROLFE, R. M. Harmon, Weiss 1 
Jordan. 84/12/12. Commissioners. 12pp. 27920:277. 24X 

Fiche: 50-322, 84/12/12, 8412140283. 
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6412170234 Forwards JA Weismantle executed affidavit re util 841210 
answer to Suffolk County State of NY re McGuire decision. 

CHRISTMAN, J. N. Hunton h Williams. CHRISTMAN, J. N. Long Island 
Lighting Co, #484 631. 84/12/12. LAURENSQN, J. A. , SHON. F. J. , 

KLINE, J. R. Atomic Safety and Licensing Board Panel. ip. 27936- 354 
24X Fiche: 50-322, 84/12/12, 8412170234. 


8412170245 Affidavit of JA Weismantle on Suffolk County & State of NY 

submission re 841205 McGuire d ec i s i on. Cert i f i cate of Svc 
enc 1 , 

WEISMANTLE, J. A. Long Island Lighting Co. 84/12/10. 5pp. 

27936:355. 24X Fich e : 50-322, 84/ 12/ 12, 8412170234, 


0412210278 Forwards procedures concerning reopening of diesel generator 
1 itigation, including draft SP. 29. 015, 04, "LOCA Coincident 
W/Loss of Power" & Rev 3 to draft SP, 29. 023. 01 , "Level 
Control . , . . " W/o end. Related correspondence. 

GERMAND, B, Long Island Lighting Co. #484 723 , 84/12/12. 

DYNNERi A. R. Kirkpatrick & Lockhart. 3pp. 28034:242. 24X 

Fiche: 50-322, 84/12/12, 8412210278. 


0412140161 Notice of legislative resolution demanding oral arguments 
before Commission on pending low power issues. Leg islative 
resolution dtd S31211 it Certificate of Svc end. 

BROWN, H. H. Suffolk County, NY, BROWN, H. H. Kirkpatrick & Lockhart. 
#484 606. 84/12/13. Commissioners. 4pp. 27920:097. 24X 

Fiche: 50-322, 84/12/13, 8412140161, 


S412170027 Informs that author will be conducting routine tour on 
841221 u/NRC senior resident inspector for purpose of 
familiarization w/pouer plant. Tour will last 2 h parties 
may have representative join group. Served on 841214. 

FISCHER, D.C. Office of Policy Evaluations. #484 639. 84/12/13. 

Office of the Executive Legal Director. ip. 27937:017. 24X 

Fiche: 50-322, 84/12/13, 8412170027, 


B412170346 Order scheduling conference of counsel on 850104 in 
BethesdaiMD to discuss procedure for dealing w/util 841130 
Itr concei-ning agreements to use Nassau Veterans Memorial 
Coliseum as relocation ctr. 

LAURENSQN, J. A. Atomic Safety and Licensing Board Panel. #484 635. 
84/12/13. 2 pp. 27933:265. 24X Fiche; 50-322, 84/12/13, 8412170346. 


3412180514 Advises that NRC in receipt of Suffolk County & State of NY 
841205 submission & util 841210 answer to Suffolk County & 

State of NY submission re decision concerning emergency 
p lann 1 n g . Ag rees w/util answer. Related correspondence. 

BORDENICK. B. M, Hearing Branch 3. #404 662. 84/12/13. 

LAURENSONi J, A. , SHOR, F, J. , KLINE, J. R. Atomic Safety and Licensing 
Board Panel. 2pp. 27959:129. 24X Fi c he : 50-322, 84/12/ 13. 8412180514. 


3^12170305 Motion for leave to reply to util req.uest for Commission to 
ignore statement that plant capacity will not be needed for 
more than 10 yr s. Commi ss i on must remain impartial it delay 
licensing. Certificate of Svc end, 

LANPHER.L, C. Suffolk County, NY. LANPHER, L. C. Kirkpatrick & 
Lockhart. PALOMINO, F. G. New York, State of. #484 640. 84/12/14. 

Commissioners. 7pp. 27937:177. 24X Fiche: 50-322, 84/12/ 14, 

8412170305. 


3-412180602 Motion for leave to respond to LILCD reply to Suffolk 
County S: State of NY proposed findings of fact. Certificate 
of Svc end. 

SCHEIDT, D. J. Suffolk County, NY. SCHEIDT, D. J. Kirkpatrick & 
Lockhart. #484 674. 84/12/14, Atomic Safety and Licensing Board 

Panel. 6pp. 27962:235. 24X Fiche: 50-322, 84/12/14, 8412180602. 


3-412190279 Joint motion of Suffolk County & State of NY to admit 
emergency diesel generator load contention to reopen diesel 
engine hear ings. Certificate of Svc. 

DYNNER,A,R. Suffolk County, NY. DYNNER, A. R. Kirkpatrick it 
Lockhart. PALOMINO, F. 0, New York, State of. #404 679. 84/12/17. 

Atomic Safety and Licensing Board Panel, 27pp. 28011:048. 24X 

Fiche: 50-322, 84/12/17, 8412190279. 


>412210239 Motion for Commission declaration that 10CFR50. 47 < d ) does 
not apply if Miller Board "as safe as" ruling 
approved. Certificate of Svc end. 

LANPHER.L. C, Suffolk County, NY. LANPHER, L. C. Kirkpatricks 
Lockhart. PALOMINO, F. 0. New York, State of. #434 732. 84/12/19. 

Commissioners, 13pp. 28034:019. 24X Fiche: 50-322, 84/12/19, 

8412210239. 


4 12260443 Motion opposing Suffolk County it State of NY 841207 joint 
motion to vacate summary disposition order & to strike 
portions of util & NRC proposed findings. Certificate of Svc 
end, 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D. P. Hunton it Williams. 
#404 764. 84/12/20. Atomic Safety and Licensing Board Panel. 

13pp. 28064:206. 24X Fi c he ; 50-322. 84/12/20, 8412260443. 


8412260455 Order terminating further proceedings on remand issues re 
Unresolved Safety Issue A-47,per 841120 order confirming 
rulings on remand issues it 841130 memorandum & order ruling 
on remand i ssues. Served on 81224. 

BRENNER, L. Atomic Safety and Licensing Board Panel. #484 776. 
84/12/20, 2pp. 28064:167, 24X Fi che : 50-322, 84/12/20, 8412260455. 


8412260463 Order denying 841214 motion by Suffolk County & NY 
State to respond to util proposed reply findings re 
emergency diesel generator crankshaft issues. Courtesy 
notification end. Served on 341224. 

BRENNER, L. Atomic Safety and Licensing Board Panel. #484 770. 
84/12/20. Suffolk County, NY. 5pp. 28064:059. 24X 

Fiche: 50-322, 84/12/20, 8412260463. 


B412270310 Forwards util 841114 reply finding re offsite emergency 
planning & 840814 response to ASLB request for info on 
security program 8« 840S24 reply to proposed security 
c onten t i ons . Ends wi th h e 1 d. Re lated correspondence. 

IRWIN, D. P. Hunton it Williams. IRWIN, D.P. Long Island Lighting Co. 
#484 799. 84/12/20. CLEMENTS, W. Office of the Secretary of the 

Commission. Ip. 28089:136. 24X Fi che: 50-322, 84/12/20, 8412270310. 


0412260237 Advises that assessment it no significant impact finding 
concerning util request for exemption from 10CFR50 & GDC 17 
deficient & not in accordance w/regulatory requirements. 

Licensing action on request would be illegal. 

LAMPHER,L. C. Kirkpatrick it Lockhart. LAMPHER, L. C. Suffolk County, 
NY. 84/12/21. NOVAK, T. M. Assistant Director for Licensing, 5pp. 
28055; 262. 24X Fiche; 50-322, 84/12/21, 0412260237. 


8412270007 Order extending time until 850125 for Commission to act to 
review Suffolk County petition to reveiw ALAB-7BS. Served on 
841221. 

CHILKjS. J. Office of the Secretary of the Commission. #484 SOB. 
84/12/21. Commissioners. Ip. 28089:205. 24X 

Fiche: 50-322, 84/12/21, 8<112?70007. 


8412260460 Informs of in camera filing of 840824 LILCO response to ASLB 
840814 request for info on Shoreham security program & reply 
to proposed security contentions consisting of 69 pages. 

CLEMENTS, W. L. Docketing &t Services Branch, #484 775. 84/12/24, 

Docketing 8, Services Branch. Ip. 28064:057. 24X 

Fiche; 50-322, 84/12/24, 8412260460. 


8412270102 Memorandum requesting further witness, testimony & exhibit 
lists re crankshaft it cylinder block i ssues. Served on 
841226. 

BRENNER, L Atomic Safety and Licensing Board Panel. #404 794, 
84/12/24- Long Island Lighting Co. ip. 28090:290. 24X 

Fiche: 50-322, 84/12/24, 8412270102. 


9412310139 Staff response to Suffolk County & State of NY contention 
challenging proposed 3, 300-kW rating for Shoreham TDI diesel 
g enerators. Suggests contention be d ivi d ed. Power limit 
inadequate for generator. Certi ficate of Svc end, 

PERLIS, R.G. Hearing Branch 3. #484 825. 84/12/27. Atomic Safety 

and Licensing Board Panel. 5pp. 20121:169. 24X 

Fiche: 50-322. 84/12/27, 8412310139. 


8412310185 Response opposing Suffolk County it State of NY motion to 
vacate 840420 order granting LILCO motion for summary 
disposition of Contention 24. B it to strike portions of LILCO 
it NRC proposed findings. Certificate of Svc end. 

BORDENICK, B. M, Hearing Branch 3. #484 823. 84/12/27. Atomic 

Safety and Licensing Board Panel. 10pp. 28120; ISO. 24X 

Fiche: 50-322, 84/12/27, 8412310185. 


H. General correspondence 


8412130072 Responds to FOIA request for three categories of documents 
re LILCO or fac ility. Forwards documents listed in Apps 
G it H. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/21. BELAIR, R. R, 
Kirkpatrick & Lockhart. 5pp. 27923:227. 24X Fich e: 50-322, 84/05/21, 

8412130072. 


— 8412130490 Expresses concern re possible threat of radiation leakage 
at facil ity. Opposes plant licensing, 

BELSDN, B. Affiliation Not Assigned. 83/01/31. PALLADINO, N. J. 
Commissioners. 4pp. 27924:001. 24X Fiche; 50-322, 84/05/21, 

8412130072. 


8412070109 Further response to FOIA request for three categories of 
records re util St fac i 1 i ty. Forwards App I St J documents. 

Dacuments also available in PDR. App K documents withheld 
(ref FOIA Exemptions 5 U 10). 

FELTON, J. M. Division of Roles and Records. 04/05/23. BELAIR, R.R. 
Kirkpatrick Lockhart. 13pp. 27848:087, 24X Fiche; 50-322, 

84/05/23, 8412070189. 
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-8412070251 Expresses apposition to issuance of interim license for 
activation of facility Potential for disaster & resulting 
human cost far outweigh benefits. Urges responsible action 
to oppose operation u/o oversight of NRC 

LDRUSSO. J Affiliation Not Assigned 83/01/05. PALLADINO. N 
Commissioners. 2pp. 27848.104 24X Fi c h e : 50-322< 84/05/23, 

8412070189. 


0412260054 Forwards License NPF-19, no 1 1 c e of i s s uanc e , Ame n d 1 to 
Indemnity Agreement B-87 environ protection plan. License 
authorizes fuel loading & cold criticality testing. 

EISENHUT.D G Division of Licensing 04/12/07 LEONARD, J D ' 
Island Lighting Co, Spp 28074.295 24X Fiche 50-322,04/12/0/' 

8412260054. 


— B412070257 Expresses opposition to util hearings being moved to State 
of MD. Practical 8c safety features of plant make proper 
protection dubious. 

LASCELLE, K, E. Affiliation Not Assigned 82/01/05, PALLADINQ, N. J. 

Commissioners. 3pp. 27848.106. 24X Fiche. 50-322, 84/05/23. 

8412070189, 


— 8412070296 Responds to 820105 request that public hearings be conducted 
in Suffolk County, NV, Hearings were moved to Wash i ng ton, DC 
only for 821012-1231 due to ASLB work on hearings & other 
matters. 

HAMMERER, C. Office of Congressional Affairs. 83/02/10. 

LASCELLE, H. e. Affiliation Not Assigned. Ip 27848:109 24X 

Fiche: 50-322, 84/05/23, 8412070139. 


— 8412070400 Forwards H Jaffe 830603 Itr re misinformation on matters of 
safety emergency planning & other basic facts. Response 
requested. 

LENT. N. F. House of Rep. 83/06/07, COMBS, F. NRC - No Detailed 

Affiliation Given. Ip. 27843.131. 24X Fiche: 50-322, 84/05/23, 

8412070189. 


8412180457 Forwards Endorsements 13 & 14 to NELIA Policy NF-269 
declarations page to MAELU Policy MF-115. 

DJEMAL, A. Marsh 8c McLennan, Inc 04/12/12. DINITZ, I ABsista"4 
Director for State 8< Licensee Relations 4pp. 28006:279. 24^ 

Fichfr: 50-322, 04/12/12. 0412180457. 


8412180058 Requests that NRC provide US Trust Co of New York 
NI Waldman assurances that trustees are "person 
indemnified" within meaning of term used in indemnity 
agreement between util Zt NRC. 

RINACA, J. M. Hunton & Williams. RINACA.J M. Long Island Lightl'"'3 
Co. 84/12/13. DINITZ, I. NRC - No Detailed Affiliation Given 
27961:165. 24X Fiche: 50-322, 84/12/ 13, 8412180058. 


0412200240 Forwards executed Amend 1 to 
LEONARD, J. D Long Island Lighting Co 
Office of Nuclear Reactor Regulation, 
Fiche: 50-322, 84/12/13, 0412200240. 


Indemnity Agreement H-U7 
04/12/13 DENTON. H. R. 
Director. 3p , 20022:246 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


— 8412070405 Forwards FR Jones 830601 Itr as example of how 
misinformation permeates community. NRC should institute 
public educational program to provide definitive info on 
matters of safety it emergency planning 

JAFFE, H. Affiliation Not Assigned. B3/06/03. PALLADINQ, N. 
Commissioners. 2pp. 27848:132. 24X Fi c he . 50-322, 84/05/23, 

8412070189. 


8412070415 Responds to inquiry on status of B30324 request on behalf 
of several constituents re facility Copy of 830420 response 
end. W/o end. 

HAMMERER, C. Office of Congressional Affairs. 83/09/23. LENT, N. 
House of Rep. Ip. 27848:139. 24X Fiche: 50-322, 84/05/23, 

8412070189. 


8412060511 Application for Amend 52 to OL ap p 1 i cat i on, c on s i s t i n g 
Rev 34 to FSAR. 

LEONARD, J. D. Long Island Lighting Co 84/11/29, DENTON, M. R 
Office of Nuclear Reactor Regulation, Director 3pp. 2770f.1i 164 
24X Fiche; 50-322. 84/11/29, 8412060511 


— 8412060515 Rev 34 to FSAR for Shoreham Nuclear Power Plant, Unit t 
# Long Island Lighting Co. 84/11/30. llBpp. 27788: 167. 

Fiche: 50-322, 84/11/29, 8412060511, 


8412210183 Errata to Rev 34 to FSAR for Shoreham Nuclear Power 
* Long Island Lighting Co. 84/12/21. 4pp. 28036: 185. 24X 

Fiche; 50-322, 84/12/21, 8412210183. 


“8412070420 Requests response to 830324 Itr re three Itrs from 
constituents. Original itr of 830324 & constituent Itrs end. 

W/o end. 

LENT, N. F, House of Rep. 83/09/01, HAMMERER, C. Office of 
Congressional Affairs Ip. 27848:140. 24X Fi c h e: 50-322, 84/05/23, 

8412070189. 


8412070425 Ack receipt of Itr on behalf of constituents expressing 
concern re licensing of fac i lity. Prepared statement of 
W Dircks testimony before Congressional subcommitee re 
emergency preparedness requirements end W/o end. 

HAMMERER, C. Office of Congressional Affairs. 83/04/20 LENT, N, 
House of Rep. 3pp. 27848:141. 24X Fiche: 50-322. 84/05/23. 

8412070189. 


P. Operating license stage documents & correspondence 


3412260054 Forwards License NPF-19, not i c e of i s s uanc e , Ame nd I tu 
Indemnity Agreement B-S7 & environ protection plan. License 
authorizes fuel loading & cold criticality testing 

EISENHUT, D. G. Division of Licensing. 84/12/07. LEONARD, v/. tl i :: 
Island Lighting Co. app. 28074.295. 24X Fi c he: 50-322, 84/ I 

8412260054. 


— 8412260059 License NPF- 19, au thor i z in g fuel loading & cold critiraj 
testing at power levels below 24,36 HWT. 

DENTON. H. R, Office of Nuclear Reactor Regulation. Director 
84/12/0?. 17pp. 28074:303. 24X Fiche: 50-322, 84/12/07, U4 A 


— 8412070430 Forwards three Itrs from constituents re f ac i 1 i ty . Resp onse 
requested. 

LENT, N. F. House of Rep. 83/03/24. HAMMERER, C. Office of 
Congressional Affairs. 4pp. 27848:144 . 24X Fiche: 50-322, 

84/05/23. 3412070189. 


8412110183 Responds to end Itr to President Reagan re safety-related 
issues involving p Unt. Commission still considering license 
appl ication. Public hearings being conducted by ASLB before 
full power license can be issued. 

INGRAM, F. Office of Public Affairs. 84/11/14. GUBLER, H. 
Affiliation Not Assigned. Spp. 27899:279. 24X 

Fiche: 50-322, 84/11/14, 8412110183. 


8412070168 Advises that road sys in proximity to facility unsuitable 
for evacuation purposes due to traffic problems. Low power 
license should not be issued. 

LOZOWSHY, P. Affiliation Not Assigned. 84/12/06. Commissioners. 

2 pp. 27814:232, 24X Fiche: 50-322, 84/12/06, 8412070168. 


— 8412260064 Notice of issuance of License NPF-19. 

SCHWENCFR, A, Licensing Branch 2. 84/12/07, 3pp. 28074: 3**0 

Fiche; 50-322, 84/12/07, 8412260054. 


— 8412260067 "Environ Protection Plan (Nonrad iological ) . " 

•* NRC - No Detailed Affiliation Given. 84/12/07. 17pp 
28074:323. 24X Fic he : 50-322, 84/ 12/07, 84 12260054 


8412270418 Forwards Rev 0 to "Solid Waste Processing Control 
including Procedure F458-P-001-PCP re in-container 
solidification of 20-25 weight */. sodium sulfate slurries, 

LEONARD, J, D. Long Island Lighting Co, 84/12/21. DENTON, H H 
Office of Nuclear Reactor Regulation, Director. 2pp 20076 'i« ^ 
24X Fiche: 50-322. 84/12/21, 8412270418. 


— 8412270420 Rev 0 to "Solid Waste Process Control 
Nuclear Power Station - Unit 1. " 

* Long Island Lighting Co. 84/12/18, 20pp. 

Fiche: 50-322, 84/12/21 , 8412270418. 


Program, Shor#^ 4 ^^ 
28076:311 34 x 


J. Insurance & indemnity information 


8412110334 Executed Indemnity Agreement B-87. 

SALTZMANrJ. Assistant Director for State it. License 
POLLOCK, M.S. Long Island Lighting Co. 82/05/19. 
24X Fiche; 50-322, 82/05/19, 8412110334. 


e Relations. 

2pp. 27852:046. 


—8412270421 Rev 0 to F45S-P-001 "Process Control Program for 
In— Container Solidification 20-25 Weight 7. Sodium Sulfate 
Slurries. " 

* Hittman Nuclear & Development Corp. (subs, of Hittman Car- ■ 

83/07/29. 9pp. 28076:331, 24X Fi c he : 50-322, 84/ 12 / 2 1 . 84 1 


8412180034 Unexecuted Amend 1 to Idemnity Agreement B-87, revising 
Items 2a « 3. 


SALT2MAN, J. 
84/12/07. 


Assistant Director for State !< Licensee Relations. 

2 pp. 28014:361. 24X Fiche; 50-322, 84/12/07, 8412180034. 


— 8412270423 Rev 0 to F459-003 "Process Control Program for 

In-Container Solidification of Bead Resin - Powdered Resin 
Mix. " 

* Hittman Nuclear 8« Development Corp. (subs, of Hittman 

83/07/29, Spp. 28076:340. 24X Fiche: 50-322, 84/12/21 , 84 t ^ 2 ?. 
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--8412270425 Rev 0 to F453-00a "Process Control Program for 
In-Container Solidification of Pomdered Resin." 

* Hittinan Nuclear & Development Corp (subs, of Hittman Corp. ). 
13 / 07/29 9rP 28076: 348. 24X Fiche: 50-322. 84/12/21. 8412270418. 


-6412270427 Rev 0 to F459-P-007 "Process Control Program for 
In-Container Solidification of Radutaste Filter Cake. " 
clear & Development Corp. (subs, of 

28076:357- 24X Fi c h e: 50-322. 84/ 12/2 1 . 841^.270418. 


■ft Hittman Nucl 
83/07/29. 6pp. 


8412310128 TECHNICAL SPECIFICATIONS FOR SHOREHAM NUCLEAR POWER STATION. 
UNIT No. 1 Docket No. 50-322. (Long Island Lighting 

hSfKn.’d B Division of Lioonsina. NUREO-IOID. S4/12/31. 400pp. 

ASoUabio at NM. *10.00. 28151:002. 24X Fiche: 50-322. 84/12/31. 

8412310128. 

Q Inspection reports. IE Bulletins 

8412120466 Forwards Insp Rept 50-322/84-26 on 840626-28 & 0702. No 

^iRT?Sf"'T"°'Division of Engineering technical Programs. B4/09/18. 

LEONARD. J. D. Long Island Lighting Co. 2pp. 27908.35 . 

Fiche; 50-322. 84/09/18. 8412120466. 

—8412120478 Insp Rept 50-322/84-26 on 840626-28 & No violation 

noted, Major areas insp ecte d ; lie ensee ^ ° V" ..Snni°BPDr “ 

findings & response to TMI Action Item I. D 2. Plant BPDS. 
Proprietary details deleted (ref 10CFR73. 21 & 9. 5). 

niUMBFR(5,N. WOODARD, C., BETTENHAUSEN. L. Region 1. Office of 

Directo? ■a4/08%a. llpp. 27910:003. 24X Fiche: 50-322. 84/09/18. 

8412120466. 

B412030249 Forwards Insp Rept 50-322/84-33 on 840915-0925. No violation 

martin. T.T. Division of Engineering Technical Programs. 84/11/09. 

LEONARD. J. D Long Island Lighting Co. 4pp. 27732.290. 24X 

Fiche; 50-322, 84/11/09, 8412030249. 

—8412030258 Insp Rept 50-322/84-33 on 840918-25. No noncompliance noted. 
Major areas inspected; 1 icensee action on previous items & 
NUREG-0737. Item II. E. 4. 1 re dedicated hydrogen penetration 8< 

Office of Director. 

84^1/05: 7PP 27732- 194. 24X FUh e: 50-322, 04/11 /09, 8412030249. 

8412050014 Forwards Pr eop erat i onal Security Program Insp Rept 

50-322/84-34 on 840917-0721. No violation . ... , phnaRD. J D 

martin, T R Region 1. Office of Director. 84/11/15. LEONARD. J. u. 
ronl tland Lighting Co 2pp. 27778:318. 24X Fiche: 50-322. 

84/11/15. 8412050014. 

—8412050019 Preoperational Security Program Insp Rept 50-322/84-34 on 
840917-0921. No violation noted. Major areas inspected: 
security plan & procedures, records S< repts. Safeguards info 
deleted (ref 10CFR73. 21 (k 10CFR9. 5(2 H4 > ) . oA/tt/on 

BAILEY. R J , KOENIO. R. R. Region 1, Office of Director. 84/11/08. 

4pp 27778: 320. 24X Fiche: 50-322. 84/11/15. 9412050014. 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 

JORDAN, E.L. Division of Emergency . t/p? of New 

ocennrtBia (Post S30103) 84/11/19. Consolidated Edison Co. or New 

York. Inc. 120pp. 27807:058. 24X Fiche; 50-000. 84/1 1/19. 8411150064. 

8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end. * 

JORDAN. E.L. Division of Emergency of New 

a I’Pns'ft naoi03) 84/11/27. Consolidated Edison Co. of New 

v"! l'c .20pr 27807 ‘7^ 24X Fiche: 50-000.84/11/27, 8411810360. 

8412040022 Notifies of plans to conduct team insP 

review ability to provide safe shutdown of plant in event of 
fire. Requests analyses, procedures & other pertinent 

documentation be available at site during 64/11/27 

MARTIN. T. T. Division of Engineering & 24X 

LEONARD, J.D. Long Island Lighting Co. 5pp. 27749.358. 24X 

Fiche: 50-322. 84/11/27, 8412040022, 


Insp Rept 50-322/84-37 on 041001-03. No violation 


8412210277 Forwards 

MARTiLt.T. Dlvisien of Enjineerihg i Technical Prosfame. 84/11/28. 

LEONARD, J.D. Long Island Lighting Co. 4pp. 28052.026. 

Fiche: 50-322. 84/11/28. 8412210277. 

—84122-10279 Insp Rept 50-322/84-37 on 841001-03. No viola tion noted . Major 
areas inspected: preoperational test program. including test 
program implementation verification & test procedure 
review of completed tests. 

NICHOLAS. H. H. . BETIENH-AUSEN. L. Region ^ 34 12210277 
84/10/31. 12pp. 28052:030. 24 X Fiche: 50-322, 84/11/28. 841221027/. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 

Tc-99m Generators. “ Sve list end. .Pnc; + 

GRACE, J N Division of QA. Safeguards 5i Inspection Programs (Po t 
830103) 84/11/30. Consolidated Edison Co. of New York. Inc, 

88p 5 2796f 086. 24X Fi c h e : 50-000, 84/11/30. 8411280366, 

8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys 5. Nonsafety-Related Equipment. 

oSRDiir^"/'Dlvlslbn of E.=rgehcg of N.o. 

Yorr inc !l6pp 27965 284. 24X Fiche: 50-000,84/11/30, 8411200370. 

8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list end. 

JORDAN, E L Division of Emergency Preparedness 8t Engineer! g ^ 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84-8 

JORDAN. E. L. Division of Emergency of New 

"v“r-Rc.‘^“!Lr"i7966^j^ri4x Fi=s-?ii2SJri4^?r/S"3,^8:i2S^oSS8. 


8412070256 Forwards "TDI Emergency 


Diesel Generator 103 10 Cycle 


confirmatory Test/Insp Rept. " Final TDI Owners Group rept 
facility engine blocks will be issued on 841207^ 

LEONARD. J.D. Long Co. 84/12/03. DENT N. . ^ 

Office of Nuclear Reactor Regulation, Director. ip. 27818.205. 

Fiche: 50-322, 84/12/03. 8412070256. 

— 8412070260 "TDI Emergency Diesel Generator 103 10 Cycle Confirmatory 

SEAMAN?c'*K'^f ^YOUNGLING. E. J. Long Island Lighting Co, 84/12/03. 
liSp^ 27818:207. 24X Fi c he: 50-322. 84/ 12/03. 8412070256. 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Sve list encl. 

JORDAN, E.L. Division of Emergency Preparedness S< Engineering 
a a /Dae*. 0*50103) 84/12/07. CoHsolidated Edison Co. of New 

Y^r^^nc.^ Hep? 27966^33^ 24X Fiche: 50-000. 84/12/07. 8412050081. 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list encl. 
iORDAN. E L. Division of Emergency Preparedness & Engineering 
o e £» /Pneft 630103) 84/12/07. Consolidated Edison Co. of New 

?"S lnc. n4pf 27966 2(5 24^ Fiche: 50-000.84/12/07. 8412050090. 


8412130229 Forwards Insp Rept 50-322/84-41 on 841023-26. No violation 
Division of Engineering 8. Technical Programs 


noted . 

MARTIN. T.T. - 

LEONARD, -J. D. Long Island Lighting co. 
Fiche: 50-322, 84/12/07, 8412130229. 


4pp. 


27905; 224. 


84/12/07. 

24X 


-8412130235 Insp Rept ‘50-322/84-41 on 841023-26^ No violation noted. Major 
areas inspected : geotechnical correspondence & records 
pertaining to seUlement monitoring of structures & review 
of QC documents on emergency diesel generators. aa/io/nA 

VARELA, A A , DURR. J. P. Region 1. Office of Director. 94/12/06. 

3?p 27905:228 24X Fich^ 50-322, 84/12 /07. 8412130229. 

8412130372 Responds to 841207 J ^ 
correct none omp 1 ianc e noted in Insp Rept 50-322/84 
GDC 3 re fire protection. Compensatory measures acceptable. 

Confirms measures will be fully implemented by 8412^. 

MURLEY.T.E. Region 1. Office of Director. LEONARD, J. D. 

Long Island Lighting Co. 2pp, 27904:256. 24X Fiche. 50 322. 

84/12/07, 8412130372. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Sve list encl. 

08R5AN, 8. Lp Division o. E9or|.nc« ori"o’ oF Nou 

88032 lai sAX fill: 50-000, 84/12/10, 8412060594. 


B4/12/11. 

24X 


8412170091 Forwards Insp Rept 50-322/84-44 on 841113-16. No violation 

SaRTINiT.T. Division of Engineering ik technical Programs 
LEONARD, J. D. Long Island Lighting Co, 4pp. 27937.041. 

Fiche: 50-322. 84/12/11, 8412170091. 

-8412170093 Insp R.pb 50-322/84-44 on 841 113-16, No violation not. d . 
Major areas inspected: procedures, records & installation of 
piping supports for Colt emergency diesel generator S< 
status of selected IE bulletins. DA/ia/n*5 

NARROW, L. , DURR, U. P. Region 1, Office of Director. 84/12/03. 
Spp. 27937:045, 24X Fiche: 50-322. 84/12/11, 8412170091. 
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0412120541 IE 
Pump Diesel 
JORDAN. £ L. 
Response (Po 
York. Inc. 


Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Engines. " Svc list end 

Division of Emergency Preparedness Engineering 

630103) 04/12/17. Consolidated Edison Co. of New 

!l9pp 28123 131 24X F.chP : 50-000, 84/12/ 17, 8412120541 . 


0412070319 Forwards util program for conducting maint 4, survoiiUi 
TDI diesels at facility Document should be placed in PDR, 
BERLINGER. C H. Division of Licensing 84/11/29, MCKNIQHT.Ji 
Division of Technical Information 4 Document Control. 6Bfip 
27846:109 24X Fiche 50-322.84/11/29,8412070319, 


0412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. '' Svc list end. 

JORDAN. E.L Division of Emergency Preparedness 4 Engineering 
Oocnnncie (Post 830103) 84/12/17, Consolidated Edison Co. of New 

28124 Ool 24X Fiche 50-000.84/12/17.8412120547, 


B4121005S4 Forwards evaluation of util proposed mod of emergent i* 
generator loading profile & BNWL insp rept of post-test 
exam of Emergency Diesel Generator 103 concerning engine 
block 4 c I ankshaft. Related correspondence 

PERLIS. R G- Hearing Branch 3 4484 513 84/12/03. DYNNf.lL 

Kirkpatrick 4 Lockhart. RANGE. J Hunton 4 Williams Ip 
27848:291 24X Fi c h e : 50-322. 84/ 12/03, 8412100584 


R. Periodic operating reports 4 related correspondence 


8412070189 Further response to FOIA request for three categories of 
records re util & facility. Forwards App I 8t J documents. 

Documents also available in PDR. App K documents withheld 
(ref FDIA Exemptions 5 4 10). ncn ato r b 

FELTON. J, M. Division of Rules and Records. 84/05/23 BELAIR.R. R. 
Kirkpatrick 4 Lockhart. I3pp. 27848:087. 24X Fiche 50-322. 

84/05/23. 8412070109. 


--8412070450 Forwards NRC monthly licensing 
DIRCKS. W. J Commissioners. 84/03/09. 
ROBERTS Commissioners. Ip. 27848- 173. 
84/05/23. 8412070189. 


rept for Feb 1984. W/o end. 
PALLADINO. GILINSKY. 

24X Fiche; 50-322, 


—0412070453 Forwards NRC monthly 
DENTON, H. R. Office of Nuclear 
84/03/08. DIRCKS, W.J. Office 
Operations, 16pp. 27848: 174. 

8412070189 


licensing rept for Feb 1984. 
Reactor Regulation. Director, 
of the Executive Director for 
24X Fiche: 50-322, 84/05/23, 


8412100588 Post-test exam of TDI Emergency Diesel Generator S(' 

841107-12 Related correspondence. 

HENRIKSEN. A, J. . KIRKWOOD. D . J. - LAITY, W.W. Ba t te 1 1 e Memo fM a I 
Institute, Pacific Northwest Laboratories. 84/12/03. 17pi! 

27848:292. 24X Fi c h e : 50-322. 84/ 1 2/03. 8412100584. 


0412070327 Order confirming 841116 grant of util motion to rpopc 
diesel er.gine hearing re crankshafts lU cylinder blocks of 
three TDI emergency power diesel engines Served on 841205 
BRENNER. L Atomic Safety and Licensing Board Panel ft404 
84/12/04. Long Island Lighting Co, 8pp. 27824:111. 24x 

Fiche: 50-322. 04/12/04. 8412070327 


8412100196 Advises that TDI Diesel Generator Owners Group 
Items 1.2 5. 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng i nes . Cran k sha f t 
forging process may vary between manufacturer 

RAY, C L TDI ( Tr ansa.T.er i ca Delaval. Inc, ) Owners Group, fM-. 
Duke Power Co. 84/12/04. BERLINGER. C H Office of Nuduas 
Regulation, Director. Ip 27834-281. 24X Fi c h e : 50-000, (MM . 

8412100196 


S. Reportable occurrences. LERs & related 


8412130494 Partial response to FOIA reguest for documents re TDI diesel 
generators at Shearon Harris nuclear plant & all lists of 
problems & defects which occurred w/TDI gene-pators being 
used or tested. Documents listed in App A available xn 
FELTON. J. M. Division of Rules and Records. 04/05/17. BELL.N. 
Nuclear Information S< Resource Service. 5pp. 27923:172. 24X 

Fiche: 50-000. 04/05/17. 8412130494. 


8411080376 Reguests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours & 
starts on engines. Response requested fay 841001. e 

GEORGE, J B Texas Utilities Electric Co. (formerly Texas Utilities 
Oeneratino Co ) 84/09/21. DENTON, H. R. Office of Nuclear Reactor 

R^egulatiol director. 5pp. 27392:170 24X Fiche: 50-000. 84/09/21 . 

8411080376. 


8412010161 Forwards "Design Review of Llliott Model 90G Turbocharger 
Used on TDI DSR-4a & DSRJ 16-4 Emergency Diesel Generator 
Sets - Nozzle Ring Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

RAY. C L TDI (Transameri ca Delaval. Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/11/27. DENTON, H. R. Office of Nuclear Reactor 
RegulaHon. Director. Ip. 27711:293. 24 X Fiche: 50-000. 84/11/27. 

8412010161. 


— B412010173 "Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-48 8< DSRV 16-4 Emergency Diesel Generator Bets - 

faaasa-w.,. sa/h/so. 20pp, 

27711:294 24X Fiche: 50-000, 84/1 1/27. 8412010161. 


B4121B0075 Forwards FaAA-84-9-1 1 . 1 * "Design Review of TDI H A 1 
Series Emergency Diesel Generator Cylinder Blocks." End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY.C L TDI (Transamerica Delaval, Inc. ) Owners Group, fM . 
Duke Power Co 84/12/13. DENTON. H R Office of Nuclear fit.. 
Regulation. Director Ip 27960:164 24X F i c h e ; 50-000. (M ■ 
8412180075, 


8412180094 Revised "Design Review of TDI R-4 ?< RV-4 Sorlett 1 

Diesel Generator Cylinder Blocks." 

Failure Analysis Associates. FAAA-B4-9- 1 1 , 1 B4/127;il 

27960 165 24X Fi c b e . 50-000. 84/ 12/ 1 3. 84 12 1 80075. 


B412240044 Forwards FaAA-84-6-54, "Evaluation of Emergency 
Generator Crankshafts at Midland S' San Dnofre Nuclear 
Generating Stations" S' FaAA-B4-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Sh or eham. , . , " 

RAY.C L TDI ( Transamer i ca Delaval, Inc. ) Owners Group " 

Duke Power Co. 84/12/13 DENTON, H P, Office of Nuclear Hwa 
R egulation. Director Ip 28042:241. 24X F i c h e : 50-000, HA 

3412240044. 


0412170266 Forwards Rev 1 to "TDI Diesel Generators Owners ■ 
Program Plan, " „ 

RAY.C L TDI ( Transamer i ca Delaval, Inc. ) Owners Group. h.v 
Duke Power Co 84/12/14. DENTON, H, R, Office of Nuclear Mpa 
R egulation. Director. 2pp 27932 171 24X Fi c h e : 50-000. H4 

0412170266. 


— 8412170288 Rev 1 to "TDI Diesel Generators Owners Group f 
TDI (Transamerica Delaval, Inc. ) Owners Group, 

324pp. 27932:173. 24X Fiche: 50-000, 84/12/14. 8412170266 


8412190419 Deficiency rept re apparent accelerated corrosion in four 
reactor bldg svc water strainers mfg by RP Adams Co. Inc. 

Initially reported on 841015. Two strainer welds repaired 
under ASME Section XI Article IWD-4000. 

LEONARD. J. D. Long Island Lighting Co. 84/11/27. MURLEY, T. R. 
Region 1. Office of Director. 2pp. 28029:355. 24X 

Fiche: 50-322. 84/11/27, 8412190419. 


8412060301 Board Notification 84-182: notifies of 841022 meeting u/util 
£i TDI Emergency Diesel Generator Owners Group in Bethesda. liD 
re cracks in generator crankshafts it overall evaluation of 
owners group program. Meet ing agenda end. 

EISENHUT, D, G. Division of Licensing. 84/11/28. PALLADINO. 
GILINSKY. ROBERTS Commissioners. 7pp. 27883:215. 24X 

Fiche: 50-000, 84/11/28. B412Q60301. 


8412040139 Forwards responses to concerns discussed in R Caruso B41126 
telcon. Responses include concerns associated w/arithmetic 
discrepancies u/loss of offsite power load for TDI Diesel 
Generator 101. 

LEONARD. J.D. Long Island Lighting Co. 84/11/29. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 6pp. 27749:206. 

24X Fiche; 50-322, 84/11/29. 8412040139. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting m.. 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No change's, 
to conclusions warranted. 

RAY.C.L. TDI (Transamerica Delaval. Inc. ) Owners Group. 

Duke Power Co 84/12/19 DENTON, H. R. Office of Nudeai (•«f- 
Regulation. Director. Ip, 28057:328 24X Fiche: 50-000. n4 

0412260311. 


T, Hearing transcripts on non-antitrust matters 


8412130072 Responds to FOIA request for three categories of t - 
re LILCO or f ac i 1 i ty. Forward s documents listed in Apps 
G & H. Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records, 84/05/21. ud 
Kirkpatrick it Lockhart. 5pp. 27923:227. 24X Fiche: 50' 

8412130072. 


— 8412130351 Forwards pages of LILCO witness Cordaro testn*'' 
util unable to maintain normal communications w/AEC 
during facility licensing hearings. 

BREW. J. W. New York. State of- 83/08/30 BORDENICK. B 
the Executive Legal Director. llpp. 27923:328. 24X 

Fiche: 50-322. 84/05/21 . 8412130072, 
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8412120317 FOIA request for transcript of NRC meetings ro Shorehao. on 
Mineola. NV 

Detailed Affiliation Given. Ip. .^7941.15,^. .^4X 

Fiche: 50-322. 84/06/01. 9412120317. 

8412120320 Responds to FOIA request for all ‘''“"“ripts of NRC costings 

9412120320. 

8412010076 Errata to LILCO testimony re crank shafts. Related 

FARLEy^rM^'^ong Island Lighting Co. #484 361^ 94/09/11. 3pp. 

27705:314 24X Fiche : 50-322. 84/09/ 1 1 . 8412010076. 

9412030282 Foruiards corrected pages for transcripts of 840910.11.18.19. 
26 li 1002.02.03 & 04 hearings in . a „ - No 

PENN. A I ACE Federal Reporters. ^ ^ 

Detailed Affiliation Given. Ip. 27725.130. £4X 

Fiche; 50-322, 94/11/13. 8412030282. 

— 9412030287 Corrected pages to transcript of 840910 hearing in 

^^''cSmmirsioners. 84/09/10. 4pp. 27725:131. 24X 

Fiche: 50-322, 84/11/13. 8412030282. 

—8412030291 Corrected page to transcript of 840911 hearing in 

2“"cSmcKsLars, 84/09/11. 2PP. 27785:135. 24X 

Fiche: 50-322, 84/11/13. 8412030282. 

—8412030299 Corrected page to transcript of 040918 hearing in 

♦^''commissioners. 84/09/18. 2pp. 27725:137. 24X 

Fiche: 50-322. 84/11/13, 0412030282. 

—8412030301 Corrected pages to transcript of 840919 hearing in 

♦^"'commissioners. 84/09/19. 3pp. 27725:139. 24X 

Fiche: 50-322. 84/11/13, 8412030282. 

—8412030304 Corrected pages to transcript of 840926 hearing in 

♦^"*Commissioners. 84/09/26. 6pp. 27725:144. 24X 

Fiche: 50-322. 84/11/13, 8412030282. 

— 841203030/ Corrected pages to transcript of 841001 hearing in 

♦^"'commissioners. 84/10/01. Bpp. 27725:150. 24X 

Fiche: 50-322. 84/11/13, 8412030202. 

— 0412030312 Corrected pages to transcript of 841002 hearing in 

84/10/02 32PP. 27725:150. 24X 

Fiche; 50-322. 84/11/13,8412030282. 

— B412030316 Corrected pages to transcript of 841003 hearing in 

S““sr.:rs;ipnpfp. 34/10/03. 33pp. 27725:190. 24x 

Fiche; 50-322. B4/11/13. 0412030262. 

— 8412030326 Corrected pages to transcript of 841004 hearing in 

♦^"'Somrirsilners. 84/10/04. 9pp. 27725:223. 24X 

Fiche: 50-322, 84/11/13. 8412030282. 

8412030675 Transcript of 841121 affirmation/discussion 8< vote in 
Washington. DC re SECY 84-339 & SECY 84-339A concerning lou) 

power OL issues. Pp 1-7. .,-,-,^0.100 oay 

♦ Commissioners. 84/11/21. 10pp. 27743.132. 24X 
Fiche: 50-322. 84/11/21. 8412030675. 

8412030179 Forwards corrected pages to 
PENN. A. I. ACE Federal Reporters, Inc 
Detailed Affiliation Given. Ip- 6.7727.270. 24X 

Fiche: 50-322, 84/11/28. 8412030179. 

—8412030183 Corrected transcript pages ^t'om B4U16 proceedings. 

* Commissioners. 84/11/16. 8pp. 27727.27 . 

Fiche: 50-322. 84/11/28. 8412030179. 


8412060301 Board Notification 84-182 notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda.MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program Meeting agenda encl. 

EISENHUT. D G Division of Licensing 84/11/28. PALLADINO 
Commissioners. 7pp. 27883:215. 24X Fiche : 50-000. 84/1 1/28. 

8412060301, 

—8412120396 Transcript of 041022 meeting w/TDI Owners Group in Bethesda. 
MD re causes of cracks found in TDI generator crankshafts S. 
overall evaluation of owners group program. 

♦ NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883 222 24X Fich e : 50-000, 84/ 1 1 /2a. 941 2060301. 

U. Congress lonal/Executive Correspondence 

8412130072 Responds to FDIA request for three categories of documents 
re LILCO or facility. Forwards documents listed in Apps 
0 & H. Documents also available in PDR. nci atd d o 

FELTON. J. M, Division of Rules and Records. 04/05/21. 

Kirkpatrick S'. Lockhart. 5pp. 27923:227. 24X Fi ch e; 50-322. 84/05/2 . 

8412130072 

—8412130080 Responds to 820325 Itr re scheduling of hearings in 
Shoreham proc eed ing . Unr eso 1 ved contentions will be 
conside. ed before final decision rendered. Board has 
scheduled hearings to begin on 820504. 

KAMMERER, C. Office of Congressional Affairs. 

DOWNEY. T. J. House of Rep. Ip- 27923:232. 

Fiche: 50-322. 84/05/21 , 3412130072. 


82/04/19. 

24X 


-8412130180 Forwards constituent G Boneske Itr not included in previous 
correspondence. W/o encl. 

TARNEY. W House of Rep. 82/08/11. PERRY. A. Office of 

CoAgre^s.ona? Affair, ' IP. 27963:247, 24X Fiche: 50-322, 64/05/21, 

8412130072. 

-8412130190 Forwards Boneske Xtr re proceedings on Shoreham Nuclear 
Power Plant, Requests expressions of dissent be placed in 

CARNEY. W House of Rep. 82/06/23, PERRY. A. Office of 

Cangr^l“ion”rAffair,,' 3pp, 27923:246 24X Ficha: 50-322, 

84/05/21, 8412130072. 

-8412130222 Ack receipt of 820811 Itr enclosing correspondence from 
G Boneske requesting fair hearing for fac ility, Hearing 
underway by ASLB. Comni s s ion final decision may be subj to 
review by courts to assure compliance w/statutes. ti 

KAMMERER, C, Office of Congressional Affairs. 

House of Rep. Ip. 27923:253. 24X Fiche; 50-322. 84/05/21. 

8412130072. 

-8412130231 Ack receipt of 820811 Itr expressing R Wolf concerns re 
compensation for offsite losses in event of accident at 
facil ity. Price-Anderson Act enacted to protect property 
owners against losses resulting from nuclear plants. -AOkie-w n 

KAMMERER. C. Office of Congressional Affairs. 82/08/30, CARNEY, W. 

Housrof Rep. 2pp. 27923:254. 24X Fiche: 50-322. 84/05/21. 

8412130072. 

—8412130275 Forwards N Neubert Itr re concerns w/problem of safe 
evacuation at facility in event of nuclear power mishap. 

Suggests possible method of evacuation. n a . i j 

LENT. N F. House of Rep, 83/03/30. SUERMANN, J. NRC ■■ Oejbailed 
Affiliation Given. 2pp. 27923:286. 24X Fiche: 50-322. 84/05/21. 

8412130072, 

— 8412130282 Forwards responses to B30218 questions re emergency 
preparedness requirements for facility. , . _ 

DIRCKS.W. J. Office of the Executive 

83/03/31. DOWNEY. T. J, House of Rep. 6pp. 27923:288. 24X 

Fiche: 50-322, 84/05/21, 8412130072. 

— 8412130291 Advises that Subcommittee on Oversight St Investigations of 
Interior & Insular Affairs Committee is planning to hold 
series of hearings on 830418 re emergency preparedness. 

Commission attendance requested. 03/04/06 

MARKEY, E. J. House of Rep., Interior 8t Insular Affairs. 83/04/06. 
PALLADINO, N, J. Commissioners. 3pp. 27923:294, 24X 

Fiche; 50-322. 84/05/21. 8412130072. 

—8412130298 Advises that W Dircks will represent NRC at 830418 hearing 

'■”nK«l.“:rs. 63/04/14. MA2K0Y, 6^ H=u» of R.p, . 

Interior & Insular Affairs. 2pp. 27923:297. 24X 

Fiche: 50-322. 84/05/21 . 8412130072. 


-8412130307 Ack receipt of constituent Itr re licensing of facility. 
Records re licensing of facility available in PDR. 

KAMMERER, C. Office of Congressional Affairs^ 

House of Rep, 2pp. 27923: 299. 

8412130072. 


03/04/20. CARNEY, W. 
24X Fiche; 50-322, 84/05/21, 
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— 8412130312 Forwards requests of Christman & Leonard re nuclear energy 
& Shoreham project. 

CARNEY, W House of Rep 83/03/15 PALLADINO, N. Commissioners 
3pp. 27923:301. 24X Fiche: S0--322, 84/05/21, 8412130072 


“-8412130323 Responds to 830330 Itr which forwarded H IMeubert Itr re 
- safe operation of facility. NRC requires stringent emergency 
preparedness provisions. License will not be issued 
unless util demonstrates that public protected. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/05/16 LENT. N. F. House of Rep. 2pp. 27923:306 24X 

Fiche, 50-322. 84/05/21, 8412130072. 


— 8412130361 Advises that NRR SRP describing requirements & procedures 
for diesel generators for emergency power at facility on 
file in PDR. Chapters 8 & 9 f orwarded. W/o end. 

INGRAM, F Office of Congressional Affairs. 83/09/30. LENT, N. F. 
House of Rep. Ip. 27923:346. 24X Fiche: 50-322, 84/05/21. 

8412130072. 


— 8412130463 Forwards H Jaffe 830915 Itr requesting manual or handbook 
describing requirements tn. testing procedures specified by 
NRC for diesel generators for emergency power at facility. 

LENT. N. F. House of Rep. 83/09/27. INGRAM. F. NRC - No Detailed 
Affiliation Given. 2pp. 27923:347. 24X Fiche: 50-322. B4/05/21. 

8412130072. 


8412070189 Further response to FOlA request for three categories of 
records re util & facility. Forwards App I & J documents. 

Documents also available in PDR. App K documents withheld 
(ref FQIA Exemptions 5 it 10). 

FELTON. U.M. Division of Rules and Records. 84/05/23. BELAIR, R. R. 
Kirkpatrick ^ Lockhart. 13pp. 27848:087. 24X Fiche: 50-322, 

84/05/23, 8412070189. 


— 8412070373 Responds to 840104 request that NRC hearings re facility 
be conducted in Suffolk County. NY. Hearings moved to 
Washington, DC only for 841012-1231 to allow ASLB to work on 
hearing it other matters in ofc. 

KAMMERER.C, Office of Congressional Affairs. 83/01/19. 

MRAZEK.R. J. House of Rep. 2pp. 27848:110. 24X 

Fiche; 50-322, 84/05/23, 8412070189. 


— 8412070376 Requests future public hearings on consideration of license 
application be conducted on Long Island, preferab 1 y in 
Suffolk County, Related info end. 

MRAZEK.R J. House of Rep. 83/01/04. PALLADINO, N. Commissioners 
2pp. 27840:112. 24X Fiche; 50-322, 84/05/23, 8412070169. 


— 8412070392 Responds to 830607 Itr forwarding correspondence from 
H Jaffe of Freeport. NY. RB Minogue responded to H Jaffe Itr 
on 840623. Response end. 

KAMMERER.C Office of Congressional Affairs. 83/06/29. LENT, N. F, 
House of Rep. 2pp. 27848:129. 24X Fiche; SO-322. 84/05/23. 

8412070189. 


— 8412070460 Expresses concerns it comments on Commission 840320 memo re 
licensing delays. Commission must adhere strictly to 
requirements of Administrative Procedure Act. 

MARKEYrE. J, House of Rep.. Interior St Insular Affairs. 84/03/28. 
PALLADINO, N. J. Commissioners. 4pp. 27848:190. 24X 

Fiche: 50-322, 84/05/23. 3412070187, 
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A. Appllcation/construction stage documents 4: correspondence 


8412130259 Appeals denial of FDIA request for all documents re 1977 
Nodear Svcs Corp audit of Pullman Power Products. 

REYNOLDS, J. R. Center for Law in the Public Interest. 84/02/17. 
Office of the Secretary of the Commission. Ip. 27924:201. 24X 
Fiche; 50-323, 84/02/17. 84121302S9. 


8412120105 Final response to FOIA request for NUREO-OB62 investigation. 
Forwards App A documents. Portions of listed App A documents 
completely fc partially withheld (ref FOIA Exemption 5). 

Documents also available in PDR. 

FELTON. U. M. Office of Administration. 84/06/04. REYNOLDS. J. 

Center for Law in the Public Interest. 6pp. 27938:001. 24X 

Fiche: 50-275, 84/06/04, 8412120105. 


— 8412120198 Draft preliminary rept of Project 105-4, "Seismic 
Rfver if Icatlon Program, " 

* Robert L. Cloud Associates. Inc. 81/11/12. BOpp 27939-184 
24X Fiche: 50-275.84/06/04. 8412120105. 


8412120206 Forwards review of RL Cloud Assoc. Inc final draft of 
"Preliminary Rept.Seismic Reverif ication Program." 

JOHNSON, P. H. Region 5, Office of Director, 82/01/21. BISHOP, T. W. 

Region 5. Office of Director. 93pp. 27939:261. 24X 

Fiche; 50-275, 84/06/04. 8412120105. 


— 8412120218 Informs that completion of Phase I of design reveri f icati- 
program expected by 820201 . Comment s should be provided to 
PG8.E as early as possible to coordinate plan between 
Region 5, NRR C< IE to follow aspects of Commission plan. 

ENGELKEN, R. H. Region 5, Office of Director 81/12/31, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director Jin., 
27939:355. 24X F ic h e : 50-275, 84/06/04, 84 12120105. 


— 8412120230 Forwards further Commissioner Palladino remarks re Facilit 
enforcement matter. 

REAMER, C W. Commissioners. 82/03/02 MANNING, E, , GIBBON,!., 
HARDING, V. NRC - No Detailed Affiliation Given 2pp. 27940 004 
24X Fiche: 50-275, 84/06/04, 8412120105, 


8412130077 Further response to FOIA request for detailed instructions 
provided by NRC re use of risk assessment techniques it 
analysis Si calculations on which values selected for max 
ground accelerations for earthquake. Doc uments in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/08, CALSOYAS, c D 
Affiliation Not Assigned. Ip. 27924:213. 24X 

Fiche: 50-000, 84/06/08, 8412130077. 


— 8412130085 Requests production of correspondence on matters now undr 
investigation by US District Courts from sources other than 
Ying Kung Shih. 

CALSOYAS, C. D. Affiliation Not Assigned. 84/04/13. PALLADINO. N, 
Commissioners. SEABORO. G, . RUCKELSHAUS, W, Affiliation Not 
Assigned. 2pp. 27924:215. 24X Fi c h e: 50-000, 84/06/OS. 04 1 2130077 


— 8412130089 Discusses alleged conspiracy to license fac i 1 i t y , violat# 
First Amend & vitiate principle of affirmative action all 
against public & minority interests. 

CALSOYAS, C D, Affiliation Not Assigned. 83/09/29, PALLADINO, N 
Commissioners. OSWALD. J, W. , BALDRIGE.M. Affiliation Not Assigned 
Ip. 27924:217. 24X Fi c h e : 50-000, 84/06/08, 8412130077. 


8411130418 Forwards License DPR-SO, safety eva 1 uat i on, not i c e of 
issuance & Amend 17 to Indemnity Agreement D-75, License 
authorizes operation at reactor core power up to 3,338 MWt. 
EIBENHUT. D. G. Division of Licensing. 84/11/02. SHIFFER. J, D. 
Pacific Gas Si Electric Co. 4pp. 27870:059. 24X 

Fiche: 50-275, 84/11/02, 8411130418. 


— 8412100309 Environ protection plan (nonrad i o 1 og i ca 1 ) for facUity.Aj 
to License DPR-SO. Anti trust conditions end. 

* NRC - No Detailed Affiliation Given. 84/11/30. 20pp. 

27870:0/3. 24X Fiche: 50-275, 84/11/02, 841 1 130418. 


8412030172 Forwards addl info re NUREG-0737, I tern II.D. 1, "Performance 
Testing of Relief & Safety Valves." per NRC 840918 request. 

SHIFFER, J.D. Pacific Gas & Electric Co 84/11/27. KN lOHTON. 0. W. 
Licensing Branch 3. 6pp. 27723:190, 24X Fi c h e : 50-275. S4/1 1 /27. 

8412030172. 


8412040105 Forwards info re safety-related equipment qualification 
records, per 041031 request. 

SHIFFER, J.D. Pacific Gas it Electric Co. 84/11/29. KNIGHTON. 0. W. 
Licensing Branch 3. 6pp. 27748:049. 24X Fi c h e : 50-323. 84/ 1 1/29, 

8412040105. 


8412040123 Forwards characterization of mods resulting from sys 
interaction program (SIP ), current status of SIP & current 
listing of mods identified to resolve interactions, All SIP 
mods scheduled for completion prior to OL issuance, 

SHIFFER, J.D. Pacific Gas & Electric Co. 84/11/29, KNIGHTON, G, W. 
Licensing Branch 3. 25pp. 27740:210. 24X Fiche: 50-323, 84/11/29. 

8412040123. 


8412120322 Forwards response to Allegations 0806 & 0919 re adequacy 
of welds i>. QA violations, respectively , identified in 841026 
Itr. Evaluations investigations conducted resolve 
allegations for both units. 

SHIFFER, J.D. Pacific Gas it Electric Co. 84/11/29. MARTIN, J.D. 
Region 5. Office of Director. 14pp. 27873:334. 24X 

Fiche; 50-275, 84/11/29. B412120322. 


8412040075 Informs that Westinghouse Owners Group rept re breaker llf< 
cycle testing will be delayed until mid-Feb 1985. 

Subsequently, util will submit response to Generic Ltr 03-28 
re breaker life cycle testing by mid-Mar 1985. 

SHIFFER. J.D. Pacific Gas & Electric Co. 84/11/30. KNIGHTON, 0. N. 
Licensing Branch 3. Ip. 27750:210, 24X Fiche: 50-275, 84/ 1 1/30, 

S412040075. 


8412040120 Advises that util response to Item 4.5.3 of Generic Ltr 
83-28, "Reactor Trip Sys Functional Testing Interval, " 
contained entirely in Westinghouse WCAP-10271 re reactor 
protection instrumentation sys, currently under NRC review. 
shipper. J.D. Pacific Oas 8i Electric Co. 84/11/30. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 27748:301. 24X Fiche: 50-275, 84/11/30. 

8412040120. 
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Q412100167 Forwards revised list of major milestones in completion & 
startup schedule for facility. Rev necessary due to delays 
encountered during hot functional testing of sys & 
equipment. Plant will be ready for fuel 1985^ 


SHIFFERiJ.D Pacific Gas &< Electric Co. 
Division of Licensing. 2pp. 27833:009. 
0412100167. 


84/12/05. EISENHUT, D. G. 
24X Fiche: 50-323> 84/12/05. 


8412120157 Forwards updated response to NUREG-0612. "Control of Heavy 
Loads." for Unit 2. Submittal anticipates NRC comments will 
be similar to comments issued for Unit 1. Changes made 
eauivalent to Unit 1 submittal. 

sS^FFER^J D Pacific Gas & Electric Co. 84 / 12 / 05 . KNIGHTON, G. W 
Lictn=ing Branch 3 . 85 pp. 37881 : 058 . 34 X Fiche: 50 - 275 , 84 / 12 / 05 , 

8413120157 . 

8412140220 Notification of 841220 meeting w/util in Dethesda.MD to 
discuss util & Westinghouse info re base plates. Util will 

SCHIERLING. H. ^ Licensing Branch 3. 84/12/06. KNIGHTON. 0. W. 

LicenslirBranch 3. 2p^ 27958:132, 24X Fiche: 50-323. 84/12/06. 

8412140220. 

8412130211 Forwards revised pages from Tables 1 & 3 of internal review 
program final rep t. Requests ack of receipt of matl. Status of 
Dioing & pipe supports review program reported separately. 

SNIFFER. JD Pacific Gas & Electric Co. 84/12/07. KNIGHTON, O^W. 
Licensing Branch 3. 12pp. 27905:236. 24X Fiche: 50-323. 84/12/07. 

8412130211. 

0412270147 Forwards "Diablo Canyon Unit 2 Hot Piping Walkdown Final 
Rept. " Rept provides info requested in Item 5 of License 
Condition 2. C. < 11 >. Final rept for remaining items scheduled 

SNIFFER. J^D. fie Gas &; Electric Co. 84/12/20. KNIGHTON. G. W. 

Licensing Branch 3. Ip. 28079:306. 24 X Fi c h e : 50-323. 84/ 12/20, 

0412270147. 

— B412270150 "Diablo Canyon Unit 2 Hot Piping Walkdown Final Rept," 

Pacific Gas & Electric Co. 94/12/20. 350pp. 28079:307. 24X 

Fiche: 50-323, 84/12/20, 8412270147. 

8412280012 Forwards final rept. "Primary Reactor Containment Integrated 
Leakage Rate Test. " per App U to 10CFR50. Test performed on 
040818-19, Ack of receipt of submittal requested. .. 

j, D Pacific Gas !< Electric Co, 84/12/=.!. KNIGHTON. G. W, 
Licensing Branch 3. Ip. 28111:285. 24X Fiche: 50-323, 84/12/21, 

8412280012, 


— 8412280019 "Primary Reactor Containment Integrated Leakage Rate Test. 

r^pic^ic’ Gas & Electric Co. 84/12/31. 70pp. 28111:286. 24X 

Fiche: 50-323, 84/12/21. 8412280012. 


— 8412200090 Pudi*c version of revised emergency plan implementing 
procedures, including 1.1 re corporate emergency response. 3, 2 
re corporate communications dept. 4, 1 re matls & 4.9 re QA. 

W/Jri Felton 841213 memo. 

* Pacific Gas & Electric Co. 84/10/15. 150pp. 28041:024. 24X 

Fiche 50-275, 84/11/16, 8412200086. 

8412280459 Forwards revised SOPs for San Luis Obispo County nuclear 

power plant emergency response plan. wco mabttm i n 

RAYMOND. W. A. Pacific Gas & Electric Co. 84/11/29. MARTIN. J. B. 

Region 5. Office of Director. Ip. 28133: 138. 24X 

Fiche: 50-275. 84/11/29, 8412280459. 

— 84122B0462 Public version of revised SOPs for San Luis Obispo County 
nuclear power plant emergency response p Ian. W/841219 

gHIppER, J. D. Pacific Gas & Electric Co, 84/10/31. 300pp. 

28133:140, 24X Fi c he: 50-275, 84/ 1 1 /29, 8412280459. 

8412070139 Forwards Pages 1 8. 2 to Emergency Plan Implementing 
Procedure EP G-2S1. "Emergency Organization Call List," 
inadvertently omitted from 841116 update. Ack of receipt of 

SHIFFER?^J. D. Pacific Gas 8. Electric Co. 84/12/04, MARTIN. J.B. 

Region 5, Office of Director. 4pp. 27820:298. 24X 

Fiche: 50-275, 84/12/04, 8412070139. 

8412100216 Ack receipt of 841113 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-275/84-31 & 

50— 323 / 04 *" 3 1 

KIRSCH. D. F. Region 5, Office of Director. 84/12/04. SNIFFER. J. D. 
Pacific Gas Electric Co. Ip. 27835:001. 24X 

Fiche: 50-275, 84/12/04. 8412100216, 

—0412100225 Responds to NRC 840921 Itr re violations noted in Insp Repts 
50-275/84-31 & 50-323/84-31 . Correc t ive actions: fire door 
frames corrected to comply w/design S< installation 

SNIFFER. J. D. Pacific Oas & Electric Co. 84/11/13, MARTIN. J. B. 
Region 5. Office of Director. 3pp- 27835:002, 24X 

Fiche: 50-275, 84/12/04. 8412100216. 

8412280191 Forwards Insp Repts 50-275/84-33 8t 50-323/84-21 on 

840930-1 1 17. No violations noted. « 

KIRSCH. D.F. Region 5, Office of Director. 84/12/06. KIRSCH. U. D. 
Pacific Gas 8-. Electric Co. 2pp. 28128:169. 24X 

Fiche: 50-275. 84/12/06. 8412280191. 

— 8412280199 Insp Repts 50-275/84-33 8; 50-323/84-21 on 840930-1 1 17. No 
violations or deviations noted. Major areas inspected : plant 
operations. conditions & events, hot functional test program, 
startup test program & independent insp. 

MENDONCA, M M , PQLICH, T. J. . HON, A. Region 5, Office of Director. 
mnT/03: 14PP 2eiia; 171. 24X Fiche: 50-275. 84/12/06. 8412280191. 


0412310287 Forwards info re training during low power testing. Post-fuel 
loading initial test program will be conducted per FSAR 
Chapter 14 commitments. Position consistent w/Oenerlc Ltr 
83-24 8< Insp Rept 50-323/84-26. « .• 

SNIFFER. J. D. Pacific Oas 8< Electric Co. 84/12/26. KNIGHTON. G. W. 
Licensing Branch 3. 2pp. 28122:284. 24X Fiche: 50-323. 84/12/26, 

8412310287. 


8412120605 Public version of revised emergency plan implementing 
procedures. including EP 0-2 re establishment of onsite 
emergency organization U EP G-251 re emergency organization 
call list f orm. W/a41207 release memo. « , = 

♦ Pacific Oas & Electric Co. 84/12/07. MARTIN. J, D, Region 5, 
Sfflce oJ Director 127pp. 27912:080. 24X Fi c h e : 50-275. 84/12/07. 

8412120605. 


Safety Evaluation Report (SER). suppls U correspondence 


B412120238 Forwards final rept on allegation review program. Rept 
indicates that review of 581 NRC-resolved allegations 
identified in SBER 26 completed. 

SNIFFER. J.D. Pacific Oas i; Electric Co. 84/12/05. KNIGHTON, O.W. 
Licensing Branch 3. 71pp. 27886:221. 24X Fiche: 50-323. 04/12/05. 

0412120238. 

F. Security, medical, emergency 8< fire protection plans 

8412120554 Revised emergency plan implementing procedures. including EP 
R-1 re personnel injury or illness. EP R-6 re radiological 
fire.EP M-6 re nonrad i olo g ica 1 fire i\ EP G-1 re accident 
classification. W/041025 ltr. Related correspondence. 

SHIFFER.U. D. Pacific Gas & Electric Co. #484 043. 84/10/25. 

400pp. 27914:001. 24X Fiche: 50-275. 84/10/25, 8412120554. 

8412200086 Forwards public version of revised emergency plan 
implementing procedures. including 1.1 re corporate emergency 
response. 3. 2 re corporate communications dept, 4.1 re matls. 

4,9 re QA 2. 2 re emergency training program. . d 

SNIFFER, si, D. Pacific Oas ?< Electric Co. 04/11/16, MARTIN, J.B. 
Region 5. Office of Director. 6pp. 28041:018. 24X 

Fiche: 50-275, 84/11/16, 8412200086. 


B412190386 Forwards "Diablo Canyon Nuclear Power Plant 1984 Emergency 
Preparedness Field Exercise. 841030. Exercise Evaluation 
Rept. " Appropriate protective measures can be implemented by 
offsite jurisdictions. 

KRIMM, R W. Federal Emergency Management Agency. 84/12/1/. 

JORDAN. E.L. Division of Emergency P^^P^rednesslk Engineering 
Response (Post 83010.3). Ip. 28012:190. 24X Fiche; 50-275. 84/12/17. 

8412190386. 


-8412190389 "Diablo Canyon Nuclear Power Plant 1984 Emergency 
Preparedness Field Exercise, 841030, Exerc ise Evaluation 
Rept. " 

# Federal Emergency Management Agency. 84/10/30. 
28012:191. 24X Fiche: 50-275. 84/12/17, 8412190386, 


24pp. 


8412260240 Forwards revised emergency plan implementing procedures, 
including EP OP-O. 1 re reactor trip response & EP RD-15:A re 
sentry post-accident sampling sys - initial actions during 

shipper, J.D. Pacific Gas 8< Electric Co. 84/12/20. MARTIN, J. B. 

Region 5. Office of Director. Ip. 28076:003. 24X 

Fiche: 50-275, 84/12/20. 8412260240. 

— 8412260245 Revised emergency plan implementing procedures. Includ ing EP 
OP-O. 1 re reactor trip response. EP RB-15: A re sentry post- 
accident sampling sys (SPASS) - initial action during 
emergency S'. EP RB-15; B re SPASS reactor coolant sampling. 

* Pacific Gas & Electric Co. 84/12/20. I86pp. 28076:004. 24X 

Fiche: 50-275, 84/12/20. 8412260240. 
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8412260261 Revised Corporate Emergency Response Plan Implementing 
Procedures CERP IP 2 2 6 CHRP IP 4 3i “Radiological Analysis 
& Protection *' W/841220 Itr. 

FUJIMQTO. W, H, , SHIPPER, J D Pacific Gas S; Electric Co 84/12/20 
MARTIN, J D. Region 3, Office of Director 7pp 28058:100 24X 

Fiche: 50-275. 84/12/20, 0412260261. 


G. Adjudicatory correspondence 


8412180362 Order extending time until 850117 for Commission to act to 
revieu ALAB-775, 775A, 776. 781 &< 782. Served on 841217 
CHILK, S, J. Office of the Secretary of the Commission #484 654 
84/12/17 Commissioners. Ip 27999:331 24X 

Fiche: 50-275, 84/12/17. 8412180362. 


8412190256 Order extending time until 841221 for Commission to decide 
whether to review Director's Decisions DD-84-19 S- DD-S4-20, 

Served on 841218. 

CHILK, S. J Office of the Secretary of the Commission #484 682. 
84/12/17 Ip. 28009:033 24X Fiche: 50-275, 84/12/17, 8412190256. 


M, Antitrust correspondence 


8411130418 Forwards License DPR-BO, safety eval uat ion, not i c e of 
issuance !« Amend 17 to Indemnity Agreement B-75. License 
authorizes operation at reactor core power up to 3,338 MWt. 
EISENHUT, D. G. Division of Licensing. B4/11/02. SHIPPER, J. D. 
Pacific Gas it Electric Co. 4pp. 27870.059. 24X 

Fiche; 50-275, 84/11/02, 8411130418. 


— 8412100309 Environ protection plan C nonrad i o 1 og i ca 1 ) for facility, App D 
to License DPR-80. Anti tr os t conditions end 
* NRC - No Detailed Affiliation Given 84/11/30. 20pp. 

27370:073. 24X Fi ch e; 50-275. 84/1 1 /02, 841 1 1 30418, 


Q. Inspection reports, IE Bulletins h correspondence 


0412120105 Final response to FOIA request for NUREG-0a62 investigation. 
Forwards App A documents. Por ti ons of listed App A documents 
completely & partially withheld (ref FQIA Exemption 5) 

Documents also available in PDR. 

FELTON, J. M Office of Administration 84/06/04. REYNOLDS, J. 

Center for Law in the Public Interest. 6pp. 27938:001. 24X 

Fiche; 50-275, 84/06/04, 8412120105. 


— 8412120235 Submits review of investigation reported in NURE0-0B62, 
which consisted of one phase re testimony of PG^tE employees, 

RL Cloud employees St. A6 Norton, atty to PG&E & second phase 
re POStE comment on RL Cloud draft submittals. 

CUMMINGS. J. J. Office of Inspector 8c Auditor. 84/06/04. PALLADINO 
Commissioners. 6pp pp. 27940:006. 24X Fiche- 50-275. 84/06/04. 

8412120105 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc 120pp. 27807:058. 24X Fiche; 50-000. 84/1 1/19, 8411150064. 


8412060S55 Forwards Insp Repts 50-275/84-38 St 50-323/84-25 on 
840917-21 St 1023-26. No violations noted. 

KIRSCH.D.F. Region 5. Office of Director. 84/11/20. SHIPPER. JD. 
Pacific Gas S- Electric Co. Ip, 27825.214. 24X 

Fiche; 50-275, 84/11/20. 8412060555. 


— B412060562 Insp Repts 50-275/84-38 St 50-323/84-25 on 840917-21 & 
1023-26 No violation or deviations noted. Major areas 
inspec ted: mgt policies to assure proper dissemination St 
resolution of info re safety. 

MORRILL. P. J. I DODDS. R. T. Region 5, Office of Director. 84/11/16. 
7pp. 27825:215. 24X Fiche: 50-275, 84/1 1/20, 8412060555. 


8412040102 Forwards Insp Repts 50-275/84-36 St 50-323/84-23 on 
B40B27-1026. No violations noted. 

KIRSCHi D. F. Division of Res ident, Reac tor Project St Engineering 
Programs. 84/11/21. SHIPPER. J.D, Pacific Gas St Electric Co. Ip. 
27748:055. 24X Fiche: 50-275, 84/11/21, 8412040102 


— B412040106 Insp Repts 50-275/84-36 St 50-323/84-23 on 840827-1026. No 
violation noted. Major areas inspec ted : routine followup of 
allegat ions. 

MENDONCA, M. M. , PADDVAN, M. L. . ROSS, T. M. Region 5. Office of 
Director, 84/11/13. 19pp. 27748:056. 24X Fiche: 50-275, 84/ 1 1 /21 , 

8412040102. 


8412070079 Forwards Insp Repts 50-275/84-37 8< 50-323/84-24 on 
841029-1 102. No violations noted. 

WENSLAWSKIi F. A. Region 5, Office of Director. 84/11/21. 
SNIFFER, J.D. Pacific Gas S; Electric Co. 2pp. G7820- 337 24X 

Fiche: 50-275. 84/ 1 1 /2i , 841 2070079. 


— 8412070085 Insp Repts 50-275/84-37 S 50-323/84-24 on 04 1029-1103 fjo 
violation or deviation noted. Major areas inspected, 
organization S< staffing of chemistry S' radiation protection 
dept, Unit 1 startup tests 8, Unit 2 p r eop erat i ona 1 tests. 

GARCIA, E M , YUHAS, G P. Region 5, Office of Director. B4/li/2i 
12pp. 27820:339 24X Pi c h e ’ 50-275, 84/ 1 1 /21 , 8412070079 


8412140260 Forwards Insp Rept 50-323/84-26 on 041022-1109 No violatjo 
noted. 

KIRSCH.D.F. Region 5. Office of Director 84/11/26, SHIPPER, J,D 
Pacific Gas S: Electric Co Ip 27954: 189 24X 

Fiche: 50-323, 84/11/26, 8412140260 


— 8412140267 Insp Rept 50-323/84-26 on 84 1022-1 109. No violation or 
deviation noted. Major areas inspected implementation of 
selected TMI action items required prior to fuel loading 
HON, A., IVEY.K. , KELLUND, G. Region 5, Office of Director. 

84/11/26. 5pp. 27954.190. 24X Pi c h e’ 50-323, 84/ 1 1 /26 , 84 13140360 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of Ne 

York. Inc. 126pp. 27807 179. 24X Fiche: 50-000, 84/1 1 /27, 041131036 


8412100096 Advises that facilities selected for short-term 
determination on whether util implemented effective 
surveillance fcc/or control measures to prevent biofouling per 
IE Bulletin 81-03. Info requested within 30 days. 

KNIGHTON, G W. Licensing Branch 3. 84/11/27. SHIPPER, J D. Pacifi 

Gas 8, Electric Co, 4pp. 27864:355. 24X Fi c h e : 50-275, 84/ 1 1/37, 

B412100096. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J N Division of QA, Safeguards 8, Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc, 

SBpp. 27967 086. 24X Fi c he , 50-000, 84/ 1 1 /30, 84 1 12B0366 . 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 33010.3). 84/11/30. Consolidated Edison Co of Ni 

York. Inc, 116pp. 27965:224. 24X Fi c he , 50-000, 84/11 /30, 04113003: 


8412100132 Responds to IE Bulletin 84-03 re potential for St 
consequences of refueling cavity water seal fai lure. P lant 
seal assembly limits large leak via metal-to-meta 1 contact. 
Gross failures of cavity water seal unlikely. 

BRAND, D A Pacific Gas h. Electric Co. 84/11/30. MARTIN, J.D. 
Region 5, Office of Director. 2pp. 27833' 115. 24X 

Fiche: 50-275, 84/11/30, 8412100132. 


8412030021 IE Info Notice 94-87. "Piping Thermal Deflection Induced \ 
Stratified Flow." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103), 84/12/03 Consolidated Edison Co, of Ni 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, B4120300: 


9412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of Ni 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03. B4120300; 


8412100216 Ack receipt of 841113 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-275/84-31 & 

50-323/84-31. 

KIRSCH.D.F. Region 5, Office of Director. 84/12/04, SNIFFER, J.D 
Pacific Gas &• Electric Co. Ip. 27835:001. 24X 

Fiche: 50-275. 84/12/04, 8412100216. 


— 8412100225 Responds to NRC 840921 Itr re violations noted in Insp 
50-275/84-31 & 50-323/84-31. Corrective actions:fire door 
frames corrected to comply w/design & installation 
requirements. 

SHIPPER, J.D. Pacific Gas «< Electric Co. 84/11/13. MARTIN.J.B- 
Region 5. Office of Director. 3pp. 27835:002. 24X 

Fiche: 50-275. 84/12/04, 3412100216. 


8412280191 Forwards Insp Repts 50-275/84-33 50-323/84-21 on 

840930-1 1 17. No violations noted. 

KIRSCH.D.F. Region 5, Office of Director. 04/12/06. KIRSCH.J. D. 
Pacific Gas Electric Co. 2pp. 28128:169. 24X 

Fiche; 50-275, 84/12/06. 8412280191. 
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— B412280199 Insp Repts 50-275/84-33 i' 50-323/84-21 on 040930 1117 No 
violations or deviations noted. Major areas i nsp ec ted : p la nt 
operations, conditions Zt events, hot -Functional test program, 
startup test program t* independent insp 

MENDDNCA. M. M . RADOVAN. T J. , ROSS.T M Region 5. Office of 
Director 34/12/03. 14pp. 28128 171. 24X Fiche. 50-275. 04/12/O&. 

0412280191. 


B412100202 Informs that potentially reportable condition re chloride 
contamination of RGB. in 1 1 ia 1 1 y reported on 841024 does not 
meet rep o r tabi 1 i ty criteria of 10CFR50. 55(e). No RCS damage 
sustained. 

SHIFFER.J. D Pacific Gas & Electric Co, 84/11/30. MARTIN. J. Q. 
Region 5. Office of Director. Ip. 27835:007. 24X 

Fiche: 50-323, 84/11/30, 8412100202. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsens i t i I e d 31i Stainless Steel. " Svc list end. 

JORDAN. E. L Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co of Neiu 

Vorki Inc. 118pp. 27966:332. 


24X Fiche' 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Eguipment " Svc list encl, 

JORDAN. E L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07 Consolidated Edison Co of New 

York. Inc 114pp. 27966:215. 24X Fiche' 50-000, 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Bvc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10 Consolidated Edison Co. of New 

York, Inc 116pp 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594 


T. Hearing transcripts on non-anti trus t matters 


B412120105 Final response to FOIA request for NUREG-0862 investigation. 
Forwards Ap p A documents. Portions of listed App A documents 
completely 8.. partially withheld (ref FOIA Exemption 5). 

Documents also available in PDR. 

FELTON, J. M. Office of Administration. 04/06/04, REYNOLDS, J. 

Center for Law in the Public Interest. 6pp. 27938:001. 24X 

Fiche: 50-275, 84/06/04, 8412120105. 


— 0412120248 Marked-up sanitized transcript of 811222 closed meeting in 
Washington, DC re Exemption 5 briefing on investigation & 
proposed enforcement action. Pp i-126. 

Commissioners. 81/12/22. 27pp. 27940:012. 24X 

Fiche: 50-275, 84/06/04, 8412120105, 


V. Operator Examinations 


B412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. tl9pp. 28123:131. 24X Fi c he- 50-000. 84/12/ 17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X F ic he : 50 - 000 . 84/12/ 1 7, 8412120547. 


8412310287 Forwards info re training during low power test ing. Post-fuel 
loading initial test program will be conducted per FSAR 
Chapter 14 commitments. Position consistent w/Generic Ltr 
83-24 8t Insp Rept 50-323/84-26. 

SHIPPER, J. D Pacific Oas & Electric Co. 84/12/26. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28122:284. 24X Fi c he : 50 - 323 , 84/ 12/26, 

8412310287 


8412310304 Informs that reevaluation of masonry walls in accordance w/ 
IE Bulletin 80-11 criteria completed it resulting mods 
issued for c onst. Masonry wall mods will be completed prior 
to fuel load Receipt ack requested. 

SHIFFER.J. D. Pacific Oas S: Electric Co. 84/12/26. KNIGHTON. 0. W 
Licensing Branch 3. Ip. 28121:352 24X Fi c he : 50-323. 84/ 1 2/26. 

8412310304. 


8412100167 Forwards revised list of major milestones in completion & 
startup schedule for facility. Rev necessary due to delays 
encounte. ed during hot functional testing of sys 8< 
equipment. Plant will be ready for fuel load by Feb 1985. 

SHIPPER, J, D. Pacific Oas S: Electric Co, 04/12/05. EISENHUT. D. 0. 
Division of Licensing. 2pp. 27835:009. 24X Fiche: 50 — 323. 84/12/05, 

8412100167. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 2 
F. Security, medical, emergency St fire protection plans 


8412010138 Suppls response to Insp Repts 50-324/83-26 St 50-325/83-26 re 
incomplete revised fire protection sys drawings & procedures 
due to unexpected scope of project S; vol of outage— related 
work. Comp letion anticipated by 850315. 

DIETZ. C.R. Carolina Power ^ Light Co, 84/07/09. O'REILLY. J. P. 
Region 2. Office of Director. Ip. 27709:360. 24X 

Fiche: 50-324, 84/07/09. B41201013S. 


8412060510 Ack receipt of B41004 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/84-17 8t 
50-325/84-17. 

OLSHINBKI. J. A. Region 2, Office of Director. 84/11/02. UTLEY, E.E. 
Carolina Power Ik Light Co. Ip. 27825:163. 24X 

Fiche-: 50-324, 84/11/02, 8412060510. 


8412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP rat ing s . answers to memo ik updated SALP summary ratings. 

MARTIN. J. e. Region 5, Office of Director, 04/12/26. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche; 50-000, 84/12/26, 8412310326. 


--8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP ratings. Up dated SALP ratings 8t responses to 
Questions 4 !k 5 needed by 841226. W/o encl. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/12/21, MURLEY. T. E, Region 1. Office of Director. 

O'REILLY, J. P. Region 2, Office of Director. KEPPLER. J. 0. Region 
3; Office of Director, 5pp. 28121:340 . 24X Fiche : 50-000, 

84/12/26, 8412310326. 


R. Periodic operating reports 8< related correspondence 


8412310202 Forwards "Discharger Self-Monitoring Rept, " for month of 
Nov 1984. Abnormal effluent of oily water separator on 
841123 discussed. 

THQRNBERRY. R, C. Pacific Gas & Electric Co. 84/12/18. JONES. K, R. 
California, State of. 2pp. 28135:126, 24X Fi ch e : 50— 275, 84/12/18. 

B412310202. 


— 8412310208 "Discharger Self-Monitoring Rept," for month of Nov 1984. 
e- Pacific Oas «< Electric Co. 84/11/30. 8pp. 28135:128. 24X 

Fiche: 50-275, 84/12/18,8412310202. 


S. Reportable occurrences, LERs & related correspondence 


— 8412060521 Responds to NRC 840906 ltr re violations noted in Insp Repts 
50/324/84-17 & 50-325/84-17. Correc t ive ac tions; agreement 
Itrs fk procedure revised & will be sent for review to site 
emergency coordinator. 

DIETZ. C.R. Carolina Power & Light Co. 84/10/04. 0 'REILLY* J. P. 

Region 2, Office of Director. 5pp. 27825:164. 24X 

Fiche: 50-324, 84/11/02, 8412060510. 


— 8412060537 Notice of violation from insp on 840709-13. 

* Region 2, Office of Director. 84/09/06. 2pp. 27825:171. 24X 

Fiche: 50-324. 84/11/02, 8412060510. 


—8412060543 Insp Rept 50-324/84-17 & 50-325/84-17 on 840709-13. 
Noncompliance noted: fai lure to renew Itrs of agreement 
w/some of offsite support groups 8< failure to provide for 
issuance of min protective action recommendation. 

KREH, J. L. , CLINE. W. E. Region 2, Office of Director. 84/00/29. 
Itpp. 27825:173. 24X Fiche: 50-324, 84/1 1/02. 8412060510. 


8412060330 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase rel iab i 1 ity. Access to phones requested. 
VERRELLI. D. M. Region 2, Office of Director. 04/11/14, UTLEY. E. E. 
Carolina Power 8< Light Co, 2pp. 27826: 134. 24X 

Fiche: 50-000, 84/11/14, 8412060330, 


8412190213 Forwards Rev 9 to Industrial security plan. Rev withheld 
(ref 10CFR2. 790 8< 73.21). 

HOWE. P. W. Carolina Power S: Light Co. 84/11/21. 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 28008:057. 24X 

Fiche; 50-324, 84/11/21. 8412190213. 


8412110006 Summarizes 841124 malfunction of turbine control sys 
resulting in opening of 10 to 35/i steam dumps due to sudden 
load re ject ion, Safety injection signal caused ECCS to 
initiate discharge to RCS. 

THORNBERRY, R. C. Pacific Gas & Electric Co. 04/11/26, QRIAM. W, San 
Luis Obispo, CA. 2pp. 27092:263. 24X Fiche: 50-275, 84/11 /26, 

8412110006 . 


8412170505 Forwards "Conformance to Reg Guide 1, 97, Brunswick Steam 
Electric Plant Units 1 & 2, " covering emergency response 
capability interim rept. 

VASBALLOi D. 0. Operating Reactors Branch 2, 84/11/23. UTLEY. F. E. 

Carolina Power & Light Co, 2pp. 27970:296. 24X 

Fiche-; 50-324, 84/11/23. 8412170505. 
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— S412170508 "Conformance to Reg Guide 1 97 j B runswic k Steam Electric 
Plant Units 1 & 2i " interim rept covering emergency response 
capab i 1 1 ty . 

TAUFIKiM. S. EG^O. Inc. 84/10/30 NRC - No Detailed Affiliation 
Given. 15pp. 27970.278 24X Fic he: 50-324, 84/1 1 / 23 , 8412170505 


841218016S Revised emergency procedures, includ ing PEP-03 9.6 re search 
& rescue. PEP-03 3.5 re emergency radiation work permits, 

PEP-02.6.21 re emergency communicator PEP-02. 6 16 re 
emergency response manag er. W/undated Itr. 

HOWE. P. W, Carolina Pouer S. Light Co. 84/1 1/2S. 0 'REILLY, J. P. 

Region 2, Office of Director, 40pp. 27961:029 24X 

Fiche: 50-324, 84/11/28, S4121S0168. 


8412110395 Forwards Rev 2 to Procedure App UA-28 6-4. "Brunswick Plant 
Annunciator Procedure," Procedure 39-1-Al. "Brunswick Steam 
Electric Plant Instructor Lesson Plan" Sr Rev 1 to Procedure 
SD-57. "Seismic Monitoring Sys. “ 

ZIMMERMAN. S. R. Carolina Power & Light Co. 84/12/05. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 27851: 198. 24X 

Fiche: 50-000. 84/12/05. 8412110395. 


— 8412110398 Procedure 39-1-Al. ‘‘Brunswick Steam Electric Plant 
Instructor Lesson Plan. " 

* Carolina Power S< Light Co. 84/02/10. 4pp, 27851:203. 24X 

Fiche: 50-000. 84/12/05, 8412110395. 


— 8412110399 Rev 1 to Procedure SD-57, "Seismic Monitoring Sys. " 

* Carolina Power Light Co. 81/12/22. 20pp. 27851:207. 24X 

Fiche • 50-000. 84/12/05, 84121 10395. 


P. Operating license stage documents & correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qual if ication program SERs. 

KARSCH. R. □. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment, 3pp. 
27783:310. 24X Fiche: 50-000. 84/11/26. 8412050542. 


8412050177 Remits fee for 840925 application re spent fuel pool mods, 
per S41106 request. 

ZIMMERMAN, S. R. Carolina Power 8 e Light Co. 84/11/30. DIGGS. R.M. 
License Fee Management Branch. Ip. 27773:120. 24X 

Fiche: 50-324, 84/11/30, 8412050177. 


— 8412120550 Amends 78 & 105 to Licenses DPR-71 & DPR-62, respocti'* 
revising Tech Specs 3.3 1 3. 3. 2 to allow alternative 

actions rather than placing inoperative channel in tripped 
condi tion. thereby causing trip function. 

VASSALLQ, D B. Operating Reactors Branch 2. 84/12/04, llpf 

27913 050 24X Fiche: 50-324, 84/12/04, 8412120546, 


— 8412120553 Safety evaluation supporting Amends 78 & 105 to 
DPR-7i & DPR-62, resp ec 1 1 VB 1 y , 

* Office of Nuclear Reactor Regulation, Director. 84 / 12/04 
27913:061. 24X Fi c h e ; 50-324, 84/ 1 2/04. B4121 20546. 


8412140185 Application for amend to Licenses DPR-62 St DPR-72, c hang i 
Tech Specs re dc sys design & load profiles. Fee paid, 

CUTTER, A. B. Carolina Pouer & Light Co. 84/12/10. VASSAl_LO, D 
Operating Reactors Branch 2 2pp. 27920. 152. 24X 

Fiche. 50-324, 84/12/10, 8412140185. 


— B4121401B9 Proposed Tech Specs re dc sys design 8 < load profiles 
* Carolina Power 8 < Light Co. 84/12/10. 30pp. 27920. 1 54, ’ 

Fiche 50-324. 84/12/10, 8412140185. 


8412170047 Responds to Generic Ltr 84-23 request for description 
plans schedule for implemention of three potential 
improvement categories for BWR water level measurement & 
instrumentation sys. Plans will be submitted by 851231. 

CUTTER, A. B. Carolina Pouer U Light Co. 84/12/10. EISENHUT, H - 
Division of Licensing. Ip. 27937 025. 24X Fi c he : 50-324 . 84 / I L' ' S 
8412170047. 


8412310415 Forwards list of open items for plants required to 
75% of open items (as of 840701) by 850701 . Safety 
evaluations for subj plants should be considered priority 
i terns. Cone urrence w/open items requested. 

EI3ENHUT, D. G. Division of Licensing. 04/12/18. SPEIS, T. P. 
Division of Safety Technology. VOLLMER,R.H. Division aP 
Engineering. BERNERO, R, Division of Systems Integration (pt}«e 
311005). 44pp. 28152:217. 24X Fiche : 50-000, 84/12/10, 84 1 2311)4 ) 


8412310298 Requests rev to NRC 840918 SER re containment purge f-, 
valve operability. SER should be revised to permit 
reenergizing 4-inch valves & removal of mechanical limits on 
8 — inch valve, based on Posi— Seal Inti, Inc analysis. 

CUTTER, A. B. Carolina Pouer & Light Co. 84/12/21, VAS3ALL0, f> V 
Operating Reactors Branch 2 . 3pp. 28123:085. 24X 

Fiche: 50-324, 84/12/21, 8412310298. 


8412050394 Forwards proposed plan for implementation of long-term 
integrated mod program for scheduling plant mods per Generic 
Ltr 83-20. 

CUTTER, A B. Carolina Pouer it Light Co. 84/11/30, VASSALLO, D. B. 
Operating Reactors Branch 2. I 6 pp 27773:241. 24X 

Fiche: 50-324, 84/11/30, 8412050394. 


8412310302 Forwards "Reactor Containment Bldg Integrated Leak 
Test, Sept 1984. " Results of leak rate test performed 
discussed. 

ZIMMERMAN. S. R. Carolina Power & Light Co. 84/12/21. DENTON, m , 
Office of Nuclear Reactor Regulation, Director. Ip. 2 Bl 22 ;aOj 
Fiche: 50-324, 84/12/21, 8412310302. 


8412060299 Responds to 841022 telcon request for info on Questions 2,3 
& 4 raised in 840507 ltr re environ quali f ication of safety- 
related electrical equipment. Steps taken to identify 
equipment par 10CFR50. 49(b ) ( 2 ) listed. 

CUTTER, A B. Carolina Pouer & Light Co. 84/11/30. VASSALLO, D B. 
Operating Reactors Branch 2 2pp. 27791:021. 24X 

Fiche: 50-324, 84/11/30, 8412060299. 


8412120530 Forwards Amends 79 Sc 106 to Licenses DPR -71 5 , DPR-62, 
respectively & safety evalua tion. Amends revise Tech Spec 
Table 1 2 to define operational conditions & allow use of 
reactor mode switch. 

GROTENHUIS, M. Operating Reactors Branch 2. 84/12/04. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 27913:071. 24X 

Fiche: 50-324. 84/12/04, 8412120530. 


—8412120533 Amends 79 it 106 to Licenses DPR-71 & DPR-62, respectively, 
revising Tech Spec Table 1.2 to define operational 
conditions Si allow use of reactor mode switch. 

Operating Reactors Branch 2. 84/12/04. Spp. 

27913:073. 24X Fich e: 50-324, 84/12/04, 8412120530. 


■8412310307 "Reactor Containment Bldg Integrated Leak Rate Test. 
Sept 1984. " 

BLESSING, J , SHIRK, R. E. , BLINSON, M. Oi 1 b er t /Commonwea 1 t h , 
(formerly Gilbert Associates, Inc. ). 84/09/30. 51pp 201k“ ' 

24X Fiche; 50-324, 84/12/21, 8412310302. 


Q. Inspection reports, IE Bulletins 8 < correspondence 


8412010138 Suppls response to Insp Repts 50-324/83-26 50-325/0 ^ 

incomplete revised fire protection sys drawings it procedures 
due to unexpected scope of project S; vol of outage-rela ted 
work. Completion anticipated by S50315. 

DIETZ, C.R. Carolina Pouer & Light Co. 84/07/09, □'REILLY,,/ P 
Region 2 , Office of Director. Ip. 27709:360, 24X 

Fiche: 50-324, 84/07/09, B412010138. 


8412060510 Ack receipt of 841004 ltr informing NRC of steps 
correct violations noted in Insp Repts 50-324/84-17 
50-325/04-17. 1 / 

OLSHINSKI , J. A. Region 2 , Office of Director. 84/11/02 
Carolina Power it Light Co. Ip. 27825; 163. 24X 

Fiche: 50-324, 84/11/02, 8412060510. 
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-**8412060537 Notice of violation from insp on 840709-13^ 

# Region 2. Office of Director. 84/09/06. 2pp. 27025. 171. 24X 

Fiche. 50-324. 84/11/02. 0412060510. 

—8412060543 Insp Kept 50-324/04-17 & 50-325/84-17 on 840709-13, 
NoncompUance noted: fai lure to renew Itrs of agreement 
uj/some of offsite support groups & failure to provide for 
ic^Liance of nin orotective action recommendation. 

KREH. J. L. . CLINE. W. E. Region 2, Office of Director. 84/00/29. 

11pp. 27825:173. 24;< Fi c he : 50-324, 84/ 1 1 /02* 84 1 20605 10. 

0412280339 Forwards Insp Rept 50-324/84-28 on 840910-11 & 18-24. No 

violations or deviations noted kti pv p f 

VERRELLI.D M Region 2. Office of Director. 84/11/08 UTLEY. E. E. 
Carolina Pouter & Light Co. 2pp 28124.085. 24X 

Fiche: 50-324. 84/11/08. 8412280339. 

—8412280349 Insp Rept 50-324/84-28 on 840910-11 & 18-24, No violations or 
deviations noted. Major areas inspected: containment 
integrated leak rate test witnessing & review of associated 

WHITENERfH^L!"’. JAPE, F. Region 2, Office of Director. 84/11/07. 

Bpp, 28124:087. 24X Fiche: 50-324. 84/1 1/08, 8412280339. 

8412010142 Submits supplemental response to IE Bulletin 83-07, 

"Apparently Fraudulent Products Sold by Ray Miller, Inc. No 
Ray Miller, Inc supplied natls identified since 840601 Itr. 

Supplemental receipt insp program f '"P n,pPTriv J P 

CUTTER, A, B. Carolina Power & Light Co. 84/11/09. 0 REILLY, J. P. 

Region 2, Office of Director. 2pp. 27710:359. 24X 

Fiche: 50-000, 84/11/09, 8412010142. 

8411150064 IE Info Notice 84-83, "Various Battery Problems.'* Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc 120pp. 27807:058. 24X Fi c he: 50-000, 84/1 1 / 19, 841 1 1 50 


150064, 


3412270627 Forwards Insp Repts 50-324/84-32 & 50-325/84-32 on 

841029-1101. No violation or deviation noted. (jTi FV FE 

VERRELLl , D. M. Region 2, Office of Director. 84/11/23. UTLEY. E. t. 
Carolina Power & Light Co. 2pp. 28113:143. 24X 

Fiche: 50-324, 84/11/23, 8412270627. 


-8412270628 Insp Repts 50-324/84-32 & 50-325/84-32 on 841029-1101 
violation or deviation noted. Major areas inspected: 
inservice insp, work 6< work activities, inservice insp 
procedures welding activities. , . 

. . A.^r- t < o. Director 


No 


procedures it welding activities. , . oAvn/on 

COLEY, J L. , BLAKE. J.J. Region 2, Office of 84/11/20. 

7pp. 28113:145. 24X Fiche: 50-324, 84/1 1/23, 8412270627. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. 

Svc list end. 

<Po,?‘B3oia3,°' o. n.. 

York, Inc. Uipp. 27965:224. 24X Fi che : 50 - 000 , 04/11 /30, 8411 280370. 

8412050264 Responds to NRC Itr re violations noted in Insp Repts 
50-324/84-30 8, 50-325/84-30 Corrective ac t i ons : r evi ew of 
HPCI, LPCI , RCIC it core spray sys conducted to identify 
automatic valves. Plant procedures ^ n.ocri . v ip 

DIETZ. C.R, Carolina Power Light Co, 84/11/30 0 REILLY, J. 

Region 2, Office of Director, 5pp- 27773: 144. 24X 

Fiche: 50-324, 84/11/30, 8412050264. 

8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end- , 

JORDAN. E L. Division of Emergency ^ 

Response (Post 830103). 84/12/03. Consolidated Edison Co of New 

York, Inc. 117pp. 27965:340. 24X F i c he • 50 - 000 , 84/12/03, 8412030021 . 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 

Svc list end. , r- j 

JORDAN, E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche : 50 - 000 , 84/12/03, 8412030028. 

8412310423 Ac k receipt of 841121 Itr ^^^ovfning mc of steps taken to 
correct violations noted in Insp Repts 50-325/84-27 & 

VERRELLI^^D. M. Region 2, Office of Director. 84/12/03. UTLEY, E. E. 
Carolina Power U Light Co. Ip. 28136:036. 24X 

Fiche: 50-324, 84/12/03, 8412310423. 

—8412310430 Responds to NRC 841015 Itr re violations noted in Insp Repts 
50-325/84-27 & 50-324/84-27. Corr e c t ive actions: operations 
personnel directed to use formal communication channels 
when obtaining engineering evaluations. n'RFiLLY, JP 

DIETZ, C.R. Carolina Power & Light Co. 84/11/21. D REILLY, J. 

Region 2, Office of Director. 3pp. 28136:037. 24X 

Fiche: 50-324, 84/12/03, 8412310423. 

— 0412310434 Forwards Insp Repts 50-324/84-27 & 50-325/84-27 on 

840815-0915 & notice of violation. im fv f f 

VERRELLl. D.M. Region 2, Office of Director ^4/10/15, UTLEY, E. E. 

Carolina Power it Light Co. 2pp. 28136:040. 24X 

Fiche: 50-324, 84/12/03,8412310423. 

— B412310437 Notice of violation from insp on 

* Region 2, Office of Director. 84/10/15, Ip. 28136,042. 24X 

Fiche: 50-324, 84/12/03, 8412310423. 


8412280120 Forwards Insp Repts 50-325/84-33 8t 50 32^84-33 on 

841029-1102. No violations or deviations « UTLFY E E 

VERRELLl, D. M. Region 2, Office of Director. 84/11/23. UTLEY, E. E. 

Carolina Power tt Light Co. 2pp. 28128:346. 24X 

Fiche: 50-324, 84/11/23, 8412200120. 

—8412280129 Insp Repts 50-325/84-33 & 50-324/84-33 on 841029-1102. No 
violation or deviations identified. Major areas inspected, 
electrical ma int, i nstr umentati on & controls maint, e lectr leal 
equipment qualification & unit electrical interties. 

HUNT;m D. . CONLON.T.E. Region 2. Office of Director. 84/11/19. 
Bp^ 28128:348. 24X Fiche: 50-324. 84/11/23, 8412280120. 

3412210117 Responds to IE Bulletin 84-03. "Refueling Cavity Water 
Seal." Gross failure of seal not credible accident for BWR 
due to design differences between PWR & BWR. „,oe-Ti,v i p 

CUTTER, A. B, Carolina Power it Light Co. 84/11/26, 0 REILLY, J. P. 

Region 2, Office of Director, 2pp. 28036:031. 24X 
Fiche: 50-324, 84/11/26, 8412210117. 

8412210138 Provides supplemental response to IE Bulletins 79-02,79-07 
jj 79-14 re CRD support sys, anchor bolt insp <« other support 
sys. Anchor bolt insps comp leted. Insta Uation of long-term 

f ixes continuing. n,oFTi i v j p 

CUTTER, A. B, Carolina Power & Light Co. 84/11/26. 0 REILLY, J. P. 

Region 2, Office of Director. 4pp. 28035:164. 24X 

Fiche: 50-324. 84/11/26, 8412210138. 

8411210360 IE Info Notice 84-84, “Deficiencies in Ferro-Resonant 
Transformers. " Qvc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fi c he; 50-000, 84/1 1 /27, 841 1210360. 

8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
-pr^oom Generators, " Svc list encl, 

QRAcLj. N. Division of QA, Safeguards it Inspection 

B30103). 84/11/30. Consolidated Edison Co. New York, Inc. 

BBpp. 27967:096. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


8412310446 Insp Repts 50-324/84-27 & 50-325/84-27 on 840815-0915, 

Noncompliance noted : inadequate iOCFRSO. 59 r evi ew of c or e 
spray pump operability w/rain flow valves deenergized closed. 
MYFrLdo , GARNER. L.U., HICKS, T, E. Region 2, Office of Director. 

84/10/10. 11pp. 28136:043. 24X F i che : 50-324, 84/12/03, 8412310423. 

B4120500B1 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list . 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
oaer^nnsei (Post 830103) 84/12/07, Consolidated Edison Co. of New 

Yo^k Inc Happ 27966 332 24X Fiche: 50-000. 84/12/07. 8412050081. 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
oaeunneis (PD«t 830103) 84/12/07, Consolidated Edison Co. of New 

Yo;5 Inc U 4 P? 27966 2i5 24X Fiche: 50-000, 84/12/07, 8412050090. 

8412060594 IE Info Notice 84-91, "(iC Problems of Meteorological 
Measurements Programs " Svc list e^icl. - - j 

JORDAN, E.L, Division of Emergency Preparedness & Engineering 
DacnnriKB 830103) 84/12/10. Consolidated Edison Co. of New 

^ork Jnc lLp? 28032^30 24X Fiche: 50-000. 84/12/10, 8412060594. 

8412130223 Requests mod to 840601 & 1009 responses to Generic Ltr 84-11 
re lOSCC insp on BWR stainless steel pi pe. Commitment to 
perform visual exam for leakage during each plant outage 
involving containment deinertment not now feasible. 
ruTTFRj A B Carolina Power (k Light Co, 84/12/10, EI3ENHUT, D, G. 
DivUlan of Lit^nolng, 27903:333. 24X Flch.: 30-324, 84/12/10, 

8412130223, 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. , - . 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Re^nons# (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc 119pp. 20123:131. 24X Fiche: 50 - 000 . 84/12/17, 8412120541. 
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3412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. ' Svc list encl 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 94/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 2B124 001, 24X Fiche 50-000.84/12/17.8412120547 


8412310295 Responds to IE Bulletin 0O~1I re masonry wall design. Total 
of 20 walls will require upgrading to meet code 
requirements. including ii walls identified in 940427 Itr 
CUTTER. A. D Carolina Power & Light Co. 94/12/21. YASSALLO. D B. 
Operating Reactors Branch 2 2pp 28121.359 24X 

Fiche' 50-324, 84/12/21, 8412310295 


R- Periodic operating reports & related correspondence 


9412110204 Monthly operating repts for Aug 1984 W/840904 Itr 
HARRISON, F,. DIETZ, C R. Carolina Power & Light Co 84/09/31. 
DEYOUNG. R.C. Director's Office, Office of Inspection and 
Enforcement. 15pp. 27893:117 24X Fi ch e • 50-324, 84/08/31 , 

0412110204 


9412130421 Forwards monthly operating repts for Oct 1984. Gross thermal 
energy generator incorrect due to apparent software problem. 
Corrected rept will be forwarded upon reso lution. Error does 
not affect other rept parameters. 

DIETZ, C.R. Carolina Power &: Light Co. 84/11/07 DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip 
2791&: 1B7 24X Fi c h e : 50-324. 94/1 1 /07, 04121 30421. 


B412130427 Monthly operating repts for Oct 1984. 

HARRISON. F Carolina Power & Light Co. 04/10/31 12pp 
27916:188 24X Fi c h e : 50-324. 84/ 1 1 /07. 84 12130421 . 


S. Reportable occurrences, LERs &< related correspondence 


8412030519 R0-2-B4— 12. on 841024. automat i c reactor protection sys high 
pressure scram occurred when MSIVs closed on Group 1 
isolation s i gna 1 - Invas t i g a t i on still in progress LER will be 
delayed until 841214. 

DIETZ, C.R. Carolina Power & Light Co. 04/11/21 Record Services 

Branch (Document Control Desk) Ip. 27735:169. 24X 

Fiche: 50-324, 84/11/21. 8412030519. 


8412010063 NPDES noncompliance noti f i ca t i on: on 841116, unit operated w/ 
less than two fine mesh screens Caused by Pump 2B trip due 
to failure of main bearing on screen rotating shaft. Bearing 
repaired. Since 841010, rout ine maint performed on screens. 

STARKEY. R, B. Carolina Power Light Co. 84/11/26 WAKLID, C. North 
Carolina, State of. Ip. 27704 329 24X Fiche : 50-324, 84/ 11 /26, 

8412010063. 


0412270570 LER 04—016—00: on 841115. reactor water cleanup sys primary 
containment isolation valve 2-G31-F004 would not close. 

Caused by insufficient spring tension on valve motor torque 
switch closing con tac t s . Swi tch es rep laced. W/B41214 Itr. 

PASTUAi M. J. , DIETZ. C. R, Carolina Power Light Co 84/12/14. 2pp 
28113:152. 24X Fl c he : 50-324, 84/ 12/ 1 4, 8412270570. 


8412270579 LER 84-012-00: on 041024, automatic reactor scram occurred due 
to high reactor pressure resulting from unit primary 
containment Group 1 isolation. Caused by main steam line high 
flow sp i k e. Setp o i nts reevaluated. H/841214 Itr. 

PASTVA. M. J , DIETZ, C.R. Carolina Power & Light Co. 84/12/14. 

O 'REILLY, J. P, Region 2, Office of Director. 3pp. 28113:311 24X 

Fiche: 50-324. 84/12/14, 8412270579. 
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F. Security, medical, emergency & fire protection plans 


8412010138 Suppls response to Insp Repts 50-324/83-26 & 50-325/83-26 re 
incomplete revised fire protection sys drawings & procedures 
due to unexpected scope of project & vol of outage-related 
work. Comp 1 et ion anticipated by 850315, 

DIETZ, C.R Carolina Power & Light Co. 84/07/09, O'REILLY, J, P. 
Region 2, Office of Director. Ip. 27709:360. 24X 

Fiche: 50-324, 84/07/09. 8412010138. 


8412060510 Ack receipt of 841004 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/84-17 & 

50-325/84-17. 

OLBHINEKI, J. A. Region 2, Office of Director. 84/11/02. UTLEY. E. E. 
Carolina Power & Light Co. Ip, 27825:163. 24X 

Fiche: 50-324, 84/11/02, 8412060510. 


— 8412060521 Responds to MRC 840906 Itr re violations noted m Ins; f- 
50/324/04-17 50-325/34-17 Corrective ac 1 1 ons. agreement 

Itrs 8< procedure revised 8. will be sent for review to site 
emergency coordinator 

DIETZ. C.R Carolina Power 8. Light Co 84/10/04 O'REIlLY.jp 
Region 2. Office of Director 5pp 27025; 164 24X 

Fiche' 50-324, 84/11/02, 8412060510 


— 8412060537 Notice of violation from insp on 840709-13 

* Region 2, Office of Director 84/09/06, 2pp 27825 I7i 
Fiche : 50-324. 84/11/02, 8412060510 


--B412060543 Insp Rept 50-324/8^-17 ?< 50-325/84-17 on 040709-13 
Noncomp I lance noted . fa i 1 ur e to renew Itrs of agreement 
uj/some of offsite support groups 8, failure to provide for 
issuance of nin protective action rec oimmend a 1 1 on. 

KREH, J L Region 2, Office of Director, 84/08/29 llpp 
27825.173. 24X Fi c h e . 50-324, 84/ 1 1 /02, 84 1 206051 O. 


8412060330 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase reliability Access to phones requested. 
UERRELL I , D, M, Region 2, Office of Director 84/11/14 UTLEV.E* 

Carolina Power ir Light Co 2pp 27826 134, 24X 

Fiche: 50-000, 84/11/14. 8412060330 


0412190213 Forwards Rev 9 to industrial security plan. Rev withheld 
(ref 10CFR2, 790 & 73 21 ) 

HOWE. P. W. Carolina Power S: Light Co 84/11/21. O'REILLY.JP 
Region 2. Office of Director Ip 28008:057. 24X 

Fiche: 50-324. 84/11/21. 8412190213. 


8412170505 Forwards "Conformance to Reg (Juide 1 . 97, Dr un sw i c k Bteai 
Electric Plant Units 1 8< 2. " covering emergency response 
capability interim rept. 

UASSALLO, D D. Operating Reactors Branch 2. 04/11/23. UTLEV. F F 

Carolina Power tt Light Co. 2pp 27970,296. 24X 

Fiche: 50-324, 84/11/23, 8412170505. 


8412180168 Revised emergency p roced ur e s , i nc 1 u d in g PEP-03.9.6 re seirr 
Zt rescue, PEP-03. 3, 5 re emergency radiation work permits. 

PEP-02. 6. 21 re emergency communicator PEP-02. 6, 16 re 
emergency response manager. W/undated Itr. 

HOWE, P. W. Carolina Power 8, Light Co 84/11/28. □ 'REILLY, J,P 

Region 2. Office of Director. 40pp. 27961.029. 24X 
Fiche: 50-324. 84/11/28. S41218016S 


8412110395 Forwards Rev 2 to Procedure App UA-2B 6-4, "Brunswick F]*" 
Annunciator Procedure." Procedure 39-l-Al< "Brunswick Steam 
Electric Plant Instructor Lesson Plan" & Rev 1 to Procedure 
SD-57, "Seismic Monitoring Sys " 

ZIMMERMAN, S R, Carolina Power & Light Co. 34/12/05. VARGA, S A 
Operating Reactors Branch 1. Ip. 27851.198. 24X 

Fiche: 50-000, 84/12/05, 8^121 10395. 


— 8412110397 Rev 2 to Procedure App UA-2S 6-4, "Brunswick Plant 
Annunciator Procedure." 

* Carolina Power S: Light Co. 84/12/05, 4pp. 27 851:199, 24il 

Fiche: 50-000, 84/12/05, 84121 10395. 


-8412110398 Prbcedure 39-1-Al, "Brunswick Steam Electric Plant 
Instructor Lesson Plan. " 

* Carolina Power & Light Co. 84/02/10 4pp. 27851:203 24( 

Fiche: 50-000, 84/12/05, 8412110395, 


■8412110399 Rev 1 to Procedure SD-57, "Seismic Monitoring Sijs." 
* Carolina Power & Light Co. 81/12/22. 20pp. 278 51:207, 

Fiche: 50-000, 84/12/05, 8412110395. 


P. Operating license stage documents S: correspondence 


8412050542 Submits equipment qualification program status rept fort, 
ending 841116. Encl list documents status of equipment 
qualif ication program SERs. 

KARSCH, R. 0, Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3(pp, 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


B4120S0177 Remits fee for 840925 application re spent fuel pool modi 
per 841106 request. 

ZIMMERMAN, S. R. Carolina Power h. Light Co. 84/11/30. DIGGS, R.h 
License Fee Management Branch. Ip. 27773: 120. 24X 

Fiche; 50-324, 84/11/30. 8412050177. 


8412050394 Forwards proposed plan for implementation of long-term 
integrated mod program for scheduling plant mods per Generic 
Ltr 83-20. 

CUTTER. A. B. Carolina Power & Light Co. 84/11/30. VASSALLO,D B- 
Operating Reactors Branch 2. I6pp, 27773:241. 24X 

Fiche: 50-324, 84/11/30, 8412050394, 
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8413060454 ForuJards revised justifications for continued operation on 
safety-related electrical e q.u i pment . Equ ipmen t failures 
degrading safety functions uill not occur due to environ 
resulting from DBA 

CUTTER f A B Carolina Pouer i. Light Co. 04/11/30. VASSALLO# D. D. 
Operating Reactors Branch 2. 57pp 27785 193. 24X 

Fiche: 50-325. 84/11/30. 8412060454. 


9412120530 Foriuards Amends 79 t 106 to Licenses DPR-71 & DPR-62» 
respectively 1. safety eva luation. Amends revise Tech Spec 
Table 1 2 to define operational conditions & allow use of 
reactor mode switch. 

GRDTENHUIS.M Operating Reactors Branch 2 84/12/04. UTLEY. E. E. 

Carolina Power Light Co 2pp 27913,071. 24X 

Fiche' 50-324. 84/12/04. 8412120530 


— 8412120533 Amends 79 S-. 106 to Licenses DPR-71 h DPR-62. respectively, 
revising Tech Spec Table 1,2 to define operational 
conditions & allow use of reactor mode switch. 

UASSALLO. D B. Operating Reactors Branch 2. 84/12/04. 8pp. 

27913' 073 24X Fiche : 50-324. 84/12/04. 8412120530. 


— 8412120540 Safety evaluation supporting Amends 79 & 106 to Licenses 
DPR-71 it DPR-62. respectively. 

a Office of Nuclear Reactor Regulation. Director. 84/12/04. 2pp 
27913:081. 24X Fi che: 50-324. 84/12/04. 8412120530. 


8412120546 Forwards Amends 78 & 105 to Licenses DPR-71 & DPR-62. 
respectively & safety eva 1 uati on. Amends revise Tech Specs 
3.3.1 £« 3. 3 2 to allow alternative actions rather than 
placing inoperative channel in tripped condition. 

GRDTENHUIS.M Operating Reactors Branch 2. 84/12/04. UTLEY. E. E. 

Carolina Power It Light Co. 2pp. 27913.048. 24X 

Fiche: 50-324. 84/12/04. 8412120546. 


— 8412120550 Amends 78 & 105 to Licenses DPR-71 it DPR-62, respectively, 
revising Tech Specs 3.3.1 it 3.3.2 to allow alternative 
actions rather than placing inoperative channel in tripped 
cond i ti on, thereby causing trip function. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/12/04. Upp- 

27913:050. 24X Fiche: 50-324, 84/12/04. 8412120546. 


— 0412120553 Safety evaluation supporting Amends 78 & 105 to Licenses 
DPR-71 it DPR-62. respect ively. 

Office of Nuclear Reactor Regulation, Director. 84/12/04. 2pp 
27913:061. 24X Fiche: 50-324. 84/12/04. 8412120546. 


34121401S5 Application for amend to Licenses DPR-62 & DPR-72. chang ing 
Tech Specs re dc sys design & load prof iles. Fee paid 
CUTTER. A. B. Carolina Power h Light Co. 84/12/10. VASSALLO. D. B. 
Operating Reactors Branch 2. 2pp. 27920: 152. 24X 

Fiche: 50-324. B4/12/10. 8^12140185. 


— 8412140109 Proposed Tech Specs re dc sys design i>. load profiles. 

Carolina Power 8< Light Co. 84/12/10. 30pp. 27920: 154. 24X 

Fiche: 50-324, 84/12/10. 8412140185 


B412170047 Responds to Generic Ltr 84-23 request for description of 
plans schedule for implemention of three potential 
improvement categories for BWR water level measurement & 
Instrumentation sys. Plans will be submitted by 851231. 

CUTTER.A, Q. Carolina Pouer it Light Co. 84/12/10. EISENHUT. D. G. 
Division of Licensing Ip. 27937:025. 24X Fiche: 50-324. 84/12/10, 

8412170047 


8412270225 Requests remittance of fee for review of 841204 application 
for relief from ASME Code requirements. 

DIGGS. R.M. License Fee Management Branch. 84/12/18. UTLEY. E.E. 
Carolina Power h Light Co. Ip. 28116:357. 24X 

Fiche: 50-325, 84/12/18. 8412270225. 


B412310415 Forwards list of open items for plants required to complete 
757. of open items (as of 840701) by 850701. Safety 
evaluations for subj plants should be considered priority 
i terns. Concurrence w/open items requested. 

EISENHUT. D G. Division of Licensing. S4/12/1B. SPEIS.T. P. 

Division of Safety Technology. VQLLMER.R.H. Division of 
Engineering. BERNERO, R Division of Systems Integration (post 
811005). 44pp 28152:217. 24X Fl ch e : 50-000, 84/ 12/18, 841 231041 5. 


8412310298 Requests rev to NRC 840918 SER re containment purge it vent 
valve operability SER should be revised to permit 
reenergizing 4— inch valves removal of mechanical limits on 
S-inch valve, based on Posi-Seal Inti. Inc analysis. 

CUTTER.A B. Carolina Power it Light Co. 84/12/21. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 28123:085. 24X 

Fiche: 50-324. 84/12/21 , 8412310298. 


Q. Inspection reports. IE Bulletins it correspondence 


8412010138 Suppls response to Insp Repts 50-324/83-26 & 50-325/83-26 re 
incomplete revised fire protection sys drawings fc procedures 
due to unexpected scope of project S; vol of outage-related 
work. Comp letion anticipated by 850315. 

DIETZ. C.R Carolina Power Light Co, 04/07/09. 0 'REILLY. J. P, 

Region 2, Office of Director. Ip 27709.360. 24X 

Fiche: 50-324, 84/07/09. 8412010138 


8412060510 Ack receipt of B41004 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50—324/84—17 it 
50-325/84-17. ^ ^ 

OLSHINSKI.J A. Region 2. Office of Director. 84/11/02. UTLEY. E. E 
Carolina Power Light Co Ip. 27825, 163. 24X 

Fiche: 50-324, 04/11/02, 8412060510 


— 8412060521 Responds to NRC 840906 ltr re violations noted in Insp Repts 
50/324/04-17 it 50-325/84-17. Corrective ac t i ons; agreement 
Itrs it procedure revised it will be sent for review to site 
emergency coordinator. 

DIETZ, C.R. Carolina Power 4; Light Co. 84/10/04, Q 'REILLY, J. P. 
Region 2. Office of Director. 5pp. 27825: 164. 24X 

Fiche ; 50-324, 84/11/02. 8412060510. 


—8412060531 Forwards Insp Repts 50-324/04-17 it 50-325/84-17 on 840709-13 
Sc notice of violation. 

LEWIS, R. C. Region 2, Office of Director. 84/09/06. UTLEY. E. E. 
Carolina Power 8< Light Co 2pp. 27825: 169. 24X 

Fiche- 50-324, 84/11/02. 8412060510. 


— 8412060537 Notice of violation from insp on 840709-13. 

* Region 2, Office of Director. 84/09/06, 2pp. 27825:171. 24X 

Fiche: 50-324. 04/11/02, 8412060510. 


—8412060543 Insp Rept 50-324/84-17 Sc 50-325/84-17 on 040709-13. 
Noncompliance n o ted : f a i 1 ur e to renew Itrs of agreement 
u/some of offsite support groups it failure to provide for 
issuance of min protective action recommendation. 

KREH. J L. . CLINE, W. E. Region 2. Office of Director. 84/08/29. 
lipp. 27825:173. 24X Fiche: 50-324. 84/1 1 /02. 8412060510. 


8412010142 Submits supplemental response to IE Bulletin 83-07. 
“Apparently Fraudulent Products Sold by Ray Miller. Inc. ” No 
Ray Miller. Inc supplied natls identified since 840601 ltr. 
Supplemental receipt insp program implemented. 

CUTTER. A. B, Carolina Power it Light Co. 84/11/09. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 27710:359. 24X 

Fiche; 50-000. 84/11/09, 8412010142. 


8411150064 IE Info Notice 84-83, “Various Battery Problems. “ Svc list 
end. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc 120pp. 27807:058. 24 X Fi che : 50-000, 84/1 1/ 19. 841 1 1 50064. 


8412270627 Forwards Insp Repts 50-324/84-32 it 50-325/84-32 on 
841029-1 101. No violation or deviation noted. 

VERRELLI I D. M. Region 2, Office of Director. 84/11/23. UTLEY. E.E. 

Carolina Power & Light Co. 2pp. 28113:143. 24X 

Fiche; 50-324. 84/11/23. 8412270627. 


— 8412270628 Insp Repts 50-324/84-32 it 50-325/84-32 on 841029-1 101. No 
violation or deviation noted. Major areas inspected: 

Inservice insp. work it work activities, inservice insp 
procedures it welding activities, 

COLEY. J.L.. BLAKE. J.J, Region 2. Office of Director. 84/11/20, 
7pp. 28113:145, 24X Fiche: 50-324, 84/1 1/23. 8412270627. 


8412280120 Forwards Insp Repts 50-325/84-33 8? 50-324/84-33 on 
841029-1102 No violations or deviations identified, 

VERRELLI, D, M, Region 2. Office of Director. 84/11/23. UTLEY, E, E. 

Carolina Power &i Light Co. 2pp. 28128:346. 24X 

Fiche: 50-324, 84/11/23. 8412280120. 


—8412280129 Insp Repts 50-325/84-33 it 50-324/84-33 on 841029-1102. No 
violation or deviations id entified. Major areas inspected: 
electrical maint, instrumentation 8< controls maint. electr ical 
equipment qualification & unit electrical interties. 

HUNT, M. D. . CDNLONi T. E. Region 2. Office of Director. 84/11/19. 
9pp. 28128:348. 24X Fich e : 50-324. 04/1 1 /23. 8412280120. 


8412210117 Responds to IE Bulletin 84-03, “Refueling Cavity Water 
Seal. “ Gross failure of seal not credible accident for BWR 
due to design diffenences between PWR it BWR. 

CUTTER. A. B. Carolina Pouer & Light Co. 84/11/26. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28036:031. 24X 

Fiche: 50-324, 84/11/26, 8'I12210U7. 
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8412210133 Prov-ides s upp 1 en «?n ta 1 respcnse to IE Bulletins 79-02i 79-07 
& 79-14 re CRD support sys- anchor bolt insp & other support 
sys. Anchoi bolt insps conpieteo Installation of long-term 
fixes continuing 

CUTTER, A 3 Carolina Pcuer L Light Co 84/11/26. O'REILLY, J P 
Region 2, Office of Director. 4pp 2SQ35 164 24X 

Fiche 50-324,34/11/26,3412210133 


8411210360 IE Info Notice B4-S4, “Deficiencies in Ferro-Resonant 
Transformers. " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co. of Neui 

York, Inc 126pp 27807 179 24X Fiche. 50-000, 84/1 1 /27, 841 1210360. 


8412100523 Notification of 841204 meeting w/util in Bethesda,MD to 
discuss results of IG3CC insp 

GROTENHUIS, M Operating Reactors Branch 2 84/11/29 VASSALLD, D. B. 

Operating Reactors Branch 2 Ip 27864 338. 24X 

Fiche: 50-325. 84/11/29, 8412100523. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30 Consolidated Edison Co. of New York* Inc. 

eapp. 27967 086 . 24X Fi che . 50-000, 84/ 1 1 /30, 841 1280366 


8411290370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys h Nonsaf ety-Re I ated Equipment. " 

Svc list enci. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 94/11/30. Consolidated Edison Co. of New 

York, Inc U6pp. 27965 224. 24X F i c he; 50-000, 34/1 1 /30. 841 1 280370. 


8412050264 Responds to NRC itr re violations noted in Insp Repts 
50-324/84-30 L 50-325/84-30 Corrective actions review of 
HPCL LPCI, RC IC S< core spray sys conducted to identify 
automatic valves. Plant procedures reviewed. 

DIETZ, C R. Carolina Power Light Co. 94/11/30 O'REILLY, J.P 
Region 2, Office of Director. 5pp. 27773- 144. 24X 

Fiche: 50-324. 94/11/30, 8412050264 


8412110304 Submits results of ultrasonic testing insps for IC^: 
ASME Code Class I stainless steel weld joints 4 inches !< 
greater. Description of corrective actions provided. 

CUTTER, A D. Carolina Power Light Co, 84/12/05, UASSAItll. 
Operating Reactors Branch 2 13pp. 27850 004. 24X 

Fiche: 50-325, 94/12/05, 8412110304 


84122701B6 Advises that results of IGSCC insp described in util 
841205 Itr i-: presented at 841204 meeting w/NRC in 
accordance w/Generic Ltr 84-11. Plant may resume power 
operation until 850331 

UASSALLO, D B Operating Reactors Branch 2 04/12/06. UTlf.v 

Carolina Power V Light Co. 2pp. 28116:360. 24X 

Fiche, 50-325, 84/12/06, 8412270186 


8412050081 IE Info Notice 04-89, "Stress Corrosion Cracking in 
Nonsens i t i red 316 Stainless Steel," Svc list end 
JORDAN, E L. Division of Emergency Preparedness it Engineer jnj 
Response (Post 830103). 84/12/07. Consolidated Edison x.u 

York, Inc. 118pp. 27966 332. 24X Fi c he : 50-000, 84/1 2/07, 114 I 


S412050090 IE Info Notice 84-90, "Main Steam Line Break Effuv. t 
Environ Qua 1 if i ca t ion of Equipment " Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness Engineeriuy 
Response (Post 830103), 84/12/07. Consolidated Edison 

York, Inc. 114pp. 27966 215. 24X Fi che ; 50-000. 84/12/07, f!4 i 


0412060594 IE Info Notice 84-91, "QC Problems of Meteoro I og 1 (' 4 1 
Measurements Programs." Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/10 Consolidated Edison (*«, 

York, Inc. 116pp 28052 130, 24X F i c he • 50-000, 04/ 1 2/ 1 0. U4 1 . 


8412130223 Requests mod to 840601 & 1009 responses to Generjr i 
re IGSCC insp on BWR stainless steel p i pe , C omm i tmen t to 
perform visual exam for leakage during each plant outage 
involving containment deinertment not now feasible. 

CUTTER, A. B. Carolina Power & Light Co, 84/12/10 EJ9ENNUr,; 
Division of Licensing 2pp, 27905-233 24X Fi c h e : 50- 324 , 04 . 
8412130223. 


8412030021 IE Info Notice 84-87, “Piping Thermal Deflection Induced by 
Stratified Flow, " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp 27965-340, 24X Fiche 50-000,84/12/03,8412030021. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels an Cu'» 
Pump Diesel Engines." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engine©* in 
Response (Post 830103) 84/12/17. Consolidated Edison 

York, Inc. 119pp. 28123:131, 24X Fiche ■ 50-000, 84/12/ 1 7. 


8412030028 IE Info Notice 84-80. "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co of New 

York. Inc. 122pp. 27966- 093 24X Fi che ■ 50-000, 84/12/03, 8412030028. 


0412310423 Ack receipt of 841121 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-325/34-27 & 

50-324/84-27 

VERRELLI, D M. Region 2, Office of Director. 84/12/03 UTLEY, E E 
Carolina Power & Light Co Ip. 28136 036 24X 

Fiche; 50-324, 84/12/03, 8412310423 


8412120547 IE Info Notice 84-93, "Potential for Loss of Nate* fr 
Refueling Water Cavity." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 5< Eng i n e©r t fiO 
Response (Post 830103). 84/12/17 Consolidated Edison Cp 

York, Inc. 120pp. 28124:001, 24X Fiche 50-000,84/12/17,041.- 


8412310295 Responds to IE Bulletin SO-ll re masonry wall 
of 20 walls will require upgrading to meet code 
requirements, including u walls identified in 840427 Itr, 
CUTTER, A. B Carolina Power & Light Co. 84/12/21. UASSAt.lvJ. r 
Operating Reactors Branch 2. 2pp. 28121:359, 24X 

Fiche-: 50-324, 84/12/21, 8412310295. 


violations noted in Insp Rept 
50-325/94-27 & 50-324/84-27 Corrective actions; operations 
personnel directed to use formal communication channels 
when obtaining engineering evaluations, 

DIETZ, C.R. Carolina Power & Light Co. 84/11/21. D 'REILLY, J. P, 
Region 2, Office of Director. 3pp. 28136:037. 24X 

Fiche: 50-324, 84/12/03, 8412310423 


“8412310434 Forwards Insp Repts 50-324/84-27 it 50-325/84-27 
840815—0915 8< notice of violation 

VERRELLI, D. M. Region 2, Office of Director. 84/10/15. 

Carolina Power tt Light Co. 2pp. 28136- 040 24X 

Fiche: 50-324, 84/12/03, 8412310423. 


on 

UTLEY, E. E. 


8412310437 Notice of violation from 
Region 2, Office of Director 
Fiche: SO-324, 84/12/03, 8412310423. 


insp on 840815-0915. 
84/10/15. Ip. 28136:042. 


24X 


R. Periodic operating reports & related correspondence 


8412110204 Monthly operating repts 
HARRISON, F., DIETZ, C R. Carolina 
DEYOUNG, R. C. Director's Office, 
Enforcement. I5pp. 27893:117 
8412110204. 


for Aug 1904. W/840904 ltr 
Power & Light Co. S4/00,',)l 
Office of Inspection and 
24X Fiche : 50-324, 84/08/31 . 


8412130421 Forwards monthly operating repts for Oct 1984 (3ro»<t 
energy generator incorrect due to apparent software problem 
forwarded upon resolution. Error doe* 
not affect other rept parameters. 

DIETZ, C. R. Carolina Power S; Light Co, 84/11/07. DEYOUNG. R 
Inspection and Enforcement. Ip 
27916,187. 24X Fi c h e : 50-324, 84/ 1 1 /07, 841 21 3042 1 . 


—8412310446 Insp Repts 50-324/84-27 it 50-325/84-27 on 840315-0915 
Noncompliance noted: inadequate 10CFR50. 59 review of core 

mJers KT deenergized closed. 

' hicks, T.E. Region 2, Office of Direc- 

0/10 11 pp. 28136:043. 24X Fiche: 50-324, 84/12/03, e41231( 


HARRISON, F 
27916: 130. 




Carolina Power it Light Co. 34/10/3 
24X Fiche: 50-324, 84/11/07, 3412130421 


I2pp 


S. 


Reportable occurrences, LFRs it related 


corr espondenc e 


CUTTER. A B Carolina Power it Light Co 84/12/04 VASSALLD D B 
Operating Reactors Branch 2 2 pp. 27879:323 24x 

Fiche: 50-325, 84/12/04, 8412120337. 


W412010010 LER 84-028-00: on 841029, Train 


a of common control bill, 
emergency air filtration sys started automatically due to 
instrument upscale actuation of area radiation monitor trip 
module. Caused by failure of actuation relay W/84n27 ltr 
PASTVA,M.J. . DIETZ. C.R. Carolina Power& Light Co 3^^11/27 
27704: 188. 24X Fiche: 50-325, 84/11/27, S412olo010 



DOCKETED ITEMS 


171 


84!211045B LER 84-023-01 on 840906. c ommon support imbed plate of core 
spray A subsystem hydraulic snubbers loose 8* plate concrete 
base cracked & bro ken. Caused by water hammer of subsystem 
piping. Imbed plate streng th ened. W/841203 Itr. 

PASTVA. M J. . DIETZ. C.R. Carolina Power & Light Co. 84/12/03. 
27891:157. 24X F i ch e : 50-325. 84/ 12/03, 84121 10458. 


4pp 


8412110409 LER 84-031-00; on 841106,07.09 & 13. control bldg emergency 
air filtration sys initiated due to spurious fire alarms or 
fire detector actuations Caused by actuations from 
ventilation testing & from cigarette smoke. W/S41204 Itr. 

PASTVA. t1. J. , DIETZ. C.R. Carolina Power & Light Co. 84/12/04. 2pp. 
27391:137- 24X Fich e ; 50-325. 84/ 12/04, 84121 10409. 


8412270587 R0~l-B4-32: on 841 1 16, automati c isolation 
bldg ventilation sys occurred due to actuation of 
plenum chlorine detector 2X-AT-2977. Investigation 
incomplete. Rept will be submitted by 850104. 

DIETZ. C. R. Carolina Power Ik Light Co. 84/12/14. 
Branch (Document Control Desk), Ip. 28113:320. 
Fiche: 50-325. 84/12/14, 8412270587. 


of common control 
sys intake 


Record Services 

24X 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 
R. Periodic operating reports & related correspondence 


8412200233 "Annual Rept for 830626-840630. " W/841203 Itr. 
miller. G. E. California. Univ. of. Irvine. CA. 84/06/30. 
28022:231. 24X Fi c he . 50-326, 84/06/30, 8412200233. 


15pp. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 
F. Security, medical, emergency 5< fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR, 

FELTON, J. M, Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000. 84/06/14, 8412200033, 


B412030351 Rev 15 to radiological emergency p Ian. W/841127 Itr. 

HUFHAM. U, W. Tennessee Valley Authority. 84/11/27. 0 ' REI LLY. U. P. 

Region 2. Office of Director. 11pp. 27726:238. 24X 

Fiche: 50-327. 84/1 1/27, 8412030351. 


8412050645 Notification of 841204 meeting w/util in Bethesda.MD to 
discuss problems associated w/mods to control room design 

KENYON^T, J. Licensing Branch 4. 84/11/27. ADENSAM. E. 0. Licensing 

Branch 4. 6pp, 27783:521. 24X Fich e : 50 - 000 , 84/1 1 /27. 841 2050645. 


8412040017 Revised emergency procedures, inc iud ing IP-1. "Operations 
Duty Specialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility" & IP-5, "Operations Duty 
Specialist Procedure for General Emergency." W/84112S Itr. 

WEBB. W. E. Tennessee Valley Authority. 84/11/28. 25pp. 27747:00 

24X Fiche: 50-000. 84/11/28. 8412040017, 


8412270624 Advises of inconsistencies in Revs 9 & 1 1 to radiological 
emergency plan, per 10 CFR 50 . 54 ( q) . 10CFR50. 47 ( b ) , 10CFR50. App E 
& Section II of NUREO-0654. P Ian must be modified. Corrections 
should he submitted within 45 days of Itr date. n 

□LSHINSKI. J. A. Region 2. Office of Director. 84/11/28. PARRIS. H.G. 

Tennessee Valley Authority. 2pp. 28113:136. 24X 

Fiche: 50-327, 84/11/28. 8412270624. 


0412280315 Ack receipt of 841116 request for exemption from scenario 
submittal for 1985 emergency exercisi provided in NRG 841011 
Itr. Cause of delay reasonab 1 e. Cone ur s w/proposed submittal 

VERRELLI. D. M. Region 2, Office of Director. 84/12/12. PARRIS. H. G. 
Tennessee Valley Authority. Ip. 28124:121. 24X 

Fiche: 50-327, 84/12/12, 8412280315. 


8412280400 Confirms 850114-18 insp of compliance w/ lOCFRSO, App R. 
Sections III. G, III. U 8< III.Q associated fire protection 
features. per 841203 telcon. Current rev to listed info should 
be submitted by 841227, u 

□LSHINSKI, J. A, Region 2. Office of Director. 04/12/12. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 28124:174. 

Fiche. 50-327, 84/12/12. 8412280400. 


24X 


8412260255 Requests approval of addl deviations from listed sections of 
App R to lOCFRSO. Justification of each deviation end. Fee 

DOliER. J. A. Tennessee Valley Authority. 84/12/18. _ 
Licensing Branch 4, 33pp. 28058:133, 24X Fiche: 50-327. 84/ . 
8412260255. 


J. Insurance 8. indemnity i n f ortTia 1 1 on 


B412280054 Forwards Endorsement 5 to NELIA Certificate N-66 MAELU 
Certificate M-66 & Endorsement 4 to NELIA Certificate N-75 & 
MAELU Certificate M-75. 

DUCK. J. R Marsh 8< McLennan, Inc. 84/12/20. SALTZMAN, J. 

Director for State 3c Licensee Relations. 5pp. 28111:270 
Fiche: 50-327, 84/12/20, 8412280054, 


Assistant 
24 X 


8412280140 Forwards Endorsement 43 to NELIA Policy NF-247 8< 
Endorsement 37 to MAFLU Policy MF-66. 

DUCK. J R. Marsh S< McLennan, Inc 84/12/20. SALTZMAN. J. 
Director for State & Licensee Relations, 3pp. 28108:190. 
Fiche: 50-327. 84/12/20, 8412280140. 


Assistant 
24 X 


P. Operating license stage documents it correspondence 


8412120193 Partial response to FOIA request for NUREG/CR-330 1 . "Catalog 
of PRA Dominant Accident Sequence Info." Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists, 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


— 8412120221 App of PRA results for BWR plants. 

■M- NRC - No Detailed Affiliation Given. 84/06/05. 900pp. 

27949:097. 24X Fiche: 50-000. S4/06/05. 8412120193. 


9412040311 Forwards Amends 36 & 28 to Licenses DPR-77 S< DPR-79i 
respectively it safety eva luati on. Amends change Tech Specs 
for operational temp limits for pressurizer spray nozzle it 
insp of protective fuses for Unit 2. 

ADENSAM. E. O. Licensing Branch 4. 84/11/23. PARRIS, H, G, Tennessee 

Valley Authority. 3pp. 27/62:189. 24X Fi che: 50-327. 84/ 11/23. 

8412040311. 


— 0412040317 Amends 36 28 to Licenses DPR-77 DPR-79. respectively, 

changing Tech Specs re Unit 2 operational temp limits for 
pressurizer spray nozzle, insp of protective fuses 8« 
reporting requirements under 10CFR50, 73, 

ADENSAM. E. G Licensing Branch 4. 84/11/23. 75pp. 

24X Fiche: 50-327.84/11/23. 8412040311, 


27762: 191. 


— 8412040330 Safety evaluation supporting Amends 36 it 28 to Licenses 
DPR-77 DPR-79, respectively. n 

# Office of Nuclear Reactor Regulation, Director, 84/11/23. 3pp. 
27762:266, 24X Fich e; 50-327. 84/ 1 1 /23. 841204031 1. 


B412110158 Forwards addl response to Guideline 4 of technical 
evaluation rept re special lifting devices (NUREG-0612 8< 

Generic Ltr 81-07 re control of heavy loads). 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/07, ADENSAM. E. 
Licensing Branch 4, lOpp, 27356:037. 24X Fiche; 50-327, 84/12/07. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 & 1205 

EIBENHUT, D. G. Division of Licensing. 84/12/13. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director, 2pp. 28107:340. 24X 

Fiche: 50-000, 84/12/13, 9412270501. 


8412280031 Requests extension for qualification of addl equipment not 
meeting requirements of NUREG-058B until end of Cycle 3 
refueling outage scheduled to begin in June 1985. 

Justification for continued operation end. 

HUFHAM. J. W. Tennessee Valley Authority. 84/12/20. ADENSAM, E. 
Licensing Branch 4. 7pp. 28110:096. 24X Fiche: 50-327. 84/12/20. 


8412280444 Requests remittance of fee re 840907 & 21 applications 
for extension of environ qualification deadline & relief 
from certain ASME Code requirements concerning hydrostatic 

DIGGS. R.M. License Fee Management Branch. 04/12/20. PARRIS. H.G. 
Tennessee Valley Authority, Ip- 28128:362. 24X 

Fiche; 50-327, 84/12/20. 8412280444. 


Q. Inspection reports. IE Bulletins it correspondence 


0412280244 Forwards Insp Repts 50-327/84-26 & 50-328/84-26 on 
841009-12. No violation noted. 

VERRELLI. D. M. Region 2, Office of Director. 84/11/01. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28128:001. 24X 

Fiche-: 50-327. 84/11/01. 8412290244. 
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— 84122S0245 Insp Repts 50-327/S4-26 & 50-328/B4-26 on 341009-12. No 
violations noted Major areas inspected, inservice insp. 
including reviews of program & procedures, observation of 
work ujork activities & IE bulletin followup. 

COLEVi J^L, , BLAKE. J J. Region 2, Office of Director. 84/10/30. 
14pp. 28123.003. 24X Fi c h e ; 50-327, 04/ 1 1 /oi , 8412280244 


84120606Q5 Ac k receipt of 841016 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-21 & 

50-328/84-23 


DLSHINSKI, 


Region 2, Office of Director. 84/11/07. PARRIS.H. G 
Tennessee Valley Authority. Ip 27825 ' 075 24X 

Fiche: 50-327. 84/11/07. 8412060685 


'*[ ” violations notod in Insp Roptt 
SO 327/84-21 ?c 50-328/04-22. Corrective acti ons: memo stating 
problem of incorrect wearing of personnel monitoring devices 


& describing correct procedure for wearing device 
SHELL. R.H Tennessee Valley Authority, 84/10/16 
Region 2. Office of Director. 3pp 27825 076 

Fiche: 50-327. 84/11/07. 8412060685 


ng 

wr 1 tt en. 
O'REILLY, J. P 

24X 


-8412060698 Forwards Insp Repts 50-327/34-21 
840806-10 it notice of violation 
LEWIS. R. C. Region 2. Office of Director. 84/09/17 
Tennessee Valley Authority 2 pp, 27825- 079 24X 

Fiche: 50-327, 84/11/07, 8412060685. 


50-328/84-22 on 

PARRIS, H. G. 


-B412060699 Notice of violation from insp on 840806-10. 

*■ Region 2, Office of Director, 84/09/17 in 27n?5- nni 
Fiche: 50-327.84/11/07.8412060685 27025.081, 


—8412060707 Insp Rept 50-327/84-21 t 50-328/64-22 on 840806-10 
Violation noted: fai lure to follow radiation protection 
procedures. 

PEERY, W.W. . JENKINS. G. Region 2 . Office of Director 84/09/13 

Bpp, 27825:082. S^X Fich e; 50-327, 84/11/07, 8412060685 


I'”"’ 50-327/84-30 & 50-328/84-30 on 

841018-20, No violations or deviations noted 

VERRELLI.DM. Region 2 . Office of Director! 84/11/15 PARRIS, H G 
Tennessee Valley Authority. 2 pp, 28125:321 24X H. G. 

Fiche: 50-327, 84/11/15, B412P80410 


-8412290417 Insp Repts 50-327/84-30 & 50-328/84-30 on B4101B-Pn Wn 
violation or deviations noted. Major areaf inspec ?ed 
Hant toSr*" activity. lE bulletin followup & 

2. Office of Director. 04/11/09 
5pp. 28125:323. 24X Fiche: 50-327, 84/1 1/15, 8412280410. 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-83, 
enc 1 

v=r». Inc, 120PP, 27887 038. F.che: 30-00a L/un?. 84, U300M 


8412270296 Ac k receipt of 041022 Itr informing NRC of 4 - 

correct violations noted in IE Insp Repts 50-2^/34-1^ 

Tennessee^VallerAu^JoritS.^^^app"^ ®- 

Fiche-: 50-000, 84/11/20. 8412270296. * 


-8412270317 Responds to NRC 840921 Itr re vinia+- 4 r,«« i. j • 

50-239/84-24. 30-240/81-24, 30-296/84-21 

only fe^“/ce4ct.r 

opBT'^tor m^y act ss ins'tructor. 

MILLS, L.M. Tennessee Valley Authority. 84/10/22 O'RPniv r d 
R egion 2, Office of Director 5pp, 2811^004 pay REILLY. J. P. 
Fiche:50-000, 84/11/20, 8412270296 9.004. 24X 


notices of violation J< deviation 

Fiche: 50-000, 84/11/20, 8412270276. 24X 


Fiche: 50-000, 84/11/20, 8412270296. 28116 : 011 . 24X 


—8412270381 Insp Repts “0-259/84-24,50 -DcnjoA 
n=;""^4u;®y 

28IU.014. 24X Fiche: 30-003, sS/u/aaailSf 


8412270598 Forwards Insp Repts 50-327/84-32 8 - 50-328/84-32 
31. No violation or deviation noted. 

VERRELLI.D M Region 2 , Office of Director. 

Tennessee Valley Authority 2 pp 20114' 030 
Fiche: 50-327, 84/11/20, 0412270598 


04/11/20. PARRic; , 
24X 


- 


—8412270601 Insp Repts 50-327/84-32 &. 50-320/84-32 on 041O26-2a 
violation or deviation noted Major areas inspected reFuelsnn 
effort 8 , plant tour ^ 

BURRIS, S.P., JAPE.F, Region 2, Of f i c e of Dir ec tor 84/11/1,: 
5 pp 28114.032, 24X Fi c h e , 50-327, S4/l 1 / 20 , 0412270598. ^ 


^ 31 ' 


Forwards Insp Repts 50-327/84-28 & 50-328/84-20 on 84, 

26. No violation or deviation noted. 

VERRELLI, D. M. Region 2 , Office of Director. 84/11/23 PARRrcj 
Tennessee Valley Authority, 2 pp 28134-005 24X ^ 

Fiche; 50-327, 84/11/23, 8412310388. 


—041^10391 Insp Repts 50-327/84-28 50-328/84-28 on 84 1022-26 i, 

violation or deviation noted, Major areas inspected- 1 1 qui d ^ ^ 

gaseous radwaste mgt. effluent mon i tor ing , envi ron monitoring 
8 f reactor coolant chemistry. “ 

I>- «■ Ris.on 2, Qffic, Of Director 
84/11/19. 6 pp 28134:007. 24X Fl c h e' 50-327. 84/11 /23 , 84123103^^ 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 04-04, 

Transformers. " Svc list end 

JORDAN, E.L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co uf u 

York. Inc. 126pp. 27807 : 179 . 24X Fiche: 50-000, 84/1 1 / 27 , SAU^Iq^!,; 


B4112S0366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

Safeguards J. Inspection Progrecs (Poet 
84/11/30. Consolidated Edison Co. of Neio York. Inc 
eapp, 27967' 086 24X Fi ch e . 50-000, 84/ 11 /30, 84 1 1 280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment." 

Svc list end. 

JORDAN, E. L. Division of Erne 


_ rgency Preparedness & EnqinBerina 

Response (Post 830103). 84/11/30, Consolidated Edison Co of Neu 

16 pp, 27965:224. 24X Fiche. 50-000, 84/1 1/30, 84112BO370 


York, Inc. 


8412030021 IE Info Notice 84-87, 


^"Piping Thermal Deflection Induced b-.; 

JORDAN, E. L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/03. Consolidated Edison Co of Neu 

24X Fiche: 50-000,84/12/ 03, 8412030021 


York, Inc. 117pp. 27965:340. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems,- 
ovc list en c 1 . 


JORDAN, E L 


Division of Emergency Preparedness 8i Engineerinq 
Response (Post 830103). 84/12/03. Consolidated Edson Co of Neu 

York, Inc. I22pp. 27966:093. 24X Fiche; 50-000, 84/12/ 03 , 0412030023 


3412280383 Ac k receipt of 841109 response to Items 4 7 of B40BI0 

confirmatory action Itr re evaluation of spurious operation 
Circuits «< Nov 1984 monthly status rept, 

OLSHINSKI. J. A. Region 2, Office of Director. 84/12/03. PARRIS. R 
Tennessee Valley Authority. ip. 2S127‘237 24X 

Fiche: 50-327, 04/12/03, 8412280383. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. ^ 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post 83010.3), 84/12/07. Consolidated Edson Co of fU 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84 / 12 / 07 , 841205008 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qua 1 if i cat i on of Equipment." Svc list end. 

JORDAN, E. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 04/12/07. Consolidated Edison Co of Weu 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 0412050090 


8412310051 Ack receipt of 841123 Itr informing NRC of stepts taken to 
correct violations noted in Insp Repts 50-327/84-25 fc 
50-328/84-25. 

OLSHINSKI, J. A. Region 2, Office of Director, 84/12/07. PARRIS, H.' 

Tennessee Valley Authority. Ip. 28136:171 24X 

Fiche: 50-327, 84/12/07, 8412310051. 


841017 Itr re violations noted in InsP * 
50-327/84-25 & 50-328/84-25, Corrective ac t i ons : pr i or i t y 
sheets will be more specific in requirements for preparation 
for performance of surveillance tests. 

DOMER, J. A. Tennessee Valley Authority. 84/11/23. O'REILLY,'!^' 
Region 2, Office of Director. 5pp. 28136: 172 24X 

Fiche: 50-327, 84/12/07, 8412310051. 
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— 8412310060 Forwards Insp Repts 50-327/84-25 & 50-328/84-25 on 
840906-0905 It 1004-& 05 &t notice of violation. 

lewis- R.C. Region 2, Office of Director. 84/10/17. PARRIS. H G. 
Tennessee Valley Authority. 2pp. 28136: 177. 24)( 

Fiche: 50-327. 84/12/07.8412310051. 


— 8412310062 Notice of violation from insp on 840806-0905 & 1004 & 05. 
» Region 2. Office of Director. 84/10/17 2pp. 28136:179. 24X 

Fiche: 50-327. 84/12/07, 8412310051. 


— 8412310070 Insp Repts 50-327/84-25 & 50-328/84-25 on 840806-0905 & 
1004 8c 05. Violation noted : fa ilure to follow RHR procedure, to 
maintain auxiliary bldg gas treatment sys operability & to 
conduct adequate review of RO. 

FORD. £. J. . WEISE. S. Region 2. Office of Director. 84/10/16. 8pp. 
28136:181, 24X Fiche; 50-327. 84/12/07. 8412310051. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc 116pp. 28032:130. 24 X Fiche: 50-000. 84/12/10. 8412060594. 


8412280400 Confirms 850114-18 insp of compliance w/ 10CFR50. App R 
Sections III. G. III. J 8t III.O it associated fire protection 
features. per 841203 telcon. Current rev to listed info should 
be submitted by 841227. 

OLSHINSKI . J. A. Region 2. Office of Director. 84/12/12. 

Tennessee Valley Authority. 2pp. 28124:174. 24X 

Fiche: 50-327, 84/12/12, 8412280400. 


PARRIS, H. G. 


— 8412270317 Responds to NRC 840921 Itr re violations noted in Insp Repts 
50-259/84-24, 50-260/84-24. 50-296/84-24, 50-327/84-18 Jt 
50-328/84-19. Restriction imposed that only senior reactor 
operator may act as instructor. 

MILLS. LM. Tennessee Valley Authority. 84/10/22. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 5pp. 28116:004. 24X 

Fiche: 50-000. 84/11/20. 8412270296. 


— B412270334 Forwards Insp Repts 50-259/84-24,50-260/84-24,50-296/84-24, 
50-327/84-18 U 50-328/84-19 on 840716-20 & 24-26 8< 
notices of violation & deviation. 

LEWIS, R.C. Region 2. Office of Director. 84/09/21. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28116:009. 24X 

Fiche: 50-000. 84/11/20. 8412270296. 


— 8412270349 Notice of violation from insp on 840716-20 24-26. 

«■ Region 2. Office of Director. 84/09/21. 2pp. 28116:011. 24X 

Fiche: 50-000. 84/11/20. 8412270296. 


— 8412270381 Insp Repts 50-259/84-24.50-260/84-24,50-296/84-24. 
50-327/84-18 & 50-328/84-19 on 840916-20 it 24-26. Vio lat i ons 

noted: failure to follow training procedure St failure of 
operator to participate in annual requal if ication exam. 
MUNRO, J. Region 2. Office of Director. 84/09/20. 24pp. 

28116:014. 24X Fiche: 50-000, 84/1 1/20, 8412270296 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT. UNIT 2 
F. Security, medical, emergency St fire protection plans 


B412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines, " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche; 50-000. 84/12/17. 8412120541. 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M. Division of Rules and Records. B4/06/14. BELL, N. 
Nuclear Information 8t Resource Service. 3pp* 28052:318. 24X 

Fiche: 50-000, 84/06/14, 8412200033. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001, 24X Fiche: 50 - 000 , 84/12/17. 8412120547. 


R Periodic operating reports it related correspondence 


8412070505 "NPDES Discharge Monitoring Rept,Aug-Oct 1984." 
RIVERS. M.E. Tennessee Valley Authority, 84/10/31. 80pp. 

27836; 169. 24X Fiche: 50-327. 84/10/31, 8412070505. 


8412110492 Monthly operating repts for Oct 1984. W/a41 114 Itr. 

DUPREE. D. C. , WALLACE. P.R. Tennessee Valley Authority. 84/10/31. 
42pp. 27894:299. 24X Fi c h e : 50-327, 84/10/31 . 84121 10492. 


S. Reportable occurrences. LERs it related correspondence 


8412060598 LER 84-055-01: on 840917 St 20, during work on storage facility 
for plant maint insulator s. Doors A028 & A029 loft open. 

Caused by personnel failure to realize outer door part of 
vital area boundary. Procedure revised. W/841130 Itr. 

COOPER, M. R. r WALLACE. P.R. Tennessee Valley Authority, 04/11/30. 

4pp. 27823:235. 24X Fi c h e : 50-327. 84/ 1 1/30, 8412060598. 


B412060608 LER 84-068-00: on 841 104. inadvertent relay actuation caused 
auxiliary bldg ventilation i solati on. Caused by relay not 
fully seated on terminal block. Relay placed back into 
correct position. Isolation reset, W/84i 130 Itr. 

DUGQIN, G, E. , WALLACE. P.R. Tennessee Valley Authority, 84/11/30. 
3pp. 27825:156. 24X Fiche: 50-327. 84/11/30, 8412060608. 


8412030351 Rev 15 to radiological emergency p Ian. W/S41127 Itr. 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/27. O'REILLY, J.P 
Region 2, Office of Director. UpP- 27726:238, 24X 

Fiche: 50-327. 84/11/27, 8412030351. 

8412050645 Notification of 841204 meeting w/util in Bethesda.MD to 
discuss problems associated w/mods to control room design 
reviews. 

KENYON, T, J. Licensing Branch 4. 84/11/27. ADENSAM, E, G. Licensing 

Branch 4. 6pp. 27783:321. 24X Fiche: 50-000. 84/11/27, 841 2050645. 


8412040017 Revised emergency procedures, includ ing IP-1. "Operations 
Duty Specialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility" «< IP-5. "Operations Duty 
Specialist Procedure for General Emergency. " W/84U28 Itr. 

WEBD.W. E. Tennessee Valley Authority. 84/11/28. 25pp. 27747:009. 

24X Fiche: 50-000. 04/11/28* 8412040017. 


8412270624 Advises of inconsistencies in Revs 9 11 to radiological 

emergency plan, per 10 CFR 50 . 54 (q.) < 10CFR50. 47< b ) . 10CFR50. App E 
it Section II of NUREO-0654. Plan must be modi fled. Corrections 
should be submitted within 45 days of Itr date. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/28. PARRIS. H.G. 

Tennessee Valley Authority. 2pp. 28113:136. 24X 

Fiche: 50-327. 84/11/28, 8412270624. 


8412280315 Ack receipt of 841116 request for exemption from scenario 
submittal for 1985 emergency exercise provided in NRC 841011 
Itr. Cause of delay reasonable. Concurs w/proposed submittal 
date of 850101. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/12. PARRIS. H.G. 
Tennessee Valley Authority. Ip. 28124:121. 24X 

Fiche: 50-327, 84/12/12, 8412280315. 


8412210168 PN0-II-B4-1O1; on 841215, explosion it fire in Phase B 
transformer for 500-kV line occurred. Caused by possible 
internal short. Fire brigade extinguished fire. No injuries it 
damages to safety-related equipment. 

WEISE. S. , IGNATONIS. A. Region 2, Office of Director, 84/12/17. 
28036:052. 24X Fic he : 50-327, 84/ 12/ 17. 8412210168. 


Ip. 


8412280400 Confirms 850114-18 insp of compliance w/lOCFRSO, App R. 
Sections III. G. III.O «« III.O & associated fire protection 
features, per 841203 te 1 con. Current rev to listed info should 
be submitted by 841227. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/12. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 28124:174. 24X 

Fiche: 50-327, 84/12/12, 8412280400. 


V. Operator Examinations 


B412270296 Ack receipt of 841022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—259/84—24. 

50-260/84-24. 50-296/04-24. 50-327/84-18 it 50-328/04-19. 

Staff assessment of licensee response end. 

OLSHINSKI , J. A. Region 2, Office of Director. 84/11/20. PARRIS, H.G, 
Tennessee Valley Authority, 3pp. 28116:001. 24X 

Fiche: 50-000, 84/11/20. 8412270296. 


8412260255 Requests approval of addl deviations from listed sections of 
App R to iOCFRSO, Justification of each deviation end. Fee 
paid. 

DOMER, J. A. Tennessee Valley Authority. 84/12/18. ADENSAM. E. 
Licensing Branch 4. 33pp, 28058:133, 24X Fiche: 50-327. 84/12/13. 

8412260255. 
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J Insurance indemnity information 


S412280054 Forwards Endorsement 5 to NELIA Certificate N-6ib & MAELU 
Certificate M~66 it Endorsement 4 to NELIA Certificate N-75 it 
MAELU Certificate M-75. 

DUCK, J. R. Marsh & McLennan, Inc. 84/12/20. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 5pp. 28111:270. 24X 

Fiche-: 50-327, 84/12/20, 8412280054. 


8412280140 Forwards Endorsement 43 to NELIA Policy NF-247 & 

Endorsement 37 to MAELU Policy MF-66. 

DUCK, U. R. Marsh 8< McLennan, Inc. 84/12/20. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 3pp. 28108:190. 24X 

Fiche-: 50-327, 84/12/20. 8412280140. 


P, Operating license stage documents 8t correspondence 


8412120193 Partial response to FQIA request for NUREO/CR-330 1, “Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:075. 24X 

Fiche: 50-000, 84/06/05, 8412120173. 


— 8412280245 Insp Repts 50-327/84-26 it 50-328/84-26 on 841009-13 
violations noted. Major areas inspected, inservice insp, 
including reviews of program it proc ed ur e s, ob servat ion of 
work if work activities IE bulletin followup. 

COLEY, J.L , BLAKE, J. J Region 2, Office of Director. 04/io/3ij 
14pp. 28120.003 24X Fiche 50-327,84/11/01,8412280244. 


8412060518 Ac k receipt of 841019 Itr informing NRC of steps takflp t- 
correct violations noted in Insp Rept 50-328/84-18. 

OLSHINSKI.J A, Region 2, Office of Director. 84/11/06 PARRic,^,. 

Tennessee Valley Authority Ip. 27825' 184. 24X 

Fiche: 50-328, 84/11/06, 8412060518 


— 8412060528 Responds to NRC 840911 Itr re violations noted in Imp 
50-328/84-18, Correc t ive ac 1 1 ons • n i g h t order Itr generated, 
describing auxiliary feedwater event i> operation procedure 
revised. 

MILLS. L.M Tennessee Valley Authority. 84/10/19 O'REILLV.jp 
Region 2, Office of Director 12pp. 27825: 185, 24X 

Fiche, 50-320, 84/11/06, 8412060518 


— B412060530 Forwards Insp Rept 50-328/84-18 on 840709-11 notice of 
violation 

LEWIS, R.C Region 2, Office of Director 94/09/11. PARRIS, IK. 
Tennessee Valley Authority. 3pp. 27825:197. 24X 

Fiche: 50-328, 84/11/06, 8412060518 


8412040311 Forwards Amends 36 it 23 to Licenses DPR-77 S< DPR-79. 
respectively it safety eva luation. Amends change Tech Specs 
for operational temp limits for pressurizer spray nozzle & 
insp of protective fuses for Unit 2. 

ADENSAM, E. 0. Licensing Branch 4. 84/11/23. PARRIS, H. G Tennessee 

Valley Authority. 3pp, 27762:139. 24 X Fi che: 50-327, 84/1 1/23, 

8412040311. 


"0412040317 Amends 36 & 23 to Licenses DPR-77 it DPR-79, respectively, 
changing Tech Specs re Unit 2 operational temp limits for 
pressurizer spray nozzle, insp of protective fuses it 
reporting requirements under 10CFR50. 73 

ADENSAM, E. G. Licensing Branch 4. 84/11/23. 75pp. 27762:191. 

24X Fiche: 50-327, 84/11/23, 8412040311. 


— 8412040330 Safety evaluation supporting Amends 36 8< 28 to Licenses 
DPR-77 it DPR-79, respectively. 

* Office of Nuclear Reactor Regulation. Director. 04/11/23. 3pp 
27762:266. 24X Fi che; 50-327. 04/11 /23. 84 1204031 1. 


8412050542 Submits equipment qualification program status rept for uik 
ending 841116, Enel list documents status of equipment 
qualification program SERs, 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


— 8412060534 Notice of violation from insp on 840709-11, 

•e Region 2, Office of Director. 84/09/11 3pp. 27825:200 Zii 
Fiche; 50-328, 84/11/06, 8412060518, 


--8412060539 Insp Rept 50-328/84-18 on 840709-1 1 . Vi o lafc i on noted 
failure to follow written procedures & provide adequate 
procedures for abnormal alignment during removal of safety 
sys & subsystems. 

STADLER, S. D, , MCCOY, F R. , JULIAN, C. Region 2, Office of Diro(t;r 

84/08/16. 9pp. 27825:203. 24X Fi c h e: 50-328, 84/ 1 1 /06, 04120*031: 


8412060685 Ac k receipt of 841016 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-21 & 
50-328/84-22. 

OLSHINSKI, J. A, Region 2, Office of Director, 84/11/07. PARRIS, 
Tennessee Valley Authority Ip. 27825:075. 24X 

Fiche; 50-327, 84/11/07, 8412060685 


— 8412060692 Responds to NRC B40917 Itr re violations noted in Ini? 
50-327/84-21 i>. 50-320/34-22. Correc t ive actiDns:memo stating 
problem of incorrect wearing of personnel monitoring devices 
it describing correct procedure for wearing devices written. 
SHELL, R.H Tennessee Valley Authority 84/10/16. 0 'REILLY, Jf 

Region 2, Office of Director. 3pp. 27825:076. 24X 

Fiche: 50-327, 84/11/07, 8412060685, 


8412060630 Grants extension to Nov 1985 for environ qualification of 
electrical equipment required by 10CFR50. Sec ti on 50.49(4.)' 
per 841107 & 21 requests. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 

84/11/30. PARRIS, H.G, Tennessee Valley Authority. 3pp. 27831:329. 
24X Fiche: 50-328, 84/11/30,8412060630. 


8412110158 Forwards addl response to Guideline 4 of technical 
evaluation rept re special lifting devices (NUREO-0612 8t 
Generic Ltr 81-07 re control of heavy loads). 

HUFHAM.J.W, Tennessee Valley Authority. 84/12/07. ADENSAM, E. 
Licensing Branch 4. iOpp. 27856:037. 24X Fiche: 50-327, 84/12/07, 

8412110158. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per B41024 it 1205 
memos, 

EISENHUT, D. G. Division of Licensing. 84/12/13. DENTDN, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28107:340. 24X 

Fiche: 50-000, 84/12/13, 8412270501. 


8412280444 Requests remittance of fee re 840907 & 21 applications 
for extension of environ qualification deadline it relief 
from certain ASME Code requirements concerning hydrostatic 
testing. 

DIGGS, R.M. License Fee Management Branch. 84/12/20, PARRIS, H. G, 
Tennessee Valley Authority, Ip. 28128:362. 24X 

Fiche: 50-327, 04/12/20, a412?a0444. 


Q, Inspection reports, IE Bulletins it correspondence 


B412280244 Forwards Insp Repts 50-327/84-26 & 50-328/84-26 on 
841009-12. No violation noted. 

VERRELLI, D. M. Region 2. Office of Director. 04/11/01. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28128:001. 24X 

Fiche-: 50-327,34/11/01, 8412280244. 


--841206069B Forwards Insp Repts 50-327/84-21 it 50-320/84-22 on 
840006-10 4- notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/09/17. PARRIS.h; 
Tennessee Valley Authority. 2pp. 27825' 079. 24X 

Fiche; 50-327, 84/11/07. 8412060685. 


— 8412060699 Notice of violation from insp on 040806-10, 

■e Region 2, Office of Director 84/09/17. Ip, 27825:001 .n 
Fiche; 50-327, 84/11/07, 8412060685. 


--0412O6O7O7 Insp Rept 50-327/84-21 it 50-328/84-22 on 840806-10 
Violation noted ; fa i lure to follow radiation protection 
procedures. 

PEERY-W. W. , JENKINS, 0. Region 2, Office of Director 84/09/13 
app. 27825:082. 24X Fi c h e : 50-327, 84/1 1 /07, 84120606B5, 


8412280410 Forwards Insp Repts 50-327/84-30 it 50-328/84-30 on 
841018-20. No violations or deviations noted. 

VERRELLI, D. K. Region 2, Office of Director. 84/11/15. PARRlS-"i 
Tennessee Valley Authority. 2pp. 28125:321. 24X 

Fiche; 50-327, 84/11/15. 8412280410. 


--8412280417 Insp Repts 50-327/84-30 it 50-328/84-30 on B4l6l0-2OfL 
violation or deviations noted. Major areas inspected; 
refueling spent fuel pool activity, IE bulletin failouiupfc 
plant tour. 

MATHIS, J. L. , JAPE.F. Region 2, Office of Director. 84/11/09 
5pp. 28125:323. 24X Fi ch e ; 50-327, 84/1 1 / 1 5, 841228041 0. 


8411150064 IE Info Notice 84-83, "Various Battery Problems," Sve 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co oM-, 

York. Inc 120pp. 27807:058. 24X Fic he : 50-000, 84/1 1 / 19 , 841115':';^ 
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0412270296 Ac k receipt of 841022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-24. 
50-260/84-24,50-296/84-24,50-327/84-18 k 50-328/84-19 
Staff assessment of licensee response enc 1 

OLSHINSKI , J. A Region 2, Office of Director. 84/11/20. PARRIS, H.G 
Tennessee Valley Authority 3pp 20116.001 24X 

Fiche-; 50-000, 84/11/20, 8412270296. 


— 8412270317 Responds to NRC 840921 Itr re violations noted in Insp Repts 
50-259/34-24, 50-260/84-24, 50-296/84-24, 50-327/84-18 & 

50-32B/B4-19. Restriction imposed that only senior reactor 
operator may act as instructor. 

MILLS, L M. Tennessee Valley Authority. 84/10/22. O'REILLY, J P, 
Region 2, Office of Director. 5pp. 28116.004. 24X 

Fiche; 50-000. 84/11/20, 8412270296. 


— 8412270334 Forwards Insp Repts 50-259/04-24, 50-260/84-24, 50-296/84 24. 
50-327/84-18 tt 50-328/84-19 on 840716-20 & 24-26 ^ 


notices of violation it deviation. 

LEWIS, R. C. Region 2, Office of Director. 84/09/21 
Tennessee Valley Authority. 2pp. 28116:009. 24X 


PARRIS, H. G. 


Fiche. 50-000, 84/11/20. 8412270296. 


— 8412270349 Notice of violation from insp on 840716-20 Se 24-26. 

♦ Region 2. Office of Director. 84/09/21. 2pp. 28116:011. 24X 

Fiche. 50-000, 84/11/20, 8412270296. 


— 8412270381 Insp Repts 50-259/84-24, 50-260/84-24, 50-296/84-24, 
50-327/84-18 & 50-328/84-19 on 840916-20 & 24-26, Violations 

noted: failure to follow training procedure & failure of 
operator to participate in annual req.ualif ication exam. 

MUNRO, J. Region 2, Office of Director. 84/09/20, 24pp. 

28116:014, 24X Fiche : 50-000, 84/1 1/20, 8412270296. 


0412270598 Forwards Insp Repts 50-327/84-32 & 50-328/84-32 on 841026-28 
& 31. No violation or deviation noted. 

VERRELLI.D M. Region 2. Office of Director. 84/11/20. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28114:030. 24X 

Fiche: 50-327, 84/11/20, 8412270598. 


— 8412270601 Insp Repts 50-327/84-32 50-328/84-32 on 841026-20 & 31. No 

violation or deviation noted. Major areas insp ec ted : r e f ue 1 ing 
a ct iv i t ies , independ en t insp effort & plant tour. 

BURRIS, S.P., JAPE, F. Region 2, Office of Director. 84/11/15. 

5pp. 28114:032. 24X Fich e: 50-327, 84/1 1 /20, 8412270598. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp. 27965.340 24X Fiche 50-000,84/12/03,8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 94/12/03. Consolidated Edison Co, of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50 - 000 , 84/12/03, S41203002B. 


8412280383 Ac k receipt of 841109 response to Items 4 & 7 of 840810 
confirmatory action Itr re evaluation of spurious operation 
type associated circuits & Nov 1984 monthly status rept. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/03. PARRIS, H. 0. 

Tennessee Valley Authority. Ip 28127:237. 24X 

Fiche: 50-327, 84/12/03, 8412280383. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensiti zed 316 Stainless Steel. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24 X Fi c he : 50-000, 84/12/07, 8412050081 , 


0412050090 IE Info Notice 04-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 930103). 84/12/07. Consolidated Edison Co. of New 

York, Inc U4pp 27966:215. 24 X Fi c he : 50 - 000 , 84/12/07. 8412050090. 


0412310051 Ack receipt of 841123 Itr informing NRC of stepts taken to 
correct violations noted in Insp Repts 50—327/84—25 & 

50-328/84-25. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/07. PARRIS. H. G. 

Tennessee Valley Authority. Ip. 20136:171. 24X 

Fiche: 50-327, 84/12/07, 8412310051. 

— 8412310055 Responds to NRC 841017 Itr re violations noted in Insp Repts 
50-327/84-25 & 50-328/84-25. Correct ive actions: prior ity 
sheets will be more specific in r e.quirement9 for preparation 
for performance of surveillance tests. 

DQMER, J. A. Tennessee Valley Authority. 84/11/23. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 5pp. 28136:172. 24X 

Fiche: 50-327, 84/12/07, 8412310051. 


B412040311 Forwards Amends 36 & 28 to Licenses DPR-77 & DPR-79, 
respectively safety eva luati on. Amend s change Tech Specs 
for operational temp limits for pressurizer spray nozzle 
insp of protective fuses for Unit 2. 

ADENSAM, E. G. Licensing Branch 4. 84/11/23. PARRIS, H.G. Tennessee 

Valley Authority. 3pp. 27762:189. 24X Fiche: 50-327, 84/1 1/23, 

8412040311. 


— 8412040317 Amends 36 «t 23 to Licenses DPR-77 & DPR-79, resp actively , 
changing Tech Specs re Unit 2 operational temp limits for 
pressurizer spray nozzle, insp of protective fuses & 
reporting requirements under 10CFR50. 73. 

ADENSAM, E G. Licensing Branch 4. 84/11/23. 75pp. 27762:191. 

24X Fiche: 50-327, 84/11/23, 8412040311. 


0412310388 Forwards Insp Repts 50-327/84-28 it 50-328/84-28 on 841022- 
26. No violation or deviation noted. 

VERRELLIjD M Region 2, Office of Director. 84/11/23. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28134:005. 24X 

Fiche; 50-327, 84/11/23, 8412310388. 


— 8412310391 Insp Repts 50-327/84-28 & 50-328/84-28 on 841022-26. No 
violation or deviation noted. Major areas inspected; liquid St 
gaseous radwaste mgt, effluent monitoring, environ monitoring 
Si reactor coolant chemistry. 

STODDART, P. G. , MONTGOMERY, D. M. Region 2, Office of Director, 
84/11/19 6pp. 28134-007. 24X Fiche: 50-327, 84/11/23, 8412310388. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 83010:3). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche : 50 - 000 , 84/1 1 /27, 841 1210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators," Svc list encl. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

8Bpp. 27967:086. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


0411200370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fi c he : 50 - 000 , 84/1 1 /30, 841 1280370. 


— 8412310060 Forwards Insp Repts 50-327/B4-25 St 50 328/84—25 on 
840806-0905 St 1004-8< 05 St notice of violation. 

LEWIS, R.C, Region 2, Office of Director. 84/10/17. PARRIS, H. G, 
Tennessee Valley Authority. 2pp. 28136:177. 24X 

Fiche: 50-327. 84/12/07, B412310051. 


— 8412310062 Notice of violation from insp on 840806-0905 St 1004 St 05. 
* Region 2, Office of Director. 84/10/17. 2pp. 20136:179, 24X 

Fiche: 50-327, 84/12/07, 8412310051. 


— 8412310070 Insp Repts 50-327/84-25 St 50-328/84-25 on 840806-0905 St 
1004 Si 05. Violation noted ; fa i 1 ure to follow RHR procedure, to 
maintain auxiliary bldg gas treatment sys operability St to 
conduct adequate review of RO. 

FORD, E J. , WEISEiS. Region 2, Office of Director. 84/10/16. Bpp. 
28136:181. 24X Fiche: 50-327, 84/12/07, 8412310051. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50 - 000 , 84/12/10, 8412060594. 


8412280400 Confirms 850114-18 insp of compliance w/lOCFRSO, App R, 
Sections III. G, III. J St III.Q St associated fire protection 
features, per 841203 telcon. Current rev to listed info should 
be submitted by 841227. ,, « 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/12. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 28124:174. 24X 

Fiche: 50-327, 84/12/12, 8412280400. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24 X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York, Inc. 120pp. 28124:001, 24X Fiche; 50 - 000 , 84/12/17, 8412120547, 
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R Periodic operating reports It related correspondence 

8412070905 "NPDES Discharge Monitoring ReptjAug-Qct 1934 " 

RIVERS, M.E Tennessee Valley Authority 84/10/31. BOpp. 
27836.169 24X Fi che: 50-327, 84/10/31 , B412070505. 

B412H0492 Monthly operating repts for Oct 1984. W/941 1 1 4 Itr 

DUPREE, D. C , WALLACE, P.R. Tennessee Valley Authority. 04/10/31. 
42pp. 27894.299. 24)( Fi che . 50-327, 84/ 10/31 , Q4121 10492. 


E. NRC Safety Evaluation Report <SER) 


8412240078 Advises that development of SSER 4 to create bene 
licensing review process which occurred inappropr iate 


suppls & correspondence 

hmarl (;■ 


deferred fay NRC. 

NOVAK, T.M Assistant Director for Licensing 84/12/17 ennu , 

2eo.o:s8.. 2« 


S. Reportable occurrences, LFRs & related correspondence 


G. Adjudicatory correspondence 


8412210168 PN0-II-B4-101. on 841215, e u p los ion & fire in Phase B 
transformer for 500-kV line occurred. Caused by possible 
internal short. Fire brigade extinguished fire No injuries & 
damages to safety-related equipment. 

WEISE.S. , IGNATONIS, A, Region 2, Office of Director 84/12/17 

28036:052. 24X Fic he; 50-327. 84/ 1 2/17, 84122101 68. 

8412310466 Special Rept 84-08: sprinkler sys uialkdown revealed lists 
sprinklers not in compliance w/NFPA Std 13. All sprinklers 
operable. Some sprinklers will be re 1 ocated, some plugged & 
some added. Fire watch established. 

WALLACE, P. R. Tennessee Valley Authority. 84/12/19. Record 
Services Branch (Document Control Desk). 3pp. 28134-354 24 X 

Fiche: 50-328, 04/12/19, 8412310466 


Operator Examinations 


8412270296 Ack receipt of 841022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-24, 

50-260/84-24, 50-296/84-24, 50-327/84-10 h 50-328/84-19. 

Staff assessment of licensee response encl. 

OLSHINSKI, J. A. Region 2. Office of Director. 84/11/20. PARRIS, H G 
Tennessee Valley Authority. 3 pp 28116:001. 24X 

Fiche: 50-000, 84/11/20, B412270296 

noted in In,p Rapt, 

50-259/84-24, 50-260/84-94, 50-296/84-24, 50-327/84-18 & 

90-328/84-19. Restriction imposed that only senior reactor 
operator may act as instructor. 

MILLS. L. M. Tennessee Valley Authority. 84/10/22. O'REILLY, J.P 
Region 2, Office of Director 5pp. 28116:004 24X 

Fiche: 50-000,84/11/20,8419270296. 

—8412270334 Forwards Insp Repts 50-259/84-24,50-260/84-24,50-296/84-24. 
50-327/84-18 it 50-328/84-19 on 840716-20 & 24-26 
notices of violation L deviation. 

LEWIS, R.C. Region 2, Office of Director. 94/09/21. PARRIS, H G 
Tennessee Valley Authority. 2pp. 28116:009. 24X 

Fiche: 50-000, 84/11 /20. 84 1 2270296. 

8412270349 Notice of violation from insp on 840716-20 it 24-26 

» Region 2, Office of Director. 84/09/21, 2pp. 28116 011 24X 

Fiche: 50-000, 84/11/20, 8412270296. 

—8412270381 Insp Repts 50-259/84-24, 50-260/84-24, 50-296/84-24. 
50-327/84-18 & 50-328/84-19 on 840916-20 & 24-26. Vi o lat i ons 

noted: failure to follow training procedure & failure of 
participate in annual raqua 1 i f ica t i on exam, 
nUNRO, J, Region 2, Office of Director. 84/09/20. 24pp, 

28116:014. 24X Fiche- 50-000, 84/11/20. 8412270296, 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 

documents 8 , correspondence 

r.iu.st for- four categoT-ip, of dacupients, 
including trip repts to Region III or facility 5 c Vaugh 
index. “ 

'■’•■’J'ft- bo/03/06. dircks.w. 

olv Executive Director for Operations, Ip. 27830-101 

24X Eic he : 50-329, 84/03/06, 8412060632. ^ 

proposed 841106 Generic Ltr "QA Guidance Re 
ATWS Equipment That is Not Safety Related." Comments 
submitted by Utility Safety Classification Group fullu 
endorsed. ^ 

VANDEWALLE, D. J. Consumers Power Co. 84/12/10. GOLDBERG, S. M, QA 

Branch. 2 pp. 27906:244. 24X Fiche: 50-329, 84/12/10, 8412130118. 

manual . Manual, 

* Consumers Power Co. 84/12/10. DENTDN.H.R. Office of Nuclear 

e? "^PP- 28009:086. 24X 

Fiche: 50-329, 84/12/10, 8412190250. 


BRUNNER, J.E. Consumers Power Co. #484 553 04/1 s/oi ,',11 

BECHHDEFER, C. . HARBOUR, J. A t oml c Sa f and J can! ^n^ BnSSrn" ' 
4pf. 27872:308. 24X FI c he . 50-329, 84/ 1 I/O 6 , 8412 uSral. 

Hearing Branch 2 . #484 031 84/12/21 nFCWUnpccD f 

^Sfi^o' F-;^e: 8S!3S^'84=^ii;s.rs:i^^;oJ”- ---- 

KANE. J. structural & Geotechnical Engineerina Branch Rdi/in, 3 , 

5dP, 28120:191. 24X Fi c h e: 50-329, 84/1 S%L 8UStSj89. 

“"‘trill'fVr*'*®? 'r “''‘‘'“"“Arg hearings on matter raised in CP--- 
trial «< referral of certain matters to Ofc of ' 

Investigations. Certificate of Sve encl 

Project.'' ‘•«48r792’'‘’84^12/2f''''®^I;‘- Ac coon t.t i , i„ 

Panel. 8 pp. 28090:293. 34x' Fi c h e . ^l4/j2/al 

Bulletins & correspondence 

request for four categories of docamem,, 
including trip repts to Region III or facility.App A 
documents available in PDR, Novak & Hood not obligated to 
identify notes or records. 

FELTON, J.M. Division of Rules and Records. 84/04/01 SARDE. 9 P 

Oov.rnmentAccountabil.tg Project. 2 pp 27830: too a 4 X 
Fiche-: SO-329, 84/06/01, 841 2060643, ^ * 


"Various Battery Problems " Sve hti 


8411150064 IE Info Notice 84-83, 
encl. 

York, Inc, i20pp. 27807:058. 24X Fi c he • 50-000, 84/1 1 / 1 9, 8411 1 SCCH 

®''l03r-ll‘oi''Nr‘"'‘’' 50-329/84-24 t, 50-330/84-27 on 0403!? I 

1031-1101. No noncompliance noted. * 

SHAFER, W.D. Region 3, Office of Director. 84/11/26 COOK ) tj 

84?IS'7m! 5''°“'" 24X Fi c h e: 50-329, 84/1 1 ,24. 

-8412170421 Insp Repts 50-329/84-24 !, 50-330/84-27 on 840829 I. 1031- 
actlnn. c omf 1 i an c e noted. Major areas inspected: licensee 

Jr!eri e Identified i terns, remed lal soils leorl 

I future plans for facility. 

LANDSMAN, R. B. . BURGESS, B. L. . SHAFER, W D. Regions, Office of 

8411^7^15.®*'“"“' a4X Fiche io-329"4“[u=i 

!:;r' Penro-Resonant 

ResnSnlfVo Emergency Preparedness «< Eng ineer Ing 

York, Inc Consolidated Edison Co. of 

c. i26pp. 27807:179. 24X Fiche:5O-OOO,84/H/27,04n2iO3i: 

"Molybdenum Breakthrough From 
Tc-79m Generators. " Sve list encl 

83^03^' 84 /! W 9 A°" “V''- fAfeguards 8 , Inspection Program. (Pe.t 
Ud0103). 84/11/30. Consolidated Edison Co. of New York, Inc 

S 8 pp. 27967:086. 24X Fi ch e : 50-000, 84/11 /30, 841 1280366. 

IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsaf ety-Related Equipment. *' ^ 

Sve list encl. 

JORDAN, E.L. Division of Emergency Preparedness it Enoineerina 

Response (Post 830103K 84/11/30. Consolidated Ed^is^rc^.' of 

' n . 116 pp. 27965:224. 24X Fiche; 50-000, 84/1 1 / 30 , 8411380373 
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0412180048 Foryards Attachnentd 1 8, 2 inadvert an 1 1 .j omitted from Insp 

-3.8^84-28 . =0-330/84-27 ro ptotd ^ ^ 

?":;:^m;ra'’poyerJr ^ 303. 24X Ficte: =0-329.84/11/30. 

6412180048. 

_-B412180080^AttadhmeotdJ ^ J"'' s","! *3r''lo^r^l7974“;or^2«’ 

Fiche; 50-329184/11/30,8412180048. 

B412030021 IE info Notice 84-87. "PipinB Thermal Deflection Induced by 

SSSoIir^'u/^Divleg irLjJiJncy ---^-n^t^d^E’dla^r^o” of Nem 
YorSrinc U 7 fP 2796S 340 24X Fiche: =0-000.84/12/03. 8412030021. 

8412030028 IE Info Notice 84-88. "Standby Oas Treatment Sys Probleme. " 

ropoiiri iziiToi^ ^-ro;:^nd:ttd^E3irorJo= of Nem 

yor!r"lnc !l 2 p? 27986 093 24X Fiche: 50-000. 84/12/03. 8412030028. 


8412180067 Submits listing of 


plants that use valves that do not 
olenoid hold douin nut, as aid 


contain locking feature for solenoid hold douin nu^, as a 
inrepairt^n'of IE bulletin, per 941128 9= = *‘7- 
Pnrk Corn Reot 4207 it technical manuals e^icl. W/o encl. 


Rock Carp Rept 4207 it 
CROWLEY, T.D, Target Rock Corp 
Program Branch. 2pp 
B4121S0067. 


84/12/04. POTAPOVS, U. Vendor 
27961:163. 24X Fi c h e : SO-000, 84/ 12/04, 


84120=0081 IE Infe Notice 84-89, "Streps Corrosian Cracklnj in 
Nons ensiti zed 316 Stainless Steel. Svc list end. 

JORDAN. E.L^ "^'ronfoUdited^E^^^r^r of Neu 

V^rtr^Inc USp? 27966 sk 24X Fiche: 50-000, 84/12/07, 84120=0081. 

B412050090 IE Info Notice 84-90, "Main steam L^e Break Effect on 
Environ Qualification of Eyolpment. Svc list 7J'c„„i„,,rlno 
JORDAN, E L Division of Emergency Preparedness !k Engineering 

^“Er"!nc.‘^-l4:r"i-6^-^='°^24X Fl^S^^BiioSSr^A^?!”?, ^8412^^^90. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
jORDA^rru ' dP^ELig^ncrPreparedness^^^Engi^^^l^ 

Vorkrinc.‘'’‘'n6pp°'°i8032f i3a ' 24X Pich^SO-OOO, 84/12/10, 8412060=94. 

8412120341 IE Info Notice 84-92, "Cracking of Flymheels on Cummins Fire 
JORDAN.'e'u' ^Divinon of Emergency Preparedness 6 Engineering 

8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. PnnHneerina 

JORDAN.E.U ^vision Of Emergency Co’ of N.m 

?:?;°"lnc ” 20 “ =8124 Sil 24X Fiche: =0-000,84/12/17, 8412120=47. 

R. Periodic operating reports it related 

8412170108 Forwards June it Jul 1984 monthly 

w/condition of 730323 Menorandum it Order ALAB-106 & Amen 

to CPPR-8i ^ CPPR-82. B4/12/05 DEYOUNO, R, C. Director's 

COOK, J. W. Consumers Power Co. 84/12/03. otruuww, . nni 

Office. Office of Inspection and Enforcement. S671pp. 

24X Fiche: 50-329, 84/12/05, 8412170108. 

0412180170 Foruards monthly rapt far Aug-Nov IP^^ar 730323 Memorandum 
I Ord.; a[m-I 06 t. Amend 1 t: CPPR-81 fc C7R-82. Documents 

mritt.n or closed during rapt P»:‘7 oEVOUNO, R. C. Director's 

CDGK.J. W. Consumers Power Co. Sy 12/14. o7<?a1'290 24X 

Office, Office of Inspection and Enforcement. 37pp. 

Fiche; 50-329,84/12/14, 8412180170. 

S. Reportable occurrences, LERs 

8411080376 Reouests NRC consideration of proposed alternative post- 
ilassembly d^Hel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours & 


B412060173 Interim Part 21 St deficiency rept re TDI fuel control level 
cap screws, rmtially reported on B41010. No . 

actions will be pursued it no further repts on subj made 


unless Midland reactivated. 


KEPPLER.J. G. Region 3, 


COOK.J.W. Consumers Pouar plch^: =0-329, S4/il/15. 


Office of Director 
8412060175. 


4pp. 


8412060188 Interim Part 21 I. dafUiency ra^ 7' ^ 

transmitters potentially lea k ing. Initially reported on 
841010. Four units shipped to facilities. Corrective actions 

will not be pursued. 04 / 11/15 KEPPLER, J. 0. Region 3, 

Office’ of Director"^^ 4^^*"^ 27826:173. 24X Fi c he ; 50-329. 84/1 1/1 5, 

8412060188. 

8412060241 Interim defUlendg rept re '^P^dlnal I^u^rlal Preduct. Corp 
soare studs received w/o ultrasonic exam. Initially reported 
on 841010. Corrective actions will not be pursued unless 
Midland reactivated. o /,/4 4 y 4 « upppi fr jo Region 3, 

S^^ce-^f Dlr^^r” :;r S?E26"==. =4X "pf^he: =0-329. 84/1 1/1=. 

0412060241. 

8412060101 Deficiency rept re diesel fuel 

response to Dow Chemical Co 841113 request for admissions 

ESniRDT.R.J. consumers Ppyer CO 84/1^21. R Off ice of 

Nuclear Reactor Regulation, Director. 6pp. 27827.179, 

Fiche; 50-329, 94/11/21, 8412060101. 

8412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
ised on TDI DSR-4a & DSRV 16-4 Emergency 

Sets - Nozzle Ring Assembly Suppl." Rept represents final QA 
Ra;.‘"l’ "d? .^rlnsimerica Delaval. Inc. , Oyn^s 

DENTON, H.R. Office of Nuclear Director. Ip. 

27711:293. 24X Fiche: 50-000, 84/ 1 1/27, 8412010161. 

—8412010173 "Design Revleu af Elliott Model 900 Turbocharger Used on 
TDI DSR-48 DSRV 16-4 Emergency Diesel Generator Sets 
Nozzle Ring Assembly Suppl. " -a.* qa 5 *7 i 04/11/30 20pp. 

Failure Analysis Associates. 

27711:294. 24X Fi ch e : 50-000, 04/ 1 1 /27, 8412010161 . 

B412110374 Part 21 & interim deficiency rept re Ruskln Mfg Co 
interlocking blade fire dampers. Initially 

841121 . Corrective action will not be pursued it no further 
repts mill be mad. unless pl.nt "“‘‘Tated^^^^^^^^ ^ ^ 

Office’ Of DiJectoJ^* 4?^"' 27892:168. 24X Fiche: 50-329. 84/1 1/27. 

8412110374. 

8412060301 Board Notification 84 - 182 : notifies meeting w/util 

i TDI Emergency Diesel Generator Owners Group in Bethesda.MD 
cracTrin generator crankshafts overall evaluation of 

owners group program. Meeting agenda - pallADINO 

ftqfnhut. D G Division of Licensing. 84/11/28, pallauinu 

27893:215. 24X Fic h e : 50-000, 84/ 1 1/28, 


Commissioners, 

8412060301. 


7pp. 


!t.;natlJ. testing yuuld add cumulative run hour. I Emergency Diesel Generator Crankshaft, Shor.ham 

tarts on engines. Response requested by 841001. nt^iities RAY.C.L. TDI (Transameri ca Delaval, Inc.) Owners Group 

EOROE, J B. Texas Utilities Electric Co. (formerly J®’* Peartar DENTON, H R, Office of Nuclear Reactor Regulation, Dire 

=Si;ectc?'°’^pJ: 273J2^17o"’ ESrEUb^foS-wSrSA/SI/E;: eISSi!'- 24X Fiche: =0-000.84/12/13. 8412240044, 


GEORGE, 

Ge 

Regulation, 

8411080376, 


8412100196 Advises that TDI Diesel Generator response to 

Items 1,2 S: 3 re crankshaft forging t 

specimens generic to Owners Group engines. Crankshaft 
forging process may vary between manufacturer. P4/ia/04 

rAY,C L TDI (Transamerica Delaval, Inc.) Owners Group. ® 
BERLINGER.C. H. Office of Nuclear Reactor Regulation, Director. Ip. 
27834:281. 24X Fiche: 50-000, 84/12/04, 8412100196. 

8412180075 Forwards FaAA-04-9-11. 1* "Design Review of TDI R~4 8< RV 4 
Series Emergency Diesel Generator Cylinder Blocks. Enc 
auDBrsedes 841211 FaAA Rept 84-9-11. oAydn/n 

ray, C. L. TDI (Transamerica Delaval, Inc, ) Owners u 

DENTON, H.R. Office of Nuclear Reactor ^P* 

27960:164, 24X Fiche: 30-000, 84/12/13, 84121B0075. 

-8412180094 Revised "Design Review of TDI R-4 Jk RY-4 Series Emergency 

Diesel Generator Cylinder 0 n 1 04/12/31 125pp. 

* Failure Analusis Associates. FAAA-84-9-1 1. 1. 84/l-:/Ji. 

27960:165. 24X Flcne: 50-000, 84/12/13, 8412180075. 

8412240044 Forwards FaAA-84-6-54, "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland ^ 

Generating Stations" it FaAA-84-3-16, 

Emergency Diesel Generator Crankshafts at Shoreham.. na/io/n 

RAyIc.T TDI (Transamerica Delaval, Inc. ) Owners 
DENTON, H. R, Office of Nuclear Reactor ' P* 

20042:241. 24X Fiche: 50-000, 84/12/13, 8412240044. 


to "TDI Diesel Generators Owners Group 


8412170266 Forwards Rev 1 

Program ' (Transameri ca Delaval, Inc.) Owners Group, 84/12/14. 

DENTON, KR. Office of Nuclear Reactor Regulation, Director. 2pp. 
27932’ 171. 24X Fiche: 50-000, 84/12/14, 8412170266. 
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8412170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan. 
* TDI {Transamerica Delavali Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fiche: 50-000j 84/12/14. 8412170266. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in— line generators. to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 


usions warranted. 

RAY. C. L. TDI (Transamerica Delaval. inc. ) Owners Group. 84/12/19. 
DENTON.H. R. Office of Nuclear Reactor Regulation. Director 
28057:328. 24X Fiche: 50-000. 84/12/19, S41226031 1, 


Ip. 


Hearing transcripts on non-antitrust matters 


Notification 94-182: noti fies of 841022 meeting uj/util 
« TDI Emergency Diesel Generator Owners Group in Bethesda. liD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meeting agenda end. 

ElSENHUTi D. O. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27983:215. 24X Fiche: 50-000. 84/1 1/28, 

8412060301. 


—8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
MD re causes of cracks found in TDI generator crankshafts 8t 
overall evaluation of owners group program. 

NRC - No Detailed Affiliation Given. 84/10/22. 

27883:222. 24X Fi che: 50-000. 84/1 1 /28, 8412060301. 


161pp. 


V. Operator Examinations 


8412200602 Forwards summary of 820108 meeting ui/applicant in Glen 
Ellyn. IL re operator licensing. Attendance list & vieworaphs 
end, 

MCMILLEN, vl. I, Region 3, Office of Director. 82/02/10. BECKHAM. D H 
Region 3, Office of Director. 15pp. 28032-041 24X 

Fiche: 50-329,82/02/10.8412200602. 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


documents & correspondence 


request for four categories of documents, 
including trxp repts to Region III or facility it Vauah 
index. “ “ 

Off Accountability Project. 84/03/06, DIRCKS, W. 
Sav Director for Operations. ip. 27830:101 

24X Fiche: 50-329, 84/03/06. 8412060632. 


proposed 841106 Generic Ltr "QA Guidance Re 
ATWS Equipment That is Net Safety Related." Comments 
submitted by Utility Safety Classification Group follu 
endorsed. ^ 

GOLDBERG. S. M. QA 

Branch. 2pp. 27906:244. 24X Piche: 50-329, 84/12/10, 84121 30118. 


ReactorRl!IdaUom^DirectoJ^^^9pp. ^^28009^^^^^ Nuclear 

Fiche: 50-329. 04/12/10, 8412190250. 


Report (SER), suppls «c correspondence 


development of SSER 4 to create benchmark for 
licensing review process which occurred inappropriate 

defeJjId*bI*NRC^ environ reviews associated w/OL issuance 

NOVAK. T.M. Assistant Director for Licensing. 84/12/17 COOK, J W 

SmJmSS’b F?cK.:50-3i9:84/?2™;:' “- 


G. Adjudicatory correspondence 


“f lilua, action potantial of loils 
banoath iittal fuel oil tante inconclualve. Teitlng data 

Il°‘ *“ ‘'•Pth nacoeianp to provide 

BRUN^ i eand pocket, u/.vc ll.t. Related corre.ponden?e. 

BECPm^FEi d '=?■ avia/oi. cowan, f.p., 

BECHHD6FER,C , HARBOUR.d, Atomic Sefetd and Llcen.lnj Board Panel, 
-»pp. 27072.308. 24X Fiche: 50-329, 84/12/06. 8412110583. 


®^Bor{nj"!o^°Trjbro^;rB;r“*''“ 

cSJSUiF p', S""!; =. BECHHOEFER.C., 

PHion-'fon Safety and Licensing Board Panel lo 

28120:190. 24X Fiche: 50-329. 04/12/21, 8412310189. ip. 


providing co«ent5 on util B.isos 
to ASLB re Boring Logs B-1 through D-4 'JOilt- 

KANE, Structural & Geotechnical Engineering Branch. 

5pp. 28120:191. 24X Fi c h e : 30-329, 84/12/21 . 8412310 1 89. 


8412270108 Request for evidentiary hearings on matter raised in CPf - 
trial & referral of certain matters to Ofe of 


Investigations. Certificate of Sve end. 
BERNABEI.L. Stamiris. B. BERNABEI.L 
Project. #494 792. 84/12/24 

Panel. 8pp. 28090' 293. 


Government Ac c ountabiiitn 
Atomic Safety and Li c ens ing Boln 
24X Fiche: 50-329. 84/12/24, B4 122701 (ig 


Inspection reports, IE Bulletins & correspondence 


8412060643 Responds to FOIA request for four categories of document, 
including trip repts to Region III or facility. App A 

available in PDR. Novak & Hood not obligated to 
identify notes or records. 

FELTON. J. M. Division of Rules and Records. 84/06/01 GARDE. B P 
Government Accountability Project. 2pp. 27830-102 ’ 24X 

Fiche: SO-329, 84/06/01, 8412060643. 


"Various Battery Problems." Sve Hjt 


8411150064 IE Info Notice 04-83. 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerina 
Rb.ponse tPost S30103). 84/11/19, Conuolldbt.d E3."»rcS\ni„ 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000. S4/1 1/19, 84inS5Cil 


SO-aZ’/S-l-Ri 8, 50-330/84-27 pn 84083)1 
1031-1101. No noncompliance noted. ’ 

SHAFER, W. D. Region 3, Office of Director. 84/11/26 COOK, J H 

S412i'7S4I3'’°“''' Fichu: 50-329. 84/11/24, 


50-329/84-26 6 50-330/84-27 on B40829 4 lOSl- 
1101. No noncompliance noted. Major areas inspec ted: 1 i c ens ee 
actions on previously identified items, remedial soils work 
areas & discussion of future plans for facility 
LANDSMAN. R. B. . BURGESS. B, L. . SHAFER. W, D. Regions. Office of 
8412170415 27968:296. 24X Fi che: 50-329, 84/11/34 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84. 

Transformers. " Sve list end. 

JORDAN. E.L Division of Emergency Pr epared ness St Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co of K, 

York, Inc. 126pp. 27807:179. 24X Fic he: 50-000. S4/1 1/27, 841121034 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list end. 

& Inspection Programs (Post 

830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SSpp. 27967:086. 24X Fi c h e : 50-000, 84/ 11 /30, 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys St Nonsaf et y-Related Equipment " 

Sve list end. 

JORDAN, E.L^ Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Co. of Ki; 

York, Inc. 116pp. 27965:224. 24X Fiche ; 50-000. 84/ U /30. 841 12S037( 


^ ** ^ inadvertently omitted from Imp 
Repts 50-329/84-26 St 50-330/84-27 re shutdown plan. 

SHAFER. W. D. Region 3, Office of Director. 84/11/30. CGOK, J W 
‘P- 27974:303. 24X Fic h e: 50-329. 04/ 1 1 /3oi 

1 21 30048^ 


-8412180050 Attachments 1 & 2 to Insp Repts 50-329/84-26 & 50-330/31- 
* Region 3, Office of Director. 84/11/30. 20pp. 27974*304 

Fiche: 50-329. 84/11/30. 8412180048. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced h 
Stratified Flow. " Sve list end. 

JORDAN, E.L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co, of Nt 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 841203002 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problm' 
Sve list end. 


JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of 

i22pp. 27966:093. 24X Fiche: 50-000. 84/12/03, 8412030029 


York. Inc. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 & technical manuals encl.W/o end. 

CROWLEY, T.D. Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
8412180067*”''^’ 2pp. 27961:163. 24X Fiche: 30-000, 84/ 12/04, 
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B41S0500S1 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Non sens i t i z ed 316 Stainless Steel. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc llSpp. 27966:332. 24 X Fi c he : 50-000. 84/12/07. 8412050081 . 


S412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc 114pp. 27966:215. 24X Fi c he : 50 - 000 . 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24 X Fiche: 50-000, 84/12/10, 8412060594. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 


24X Fiche: 50-000, 84/12/17. 8412120547. 


Periodic operating reports & related correspondence 


8412170108 Forwards June tt Jul 1984 monthly repts, in accordance 
w/condltion of 730323 Memorandum & Order ALAB-106 8< Amend 1 
to CPPR-81 & CPPR~82. 

COOK. J. W. Consumers Power Co. 84/12/05. DEYOUNG. R. C. Director's 
Office. Office of Inspection and Enforcement. S671pp. 27975:001. 

24X Fiche:, 50-329. 84/12/05, 8412170108. 


8412180170 Forwards monthly rept for Aug-Nov 1984. per 730323 Memorandum 
& Order ALAB-106 Amend 1 & CPPR-81 & CPPR-e2. Documents 
written or dosed during rept period end. 

CDDK.J. W. Consumers Power Co. 84/12/14, DEYOUNG. R. C. Director's 
Office. Office of Inspection and Enforcement. 37pp. 27961:290. 24X 

Fiche: 50-329. 84/12/14, 8412180170. 


S. Reportable occurrences. LERs 8t related correspondence 


8412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-4a & DSRV 16-4 Emergency Diesel Generator 
Sets - Nozzle Ring Assembly Suppl.” Rept represents final QA 
verified rept on subj. 

RAY. C.L. TDI (Transamer ica Delaval. Inc.) Owners Group. 84/11/27. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27711:293. 24X Fiche: 50-000, 84/1 1/27, 8412010161. 


— 8412010173 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl. " 

* Failure Analysis Associates. FAAA 84-5-7.1. 84/11/30. 20pp. 

27711:294. 24X Fich e : 50-000. 84/1 1 /27, 8412010161. 


8412110374 Part 21 & interim deficiency rept re Ruskin Mfg Co 
interlocking blade fire dampers. Initially reported on 
841121. Corrective action will not be pursued & no further 
repts will be made unless plant reactivated. 

COOK. J. W. Consumers Power Co. 84/11/27. KEPPLER. J. G. Regions, 
Office of Director. 4pp. 27892:168. 24X Fi ch e: 50-329, 84/ 1 1/27, 

8412110374. 


8412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
8< TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts tt overall evaluation of 
owners group program. Meet ing agenda end. 

EISENHUT, D. Q. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27883:215. 24X Fiche : 50-000. 84/1 1/28, 

8412060301. 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

RAY. C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINGER. C. H. Office of Nuclear Reactor Regulation. Director. Ip. 
27834:281. 24X Fiche : 50-000. 84/12/04, 8412100196. 


8412180075 Forwards FaAA-84-9-1 1. 1, "Design Review of TDI R-4 8< RV-4 
Series Emergency Diesel Generator Cylinder Blocks." End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. Ip. 
27960:164. 24X Fiche: 50-000. 04/12/13, 04121BOO75. 


— 8412180094 Revised "Design Review of TDI R-4 & RV-4 Series Emergency 
Diesel Generator Cylinder Blocks." 

# Failure Analysis Associates. FAAA-84-9-11. 1. 84/12/31. 125pp. 

27960:165. 24X Fiche: 50-000. 84/12/13. 8412180075. 


8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours 8< 
starts on engines. Response requested by 841001. 

GEORGE. J.B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation. Director. 5pp. 27392:170. 24X Fiche: 50— 000. 84/09/21. 

8411080376. 


B412060175 Interim Part 21 8< deficiency rept 
cap screws. Initially reported on 841010. No 
actions will be pursued it no further repts 
unless Midland reactivated. 

COOK, J. W. Consumers Power Co. 84/11/15. 
Office of Director. 4pp. 27826:311. 24X 

B412060175. 


re TDI fuel control level 

corrective 

on subj made 

KEPPLER. J.G. Region 3. 
Fiche: 50-329. 84/11/15, 


8412060188 Interim Part 21 Zt deficiency rept re Rosemount 1153 Series B 
transmitters potentially leaking. Initially reported on 
841010. Four units shipped to fac i 1 ities. Corrective actions 
will not be pursued, 

COOK. J. N. Consumers Power Co. 84/11/15. KEPPLER. J, G, Region 3. 
Office of Director, 4pp. 27826; 173. 24X Fiche: 50— 329. 84/11/15. 
8412060188. 


8412060241 Interim deficiency rept re Cardinal Industrial Products Corp 
spare studs received w/o ultrasonic exam. Initially reported 
on 841010. Corrective actions will not be pursued unless 
Midland reactivated. 

COOKrJ.W. Consumers Power Co. 84/11/15. KEPPLER. J.G. Regions, 
Office of Director. 4pp. 27826:251. 24X Fiche: 50-329. 84/11/15, 

84 12060241. 


8412060101 Deficiency rept re diesel fuel oil tank boring logs. Util 
response to Dow Chemical Co 841113 request for admissions 
end. 

ERHARDT. R. J. Consumers Power Co. 84/11/21. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. 6pp. 27827: 179, 24X 

Fiche: 50-329, 84/11/21, 8412060 1 01 . 


8412240044 Forwards FaAA-a4-6-54, "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland it San Onofre Nuclear 
Generating Stations" it FaAA-a4-3-l6, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . , " 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) ' Owners Group. 84/12/13, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28042:241. 24X Fiche: 50-000. 04/12/13, 8412240044. 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan." _ 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/14. 
DENTON. H, R. Office of Nuclear Reactor Regulation. Director. 2pp. 
27932: 171. 24X Fiche: 50-000. 84/12/14, 8412170266. 


— 8412170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan. " 
* TDI (Transamer ica Delaval. Inc. ) Oumers Group. 84/12/14. 

324pp. 27932:173. 24X Fiche: 50-000, 84/12/14. 8412170266. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysls.No changes 
to conclusions warranted. 

RAY, C. L. TDI (Transamerica Delaval. Inc. ) Owners Group. 84/12/19. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28057:328. 24X Fiche: 50-000. 84/12/19, 841226031 1. 


T. Hearing transcripts on non-antitrust matters 


8412060301 Board Notification 84-182: notlfi es of 841022 meeting w/util 
it TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meeting agenda end. 

EISENHUT. D. G, Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27383:213. 24X Fiche: 30-000, 84/11/28, 

8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda. 
MD re causes of cracks found in TDI generator crankshafts it 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22, 161pp. 

27883:222, 24X Fiche: 30-000,84/1 1/28. 8412060301. 
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V. Operator Examinations 


8412200602 Forwards summary of B20108 meeting ui/applicant in Olen 
EllynilL re operator 1 icens ing. Attendance list & vxewgraphs 
enc 1 . 

MCMILLEN. J. r. Region 3, Office of Director. 82/02/10. BECKHAM. D. H. 

Region 3, Office of Director. 15pp. 28032:041. 24X 

Ficiis: 50-329. a2/02/10i 8412200602. 


DOCKET 50-331 DUAI« ARNOLD ENEROT CENTER 


F. Seeurityi medical, emergency fc fire protection plans 


8412070269 Rev 5 to Radiological Emergency Plan Implementing Procedure 
EPIP-3. 2. “Offsite Radiological Monitoring. *•* 

e Iowa Electric Light & Power Co. 84/10/31. 2Spp. 27819:301. 24X 

Fiche: 50-331. 84/10/31, 8412070269. 


8412030189 Forwards payment of fee omitted from B4092S application 
req.uesting exemptions from certain App R requirements, 

MCOAUQHY. R. W. Iowa Electric Light tt Power Co. 84/11/26. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. Ip, 
27726:253. 24X Fiche: 50-331 , 84/1 1/26, 8412030189. 


— 8112110282 Forwards safety evaluation permitting facility to op^r^tt 
on single loop w/up to 50% p ower. Mu 1 1 i-p Ian t Item E--04 
comp 1 ete. 

SPEIS. T. P. Assistant Director for Reactor Safety. 01/11/19. 
NOVAK. T. M. Assistant Director for Operating Reactors. lOpp 
27847.131. 24X Fiche: 50-000. 84/04/04. 8412070188. 


8412120269 Final response to FOIA request for documents re NRC detii; 
to offer opportunity for prior hearing for proposed license 
amends to 11 nuclear reactors allowing one rec Ircu lat ion 
loop out of SVC. App A J< B documents available in PDR, 

FELTON. J. M. Division of Rules and Records. 84/06/08. flELl..N 
Nuclear Information & Resource Service. 3pp. 27952:283. 24)1 

Fiche; 50-331. 84/06/08. 8412120269. 


— 8412120275 "Duane Arnold Energy Ctr. Singl e-Loop Operation “ 

♦ General Electric Co. NEDO-24272. 90/07/31, 27pp. 27952;:; 

24X Fiche; 50-331. 84/06/08. 8412120269 


B412050542 Submits equipment qualification program status rept ?or «« 
ending S41116.Encl list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 04/11/26 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 3 pp 
27783:310. 24X Fiche: 50-000. 84/1 1/26. 8412050542. 


8412040059 Rev 2 to Emergency Plan Implementing Procedure EPIP 2.4, 
"Activation & Operation of Offsite Relocation 8 c Assembly 
Area. " W/841126 Ir. 

HINOTON. D. J. . WILSON. D.. WEST. J. N. Iowa Electric Light it Power Co. 
84/11/26. 16pp. 27750:219. 24X Fiche; 50-331. 84/1 1/26. 8412040059. 


8412040152 Requests exemption from schedule requirements of 
iOCFRSO. 48<C 1 to permit completion of protection of addl 
structural steel, described in R McOaughy 841031 Itr, prior 
to Cycle 8 startup. 

MCCAUGHY, R. W. Iowa Electric Light & Power Co, 84/11/30. 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
27749:212. 24X Fiche: 50-331. 84/11/30. 8412040152. 


3pp. 


8412120430 Forwards “Program Plan for Implementation of Detailed 
Conrol Room Design Review" 8 ( "Human Factors Engineering 
Control Room Survey Suppl. “ in response to SuppI 1 to 
NUREe-0737. Item 5. 2, a (Generic Ltr 82-33). 

MCOAUGHY, R. W. Iowa Electric Light & Power Co. 84/11/30. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Id. 
27884:175. 24X Fiche: 50-331. 84/1 1 /30. 8412120430. 


8412310342 Notification of rescheduled 841214 meeting to B50104 
w/Mark 1 Owners Group, NUTECH. Structural Mechanics Assoc & 
Franklin Research Ctr to discuss use of CMDOF code. 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/26. VASSALLO. D ^ 

Operating Reactors Branch 2 . Ip. 20133:339. 24X 

Fiche: 50-000, 84/11/26, 8412310342. 


B4120501S4 Notification of 841214 meeting w/Mark I Owners Group. 
Structural Mechanics Assoc 8 < Franklin Research in Bathesda, 

MD to discuss use of CMDOF code to determine coupling 
between torus it torus attached piping, 

SIEGEL, B, L. Operating Reactors Branch 2. 84/11/27. VASSALLCl. D 3 

Operating Reactors Branch 2. Ip. 27812:036. 24X 

Fiche: 50-000. 34/11/27, 8412050184. 


B412H0239 Provides plans to Implement reactor vessel water level 
improvements, as requested by Generic Ltr 84-23. Rept 
describing mods & schedule will be provided by 850503. 

MCOAUGHY, R. W. Iowa Electric Light 8 s Power Co. 84/12/05. Dt-hTC/. 
Office of Nuclear Reactor Regulation, Director, 2pp. 27Q56 304 
24X Fiche: 50-331. S4/12/05. 8412110239. 


•8412120434 "Program Plan for Implementation of Detailed 
Design Review. " 

e Iowa Electric Light Ss Power Co. 84/11/30, 32 pd 
24X Fiche: 50-331. 84/11/30, 8412120430. 


Control Room 
27804; 176. 


"Human Factors Eng ineering“ Control Room Survey Suppl. " 

Electric Light it Power Co. MICAS, A. 
BWR Owners Group. 83/09/28. 133pp. 27884:209 24X 

Fiche; 50-331, 84/11/30. 8412120430. 


Safeguards Insp Rept 50-331/84-15 on 341113-16 it 
violation.Notice of violation 8 s insp rept detail* 
withheld (ref 10CFR73, 21 ). ^ 

AXELSON.W.L. Region 3. Office of Director. 84/12/07 LIU.i 
Electric Light 8 . Power Co. 2 pp. 27900 299 24 X 

Fiche; 50-331, 84/12/07, 8412130330. 


0" 341113-16. 

noted, some tasks required by training 4 s aual if Icatinn nian ^ 
CHRISTOFFER.G, . BELANGER, U. L. , CREED, U. R. Regions. Qffie. 

8^330. 3«F?ch.:M-33LG:/j2/07, 


8412110370 Application for amend to License DPR-49, r ovi s 1 ng Tech C;# 
*^"^3-170 re administrative 8 s physical changes for Groups 
6 it 7 containment isolation valves. Fee paid. 

MCGAUOHY, R. W. Iowa Electric Light 8 < Power Co. 84/12/05. OENTC?, 
Office of Nuclear Reactor Regulation, Director. 6 pp. 27852 00? 
24X Fiche: 50-331, 84/12/05, 8412110370. 


8412110376 Proposed Tech Spec RTS-170 re administrative 
changes for Groups 6 & 7 containment isolation valves 
* Iowa Electric Light 8 < Power Co. 84/12/05. 14pp 
24X Fiche: 50-331, 84/12/05, 8412110370. 


8< physics; 
27052 on 




ww .-.4.vciia.c vrn— TT, cnang ing letn 

to support reload license for Cycle 3 lead test assemblies. 

Fee paid. 

MCGAUOHY, R. W. Iowa Electric Light 8 t Power Co. 84/12/07. DENTG?^ 
Nuclear Reactor Regulation, Director. 2 pp. 27807;3ID 
24X Fiche: 50-331, 84/12/07, 8412120267. ^ 


■8412120279 Proposed Tech Specs supporting reload 
lead test assemblies. 

e Iowa Electric Light 8 ( Power Co. 84/12/07. 
24X Fiche; 50-331, 84/12/07, 8412120267. 


1 icense for Cycit S 
17pp. 27807 


Fiche; 30-331, 84/12/14, 8412200317, 


correspondence 

Fiche; 50-000,84/04/04, 8412070188. •:^» 4 /. 124. 24X 


* 7 j noioaa L,icensi,n 

Arnold Energy Ctr, Unit 1, Reload 7 ." 

LAMBERT, P. A. , ZARBI 8 , W. A. , CHARNLEY, J. S, Oener 
23A1739 ROl. 84/12/31. 34pp. 27887:329. 24X 

Fiche: 50-331, 04/12/07, 8412120267. 


Bubmi tt a 1 for £,i'< 
Electric Go 


I noo w-Twottw ror amena x 

License DPR-49, deleting snubber listing from Tech Spec in 
accordance w/Oeneric Ltr 84-13 it adjustment of two snubber 
testing requirements. 

HQUVENAGLE, T. Iowa, State of. 84/12/07. VASSALLO, D. B, apereti! 
8412120372 ^*"^^^’ 27073:318. 24X Fiche: 50-331 , 84/1 2/07. 


8412120447 Application for amend to License DPR-49, revi s ina Tech S: 
re new «< spent fuel storage facilities to support l.aS tJst 
assembly program for Cycle 8 . 

MCGAUOHY, R W. Iowa Electric Light & Power Co. 84/12/07 
Reactor Regulation, Director. 2 pp 
24X Fiche; 50-331, 84/12/07. 8412120447. 


DENTC^. ■ 
27879:316 



DOCKETED ITEMS 


181 


— 0412120449 Proposed Tech Specs re new & spent fuel storage facilities 
to support lead test assembly program for Cycle 8. 

# Iowa Electric Light ?e Power Co. S4/12/07. 5pp. 27879:318. 

24X Fiche: 50-331.84/12/07, 8412120447. 


8412130095 Forwards proposed rev to 840127 Tech Specs re limiting 
conditions for operation, incorporating guidance contained in 
Generic Ltr 83-36, per 840919 request. Rev of Tech Specs 
reauested to incorporate changes. 

MCGAUGHT, R. W. Iowa Electric Light & Power Co. 84/12/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 4pp. 27906:011. 

24X Fiche: 50-331, 84/12/07, 8412130095. 


—8311040210 Requests Regions I. II, IV 8< V followup info requested in 
end Region III 830915 memo re early vintage HFA relays 
in operating plants (IE Info Notice 82-13) & forward 
findings by 830923. 

BAER, R. L. Engineering & Generic Communications Branch. 83/09/19. 
STAROSTECKI, R. Division of Project 8t Resident Programs. 2pp. 
27926:325. 24X Fiche: 50-000. 84/06/14, 8412130016. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fic he: 50-000, 84/1 1 / 19, 841 1 150064. 


— 8412130105 Proposed rev to Tech Specs re limiting conditions for 
operation for drywell pressure monitor, suppress ion chamber 
water level monitor, drywel l/torus radiation monitor & 
containment hydrogen/oxygen concentration monitor. 

# louia Electric Light & Power Co. 84/12/07. 16pp. 27906:015. 

24X Fiche: 50-331,84/12/07, 8412130095. 


8412130431 Supplemental application for amend to License DPR-49, 
consisting of Proposed Change RTS-124, revising Tech Specs re 
single recirculation loop operation. Tech Specs supersede 
801017,811218 8c 830624 submittals. 

MCGAUOHY, R. W. Iowa Electric Light & Power Co. 84/12/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 5pp. 27902:092. 

24X Fiche; 50-331, 84/12/07, 8412130431. 


— 8412130435 Proposed Tech Spec changes re single recirculation loop 
operation. 

e Iowa Electric Light 8c Power Co. 84/12/07. 47pp, 27902:097. 

24X Fiche: 50-331, 84/12/07. 8412130431. 


8412180078 Forwards response to NRC request for addl info re 
containment analysis submitted in support of power upgrade 
app 1 icat ion. 

MCGAUOHY, R, W. Iowa Electric Light 8c Power Co. 84/12/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 6pp. 27960:158. 

24X Fiche: 50-331, 84/12/07, 8412160078. 


8412310085 Application for amend to License DPR-49, consisting of 
Proposed Change Request RTS-177, revising Tech Specs to 
reflect conformance to Type C testing requirements of 
10CFR50,App J. Fee paid. 

MCGAUOHY, R, W. Iowa Electric Light 8c Power Co. 84/12/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 4pp. 28121:129. 

24X Fiche: 50-331, 84/12/07, 8412310085. 


— B412310095 Proposed Change Request RTS-177 to Tech Specs, revising 
Footnote 1 of Table 3.7-2 to reflect conformance to Type C 
testing requirements of 10CFR50, App J, Paragraph III. C. 2(b). 

* Iowa Electric Light 8c Power Co. 84/12/07. 2pp. 28121:133. 
24X Fiche: 50-331, 84/12/07, 8412310085. 


8412310176 Submits revised schedule for testing requirements of 
tOCFRSO.App J mods 8< requests relief from certain App J 
requirements. Summary status of 10CFR50, App J issues 8< 
relief requests encl. 

MCOAUOHYi R. W. Iowa Electric Light 8c Power Co. 84/12/07. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 4pp. 28121:075. 

24X Fiche: 50-331, 84/12/07, 8412310176. 


0412310209 Forwards Rev 1 to Proprietary NEDC-30603-P-1, "Duane Arnold 
Energy Ctr Power Uprate. " Return of prior version of rept 
requested. Nonpropnietary version in preparation, Rept 
Withheld (ref 10CFR2. 790). 

MCGAUOHY, R. W. Iowa Electric Light 8< Power Co. 84/12/12. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. Ip. 28119:292. 24X 

Fiche: 50-331, B4/12/12, 8412310209. 


8412030439 Forwards SALP Rept 50-331/84-09 for Apr 1983 - Aug 1904. 
KEPPLER,J. G. Region 3, Office of Director. 84/11/23. LIU, L. Iowa 
Electric Light 8* Power Co. 2pp. 27723:200. 24X 

Fiche: 50-331,84/11/23, 8412030439. 


—8412030445 SALP Rept 50-331/84-09 for Apr 1983 - Aug 1984. 

* Region 3, Office of Director. 84/11/23. 27pp, 27723:202, 24X 

Fiche: 50-331, 84/11/23, 8412030439. 


8412050228 Responds to NRC 841029 ltr re violations noted in insp rept 
8c proposed imposition of civil penalty . Corrective actions: 
standby liquid control sys ml sposi tioned Valve V-26-1 
restored to proper position 8c penalty paid. 

MCOAUOHY, R. W. louia Electric Light 8< Power Co. 84/11/26. 

TAYLOR, J, M. Director ^^s Office, Office gf Inspection and Enforcement. 
9pp. 27773:173. 24X Fi c he : 50-331 , 84/11/26, 8412050228. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness 8c Engineering 
ResDonse (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, B411210360, 


8412070100 Responds to IE Bulletin 84-03 re potential for 8( 
consequences of refueling cavity water seal failure. Seal 
failure would result In minor loss of water which would be 
compensated by core spray 8</or RHR sys. 

MCOAUOHY, R. W. Iowa Electric Light 8< Power Co. 04/11/28. 
KEPPLER.J. 0. Region 3, Office of Director. 3pp. 27820:320. 24X 

Fiche: 50-331, 84/11/28, 8412070100. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl. 

GRACE. J.N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc. 

eepp. 27967:086. 24X Fiche : 50-000, 84/11/30, 0411200366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8i Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8( Engineering 
Response (Post 030103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03. 8412030021. 


8412030028 IE Info Notice 04-88, "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp, 27966:093. 24X Fiche; 50-000. 84/12/03, 8412030028. 


8412310324 Advises that Quality List Q-200 conforms to Item 2, 1. 1 in 
Generic Ltr 83-28 re equipment classification of reactor 
trip function components. No nonsafety-related components 
found fflisclassif led. Six unclassified items reassigned. 

MCGAUOHY, R. W. Iowa Electric Light it Power Co. 84/12/26. DENTON, H. 
Office of Nuclear Reactor Regulation, Director, 2pp, 28121:345, 

24X Fiche; 50-331, 84/12/26, 8412310324. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 8c technical manuals encl.W/o encl. 

CROWLEY, T.D. Target Rock Corp. 84/12/04. POTAPOVS, U, Vendor 
Program Branch. 2pp, 27961:163. 24X Fiche: 50-000,84/12/04, 

8412180067. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical relays. Forwards App A 
documents, App A 8c B documents available in PDR, Search 
continuing for documents re Items 2, 3, 4 8< 5 of request. 

FELTON, J, M. Division of Roles and Records. 84/06/14. BELL, N. 
Nuclear Information 8c Resource Service. 3pp. 27926:281. 24X 

Fiche; 50-000, 84/06/14, 8412130016. 


8412310401 Forwards Exam Rept 50-331 /OL-84-01 of exam administered on 
841023. 

LITTLE, W. 8. Region 3, Office of Director. 84/12/06. LIU, L. Iowa 
Electric Light 8c Power Co. 2pp. 28134:089. 24X 

Fiche: 50-331, 84/12/06, 8412310401. 


— 8412310406 Exam Rept 50-331 /QL-a4-01 on 841023. Exam results: all six 
candidates passed oral exam. Two failed written exam. 

MCMILLEN, J. I. Region 3, Office of Director. 84/12/05, 124pp. 

28134:091. 24X Fiche: 50-331, 84/12/06,8412310401. 
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B412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergencg Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche; 50-000, 04/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, "Wain Steam Line Break Effect on 
Environ Qualif ication of Eq.uipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of Neu 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07. 8412050090. 


8412130330 Forwards Safeguards Insp Rept 50-331/84-15 on 841113-16 & 
notice of violation. Notic e of violation it insp rept details 
withheld (ref 10CFR73. 21). 

AXELSON, W. L. Region 3, Office of Director. 84/12/07. LIU, L. Iowa 
Electric Light Je Power Co. 2pp. 27900:299. 24X 

Fiche: 50-331, 84/12/07, 8412130330. 


— B41213033S Safeguards Insp Rept 50-331/84-15 on 841113-16, Noncomp lianc e 
noted: some tasks required by training qualification plan 
not fulfilled by security officers. Details withheld 
(ref 10CFR73. 21). 

CHR ISTOFFER, G. , BELANGER, J. L. , CREED, J. R. Regions, Office of 
Director. 84/12/06. 2pp. 27900:301. 24X Fiche: 50-331 , 84/12/07, 

8412130330. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/ 10, 8412060594. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. I19pp. 28123; 131, 24X Fiche: 50-000, 84/12/17, B412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche; 50-000, 84/12/ 17, 8412120547. 


R. Periodic operating reports 8c related correspondence 


8412210047 Monthly operating rept for Nov 1984. W/841215 Itr. 

PUTNAM, K.S., MINECK, D. L, Iowa Electric Light & Power Co. 84/11/30. 
9pp. 28052:291. 24X Fiche: 50-331, 84/11/30, 8412210047, 


S. Reportable occurrences, LERs & r_ela^Bd_ correspondence 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical relays. Forwards App A 
documents. App A 8c B documents available in PDR. Search 
continuing for documents re Items 2, 3, 4 & 5 of request. 

FELTON, J.M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information it Resource Service. 3pp. 27926:281. 24X 

Fiche: 50-000, 84/06/14, 8412130016. 


— 8311040210 Requests Regions I, II, IV Sc V followup info requested in 
end Region III 830915 memo re early vintage HFA relays 
in operating plants (IE Info Notice 82-13) U forward 
findings by 830923. 

BAER, R, L. Engineering 8« Generic Communications Branch. 83/09/19. 
STAROSTECKI, R. Division of Project Sc Resident Programs. 

LEWIS, R. C. Division of Project Sc Resident Programs, 

OAGLIARDO, J. E. Division of Resident, Reactor Project 8c Engineering 
Programs. 2pp. 27926:325. 24X Fiche: 50-000, 84/06/14, 8412130016. 


— 8412130023 Responds to W Laudan request for info 8c recommendations re 
considerations for review of HFA relay failure resolution. 

Listed considerations should be addressed by util, 

SPES8ARD, R. L. Division of Engineering. 83/10/12. JORDAN, E, L. 
Division of Emergency Preparedness 8c Engineering Response (Post 
830103). 2pp. 27926:308. 24X Fiche: 50-000, 84/06/14, 8412130016. 


B412130026 Ack receipt of 830916 Itr informing NRC of operating 
failures of OE HFA relays 8c corrective actions implemented 
to resolve problems. Actions 8c commitments adequately 
address concerns. 

KEPPLER, J. 0. Regions. Office of Director. 83/09/21. LIU, L. 
Iowa Electric Light Sc Power Co. Ip, 27926:310. 24X 

Fiche: 50-000, 84/06/14, 8412130016. 


— B412130030 Submits daily h i g h 1 igh ts. On 830906, GE, Type HFA relay q- 
APRM channel failed in energized position. Caused by 
overheating resulting in varnish coating on relay coils 
melting & adhering to relay plunger. 

SIEGEL, B. L. Operating Reactors Branch 2 83/09/14. DENTON, h 

CARTER, J. , EISENHUT, D. NRC - No Detailed Affiliation Given, i' 
27926.323, 24X Fi che: 50-000, 84/06/14, 8412130016. 


8412030416 PNO— I I I— 84— 102: on 841 123, star tup transformer water deluge 
sys actuated . Fire pump annunciation followed by transformer 
8< reactor trip. Cause of deluge sys actuation unknown. Unit 
being placed in cold shutdown. 

BOYD.D.C., WARNICK.R.F. Regions. Office of Director. 04/11/23 
Ip. 27724.189. 24X Fiche; 50-331, 84/1 1/23, 8412030416. 


8412010187 PNO- 1 1 1-84-1 02A: on 841123, startup transformer water deluge 
sys actuated. Fire pump annunciation led to transformer & 
reactor trip. Deluge valve opening caused by pressure loss 
in transformer oil rate-of-temp rise detector. 

BOYD, D. C., WARNICK.R.F. Region 3, Office of Director. 84/1 l/Si, 

Ip. 27713, 051. 24X Fiche: 50-331. 84/11/26, B412010187. 


6412060235 LER 04— 038-00; between 841029-1 1 1 5, two secondary containment 
airlock doors simultaneously opened three times. Caused by 
defective door latch mechanisms or interlock solenoids. 

Devices repaired. W/a41 128 Itr. 

MILLER, W., MINECK, D.L. Iowa Electric Light & Power Co. 84/11/28 
3pp. 27825:358. 24X Fiche; 50-331, 84/1 1/28, 8412060235. 


8412070209 Responds to 841108 Itr re Navco BE415 sway struts. Four away 
struts purchased from Basic Engineers on 800326 h shipped to 
facility on B0082B. 

BDRNES, R. P. Southwest Fabricating & Welding Co. (subs, of lU 
International Corp.). 84/11/29. ZECH, 0. 0. Vendor Program Branch 
Ip. 27814:052, 24X Fi ch e : 50-331 , 84/ 1 1 /29, 8412070209. 


8412060588 LER 84-039-00: on 841 101 , dur ing normal op erat ion, r eactor 
water cleanup sys isolated due to momentary spurious signal 
in reactor water cleanup isolation logic. Cause unknown, Sys 
free of valid isolation parameters. W/841130 Itr. 

PUTNAM, K.S., MINECK, D. L. Iowa Electric Light & Power Co. 84/11/30 
3pp. 27825:228. 24X Fiche : 50-331 , 04/1 1/30, 8412060588. 


8412130513 LER 84-040-00: on 841104, au x i 1 iary transformer fa 1 led. causing 
main generator & auxiliary transformer breakers to 
nonessential buses to open. Caused by short circuit between 
turns in high voltage winding of phase coi 1. W/a41204 Itr. 

SMITH.J. C. , MINECK, D.L. Iowa Electric Light 8< Power Co. 84/12/04. 
6pp. 27916:132. 24X Fiche: 50-331 , 84/ 12/04, 8412130513, 


8412180311 PNQ-V-84-072: on 041 128, sh i p p ing drum transported to State of 
UA found w/puncture hole & radioactive shipment record 
failed to specify waste class tt stability for one drum. State 
of WA banned licensee from use of burial site. 

THOMAS, R. D. Region 5, Office of Difelr^or. 84/12/1 1, ' "ip. 

27959:320. 24X Fiche: 50-331, 84/12/1 1, 841218031 1. 


8412200490 LER 84-041-00: on 841 1 11, r eac tor water conductivity increased 
above Tech Spec limit. Caused by resin or air intrusion. 

Operating procedures improved to minimize sys disturbances. 

W/a4i211 Itr. 

KEITH, W., MINECK, D.L. Iowa Electric Light it Power Co. 84/12/11- 
4pp. 28030:209. 24X Fi ch e : 50-331, 84/ 12/ 1 1 , 8412200490, 


V, Operator Examinations 


8412200442 Grants 820209 request for waiver of part of control room 
shift training for senior operator applicants being examined 
during wk of 820621 w/listed stipulations. 

HIND, J. A. Division of Emergency Preparedness 8f Operational Support, 
82/02/22. ROOT, L. D. Iowa Electric Light & Power Co, Ip, 

28030:254. 24X Fiche: 50-331. 82/02/22, 8412200442. 


8412200445 Discusses arrangments for senior operator it operator exam to 
be administered on 830419-21, per D Hickman it J McMillen 
telcon. End list of ref matls needed by 830214, Requirements 
for conducting exam also encl.W/o ends, 

LITTLE, W.S. Region 3, Office of Director. 83/01/21. ARNOLD. D. 

Iowa Electric Light it Power Co. 2pp. 28031:057. 24X 

Fiche: 50-331, 83/01/21, 8412200445. 


04122OOS24 Discusses arrangements for senior operator Sc operator exam 
to be administered during wk of 831031, per R Tannehill Sc 
J McMillen telcon. End list of ref matls needed by 830919. 
Requirements for conducting exam also end. W/o ends. 

STREETER, J. F. Region 3, Office of Director. 83/09/20. 

MCOAUGHY, R. W. Iowa Electric Light Sc Power Co. 2pp. 28031:014. 
Fiche: 50-331, 83/09/20, 8412200524. 


24X 
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Q4 1 2200401 Forwards certificates for reactor operators Zi senior reactor 
op eratora. W/o end. 

SPESSfiRDi R. L. Region 3, Office of Director. B3/11/01. MINECK. D. 
Iowa Electric Light !< Power Co. Ip. 28031:143. 24X 

Fiche: 50^331. 83/11/01. 8412200401. 


Q4l23l04Qt Forwards Exam Rept 50-33 l/0L-a4-01 of exam administered on 
041023. 

LITTLE. W.S. Region 3. Office of Director. 84/12/06. LIU.L. Iowa 
Electric Light & Power Co. 2pp- 28134:089. 24X 

Fiche; 50-331. 84/12/06. 8412310401. 


— 0412310406 Exam Rept 50-331 /OL-84-01 on 841023. Exam r6sult5:all six 
candidates passed oral exam. Two failed written exam 
MCMILLEN. J. I. Region 3. Office of Director. 84/12/05. 124pp. 

28134:091. 24X Fiche: 50-331. 84/12/06. 8412310401 . 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plans 


04 1 2040019 Forwards response to Rev 2 to Reg Guide 1.97 <Oeneric Ltr 
82-33 8t Suppl 1 to NUREO-0737). Implementation of reg guide 
Type A variables scheduled for 30 days after end of 1986 
refueling outage or 861231. 

MCNEILL. C. A. Power Authority of the State of New York. 84/11/30. 
VASSALLO. D. B, Operating Reactors Branch 2. 42pp, 27750:017. 24X 

Fiche: 50-333. 84/11/30, 8412040019. 


8412040136 Forwards ''SPDB Implementation Plan for JA Fitzpatrick 
Nuclear Power Plant." in response to Generic Ltr 82-33 !< 

Suppl 1 to NUREO-0737. 

MCNEILL, C. A. Power Authority of the State of New York. 84/11/30. 
UASSALLO, D. B. Operating Reactors Branch 2. 3pp. 27749:215, 24X 

Fiche: 50-333. 84/11/30. 8412040136. 


— 0412040146 "SPD8 Implementation Plan for JA Fitzpatrick Nuclear 
Power Plant, " 

# Power Authority of the State of New York, 84/11/30, 33pp. 

27749:210. 24X Fiche: 50-333. 84/1 1 /30. 8412040136. 


0412040167 Forwards "SPDS Parameter Safety Analysis" describing basis 
that selected parameters determined both necessary & 
sufficient to assess safety status for wide range of events 
in response to Generic Ltr 82-33 8< Suppl 1 to NUREO-0737. 

MCNEILL. C. A. Power Authority of the State of New York. 84/11/30. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 27744:145. 24X 

Fiche: 50-333. 84/11/30. 8412040167. 


— 0412040175 "SPDS Parameter Safety Analysis. " 

-* Power Authority of the State of New York. 84/11/30, 9pp. 
27744:147. 24X Fiche: 50-333, 84/11/30, 8412040167. 


0412200367 Forwards "Final Findings 44CFR350, NY State & Oswego County 
Plana E* Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations," for review. Comments 
requested by 8S010B. 

KRIMM. R.W. Federal Emergency Management Agency. 84/12/13. NRC - 
No Detailed Affiliation Given. Ip. 28019:170. 24X 

Fiche: 50-000, 84/12/13. 8412200367. 


— 8412200379 "Final Findings 44CFR350. NY State & Oswego County 
Plana & Preparedneas. Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations. " 

PETRONEi F. P. Federal Emergency Management Agency. 84/09/28, 
ASpp, 28019:171. 24X Fiche: 50-000, 84/12/13. 8412200367. 


0412270422 Submits status re Health Physics Appraisal Rept 
50-333/00-20. Radiation exposure mgt sys will be complete by 
841231 it on line by 850101. Dosimetry processing sys 
accredited fay 841001. Panasonic Model 802 in svc by 850701. 
GLOVIERiH. A. Power Authority of the State of New York. 84/12/13. 
MARTIN. T. T. Division of Engineering Technical Programs. 2pp. 
28077:001, 24X Fiche: 50-333, 84/12/13, 8412270422. 


H. General correspondence 


8412070109 Advises that CA McNeill appointed senior vice president of 
nuclear g cneration. rep lac ing JP Bayne, Appropriate changes 
to NRC distribution lists requested, 

MCNEILL, C. A. Power Authority of the State of New York. 84/11/28. 
VASSALLO. 0. B. Operating Reactors Branch 2. VARGA. S. A. Operating 
Reactors Branch 1. 2pp. 27818:202. 24 X Fiche: 50-000, 84/ 1 1/28, 

0412070108. 


P. Operating license stage documents 8s correspondence 


0412010130 Submits addl info re operability of containment vent 8s 
purge valves under DBA conditions in response to 841009 
request Structural integrity of actuator mounting hardware 
verified. 

MCNEILL, C. A. Power Authority of the State of New York. 84/11/26, 
VASSALLO, D. B. Operating Reactors Branch 2. 26pp. 27710:256. 24X 

Fiche: 50-333, 84/11/26. 8412010130. 


8412050542 Submits equipment qualification program status rept for wk 
ending 941116. End list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment, 3pp. 
27703:310. 24X Fi c he; 50-000. 84/ 1 1 /26, 0412050542. 


B412100249 Forwards application for amend to License DPR-59, revising 
Tech Spec Table 3. 1“1. "Reactor Protection Sys (SCRAM) 
Instrumentation Requirement" & Sections 3. 10. A. 1 8< 3. 10. A. 8 
re refuel interlocks & control nod blocks. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/06. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 27833:096. 24X 

Fiche: 50-333. 84/12/06, 8412100249. 


— 8412100261 Application for amend to License DPR-59, revi sing Tech Spec 
Table 3. 1-1. "Reactor Protection Sys (SCRAM) Instrumentation 
Requirement" & Sections 3. 10. A. 1 & 3. 10. A. 8 re refuel 
interlocks 8t control rod blocks. 

MCNEILL. C. A. Power Authority of the State of New York. 84/12/06. 
Ip. 27833:098. 24X Fiche; 50-333, 84/12/06. 8412100249. 


— 8412100267 Proposed Tech Spec, revising Table 3 3.1-1 8t Sections 
3. 10. A. 1 8t 3. 10. A. 8 re refuel interlocks 8« control rod 
blocks. 

» Power Authority of the State of New York. 84/12/06. 12pp. 

27033:099. 24X Fiche: 50-333. 84/12/06, 8412100249. 


8412120374 Forwards application for amend to License DPR-59, chang ing 
Tech Specs to achieve conformance w/NUREG-0737 8» Generic 
Ltrs 83-02 & 83-36. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/06. 
VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 27874:156. 24X 

Fiche. 50-333, 84/12/06, 8412120374. 


— 0412120377 Application for amend to License DPR-59, chang ing Tech Spec 
to achieve conformance w/NUREO— 0737 Generic Ltrs 03—02 & 

83-36. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/05. 
Ip. 27074:158, 24X Fi che : 50-333. 84/ 12/06, 8412120374. 


— 8412120380 Proposed Tech Spec changes to achieve conformance w/ 
NURE0-0737 & Generic Ltrs 83-02 83-36. 

Pawei- Authority of the State of "New York. 84/12/06. 45pp. 

27074:159. 24X Fiche: 50-333. B4/12/06. 8412120374. 


8412170155 Forwards fees for 841206 requests for amends re changes to 
Tech Specs to achieve conformance w/NUREG-0737 St refuel 
interlock & control rod blocks. 

MCNEILL, C, A. Power Authority of the State of New York. 04/12/13. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 27937:074. 24X 

Fiche: 50-333, 84/12/13. 8412170155. 


0412170228 Informs of inability to devise improvements reducing level 
indication errors caused by high drywell temp within time 
allotted by Generic Ltr 84-23 re reactor water level 
instrumentation improvements. 

MCNEILL, C. A, Power Authority of the State of New York. 84/12/13. 
VASSALLO, D. B, Operating Reactors Branch 2. 2pp. 27937:151. 24X 

Fiche: 50-333, 84/12/13, 8412170228. 


0412170311 Clarifies prior responses to technical evaluation rept re 
control of heavy loads (NUREQ-0612) . Maint procedure for 
reactor bldg crane load handling operations revised. Issues 
closed. 

MCNEILL, C, A, Power Authority of the State of New York. 84/12/13. 
VASSALLO, D. B, Operating Reactors Branch 2. 2pp. 27931:361. 24X 

Fiche; 50-333, 84/12/13* 8412170311. 


Q. Inspection reports. IE Bulletins & correspondence 


8412050033 Forwards Insp Rept 50-333/84-18 on 840901-30. No violation 
noted. 

KISTER.H. B. Division of Project it Resident Programs. 84/11/14. 
MCNEILL, C. A. Power Authority of the State of New York. 2pp. 
27778: 279. 24X Fi che: 50-333# 84/1 1 /14, 8412050033, 
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-“8412030038 Insp Kept S0-333/S4-1B on 840901-30. No violation noted. Major 
areas Inspec ted: operational safety verification! surveillance 
& maint observations, IE bulletins. general employee training 
& review of periodic tt special repts. 

COLLINS, S. J. . DOERFLEIM, L. T, Region 1. Office of Director. 

S4/H/09. Spp. 27778:281. 24X Fiche: SO-333, 84/11/14. S412050033. 


8411130064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co, of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 30-000. 84/11/19, 8411150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


8411280366 IE Info Notice 04-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

SSpp. 27967:086. 24X Flche: 30-000. 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment, *' 

Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27963:224. 24X Fiche: 30-000, 84/1 1/30. 84112B0370. 


8412270182 Forwards Insp Rept 50-333/84-20 on 841001-05 It 17-19. No 
violation noted. 

MARTIN. T. T. Division of Engineering it Technical Programs. 84/11/30. 

FITZPATRICK. J. Power Authority of the State of New York. 2pp. 
28114:329. 24X Fiche: 50-333, 84/11/30. 8412270182. 


—8412270198 Insp Rept 50-333/84-20 on 841001-05 it 17-19, No violation 
noted. Major areas inspected ; snubber surveillance program t< 
induction heating stress improvement program to mitigate 
IGSCC. 

REYNOLDS. 8. D. , NARROW. L. , MCBREARTY, R. Region 1, Office of 
Director. 84/11/30. 10pp. 28114:331. 24X Fiche: 50-333, 84/1 1 /30, 

8412270182. 


B412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

York. Inc. U7pp. 27963:340. 24X Fiche: 30-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-80. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 30-000, 84/12/03. 8412030028. 


8412120347 IE Info Notice 84-93, '’Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17 Consolidated Edison Co. of Ni 

York. Inc. 120pp. 28124:001. 24X Fi c he : 50-000. 84/12/ 17. 04 1212054 


8412260333 Responds to 840824 IE Bulletin 04-03, "Refueling Cavity 
Water Seal." Possibility of gross seal failure virtually 
precluded by facility refueling cavity water seal sys design 
8t const. Aperture cards available in PDR, 

MCNEILL, C. A. Power Authority of the State of New York, 04/12/20. 
MURLEY. T. E. Region 1, Office of Director. 12pp, 28053:127. 24X 
Fiche: 50-333, 94/12/20, 8412260333. 


R. Periodic operating reports & related correspondence 


8412210081 Monthly operating rept for Nov 1984. W/a41207 Itr. 

COOK. J. W. , GLOVIER. H. A. Power Authority of the State of New York, 

84/11/30. 11 pp. 28052:083. 24X Fiche : 50-333, 84/1 1/30. 8412210001 


S. Reportable occurrences. LERs it related correspondence 


8412060584 LER 84-023-00: on 841 104, w/reac tor at approx 30V. power 
following outage, reactor trip occurred due to reactor vessel 
low water level. Caused by malfunctioning condensate bypass 
flow controller. W/S41 121 Itr. 

LINDSEY, D. J. , OLOVIER, H. A. Power Authority of the State of New Yorl 
84/11/21. 3pp. 27825:225. 24X Fi c he : 30-333. 84/1 1 / 21 , 84 12060SB4 


8412060301 Board Notification 84-182- notifi es of 841022 meeting w/utl- 
& TDI Emergency Diesel Generator Owners Group in Bethesda.IiD 
re cracks in generator crankshafts it overall evaluation of 
owners group program. Meeting agenda encl. 

EISENHUT, D. 0. Division of Licensing. 84/11/28. PALLADIND 
Commissioners. 7pp. 27803:215. 24X Fic he : 50-000, 84/ 1 1 /2B. 

8412060301. 


DOCKET 50-334 BEAVER VALLEY POWER STATION. UNIT 1 


F. Security, medical, emergency it fire protection plans 


8412040182 Clarifies 830218 response to Insp Rept 50-334/82-30 re nav 
of forms from Operating Manual Chapters 49 & 37 of emergency 
preparedness plan. Suitable methods in place for control of 
all operating manual forms. 

CAREY. J.J. Duq.uesn» Light Co. 84/11/19. MURLEY, T.E, Region t. 
Office of Director. 2pp. 27744:162. 24X Fic h b : 50-334, 84/ 1 1/ 19. 

8412040182. 


6412210269 Forwards Insp Rept 50-334/84-22 on 840925-1 101 . No vlolatie’ 
noted. One potential safety issue re main steam line safety 
valves falling to perform per Tech Sjsecs identified. 

WENZINOER, E. C. Division of Project it Resident Programs. 84/11/2/ 
CAREY, J.J. Duquesne Light Co. 2pp. 28031:342. 24X 

Fiche; 30-334. 84/11/27, 8412210269. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitlied 316 Stainless Steel." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. liapp. 27966:332. 24X Fi c he: 50-000. 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90. "Main Steam Lin# Break Effect on 
Environ Qualification of Etiuipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of Now 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060394 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. Il6pp. 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060594, 


8412270422 Submits status re Health Physics Appraisal Rept 
30-333/80-20, Radiation exposure mgt sys will be complete by 
841231 it on line by SSOlOl, Dosimetry processing sys 
accredited by 841001. Panasonic Model 802 in svc by 830701. 
GLOVIER.H.A. Power Authority of the State of New York. 84/12/13 
MARTIN, T.T. Division of Engineering St Technical Programs. 2pp. 
28077 : 00 1 . 24X Fiche: 50-333 . 84/ 12/13, 841 2270422. 


’'Cracking of Flywheels on Cummins Fir 
Pump Diesel Engines." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


— 8412210274 Insp Rept 50-334/84-22 on 840925-1101 , No violation noted 
Major areas inspec ted : p lant operations. housekeeping, f ire 
protection it radiological controls, potential safety issue 
identified In steam generator valves. 

TR08KOSKI. W. M. . JOHNSON. D, M. , TRIPP. L. E. Region 1, Office of 
Director. 04 / 11 / 20 . 14pp. 28051:344. 24X Fiche: 50-334. 84/t I 

8412210269, 


8412120044 Advises that 840928 Revs 4. 5 8< 6 to physical security plan 
St Rev 4 to contingency plan consistent w/ provisions of 
i0CFR50. 54(p ) S< acceptable. 

MARTIN. T. T. Division of Engineering 8< Technical Programs, SA/tWSs 
CAREY. J.J. Duquesne Light Co. 3pp. 27910:058. 24X 

Fiche: 50-334, 84/11/30, 8412120044. 


8412130425 Advises that FEMA scheduled tabletop exercise for 841213 it 
verify adequacy of corrective actions re timeliness of 
activation of public alert it notification sys 8t Hancock 
County. WV capability for performing protective actions, 

MARTIN, T. T. Division of Engineering St Technical Programs, 84/lS/i! 

CAREY. J.J. Duquesne Light Co. 2pp. 27901:339. 24X 

Fiche: 50-334. 84/12/10, 8412130425. 


0412260377 Forwards App R fire protection exemption requests per 
discussions w/D Kubic ki. Requested exemptions include fire 
doors, fire dampeirs. primary auxiliary bldg/charging pump 
cubicles CPAB-1) S< control room (CR-l/CR-2). 

ORADA, K. D. Duquesne Light Co. 84/12/13. TAM, P. NRC - No Detatl# 
Affiliation Given. 20epp. 28053:001. 24X Fiche : 50-334, 84/12/12. 

0412260377. 
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8412280046 Forwards clarification re fire protection SER concerning 
Amend 18 to License DPR-66. Insp to ensure that fire hydrant 
barrels dry only required in fall since check for freezing 

conditions in spring unnecessary. „ . „ 

CAREYj J J Duquesne Light Co. 84/12/19. VARGAi S A. Operating 
Reacllirs BrancS 1. 4pp' 28111:276. 24X Fiche- 50-334, 84/ 12/19, 

8412280046. 


P. Operating license stage documents & correspondence 


8412170121 Second partial response to FOIA request for documents re 
Board Notification 84-062 concerning thermal hydraulic 
instability tests at unnamed foreign reactor & license 
amend appl ications. App A Sc B documents 

FELTDNi J. M. Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information 8c Resource Service. 3pp. 27970:331. 24X 

Fi Che: 50-334. 84/06/25, 8412170121. 


— 8305260020 Requests transmittal of end questions re N-1 loop 
for startup tests, to licensee, in response to ®30418 request, 
CLAYTON, H. B. Procedures St Systems Review Branch. 83/04/29. 
VAROA, S, A. Operating Reactors Branch 1. 2pp. 27970:334. 
Flche: 50-334. 84/06/25, 8412170121. 


operation 

24X 


8412170145 partial response to FOIA request for documents re Board 
Notification 84-062 8c license amend applications for single 
loop operation. Forwards App A 8c B documents. Documents in 
PDR.App C documents withheld <ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information 8c Resource Service. 6pp. 27958:297. 24X 

Fiche: 50-334, 84/06/25, 0412170145. 


— 0208240009 Forwards request for addl info re accident analysis for N-1 
loop operation, required to complete review of License Amend 
Request 35 for two-loop operation. App licant response 
requested by 820913. „ « 

SPEIS, T, P. Assistant Director for Reactor Safety. 82/08/12. 
LAINAS.O. C. Assistant Director for Operating Reactors. 3pp. 
27958:338. 24X Fi che: 50-334, 84/06/25, 84121 70145. 


— 0412170192 Advises that target date re N-1 loop operation changed to 
821231 to accommodate licensee delayed response to Reactor 
Sys Branch questions. _ 

TAM, P. S. Operating Reactors Branch 1. 02/09/28. BARRETT, R. 

Reactor Systems Branch. Ip 27958:337. 24X Fi c he • 50-334, 

84/06/25, 8412170145 


8412170077 Forwards radial peaking factor limit rept 8c K(z) curve for 
Cycle 5, per Tech Specs 6. 9. 1. 14. 

CAREY, J. J. Duquesne Light Co. 

Office of Director. '3pp. 

8412170077 


84/10/26. MURLEY, T. E. Region 1, 
27937:026. 24X Fiche: 50-334, 84/ 10/26, 


8412060561 Forwards exemption from 10CFR50, App J, Section 1 1 1 . D. 2( b ) < i i > 
re testing of containment air locks, per 830714 request. Tech 
Specs will be amended to reflect exemption. 

VAROA, S. A. Operating Reactors Branch 1. 84/11/19. CAREY, J. J. 

Duquesne Light Co. 3pp. 27829:001. 24X Fiche: 50-334. 84/1 1/19. 

8412060561. 


— 8412060565 Exemption from requirements of 10CFR50, App J, re testing of 
air locks & Tech Spec 4.6. 1.3 changes to require overall 
leak rat® test to be performed only upon completion of 

EISENHUT, D. 0 Division of Licensing. 84/11/19. Duquesne Light 
Co. 4pp. 27829:004. 24X Fiche: 50-334, 84/11/19. 8412060561. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARBCH.R.O. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fich e: 50-000, 84/ 1 1 /26, 8412050542. 


8412060596 Informs that Cycle 5 reload SER submitted on B40924 
acceptable w/o Tech Spec changes. Use of wet annular burnable 
absorber rods during Cycle 5 also acceptable. , , 

VAROA, S, A. Operating Reactors Branch 1. 84/11/26, CAREY, U. J. 

Duquesne Light Co. 3pp. 27820:329. 24X Fiche: 50-334, 84/ 1 1 /26. 


—S208250470 Forwards Operating Reactors Analysis Branch safety 
evaluation re N— 1 loop operation. Reactor Sys Branch review 
ongoing. Div requested to review need to make control room 

indicators. W/o end. . o * ao/na/m 

LAINAS, 0. Assistant Director for Operating Reactors. 82/08/10. 
THOMPSON, H. L. Division of Human Factors Safety. Ip. 27958:341. 
24X Fiche: 50-334, 04/06/25, 8412170145. 


8412100239 Forwards Amend 04 to License DPR-66 8« safety evaluation. 
Amend revises Tech Specs re 10CFR50. 72 immediate LER 
notification requirements for operating nuclear power 
r ea c t or s . _ 

TAM, P. Operating Reactors Branch 1. 84/11/27. 

Light Co. 3pp. 27867:228. 24X Fi c he : 50-334, 84/1 1/27, 8412100239. 


— 8306030370 Forwards request for addl info re steam generator tube 
ruptures during N“1 loop operation for transmittal to 

SHERON, B. W. Reactor Systems Branch. 83/05/20. VAROA, S. A. 
Operating Reactors Branch 1. 3pp. 27958:325, 24X 

Fiche: 50-334, 84/06/25. 8412170145. 


-8309060571 Forwards questions for proposed N-1 loop operation, as part 
of secondary review. Primary reviewer is Reactor Sys Branch. 
BERLINOER, C. H. Core Performance Branch. 83/08/24. VARGA, S. 
Operating Reactors Branch 1. 3PP* 27958:319. 24X 

Fiche: 50-334, 84/06/25, 8412170145. 


— 8402060053 Informs that Div of Sys Integration safety evaluation of N-1 
loop operation, Multi-Plant Action E-05 expected by 840331. 

SHERON, B. W. Reactor Systems Branch. 84/01/26. VARGA, S. A. 

Operating Reactors Branch 1. Ip- 27958:318. 24X 

Fiche: 50-334,84/06/25, 8412170145. 


— 8404050490 Forwards Instrumentation 8< Control Sys Branch 
proposed Tech Spec changes for plant operation w/loop 
of-svc. Comments should be used as agenda for further 
discussions w/licensee. « « ^ 

HQUBTONfW. R. Assistant Director for Reactor Safety. 
LAINAS, G. Assistant Director for Operating Reactors. 
27950:305. 24X Fiche: 50-334, 84/06/25, 8412170145. 


comments re 
ou t- 


84/03/19. 

ip. 


— 8412170156 Notifies of 840319 meeting to discuss facility N-1 loop 
TAM, P.S. Operating Reactors Branch 1. 84/03/09. 

Reactors Branch 1. 12pp. 27958:306. 24X Fiche; 50-334, 84/06/25, 

8412170145, 


— 8412170170 Initial NSHC determination & noticing action re util 781027 
application for amend to License DPR-66, al lowing operation 
of two coolant loops when needed. Three units required during 
power operation. 

TAM, P. S. , VAROA, S. A. NRC - No Detailed Affiliation Given. * 

Office of the Executive Legal Director. 83/08/04. 3pp. 

27958:322. 24X Fiche: 50-334, 84/06/25, 8412170145. 


— 8412170186 Forwards chronology of events for N-1 loop operation. 

TAM, P. Operating Reactors Branch 1. 83/04/06. HSII,Y. Core 

Performance Branch. SHAW, H. Mechanical Engineering Branch. 2pp. 
27958:328. 24X Fiche: 50-334, 84/06/25, 8412170145. 


— 8412100240 Amend 84 to License DPR-66, revising Tech Specs re 10CFR50. 72 
immediate LER notification requirements for operating 
nuclear power reactors. 

VAROA, S, A. Operating Reactors Branch 1. 84/11/27. 37pp. 

27867:231. 24X Fiche; 50-334, 84/1 1/27, 8412100239. 


— 8412100245 Safety evaluation supporting Amend 84 to License DPR-66. 

« Office of Nuclear Reactor Regulation, Director. 84/11/27. Ip. 
27867:269. 24X Fiche: 50-334. 84/11/27, 8412100239. 


B412040015 Advises that changes to QA program descrip tion, submitted by 
840926 I tr, acceptab le It in accordance w/requirements of 

10CFR50. 54, . . , „ oA/ii/ofi 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/ii/,i8. 

CAREY, J, J. Duquesne Light Co. 2pp. 27747:007. 24X 

Fiche: 50-334, 84/11/28, 0412040015. 


9412120353 Forwards updated equipment qualification items summary, 
including description of methods of environ qualif ication 
for each equipment item discussed at 840405 meeting, in 
response to SER re environ qualification. « . „ 

CAREY, J.J. Duquesne Light Co, 84/11/29. VAROA, S. A. Operating 
Reactors Branch 1. 79pp. 27878:230. 24X Fiche: 50-334, 84/11/29, 

8412120353. 


8412120615 Forwards exemption from 10CFR50, App J, Section III. D, 1(a) 
re containment leak rate test schedule. i 

VARGA, 8, A. Operating Reactors Branch l. 84/12/05. CAREY, V. J. 

Duquesne Light Co. 5pp. 27912:029. 24X Fiche: 50-334. 84/12/05, 

8412120615, 


— 0412120617 Exemption from 10CFR50,App J, Section III.D. l.(a) re 
containment leak rate test schedule. 

MIRAOLIA, F. Office of Nuclear Reactor Regulation, Director, 
84/11/30. Duquesne Light Co. 3pp. 27912:034. 24X 

Fiche: 50-334, 84/12/05, 0412120615. 


8412190084 Forwards amend application fee for 841114 Proposed Change 
Request 104 to amend License DpR-66, Fee paid. 

GRADA, K. D. Duquesne Light Co. 84/12/11, License Fee Management 
Branch. Ip. 28009:307. 24X Fiche: 50-334, 84/12/1 1, 8412190084. 
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8412190168 Forwards #«e for 841919 application to use ASME. Section XI. 

CO, 84/12/11. License Fee Management 

Branch. Ip. 28009:361, 24 X Fiche: 50-334, 84/12/1 1. B412190168 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced 
Stratified Flow. " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of [jjy 

York. Inc. 117pp. 27965,340 24X Fi c he : 50-000, 84/12/03, 8412030021 


8412260049 Advises that util position re Tech Specs for leak testing of 
purge/vent valves reasonab la. Uti 1 rec^uest to waive 6-month 
leakage test requirement acceptable. Current Tech Specs 

Branch . 84 / 12 / 12 . CAREY.O.J 

L,j°;T= 5pp. 28074:340. 24>! Rich. : 50-334, 84/ 1 2/12, 

8412260049. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems'* 
Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of 

York, Inc. I 22 pp 27966.093. 24X Fi c he , 50-000, 84/12/03, 8412030023 


8412200300 Requests extension until 851130 to complete environ 
qualification of safety-related electrical equipment in 
order to obtain Westinghouse data on matl traceability !< 
aging assessment. Justification for continued operation end. 
CAREY, J. J. Duquesne tight Co. 84/12/14. YARGA, S. A. Operating 
Reactors Branch 1. 4pp. 28021:147. 24X Fiche: 50-334, 84/12/14, 

8412200300. 


8412240086 Informs of review of Cycle 5 peaking factor limit rept it 
addl info submitted 841 114 . Commitment to include FT QXP 
(Rev 1) vs core height curve in future radial peaking factor 

VARGA, S. A. Operating Reactors Branch 1. 4 ^ 04 / ' 12/^7 

Duquesne Light CO. 4pp. 28060:360. 24X Fich e: 50-334, 84/ 12/ 1 7. 

8412240086. 


Q. Inspection reports, IE Bulletins & correspondence 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-B3i 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). B4/H/19. Consolidated Edison Co 

York, Inc. 120pp. 27807:058. 


of New 

24X Fiche: 50-000,84/11/19, 8411150064. 


0412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nansens iti zed 316 Stainless Steel. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of CJiy 

York, Inc llBpp. 27966.332. 24X F i c he : 50-000, 84/12/07, 8412030031 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/12/07 Consolidated Edison Co. of 

York, Inc. 114pp. 27966:215, 24X Fiche: 50-000, 84/12/07, 8412030090 


8412130201 Forwards Insp Rept 50-334/84-26 on 841029-1102. No violation 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/07 
CAREY, J. J. Duquesne Light Co. 2pp. 27904:3 55. 24X 

Fiche. 50-334, 84/12/07, 8412130201, 


—8412130205 Insp Rept 50-334/84-26 on 841029-1 102. No violation noted 
Major areas inspected: inaervice ac t i vi t i es» inc 1 ud ing 
program, procedure & data review, ob servati ons of work in 
progress it action on previous insp findings. 

MC0REARTY. R. A. , DURR.J.P. Region 1, Office of Director. 84/12/04 
6pp. 27904:357. 24X Fiche: 50-334, 84/12/07, 8412130201. 


8412040182 Clarifies 830218 response to Insp Rept 50-334/82-30 re maint 
of forms from Operating Manual Chapters 49 & 57 of emergency 
preparedness plan. Suitable methods in place for control of 
all operating manual forms. . 

CAREY, J.J. Duquesne Light Co. 84/11/19. MURLEY, T. E. Region 1. 
Office of Director. 2pp. 27744:162. 24X Fi che ; 50-334, 84/ 1 1 /19» 

8412040182. 


8412110262 Forwards Insp Rept 50-334/84-24 on 841001-05. No violations 

MARTIN. T.T. Division of Engineering It Technical Programs. 84/11/20. 

CAREY, J. J. Duquesne Light Co. 2pp. 27893:060. 24X 

Fiche: 50-334. 84/11/20, 8412110262. 


—8412110270 Insp Rept 50-334/84-24 on 841001-05. No violations noted. 
Major areas inspected; radiation protection program, including 
effluent monitor calibr, confirmatory measurements & internal 
exposure assessment. 

DRAGQUN, T, Division of Engineering & Technical Programs. JANG. J. , 
UEADOCK, A. Region 1, Office of Director. 84/11/14. 9pp. 
27093:062. 24X Fich t: 50-334, 84/ 1 1 /20, 84121 10262. 


8411210360 IE Info Notice 84-04, "Deficiencies in Ferro-Resonant 
Transformers." Svc list encl. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/11/27. Consolidated Edison Co. of New 

York, Inc 126pp. 27807:179. 24X Fi che : 50-000, 04/1 1 /27, 841 1210360. 


8412060594 IE Info Notice 04-91, "QC Problems of Meteorological 
Measurements Programs, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of Neu 

York, Inc. 116pp. 23032:130. 24X Fiche- 50-000, 84/12/ 10, 841206059^ 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Firj 
Pump Diesel Engines, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of heu 

York, Inc. U9pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 84121205^1 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of Nfiw 

York. Inc. 120pp. 28124:001. 24X Fiche- 50-000, 84/12/ 17, 84121203^7 


84122B0046 Forwards clarification re fire protection SER concerning 
Amend 18 to License DPR-66. Insp to ensure that fire hydrant 
barrels dry only required in fall since check for freezing 
conditions in spring unnecessary. 

CAREY, J. J. Duquesne Light Co. 84/12/19. VARGA. S. A. Operating 
Reactors Branch 1. 4pp. 28111:276. 24X Fiche: 50-334, 84/12/19, 

8412280046. 


R. Periodic operating reports & related correspondence 


8412210269 Forwards Insp Rept 50-334/84-22 on 840925-1101. No violation 
noted. One potential safety issue re main steam line safety 
valves falling to perform per Tech Specs identified. 

WENZINOER, E. C. Division of Project it Resident Programs. 84/11/27. 
CAREY, J. J. Duquesne Light Co, 2pp- 28051:342. 24X 

Fiche: 50-334, 84/11/27, 8412210269. 


8412100447 NPDES monthly discharge monitoring rept for Oct 1984. 
W/84U28 Itr, 

# Duquesne Light Co. 84/10/31. REID, R. W, Office of Nuclear 
Reactor Regulation, Director. 16pp, 27858:291. 24X 

Fiche; 50-334, 84/10/31, 8412100447. 


— 8412210274 Insp Rept 50-334/84-22 on 840925-1 101. No violation noted. 
Major areas inspectad: plant operations, housekeeping, fire 
protection & radiological controls. Potential safety issue 
identified in steam generator valves. 

TROSKOSKI, W. M. , JOHNSON, D. M, , TRIPP, L.E. Region 1, Office of 
Director. 84/11/20 14pp. 28051:344. 24X Fiche; 50-334, 84/1 1 /27, 

8412210269. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators, " Svc list encl. 

GRACE, J.N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

sepp. 27967:086. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys *e Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidateo Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1 /30, 8411280370. 


84121200B7 Monthly operating rept for Oct 1984. W/841 108 Itr, 
KREIN, M. V. , CAREY, J. J. Duquesne Light Co. 84/10/31. 6pp. 
27910:295. 24X Fi ch e : 50-334, 84/ 10/31 , 8412120087. 


S. Reportable occurrences, LERs 8< related correspondence 


8412050637 LER 04-011-00; on 841012, lift settings on eight main steam 
safety valves found outside Tech Spec limits. Cause believed 
to be setpoint drift. Corrective actions under investigation. 
W/84U11 Itr. 

MCGHEE, T.M., LACEY, W. S, Duquesne Light Co. 84/11/11. MURLEY, T. E. 
Region 1, Office of Director. 3pp. 27781:101. 24X 

Fiche; 50-334, 84/11/11, 8412050637. 


0412240159 LER 84-013-00: on 841024, cooling water pump declared 
inoperable. Caused by flow instrument out of calibr. Test 
procedure modified to meet ASME requirements. W/841 123 Itr, 

MCGHEE, T. , LACEYiW.S. Duquesne Light Co. 84/11/23. MURLEY, T. E. 
Region I, Office of Director. 4pp. 28062:025. 24X 

Fiche. 50-334, 04/11/23, 8412240159. 
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8412240152 LER B4-0 14-00: on 841 101. common reservoir to eight lower 
snubbers found out of oil. Possibly caused by 0-ring damage 
leading to leaking fitting. Snubbers purged of air & vacuum 
filled w/oil. W/841128 Itr 

DRUOA. R-J. . LACEY. W. S. Duiiuesne Light Co. 84/11/28. liURLEY. T. E. 
Region 1. Office of Director. 4pp. 28062:038. 24X 

Fiche: 50-334. 84/11/28. 8412240152. 


X, Onsite Storage of Low Level Waste 


8412260252 Forwards Rev 4 to process control program based on concern 
raised by Generic Ltr 84-12 re compliance of solid waste 
disposal sys process control programs W/10CFR61. 

CAREY.J.J. Duguesne Light Co. 84/12/13. EISENHUT. D. G. Division of 
Licensing. Ip. 28058:092. 24X Fiche: 50-334, 84/12/13. 8412260252. 


B412260257 Rev 4 to process control program, 

» Duguesne Light Co. 84/12/13, 24pp. 28058:093. 

Fiche: 50-334, 84/12/13. 8412260252. 


24X 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 

F. Security, medical, emergency & fire protection plans 


8410100065 Forwards FEMA 44CFR350 findings on 
local emergency plans re facilities. 

DANCE. H.C. Region 2, Office of Director. 
Florida Power 8< Light Co. Ip. 26896:140. 
04/06/08, 8410100065. 


State of FL & associated 

84/06/08. WILLIAMS, J. W. 
24X Fiche: 50-000, 


B412190275 Forwards Rev 9 to physical security p Ian. Rev withheld 

WILLIAMS, J. W. Florida Power 5< Light Co. 84/12/05. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28013:243. 24X 

Fiche: 50-335, 84/12/05, 8412190275. 


8412230042 Forwards MCD-133-1 through MCD-138-4 of Rev 3 to training 
8< qua! if ication plan. Rev withheld (ref 10CFR73. 21). . o 

WILLIAMS. J.W. Florida Power & Light Co. 84/12/05. 0 REILLY, J.P. 

Region 2. Office of Director. Ip. 28108:261. 24X 

Fiche: 50-335, 84/12/05. 8412280042. 

8412110372 Forwards Rev 17 to Emergency Plan Implementing Procedure 
3100021E, "Duties & Responsibilities of Emergency 
Coordinator. " Unlisted telephone numbers deleted for 
personal privacy. ^ , d 

WILLIAMS. J. W. Florida Power 8< Light Co. 84/12/06. 0 REILLY, J.P. 

Region 2, Office of Director. Ip- 27851:269. 24X 

Fiche: 50-335. 84/12/06, 8412110372. 


— 8412110379 Rev 17 to Emergency Plan Implementing Procedure 3100021E. 
"Duties it Responsibilities of Emergency Coordinator." 

Florida Power & Light Co. 84/11/08. 13pp. 

Fiche: 50-335, 84/12/06, 8412110372. 


27851:270. 24X 


8412110386 Rev 0 to Emergency Plan Implementing Procedure ^302, 
"Offsite Emergency Organization PSL Core Damage Assessment." 

WILLIAMS, J. W. Florida Power 8< Light Co. 84/12/06. 0 'REILLY. J. P. 

Region 2, Office of Director. 82pp. 27851:289. 24X 

Fiche: 50-335, 84/12/06, 8412110386. 


B4 12270426 Forwards Insp Repts 50-335/84-39 & 50-389/84-31 on 
B40916-1013. No violation or deviation noted. Insp repts 
identify addl example re controlling removal of FLAMASTIC 
from safety-related fire barriers. , ,, 

DANCE, H, C, Region 2, Office of Director. 84/11/01. WILL I AMS, J. W. 
Florida Power it Light Co. 2pp. 28115:251. 24X 

Fiche: 50-335, 84/11/01, B412270426. 


0412270433 Insp Repts 50-335/84-39 & 50-389/84-31 on 84091 6-1013. No 

violation or deviation noted. Major areas inspected: plant 
operat i ons, survei llance, IE bul letins, maint it preparations 
far fuel storage rack mods. 

FEIERABEND, C. D. , BIBB.H.E. . ELROD. S. A. Region 2, Office of 
Director. 84/10/31. 5pp. 28115:253. 24X Fiche: 50-335, 84/1 1/01. 

8412270426. 


0412180611 Forwards Safeguards Insp Repts 50-335/84-30 & 50-389/84-36 
on 841015-19 tt notice of violation. Rept details it notice of 
violation withheld (ref 10CFR2. 790 it 73.21). 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/07. 

WILLIAMS, U. W. Florida Power & Light Co. 2pp. 27962:231, 24X 

Fiche; 50-335, 84/11/07, 8412180611. 


8412180617 Safeguards Insp Repts 50-335/84-30 it 50-389/84-36 on 

841013-19. Violation no ted : veh i c 1 e control . Detai 1 s withheld 
(ref 10CFR2. 790 & 73. 21 ). 

MCGUIRE, D. R. . ENNIS, J. D. Region 3, Office of Director. 84/11 
Ip 27962:233. 24X Fiche: 50-335, 84/11/07. 8412180611. 


B412050611 Informs that, within next 30 days, phone company will be 
modifying NRC health physics network (HPN) phone sys to 
increase reliability. Phone company should be provided 
w/access to HPN phones. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. 

WILLIAMS, J. W. Florida Power 8c Light Co, 2pp. 27827:304. 24X 

Fiche; 50-000, 84/11/14, 8412050611. 


8412030336 Forwards Rev 3 to fire hazard analysis. Rev includes new 
exemptions & changes to existing exemptions. Formal 
disposition of exemption requested by Jan 1985, in advance of 
NRC audit scheduled for Feb 1985. . , .t r, 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/11/28. 

Division of Licensing. 50pp. 27725:014. 24X Fiche: 50-335. 84/1 1/28, 

8412030336. 


S412190130 Forwards Rev 2 to safeguards contingency plan. Rev withheld 
(ref 10CFR73. 21). 

WILLIAMS, J. W. Florida Power 8« Light Co. 84/12/05. 0 'REILLY, J, P. 

Region 2, Office of Director. Ip. 28009:203. 24X 

Ficha: 50-335, 84/12/05, 8412190130. 


8412190203 Forwards info re temporary protected area barrier 
relocation. Info withheld (ref 10CFR73, 21). 

WILLIAMS, J. W. Florida Power 8c Light Co, 84/12/05. O'REILLY, 
Region 2, Office of Director. Ip. 28009:343. 24X 

Fiche: 50-335, 84/12/05, 8412190203. 


P. 


8412270139 Rev 17 to Emergency Plan Implementing Procedure 3100021E, 
"Duties 8; Responsibilities of Emergency Coordinator." 

WILLIAMS. J. W. Florida Power 8c Light Co. 84/12/06. O'REILLY, J. P. 
Region 2, Office of Director. 25pp. 28080:297. 24X 

Fiche: 50-335, 84/12/06. 8412270139. 


8412280455 Confirms 850218-22 insp to evaluate for compliance 
W/10CFR50, App R, Sections III.G, HI. J 8< III.O 8c 
implementation of fire protection program. Revs to listed 
info requested by 850125. 

OLSHINSKI, J. A. Region 2. Office of Director. 84/12/06. 
WILLIAMS, J. W. Florida Power 8« Light Co. 2pp. 28125:279. 
Fiche: 50-335, 84/12/06, 8412280455. 


24X 


8412180102 Ack receipt of 841215 ltr informing NRC of steps 
correct violations noted in Insp Repts 50-335/84—30 8< 
50-389/84-36. ^ 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/13. 

WILLIAMS, J. W. Florida Power 8c Light Co. Ip. 27960:150, 

Fiche: 50-335, 84/12/13- 8412180102. 


taken to 


24X 


—8412180109 Responds to NRC 841107 ltr re violations noted in Insp Repts 
50-335/84-30 8< 50-389/84-36. Correc t ive actions withheld. 

WILLIAMS. J. W. Florida Power 8c Light Co. 84/12/05, 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 27960:151. 24X 

PI rho- Rn-aSB. 84/12/13, 8412180102. 


8412280023 Ack receipt of B41205 transmittal of amend to Rev 
physical security plan. Changes consistent w/10CFR50, 54 8< 
acceptable. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/24. 
WILLIAMS, J, W. Florida Power 8c Light Co. 3pp, 28112:016. 
Fiche: 50-335, 84/12/24, 8412280023. 


9 to 


24X 


8412200038 Advises that 841129 rev to physical security plan 
w/provisions of 10CFR50. 54( p ) 8t acceptable. 

OLSHINSKI. J. A. Region 2, Office of Director. 04/12/24. 
WILLIAMS, J. W. Florida Power 8< Light Co. 3pp. 28112:023. 
Fiche: 50-335. 84/12/24, 8412280038. 


consistent 

24X 


J. Insurance 8c indemnity information 


J412270280 Forwards Endorsement 59 to NELIA Policy NF-227 8c Endorsement 
48 to MAELU Policy MF-SS. ^ ^ 

DUCK. J. R. Marsh 8« McLennan. Inc. 84/12/18. BALTZMAN, J. Assistant 
Director for State 8c Licensee Relations. 3pp. 28088:214. 24X 


8412270291 Forwards Endorsements 5 8* 3 to NELIA Certificates N-59 8c 
.pe^p ec 1 1 ve ly 8c Endorsements S 8< 3 to MAELU Certificates 
M-59 8< M-S9, respectively. 

DUCK, J. R. Marsh 8c McLennan, Inc. 84/12/18. 

Director for State it Licensee Relations. 5pp 
Fiche: 50-335, 84/12/18, 8412270291. 


SALTZMAN, J. 

. 20088: 187. 


Assistant 

24X 
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--.?!!!!! documents i correspondence 


Q. Inspection reports* IE Bulletins ?< correspondence 


^'^AmeiSd^add^^rr'^c License DPR-67 4< safety evaluation. 

2p^?i Specs re RCS vents. ^ 

Florida Pou/B?‘Tf “I!! = Branch 3. 84/08/27. WILLIAMS, J. W. 

cl r Si! 3PP- 27899:107. 24X 

Fiche-; 50--335, 84/08/27, 8412110227. 

"'^^MILLER^J DPR-A7, addins Tech Specs re RCS vents 

27899^110^' Reactors Branch 3. 84/08/27. 9pp. 

27899.110. 24X Fi che : 50-335, 84/08/27. 84121 10227. 

®'^'®^“®tlon supporting Amend 68 to License DPR-67. 
27899 - 119 ^ Reactor Regulation. Director. 84/08/27. 2 pp. 

27899 . 119 . 24 X Fiche: 50 - 335 , 84 / 08 / 27 , 8412110227 . 

purge t^vent'*^vA?* safety evaluation re demonstration of containment 
aoifnst bliL I operability. Valves have ability to close 
DBA/LOCA^ containment pressure in event of 

Fiche. 30-335, 84/11/09, 8412060072. 

i nJi? ^ ® ^ valve operability. 

27831-206°^ Regulation, Director. 84/11/09. 6 pp. 

2 / 831 . 206 . 24 X Fiche: 50 - 335 , 84 / 11 / 09 , 8412060072 . 

^"^JualifiLtiorof **’^1 submittals re environ 

in compuiice important to safety found program 

£. conMnui; pianrorSrf;?’ ** acceptable. Proposed resolutions 
MILLER, J R °P®ration also acceptable. Evaluation end. 

fid’p'Ihk b Operating Reactors Branch 3. 04/11/15 WILLIAMS, J W 

r icne. 30 335 , 84 / 11 / 15 , 8412060627 . 


Dlfoctor. 84/11/15. 

FK «:/0Ji.334. 24X Fiche: 50-335, 84/11/15. 8412060627. 

*"'pS?*8410l9°WlcojI aA'^j!!ooT-I'’l“"*' FPL-MQA-IOOA, 

«< •cc.ptabl,. ° P''00’‘4I, in conPoi-imnc, U/10CFH50. App B 

’’•Plon a< OfPlc, Qf Dlr.ctoT. B4/11/SO 

Ficb.:5oloio:B4/n;MrB4?S5;o?i‘"’’*'“- ="8^^332. 24X 

°^forSp'’l 8 "tru”Si‘*SpR! 47 ''^'*i,,°'' I'ff'" applicatl 

NUREO-0737 Tech Spec, re 

Fle?ii”'?ou.r‘rUeht'|o""?S'"'Sl«;^55j- WH-l-IAMS, J, I 

34/11/26,8412040257 Fiche: 50-333. 


8412010040 Informs of status of development of inservice inap 
organization manual, in response to Insp Rept 50-335/g3-oa 
Manual expected to be finalized by 840701 & necessary 
implementing procedures completed by 841001. 

WILLIAMS, J. W. Florida Power & Light Co. 84/03/15, O'REILLY, Jp 
Region 2 , Office of Director. 2pp. 27704:099. 24X 

Fiche: 50-335, 84/03/15, 8412010040. 


8412270426 Forwards Insp Repts 50-335/84-39 50-389/84-31 an 

840916-1013. No violation or deviation noted. Insp repts 
identify addl example re controlling removal of FLAMASTIC 
from safety-related fire barriers. 

DANCE, H.C. Region 2, Office of Director. 84/11/01. WILLlrtN3, j;, 
Florida Power & Light Co. 2pp. 28115:251. 24X 

Fiche: 50-335, 84/11/01, 8412270426. 


—8412270433 Insp Repts 50-335/84-39 & 50-389/84-31 on 840916-101:??.; 
violation or deviation noted, Major areas inspected; p lant 
operations, surveillance, IE bul 1 etins, maint & preparations 
for fuel storage rack mods. 

FEIERABEND, C. D. , BIBB, H. E, , ELROD, S. A. Region 2 , Office of 
Director. 84/10/31. Spp. 28115:253. 24X Fiche : 50-335 . 84/ n/Ct 

8412270426. 


8412180611 Forwards Safeguards Insp Repts 50-335/84-30 St 50-3G9/B4-:i, 
on 841015-19 St notice of vi o lati on. Rep t details St notice of 
violation withheld (ref 10CFR2. 790 & 73,21). 

OLSHINSK I , \J. A. Region 2, Office of Director, 34/11/07, 

WILLIAMS, J. W. Florida Power & Light Co. 2pp, 27962 - 231 24]( 

Fiche: 50-335, 84/11/07, 8412180611. 


— 8412180617 Safeguards Insp Repts 50-335/84-30 & 50-389/84-36 on 
841015-19. Violation noted : vehic le control , Details withheld 
<ref 10CFR2. 790 & 73.21). 

MCOUIRE, D, R. , ENNIS, J. D. Region 3, Office of Director. B4/ti'.j- 

Ip. 27962:233. 24X Fi c h e : 50-335, 84 / 1 1 / 07 , 84121B06 1 1 . 


8412050814 Forwards Exam Rept 50-335/0L-84-01 of exam administer»e *• 
840619. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/15. 

WILLIAMS, J. W. Florida Power 8 < Light Co. 2pp. 27778:081, 24X 

Fiche: 50-335, 84/11/15, 8412050814. 


— 8412050818 Exam Rept 5O-335/0L-S4-01 on 840618-22, Exam results 
candidates passed 8 < 15 candidates passed plant oral 
difference exam. 

JOHNSON, A. H. , WILSON, B. A. Region 2, Office of Director. 04/JL'- 
175pp. 27778:083. 24X Fiche: 50-335, 84/1 1 /15, 841205001 4 . 


8412270614 Forwards Insp Repts 50-335/84-41 St 50-389/84-33 on 
841014-19. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/15. 

WILLIAMS, J. W. Florida Power 8 c Light Co. 2pp. 28113:085. 24X 

Fiche: 50-335, 84/11/15, 8412270614. 


,ndlnj*84?il6'E*c''*Ujt'd* tu«Iif ication prosram statu, Tept for 

CRUTCHFIELD, D°'’*AJii!Itant*D'°'''t*”a*''"'"* 84/11/34. 


— 8412270619 Insp Repts 50-335/84-41 8 t 50-389/84-33 on 841014-19 Hi 
violation noted. Major areas inspected : ref uel ing activity, 
preparation for refueling, procedures, Type B St C testing, 
followup on IE Bulletin 84-03 8 < plant tour. 

BURRIS, S., MELLEN, L. , JAPE, F, Region 2 , Office of Director 
84/11/08. Spp. 28113:087. 24X Fich e: 50-335, 84/11/1 5, 8412270*^ 


in^lxtins T.ch Spa 

Division* of LiceJjlig* EISENHUT, D. (S. 

8412100086. 27833.248. 24X Fich e: 50-335, 84/12/03 


6411150064 IE Info Notice 84-83, "Various Battery Problems. " Svc 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Jit Engineering 
Response (Post 830103) 84/11/19. Consolidated Edison Co. ol M, 

Vork, Inc. I 20 pp, 27807:058. 24X Fiche: 50-000, 84/11/19, 8411 




containment 
24 X 


8412270584 Forwards Insp Repts 50-335/84-42 8 t 50-389/84-34 an B4tc;^- 
1101. No violation or deviation noted. 

BROWNLEE, V. L. Region 2 , Office of Director. 84/11/20. 

WILLIAMS, J. W. Florida Power St Light Co. 2pp. 28113:042. 24X 

Fiche: 50-335, 84/11/20, 8412270584. 


^'^WlLLfSSq license amend fee per 841126 itr 

= Branch!" ‘" 1 ?!’* 28 11 2^568''*'' 24 x 

Fiche: 50-335, 84/12/18, 8412280087. 2 BU 2 . 068 . 24X 


requirement fo**^prior°NRC^ap??ovaI ^ deletion of FSAR 
new power cables ?tS 

Florida' Power‘rCi3%t*Jo”*"Jr'"'*Ssi4e^!;Si‘ 84/12/21, WILLIAMS, J, 
64 / 12 / 21 , 8412310395 . 26146:350, 24X Fiche; 50-335, 


— 8412270588 Insp Repts 50-335/84-42 8 t 50-389/94-34 on 841029-1101 
violation or deviation noted. Major areas inspected: QC & 
confirmatory measurements, includ ing reviews of lab QC 
program & chemical ®t radiochemical procedures. 

KUZa,0. 8 . , MONTOOMERY, 0. Region 2, Office of Director. 04/11/;: 
11pp. 28113:044. 24X Fiche: 50-335, 84/1 1/20, 8412270504. 


6411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *i Engineering 
Response (Post 830103), 84/11/27. Consolidated Edison Co. of 

York, Inc. 126pp. 27807; 179. 24X Fiche: 50-000, 84/1 1/27. B4H2103;: 
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B41 2210033 Forwards response to IE Bulletin 84-03, "Reactor Cavity 
Seal. " Design of facility reactor cavity seal ring provides 
double seal against leakag e. Gross seal failure not 
consideration at facility. 

W ILLIAMSt J. W. Florida Power 8< Light Co. 84/11/27. O'REILLY, J.P 
Region 2, Office of Director. 7pp. 28035:143. 24X 

Fiche: 50-335, 84/11/27. 8412210033. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Oenerators, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York, Inc 

eepp. 27967:006. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 04-86, "Isolation Between Signals of 
Protection Sys t* Nonsaf ety-Related Eauipment. " 

Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co, of New 

York, Inc. 116pp, 27965:224, 24X Fiche: 50-000. 84/11/30, 8411280370. 


V. Operator Examinations 


8412050814 Forwards Exam Rept 50-335/0L-B4-01 of exam admini 
840619. -arnini 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/15. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 27778- 081 
Fiche: 50-335. 84/11/15, 8412050814 


stered 

24X 


on 


—8412050818 Exam Rept 50-335/OL-S4-01 on 840618-22. Exam results- 7 
candidates passed St 15 candidates passed plant oral 
difference exam. 

JOHNSON, A. H. , WILSON, B. A. Region 2, Office of Director 84/11/09 
i75pp. 27778:083. 24X Fiche: 50-335, 84/11/15, 8412050814. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


8412030021 IE Info Notice 84-87, _ "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche; 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-80, "Standby Gas Treatment Sys Problems. " 
Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. l22pp, 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412230455 Confirms 850218-22 insp to evaluate for compliance 
UI/10CFR50, App R. Sections III. 0, III. J ?< III.O «< 
implementation of fire protection program. Revs to listed 
info requested by 650125. 

□LSHINSKI , J, A. Region 2, Office of Director. 84/12/06. 
WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28125:279. 24X 

Fiche: 50-335, 04/12/06, 8412280455. 


8412100179 Revised emergency plan implementing procedures, including 
EPIP 4203, "In-Plant Radiological Sampling, " EPIP 4507, 

"Bomb Threat, " EPIP 4112-1, "Incident Reporting Document" & 
emergency plan implementing procedures index, W/841204 Itr. 

MROCZKA, E. , CDUNSIL, W. G. Northeast Nuclear Energy Co. (subs of 
Northeast Utilities). COUNSIL, W. 0. Northeast Utilities. 84/12/04 
49pp. 27834:185. 24X Fiche: 50-245, 84/12/04, 8412100179. 


8412280122 Forwards Insp Repts 50-245/84-21 & 50-336/84-21 on 040909- 
1027. No violation noted. 

WENZINOER, E. C. Division of Project & Resident Programs. 84/12/21. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28111:003. 24X Fiche: 50-245, 84/12/21, 8412200122. 


—8412280134 Insp Repts 50-245/84-21 & 50-336/84-21 on 840909-1027. No 
violations noted. Major areas inspected: plant operations, 
equipment alignments & readiness 8t radiation protection. Info 
partially withheld (ref 10CFR73. 21). 

SHEDLDSKY, J. T. Region 1, Office of Director. 84/11/28. 16pp. 

28111:005. 24X Fiche: 50-245, 84/12/21, 8412280122, 


G4120S0081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitlied 316 Stainless Steel." Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Reopanse (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


B412030090 IE Info Notice B4~90, "Main Steam Line Break Effect on 
Environ Qual If 1 cation of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche; 50-000, 84/12/07, 8412050090. 


B412060594 IE Info Notice 04-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130, 24X Fiche; 50-000, 84/12/10, 8412060594. 


8412100102 Ack receipt of 841215 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-335/84-30 8, 
50-339/04-36. 

0LSHIN9KI, J. A. Region 2, Office of Director. 84/12/13. 

WILLIAMS, J. W. Florida Power 8t Light Co. Ip. 27960:150. 24X 
Fiche: 30-335, 84/12/13, 8412180102. 


— 84121B0109 Responds to NRC 841107 Itr re violations noted in Insp Repts 
30-333/84-30 & 30-389/04-36, Corrective actions withheld. 

WILLIAMS, J. W, Florida Power 8< Light Co. 84/12/05. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 27960:151. 24X 

Fiche: 50-335, 84/12/13, 8412180102. 


8412120341 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc, 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120341. 


8412120347 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547, 


8. Reportable occurrences, LERs related correspondence 


0412110219 PNO-I I-S4-094: on 841204, over 20 Haitian refugees landed on 
beach owned by uti 1, Security increased for protected areas. 

County St State of FL officials notified. 

ELROD, S, A. , BROWNLEE, U. L, Region 2, Office of Director. 84/12/05. 
Ip. 27056:300. 24X Fiche: 50-335. 84/i2/05, 8412110219. 


I. Financial information 


B412200449 Forwards 1983 annual financial repts for joint owners of 
facility. Listing of joint owners end, 

DEUINCENTIS, J. Public Service Co, of New Hampshire. 84/12/18. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
28017:001. 24X Fiche: 50-000, 84/12/18, 8412200449. 


—8412200458 “Northeast Utils 1983 Annual Rept." 

ELLIS, W.B. Northeast Utilities. 83/12/31. 56pp. 28017:247. 24X 

Fiche: 50-000, 84/12/18,8412200449. 


P. Operating license stage documents S: correspondence 


8412120193 Partial response to FOlA request for NUREO/CR-3301, "Catalog 
of PRA Dominant Accident Seq,uence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records, 84/06/05. SHOLLY, S. 
Union of Concerned Scientists, 2pp. 27948:095. 24X 

Fiche; 50-000. 84/06/05, 8412120193. 


8412010090 Commits to propose suitable Tech Specs & resolve issue 
re limiting overtime for staff personnel, per NRC 841016 
position in response to 840702 Itr, 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/11/09. MILLER, J.R. Operating Reactors Branch 3. 
2pp. 27709:215. 24X Fic h e: 50-000, 84/1 1/09, B412010090, 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCHi R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


8412210284 Forwards procedures re degraded grid voltage, including 
Change 2, Rev 4 to 0P2347fl, "Normal Station Svc Transformer 
150-28" & Change 2, Rev 5 to OP 2347A, "Reserve Station Svc 
Transformer 15Q-22B. " 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 84/12/04. 

MILLER, J.R. Operating Reactors Branch 3. 5pp. 28033:251- 24X 
Fiche; 50-336, 84/12/04. 8412210284. 


—8412210285 Change 2, Rev 4 to Procedure 0P2347B, "Normal Station Svc 
Transformer 150-2S. " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/08/30. IBpp. 28033:256. 24X Fiche: 50-336, 84/12/04, 8412210284. 
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— B412210286 Change 2i Rev 5 to Procedure OP 2347Ai “Reserve Station Svc 
Transformer 1SG-22S. '* 

MOORE. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 03/12/02. 17pp. 28033:274. 24X 

Fiche: 50-336. 84/12/04, 8412210284. 


— 8412210287 Change 1. Rev 2 to Procedure OP 2384. "Engineered Safeguards 
Actuation Sys Operation. " 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/04/07. 35pp. 28033:291. 24X Fic he ; 50-336. 84/12/04, 8412210284. 


B412180308 Application for amend to License DPR-65. revising Tech Specs 
re containment penetration. Fee paid. 

COUNSIL. W. <5. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). COUNSILiW.O. Northeast Utilities. 84/12/10. 

MILLER, J. R. Operating Reactors Branch 3. 3pp. 27960:013. 24X 

Fiche-: 50-336, 84/12/10, 8412180308. 


— 8412180316 Proposed Tech Spec re containment penetration, Info to 
support changes end. 

» Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
84/12/31, 4pp. 27960:016. 24X Fiche: SO-336, 84/12/10, 8412180308. 


8412180380 Supports approach taken to develop proposed generic Itr 
providing QA guidance for nonsaf etg-related ATWS equipment. 
Existing quality practices for nonsaf ety-related equipment 
fully adequate. 

COUNSIL, W. 0. , SEARS, C.F, Northeast Utilities. 84/12/10. 
OOLDBER<?/ S. M. OA Branch. 3pp. 27964:314. 24X 

Fiche: 50-000, 84/12/10. 8412180380. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 & 1205 
memos. 

EISENHUT, D. G, Division of Licensing. 84/12/13. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28107:340. 24X 

Fiche: 50-000, 84/12/13, 8412270501. 


8412120308 Submits addl response to NRC Itr re violations noted in 
Rapt 50-336/80-11 Corrective actions: rad iation monitors 
relocated to lower background radiation area using new 
offsteam liquid effluent monitors 

COUNSIL, W. G, , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G, Northeast Utilities. 84/11/30 
liURLEY, T. E Region 1, Office of Director. 2pp, 27873:326. 24X 

Fiche: 50-336, 84/1 1 /30, 8412120308. 


8412030021 IE Info Notice 84-87, “Piping Thermal Deflection Induced 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of f|«u 

York. Inc. 117pp. 27965:340. 24X Fi c he : 50-000. 84/12/03. S4 1 2030021 


S412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Proble/ni » 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Neu 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03, 8412030023 


8412050081 IE Info Notice 94-89, "Stress Corrosion Cracking in 
Nansensi ti red 316 Stainless Steel," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of Neu 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050031 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of Nrj 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 0412050030 


8412060594 IE Info Notice 84-91, "(iC Problems of Meteorological 
Measurements Programs. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 630103). 84/12/10. Consolidated Edison Co. of N*u 

York, Inc. 116pp. 28032:130. 24X Fiche : 50-000, 84/12/ 10, 8412060594 


Q. Inspection reports, IE Bulletins correspondence 


8411150064 IE Info Notice 94-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19. S4U 150064, 


8412060170 Informs of plans to perform fuel surveillance insps during 
Cycle 7 refueling outage, per 831104 commitment. Inspa will 
include Irradiated fuel assemblies to be reinserted in 
Cycle 7 8t control element assemblies, 

COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 84/11/20. 

MILLER, J, R. Operating Reactors Branch 3. Ip. 27789:348. 24X 

Fiche: 50-336, 84/1 1/20, 8412060170. 


8412200371 Forwards Insp Repts 50-245/84-24 (k 50-336/84-22 on 
841024-26 & notice of violation. 

MARTIN, T, T. Division of Engineering Jk Technical Programs. 84/11/26. 

COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). app. 28031:152. 24X Fiche; 50-245, 84/11/26, 8412200371, 


— 8412200376 Notice of violation from insp on 841024-26. 

* Region I, Office of Director. 84/11/26. Ip. 28031: 154 24X 

Fiche: 50-245. 84/11/26, 8412200371. 


— 8412200384 Insp Repts 50-245/84-24 50-336/84-22 on 841024-26. 

Violation noted: fal lure to adhere to procedure requiring 
ventilation control. 

BICEHOUSE, H. J. , COLLINS, D, J. , PASCIAK.W. J. Region 1, Office of 
Director. 84/11/23. 7pp, 28031:155. 24X Fiche: 50-245, 84/11/26, 

8412200371. 


8411210360 IE Info Notice 84-34, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 8411210360. 


8412170080 Forwards Insp Repts 50-245/84-25 & 50-336/84-23 on 041029- 
1102. No violation noted. 

MARTIN, T. T. Division of Engineering 8< Technical Programs. 84X12/12 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 27937:029, 24X Fi c he: 50-245, 84/12/ 1 2, B41217O0BC 


—8412170086 Insp Repts 50-245/84-25 & 50-336/84-23 on 84 1 009-1 102. No 
violation noted. Major areas inspected: licensee responses 
to Generic Ltr 83-28, equipment dassif ication, post-maint 
testing, vendor interface & QA/QC involvement. 

NAPUDA,G. , EAPEN.P.K., PRELL, J. Region 1, Office of Director. 
84/12/04, 9pp. 27937:031. 24X Fi c he: 50-245. 84/12/ 1 2, 841 21 70030 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fin 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of Neu 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541 


8412120547 IE Info Notice 84-93, "Potential for Loss of Nater from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of Niu 

York, Inc, 120pp. 28124:001, 24X Fiche: 50-000, 84/12/17, 8412120547. 


8412280122 Forwards Insp Repts 50-245/84-21 & 50-336/84-21 on 840909- 
1027. No violation noted. 

WENZINGER, E. C. Division of Project & Resident Programs. 84/12/21. 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28111:003. 24X Fiche: 50-245, 84/12/2 1, 8412280122 


—8412280134 Insp Repts 50-245/84-21 & 50-336/84-21 on 840909-1027, No 
violations noted. Major areas inspected: plant operations, 
equipment alignments Ik readiness Ik radiation protection. Info 
partially withheld (ref 10CFR73. 21). 

SHEOLOSKY, J. T. , MCCABE, E. C, Region 1, Office of Director. 
04/11/28. 16pp. 28111:005. 24X Fiche: 50-245, 84/12/21 , 8412280122 


R. Periodic operating reports & related correspondence 


8411280366 IE Info Notice 94-85, "Molybdenum Breakthrough From 
Tc-99in Generators. " Svc list end. 

Safeguards S< Inspection Programs <Posi 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

aepp. 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


8412110584 Monthly operating rept for Oct 1984. W/a4l 109 ltr. 

NERON, G. , KELLEY, J. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). KELLEY, J. J. Northeast Utilities. 84/10/31 
6pp. 27894:232. 24X Fiche: 50-336, 84/10/31, 8412110584, 


04U2aO37O IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys U Nonsaf ety-Related Equipment, " 

Svc list ancl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
R<,.pan,. (Po,t B30103). 84/11/30. Coo.olld.t.d Edi.on Co. of No 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1 / 30 , 841128037 


8412050528 Submits plant-specific backfitting tracking sys monthly 
status rept for Oct 1904. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 04/11/27. 
HOLAHAN, G. M. Operating Reactors Assessment Branch. 9pp- 27810; 
24X Fiche: 50-000 , 04/11/27, 8412050528. 
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3412310336 Submits monthly status rept an plant-specific backfits 
through Oct 1984. Lists of backfitting 8t open issues provided 
in Tables 1 & 2. respectively . 

TREflBLAYt P. P . Operating Reactors Assessment Branch. 84/12/05. 
HOUAHAN. 0. M. Operating Reactors Assessment Branch. 10pp. 
20148:351. 24X Fiche; 50-000j 84/12/05. S412310386. 


S. Reportable occurrences. LERs & related correspondence 


8412270024 LER 84-011-00: on 841 1 15, reac tor tripped on thermal margin/ 
low pressure due to MSIV c losure. Caused by seal degradation 
in air operator cylinder of check valve. Air operator it test 
cylinders replaced for both MSIVs. W/841214 Itr. 

STADNICK., S. . MRDCZKA. E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E. J. Northeast Utilities. 84/12/14. 
4pp. 28115:090. 24X Fiche: 50-336. 84/12/14, 8412270024. 


8412310452 LER 84-012-00; on 841 128. steady rise in water level in 
feedwater heater 5A necessitated reactor trip to protect 
turbine from water intrus ion. Caused by feedwater heater 
leak. Leak p 1 ug g ed. W/a4l218 Itr. 

BRINKMAN, S. . MRQCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MRDCZKA. E. J. Northeast Utilities. 84/12/18. 
3pp. 28134:280. 24X Fiche; 50-336, 84/12/18, 8412310452. 
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F. Security, medical, emergency & fire protection plans 


8412170039 Further response to FDIA request for 16 categories of 
d DC ument 3 . Foruar d 5 App A ?< D documents, per Category 6. re 
regulatory effectiveness review. App B documents partially 
withheld <ref FOIA Exemption 3). Documents available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/04/30. SHOLLY, S. C. 
Union of Concerned Scientists. 6pp. 27970:106. 24X 

Fiche-: 50-000. 84/04/30. 8412170089. 


— B412170153 Notifies of regulatory effectiveness review scheduled for 
S30B29-0902, Reg ion II responsible for coordinating review w/ 
licensee. Notification of representative requested by 830812. 
MCCORKLE. 0. W, Power Reactor Safeguards Licensing Branch. 

83/08/04. THOMAS. C. Standardization & Special Projects Branch, 
PARTLOW, J. Division of QA. Safeguards & Inspection Programs (Post 
030103). Ip. 27970:131. 24X Fiche: 50-000. 84/04/30, 8412170089. 


8412050525 Ack receipt of 841001 Itr re emergency exercise scheduled 
for 841115. Final scenario will be evaluated when submitted. 

DANCE. H.C. Region 2, Office of Director. 84/10/30. STEWART. W. L. 
Uirginia Electric & Power Co. Ip. 27781:294. 24X 

Fiche; 50-338. 84/10/30, 8412050525. 


8412050632 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase reliab i 1 ity. Access to phones requested. 

BROWNLEE. V. L. Region 2. Office of Director, 84/11/14. STEWART, W. L. 

Virginia Electric 8« Power Co. 2pp. 27827:302. 24X 

Fiche: 50-000, 84/11/14, 8412050632. 


0412030256 Revised emergency plan implementing procedures, including 
emergency plan implementing procedure list & EPIP-3. 02 re 
activation of technical support ctr. W/841127 Itr. 

STEWART, W.L. Virginia Electric & Power Co. 04/11/27. O'REILLY. J. P. 

Region 2, Office of Director. 42pp. 27727: 141. 24X 

Fiche: 50-338. 84/11/27. 8412030256. 


B41226024B Rev 4 to corporate emergency response p Ian. W/841219 Itr. 
STEWART, W.L. Virginia EJLectric 8, Power Co. 84/12/19. O'REILLY, J. P. 

Region 2, Office of Director. 86pp, 28058:001. 24X 

Fiche: 50-000. 84/12/19. 8412260248. 


8412280080 Forwards response to 830820-0902 regulatory effectiveness 
reviews. Meeting w/NRC to discuss Part ll, "Vital Area 
Definition" requested. Enc 1 withheld (ref 10CFR73. 21). 

STEWART, W.L. Virginia Electric 8< Power Co. 84/12/21. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 28111:259. 24X 

Fiche: 50-338, 84/12/21, 8412280080. 


0. Adjudicatory correspondence 


B412010162 Interrogatories 8, request for production of documents re 
consolidated Contention 1. Certificate of Svc end. 

MCGURREN, H. U. Hearing Branch 1. #484 364. 84/11/28. Concerned 

Citizens of Louisa County. 6pp. 27711:287, 24X 

Fiche: 50-338,84/11/28, 8412010162. 


8412180275 Requests production of documents *4 interrogator i e s to 
Concerned Citizens of Louisa County re consolidated 
Contention I. Certificate of Svc end. Related correspondence. 
MAUPIN, M. W. Virginia Electric 8< Power Co. #484 676. 84/12/14, 

Concerned Citizens of Louisa County. 8pp. 27960:318. 24X 

Fiche: 50-338, 84/12/14. 8412180275. 


8412210280 Request for production & interrogatories to util re spent 
fuel pool, Certificate of Svc end. Related correspondence, 

DOUGHERTY, J. B. Concerned Citizens of Louisa County. #484 726. 
84/12/15. Virginia Electric & Power Co. 7pp. 28034:22 5. 24X 

Fiche: 50-338, 84/12/15, 8412210280. 


— 8412210281 Motion requesting ASLB to direct NRC to respond to 
interrogatories & request for production re spent fuel pool. 
Related correspondence. 

DOUGHERTY, J. B. Concerned Citizens of Louisa County. 84/12/15. 
Virginia Electric & Power Co. Ip. 28034:232. 24X 

Fiche: 50-330, 84/12/15, 8412210280. 


— 8412210282 Request for production & interrogatories to NRC re spent 
fuel pool. Certificate of Svc end, Related correspondence. 
DOUGHERTY. J. B. Concerned Citizens of Louisa County. 84/12/15. 
Virginia Electric & Power Co. 5pp. 28034:233. 24X 

Fiche: 50-338, 84/12/15. 8412210280. 


P. Operating license stage documents correspondence 


8412070050 Forwards updated safety evaluation re Multi-Plant Action 
Item B-48, "Adequacy of Station Electric Distribution 
Voltages. " Plant-specific action items being assigned for 
NRC review of contractor coil tests & final rept. 

MILLER, J. R. Operating Reactors Branch 3. 84/11/13, STEWART. W, L. 

Virginia Electric & Power Co. 2pp. 27843:309. 24X 

Fiche: 50-338, 84/11/13,8412070050. 


— 8412070055 Updated safety evaluation re Multi-Plant Action Item B-48, 
''Adeq.uacy of Station Electric Distribution Voltages. " 

Voltages acceptable. 

* Operating Reactors Branch 3. 84/11/13. 6pp. 27843:311. 24X 

Fiche: 50-338, 84/11/13. 8412070050. 


8412060277 Requests response to 841106 request for procedures used in 
preparing spent fuel casks for shipment to aid in 
preparation of NRC response to proceedings in Cases OLA-1 & 

□LA-2 

MILLER, J. R, Operating Reactors Branch 3. 84/11/14. STEWART, W. L. 

Virginia Electric & Power Co. 3pp. 27831:113. 24X 

Fiche: 50-338, 84/11/14. 8412060277. 


8412110072 Forwards request for addl info re technical review of 
Generic Ltr 83-28, Items 4. 2. 1 & 4.2.2 re preventive maint 
program for reactor trip breakers & maint ik tending, 
respectively. Response due within 30 days. 

MILLER, J. R. Operating Reactors Branch 3. FIN A-6814. 84/11/23. 

STEWART, W. L. Virginia Electric 8c Power Co. 5pp, 27896:234. 24X 

Fiche; 50-338. 84/11/23, 8412110072. 


8412050542 Submits equipment qualif Ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi cho : 50-000, 84/1 1/26, 8412050542. 


8412060727 Informs that util must complete 75% of all backlog licensing 
actions assigned prior to 840701 by 850701. Notification of 
planned disposition of two listed actions per NUREO-0748 
requested within 30 days. 

MILLER. J. R. Operating Reactors Branch 3. 84/11/27. STEWART, W. L. 

Virginia Electric U Power Co. 2pp, 27831:242, 24X 

Fiche. 50-338, 84/11/27, 8412060727. 


8412030386 Forwards status 8: schedule for implementing GDC-17 analysis 
commitments per 040417 request. Util 820604 commitment met 
except for portions re motor control ctr contractor coils. 

Final rept on coils expected by Mar 1985. 

STEWART, W. L. Virginia Electric & Power Co. 84/11/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, V.R. 
Operating Reactors Branch 3. Spp, 27724:231. 24X 

Fiche; 30-338,84/11/28, 8412030386. 


0412120339 Forwards Procedures OP-4.3. "Shipping of Spent Fuel TN-BL 
Shipping Cask, Loading Sc Handling Procedures" Sc 1 -OP-4. 19, 

"Receipt Sc Storage of Spent Fuel TN-8L Shipping Cask. . . , " 
in response to NRC S41114 ltr. 

STEWART. W. L. Virginia Electric Sc Power Co. 34/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. Spp. 27876:219, 24X 

Fiche: 50-000, 84/11/30. 8412120339. 
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—8412120357 Procedure l-a?-4. 19. "Receipt & Storage of Spent Fuel TN-BL 
Shipping Cask. Unloading & Handling Procedures." 

« Virginia Electric Power Co. 83/09/15. 100pp. 27876:342. 

24X Fiche; 50-000, 84/11/30, B412120339. 


8412170092 Comments on QA guidance criteria re ATWS of nonsafety- 
related equipment, per 841031 Itr. Using App B as framework 
for presenting applicable QA guidance criteria acceptable. 

STEWIART, W L. Virginia Electric i< Power Co. 84/12/10. GOLDBERG, S. M. 

Division of QA. Safeguards & Inspection Programs (Post 030103). 

2pp. 27936:157. 24X Fiche: 50-000, 84/12/10, S412I70092. 


8412190231 Forwards for review & approval , VEP-NE-1. "VEPCO Relaxed 
Power Distribution Control Methodology & Associated FG 
Surveillance Tech Specs. " Rept describes methodology for 
relaxing operational llmits.Fee paid. 

STEWART, W.L. Virginia Electric !c Power Co. 84/12/10 DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. EISENHUT, D. 0. 
Division of Licensing. 2pp. 23007:099. 24X Fiche; 50-000, 84/12/10, 

8412190231. 


—8412190238 "VEPCO Relaxed Power Distribution Control Methodology & 
Associated FQ Surveillance Tech Specs." 

BASEHORE. K. L. , ROBINS, R.T., ANDERSON, R. C. Virginia Electric 8c 
Power Co. VEP-NE-1. 84/10/31. 63pp. 28007: 102. 24X 

Fiche: 50-000. 84/12/10, 8412190231. 


8412310415 Forwards list of open items for plants required to complete 
75% of open items (as of 840701) by 850701, Safety 
evaluations for subj plants should be considered priority 
items. Concurrence w/open items requested. 

EISENHUT. D. 0. Division of Licensing. 84/12/18. SPEIS, T. P. 

Division of Safety Technology, 44pp. 28152:217. 24X 

Fiche: 50-000, 84/12/18. 8412310415. 


8412280020 Informs that test rept re overvoltage effects on motor 
control ctr contactor coils anticipated in Feb 1965. Results 
will be submitted in Mar 1985. Life of contactor coils 
exceeds 10 yrs. Some Size 1 coil replacement anticipated. 

STEWART. W.L. Virginia Electric & Power Co, 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 28112:005. 24X 

Fiche; 50-338, 84/12/21, 8412280020. 


Q. Inspection reports, IE Bulletins Se correspondence 


8412280061 Ack receipt of 840511 Itr informing NRC of steps taken to 
correct violation 8e deviation noted in Insp Repts 
50-338/84-04 t 50-339/84-04. 

LEWIS, R.C. Region 2, Office of Director. 84/06/01. STEWART, W. L. 
Virginia Electric t< Power Co. Ip. 28127:173. 24X 

Fiche: 50-338, 84/06/01 . 8412280061. 


—8412280109 Responds to NRC 840330 Itr re violation deviation noted in 
Insp Repts 50-338/84-04 h 50-339/84-04. Correc tive actions: 

Unit 1 Jumper 224 drawing revised to reflect current 
condition S: Unit 2 Jumper 176 recommended for removal. 

STEWART, W.L. Virginia Electric Power Co. 84/05/11. 

O'REILLY, J. P. Region 2, Office of Director, 6pp. 28127:174 24X 

Fiche: 50-338, 84/06/01,8412280061. 


— 8412280118 Forwards Insp Repts 50-338/84-04 & 50-339/84-04 on 
840206-0305 U notices of violation !< deviation, 

LEWIS, R.C. Division of Project *t Resident Programs. 84/03/30. 
STEWART, W.L. Virginia Electric & Power Co. 2pp. 28127:179 24X 

Fiche: 50-338, 84/06/01, 8412280061. 


— 8412280127 Notice of violation from insp on 840206-0305. 

a Region 2, Office of Director. 84/03/30. 2pp. 28127:181. 24X 

Fiche; 50-338,84/06/01,8412280061. 


—8412280133 Notice of deviation from insp on 840206-0305. 

a Region 2, Office of Director. 84/03/30. Ip. 28127: 183 24X 

Fiche: 50-338, 84/06/01, 8412280061. 


—8412280145 Insp Repts 50-338/84-04 U 50-339/84-04 on 840206-0305. 
Violation noted: fai lure to follow procedures in 
administration of jumper & temporary mod control sus. 

BRANCH, M. W- , LUEHMAN, J. 0, Region 2, Office of Director. 

ELROD, S. A. Division of Project & Resident Programs. 84/03/21 

7pp. 28127:184. 24X Fich e: 50-338, 84/06/01, 8412280061. 


8412050516 Forwards Insp Repts 50-338/84-33 & 50-339/84-33 on 840906- 
1005. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/10/26 STEWART, U L 
Virginia Electric & Power Co. 2pp. 27781:273. 24X 

Fiche: 50-338, 84/10/26, 8412050516, 


— 8412050321 Insp Repts 50-338/84-33 & 50-339/84-33 on 840906-1003 h: 
violation noted. Major areas in sp ec ted : ma int , sur v© i 1 I a nc e , 
refueling activities, LERs & review of Unit 2 license 
conditions, 

BRANCH, M. W. , LUEHMAN, J. 0. , ELROD, S. Region 2, Office of Director 
84/10/25. 13pp. 27781:275. 24X F i c he : 50-338. 84/ 1 0/26, 84 1 203051 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve Hit 
enc 1. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1 / 19, 841 U500* 


8412280326 Ack receipt of 841108 Itr informing NRC of steps taken ta 
correct violations noted in Insp Repts 50-338/84-30 & 

50-339/84-30. 

OLSHINSKI, J. A. Region 2, Office of Director, 84/1 1/23. 

STEWART, W.L. Virginia Electric & Power Co. Ip. 20124:062. 

Fiche; 50-338. 84/11/23, 8412280326. 


—8412280342 Responds to NRC 841009 Itr re violations noted in Imp f 
50-338/84-30 50-339/04-30. Correc t i ve ac ti ons; immed i ate 

investigation initiated to determine type & qual i f i ca 1 1 on of 
paint applied to ventilation ring duct 

STEWART, W, L. Virginia Electric 8( Power Co. 84/11/08. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 28124:063, 2 

Fiche: 50-338, 84/11/23, 8412280326. 


— 0412280347 Forwards Insp Repts 50-33B/B4-30 & 50-339/04-30 on 
840806-0905 U notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/10/09. STEWART.Hl 
Virginia Electric Power Co. 2pp. 28124:068. 24X 

Fiche: 50-338, 84/11/23, 8412280326. 


— 0412280356 Notice of violation from insp on 840806-090 3. 

* Region 2, Office of Director. 84/10/09 Ip. 20124:070. 
Fiche: 50-338, 84/11/23, 8412280326. 


—8412280368 Insp Repts 50-338/84-30 8< 50-339/84-30 on 040806-0905 
Noncompliance noted: fai lure to perform safety evaluation 
when nonqualified paint applied to ventilation ducts 
inside containment. 

BRANCH, M.W., LUEHMAN, J. 0. , ELROD, S. Region 2, Office of Directer 
04/10/03. 12pp. 28124:071. 24X Fi c he : 50-338, 84/ 1 1 /23, 04 1 23fiOD; 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro — R ©sonant 
Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co of nt 

York. Inc. 126pp. 27807:179. 24X F i c he • 50-000, 84/ i 1 /27, 04 1 1 2 lO 


8412210176 Forwards response to IE Bulletin 02-02, ''Degradation of 
Threaded Fasteners in RCPB of PWR Plants, " re Items 4. b S« 

4. c. Extens i on until 841127 to respond to bulletin granted, 
per 841126 telcon. 

STEWART, W.L. Virginia Electric Power Co. 84/11/20. O'REILLY, j 
Region 2. Office of Director. lOpp. 28035:246. 24X 

Fiche: 50-338, 84/11/28, 0412210176, 


84 1 1280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Sve list end. 

GRACE, J, N. Division of QA, Safeguards 8t Inspection Programs (Pott 
830103). 84/11/30. Consolidated Edison Co. of Netu York, tnc 

88pp. 27967:086. 24X Fiche; 50-000, 84/11 /30. 841 12B03d>6, 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103). 04/11/30. Consolidated Edison Co, of r.* 

York, Inc. 116pp. 27965:224. 24X Fi c he : 50-000, 84/1 1 /30, 84 U2e(n? 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced i 
Stratified Flow." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of hi 

York. Inc. Il7pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 041 SOK"': 


9412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problest 
Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of ^ 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000, 84/ 1 2/03, 04 


8412120341 Submits addl response to NRC 840718 Itr re violations nstf 
in Insp Repts 50-387/84-21 «< 50-380/84-26. Corrective 
act ions ; sup porting procedures controlling nonconformance 
repts revised to reflect current revs. 

KEYNON.B.D. Pennsylvania Power 8t Light Co. 84/12/05. MARTHsf.TT 
Division of Engineering St Technical Programs. 3pp. 27879:334 
Fiche: 50-387, 84/12/05, 8412120341, 
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8412050081 IE Info Notice 84-89, ''Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of Nein 

York, Inc. llBpp. 27966:3.32. 24X Fiche : 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp, 27966:215. 24 X Fiche- 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of Neu 

York, Inc. 116pp. 28032:130. 24 X Fiche: 50-000. 84/12/10, 8412060594. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24 X Fiche; 50-000, 84/12/17, 8412120541. 


8412120347 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc 120pp. 28124:001. 24 X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412110508 Monthly operating repts for Oct 1984. W/841 115 Itr. 

LEE.J.N. , STEWART, W. L, Virginia Electric & Power Co. 84/10/31. 
BEEBE, M.R. Office of Resource Management, Director. 13pp. 
27894:118. 24X Fiche: 50-338, 84/10/31, 84121 10508. 


8412270445 Monthly operating repts for Nov 1984. W/841213 Itr. 

LEE, J. N. , STEWART, W. L. Virginia Electric & Power Co. 84/11/30. 
BEEBE, M.R. Office of Resource Management, Director. 14pp. 
20115:229, 24X Fiche: 50-338, 84/11/30, 8412270445. 


S. Reportable occurrences, LERs related correspondence 


8412120173 Responds to FOIA request for documents re precursors to main 
generator* failures to be placed in PDR, End technical 
evaluation rept on seven main transformer failures available 
in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/08. CONNOR, L. 
Doc-Search Associates. Ip. 27940:283, 24X Fiche: 50-338, 84/05/08, 

8412120173. 


B412070058 Forwards "Technical Evaluation Rept on Seven Main 
Transformer Failures at North Anna Power Station. Units 1 & 

2, " completing review of main transformer failures which 
occurred between 801 129-821205. Conclusions summarized. 

MILLER, J.R. Operating Reactors Branch 3. 84/11/27. STEWART, W. L, 

Virginia Electric & Power Co. 2pp. 27044:001. 24X 

Fiche* 50-338, 84/11/27, 8412070058. 


— B412070065 "Technical Evaluation Rept on Seven Main Transformer 
Failures at North Anna Power Station, Units 1 2. " 

DALTON, K. J. , KRESSER, J, V. , SAVA<5E, J. W, Lawrence Livermore National 
Laboratory. FIN A-0442. UClD-20053. 84/03/29. NRC - No 

Detailed Affiliation Given, 127pp. 27844:003, 24X 

Fiche: 50-338, 84/11/27, 8412070058. 


8412100497 Noncompliance notif ication: on 841129, oil discovered inside 
permanent boom located at discharge from oil separator 
(NPDES Outfall 004), Personnel dispatched to contain spill it 
begin clearup. Caused by operator error. 

TAYLOR, J. A. Virginia Electric 8< Power Co. 84/11/30, KREOLOE, W, L. 
Virginia, Commonwealth of,. Ip. 27858:234. 24X 

Fiche: 50-338, 84/11/30, 8412100497. 


8412140209 LER 84-022-00: on 841127, main header ruptured, caus ing 
inoperability of fire protection sys. Cause unknown. Fire main 
pipe rep laced. W/S41207 Xtr. 

HARRELL, E, W. Virginia Electric Power Co. 84/12/07. 3pp. 
27954:330. 24X Fiche: 50-338, 84/12/07, 8412140209. 


8412200575 LER 84-019-00: on 841114, loss of power to relay which senses 
reactor coolant pump C breaker position caused reactor trip. 

Caused by vital bus inverter failure due to damaged SCRs it 
blown fuse. W/B41211 Itr. 

HARRELL, E.W. Virginia Electric it Power Co. 84/12/11. 3pp. 

28032: 087. 24X Fiche: 50-338, 84/12/1 1 , 8412200575. 


8412270254 LER 84-010-00: on 840722, in sp of torque switch settings of 
five motor operated volves revealed three valves had torque 
switch settings in excess of Tech Spec setpoint. W/84121 1 
Itr. 

HARRELL, E. W. Virginia Electric & Power Co. 84/12/11. 5pp. 
28114:250. 24X Fiche : 50-338, 84/12/1 1 . 8412270254. 


8412270391 LER 84-020-00; on 84 1 1 IS, reac tor trip occurred. Caused by 
performing overspeed protection controller test outside 
normally prescribed procedure sequence. No repairs or 
rep lac emefits required prior to re star t. W/84121 1 Itr. 

HARRELL, E. W. Virginia Electric it Power Co. 84/12/11. 4pp. 
28115:328. 24X Fiche : 50-338, 84/ 1 2/ 11 , 8412270391. 
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F. Security, medical, emergency & fire protection plans 


8412170089 Further response to FOIA request for 16 categories of 
documents. Forwards App A & B documents, per Category 6, re 
regulatory effectiveness review. App B documents partially 
withheld (ref FOIA Exemption 3), Documents available in PDR. // 
FELTON, J. M. Division of Rules and Records. 84/04/30. SHOLLY, S. C. 
Union of Concerned Scientists. 6pp, 27970:106. 24X 

Fiche* 50-000, 84/04/30, 8412170089. 


— 8412170153 Notifies of regulatory effectiveness review scheduled for 
830829-0902. Reg ion II responsible for coordinating review w/ 
licensee. Notif ication of representative requested by 830812. 
MCCDRKLE, O. W. Power Reactor Safeguards Licensing Branch. 

83/08/04. THOMAS, C. Standard! zati on & Special Projects Branch, 
PARTLOW, J. Division of QA, Safeguards it Inspection Programs (Post 
830103). Ip. 27970:131. 24X Fiche: 50-000, 84/04/30, 841 2170089. 


8412050525 Ack receipt of 841001 Itr re emergency exercise scheduled 
for 841115. Final scenario will be evaluated when submitted. 

DANCE, H. C. Region 2, Office of Director. 84/10/30. STEWART, W. L. 
Virginia Electric & Power Co. Ip. 27781:294. 24X 

Fiche: 50-338, 84/10/30, 8412050525. 


8412050632 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase rel iab il ity. Access to phones requested. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. STEWART, W. L. 

Virginia Electric Ik Power Co. 2pp. 27827:302. 24X 

Fiche: 50-000, 84/11/14, 8412050632. 


8412030256 Revised emergency plan implementing procedures, includ ing 
emergency plan implementing procedure list it EPIP-3.02 re 
activation of technical support ctr.W/S41127 Itr. 

STEWART, W.L. Virginia Electric 8c Power Co. 84/11/27. 0 '’REILLY, J. P. 

Region 2, Office of Director. 42pp. 27727:141. 24X 

Fiche: 50-338, 84/11/27, 8412030256. 


8412260248 Rev 4 to corporate emergency response p Ian. W/a41219 Itr. 
STEWART, W.L. Virginia Electric 8< Power Co. 84/12/19. a6pp. 
28058:001. 24X Fiche: 50-000, 84/ 12/19, 8412260248. 


8412280080 Forwards response to 030820-0902 regulatory effectiveness 
reviews. Meeting w/NRC to discuss Part II, "Vital Area 
Definition" requested. Enc 1 withheld (ref 10CFR73. 21). 

STEWART, W. L. Virginia Electric it Power Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3, Ip. 28111:259. 24X 

Fiche; 50-338, 84/12/21, 8412280080. 


G. Adjudicatory correspondence 


8412010162 Interrogatories it request for production of documents re 
consolidated Contention 1. Certificate of Svc end, 

MCOURREN, H. J. Hearing Branch 1. #484 364. 84/11/28, Concerned 

Citizens of Louisa County, 6pp. 27711:287. 24X 

Fiche: 50-338, 04/11/28, 8412010162. 


8412180275 Requests production of documents Ik interrogatories to 
Concerned Citizens of Louisa County re consolidated 
Contention I. Cert i f icate of Svc end. Related correspondence. 
MAUPIN, M. W. Virginia Electric it Power Co. #484 676. 84/12/14. 

Concerned Citizens of Louisa County. app. 27960:318. 24X 

Fiche: 50-338, 84/12/14, 8412180275. 


8412210280 Request for production «< interrogatories to util re spent 
fuel pool. Certificate of Svc encl. Related correspondence. 
DOUGHERTY, J. B. Concerned Citizens of Louisa County. #484 726. 
84/12/15. Virginia Electric & Power Co. 7pp. 28034:225. 24X 

Fiche: 50-338. 84/12/15, 8412210280, 



Related correspondence ^ ..,..3 Louisa County. B4/12/15. 
DOUGHERTY, J.S, Concerned Citnens of uouisa y 

Virginia Electric 5c Pou;er Co. IP- 28034.232 
Fiche 50-338. 84/12/15. B4122102BO, 


S412120339 Forwards Procedures OP-4.3, "Shipping of Spent Fuel TM-SL 
Shipping Cask, Loading & Handling Procedures" 8< l-OP-4. 19, 

"Receipt & Storage of Spent Fuel TN— SL Shipping Cask, . . , " 
in response to NRC 841114 Itr. 

STEHART.W. L, Virginia Electric & Power Co. 84/11/30, DENTDN. H fl 
Office of Nuclear Reactor Regulation, Director. 3pp, 27876'219 
24X Fiche: 50-000, 84/11/30, 8412120339. 


-84122102B2 n^^uest ror ^ 

fuel pool Certificate of Svc end 
DOUGHERTY, J. B Concerned Citizens 
Virginia Electric 5c Power Co. Spp 
Fiche- 50-33S, 84/12/15, 0412210230. 


interrogatories to NRC re spent 
Related correspondence 

of Louisa County, 84/12/15, 
28034: 233. 24X 


— 8412120357 Procedure l-OP-4. 19, "Receipt ?< Storage of Spent Fuel TJFr. 
Shipping Cas k , Un 1 oad ing & Handling Procedures." 

^ Virginia Electric & Power Co. B3/09/15 100pp. 27976; 342 

24X Fiche: 50-000, 84/11/30, 8412120339 


P Op.r*ting l.c.ns, .tage docum.nts_&_c.TTespond.pc= 



f4RC >»■ 

MILLER, J R- Operating = 3.9 24X 

Virginia Electric 5c Power Co. 2PP- 27843.309. 
Fiche: 50-338, 84/11/13, 8412070050. 


e Multi-Plant Action 
gned for 

84/11/13. STEWART, W.L, 


-8412070055 Upd.t.d .af.tg evaluation re Multi-Plant Action Item B-4B, 
"Adeciuacy of Station Electric Distribution Voltages. 

^“‘o;;"t!nrR»cUrs Branch 0. 84nl/13. 0pp. 27843: 311, 24X 

Fiche: 50-338, 84/11/13, 8412070050. 


8412060277 R.gueetd respon.e to 841106 regueet for procedure, ueed 
preparing spent fuel casls for shipment to f'd l" , t 

preparation of hfflC response to proceedings in Cases OLA-l & 

MILLER, J. R Operating Reactors Branch 3. STEWART, W. 

Virginia Electric !< Power Co. 3pp. 27831:113. 24X 

Fiche; 50-338, 84/11/14, 8412060277. 


8412110072 Forwards retiuest for addl info re technical review of 
Generic Ltr 83-29, Items 4.2 1 5. 4. 2. 2 re preventive maint 
program for reactor trip breakers 5c maint 4 tending, 
respectively Response due within 30 days. oa/cwot 

MILLER. J R. Operating Reactors Branch 3. FIN 

STEWART, W. L. Virginia Electric & Power Co. 5pp. 27896.234. 24X 

Fiche: 50-338. 84/11/23. 8412110072. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. „,u 4 d/o/L 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


8412060727 Informs that util must complete 757. of all backlog licensing 
actions assigned prior to 840701 by 850701. Notification of 
planned disposition of two listed actions per NUREO-0748 
requested within 30 days. 

MILLER. J.R. Operating Reactors Branch 3. 84/11/27. STEWART, W.L. 

Virginia Electric it Power Co. 2pp. 27831:242. 24X 

Fiche: 50-338. 84/11/27. 8412060727. 


B412210194 "North Anna Unit 2, Cycle 4 Startup Physics Test Rept." 
W/841213 ltr. 

FORD, C. A. , SNQW,C. T. , STEWART, W. L. Virginia Electric 5t Power Co. 
VEP-NOB-14, B4/11/30. DENTON.H. R. Office of Nuclear Reactor 
Regulation, Director. MILLFR, J. R. Operating Reactors Branch 3. 
63pp. 28035-022. 24X Fi c h e : 50-339, 04/ 1 1 /30, 84 122101 94- 


8412170092 Comments on QA guidance criteria re ATWS of nonsafety- 

related equipment, per 841031 ltr. Using App B as framework i 

for presenting applicable QA guidance criteria acceptable. \ 

STEWART, W.L. Virginia Electric & Power Co. 84/12/10, OOLDBERO, S. il ! 

Division of QA, Safeguards & Inspection Programs (Post 830103). \ 

2pp. 27936:157. 24X Fi c he : 50-000, 84/ 12/ 10. 841 2170092. 


8412190231 Forwards for review & ap p rova 1 , VEP-NE-1 . "VEPCO Relaxed 
Power Distribution Control Methodology «< Associated FG 
Surveillance Tech Specs. " Rept describes methodology for 
relaxing operational limits. Fee paid. 

STEWART, W. L. Virginia Electric & Power Co. 84/12/10. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp. 28007:099, 
24X Fiche; 50-000. 84/12/10. 8412190231. 


— 0412190238 "VEPCO Relaxed Power Distribution Control Methodology fc 
Associated FQ Surveillance Tech Specs." 

BASEHORE, K. L. Virginia Electric & Power Co. VEP-NE-1. 84/10/31 
63pp. 28007:102. 24X Fiche: 50-000, 84/12/10, 8412190231. 


0412310415 Forwards list of open items for plants required to complttt ! 
751C of open items (as of 840701) by 850701. Safety I 

evaluations for subj plants should be considered priority I 

items. Concurrence w/open items requested. j 

EISENHUT, D. <S. Division of Licensing. 84/12/18. SPEIS. T. P. 

Division of Safety Technology. 44pp. 28152:217. 24X 

Fiche: 50-000. 84/12/18. 8412310415. 


8412200020 Informs that test rept re overvoltage effects on motor 
control ctr contactor coils anticipated in Feb 1985. Results 
will be submitted in Mar 1985. Life of contactor coils 
exceeds 10 grs. Some Sixe 1 coil replacement anticipated. 

STEWART, W.L. Virginia Electric & Power Co. 04/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 20112:005. 24X 

Fiche: 50-338, 84/12/21, 8412280020. 


Q. Inspection reports, IE Bulletins & correspondence 


8412030386 Forwards status 5: schedule for implementing ODC-17 analysis 
commitments per 840417 request. Util 820604 commitment met 
except foi portions re motor control ctr contractor colls. 

Final rept on coils expected by Mar 1985. 

STEWART, W.L. Virginia Electric 5* Power Co. 84/11/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 8pp. 27724:231. 24X 

Fiche: 50-338, 84/11/28, 8412030386. 


8412100450 Forwards Amend 42 to License NPF-7 8t safety evaluation. 
Amend deletes Tech Spec 4. 8. 1. 1. 2. 6 which required 
verification of simulated loss of diesel generator w/off«ite 
power unavailable. 

ENGLE, L.B. Operating Reactors Branch 3. 84/11/28. STEWART, W.L. 

Virginia Electric 5? Power Co. 3pp. 27864:310. 24X 

Fiche; 50-339, 84/11/28, 8412100450. 


—8412100455 Amend 42 to License NPF-7. deleting Tech Spec 4. 8. 1. 2. C. 6 
which requires verification of simulated loss of diesel 
generator w/offsite power unavailable. 

MILLER, J.R. Operating Reactors Branch 3. 84/11/28 . 7pp. 

27864:313. 24X Fiche: 50-339, 84/11/28, 8412100450. 


— 8412100461 Safety evaluation supporting Amend 42 to License NPF-7. 

* Office of Nuclear Reactor Regulation, Director. 84/11/28. 2pp, 
27864:320. 24X Fiche; 50-339, 84/1 1 /28, 8412100450. 


8412280061 Ac k receipt of 840511 ltr informing NRC of steps taken to 
correct violation & deviation noted in Insp Repts 
50-338/84-04 Sc 50-339/04-04. 

LEWIS. R.C. Region 2, Office of Director. 04/06/01. STEWART, W.L 
Virginia Electric & Power Co. Ip* 28127: 173. 24X 

Fiche: 50-338, 84/06/01, 8412280061. 


— 8412280109 Responds to NRC 840330 ltr re violation St deviation noted:’ 
Insp Repts 50-338/84-04 Sc 50-339/84-04. Corrective actions; 

Unit 1 Jumper 224 drawing revised to reflect current 
condition St Unit 2 Jumper 176 recommended for removal, 

STEWART, W. L. Virginia Electric *< Power Co. 84/05/11. 

0 'REILLY, J. P. Region 2, Office of Director. 6pp, 20127:174, E(! 

Fiche: 50-338, 84/06/01, 8412280061. 


— 8412230118 Forwards Insp Repts 50-338/84-04 & 50-339/84—04 on 
840206-0305 tt notices of violation it deviation. 

LEWIS, R.C. Division of Project it Resident Programs. 84/03/30. 
STEWART, W. L. Virginia Electric it Power Co. 2pp, 28127:179, 24z 

Fiche: 50-338, 04/06/01, 8412280061. 


— 8412200127 Notice of violation from insp on 840206-0305. 

* Region 2, Office of Director. 84/03/30. 2pp, 28127:181. 24t 

Fiche: 50-338, 84/06/01, 8412280061. 


— 8412280133 Notice of deviation from insp on 840206-0305. 

» Region 2, Office of Director. 04/03/30. Ip. 28127: 183, 24X 

Fiche: 50-338,84/06/01, 8412280061, 
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—8412280145 Insp Repts 50-338/84-04 h 50-339/84-04 on 840206-0305. 
Violation noted : failure to follow procedures in 
administration of jumper S: temporary mod control sys. 
branch. M.W , LUEHMAN.J. G. Region 2. Office of Director^ 

ELROD. S. A. Division of Project 8c Resident Programs. 84/03/21. 

7pp. 28127:184. 24X Fiche: 50-338. 84/06/01. 8412280061. 

S41 2030516 Forwards Insp Repts 50-338/84-33 & 50-339/84-33 on B40906- 

1005 No violations or deviations noted. 

DANCE. H C Region 2. Office of Director. 84/10/26, STEWART. W. L. 
Virginia Electric & Power Co. 2pp. 27781:273. 24X 

Fiche: 50-338. 84/10/26. 8412050516. 

—3412050521 Insp Repts 50-338/84-33 & 50-339/84-33 on 840906-1005. No 
violation noted. Major areas inspected:maint, surveillance, 
refueling ac t ivi ti es. LERs & review of Unit 2 license 

nRAWCH.^K^W , lUEHMAN. J. G. . ELROD. S. Region 2. Office of Director. 
14/10/^3. ispp 277B1: 275. 24X Fiche: 50-33B, 84/10/26, 3412050516. 

8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Riicioanse (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. i20pp, 27807:058. 24 X Fi c he ; 50-000. 84/1 1 / 19. 8411 1 50064. 

8412280326 Ac k receipt of 841108 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/04-30 & 

OLSHINSKI. J. A. Region 2. Office of Director. ^^^1^/23. 

STEWART. W. L. Virginia Electric & Power Co. Ip. 28124.062. 

Fiche: 50-338. 84/11/23. 8412280326. 


24X 


—8412280342 Responds to NRC 841009 Itr re violations noted in Insp Repts 
50-338/84-30 & 50-339/84-30. Correc t ive actions: immediate 
investigation initiated to determine type & qualification of 
paint applied to ventilation ring duct. 

24X 


STEWART. W.L. Virginia Electric & Power Co. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 28124:063. 
Fiche: 50-338. 84/11/23, 8412280326. 


— 8412280347 Forwards Insp Repts 50-338/84-30 U 50-339/84-30 on 

840806-0905 t notice of violation. cTewAOT w i 

LEWIS. R, C. Region 2. Office of Director. 84/10/09. STEWART. W. L. 
Virginia Electric 8t Power Co. 2pp. 28124:068. 24X 

Fiche: 50-338. 84/11/23, 8412280326. 

— 8412280356 Notice of violation from insp on 840806-0905. 

# Region 2. Office of Director. 84/10/09, ip. 28124:070. 24X 

Fiche: 50-338. 84/11/23. 8412280326. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Jo of New 

York. Inc. llSpp. 27966.332. 24 X Fic he : 50-000. 84/12/07, 8412050081 . 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 

Environ Qualification of Equipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. 

York. Inc. 114pp. 27966:215. 24 X Fi c he: 50-000, 84/12/07. 8412050090, 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs ’• Svc list encl, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche: 50 - 000 , 84/12/10, 8412060594. 

8412170353 Forwards results of low pressure turbine insp taken during 
third refueling outage, per 830620 request. Results did not 
indicate any significant degradation. rhrrK.TnM u d 

STEWART, W.L. Virginia Electric & Power Co. 84/12/10. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 

Operating Reactors Branch 3- 3pp. 27933:268. 24X 

Fiche: 50-339, 84/12/10. 8412170353. 

B412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl. - ^ . 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/12/17, Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24 X Fiche: 50-000, 84/12/17. 8412120541. 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. . ^ , 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York, Inc. 120pp. 28124:001. 24X Fi c he; 50 - 000 , 84/12/ 17. 8412120547. 

R. Periodic operating reports it related correspondence 

9412110508 Monthly operating repts for Oct 1984, W/a41115 

LEE, J. N, . STEWART, W. L. Virginia Electric & Power Co, 84/10/31. 
BEEBE. M. R. Office of Resource Management. Director. I3pp. 

27894:118 24X Fiche: 50-338. 84/10/31, 8412110508, 

8412270445 Monthly operating repts for Nov 1984, W/a412i3 

LEE, J. N. . STEWART, W. L. Virginia Electric it Power Co, 84/11/30. 
BEEBE. M.R. Office of Resource Management, Director. I4pp. 

28115:229. 24X Fiche: 50-338, 84/1 1/30. 8412270445. 


— 8412280368 Insp Repts 50-338/84-30 it 50-339/84-30 on 840806-0905. 
Noncompliance noted: fai lure to perform safety evaluation 
when nonqualified paint applied to ventilation ducts 
inside containment. „ 

BRANCH, M W , LUEHMAN, J. G. , ELROD. S. Region 2. Office of Director. 
llnTyol i2pr 28124: 071. 24X Fiche: 50-338. 84/11/23. 8412280326. 

8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison ^o. of New 

York, Inc. I26pp. 27ap7:.179, 24 X Fi c he r 50-000, 84/1 1 /27, 841 1210360. 

8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl. 

ORACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

BBpp. 27967:086. 24X Fiche: 50-000, 84/11/30. B41 1280366. 

B41 1280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Equipment. 

Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
ResDonse (Post 830103). 84/11/30. Consolidated Edison Co- 

V^kf lnc U6PP. 27965:224. 24X Fiche; 50-000, B4/U/30, S4112S0370. 

8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 

Response (Past 830103). 84/12/03. Consolidated Edison 

York, Inc. 117pp. 27965:340. 24X Fiche: 50 - 000 , 84/12/03, 8412030021. 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Bvc list encl. « - . 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028, 


S. Reportable occurrences. LERs & related correspondence 

8412120173 Responds to FOIA request for documents re precursors to main 
generator failures to be placed in PDR, Encl technical 
evaluation rept on seven main transformer failures available 

FELTON, J, M. Division of Rules and Records. 84/05/08. *-• 

Doc-Search Associates. ip. 27940:283. 24X Fiche: 50-338, 84/05/08, 

8412120173. 

8412070058 Forwards "Technical Evaluation Rept on Seven Main 
Transformer Failures at North Anna Power Station, Units 1 8c 
2," completing review of main transformer failures which 
occurred between 801129-821205. Conclusions * ,, , 
MILLER, U. R. Operating Reactors Branch 3. 84/11/27, STEWART, W. L. 

Virginia Electric «c Power Co. 2pp. 27844:001. 24X 

Fiche: 50-338, 84/11/27, 8412070058. 

— 8412070065 "Technical Evaluation Rept on Seven Main Jransf ormer 
Failures at North Anna Power Station, Units 1 8c 2. " 

DALTON, K J , KRESSER, J. V. , SAUAOE, J. W. Lawrence Livermore National 
Laboratory, FIN A-0442, UClD-20053. 84/03/29. NRC - No 

Detailed Affiliation Given. 127pp. 27844:003. 24X 

Fiche: 50-338, 84/11/27, 8412070058. 

9412060715 LER 84-010-00: on 841 101, ac cumulator isolation valves A 8c D 
inadvertently opened when breakers energized. Caused by 
solid protection sys slave relay in deenergized state. Relay 
actuated into correct p os i tion. W/84H30 Itr. 

HARRELL, E.W. Virginia Electric 8* Power Co. 84/11/30. 4pp. 
27825:150. 24X Fiche: 50-339, 84/1 1/30, 8412060715. 

8412100497 Noncompl iance notification: on 841129, oil discovered inside 
permanent boom located at discharge from oil separator 
(NPDES Outfall 004 ) , Per sonne 1 dispatched to contain spill it 
beoin c learuo . Caused by operator error. 

TAYLOR, U, A. Virginia Electric *< Power Co. 84/11/30. KREGLOE, W. L. 
Virginia, Commonwealth of,. Ip. 27858:234. 24X 

Fiche: 50-338, 84/11/30, 8412100497. 
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8412130252 PNQ- 1 1-84-097, on 041209, fac 1 1 i ty shut down due to 
1 nop era b 1 . 1 i ty of both emergency diesel generators Caused by 
mechancial f a i 1 ures. Rep a irs in progress. Appropriate _ 
authorities notified. 

ELROD, S A., BROWNLEE, V. Region 2. Office of Director. 84/12/10. 
Ip 27905 231 24X Fiche: 50-339. 84/12/10, 8412130252. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Application/construction stage documents 8. correspondence 


8412030452 Forwards proposed License NPF-33, for review & concurrence 
Review should focus on Tech Spec coverage of license 
condit ions, vaguely worded reauirements & bases for 
e x empt ions. Comments requested by 841130. 

EISENHUT, D. 0. Division of Licensing. 84/11/23. SPEIS, T. P. 
Division of Safety Technology. VOLLMER,R. H. Division of 
Engineering. BERNERO. R M. Division of Systems Integration (post 
811005>, llpp, 27743:004. 24X Fiche: SO-341. 84/11/23, 8412030452 


8412010133 Forwards final draft Tech Specs, ref lecting plant, FSAR & 
SERs. 

JENS, W H. Detroit Edison Co. 84/11/26. YOUNGBLOOD, B. J. Licensing 
Branch 1 2pp 27708:001. 24X Fi c he; 50-341 . 84/ 1 1 /26. 841 2010133. 


— B412010135 Final draft Tech Specs, relecting plant, FSAR it SERs. 
« Detroit Edison Co. 84/11/26. 495pp. 27708:003. 24X 

Fiche; 50-341, 84/11/26. B412010133. 


8412050239 Forwards draft License NPF-33 for review & comment to insure 
commitments required in FSAR 8< SER accurately reflected. 

Requests comments by 841207. License conditions not 
finalized. 

NOVAK, T. M. Assistant Director for Licensing. 84/11/27. JENS, W. 
Detroit Edison Co, lOpp. 27812:104. 24X Fiche : 50-34 1 , 84/1 1/27, 

8412050239. 


8412050406 Submits addl info re 831103 response to Generic Ltr B3-2B, 
per MD Lynch & OK Earle 841109 telcon. Util active member of 
BWR Owners Group currently undertaking special study of 
on-line testing intervals in Tech Specs. 

JENS, W. H, Detroit Edison Co. 94/11/29. YOUNGBLOOD, 0. J. Licensing 
Branch 1. 4pp. 27773:258. 24X Fiche: 50-341, 84/1 1/29, 8412050406. 


8412060038 Forwards revised pages to Section B. 0 w/instruc ti on sheet 
for insertion into IDVP final rept, in response to 841126 
telcon. Exhibit 8. 2. 2-1 it Section 8. 2. 1 revised to assign 
valid design control observation to root cause, 

FERG, D. A, CYONA Energy Services. 84/11/30. YOUNGBLOOD, B. J. 

Licensing Branch 1. COLBERT, M.F. Detroit Edison Co. 22pp. 

27789:151. 24X Fiche: 50-341 , 84/1 1 /30, B41206003B. 


8412110040 Notification of 841212 meeting w/util in Newport, MI to 
discuss operational readiness of facility. 

LYNCH. M.D. Licensing Branch 1. 84/12/05. YOUNGBLOOD, D. J. 

Licensing Branch 1. 4pp. 27894:342 24X Fiche: 50-341, 84/12/05, 

8412110040. 


04121BO175 Forwards comments on 841127 draft OL. Addl comments will be 
provided upon receipt of info not reflected in current 
draft. 

JENS,W.H. Detroit Edison Co. 84/12/12. NOVAK, T. N. Assistant 
Director for Licensing. llpp. 27961:069. 24X Fiche: 50-341, 

84/12/12, 8412180175. 


8412100248 Forwards addl clarification of position re NUREO-0737 
post-accident sampling t* monitoring capabl 1 ities. Five addl 
items identified for NRC review & concurrence. 

JENS,W. H. Detroit Edison Co. 84/12/13. YOUNGBLOOD, B. J. Licensing 
Branch 1. 10pp. 27961:014. 24X Fiche: 50-341, 84/12/13, 8412180240, 


8412180077 Forwards Amend 60 to amended it substituted application for 
1 icenses, consisting of Amend 60 to FSAR, transmitting addl 
info requested by NRC re TMI Item 1 1. K. 3. 18, preoperational 
tests, use of portable radwaste sys it revised figures. 

EARLE. O.K. Detroit Edison Co. 84/12/17. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. Ip. 27962:288. 24X 

Fiche: 50-341, 84/12/17, 8412180077. 


— 8412180081 Amend 60 to amended & substituted application for licenses, 
consisting of Amend 60 to FSAR, transmitting addl info 
requested by NRC re TMI Item 1 1. K. 3. IB, preoperational 
tests, USB of portable radwaste sys & revised figures, 

JENS. W. H. Detroit Edison Co. 84/12/14. ip. 27962:289. 24X 

Fiche: 50-341, 84/12/17, 8412180077. 


8412310348 Notifies of intent to apply previously approved lOCFftSQ, 
App B,QA program to satisfy program requirements of 
10CFR70. 101 ( b ) . Al 1 QA requirements in 10CFR71 , Sub p art H 
incorporated into nuclear operations mgt plan 
JENS, W. H. Detroit Edison Co. 84/12/17. MACDONALD, C. E. 
Transportation Certification Branch 2pp. 28121 331. 24X 

Fiche; 50-341, 84/12/17, 8412310348. 


8412260363 Forwards proprietary copyrighted Rev F to SS-OOl, “Process 
Control Program for NUS Process Svcs Corp Radwaste 
Sol idif ication Sys." Responsibility for implementation of 
program ack.Encl withheld (ref 10CFR2. 790), 

JENS.W. H Detroit Edison Co. 84/12/18. YOUNGBLOOD, B. J. Licensinj 
Branch 1. 7pp. 28054:123. 24X Fi c he ; 50-34 1 , 84/ 12/18. 84 1 2260363 


0412310321 Forwards set of const photographs of shore bam er. Attenticii 
drawn to Photograph 721-12299 of south end of completed 
barrier. W/o end. 

BRYER,R.A. Detroit Edison Co 84/12/22, STALEY, G. Envl ronmental L 
Hydrologic Engineering Branch. Ip. 28122:120. 24X 

Fiche: 50-341, 84/12/22, 8412310321. 


E, NRC Safety Evaluation Report (SER), suppls & correspondence 


0410170275 Forwards Rev 1 to DECO-04-2460, "Assessment of Purge Valve 
Pressure Differential Capab i lities" & responses to items 
pending from SSER 3. Submittal should close issue. 

JENS, W. H. Detroit Edison Co. 84/10/11. YOUNGBLOOD, B. J. Licensinj 
Branch 1. 6pp. 27010:001. 24X Fi c h e : 50-341 , 84/ 10/1 1 , 84 1 01 70275 


— 8410170277 Rev 1 to "Assessment of Purge Valve Pressure Differential 
Capab ill ties. " 

OREOORiF.E. Multiple Dynamics Corp. DECD-04-2468 ROl. 84/10/31 
65pp. 27010:007. 24X Fi c he : 50-341 , 84/ 10/ 1 1 , 841 0170275. 


8412010004 Forwards comments on SSER 4 (NUREG-079S.' . Differences between 
SSER 4 & FSAR Tech Specs documented. Comments on proposed 
license conditions contained in Section 1.8 end. 

JENS,W. H. Detroit Edison Co. 84/11/28. YOUNGBLOOD, B. J. Licensing 
Branch 1. 16pp. 27/06:078. 24X Fi c h e : 50-341 , 04/ 1 1/28 . 84 12010004 


8412310347 Clarifies items pending, per SSER 4, Section 13. 3 F Kantor 
conversations. Facility emergency response plan revised per 
NUREO-0654, delineating goals of 30 it 60 minute staffing of 
emergency response facility it planning w/local authorities. 
JENS,W.H. Detroit Edison Co. 84/12/17. YOUNGBLOOD, D. J LicenJing 
Branch 1. 8pp. 28121:323. 24X Fiche: 50-341, 84/12/17 , 84 1 2310347. 


F. Security, medical, emergency 8< fire protection plans 


8412260472 Forwards Director's Decision DD-S4-il 8< FR notice re Monrce 
County emergency plan. Clarification of responsibilities for 
emergency response actions resolving concerns of county 
commissioners noted. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/20. BRAUNLICH, P. E. Monroe County, MI. 2pp. 28072.267. 24J 

Fiche; 50-341, 84/04/20, 8412260472. 


— 8412260473 Director's Decision DD-S4-11 advising that no further acU 
required to resolve Monroe County concerns identified in 
county 10CFR2. 206 petition re emergency planning. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
B4/04/20. 35pp. 28072:269. 24X Fi c he : 30-341 . 84/04/20, 8412260472 


— 8412260474 Notice of issuance & availability of Director's Decision 
DD-S4-11. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/04/20. 2pp. 28072:304. 24X Fiche: 50-341 , 84/04/20, 8412260472 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for DL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKSiW. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche: 50-000, 84/11/28, 8412060679. 


8412070255 Forwards "Enrico Fermi Atomic Power Plant Unit 2 
Site-Specific Offsite Radiological Emergency Preparedness 
Alert & Notification Sys Independent Technical Review." Sys 
meets specific design requirements of NUREG-0654/FEMA-REP-1, 
SPECK, S. W. Federal Emergency Management Agency. 84/11/28, 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
27813:124. 24X Fiche; 50-341 , 84/1 1 /28, 8412070255. 


— 8412070262 "Enrico Fermi Atomic Power Plant Unit 2 Site-Specific 
Offsite Radiological Emergency Preparedness Alert & 
Notification Sys Independent Technical Review." 

* Federal Emergency Management Agency. 84/11/16. 118pp. 

27813:126. 24X Fiche: 50-341, 84/1 1/28, 8412070255, 
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0412070159 Foriuards addl portions of Rev 5 to security p Ian- ref lect ing 
background check process for individuals requiring interim 
unes^or^ed access Portions uiithheld (ref 10CFR73.21). 

JENS W H Detroit Edison Co. 04/11/29. YOUNGBLOOD, B. J. Licensing 

Branch I 2 p 27814: 244. 24X Fi che : 50-341 , 84/1 1 /29, 841 20701 59. 


6412100126 Forwards Safeguards Insp Rept 50-341/84 51 on 841 029-1 102. No 

noncompliancenoted. ic mc ij i-i 

HIND.J A Region 3, Office of Director. 84/12/05. 

Detroit Edison Co. 2pp. 27835:044. 24X Fi c h e : 50-341 . 84/ 12/05, 

6412100126. 


-6412100129 Safeguards Insp Rept 50-341/84-51 on 841029-1102. No 
noncompliance noted. Ha j or areas inspected : security program, 
implementation status & preoperational testing for secur ity 
related equipment. Detai 1 s withheld (ref ^ 2^ nj: r o nP 
MAnEOA T J 1 KNICElEY, J. R. , PIRTLE, G. L. Region 3, Office of 

2pp. 27835: 0.6. 24X Flcha: 50-341 , 84/13/05, 

B41210O126. 


8412100177 Ack receipt of 841009 & 1126 Itrs informing NRC of steps 
taken to correct noncompliance noted in Insp Rept 
50-341/84-16. 

* Region 3, Office of Director. 

Ip. 27834: 165. 


84/12/05. Detroit Edison Co. 
“24x’Fiche-^ 50-341, 84/12/05, 8412100177. 


—6412100189 Responds to NRC 840031 Itr re deviations noted in Insp Rept 
50 - 341 / 84 - 16 . Corrective actions: util committed to provide 
alternate shutdown for control ctr area 

JENS.U.H. Detroit Edison Co, 84/10/09. KEPPLER.J.G. R'S}”" S' 
office of Director. 9pp. 27834:166. 24X PlcPe: 50-341, 84/12/05, 

8412100177. 


—8412100195 Responds to NRC 840831 Itr re deviations noted in Insp Rept 
50 - 341 /B 4 - 16 . Corrective actions; procedures revised to test 

pour point. 

KEPPLER.J. G. Regions, 


S0-341/B4-16. Corrective actions; proce 
fuel every 6 months for acceptable cloud P 

JENS, W. H. Detroit Edison Co. 84/11/26. KEPPLER,J. G, 

Office of Director. 10pp. 27834:175. 24X Fiche; 50-341 , 84/12/05, 

8412100177. 


8412110336 Forwards response to request for addl info re alternative 
shutdown sys & schedule for implementation, per 841 102 
meeting. Schedule for implementation of alternative shutdown 
concept 8c requisite compensatory measures confirmed. . , . , 

JENS W H Detroit Edison Co. 84/12/07. YOUNGBLOOD, B. J. Licensing 

^Sfch ?; sjr 27i51:MB 24X Fiche: 50-341, 84/12/07, 8412110336, 


8412180548 Ack receipt of end FEMA 841128 Itr foruierdins evaluation 
of alert & notification sys for plant. Sys meets guidance of 
NUREG— 0654 8c will adequately alert 8c notify public of 

PAPERIELL0?C*J** Region 3, Office of Director. 84/12/12. JENS, W. H, 
DetrolfESison Co 'ir 27962:127. 24X Fiche: 50-341, 84/12/12, 

8412180 548, 


8412280307 Discusses submittal of annual emergency exercise object v 
8. detailed scenarios. Ful I detailed exercise scenario w/all 
controller info requested , per 45-day schedule. No change 

needed in 75-day schedule. o„/ir,yca ipws u H 

PAPER lELLO, C. J. Region 3, Office of Director. ®^/i 2 / 14 . JENS, W. H. 
Detroit Edison CO. 2pp. 28124:161. 24X Fiche: 50-341, 84/12/14, 

8412280307. 


8412310347 Clarifies items pending, per SSER 4, Section 13, 3 8« F Kanto 
conversations. Facility emergency response plan T'evised per 
NUREG-0654, delineating goals of 30 8< 60 minute staffing of 
emerqencg response facility 8< planning w/local authorities. 

a Detroit Edl.on Co. 84/12/17. VOUNGBLOOD, 8. J. L o.n.ln. 
Branch 1, 8pp. 28121:323, 24 X Fiche: 50-341, 84/12/17, 841 2310347. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8412180077 Forwards Amend 60 to amended 8t substituted application for 
1 1 censes, c ons 1 sting of Amend 60 to FSAR, transmitting addl 
info requested by NRC re TMI Item 1 1 . K, 3 . 18 . preoperat ional 
tests, use of portable radwaste sys it revised figures. 

EARLE, O.K. Detroit Edison Co. 84/12/17. DENTON, H. 

Nuclear Reactor Regulation, Director. Ip. 

Fiche: 50-341. 04/12/17, 8412180077. 


Office of 
27962; 288 . 24 X 


— 8412180081 Amend 60 to amended & substituted application for 
consisting of Amend 60 to FSAR, transmitting addl info 
requested by NRC re Tlil Item 1 1 . K. 3. 18 , preoperational 
tests, use of portable radwaste sys 8, revised figures. 

JENS, W. H. Detroit Edison Co. 84/12/14. Ip. 27962:289. 
Fiche; 50-341, 84/12/17, 8412180077. 


licenses. 


24X 


—8412180083 Amend 60 to FSAR for E Fermi Atomic Power Plant Unit 2. 
* Detroit Edison Co, 84/12/31. 741pp. 27962:290. 24X 

Fiche: 50-341 , 84/ 12/ 17, 8412100077. 


Q. 


Inspection reports. IE Bulletins & correspondence 


8412120439 Forwards Insp Rept 50-341/84-47 on 841001-05 & 09-12. No 

noncomp liance noted. le-Kie n u 

WARNICK, R.F. Region 3, Office of Director. 84/11/13. 

Detroit Edison Co. 2pp. 27910:019. 24X Fiche: 50-341. 84/11/13, 

8412120439. 


-8412120443 Insp Rept 50-341/84-47 on 841001-05 & 08-12. No noncomp llanc e 
noted. Major areas inspected: licensee action on previously 
identified items & 10CFR50. 55( e ) items & evaluation of 
licensee action re IE bulletins & circulars. 

SCHEIBELHUT, C. , ELSBEROAS, V. J. , KNDP, R. C. Region 3, 

Director. 84/11/06. 12pp. 27910:021. 

8412120439. 


Office of 
24X Fiche: 50-341,84/11/13. 


8412100218 Forwards Meeting Rept 50-341/84-56 on 841031. No 

noncompliance noted. n u 

NORELIUS, c. E. Region 3, Office of Director. B 4 / 1 1 / 15 . JENS, W. H. 
Detroit Edison Co. 2pp. 27861:136. 24 X Fiche: 50-341, 84/ 1 1/15. 

8412100218, 


-8412100227 Meeting Rept 50-341/84-56 on 841031. No noncompliance or 
deviation noted. Major areas discussed: uti 1 response on 
final assessment of const. u* 

NORELIUS. C. E. Region 3. Office of Director. 84/11/14. 10pp. 


8412060212 Forwards Insp Rept 50-341/84-55 on 841101. No noncompliance 


noted. 

SPESSARD, R. L. Region 3, 
Detroit Edison Co. 2pp. 
8412060212. 


Office of Director. 84/11/16, JENS, W. H. 
27826:213. 24X Fiche: 50-341, 84/ 11/16, 


— B412060226 Insp Rept 50-341/84-55 on 841101. No noncompliance noted. 
Major areas inspected : as— built review It verification of 
reconciled pipe stress analyses for subsystems in RHR 


comp lex. 

KAUFMAN, P, D. , MUFFETT. J. W. , DANIELSON, 
Director. 84/11/16. 3pp, 27826:215. 
8412060212. 


H. Region 3, Office of 
24X Fiche: 50-341. 84/11/16, 


“Various Battery Problems. " Sve list 


8411150064 IE Info Notice 84-83, 

JORDAN, E.L. Division of Emergency 

Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 


24X Fiche: 50-000, 84/11/19, 8411150064. 


8412310322 Forwards SALP Rept 50-341/84-23 for 

KEPPLER.J.G. Region 3, Office of Director. S4/12/26. 
Detroit Edison Co. 2pp. 28121:271, 24X Fiche: 50-341, 

8412310322. 


Sept 1984. 
JENS, W. H. 
84/12/26, 


— 8412310325 SALP Rept 50-341/84-23 f 
* Region 3, Office of Director. 
Fiche: 50-341.84/12/26, 8412310322. 


or Oct 1983 - Sept 1984, 
84/12/26. 40pp. 28121:273. 


24X 


8412060662 Forwards Insp Rept 50-341/84-37 on 041001-26 tt notice of 

SPESSARD?R. L. Region 3, Office of Director, o' 
Detroit Edison Co. 2pp, 27825:061. 24X Fiche: 50-341, 84/11/19, 
8412060662. 


— 8412060666 Notice 
SPESSARD. R. L. 
27825: 063. 24X 


of violation from insp on 841001-26. 
Region 3, Office of Director. 84/11/19. 
Fiche* 50-341 , 84/ 11/19, 8412060662. 


3pp. 


I. Financial information 


8412110362 Forwards “1984 Internal Cash Flow Projection” for review, per 
10 CFR 140 . 21. Statement prepared in accordance w/Reg Guide 9.4 
it secondary financial protection guidelines in 

JEN"w"'H!‘"'Drtrurt'Ehi.on C, 8yi8/04, f “mx* 

Director for State it Licensee Relations. 4pp. 27851.063. 2 

Fiche: 50-341, 04/12/04, 8412110362. 


—8412060675 Insp Rept 50-341/84-37 on 841001 - 26 , Noncompliance noted: 
failure to adhere to administrative procedures, resulting 
in loss of conf Iguration control & inadequate reactor 
engineering procedure. 

HILLS, D. E. , DUPONT, S. 0, , O'DWYER, G.F. Region 3, ^ _ 

Director, 84/11/19. lOpp, 27825:065. 24X Fiche: 50-341, 84/11/19, 

8412060662 . 
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8412060732 Foruards Insp Repfc 50-341/84-45 on 841001-05 & notice of 
violation 

SPESSARDiR L. Region 3, Office of Director. 84/11/19 JENS, W. H 
Detroit Edison Co. 2pp 27B25. 045 24X Fiche. 50-341. 84/ 1 1/19, 

8412060732. 


— 8412060733 Notice of violation from insp on 841001-05 

SPESSARD, R. L. Region 3, Office of Director. 84/11/16. 2pp 
27825- 047, 24X Fiche. 50-341, 84/1 1/19, B412060732 


—8412060734 Insp Rept 50-341/84-45 on 84 1001 -05. None omp 1 ian c e noted: 
failure to assure that design documents & as-built 
conditions in mutual agreement. 

GAUTAM.A, S. , FALEVITS, Z. , WILLIAMS, C, C. Region 3, Office of 
Director. 84/11/16, 12pp. 27825:049. 24X Fi che. 50-341 , 84/1 1 /19, 

8412060732, 


8411210360 IE Info Notice 84—84, “Deficiencies in Ferro— Resonant 
Transformers." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. I26pp. 27807,179. 24X Fic he: 50-000, 84/1 1/27, B411210360. 


8412120559 Forwards Insp Rept 50-341/84-52 on 841114-15. No 
noncompl iance noted. 

SPESSARD, R. L. Region 3, Office of Director. 84/11/27. JEHS, W. H. 
Detroit Edison Co. 2pp. 27909:223, 24X Fiche: 50-341, 84/1 1/27, 

8412120559. 


—8412120561 Insp Rept 50-341/84-52 on 841114-15 No noncompliance noted. 
Major areas inspected: routine insp of IE Bulletin 82-03, IE 
circular, 10CFR50. 55(e) items & previous insp findings. 

WARD, K. D, , DANIELSON, D. H. Region 3, Office of Director 84/11/26 
5pp. 27909:225. 24X Fic h e; 50-341, B4/1 1 /27, 0412120559. 


8412170391 Forwards Insp Rept 50-341/84-50 on 841023-26 notice of 
violation. 

SPESSARD. R, L. Region 3, Office of Director. 84/11/28. JENS, W. H. 
Detroit Edison Co. 2pp. 27968:305. 24X Fiche: 50-341, 84/ 11/28, 

8412170391. 


8412170394 Notice of violation from insp on 841023-26. 

SPESSARD, R. L, Region 3, Office of Director. 84/11/28, 2pp. 
27968:307. 24X Fich e; 50-341 , 84/ 1 1 /2a. 8412170391 . 


—8412170396 Insp Rept 50-341/84-50 on 841023-26. Noncomp 1 iance noted: 
failure to assure documents. including changes, reviewed for 
adequacy. 

MENDEZ, R, , FALEVITSi 2. , GAUTAM, A. S. Region 3, Office of Director. 
84/11/27. IBpp, 27963:309. 24X Fiche: 50-341, 84/1 1 / 28 , 8412170391 . 


B412170454 Forwards Insp Rept 50-341/84-58 on 841029-1102 & 05-09 & 
notice of violation. 

WARNICK, R. F. Region 3, Office of Director. 84/11/29 JENS, W H 
Detroit Edison CO. 2pp. 27968:147, 24X Fiche; 50-341, 84/11/29, ’ 
8412170454. 


8412170457 Notice of violation from insp on 841029-1102 & 05-09. 
WARNICK, R. F, Region 3, Office of Director. 84/11/29 Ip 
27968:149. 24X Fiche: 50-341, 84/1 1/29. 8412170454. 


— 8412170463 Insp Rept 50-341/84-48 on 841022-26, 1102 & 05-09. 
Noncomp 1 iance noted : fa i 1 ur e to approve source insp 
procedures prior to use. 

KROPP.W. . MOSER, M., MASSE, R. Region 3, Office of Director 
84/11/30. 12pp. 27963:220. 24X Fiche 50-341, B4/1 1 /30, B4121704:i 

8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced ^ 
Stratified Flow. " Sve list encl. ’ 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of fit, 

York, Inc, I17pp. 27965:340. 24X F i che : 50-000, 84/12 /03, 64120 300:' 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Probleni ‘ 
Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of fit, 

York, Inc. 122pp. 27966:093. 24X F i c he : 50-000, 84/T2/03, 841203002 


S41221031B Forwards Insp Rept 50-341/84-57 on 841107-09 & notice of 
violation. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/04. JENS, W H 
Detroit Edison Co. 2pp. 28051:327 24X F i c he : 50-341 , 04/ 12/04^ 

8412210318. 


3412210320 Notice of violation from insp on 841107-09. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/04. 2pp 
28051.329. 24X Fiche: 50-341. 84/12/04, 0412210318, 


— 8412210322 Insp Rept 50-341/84-57 on 841 107-09. None omp 1 I an c e noted 
failure to establish measures to assure that design basis 
correctly translated into design drawings & deviations from 
stds identified & corrective action taken. 

^ rS, Z. j TAN I , K. , OAUT AM, A. Region 3, Office of Direct or. 
84/11/29. 10pp. 28051:331. 24X F i c he : 50-341 , 84/12/04, S4122I03JJ 


8412100126 Forwards Safeguards Insp Rept 50-341/84-31 on 841 029-1 102 
noncomp 1 iance noted. 

HIND, J. A. Region 3, Office of Director. 84/12/05. JENS, W. H. 
Detroit Edison Co. 2pp. 27835:044, 24X Fi c h e; 50-341 , 84/ 12/05, 

8412100126. 


8412100129 Safeguards Insp Rept 50-341/84-51 on 841029- 1 102. No 
noncompliance noted. Major areas inspected: security program, 
implementation status & pr eopera t i ona 1 testing for security- 
related equipment. Detai Is withheld (ref 10CFR73. 21), 

MADEDA, T, J. , KNICEt ES', J, R, , PIRTLE, G. L. Region 3, Office of 
Director. 84/12/05. 2pp. 27835:046. 24X Fi ch e : 50-341 , 84/12/05, 

8412100126. 


8412100177 Ack receipt of 841009 8t 1126 Itrs informing NRC of steps 
taken to correct noncompliance noted in Insp Rept 
50-341/84-16. 

•» Region 3, Office of Director. 84/12/05. Detroit Edison Co 
Ip. 27934:165. 24X Fiche: 50-341, 84/12/05, 0412100177. 


—8412100189 Responds to NRC 840831 Itr re deviations noted in Imp Rv,-. 
50-341/84-16. Corrective actions: util committed to provide 
alternate shutdown for control ctr area. 

JENS, W H. Detroit Edison Co. 84/10/09, KEPPLER, J, G. Region 3, 
Office of Director. 9pp. 27834:166. 24X Fi c h e ; 50-341, 84/12/05, 

8412100177. 


—8412170461 Insp Rept 50-341/84-58 on 841029-1102 & 05-09. Noncompl iance 
noted: two flanges issued on conditional release welded into 
sys before reasons for conditional release satisfied 
SCHEIBELHUT, C., ELSBERGAS, V. J. , KNOP,R. C. Region 3, Office of 
Director, 84/11/29. 12pp. 27968:150. 24X Fiche: 50-341, 84/1 1/29, 


8412100195 Responds to NRC 840831 Itr re deviations noted in Insp 
50-341/84— 16. Corrective ac tions: procedures revised to test 
fuel every 6 months for acceptable cloud it pour point. 

JENS, W. H. Detroit Edison Co. 84/11/26, KEPPLER, J. G. Regions, 
Office of Director. 10pp. 27834:175. 24X Fi che: 50-341 , 84/12/05, 

8412100177. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list encl. 

Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc. 

BSpp. 27967:086. 24X Fiche : 50-000, 84/11 /30, 841 1280366. 

8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of Nei 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30, 8411280371 

B412170453 Forwards Insp Rept 50-341/84-48 on 841022-26,1102 & 05-09 
«< notice of violation. uv 

2, Office of Director. 84/11/30. JENS, W. H. 
84iSt704Sa 27968:217. 24X Fiche; 50-341, 84/11/30, 


^^SPEBflAon from insp on 841022-26,1102 & 05-09 

•’'Sion 3, Office of Director. 84/11/30. Ip. 
27968:219. 24X Fiche: 50-341, 84/11/30, 8412170453 . 


8412100238 Notifies of 841219 meeting w/util to present SALP assessititM 
findings re util perf ormance. Appropriate corporate it plant 
mgt representation to ensure mutual understanding of issues 
it findings requested. 

NORELIUS, C. E, Region 3, Office of Director. 84/12/06. JENS, W. H, 
Detroit Edison Co, Ip. 27834:329, 24X Fich e : 50-341 , 84/ 1 2/06, 

8412100238. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of Nm 

York, Inc, 118pp. 27966:332. 24X Fi c he: 50-000, 84/12/07, 8412050C31 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edi s on Co. of Neif 

York, Inc. 114pp, 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090 
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3412060594 IE Info Notice 84-91. "QC Problems of Meteorological 


JORDAN. E.L. Division of Emergency Neiu 

Response (Post 830103). 84/12/10. Consolidated Edison Co. _of_New 

York. Inc. 116pp. 28032' 130. 


24X Fiche: 50-000. 84/12/10. 8412060594. 


8412180607 Ac k receipt of 841129 Itr 

correct violations noted in Insp Rept 50"341/B4 20. co 

* Region 3. Office of Director. 84/12/12. Edison 

ip. 28002:323. 24X Fi c h e : 50-341 . 84/ 12/12. 8412180607. 

—0412180615 Responds to NRC 841030 Itr re violations noted in Insp Rept 
50-341/04-20. Corrective actions: 200 alarm response 
procedures reviewed to determine generic problem re 

iENri75‘ 'Det?airE«.on‘Jo’“S4/?!/^” l<EPPLER,J.O. Region 3, 
0?p!;e ofD?nec?i;. =8002:324. 24X Fiche: 50-341, B4/.2/12, 

B41210O6O7. 

B412310396 ftc k receipt of 841116 Itr 

HARRll5N"i‘’i'“Reg%ar3? olf icrof'Dlfc;^^ 84/12/14. JENS. W. H. 
S*tra» EPiion CO^ Spp! 28134:080. 24X Piche: 50-341, 84/ 12/14, 

0412310396. 

—0412310399 Responds to NRC 841024 Itr re violations noted In Insp Rept 
50 - 341 / 84 - 36 . Corrective actions : personnel counseled re test 
exception disposition repts & test change notices. 

Noncompliance re CRD hydraulic control J 


Noncomp 
JENS. W. H. 

Office of Director 
0412310396. 


Detroit Edison Co. 84/11/16. KEPPLER.J. G. Region 3, 
Detroit Edison ^ Fiche: 50-341. 84/12/14. 


0412120541 IE Info Notice 04-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. . • ..>T.-inn 

00RD4N,E.C^ Divisinn^df Emarg.ncg HUtd^E? IforJ o” nf N.n 

York°"lnc. 119pp. 28123:131. 24 X Ftcha: 50-000, 84/12/17, 8412120541. 

0412120547 IE Info Notice 04-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. - cr • 

JORDAN. E.L. Division of Emergency New 

Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000. 84/12/17. 8412120547. 

0412310322 Forwards S4LP Rapt 50-341/84-23 for °tt 1903 - Sapt 1984. 
utrppf PR j s Reaion 3, Office of Director. 84/12/26. JENS, W. M. 
Detroit Ed^aonTo Spi. 28121:271. 24X Ficha: 50-341, 84/12/26, 

84 123 10 322. 


V/ Operator E xaminat i on s 

0412210261 Summarizes 820928 meeting w/util nuclear training dept in 
Glen Ellyn, IL re tentative schedule for cold exams for 
personnel S. operator licensing process. po/in/n? i TITLE. W S 

MCMILLEN. J I. Region 3. Office of Director^ 82/10/07. LITTLE. W.S. 
Region 3, Office of Director. Ip 20052:050. 24X 

Fiche: 50-341 . 82/ 10/07. 8412210261. 

8412200267 Discusses arrangements for senior operator & operator exam 
to be administered on 830426 & 0502 - 09 , per J Dutton & JI 
McMillen telcon.End list of ref matls needed by 830311. 

Requirements for conducting exam also ^ ®' ^ 

i TTTLEa U B Reoion 3, Office of Director. 83/01/31. JENS. W. 
De^Adl.on ?r 2pp. 28031.184. 24X Ficha: 50-341, 83/01/31, 

8412200267. 

8412200513 Confirms D Hill 830325 teicon request for addl matls for 
preparation of operator licensing exams. ,t-Kic u 

I Tin F, W S Renion 3. Office of Director. 83/04/04. JENS, W. 

E!iaor?i Ip. =8030. 193. 24X Ficha: 50-341, 83/04/04, 

8412200513. 

8412200292 Discusses arrangements for senior operator 8; operator exam 
to be administered during wk of P®^ ** 

T Long telcon.End list of ref matls needed by 831001. 

Requirements for conducting exam also ^ ®"^* ' , 

RTRFFrER.J F Reoion 3, Office of Director. 83/09/14. JENS. W. J. 
DltroIfEdisonro^ Sp?: 28031:211. 24X Fi c he : 50-341 , 83/09/14. 

8412200292. 

8412200571 Forwards certificates for reactor operators & senior reactor 

BPEsIarL'rT T.gion 3, Offic. of Diractor. 83/11/01. LENART 
Datart Edison c:“ "p 28032:090. 24 X Ficha: 50-341, 83/1 1/01, 

8412200571. 

8412030072 Requests listed matl for operator/senior operator licensing 

exams by 841215 to avoid delay ® /pT*' JENS. W H 
UAI HFR R J Reaion 3t Office of Director. 84/11/21. JENS. w. M. 
SCt^oit Edl.a" Si Spp 27733:331. 24X Ficha : 50-341, 84/ 1 1/21 , 

0412030072. 

0412310350 Informs that all nuclear shift operating advisors meet 
experience requirements of Generic Ltr 84-16 ®jcept 
JP James & DE Howard. JP James it DE Howard qualifications 

JENeITh" ’‘DitrDlt'Eduii“'ci; 84/12/20. YDUNOBUOOD, B. J. Llcanslag 
Branch 1. 3pp. 28121:256, 24X Fi c h e : 50-341 . 84/12/20. 0412310350. 


—8412310325 SALF Rapt 50-341/84-23 O'* " S.pt 

» Region 3, Office of Director. 84/12/26. 40pp, 28121 . t/d. 

Fiche: 50-341,84/12/26, 8412310322. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 
D^NRC^Draf t/Final Environmental Statements, »'JP 


S. Reportable occurrences, LERs it related correspondence 

B412110264 Final deficiency rept. Item 129 re lack of design 
calculations for HVAC duct supports. Initially reported on 
840614, Supports & base plates modified it installation 
d iscreoancies documented on nonconf ormanc e repts. 

JeSsTS'^R Detroit Edison Co. 84/11/27. KEPPLER. J. G^ ^4/ M/ST 
Office of Director. 3pp. 27893:071. 24X Fi ch e: 50-341 , 84/ 1 1/27. 

8412110264, 

8412110497 Interim deficiency rept, Item 141 re deviations from 
specified clearance between cable trays it vertical support 
members. Initially reported on 841107. As-bui It tray/hanger 
clearance for hangers & cable trays acceptable. 

IFWB U H D.troit Edijon Co. 84/11/30. KEFPLER, J. 0. Rdgior 3, 

□ of 2pp. 27893:206. 24X Fi ch 50-341 , 84/1 1/30, 

0412110497, 

0412130521 Amended final deficiency rept. Item 116 ^® design 

deficiency allowing freezing of buried piping sys. Walls wi 1 1 
be installed it temp monitored. Pipes will not be rerouted. 

JENS.W H Detroit Edison Co. 84/11/30. KEPPLER. J. G. ^®9}°/fqn' 
Office of Director, 2pp. 27916:138. 24X Fiche: 50-341. 84/11/30. 

8412130521. 

8412130534 Supplemental final deficiency rept. Item 111 re design 
deficiency on RHR reservoir freeze over. Methods for adding 

JENS W°H'^'^'^Det?oit°Edisin^cl^ **^84/1 1/30. KEPPLER, J. G. Region 3. 
Office' Of D^^e'ti" 2pp. 27916:122. 24 X Fiche: 50-341 . 84/11/30. 

0412130534. 


8412130075 Third partial response to FOIA J"" “^ories 

of documents re util application to expand 

of spent fuel pool. Forwards App A d ocuments. Ap p B documents 

available in PDR. oA/ni./n~r rpi i n 

FELTON. J.M. Division of Rules and Records. 

Nuclear Information 8< Resource Service. 3pp. 27924.218, 24X 

Fiche: 50-344. 84/06/07. 8412130075. 

—0412130104 FES for Trojan Nuclear 73/08/31 

* Atomic Energy Commission. Directorate of licensing. 73/08/31. 
300pp. 27924:277. 24X Fiche: 50-344, 84/06/07, 8412130075. 

E, NRC Safety Evaluation R.port ^ER i , auppl a & co rr.aponden c. 

8412130075 Third partial re. pond, to FOIA request for four categorle. 
of document, re util application to expand '‘‘"“S' = 

of spent fuel pool. Foruard. App A documents. App B documents 
available in PDR. . j oa/n.t/rv? rpi i n 

FELTON, J.M. Division of Rules and ®^27o24!iiB six' 

Nuclear Information it Resource Service. 3pp, 27924.218. 24X 

Fiche: 50-344. 84/06/07. 8412130075. 

—8412130079 Forwards safety evaluation Ik EIA re mod to spent fuel 

SCHWENCER.A. Operating Reactors ^ 22V^ 

GOODWIN. C, Portland General Electric Co. 2pp. 27924.221. 

Fiche: 50-344, 84/06/07. 8412130075. 

F, Security, medical, emergency & fiie 

8412070208 Forwards Insp Rept 50-344/84-30 on 841105-09 it notice of 

KiSs?rS"f. Region 5. Office of Director 84/11/21. WITHERS. B. D. 

Portland General Electric Co. 2pp. 27814:180. 24X 

Fiche: 50-344, 84/11/21. 8412070208. 
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— 8412070213 Notice of violation from insp on 841105-09 

YOUNG, T. Region 3, Office of Director 04/11/21 Ip. 27014- 182 
24X Ficfte: 50-344, 84/11/21. 841207020S. 


— 8412070217 Insp Rept 50-344/84-30 on 841105-09. Violat ion noted: fire 
brigade training drill not conducted from Sept 1982 - Aug 
1903. 

QUALLS. P. M. . YOUNG, T. , DODDS. R.T. Region 5. Office of Director. 
84/11/16. 4pp. 27814:183. 24X Fi c he. 50-344. 84/ 1 1 /2 1 . 841 2070208 


8412180020 Forwards Insp Rept 50-344/84-26 on 840910-1102 No 
violation noted. 

KIRSCH. D. F. Regions. Office of Director. 94/11/28. WITHERS. B, D. 
Portland General Electric Co. Ip. 27974:282. 24X 

Flche: 50-344. 84/11/28, 8412180020. 


—8412180028 Insp Rept 50-344/84-26 on 840910-1 102. No violation noted. 
Major areas inspected : operational safety verification, 
corrective action, maint, Cycle 7 startup physics testing & 
implementation of fire protection program. 

RICHARDS, S. A. , JOHNSTON, 0. W. , CASELLA.F. Region 5. Office of 
Director. 84/11/27. 11pp. 27974:283. 24X Fiche: 50-344, 84/1 1 /2a, 

8412180020. 


8412070275 Forwards FEMA Region X 840823 memo updating status of 
corrective actions talten to correct deficiencies resulting 
from 831005 exercise of offsite radiological emergency, 
preparedness plan. 

KRIMM,R, W. Federal Emergency Management Agency. 84/12/03. 
JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 34pp. 27819:344 . 24X Fi c he : 50-344, 

B4/12/03, 8412070275. 


P Operating license stage documents & correspondence 


8412130440 Partial response to FOIA request for documents re four 
categories of info re subduction zones & low angle thrust 
faults in Pacific Northeast affecting Trojan & WPPSS3. App A 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/08. BELL, N 
Nuclear Information & Resource Service. 2pp. 27924:041. 24X 

Fiche: 50-000. 84/05/08, 8412130440. 


8412130075 Third partial response to FOIA request for four categovln 
of documents re util application to expand storage capacity 
of spent fuel pool. Forwards App A documents. App B documents 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/07. BELL.N, 
Nuclear Information & Resource Service. 3pp. 27924:218, 24X 

Fiche: 50-344, 84/06/07, 8412130075. 


— B412130079 Forwards safety evaluation & EIA re mod to spent fuel 
storage pool. 

3CHWENCFR, A. Operating Reactors Branch 1 (Pre 800420). 77/lJ/j| 

GOODWIN, C. Portland General Electric Co. 2pp, 27724:221, 24 * 

Fiche: 50-344,84/06/07, 8412130075. 


— 8412130083 Safety evaluation supporting mod to spent fuel storage j;;; 
* Office of Nuclear Reactor Regulation, Director. 77/11/11, 
iSpp. 27924:223. 24X Fic h e : 50-344, 84/06/07, 8412130075. 


— 8412130094 EIA supporting mod to spent fuel storage pool. 

* Office of Nuclear Reactor Regulation, Director. 77/11/11, 
2 app. 27924:238. 24X Fi c he: 50-344, 84/06/07, 84 12130075. 


8412140266 Revised radiological emergency response plan implementing 
procedures, including table of contents & EP-33 re 
post-accident core damage assessment. 

* Portland General Electric Co. 84/12/07. 34pp. 27920: 304, 24X 

Fiche: 50-344, 84/12/07, 8412140266. 


8412180301 Responds to NRC 841121 Itr re violations noted in Insp Rept 
50-344/84-30. Corrective actions: fire brigade member who had 
not received drills since Jan 1983 participated in fire 
drill on 831127. Drill requirements will be satisfied. 

WITHERS, B. D. Portland General Electric Co, 84/12/11. KIRSCH, D.F. 
Region 5, Office of Director. 4pp. 27959:010. 24X 

Fiche: 50-344. 84/12/11 . 8412180301. 


B4121802S3 Forwards 841017 final exercise rept re offsite radiological 
emergency preparedness plans. Util performance adequate 
Correctible weaknesses identified. 

KRIMM, R,W. Federal Emergency Management Agency. 04/12/12. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 27960:022. 24X Fiche: 50-344, 84/12/12, 

8412180283. 


— 8412180289 "1784 Trojan R ep t, Emergency Response Plan Exercise. 
* Federal Emergency Management Agency. 84/10/17. 122pp. 

27960:023. 24X Fiche: 50-344. 84/12/12, 8412180283, 


0. Adjudicatory correspondence 


— 0412130109 Forwards 840213 memorandum & order re petitions to Intn.i-j 
& requests for hearing from State of OR & Coalition for Safe 
Power granted by ASLB. NRC 8< licensee filed answers to 
petitions stating petitioners had standing to intervene. 
CUNNINGHAM, 0. H. Office of the Executive Legal Director. 04/02/21 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, ip 
27925: 295. 24X Fiche: 50-344, 04/06/07, 8412130075. 


8412130077 Further response to FOIA request for detailed instructionj 
provided by NRC re use of risk assessment techniques & 
analysis & calculations on which values selected for max 
ground accelerations for earthquake. Documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/00. CALSOVAS,CD 
Affiliation Not Assigned. Ip. 27924:213. 24X 

Fiche-: 50-000, 84/06/08, 8412130077. 


8412210113 Final response to FOIA request for four categories of 
documents on util request to expand spent fuel pool storage 
capacity. Forwards documents listed in App A. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/21. BELL.N, 
Nuclear Information & Resource Service? 2pp. 2804B: 177. 24X 

Fiche: 50-344, 84/06/21. 8412210113. 


—8412210119 Comments on SER & EIA re util proposal to expand spent Li] 
pool storage capacity. 

GOLDBERG, J. NRC - No Detailed Affiliation Given. 04/04/17, 
TRAMMELL, C. NRC - No Detailed Affiliation Given. 2pp. 28040 IB! 
24X Fiche: 50-344, 84/06/21 , 84122101 13. 


8412010030 Initial decision ordering that 840608 Amend 88 to License 
NPF-i authorizing increase in storage capacity of spent fuel 
pool to 1,408 assemblies remain in full force w/o mod. 

Served on 841129. 

HOYT, H. F. , MORRIS, P, A. , PARIS, O.H. Atomic Safety and Licensing Board 
Panal. 84/11/28. 35pp. 27704:010. 24X Fich e : 50-344, 84/ 1 1 /2S, 

S412010030. 


8412010059 Advises that T5 Moore, GJ Edles & RL Ootchy assigned to serve 
on ASLAB for spent fuel pool amend proceeding. Related 
correspondence, 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. #484 382. 
84/11/28. Atomic Safety and Licensing Appeal Panel. Ip. 

27704:289. 24X Fiche: 50-344, 84/1 1/28. 8412010059. 


J. Insurance 8, indemnity information 


8412050477 Forwards Endorsements 67 8< 56 to NELIA Policy NF-225 St 
MAELU Policy MF-B6, respectively. 

A9HBURN, D, J. Marsh It McLennan, Inc. 84/11/28. SALTZMAN, J. 
Assistant Director for state & Licensee Relations, 3pp. 27765:335, 
24X Fiche: 50-344, 84/11/28, 8412050477. 


— 8412210133 Discusses util request to amend License NPF-1 to expand 
spent fuel pool storage capacity. SER analysis insufficient 
to support NSHC determination. Concurrence in issuance of 
amend denied. 

GOLDBERG, J. NRC - No Detailed Affiliation Given. Q4/05/03. 
TRAMMELL, C, NRC - No Detailed Affiliation Given. 2pp. 20048 1B3 
24X Fiche: 50-344, 84/06/21, 8412210113. 


8412110236 Forwards Amend 93 to License NPF-1 It safety evaluation. 
Amend incorporates Tech Specs for equipment added or 
modified, per NUREO-0737 Z< Generic Ltr 83-37. 

TRAMMELL; C. M, Operating Reactors Branch 3. 84/08/28. WITHERS, D D 

Portland General Electric Co. 2pp. 27899: 153. 24X 

Fiche: 50-344, 84/08/28, 8412110236. 


8412100180 Forwards request for addl info in order to continue NRC 
review of 840920 request re pressurizer power-operated 
relief valve testing requirements. Response requested within 
30 days of ltr receipt. 

MILLER, J.R. Operating Reactors Branch 3. 84/11/20. WITHERS, B O 

Portland General Electric Co. 2pp. 27864:348. 24X 

Fiche: 50-344, 04/11/20, 8412100180, 


B412270390 Forwards Endorsement 68 to NELIA Policy NF-225, Endorsement 
5 tp NELIA Certificate N-57, Endorsement 57 to MAELU Policy 
MF-86 li Endorsement 5 to MAELU Certificate M-57. 

ASHBURN.D. J. Marsh le McLennan, Inc. 84/12/20. SALTZMAN, J. 
Assistant Director for State It Licenses Relations. 5pp. 28087:340. 
24X Fiche: 50-344. 84/12/20, 8412270390. 


8412050542 Submits equipment qualification program status rept for 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH, R. P. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp, 
27783:310, 24X Fiche: 50-000, 84/1 1/26, 8412050542, 
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3412280030 Corrected Itr forwarding application for amend to License 
NPF-1* r evis ing number of reactor coolant loops required for 
operation in Mode 3. Certi f icate of Svc end. Fee paid. 

WITHERSiB.D. Portland General Electric Co. 84/11/27. MILLERiJ. R. 
Operating Reactors Branch 3. 2pp. 28100; 272. 24X 

Fiche: SO-344, 84/1 1/29- 8412280030. 


— 8412260329 "Reload Safety Evaluat i on* Tro jan Unit 1-Cycle 7." 

aUECHEL- R. J. . RADCLIFFE-R. E. , SCHIVLEY, W, M. Portland General 
Electric Co. 84/06/30. 22pp. 28037:016. 24X 

Fiche; 50-344, 84/12/20. 8412260327. 


Q. Inspection reports, IE Bulletins & correspondence 


— 8412280048 Corrected application for amend to License NPF-1. revising 
number of reactor coolant loops required for operation in 
Mode 3. 

WITHERS. B.D Portland General Electric Co. 84/11/29. 3pp. 

28108; 274, 24X Fi che : 50-344, 84/ 1 1 /29, 8412280030. 


— 0412280052 Corrected proposed Tech Specs, revising number of reactor 
coolant loops required for operation in Mode 3. Certificate 
of Svc end, 

* Portlanii General Electric Co. 84/11/29. 5pp. 28108; 277. 24X 

Fiche: 50-344, 84/11/29, 8412280030. 


8412100191 Forwards 841127 Itr it application for renewal of NPDES 
permit submitted to State of OR, Dept of Environ Quality on 
841127, 

WITHERS. D. D. Portland General Electric Co. 84/11/30. MARTIN, J. B. 
Region 5. Office of Director. 41pp. 27834:237. 24X 

Fiche: 50-344, 84/11/30. 8412100191. 


8412040029 Responds to NRC 841030 Itr re violations noted in Insp Rept 
50-344/04-29. Corrective actions: design documents for proper 
setpoint of all time delay relays in Panel C-160 reviewed 8< 
design values adjusted. , « 

WITHERS. B. D. Portland General Electric Co. 84/11/16. MARTIN. J.B. 
Region 5, Office of Director. 5pp. 27747:042. 24X 

Fiche: 50-344, 84/11/16, 8412040029. 


"Various Battery Problems, " Svc list 


8411150064 IE Info Notice 84-83, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 34/11/19. 

York. Inc 120pp. 27807:058. 


Consolidated Edison Co. of New 
24X Fiche: 50-000,84/11/19, 8411150064. 


8412070208 Forwards Insp Rept 50-344/84-30 on 841105-09 it notice of 

KIRSCH, D. F. Region 5, Office of Director. 84/11/21. WITHERS, B.D. 
Portland General Electric Co. 2pp. 27814:180. 24X 

Fiche: 50-344, 84/11/21, 841207020Q. 


8412100235 Informs that change to Tech Spec setpoints re Model 763 it 
764 Barton transmitters not prudent until Cycle 9 startup, 
per listed reasons. License change application will be 
provided when final setpoints known. 

WITHERS,B.D, Portland General Electric Co. 84/11/30. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 27834:327. 24X 

Fiche: 50-344, 84/11/30, 8412100235. 


8412100163 Forwards nonproprietary & proprietary supplemental info to 
Question 6 of 840425 Itr re single failure assumption for 
boron injection tank boron reduction analysis. Affidavit 
requesting info be withheld, per 10CFR2, 790 end. 

WITHERS, B.D. Portland General Electric Co. 84/12/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 27835:155. 
24X Fiche: 50-344, 84/12/04, 8412100163. 


— 8412100168 Requests proprietary info supplementing 840425 response to 
Question 6 re single failure assumption for boron injection 
tank boron reduction analysis be withheld (ref 10CFR2. 790). 
WIESEMANN, R. A. Westinghouse Electric Corp. 84/11/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27835:157. 
24X Fiche: 50-344, 84/12/04. 8412100163. 


— 8412070213 Notice of violation from insp on 841105-09. 

YOUNG,!. Region 5, Office of Director. 84/11/21. Ip. 27814:182. 
24X Fiche: 50-344, 84/1 1 /21 , B412070208. 


—8412070217 Insp Rept 50-344/84-30 on 841105-09. Violation noted: fire 
brigade training drill not conducted from Sept 1982 - Aug 
1983. 

QUALLS, P. M. , YOUNG,!., DODDS, R. T. Region 5, Office of Director. 
84/11/16 4pp. 27814:183. 24X Fiche: 50-344, 84/11/21, 8412070208. 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27, 

York, Inc. 126pp. 27807:179. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/11/27. 8411210360. 


8412180020 Forwards Insp Rept 50-344/84-26 on 040910-1102. No 
violation noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/11/28. WITHERS, B.D. 
Portland General Electric Co. Ip. 27974:282. 24X 

Fiche: 50-344, 84/11/28, 8412180020. 


— 8412100175 Requests proprietary info re limiting single failure for 
plant steam line break analysis w/o boron injection tank be 
withheld (ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp. 76/09/29. STOLZ, J. F. 
Division of Project Management. Upp. 27835:158. 24X 

Fiche: 50-344, 84/12/04, 8412100163. 


8412140237 Forwards Rev 1 to License Change Application 99 for amend to 
License WPF-1, addressing reactor vessel matl irradiation 
surveillance schedule 2, new 10CFR50, App 0 pressure-temp 
1 imits. Certificate of Svc end. 

WITHERS, B, D. Portland General Electric Co. 84/12/11. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 27920:067. 24X 

Fiche: 50-344, 84/12/11, 0412140237. 


— 8412100028 Insp Rept 50-344/84-26 on 040910-1 102. No violation noted. 
Major areas inspected: operational safety verification, 
corrective action, maint. Cycle 7 startup physics testing 15< 
implementation of fire protection program. 

RICHARDS, S. A. , JOHNSTON, G. W. , CASELLA. F. Region 5, Office of 
Director. 84/11/27. 11pp. 27974:283. 24X Fiche; 50-344. 84/1 1 /2B, 

8412100020. 


8411200366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, U,N. Division of QA, Safeguards it Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SBpp, 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


— 8412140245 Rev 1 to License Change Application 99 for amend to License 
NPF-1 , addressing reactor vessel matl irradiation 
surveillance schedule it new 10CFR50, App G pressure-temp 
limits. 

a Portland General Electric Co. 04/12/11. 3pp, 27920:069. 24X 

Fiche: 50-344, 84/12/11, 8412140237. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8t Nonsaf etg-Related Equipment, " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. 

York, Inc. 116pp. 27965:224. 


of New 

24X Fiche: 50-000, 84/11/30, 8411280370. 


— 8412140250 Proposed Tech Specs addressing reactor vessel matl 
irradiation surveillance schedule & new 10CFR50, App 0 
pressure-temp limits. 

•e Portland General Electric Co. 84/12/11. ^PP- 27920:072. 24X 

Fiche: 50-344, 94/12/1 1 , 8412140237. 


B412260244 Forwards Amend 1 to PGE-1021, "Offsite Dose Calculation 
Manual " 

WITHERS, B. D. Portland General Electric Co. 84/12/18. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28053:295. 24X 

Fiche: 50-344, 84/12/18, 9412260244. 


— 8412260247 Amend 1 to PGE-1021, "Offsite Dose Calculation Manual. " 

♦ Portland General Electric Co, 84/07/31. 92pp. 20053:296. 24X 

Fiche: 50-344, 04/12/18, 8412260244, 


8412260327 Forwards addl info re License Change Application 110 
concerning pressuriier PDRV testing, per 841120 request. 

WITHERS, B.D. Portland General Electric Co. 84/12/20. MILLER, J.R. 
Operating Reactors Branch 3. 5pp. 28057:011, 24X 

Fiche: 50-344, 84/12/20, 8412260327. 


8412100164 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal." Emergency operating procedure will be implemented 
before 1985 refueling outage, to address actions to be taken 
following failure to seal, Summary rept of analysis end. 

WITHERS, B.D. Portland General Electric Co. 84/11/30, MARTIN, J. B. 
Region 5, Office of Director, UpP- 27835:015. 24X 

Fiche: 50-344. 94/11/30, 8412100164. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103)^ 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 


27965:340. 24X Fiche: 50-000. 84/12/03, 0412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I22pp. 27966:093. 


24X Fiche: 50-000, 84/12/03, 8412030028. 
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8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut* as aid 
in preparation of IE bulletin. per 841123 meeting. Target 
Rock Corp Rept 4207 8 < technical manuals end W/o end. 

CROWLEV. T. D. TargstRock Corp. 84/12/04 POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163. 24X Fiche 50-000.84/12/04, 

8412180067. 


8412030081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensi ti z ed 316 Stainless Steel." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fi c he : 50-000. 84/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, “Main Steam Line Break Effect on 
Environ Qua 1 if icatlon of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966 215. 24X Fiche: 50-000, 84/12/07, 0412050090. 


8412170034 Responds to NRC 841031 Itr re violations noted in Insp Rept 
50-344/84-33. Corrective a c ti ons: p 1 ant review board will 
review all future physics test deviations outside acceptance 
criteria to Increase mgt attention to potential problems. 

WITHERS, B.D. Portland General Electric Co. 84/12/07. MARTIN, J. B. 
Region 5. Office of Director. 3pp. 27937:018. 24X 

Fiche; 50-344, 84/12/07, 8412170034. 


B412060594 IE Info Notice 84-91, “QC Problems of Meteorological 
Measurements Programs.*' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. a4X Fiche: 50-000, 84/12/10, B412060594. 


6412180301 Responds to NRC 841121 Itr re violations noted in Insp Rept 
50-344/84-30. Corrective actions: fire brigade member who had 
not received drills since Jan 1983 participated in fire 
drill on S31127. Drill requirements will be satisfied. 

WITHERS, B.D. Portland General Electric Co. 84/12/11. KIRSCH, D. F. 
Region 5, Office of Director. 4pp. 27959:010. 24X 

Fiche: SO-344, 84/12/11, 8412180301, 


8412120S41 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 < Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York, Inc. 119pp. 28123:131. a4X Fiche: 50-000. 84/12/ 17, 8412120541. 


8412120S47 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi c he : 50-000. 84/12/ 17. 8412120547. 

8412310326 Forwards RC DeYoung 841221 memo requesting input In 
response to Commissioner Asselstine question concerning 
SALP ratings, answers to memo & updated SALP summary ratings. 

MARTIN, J.B. Region 5, Office of Director. 84/12/26. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche: 50-000, 84/12/26. 8412310326. 


— 8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP ratings. Updated SALP ratings & responses to 
Questions 4 5 needed by 841226. W/o end. 

DEYOUNG. R. C. Director's Office, Office of Inspection and 
Enforcement.'-- 84/12/21. MURLEY, T. E. Region 1, Office of Director. 
5pp. 28121:340. 24X Fiche: 50-000, 84/12/26. 8412310326. 


R. Periodic operating reports tc related correspondence 


8412110485 Monthly operating rept for Oct 1984. W/S41 112 Itr. 

WILDFONG, L. A. , YUNDT, C. p, Portland General Electric Co. 84/10/31. 
Bpp. 27894:185. 24X Fiche: 50-344, 84/10/31, 8412110485. 


3. Reportable occurrences, LERs Sc related correspondence 


8412270148 LER 84-019-01; on 841012, switchyard kV busses Hi & A1 
inadvertently deenergized during insp of busses V81 & VB2. 

Caused by personnel error. Busses reenergized. W/8412H itr. 

BAIRfQ, Q. , YUNDT, C.P. Portland General Electric Co. 84/12/14. 4pp. 
28114:341. 24X Fiche: 50-344, 84/12/14, 0412270148. 


8412270258 LER 84— 018— 01; on 841018, reac tor tripped. Caused by operator 
accidently deenergiiing bus HI. Bus reenergi zed, reactor 
coolant pumps A 8 c C restarted & operator counseled & given 
disciplinary actions by supervisor. W/B41214 Itr. 

BAIR, 0. G. , YUNDT, C.P, Portland General Electric Co. 84/12/14. 3pp. 
28114:255. 24X Fiche: 50-344, 84/12/14, 8412270258. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8412060337 Forwards Mgt Meeting Rept 50-346/84-27 on 841011 re 11,55 
Rept 50—346/84—14 concerning 840731 emergency exercise 
GREGER,L. R. Region 3, Office of Director, 84/11/07. CROUSE, fif 
Toledo Edison Co. 2 pp. 27792:113. 24X Fi c h e : 50-346, 84/ U /n? 

0412060337. 


— 8412060343 Mgt Meeting Rept 50-346/84-27 on 841011. Major areas 
discussed: insp findings resulting from Region III 
observations of 840731 emergency preparedness exercise 
PATTERSON, J. P. , PHILLIPS, M. P. Region 3, Office of Director, 
84/11/06. 4pp. 27792:115. 24X Flc h e : 50-346, 84/ 1 1 /07, 04120^0337 


8412040115 Revised Emergency Procedures AD 1827.04, " Over e xp osure/ 

Internal Contamination,'* & AD 1824.11, "Assembly, 

Accountability & Subsequent Evaluation. '* 

DOYEL.C.r GREEN, W., BRIDEN, D. W. Toledo Edison Co. S4/U/30 2S‘J 
27748:235. 24X Fiche: 50-346, 84/1 1/30, 84120401 15, 


8412060452 Forwards "Abnornal Transient Operating Guidelines (ATCG* 
Comparison of Davis-Besse Unit 1 to Oconee Unit 3 " & 

"Comparison of Davis-Besse Abnormal Transient Operator 
Guidelines & Emergency Operating Procedure EP 1202. 01 ■* 

CROUSE, R. P. Toledo Edison Co. 34/11/30. STOLZ. J. F. Operating 
Reactors Branch 4. Ip. 27784:269. 24X Fi c h e : 50-000, 84/ 11/30, 

8412060452. 


—8412060456 "Abnormal Transient Operating Guidelines (ATOG) Cofliparit 
of Davis-Besse Unit i to Oconee Unit 3. " 

* Babcock U Wilcox Co, 12-1153713-00. 84/11/30. 35pp. 

27794:270. 24X Fiche: 50-000, 84/1 1 /30. 0412060452. 


— B412060460 "Comparison of Davis-Besse Abnormal Transient Operator 
Guidelines & Emergency Operating Procedure EP 1202.01.** 

Toledo Edison Co 84/11/30. 18pp. 27704:305. 24X 

Fiche: 30-000, 84/11/30. 8412060452. 


8412100197 Forwards SALP Rept 50-346/84-11 for Apr 1983 - Aug 1904 
Performance declined. Prob lems w/training identified. Meeting 
scheduled for 841220 to discuss results. 

KEPPLERiJ. 0. Region 3, Office of Director. 84/12/06. CROUSE.R P. 
Toledo Edison Co, 2pp. 27834:282. 24X Fi c h e : 50-346, 84/ 1 2/06, 

8412100197. 


—8412100207 SALP Rept 50-346/84-11 for Apr 1983 - Aug 1904. 

* Region 3, Office of Director. 84/12/06. 37pp, 27834:284 : 

Fiche; 50-346, 84/12/06, 8412100197. 


B412190140 Rev 4 to Administrative Procedure AD 1027 09, "Radioactivz 
Transportation Accident" 8 c rev index. 

DOYEL, C.B. , green, W.H. Toledo Edison Co, 84/12/06. 7pp. 
28009:256. 24X Fiche; 50-346, 84/12/06, 8412190140. 


8412310438 Requests submittal of annual emergency exercise objectivu 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 8 : 830826, Sc h e d ul e 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/12/14. 

CROUSE, R.P. Toledo Edison Co. 2pp. 28134:297. 24X 

Fiche: 50-346, 04/12/14, 8412310458. 


J. Insurance 8 { indemnity information 


8412270367 Forwards Endorsement 50 to NELIA Policy NF-236, Endo^aemen^ 
37 to MAELU Policy M-92 8 < Endorsement 5 to NELIA Certificate 
N-01 & MAELU Certificate M-61. 

STERN, D. Marsh 8 c McLennan, Inc. 84/12/21. SALTZMAN, J. D. Aailit; 
Director for State 8 c Licensee Relations. 5pp. 28087:326. 34 X 

Fiche: 50-346, 84/12/21, 8412270367. 


P. Operating license stage documents 8 : correspondence 


8412070060 Forwards Amend 76 to License NPF-3 8 c safety e va luati on. A*!i 
modifies Figures 6.2-1 it 6.2-2 to reflect current 
organizational structure & changes Tech Spec Sections 
6 . 5. 1. 2 8 c 6 . 5. 2. 2 to specify review board composition. 

DEAGAZIO, A. W. Operating Reactors Branch 4. 84/11/05. CROUSE, RP 

Toledo Edison Co. 2 pp. 27843:317. 24X Fi che; 50-346, 84/1 1/05, 

8412070060. 


— 8412070063 Amend 76 to License NPF-3, modify ing Figures 6.2-1 & 6.2 
to reflect current organizational structure 8 c changing Tech 
Spec Sections 6 . 5. 1. 2 Zi 6 . 5. 2. 2 to specify review board 
composition. 

STOLZ, J,F. Operating Reactors Branch 4. 84/11/05. 9pp, 

27843:319. 24X Fiche: 50-346, 84/1 1/05, 8412070060, 
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-8412070064 Safety evaluation supporting Amend 76 to License NPF— 3. 

* Office of ^4uclea^ Reactor Regulationj Director. 84/11/05. 2pp. 
27043:328. 24X Fi che : 50-346i 84/ 1 1 /05* B412070060. 


6412070049 Forwards Amend 77 to License NPF-3 & safety evaluation. Amend 
modifies Tech Spec Section 4. 5. 2. d to permit removal of 
power to DHR sys suction line isolation Valves DH-11 & 12 
during operation in Modes 1*2 or 3. „ n 

DEAOAZIQ* A W Operating Reactors Branch 4. 04/11/06. CROUSEi R. P. 

Toledo Edison Co 2pp. 27843:300. 24 X Fiche: 50-346. 84/1 1/06. 

8412070049. 


— 8412070053 Amend 77 to License NPF-3* modify ing Tech Spec Section 
4 5. 2, d to permit removal of power to DHR sys suction line 
isolation Valves DH-11 & 12 during operation in Modes 1.2 or 

3 . 

STOLZfJ. F. Operating Reactors Branch 4. 84/11/06. 5pp. 

27843:302. 24X Fiche: 50-346* 84/11/06. 8412070049. 


— 8412070056 Safety evaluation supporting Amend 77 to License NPF-3. 

# O-ffice of Nuclear Reactor Regulation* Director. 84/11/06. 2pp. 
27843: 307. 24X Fiche: 50-346* 84/11/06* 8412070049. 


6412010018 Forwards application for amend to License NPF-3. revising 
Tech Spec Sections 3. 6. 1. 2 8« 4. 6, 1. 2. in response to NRC 
821203 request for leak testing to detect excessive 
resilient seal deterioration. Fee paid. „ ... 

CROUSE.R.P. Toledo Edison Co. 04/11/20. STOLZ. J. F. Operating 
Reactors Branch 4. Ip. 27709:140. 24X Fiche: 50-346. 84/1 1/20* 

B412010018. 


— 8412010020 Application for amend to License NPF-3. revis ing Tech Spec 
Sections 3. 6. 1- 2 & 4. 6. 1. 2 re containment leakage rates 
limiting condition for operation & surveillance 
reouirements* respective ly. 

CROUSE.R.P Toledo Edison Co. 84/11/20. 5pp. 27709:141. 

Fiche: 50-346* 84/11/20* 0412010018. 


24X 


-8412010024 Proposed Tech Spec changes* revising Sections 3. 6. t. 2 8< 
4, 6. 1.2 re containment leakage rates limiting condition for 
operation Si surveillance req.uirements* respectively. 

* Toledo Edison Co. 84/11/20. 4pp. ^•y-7no-iAA 
Fiche: 50-346.84/11/20* 8412010010. 


27709; 146. 24X 


0412010176 Forwards application for amend to License hff*F-3* revising 
Tech Spec Sections 3.4.11 & 4.4.11 for high point vent 

installation* per NUREG-0737* Item II. B.l. Fee paid. 

CROUSE.R.P. Toledo Edison Co. 84/11/20. STOLZ, JF. 

Reactors Branch 4. Ip. 27711:136, 24X Fiche: 50-346* 84/1 1/20. 

8412010176. 


— 8412010179 Application for amend to License NPF-3* revis ing Tech 
Sections 3.4,11 8t 4.4.11 for high point vent installation* 
per NUREG-0737* Item II. B.l. 

CROUSE.R.P. Toledo Edison Co. 84/11/20. 4pp. 27711:137. 
Fiche: 50-346, 84/11/20, 8412010176. 


Spec 


24X 


B412060422 Forwards application for amend to License NPF-3, r evising 
Tech Specs to allow station to begin reactor coolant heatup 
& conduct zero power physics testing prior to entering 
Mode 1 of new fuel cycle (Cycle 5>. 

CROUSE.R.P. Toledo Edison Co. 84/12/03. STOLZ, J.F. Operating 
Reactors Branch 4. 2pp. 27794:215. 24 X Fi c h e: 50-346* 84/ 12/03* 

8412060422. 


— 8412060431 Application for amend to License NPF-3, revis ing Tech Specs 
to allow station to begin reactor coolant heatup it conduct 
zero power physics testing prior to entering Mode 1 of new 
fuel cycle (Cycle 5). Fee paid. 

# Toledo Edison Co. 84/12/03. 2pp. 27794:217. 24X 

Fiche; 50-346* 84/12/03, 8412060422. 


— 8412060438 Proposed Tech Specs allowing station to begin reactor 
coolant heatup 8t conduct zero power physics testing prior to 
entering Mode 1 of new fuel cycle (Cycle 5) utilizing 
present configuration of startup feedwater pump. 

« Toledo Edison Co. 84/12/03. ISpp. 27794:219. 24X 

Fiche: 50-346, 04/12/03, 8412060422. 


8412070141 Informs that Revs 3 & 4 to QA program acceptable. Confirms 
licensee commitment to incorporate four changes to Section 
17. 1* Section 17. 2. 16, 1, Tab le 17.2-1 Table 17.2-2, ,-r- o 

SPESSARD* R. L. Region 3, Office of Director. 84/12/03. CROUSE* R. P. 
Toledo Edison Co. Ip. 27820:297. 24 X Fich e: 50-346, 84/12/03* 


8412100170 Recommends extending testing relief granted in Paragraph 
II, B. 2.1 of 840318 SER re inservice test rettuirements. Draft 
Itr SALP evaluation end. 

NORELIUS. C. E. Region 3, Office of Director. 84/12/05. 

EISENHUT, D. G. Division of Licensing. 4pp. 27834:142, 24X 

Fiche: 50-346, 84/12/05. 8412100170. 


8412310416 Summary of 840308 meeting ui/B8tW Owners Group re application 
of leak-before-break concepts to D&W p lants. Attendance list* 

vieuigraphs & addl info end. 

KADAMBI.N. P. Operating Reactors Branch 4. 84/12/11. Operating 

Reactors Branch 4. 53pp. 20152:263. 24X Fiche: 50-000* S4/12/1 1. 

8412310416. 


8412270146 Advises that proposed interim closure testing of valves 
described in revised inservice insp & testing program 
acceptable. Open items in 840518 SER satisfied. Final test 
proposal for valves requested by 850331. „ 

STOLZ* J.F. Operating Reactors Branch 4. 84/12/13, CROUSE.R.P. 

Toledo Edison Co. 4pp. 28117:348. 24 X Fiche: 50-346, 84/12/13* 


8412270305 Application for amend to License NPF-3* revising Tech Specs 
to incorporate revised reporting requirements of 10CFR50. 72 
Sc 10CFR50. 73. Marked-up Tech Specs end. Fee „ 

CROUSE.R.P. Toledo Edison Co. 04/12/16. STOLZ, J. F. Operating 
Reactors Branch 4. 5pp. 28088:100. 24 X Fiche: 50-346* 84/ 12/16. 

8412270305. 


—8412010182 Proposed Tech Spec changes, revis ing Sections 3.4.11 S< 4.4.11 
for high point vents instal lation, per NUREG-0737, Item 
II. B. 1, 

* Toledo Edison Co. 84/11/20. 2pp. 27711:141. 24X 

Fiche; 50-346, 84/11/20, 8412010176. 


8412270343 Forwards application for amend to License NPF-3, revising 
Tech Spec Section 6.4.1 by adding title of nuclear training 

CROUSE.R.P. Toledo Edison Co. 84/12/16. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 28087:235. 24X Fi c h e: 50-346, 84/ 1 2/16, 

9412270343. 


8412070030 Grants 841010 request for extension of scheduler requirement 
of 10CFR50. 49<g ) re environ qualification of electrical 
equipment important to safety until 850228 for two lube oil 
pump ac motors for high pressure injection pumps. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/11/23. CROUSE, R. P. Toledo Edison Co. 5pp- 27843:278. 24X 

Fiche: 50-346, 84/11/23, 8412070030. 


8412050542 Submits equipment qualif ication program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH* R. 0. Operating Reactors Assessment Branch. 04/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp, 
27783:310. 24X Fiche: 50-000, 84/11/26, 8412050542. 


B41231017B Forwards Amend 78 to License NPF-3. Amend deletes requirement 
for min of one operable channel of instrumentation to 
provide containment air recirculation fan status, _ 

STOLZ* J. F. Operating Reactors Branch 4. 84/11/28. CROUSE, R. P. 

Toledo Edison Co. 3pp. 28152:349. 24X Fiche: 50-346, 84/1 1/28* 

8412310178. 


—8412310181 Amend 70 to License NPF-3, deleting requirement for min of 
one operable channel of instrumentation to provide 
containment air recirculation fan status. 

STOLZ, J, F. Operating Reactors Branch 4. 84/11/28. 7pp. 

28152:352. 24X Fich e : 50-346, 84/1 1 /28, 8412310178. 


— B412270350 Application for amend to License 
Section 6.4.1 by adding title of nuclear 
CROUSE.R.P. Toledo Edison Co. 84/12/16. 
Fiche: 50-346, 84/12/16, 8412270343. 


NPF-3* revising Tech Spec 
training manager. 

4pp. 28087:236. 24X 


— 8412270353 Proposed change to Tech Spec 
nucleac training manager. 

•e Toledo Edison Co. 84/12/16, Ip. 
Fiche: 50-346* 84/12/16, 0412270343. 


Section 6. 4. 1, adding 
28087: 240, 24X 


title of 


8412240049 Responds to request for comments on QA guidance re ATWB 
of nonsafety-related equipment. Concurs w/NRC desire to 
minimize prolif eration of QA programs. Establishment of 
separate QA program opposed. 

CROUSE.R.P. Toledo Edison Co. 84/12/17. GOLDBERG, S. M. QA Bran 
Ip, 28042:033. 24X Fiche: 50-346* 84/12/17. 8412240049, 


8412270359 Forwards addl info re util 841203 application for amend to 
License NPF-3, concerning plant long-term capability to 
remove decay heat under postulated acc idents, per S41214 
r equest. Supp orting documentation end. _ . _ _ .. 

CROUSE.R.P. Toledo Edison Co. 84/12/18. STOLZ* J. F. Operating 
Reactors Branch 4. 11pp. 28088:001. 24X Fiche: 50-346* 84/12/ 18. 

8412270359 . 
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24;SS9C:53 d-e ts espanded rsvieu.- of procedures 

applicable to reactcr trip sjs.addl 3 months necessary 
te complete reviSit,' activities assoc tated^uj/Seneric Ltr 
52-2S. A: t ivi ti es laill be completed by 35'C329. 

C.?fC'J=£. R P. "^eledc Edison Co 34/12/21 STCLZ< J, F. Operating 
Featcors Branch 4. ip, 23133:120. 24, t Fi che: 50-343, 84/12/21) 

S4122S0153, 


3. In spection repents, 13 Bulletins ^ correspondence 


S4r2CEC337 Foraands hlg t Meeting Sept 5C-343/S4-27 on S4101I re Insp 
.Rtpt ;C-346.' 34-14 concerning 3407 31 emergency exercise. 

GSESEF. w. S. Regions, Office of Oirector. 34/11/07. CROUSE) R. P. 
Toltdc Edison Co. 2pp. 27792:113. 24X Fi ch e : 5C-346) 34/ 1 1 /07, 

5412C6C337, 


— 3412030343 'If gt Meeting Rept 50-343/34-27 on 341011, Major areas 
discussed: insp findings resulting from Region III 
fiisser'«'at:ons of 340731 emergency ?r eparedness exercise. 

PATT3.SSCN. J. ?. ) , 'PHILLIPS* M. ?. Region 3) Office of Director. 
S4/11/06, 4pp. 27792- 115. 24X Fi c h e: 50-346, 34/1 1 /07) 8412060337. 


S41203002S IE Info Notice 84—88, "Standby Gas Treatment Sys Problsra 
Sve list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 34/12/03. Consolidated Edison Co. of f)S, 

York, Inc, 122pp. 27966:093. 24X Pic he : 50-000, 84/12/03. 841203C1T' 


8412100197 Forwards SALP Rept 50-346/84-11 for Apr 1983 - Aug 1904 
Performance dec 1 ined. Prob lems w/training i d ent i f i ed, Mee t i n g 
scheduled for 841220 to discuss results, 

KEPPLER, J. G, Region 3, Office of Director. 84/12/06. CROUSE. Rf 
Toledo Edison Co, 2pp, 27834:282. 24X Fi c h e ; 50-346^ 84/ 1 2/06. 

8412100197. 


— 8412100207 SALP Rept 50-346/84-11 for Apr 1983 - Aug 1984. 

•» Region 3, Office of Director. 94/12/06. 37pp 27834' 2B4 
Fiche; 50-346, 84/12/06, 8412100197. 


8412100222 Ac k receipt of 841130 1 tr informing NRC of steps taken t.- 
correct violations noted in Insp Rept 50-346/84-20. 

* Region 3, Office of Director. 84/12/06. Toledo Edison Co 
27834:360. 24X Fiche: 50-346, 84/12/06, 8412100222. 


S411150C64 IE Infs Notice 34-S3, "Various Battery Problems. " Sve list 
®nei. 

JGRDAN.E.L. Division of Eoergency Preparedness & Engineering 
Response (Post 330103). 34/11/19, Consolidated Edison Co. of New 

York, Inc. 120pp. 27907:053. 24X Fi c he : 50-000, 34/1 1 /19, 341 1 150064. 


8412050226 Ack receipt cf S41031 Itr informing NRC of steps taken to 
correct violations noted in Ins? Rept 50-346/'34-21. 

SREGER.L R. Region 3. Office of Director. 84/11/19. CROUSE, R. P. 
Toledo Edison Co. Ip. 27773:355. 24X .'iche: 50-346, 84/1 1 /19, 

8412050226. 


— 8412050238 Responds to NRC S41002 itr re violations noted in Insp Rept 
50-346/84-21. Corrective actions; fume hoods in lab repaired 
& velocity measurements ta ken. Test ing procedure added to 
maint program. 

CROUSE, R.P. Toledo Edison Co. 84.''10/31. .NORELIUS, C. E. Region 3, 
Office of Director. ip. 27778:356. 24X Fiche: 50-346, 84/11/19, 

841205C226, 


--S412100229 Responds to NRC 841102 Itr re violations noted in Insp 
50-346/84-20, Corrective action: sign placed on auxiliary 
feedwater pump room water tight door notifying personnel not 
to leave door open or unattended. 

CROUSE, R.P. Toledo Edison Co. 84/11/30. NORELIUS, C. E Region 1 
Office of Director. 3pp. 27834:361, 24X Fiche : 50-346, S4/i2/fe, 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Sve list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of h,. 

York, Inc. 118pp. 27966:332. 24X Fiche : 50-000, 84/12/07, B41205CIC.T 


8412050090 IE Info Notice 84-90, "Main 
Environ Qualification of Equipment. " 
JORDAN, E. L. Division of Emergency P 
Response (Post 830103). 84/12/07. 

York, Inc. U4pp. 27966:215, 24X 


Steam Line Freak Effect on 
Sve list end. 
reparedness Si Engineering 

Consolidated Edison Co. of N*. 
Fiche: 50-000, 84/12/07, S4120SOC-L 


8411210360 IE Info .Notice 34-S4. "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end, 

JORDAN, E. L. Division of Emergency' Preparedness & Engineering 
Response (Post 330103). S4/11/27. Consolidated Edison Co. of New 

York, Inc 126pp. 27807:179. 24X Fi c.he : 50-000, 84/1 1 /27, 8411210360. 


P’-otlsms of Mot.orologic*] 
neasurements Programs." Sve list end. 

R^nonif'^o Preparedneis & Engineerins 

yIIS ConsDlldatod Edi.on Co of N,. 

ork, Inc. 116pp. 28032:130. 24X Fiche; 50-000, 84/12/ lO, 8432O60S''«i 


S4121S0037 Forwards Insp Rept 50-346/84-26 on 841002-1105 & notice of 
violation. 

SHAFER, W. D. Region 3, Office of Director. 34/11/29. CROUSE, R. P. 
Toledo Edison Co. 2pp, 27974:294. 24X Fi c he : 50-346, 84/1 1 /29, 

8412180037. 


■8412180039 Notice of violation fre.m insp on 841002-1105. 
SHAFER, 54. D. Region 3, Office of Director. 84/11/29, ip 
27974:296 . 24X Fiche: 50-346, 84/ 1 1 /29, S412180037. 


■8412180044 Insp Rept 50-346/84-26 on 841002-1 105. Noncomp 1 iance noted: 
failure to properly handle load w/polar crane, per 
NyREC-C612. 

JACKIW, I. N, Region 3, Office cf Director. 84/11/29. 4pp. 
27974:297. 24X Fiche: 50-346, 84/2 1/29, 8412180037. 


S4112S0366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99ffl Generator®. " Sve list end. 

GRACE, J, N. Division of GA, Safeguards & Inspection Programs (Post 
830103), 84/11/30, Consolidated Edison Co. of New York, Inc 

eepp. 27967:086. 24X Fi che : 50-000, 84/1 1/30, 84112S0366 


noticrof vioi r respond to NRC 841121 

id^itlflL o ‘"■position of civil penalti.s 

ba«d Extencion raqua.tad 

oased on listed circumstances. 

affi«,''’nf,ij°il'’? TAYLOR, J.M. Director’ 

cr • I, tsn ^ Inspection and Enforcement. Ip. 27919" 230 2 

Fiche: 50-346.84/12/10, 8412140105. ^ ^ 


Reaion TTT ^ ueeween n i-ecers & N Jackiw of 

S41220 at RegLrin'dfc.'"® assesccent meeting for 

NORELIUS, C. E. Region 3, Office of Director 84/12/lP CRDURF R s-* 

24X Fiche: 50-341*84 /,S/?b"^-'’ 


described in ^ ^ *i*>,«rim closure testing of valves 

2 inservice insp !k testing proaram 

Proposal 840518 SER satisfied. Final test 

^ requested by 850331. 

Toledo '’sectors Branch 4, 84/12/13. CROUSE, R P 

bViIsjomI 28117:348. 24X Fi c h e : 50-346, 84/ 1 I>Ta; 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsaf ety-Related Equipment. " 

Sve list end. 

JCWDAN, E. L, Division of Emergency Preparedness St Engineering 

84/11/30, Consolidated Edison Co. of New 
'’24. 24X Fiche: 50-000, 84/11/30, 8411280370. 


positions PilieJ^ ^ increased to 10 positions u,/4 
Of°ife!''officI°or?ns2tcMon°' “EYOUNG, R. c. Director’, 

Fiche: 50 - 346 , 84 / 12 / 14 , laiGaSoSM, "’""' 28022 : 249 , 2 


rump juiesei 

JORDAN, E. L. Divicinn 

Response (Post 830103) 84/11/17^ Preparedness 8i Engineering 

York, Inc. liRpp 28123 ^.Consolidated Edison Co, of 

pp. *iWl23. 131. 24X Fiche: 50-000, 84/12/17, e 4 iai 2 ( 


pp «:oi24.001, 24X Fiche: 50-000. 84/12/17, S41&i205C 
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8412270071 Informs that SA! P meeting 
III ofc*per 841218 request, 
NORELIUS, C. E. Region 3. Office of 
Toledo Edison Co. Ip- 28091:002. 
8412270071. 


rescheduled for 850104 at Region 

Director. 84/12/20, CROUSE, R. P. 
24X Fic he: 50-346, 84/12/20> 


— S4122S0064 Insp Repts 50-348/84-26 & 50-364/84-26 on 840925-28. No 
violation or deviation noted. Major areas inspected: 
radiological emergency planning. 

CUNNINGHAM, A. L. , CLINE, W. E. Region 2, Office of Director. 

84/11/19. 6pp. 28128:251. 24X Fiche; 50-348, 84/11/21, 8412280055. 


R. Periodic operating reports related correspondence 


8412130466 Monthly operating rept for Oct 1984. W/84H09 Itr. 

SARSOUR, B. M. , QUENNOZ, S. M. Toledo Edison Co. 84/10/31. HALLER. N. 
Office of Resource Management. Director. 26pp. 27916:207. 24X 

Fiche: 50-346. 84/10/31. 8412130466. 


S. Reportable occurrences, LERs & related correspondence 


G412030064 LER 84-015-00; on 841025, d iscovered Velan valve disc could be 
rotated w/forc© by hand to cause antirotation stop on disc 
to ride onto hanger arm antirotation stop. Caused by 
antirotation stop d#s ign. Mechani sm modif i ed. W/841 123 Itr. 

MARLEY, J. W. . QUENNOZ, S. M, Toledo Edison Co. 84/11/23, 7pp. 
27733:322. 24X Fiche: 50-346. 84/ 1 1 /23. 8412030064. 


V. Operator Examinations 


8412210035 Notifies that written it oral operator & senior operator 
licensing exams scheduled for 830614 15. respectively . 

Fuel handling oral exam scheduled for 830616. Requests end 
approved ref matl by 830504 to avoid delays. W/o end. 

LITTLE, W. S. Region 3, Office of Director. 83/03/29. CROUSE, R. P. 
Toledo Edison Co. 2pp. 28031:250. 24X Fi c h e : 50-346. 83/03/29, 

8412210035. 


0412210043 Forwards certificates for reactor operators it senior 
reactor operators in effort to advance feeling of 
professionalism & pride. W/o ends. 

SPESSARD, R. L. Region 3, Office of Director. 83/11/01. MURRAY, T.D. 
Toledo Edison Co. Ip. 28052:080. 24X Fiche: 50-346, 83/11 /Ol, 

8412210043. 


8412210038 Notifies that written & oral operator it senior operator 
licensing exams scheduled for wk of 821213. Submittal of end 
ref mat! requested by 821101 in order to meet schedule. W/o 
©ncl, 

LITTLE, W. S. Region 3, Office of Director. 02/10/13. CROUSE, R. P. 
Toledo Edison Co. 2pp. 28052:062. 24X Fi c h e : 50-346, 84/1 0/13, 

8412210038. 


8412100197 Forwards SALP Rept 50-346/84-11 for Apr 1983 - Aug 1984. 
Performance declined Problems w/training identified. Meeting 
scheduled for 841220 to discuss results. 

KEPPLER,J. 0. Region 3, Office of Director. 84/12/06. CROUSE, R.P. 
Toledo Edison Co. 2pp. 27834:282. 24X Fiche: 50-346, 84/12/06, 

0412100197. 


--8412100207 SALP Rept 50-346/84-11 for Apr 1903 - Aug 1984. 

# Region 3, Office of Director. 84/12/06. 37pp. 27834:284. 24X 

Fiche: 50-346, 04/12/06, 8412100197. 


8412010101 Revised Procedure FNP~0-EIP-8. "On-Call Schedule. " Wy841i23 
Itr. 

WOODARD, J., HUDSPETH, U. B. Alabama Pouier Co. 84/11/23. MCKNIGHT. J. 
Record Services Branch (Document Control Desk). 6pp. 27704: lis. 

24X Fiche; 50-348, 84/11/23, 8412010101. 


8412010110 Revs 10 & 14 to Emergency Plan Implementing Procedures 
FNP-O-EIP-26, "Offsite Notification" & FNP-O-EIP-16, 

"Emergency Equipment & Supplies," respectively. W/S4il26 Itr. 
HUDSPETH, J. B. Alabama Power Co. 84/11/26. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). S9pp. 27704:133. 24X 

Fiche; 50-348, 84/11/26, 8412010110. 


8412040062 Rev 34A to Emergency Plan Implementing Procedure 
FNP-O-EIP-S, "Nuclear Safety Evaluation Check List. " 

W/S4il27 Itr. 

HUDSPETH, J. B. Arkansas Power & Light Co. 84/11/27. MCKNIGHT, J. 
Record Sei’vices Branch (Document Control Desk). 5pp. 27750:240. 
24X Fiche: 50-348, 84/11/27, 8412040062. 


8412060329 Updates 830415 submittal in response to Generic Ltr 82-33. 
"Suppl 1 to NUREG-0737 - Requirements for Emergency Response 
Capability." W/one oversize implementation schedule. Aperture 
card available in PDR. 

MCDONALD, R. P. Alabama Power Co. 84/11/30. VARGA, S. A. Of Fie© of 
Nuclear Reactor Regulation, Director. 10pp. 27825:001. 24X 

Fiche: 50-348, 84/11/30, 8412060329. 


8412180601 Forwards Insp Repts 50-348/84-31 & 50-364/84-31 on 
841126-29. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/13. 
MCDONALD, R. P. Alabama Power Co. 2pp. 27962:250. 24X 
Fiche: 50-348, 84/12/13, 8412180601. 


— 8412180604 Insp Repts 50-348/84-31 & 50-364/84-31 on 841126-29. No 
noncomp I iance noted. Major areas inspected : security program 
audit 8t locks & keys. Details withheld Cref 10CFR2. 790 & 

73. 21 ). 

HALL, B. L. I MCGUIRE, D.R. Region 2, Office of Director. 84/12/12. 
Ip. 27962:252. 24X Fiche: 50-348, 84/12/13, 8412180601. 


8412260316 Rev 1 to Emergency Implementing Procedure FNP-O-EIP-30, 
"Post-Accident Core Damage Assessment. " W/841214 ltr. 

WOODARD, U. D. , MCDONALD, R. P. Alabama Power Co. 84/12/14. VARGA, S. A. 

Office of Nuclear Reactor Regulation, Director. 46pp. 28057:038. 

24X Fiche: 50-348, 84/12/14. 8412260316. 


8412270383 Informs that compliance w/lOCFRSO. 48 & 10CFR50, App R 
requirements re fire protection upgrade will not be achieved 
by Unit 1 fifth it Unit 2 second refueling outages. Mods will 
be completed by Unit 2 third 8c Unit 1 sixth outages. 

MCDONALD, R. P. Alabama Power Co. 84/12/21. VARGA, S. A. QfFice of 

Nuclear Reactor Regulation, Director. 3pp. 28087:337. 24X 

Fiche: 50-348, 84/12/21, 8412270383. 


X. Onsite Storage of Low Level Waste 


8412040251 Requests remittance of fee for 830714 application for 
approval of procedures for disposal of very low level 
radwaste. If review determines fee inappropr iate, necessary 
adjustments will be made. 

DIGGS, R. License Fee Management Branch. 04/11/26. CROUSE, R. P. 
Toledo Edison Co. Ip. 27758:312. 24X Fiche: 50-346, 84/11/26, 

8412040251. 


8412310114 Advises that App R review for compliance w/Generic Ltr 
83-33 & IE Info Notice 84-09 not completed in time to submit 
exemptions as scheduled. Exemption request for Unit 2 will be 
submitted by Feb 1985 it by May 1985 for Unit 1. 

MCDONALD, R. P. Alabama Power Co. 84/12/21. VARGA. S. A. NRC - No 
Detailed Affiliation Given. 3pp. 28121:154. 24X 

Fiche: 50-348, 84/12/21, 84123101 14. 


I. Financial information 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency it fire protection plans 


8412060504 Informs of phone company mod to health physics network phone 
sys within 30 days. Access to phone sys & escort sve for 
phone company representatives requested. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/14. 

MCDONALD, R. P. Alabama Power Co. 2pp. 27025:294. 24X 

Fiche: 50-348, 84/11/14, 8412060504. 


8412280055 Forwards Insp Repts 50-348/84-26 & 50-364/84-26 on 
840925-28. No violations or deviations noted. , 

VERRELLI, D. M. Region 2. Office of Director. 84/11/21. 
MCDONALD, R. P. Alabama Power Co. 2pp. 28120:249. 24X 
Fiche: 50-348, 84/ 1 1 /2 1 , 84 1 2280055. 


8412030520 Notifies that financial info submitted for 1984 satisfies 
10CFR140. 21 requirement that each license# maintain approved 
guarantee of payment of deferred premiums for each operating 
reactor over 100 MWe. 

SALTZMAN, J. Assistant Director for State & Licensee Relations. 
84/10/11. WILSON, D.L. Alabama Power Co. Ip. 27740:295. 24X 

Fiche: 50-348, 84/10/11, 8412030520. 


J. Insurance & indemnity information 


8412280062 Forwards Endorsement 62 to NELIA Policy NF-238 & Endorsement 


52 to MAELU Policy MF-93. 

DUCK, J. R. Marsh & McLennan, Inc. 84/12/20. SALTZMAN, J. 
Director for State it Licensee Relations. 3pp. 28112:074. 
Fiche: 50-348, 84/12/20, 8412280062. 


Assistant 

24X 


8412280157 Forwards Endorsement 5 to NELIA Certificates N-62 
MAELU Certificates M-62 & M-73. 

DUCK, J. R. Marsh & McLennan, Inc. 84/12/20. SALTZMAN, J. 
Director for State it Licensee Relations. 5pp. 28108:050. 
Fiche: 50-348, 84/12/20, 8412280157. 


Zt N-73 & 

Assistant 

24X 
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P. Operating license stage documents S; correspondence 


8412050428 Forwards safety evaluation granting relief from ASME Section 
XI req.uirements for inservice testing program for pumps & 
valves. Proposed test interval of every 10 yrs for 
check valve blowdown test unac cep tab 1 e. 

VARGA> S. A. Operating Reactors Branch 1. 84/11/15. MCDONALD, R. P. 

Alabama Power Co. 6pp. 27810:184. 24X Fi c h e : 50-348, 84/ 1 1 /15, 

B412050428. 


— 8412050436 Safety evaluation granting relief re inservice testing 
req.uirements for accumulator check valves & refueling water 
sys check valve. Ref uel ing water storage tank check valve 
must be tested at every refueling outage. 

Office of Nuclear Reactor Regulation, Director. 84/11/14. 4pp. 

27810:190. 24X Fi c h e : 50-348, 84/ 1 1 /1 5, 84 12050428. 


8412030471 Forwards certificate of pollution control fac i 1 i t ies, per 
841019 request. Portions of plant requested for certification 
in furtherance of purpose of abating or controlling 
pollutants. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

84/11/19. MACDONALD, R. P. Alabama Power Co. 10pp. 27742:321. 24X 

Fiche; 50-348, 84/11/19, 8412030471. 


8412010084 Application for amends to Licenses NPF-2 & NPF-S, revising 
Tech Spec Sections 3, 4 & 6 as supplemental response to 
Generic Ltr 83-43 re LER reporting requirements of 
10CFR50. 72 & 50. 73. 

MCDONALD, R. P. Alabama Power Co. 84/11/26. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 4pp. 27705:321. 24X 

Fiche: 50-348. 84/11/26, 8412010094. 


— 841201008S Proposed Tech Specs, revising Sections 3,4 & 6 as 

supplemental response to Generic Ltr 83-43 re LER reporting 
requirements of 10CFR50. 72 «< 50,73. 

* Alabama Power Co. 84/11/26. lOApp. 27705:325. 24X 

Fiche: 50-348, 84/11/26, 8412010084. 


8412050542 Submits equipment qualification program status rept for ink 
ending 841116. End list documents status of equipment 
qualif ication program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000. 84/1 1/26, 8412050542, 


8412070511 Forwards Amends 54 & 45 to Licenses NPF-2 NPF-a, 
respectively & safety evaluation. Amends modify Tech Spec 
Section 6 re administrative controls. 

REEVES, E. A. Operating Reactors Branch 1. 84/11/27. MCDONALD, R. P. 

Alabama Power Co. 3pp. 27844:269. 24X Fiche: 50-348, 84/1 1/27. 

8412070511. 


— 8412070517 Amends 54 & 45 to Licenses NPF-2 & NPF-8, respec ti vely, 
revising Tech Spec Section 6 re administrative controls. 

VARGA, S. A. Licensing Branch 1. 84/11/27. 10pp. 27844:272. 24X 

Fiche: 50-348, 84/11/27, 8412070511. 


— 8412070521 Safety evaluation supporting Amends 54 & 45 to Licenses 
NPF-2 & NPF-8. respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/1 1/27. 2pp. 
27844:282. 24X Fiche: 50-348, 94/11/27, 841207051 1. 


8412110095 Discusses review of responses to NUREG-0737, I tern II. F. 2, 
"Inadequate Core Cooling Instrumentation," Generic Ltr 82-28 
& test data for Technology for Energy Corp sy s. Three-outag e 
installation schedule unacceptable. 

EISENHUT, D. C. Division of Licensing. 94/11/30. MCDONALD, R. P. 
Alabama Power Co. 8pp. 27899:173. 24X Fiche: 50-348, 84/1 1/30, 

8412110095. 


8412110220 Forwards updated status of 1984 licensing items identified 
in 841106 ltr. Action requested on two items still required 
to support upcoming Unit 2 refueling outage scheduled to 
start 'On 850104. 

MCDONALD, R. P. Alabama Power Co. 84/12/03. VARGA, S, A. Office of 

Nuclear Reactor Regulation, Director. 8pp. 27856:308, 24X 

Fiche: 50-348,84/12/03, 8412110220. 


8412190183 Forwards corrected Page 6-2 for Amends 53 44 to Licenses 

NPF-2 Ik NPF-S, respectively. Amend numbers reversed for each 
unit Tech Specs. 

REEVES. E. A. Operating Reactors Branch 1. 84/12/11. MCDONALD, R. P. 

Alabama Power Co. 2pp. 28028:266. 24X Fiche : 50-348, 84/ 1 2/ 11 , 

8412190183. 


— 8412190195 Corrected Page 6-2 for Amends 53 & 44 to Licenses NPF-2 8c 
NPF-8, respectively, re offsite organiiation for facility mgt 
St technical support. 

♦ Operating Reactors Branch 1. 84/12/11. 2pp. 28028; 268. 24X 

Fiche: 50-348, 84/12/1 1, 8412190183. 


8412240020 Forwards results of util review of 831212 proposed Tech Sp.. 
changes, per 841107 reques t. Meaning of proposed changes not 
altered by errors. End corrected pages should be incoporated 
into any subsequent amends. 

MCDONALD, R. P. AlabamaPower Co. 84/12/13. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 8pp. 28047:031. 24X 

Fiche: 50-348, 84/12/13, 8412240020. 


84122B0507 Forwards SERs re environ qualification of electrical 
equipment important to safety. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/13. MCDONALD, R p, 

Alabama Power Co. 5pp. 28133:035. 24X Fiche: 50-348, 84/12/13. 

8412280507. 


— 8412280508 SER confirming that all electric equipment important to 
safety within scope of 10CFR50. 49 environmentally qualified 
& justifications for continued operation unnecessary. 

» Equipment Qualification Branch. 84/12/13. 18pp. 28133:040 

24X Fiche: 50-348,84/12/13, 8412280507. 


8412260360 Responds to NUREG-0737, I tern II. F. 2 & Generic Ltr 82-20 ts 
inadequate core cooling instrumentation sys, per 841130 ltr. 
Inventory tracking sys schedules should be reviewed based on 
level of effort expended. 

MCDONALD, R. P. AlabamaPower Co. 84/12/18. EISENHUT, D. G. Office of 
Nuclear Reactor Regulation, Director. 6pp. 28054: 130. 24X 

Fiche; 50-348, 84/12/18, S412260360. 


8412310415 Forwards list of open items for plants required to complete 
757; of open items (as of 840701) by 850701. Safety 
evaluations for subj plants should be considered priority 
items. Concurrence w/open items requested. 

EISENHUT, D. G. Division of Licensing. 84/12/18. SPEIS, T. P. 
Division of Safety Technology. 44pp, 28152:217. 24X 

Fiche: 50-000, 84/12/18, 8412310415. 


Q. Inspection reports, IE Bulletins & correspondence 


8412010180 Informs that completion of all corrective actions & full 
compliance w/Violation B. 2 of Insp Repts 50-348/83-13 & 
50-364/83-11 changed to 841123. 

MCDONALD, R. P. AlabamaPower Co. 84/05/29, LEWIS, R. C. Region 2, 
Office of Director. ip. 27711:267. 24X Fi c h e : 50-348, 84/05/29, 

S4120101S0. 


8412280070 Forwards Insp Repts 50-348/84-25 & 50-364/84-25 on 
840924-28. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/10/16. 
MCDONALD, R. P. AlabamaPower Co. 2pp. 28128:269. 24X 
Fiche: 50-348, 84/10/16, 8412280070. 


— 0412290072 Insp Repts 50-348/84-25 & 50-364/84-25 on 840924-28, No 
violations or deviations noted. Major areas insp ec ted : 1 ab QC 
program, c h emi stry & radiochemistry procedures 8< QC records & 
logs. 

KUZO, G. Q, , MONTGOMERY, D. M. Region 2, Office of Director. 
84/10/15. 12pp. 28123:271. 24X Fiche; 50-348, 84/10/ 16. 8412200075 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). S4/11/19. Consolidated Edison Co. of Neii 

York, Inc. 120pp. 27807:058. 24X Fi che ; 50-000, 84/1 1 / 1 9, 84ni5Q06( 


8412280055 Forwards Insp Repts 50-348/84-26 & 50-364/84-26 on 
840925-28. No violations or deviations noted. 

VERRELLI. D. M. Region 2, Office of Director. 84/11/21. 
MCDONALD, R. P. AlabamaPower Co. 2pp. 28128:249. 24X 

Fiche: 50-348, 84/11/21, 8412280055. 


— 8412280064 Insp Repts 50-348/84-26 50-364/84-26 on 840925-28, No 

violation or deviation noted. Major areas inspected; 
radiological emergency planning, 

CUNNINGHAM, A. L. , CLINE, W. E. Region 2, Office of Director. 
84/11/19. 6pp. 28123:251. 24X Fi c h e: 50-348, 84/ 11 /2 1 , 8412280053 


8412030203 Responds to IE Bulletin 84-03 re evaluation of refueling 
cavity water seal. 

MCDONALD, R. P. AlabamaPower Co. 84/11/26, 0 'REILLY, J. P, Region 

Office of Director. 7pp. 27725:121. 24X Fiche: 50-348, 84/11/26 

8412030203. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro— R esonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of Mb 

York, Inc. 126pp. 27807:179. 24X Fi c he : 50-000, 04/1 1 /27, 84U2103i 
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8412030410 Responds to safety evaluation re IE Bulletin 80-11, “Masonry 
Wall Design." Due to nature of equipment adjacent to Wall 
ICBW-34,mods will be performed during sixth refueling outage 
scheduled to commence 850405. 

MCDONALD, R. P. Alabama Power Co. 84/11/28. VARGA, S. A. Office of 
Nuclear Reactor Regulation. Director. 2pp. 27723:248. 24X 

Fiche: 50-348, 84/! 1 /S8. 84 120304 10 


9411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

BSpp. 27967:086. 24X Fi c h e : 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Re lated Equipment. 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. 

York, Inc. 116pp. 27965:224. 


Consolidated Edison Co. of New 
24X Fiche: 50-000. 84/11/30, 8411280370. 


B412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. il7pp. 27965:340. 24 X Fiche: 50-000. 84/12/03, 8412030021. 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84-88 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. 

York. Inc. 122pp. 27966:093. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/12/03, 8412030028. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 
A. Application/construction stage documents & correspondence 


8412120186 FOIA request for NUREG/CR-3301 . "Catalog of PRA Dominant 
Accident Sequence Info." 

SHOLLY, S. C. Union of Concerned Scientists 
FELTON, U. M. Division of Rules and Records 
fia/O4/30, 8412120186. 


FIN A-6301. 84/04/30. 

Ip, 27948:094. 24X 


8412120193 Partial response to FOIA request for NUREG/CR-3301, "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). . v, - 

P£L.70lv|, j. M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000. 84/06/05. 8412120193. 


8412210272 Responds to FOIA request for documents re 840320 memo on 
licensing delays & legal authority for hearings by ASLB, 

ASLAB Commission. Forwards App A doc uments. App A & App B 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/20. BELL, N. 
Nuclear Information St Resource Service, 3pp. 28047:332. 24X 

Fiche: 50-000, 84/06/20, 8412210272. 


— 8412210276 Forwards NRC monthly licensing rept for Feb 1984. Potential 
delay for Shoreham is 9 months & for Limerick, 5 months. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/03/08. DIRCKS, W. J. Office of the Executive Director for 
Operations. 32pp. 29047:334. 24X Fiche: 50-000, 84/06/20, 

8412210272. 


8412050081 IE Info Notice 84-89, “Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24 X Fiche: 50-000, 84/12/07, 8412050081. 


8412260023 Advises that IDVP rept review underway. Review of final rept 
will be completed w/SER input by 850131. 

GRACE, U. N. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 84/12/18. EISENHUT, D. G. Division of Licensing. 2pp. 

28073:345. 24X Fiche: 50-352, 84/12/18, 8412260023. 


B412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/07 

York, Inc. 114pp. 27966:215. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/12/07, 8412050090. 


B412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc 116pp. 28032:130. 24X Fi che : 50-000, 84/12/ 10. 8412060594. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8412110002 Forwards 840829 ASLB Partial Initial Decision LBP-84-31 & 
840926 ASLAB Decision ALAB-785. Dec i s i ons should be used in 
review of FES. 

SCHWENCER.A. Licensing Branch 2. 84/12/03, HIRSCH, A. 

Environmenta 1 Protection Agency. 7pp. 27895:001. 24X 

Fiche: 50-352. 84/12/03, 8412110002. 


F. Security, medical, emergency 8t fire protection plans 


8412180601 Forwards Insp Repts 50-348/84-31 & 50-364/84-31 on 
841126-29. No violations or deviations noted. 

UERRELLI, D. M, Region 2, Office of Director. 84/12/13. 
MCDONALD, R. P. Alabama Power Co. 2pp. 27962:250. 24X 

Fiche; 50-348, 84/12/13, 8412180601. 


8412140044 Forwards correspondence & documents among app 1 icant, NRC, 
Commonwealth of PA & other responsible govt agencies re 
emergency planning, per 820601 order. Related correspondence. 
CULLEN, E. J. Philadelphia Electric Co. #484 030. 84/11/06. 

ZITZER, P. Limerick Ecology Action. 212pp. 27955:156. 24X 

Fiche; 50-352, 84/11/06, 8412140044. 


—8412180604 Insp Repts 50-348/84-31 & 50-364/84-31 on 841126-29. No 
noncompliance noted. Major areas inspected : security program 
audit 8e locks 8< keys. Details withheld (ref 10CFR2. 790 & 

73. 21 ) . 

HALL. B. L. , MCGUIRE, D.R. Region 2. Office of Director. 84/12/12. 

Ip. 27962:252. 24X Fiche; 50-348, 84/12/13, 8412180601. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50 - 000 , 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, “Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50 - 000 , 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412190438 Forwards public version of revised emergency plan 
implementing procedures, including EP-102 re unusual event 
response EP-294 re dose assessment team phone list, 

W/JM Felton 841213 Itr. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/14. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
6pp. 28028:313. 24X Fi c he: 50-352, 84/ 1 1/14. 8412190438. 


— 8412190448 Public version of revised emergency plan implementing 
procedures, including EP-102 re unusual event response «< 

EP-294 re dose assessment team phone list. 

* Philadelphia Electric Co. 84/10/10. 16pp. 28028:319. 24X 

Fiche: 50-352, 84/11/14, 8412190438. 


8412190385 Forwards public version of revised emergency plan 
implementing pr oc ed ures, inc 1 ud ing EP-103 re alert response, 
E;p _104 pe site emergency response 8< EP-110 re personnel 
assembly & accountability. W/841213 release memo. 

DALTROFF. S. L. Philadelphia Electric Co. 84/11/16. MURLEY, T. E. 
Region 1. Office of Director. SCHWENCER.A. Licensing Branch 2. 
6pp. 28029:001. 24X Fiche: 50-352, 84/1 1/16, 8412190385. 


8412210080 Monthly operating rept for Nov 1984. W/841210 Itr. 

WOODARD, J. D. , MCDONALD, R. P. Alabama Power Co. 84/11/30. 5pp. 
28052:167, 24X Fiche: 50-348. 84/1 1/30, 8412210080. 


S. Reportable occurrences, LERs St related correspondence 


— 8412190393 Public version of revised emergency plan implementing 
procedures, including EP-103 re alert resp onse. EP-104 re 
site emergency response «t EP-110 re personnel assembly 8< 
accountability. _ „ 

* Philadelphia Electric Co. 84/10/18. 100pp. 28029:007. 24X 

Fiche: 50-352, 84/11/16, 8412190385. 


8412030305 LER 84-022-00; on 841024, isolat ion valve for fire protection 
sys iSW-111 closed JSe no fire watch posted. Caused by 
personnel failure to follow procedures, Valve opened. 

Individual counseled. W/841 121 Itr. 

WOODARD. J. D. . MCDONALD, R. P. Alabama Power Co. 84/11/21. 3pp. 
27737:008. 24X Fiche: 50-348, 84/1 1/21 , 8412030305. 
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8412210341 Forwards public version of revised emergency plan 
implementing proceduresi including EP— 277« "Personnel Safety 
Team Phone List," EP-27B. "Security Team Phone List" & 
emergency plan procedure index. W/841217 release memo. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/16. KURLEY. T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
7pp. 28048:283. 24X Fi che : 50-332, 84/ 1 1/ 16, 8412210341 . 


— 8412210343 Public version of emergency plan implementing procedure 
index, Rev 3 to EP--277, "Personnel Safety Team Phone List" & 

Rev 1 to EP-27S, "Security Team Phone List. " 

* Philadelphia Electric Co. 84/10/19. 13pp. 28048:289. 24X 

Fiche: 50-352,84/11/16. 8412210341. 


8412110054 Forwards Insp Rapt 50-352/84-51 on 840909-14. No violation 
noted. 

HARTINi T. T. Division of Engineering & Technical Programs. 84/11/19. 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 27892:223. 24X 

Fiche: 50-352, 84/11/19. 8412110054. 


— 8412110059 Insp Rept 50-352/84-51 on 840909-14. No violation noted. 
Major areas inspected: security program aud it, loc ks, keys & 
combinations, physical barriers, lighting, training & 
qualification. Safeguards info deleted <ref 10CFR2. 790). 

BAILEY.R. J. , KEIMIO.R. R. Region 1, Office of Director. 84/11/08, 
6pp. 27892:225. 24X Fiche: 50-352, 84/11/19, 04121 10054. 


8412040093 Submits actions to be taken in response to security 
personnel background investigations, per 841109 Itr. Auditors 
from electric production dept QA div completed personnel 
review on 841116. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/26. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 27748:359 . 24X 
Fiche: 50-352, 84/11/26. 8412040093. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche: 50-000, 84/11/28, 8412060679. 


8412210307 Forwards public version of Rev 4 to Emergency Plan 
Implementing Procedure EPP-277, "Personnel Safety Team Phone 
List. " W/841217 release memo. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/28. MURLEY. T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
6pp. 28041:290. 24X Fiche: 50-352, 84/1 1/28, 8412210307. 


— 8412210310 Public version of Rev 4 to Emergency Plan Implementing 
Procedure EPP-277, "Personnel Safety Team Phone List. " 

* Philadelphia Electric Co. 84/10/30. 9pp. 28041:295. 24X 

Fiche: 50-352, 84/11/28, 3412210307. 


8412310360 Forwards public version of Rev 17 to emergency plan 
procedure index & Rev 4 to Emergency Plan Implementing 
Procedure EP-277, "Personnel Safety Team Phone List. " 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/28. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
5pp. 28148:311. 24X Fiche: 50-352, 84/11/28. 8412310360. 


8412110030 Forwards JD Doyle 840718 Itr to State of PA emergency mgt 
agency re proposed radiological emergency response plans for 
East Pikeland Townsh i p . Co or d i nated effort w/state & local 
authorities requested. 

SCHWENCER, A. Licensing Branch 2. 84/12/04. BAUER, E. G. 

Philadelphia Electric Co. 7pp. 27894:347. 24X 

Fiche: 50-352. 84/12/04, 3412110030. 


8412270460 Forwards Pr eop er at i onal Security Program Insp Rept 
50-352/84-63 on 841017-21 Sj 24. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. S4/l2/0fi 
KEMPER, U.S. Philadelphia Electric Co. 2pp. 28115:160. 24X 

Fiche-: 50-352, 84/12/06, 8412270460. 


— 8412270462 Preop erat i ona 1 Security Program Insp Rept 50-352/04-63 ori 
841017-21 8t 24. No noncompliance noted. Major areas inspected: 
progress on implementing security pr ogram. For t i ons deleted 
(ref 10CFR73. 21). 

BAILEY, R.J., SMITH, (5. C., KEIMIG, R. R. Region 1, Office of Director 
84/12/05. 10pp. 28115:162. 24X Fiche : 50-352, 84/12/06, 

8412270460. 


8412270340 Forwards correspondence & documents re emergency planning 
at facility, per Board 820601 order. Related correspondence. 

CULLEN, E. J. Philadelphia Electric Co. #484 581. 84/12/10. 
ZITZER.P- Limerick Ecology Action. 342pp. 28117:001. 24X 
Fiche: 50-352, 84/12/10, 8412270340. 


G. Adjudicatory correspondence 


8412060029 Expresses concerns re evacuation plan. Plan inadequate. 
Facilities should be closed down. Served on 841205. 

HOLSKIN, J. L. , HOLSKIN,C.L. Affiliation Not Assigned. #484 471. 
84/09/23. BRENNER Atomic Safety and Licensing Board Panel, ip, 
27789:362. 24X Fiche: 50-352, 84/09/23, 8412060029. 


8412040282 Expresses concerns on adequacy of evacuation plans in event 
of nuclear- accident at f ac i 1 i ty. Served on 841205. 

VISSER.B. Affiliation Not Assigned. #484 443. 84/11/19. HOYT, H. 

Atomic Safety and Licensing Board Panel. 3pp. 27 756:326. 24X 

Fiche: 50-352, 84/11/19, 8412040282. 


8412070355 Forwards statement amplifying points in author 841116 oral 
testimony before ASLP re adequacy of current emergency plans 
to deal w/radiologic inc i dent. Served on 841205. 

MORRIS, S.W. Pennsylvania, Commonwealth of,. #484 478. 84/11/19. 

HOYT,J.H., COLE,R.F., HARBOUR, J. Atomic Safety and Licensing Board 
Panel. 5pp. 27820:291. 24X Fiche: 50-352, 84/11/19, 8412070355. 


8412070357 Submits statement against granting OL for fac i 1 ity, based 
on observation of 840725 test drill for North Coventry 
Township, Chester County , PA. Served on 841206. 

OLASSMOYER, B. A. Affiliation Not Assigned. #484 496. 84/11/20. 

PALLADINO, N. Commissioners. 2pp. 27819:236. 24X 

Fiche: 50-352, 84/11/20, 8412070357. 


8412010002 Notice of appearance in proceeding. Certificate of Svc end. 
RAMSAY, T. H. Chester County, PA, #484 355. 84/11/26. 3pp, 

27706:074. 24X Fiche: 50-352, 84/1 1/26, 8412010002. 


— 8412310361 Public version of Rev 17 to emergency plan procedure index 
& Rev 4 to Emergency Plan Implementing Procedure EP-277, 

"Personnel Safety Team Phone List. " W/841219 release memo. 

«■ Philadelphia Electric Co. 84/10/30. 10pp. 28148:315. 24X 

Fiche: 50-352, 84/11/28, 8412310360. 


8412010081 Forwards intervenor appeal from ASLB 841108 decision re 
util application for OL in Certificate of Svc. W/o ends. 

Related correspondence. 

SUOARMAN, R. U. Sugarman, Denworth 8<Hellegers. #48 4 354. 84/11/26 

CHILK, S. Office of the Secretary of the Commission. Ip. 27704:362 
24X Fiche: 50-352, 84/11/26, 8412010081. 


8412070198 Forwards correspondence ?< documents re emergency planning 
among app licant, NRC & Commonwealth of PA. Related 
correspondence. 

CULLEN, E. J. Philadelphia Electric Co, #484 425. 84/11/29. 

ZIT2ER, P. Limerick Ecology Action. 421pp. 27839:192. 24X 

Fiche-: 50-352, 84/11/29, 8412070198. 


8412010093 Forwards intervenor-appel lant petition for leave to file 
reply to NRC response to petition for review re util 
application for OL on appeal from ALAB-7S5. W/o ends. 

Related correspondence. 

SUGARMAN, R. J. Sugarman. Denworth &Hellegers. #404 353. 34/11/26, 

CHILK, S. Office of the Secretary of the Commission. Ip. 27709:217. 
24X Fiche: 50-352, 84/11/26, 8412010093. 


34 1 2010 1 55 Notice of appeal from ASLB 841108 order, stri k ing contentions 
submitted by intervenor per ALAB-785 & dismissing intervenor 
from proceeding. 

SUGARMAN, R, U. Del-Aware Unlimited, Inc. SUGARMAN, R. J. Sugarman, 
Denworth 8< Hellegers. #404 352. 84/11/26. Ip. 27710:321. 24X 

Fiche: 50-352, 84/11/26, 8412010155. 


—8412010158 Petition for leave to file reply to NRC answer to interve? 
petition for appeal re supplemental CWS. Cert if icate of Svc 
end. 

SUGARMAN, R. U. Del-Aware Unlimited, Inc. SUGARMAN, R. J. Sugarman, 
Denworth & Hellegers. 84/11/28. Commissioners. 4pp. 

27710:322. 24X Fiche: 50-352. 84/11/26, 8412010155. 
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S412010181 Foruiards t®ftinony of Montgomery County Commissioner 
RC Boning re Limerick Ecology Action deferred contentions. 

Notice of plans to request subpoenas for addl testimony 

?ItZER®P '^^Lime^icrEcriogrAction. #484 350. 84/11/26. HOYT. H, F. . 

COLE. R F . harbour. J Atomic Safety and Licensing Board Panel. Ip. 
2?715 052! 24X Rich e : 50-352. 84/ 1 1 /26. 84120 10181 . 

—8412010184 Testimony of RC Banning . c ounty 

ujorkable evacuation p Ians. Cert if icate of Svc end. Related 

BrNH!N^rR:^r^^Montgomery County, ,,, 

and Licensing Board Panel. 25pp. 27715:053. 24X 

Fiche; 50-352. 84/11/26. 8412010181. 

a...... hovt k.^. 

Safety and Licensing Board Panel. Ip. 27768.001. 24X 

Fiche: 50-352. 84/11/26. 8412050251. 

8412010006 Response opposing City of Philadelphia 841114 motion to 
strike certain portions of testimony re Contentions City 18 

Sa?^^HiHN”».'r''p^nlr,;prirEt.ct.ic CP. warTEaH^N.KO. Conn.r . 
u 4 . + «»T.hjahn #4S4 349 84/11/27. Atomic Safety and Licensing 

Toa” yft 097 . 24X FICKP: 50-352, 64/11/27, 84.20.0006, 

-6412010011 Transmittal of corr.ct.d Pass 16 of testimony r. Contentions 
City-ia 8< City-19. Certificate of Svc end. Related 

WE™h“ 3: Philadelphia Electric Co. WETTERHAHN. M. U. Conner 

8. Wetterhahn. 84/11/27. Ip- 27706:104. 24X 

Fiche: 50-352. 84/11/27. 8412010006. 

—8412010014 Corrected Page 16 of VS Boyer. MI Goldman. GD Kaiser.ER 
Schmidt & R Waller testimony re City of Philadelphia 
Contentions City-lS 8. C ity 19 . Related correspondence^ 

* Philadelphia Electric Co. 84/11/27. 4pp. 27706.105. 24X 

Fiche: 50-352. 84/11/27. 8412010006. 

8412010009 Notice establishing addl limited appearance session on 
841213 in Stowe. PA. Served on 841129. 

Tzw^-. ^i^Pi^^^ isr3^52^r4/ii/2r6:iroiooo9. 

04.1121 Certificate of Svc end. Related correspondence. 

sSsi kS ^Jil^Jalphia. PA. •*S‘‘=’5_84/11/29. HOVT.H.F. NPC- 
No Detailed Affiliation Given. 2pp. 27732:091. 24X 

Fiche: 50-352. 84/11/29. 8412030612. 

—8412030620 Errata sheet for City Statement 3. Svc list end. Related 

BSsaKS'^ThUadelphia. PA. 84/11/29. 4pp. 27732:093. 24X 

Fiche: 50-352. 84/11/29. 8412030612. 

8412110002 Forwards 840329 ASLB Partial ^ 

840926 ASLAB Decision ALAB-785. Dec i s i ons should be used in 

SCHWENCER.A. Licensing Branch 2. 84/12/03_ 

Environmental Protection Agency. 7pp. 27895.001. 24X 

Fiche: 50-352. 84/12/03. 8412110002. 

8412110541 Discusses concerns re evacuation plan in case of event, 
including time for volunt.ero to Arrive to orche.tretr 

evacuation U traffic control ?^7 11/12/03 HOYT, H 

WILSON. C. Affiliation Not Assigned. #464 557, ®*^2/ ■ HOYT 

Atomic Safety and Licansing Board Pantl. 3pp. 27872.303. 

Fiche: 50-352. 84/12/03. 8412110541. 

8412110572 Requests issuance of OL since util 

assurance that workable evacuation plan in place. Served on 

u™k.‘e.F. Affiliation Not Assigned. , *^8te”\7372'3of 24™'^' 
Atomic Safety and Licensing Board Panel. Ip. 27872.30 . 

Fiche: 50-352. 84/12/03. 8412110572. 

8412040306 Order extending time until 841221 for Commission to act to 

review ALAB-789. Served on 841204. , - „„, c 42 inn #484 447 

CHILK, S. J. Office of the Secretary of the Commission. #484 44/. 

84/12/04. Commissioners. Ip- 27756:212. 24X 

Fiche-: 50-352. 84/12/04. 8412040306. 

8412070336 Comments on plant evacuation P ^ 

consider current plans & accept responsibility if accident 

SCULLION, P. M. Affiliation Not Assigned. #484 477. 

- No Detailed Affiliation Given. 17pp. 27824.142. 24X 

Fiche: 50-352. 84/12/05. 8412070336. 


8412070337 Notifies parties that Commissioner Zech will tour plant on 
851212 . Part ies wishing to attend must notify B Gallo by 


84/12/05, 8412070337. 


Office of the 


8412100502 Transmission of Pef 9, "Fission 

First Two PBF Severe Fuel Damage Tests, " to 841101 testimo y 
re City 18 & 19 . Cert i f i cate of Svc end. Related 

WE^HAHn'S'j Philadelphia Electric Co. WETTERHAHN. M. J. Conner Si 

Wetterhahn, #484 524. 84/12/07. ' 50 * 352 “^ 84/12/0^"^ 

Board Panel. 20pp. 27849:042. 24 X Fi che . 50-352, 84/12/07. 

8412100502. 

8412110471 Response to Del-Aware Unl imited. Inc 841216 petition to file 
i^Jly to NRC^nswer on review of ALAD- 785 . Certificate of 

^™iHN,H.U. Philadelphia Electric ^ 

Wetterhahn. #484 546. 84/12/10. 6pp. 27872.354. 24X 

Fiche-: 50-352. 84/12/10, 8412110471. 

8412140125 Motion for stay of LBP-84-31 re suspension of lorn power 
License NPF-27 8</or prohibition of low power testing. 

e!lM^t"*« °'L!mer!"“EcoIogy Action. #484 589. 84/12/ia 

Comm?n'ionl:rs.^‘To;S. i7920?;85. 24X Pi ch e : 50-352, 84/ 18/ 10, 

8412140125. 

8412130136 Notice of schedule f^T further -identiary h ear in g t. Hear ings 
during wk of 841217 to be held m US Customs House. 

Philadelphia. PA. Served on 841212. 

HOYTfH. F. Atomic Safety and Licensing Board Panel. #484 571. 

84/12/11 Office of the Executive Legal Director. 2pp. 

2%i4- 314. 24X Fiche: 50-352.84/12/11.8412130136. 

8412140210 Forwards 841126 notice of appearance re offsite emergency 
planning hearing. in response to request. ^qo 

htrsch. M B Federal Emergency Management Agency. #484 608. 

8 i/?2/n ' CLEMENTS, w. Doc keting 8. Services Branch. 2pp. 

27920:353. 24X Fiche: 50-352, 84/12/11. 8412140210. 

8412140047 Order extending time for Commission to review ALAB-785 

until S50113. Served on 841212. #484599 

CHILK.S. J. Office of the Secretary of the Commission. #484 599. 
84/12/12. Commissioners. Ip- 27920.271. 

Fiche: 50-352. 84/12/12. 8412140047. 

8412170141 Motion for .nlargoment of page limit 

Limerick Ecology Action. Air 8c Water Pollution Control 8« 

Friends of the Earth appeals, per ASLAB 841029 order. 

Certificate of Svc encl. wp'TTRRWAWNi MU. 

WETTERHAHN. M. J. P*' ^ ^84 63^ 85^1^/12. Atomic 

WETTERHAHN. M. J. Conner 8c Wetterhahn. g 24X 

Safety and Licensing Board Panel. 5pp. 27936.148. 

Fiche; 50-352, 84/12/12. 8412170141. 

8412170343 Answer opposing Friends of the 

include Valley Forge Park in plume exposure emergency 
Junnl'g zon.J'Mption l.g.l nullity S. lacking in t.t.s und.r 
Commiasiou ragulationv Cartif icate of Svc & 

wetterhahn, M, SI™d' Licencing 

B:i^r^5n5l. 1 p5. 27933:184. 24X Fi che: 50-352. 84/12/ 12. 8412170343. 

8412170263 Confirms 841212 telcon re ASLB J®* discuss 

stipulated testimony 8c that Limerick Ecology Action specify 
sequence of witnesses for remainder of 

emergency planning Philadelphia Electric 

RADER. R M Conner 8< Wetterhahn. KAUtK.K. n. rnxio 

c5 #484 630. 84/12/13. ZITZER.P. Limerick Ecology Action. 2pp. 

27936:332. 24X Fiche: 50-352. 84/12/13. 8412170263. 

8412180597 Forwards Pennsylvania Bureau of Correction radiological 

irtrs:?;;";on:! ;rt: ^u^Hip^^j-^iSLit, 

end. Related correspondence. #484 667 84/12/13. 

FERKIN. Z.G. Pennsylvania. Commonwealth ^ 4 X 

LOVE. A. R. Montgomery County, PA. Ip. 27962.22 . 

Fiche; 50-352. 84/12/13. 8412180597. 

-841=180599 R.Ruest. that Attachment, ®' f 

® numh.T of tSmate. 6 iSoI R^JatlS 

from public disclosure (ref 10CFR2. 790) . Reiat® 

correspondence. , . . «4ft4 738 84/12/13. 

=M"”^irPi:; .?is-r5=rs“;=/i3; 841 = 180597 : 
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8412170328 Memorandum & order denying Friends of the Earth 841c.l0 
appeal re directed certification criteria in connection 
u)/ASLB ruling concerning offsite emergency planning Served 
on 841214. 

SHOEMAKER » C. J, Atomic Safety and Licensing Appeal Panel. 
84/12/14, Friends of the Earth 4pp. 27933:190. 24X 

Fiche' 50-352- 84/12/14, 8412170328 


649. 


8412170378 Order granting, in part, app 1 leant motion for 45 page 
enlargement of limit on brief in response to briefs of 
Limerick Ecology Action, Air & Water Pollution Patrol & 
Friends of th® Earth. Served on 841214, 

SHOEMAKER . C . J. Atomic Safety and Licensing Appeal Panel 
84/12/14. Philadelphia Electric Co, Ip 27933’ 278. 

Fiche: 50-352. 84/12/14, 0412170378. 


#484 643. 
24X 


8412190197 Response opposing Friends of the Earth 841208 document 
supplementing 841205 motion requiring Pennsylvania Emergency 
Mgt Agency to include Valley Forge Park in emergency 
planning zone. Certificate of Sve end, 

MCGURREN, H. J. Hearing Branch 1. #484 688. 84/12/17. Atomz, 

Safety and Licensing Board Panel. 4pp. 28009: 195. 24X 

Fiche: 50-352, 84/12/17, 8412190197. 


8412240143 Order denying Friends of the Earth in Delauiare Valley 
841110 petition for stay of low power QL. Served on 
841221. . . 

CHILK. S. J. Office of the Secretary of the Commission. #484 74i 
84/12/20, Friends of the Earth. 2pp. 28042:017. 24X 

Ficha: 50-352, 84/12/20. 8412240143. 


8412270068 Forwards motion for order requiring full 
Emergency Mgt Agency of evacuation plan for State 
Correctional Inst at Oraterf ord. W/o end. 

LOVE. A. R. Montgomery County Legal Aid Service. 

Docketing & Services Branch. Ip 28091:001. 
Fiche: 50-352, 84/12/20. 8412270068. 


disclosure by PA 

#484 802. 84/12/20. 

24X 


8412170307 Expresses concern re evacuation plans for area surrounding 
f ac i 1 i ty 

SWANN, E. J. Affiliation Not Assigned. 84/12/12. NRC - No Detaileii 

Affiliation Given, Ip. 27937:195. 24X Fi c h e : 50-352. 84/ 1 2/ 1 2, 

8412170307. 


8412180142 Opposes operation of facility due to inadequate evacuation 
plan. 

AMELIE Affiliation Not Assigned, 84/12/12. NRC - No Detailed 

Affiliation Given. 2pp. 27961:288. 24X F i c h e : 50-352, 84/ 12/ la, 

8412180142. 


8412180568 Expresses concern re facility location due to population, 
narrow roads, too few buses, no police & little ambulance 
personnel in event of nuclear d i sas ter . Enc ourag es Commission 
to make right decision. 

MANNIX, S. 0. Villanova Univ., Villanova, PA. 84/12/12. NRC - No 
Detailed Affiliation Given, 2pp. 28001:212, 24X 

Fiche: 50-352. 84/12/12. 8412180568. 


J. Insurance 8t indemnity information 


8412210172 Forwards Endorsements 1-10 to NELIA Policy NF-2a4, 1-6 to 
MAELU Policy MF-113. 1 to NELIA Certificate N-98 8« 1 to 
MAELU Certificate M-9S. 

BRADLEY, E.J. Philadelphia Electric Co. 84/12/17. SALTZMAN. J. 
Assistant Director for State 8< Licensee Relations. 44pp, 28035:204 

24X Fiche: 50-352, 84/12/17, 8412210172, 


K. Utility Final Safety Analysis Report (FSAR) Sc amends 


8412040037 Forwards Rev 33 to FSAR (filed in PDR Category K. ) 
BRADLEY. E.J, Philadelphia Electric Co, 84/11/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. 3pp, 27731:330, 
24X Fiche; 50-352, 84/11/30, 8412040037, 


8412270299 Certifies sve of Commonwealth of PA response to Friends of 
the Earth 841208 motion on 841221. 

FERKIN. Z. G. Pennsylvania. Commonwealth of,. #484 796. 84/12/21. 

2pp. 28088:231. 24X Fiche: 50-352 . 84/12/21, 8412270299. 


8412270010 Motion for order requiring full disclosure by PA Emergency 
Mgt Agency of evacuation plan for state correctional 
institute at Graterford. 

LOVE. A. R. Montgomery County. PA. #484 804. 84/12/24. Atomic 

Safety and Licensing Board Panel. 3pp. 28088:289. 24X 

Fiche: 50-352, 84/12/24. 8412270010. 


— 3412270011 Memorandum in support of motion for order requiring full 
disclosure by PA Emergency Mgt Agency of evacuation plan for 
state correctional institute at Graterford. Supporting 

documentation end. 

LOVE. A, R. Montgomery County. PA. 84/12/24. 41pp, 28088:292. 

24X Fiche: 50-352.84/12/24. 8412270010. 


8412270015 Response opposing Limerick Ecology Action 841210 motion for 
stay of LBP-84-31. suspending low power License NPF-27 «</or 
prohibition of low power testing. Certificate of Sve end. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN. M. J. Conner & 
Wetterhahn. #484 806. 84/12/24. Commissioners. 12pp. 

28088:333. 24X Fiche: 50-352. 84/12/24. 8412270015. 


8412310156 Response opposing Limerick Ecology Action motion for stay of 
LBP-84-31 re suspension of low power OL St/or prohibition of 
low power testing. Certificate of Sve end. 

LEWIS, S.H.. VOGLER. B. H. Hearing Branch 2. #484 833. 84/12/26. 

Limerick Ecology Action. 12pp. 28121:097 . 24X 

Fiche: 50-352, 84/12/86, 8412310156. 


8412310354 Brief supporting 841126 appeal of ASLAB 841103 memorandum & 
order rejecting intervener Contentions V-14 & V-16 re effect 
of Point Pleasant diversion on Delaware River 8« effect of 
pumping station on historic district. W/Certificate of Sve. 

SUGARMAN, R. J. Del-Aware Unlimited. Inc. SUGARMAN. R. J. Sugarman. 
Denworth & Hellegers. #404 849. 84/12/26. Atomic Safety and 

Licensing Appeal Panel. 10pp. 28122:263, 24X Fiche: 50-352. 

84/12/26, 8412310354. 


H. General correspondence 


8412010192 Comments in opposition to nuclear power plants being 
constructed near large metropolitan areas due to lack of 
adequate evacuation plans. 

MASIEJCZYHi C. AffilUtion Not Assigned. 84/11/24. NRC - No 
Detailed Affiliation Given. 2pp. 27711:353. 24X 

Fiche: 50-352, 84/11/24. 8412010192. 


— 8412040054 Rev 38 to FSAR, 

« Philadelphia Electric Co. 84/11/30. 228pp. 27751:338. 24X 

Fiche: 50-352. 84/11/30, 8412040037. 


P. Operating license stage documents it correspondence 


B412040037 Forwards Amend 74 to License NPF-27 it CPPR-107 (filed in PD^i 
Categories A it Pl.Rev 33 to FSAR (filed in PDR Category K) & 

Rev 12 to emergency plan (filed in PDR Category F>. 

BRADLEY. E.J. Philadelphia Electric Co. 84/11/30, DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 27751:330, 

24X Fiche: 50-352. 84/11/30, 8412040037. 


— 8412040051 Application for Amend 74 to License NPF-27 5« CPPR-107, 
authorizing incorporation of Rev 38 to FSAR it Rev 12 to 
emergency plans. Certificate of Sve end. 

# Philadelphia Electric Co. 84/11/30. 4pp. 27751:333. 24X 

Fiche: 50-352. 84/11/30, 8412040037. 


8412270004 Forwards Vols I. II 8< III of "Independent Design Review of 
Limerick Generating Station Unit 1 Spray Sys. " final rept. 

Related correspondence, 

CARPENTER. F. D, Torrey Pines Technology. #484 809. 84/12/12, 

BOYER. V.S. Philadelphia Electric Co. 1681pp. 28081:316. 24X 

Fiche: 50-352. 04/12/12. 8412270004. 


8412240065 Notification of 841220 meeting w/util in Linfield.PA to 
discuss responses to License Condition 18 re UHS. 

MARTIN. R.E. Licensing Branch 2. 84/12/13, SCHWENCER. A. Licensinj 

Branch 2. 5pp. 28060:329. 24X Fiche: 50-3 52, 84/12/13, 8412240069, 


8412210208 Advises that info re improvements suggested by Generic Ltr 
84-23. "Reactor Vessel Water Level Instrumentation in BWRs, " 
provided in 830823 response to request for addl info r® 

TMI Item II. F. 2. 

KEMPER. J.S. Philadelphia Electric Co. 84/12/17, EISENHUT, D. Q. 
Division of Licensing. 2pp. 28035:088. 24X Fiche: 50-352, 84/12/17. 

8412210208. 


Q. Inspection reports. IE Bulletins it. correspondence 


8412030435 Forwards Insp Rept 50-352/84-56 on 840924-28. No violation 
noted. 

MARTIN. T. T. Division of Engineering it Technical Programs. 84/11/01 
KEMPER, J.S. Philadelphia Electric Co. 4pp. 27735:130. 24X 

Fiche; 50-352. 84/11/09, 8412030435. 


— 8412030443 Insp Rept 50-352/84-56 on 840924-28. No violation noted. 
Major areas inspected: status of previous insp findings. 

PRELL.J. . SPRAUL. J. G. Region 1. Office of Director, 84/10/31. 
5pp. 27735:134. 24X F i c h e : 50-352. 84/1 1 /09. 8412030435. 
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8411150064 IE Info Notice 84-83. "Various Battery Problems, " Svc list 

end. „ „ . 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Resoonse (Post 830103). 84/11/19. Consolidated Edison Co. of Neui 

York. Inc. 120pp. 27807:058. 24X F i c he : 50-000, 84/1 1 / 19. 841 1 150064. 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84- 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi c he : 50-000, 84/12/03, 8412030028. 


8412110054 Forwards Insp Rept 50-352/84-51 on 840909-14. No violation 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/11/19. 

KEMPER. J. S. Philadelphia Electric Co. 2pp. 27892:223. 24X 

Fiche: 50-352, 84/11/19, 8412110054. 


8412270460 Forwards Preoperational Security Program Insp Rept 
50-352/84-63 on 841017-21 & 24. No violations noted. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/12/06. 

KEMPER. J.S. Philadelphia Electric Co. 2pp. 28115:160. 24X 

Fiche-: 50-352, 84/12/06,8412270460. 


— 8412110059 Insp Rept 50-352/84-51 on 840909-14, No violation noted. 
Major areas inspected : security program aud i t. 1 oc k s. k e y s & 
combinations, physical barr iers. lighting. ^ 

gualif ication. Safeguards info deleted (ref 10CFR2. 790). 

BAILEY, R J . KEIMIG. R.R. Region 1, Office of Director. 84/11/08. 
6pp. 27892:225. 24X Fi c h e: 50-352, 84/1 1 / 19, 84121 10054. 


— 8412270462 Preoperational Security Program Insp Rept 50-352/84-63 on 
841017-21 St 24. No noncompliance noted. Major areas inspected: 
progress on implementing security program. Portions deleted 
(re-f 10CFR73. 21). „ 

BAILEY, R. J. , SMITH. G. C. , KEIMIG. R. R. Region 1. Office of Director. 

84/12/05. 10pp. 28115:162. 24X Fiche: 50-352, 84/12/06. 

8412270460. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fi c he : 50-000. 84/1 1 /27, 841 1210360. 


3412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07. 8412050081. 


8412040114 Forwards Insp Rept 50-352/84-59 on 841002-05 8t OS 12. No 


violation noted. 

MARTIN. T. T. Division of Engineering Jk Technical Programs. 

DALTROFF. S. L. Philadelphia Electric Co. 4pp. 27750:006. 
Fiche: 50-352. 84/11/28, 8412040114. 


84/11/28. 

24X 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qua 1 if ication of Eguipment. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114do. 27966:215. 24X Fiche: 50-000. 84/12/07. 8412050090. 


—8412040119 Insp Rept 50-352/84-59 on 841002-05 & 08-12. No violation 
noted. Major areas inspected : licensee action on previous insp 
findings, startup test procedures & implementation of 
refueling surveillance test requirements. 

BLUMBERG. N. , KUCHARSKI. S. . GAUDINO. M. Region 1. Office of 
Director. 84/11/23. 7pp. 27750:010. 24X Fiche: 50-352, 84/1 1/28. 

8412040114. 


8412190432 Forwards Insp Rept 50-352/84-52 on 840917-21. No violations 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/11/28. 

KEMPER. J.S. Philadelphia Electric Co. 4pp. 28030:001. 24X 

Fiche: 50-352. 84/11/28, 8412190432. 


8412060594 IE Info Notice 84-91, "(iC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10, 

York, Inc. 116pp. 28032: 130. 


Consolidated Edison Co. of New 
24X Fiche: 50-000.84/12/10. 8412060594. 


8412190288 Forwards Rev 5, to "Pump & Valve Inservice Insp Program 
Plan for Limerick Generating Station Unit 1. " Rev contains 
six new relief requests, changes to three existing relief 
requests !« associated base document changes. 

KEMPER, J. S. Philadelphia Electric Co. 84/12/13. DENTON. H. R. 
□ffice of Nuclear Reactor Regulation. Director. 3pp. 28012:045. 
24X Fiche: 50-352. 84/12/13. 8412190288. 


-8412190440 Insp Rept 50-352/84-52 on 840917-21. No violations 
identified. Major areas inspected : Tech Spec accuracy re plant 
as— built conditions. 

BLUMBERO.N. , BEALL. J. , BET TENHAUSEN. L. Region 1. Office 
Director. 84/11/07. 4pp, 28030:005. 24 X Fiche: 50-352. 84/11/28, 

8412190432. 


— 8412190447 "Review of Limerick Unit 1 Tech Specs. " 

MILLS. U'.R., BECKMAN, D. A. . JIMENEZ. H. A. Parameter, Inc. 
NRC-05-82-249. 84/10/08. Region 1, Office of Director. 40pp. 

28030:009. 24X Fi ch e : 50-352. 84/1 1 /28, 8412190432. 


— 8412190292 Rev 5 to "Pump it Valve Inservice Insp Program Plan for 
Limerick Generating Station Unit 1." 

HOLLAND, N. Nuclear Energy Services, Inc. 84/11/28. 110pp. 

28012:048 . 24X Fiche: 50-352. 84/12/13. 8412190288. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 030103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123: 131. 


24X Fiche: 50-000. 84/12/17, 8412120541. 


8412200089 Forwards Insp Rept 50-352/84-54 on 840917-1005. No 
observed. ^ « 

MARTIN. T. T. Division of Engineering it Technical Programs. 

KEMPER. J.S. Philadelphia Electric Co. 4pp. 28031:289. 
Fiche: 50-352.84/11/29, 8412200089. 


violations 

84/11/29. 

24X 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. 
York. Inc. 120pp. 28124:001. 


of New 

24X Fic he 50-000, 84/12/17, 8412120547. 


— 8412200092 Insp Rept 50-352/84-54 on 840917-1005. No vio lat ions 
identified. Major areas inspected: followup of previously 
identified items, preoperational test witnessing St 
preoperational test procedure results evaluation. 

BRIGGS. L., KUCHARSKI, S. . BETTENHAUSEN, L. Region 1. 

Director. 84/11/26. 10pp. 28031:293. 24X Fiche: 50-352, 84/11/29. 

8412200089. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc“99m Generators." Svc list end. 

GRACE. J.N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

88pp. 27967:086. 24X Fiche: 50-000. 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys S< Nonsaf et y-Related Equipment. " 

Svc list end. . . 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc, 116pp. 27965:224. 


24X Fiche: 50-000. 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison £ 0 . of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


S. Reportable occurrences. LERs 8« related correspondence 


8412060197 LER 84-001-00: on 841027, channe 1 checks of four scram 
discharge vol level transmitters it four ventilation exhaust 


duct radiation monitors not performed. Caused by procedural 
deficiency. Procedures clarified. W/841 126 Itr. 

CLARK. B.L.. ULLRICH. W.T. Philadelphia Electric Co 
27826:179. 24X Fiche: 50-352. 84/1 1/26. 8412060197. 


84/11/26. 6pp. 


8412110109 LER 84-003-00: on 841031. prior to initial critical ity, C02 
pilot gas supply valve to control valve for control room low 
pressure C02 hose racks 0HR601 & 0HR602 found closed 
rendering equipment inoperab le. Valve opened. W/841130 Itr. 

CLARK.B.L-. ULLRICH.W.T. Philadelphia Electric Co. 84/11/30. 5pp. 
27892:303. 24X Fiche: 50-352. 84/1 1/30. 84121 10109. 


8412110162 LER 84-002-00: on 841031. during fuel loading w/reactor at 07. 
power L control rods fully inserted, full scram occurred 
w/audlble alarm indicating upscale trip of IRM Channel B. 

Caused by personnel err or. Techni c ian counsel ed. W/841130 Itr. 
CLARK.B.L., LOGUE. R. H. Philadelphia Electric Co, 84/11/30. 5pp. 
27892:352. 24X Fiche: 50-352. 84/ 1 1/30. 84121 10162. 


8412120412 LER 84-004-00: on 841106 . documented monthly insp of four fire 
hose stations not performed. Caused by procedural deficiency 
in Surveillance Test ST- 7 - 022 - 951 - 0 . Omitted fire hose 
stations inspected & procedure revised. W/841206 Itr. 

CLARK.B.L., ULLRICH.W.T. Philadelphia Electric Co. 84/12/06. 5pp. 
27910:050. 24X Fiche: 50-352. 84/12/06, 8412120412. 
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8412190416 LER 34-005-00: on 841 109, noncoinc i dent full scram signal 
occurred. Caused by failed metal bond securing inductor L507 
to mounting bracket. Panel feeder breakers 1BY160 replaced. 

W/a41210 Itr. d 

CLARK, B.L.< ULLRICH, W. T. Philadelphia Electric Co. 84/12/10. »pp. 
28029’ 359. 24X Fi c h 8 : 50-352, 84/ 12/ 1 0, 84121 9041 6. 


3412030611 Forwards testimony of RJ Hippert for Commonwealth of 
Limerick Ecology Action deferred & respecified offsite 
emergency planning Contentions LEA-1 & LEA-3. Cer t i f ica te of 
Svc end. Related correspondence. 

FERKIN, 2. G. Pennsy 1 van ia , Commonwealth of,. #484 401. 84/11/26 

HOYT, H. F. , COLEiR. F. , H-ARBOUR. J. Atomic Safety and L i c ens ing Boari 
Panel. Ip. 27732:130. 24X Fic h e : 50-352, 84/ 1 1 /26, 8412030611. 


8412270450 Forwards LER 84-006-00 re automatic isolation 
control room ventilation sys on 841113. Event occurred 
to initial criticality. 

ULLRICH, W.T. Philadelphia Electric Co. 84/12/13. 
Branch (Document Control Desk). 2pp. 28115:155. 24X 

Fiche: 50-352, 34/12/13. 8412270450. 


of main 
prior 

Record Servic 


es 


— B412030617 Testimony of RJ Hippert re Limerick Ecology Act ion defen!- 
& respecified offsite emergency planning Contentions LEA-l & 
LEA-3. Related correspondence. 

HIPPERT, R. J. Pennsylvania, Commonwealth of,. 84/11/26, Atonic 
Safety and Licensing Board Panel. Spp. 27732:131. 24X 

Fiche; 50-352. 84/11/26, 8412030611. 


— 8412270454 LER 84-006-00; on 841113, main control room ventilation sys 
received isolation signal because of temporary loss of power 
to chlorine analyzer A. Isolation caused by cycling feed 
switch to chlorine analyzer A. 

CLARK, B.L. Philadelphia Electric Co, 84/12/13. 3pp. 28115:157. 
24X Fiche: 50-352. 84/12/13. 8412270450. 


8412010006 Response opposing City of Philadelphia 841114 motion to 
strike certain portions of testimony re Contentions City-18 
& City-19. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner i 
Wetterhahn. #484 349. 84/11/27. Atomic Safety and Licensing 

Board Panel. 7pp. 27706:097. 24X Fiche : 50-352. 84/1 1 /27, 84120lOQ'-t 


8412240157 LER 84-007-00: on 841114, core spray pump C, RHR pump C it 
diesel generator Dl3 automa t i cal 1 y star ted . Caused by 
improper venting of reactor level instrument rack. Low signal 
cleared it sys returned to operation. W/S41214 Itr. 

CLARK, B.L. , ULLRICH, W. T. Philadelphia Electric Co. 84/12/14. Spp. 
28062:030. 24X Fiche; 50-352, 84/12/14, S412240157. 


— 8412010014 Corrected Page 16 of VS Boyer, MI Goldman. GD Kaiser, ER 
Schmidt & R Waller testimony re City of Philadelphia 
Contentions City-18 it C i ty 19. Related correspondence. 

■» Philadelphia Electric Co. S4/11/27. 4pp. 27706; 105. 24X 

Fiche: 50-352, 84/11/27, 8412010006. 


8412240167 LER 84-021-00: on 841115, fuse b lew, causing isolati on of 
reactor water cleanup sys. Caused by inboard isolation logic 
relay fuse burnout from electrical short in visicorder test 
cable plug. Fuse replaced St sys restored. W/841214 Itr. 

CLARK, B.L. , ULLRICH, W. T. Philadelphia Electric Co. 84/12/14. 4pp. 
28061:354. 24X Fiche : 50-352, 84/12/14, 8412240167. 


8412260021 LER 84-008-00: on 841115. main control room chlorine analyzer 
fai led. Caused by equipment malfunction it sample tape 
breaking, causing indicator to react ful l-scale. Broken tape 
replaced St analyzer recal ibr. W/a41214 Itr, 

CLARK, 8. L. , ULLRICH, W. T. Philadelphia Electric Co. 84/12/14. 6pp. 
28064:021. 24X Fiche: 50-352, 84/12/14, 8412260021. 


B412270438 LER 04-009-00: on 841116, svc water sys effluent line gross 
radioactivity sample not obtained within 8 h period as 
required by Tech Specs. Caused by failure to adequately 
address obtaining samples from alternate p oint. W/a41214 Itr. 

CLARK, B.W . ULLRICH. W.T. Philadelphia Electric Co. 84/12/14. Spp. 
28115:258. 24X Fiche: 50-352, 84/12/14, 8412270438. 


8412270563 LER 84-011-00: on 841 1 18, during surveillance testing, short 
circuit tripped power supply St damaged high radiation 
monitor D. Caused by technician accessing internals of 
instruments. Monitor repaired St power reset. W/S41217 Itr. 

CLARK, B.L. , ULLRICH, W. T. Philadelphia Electric Co. 84/12/17. Spp. 
28113:163. 24X Fiche: 50-352. 84/12/17. 8412270563. 


8412280193 LER 84-013-00: on 841 120. outboard isolation valve for 
shutdown cooling line failed to respond to open signal from 
remote shutdown panel. Caused by mechanical interference. 

Lead reposi tioned. W/841219 Itr. 

CLARK, B.L. . ULLRICH, W.T. Philadelphia Electric Co. 84/12/19. 4pp. 
28128:109. 24X Fiche: 50-352. 84/12/19, 8412280193. 


8412310352 PNO- 1 -84-1 06: on 841222, initial criticality achieved & 
startup tests on source St intermediate range nuclear 
instruments St shut down margin claculation performed. No 
problems encountered. Reactor shutdown to perform maint. 

WIGGINS, J., GALLO, R. Region 1, Office of Director. 84/12/24. 2pp. 
28121:313. 24X Fiche: 50-352, 84/12/24, 8412310352. 


T. Hearing transcripts on non-anti trust matters 


8412170196 Corrected Pages 12, 316B St C to transcript of 841115 hearing. 
* Atomic Safety and Licensing Board Panel. #484 697. 84/11/23. 

3pp. 27936:360. 24X Fiche: 50-352, 84/1 1/23, 8412170196. 


8412010181 Forwards testimony of Montgomery County Commissioner 
RC Banning re Limerick Ecology Action deferred contentions. 

Notice of plans to request subpoenas for addl testimony 
provided. Related correspondence. 

ZITZER,P. Limerick Ecology Action. #484 350. 84/11/26. HOYT, H. F. , 

COLE, R.F. , HARBOUR. J. Atomic Safety and Licensing Board Panel, Ip. 
27715:052. 24X Fiche: 50-352. 84/1 1/26, 8412010181. 


— 8412010184 Testimony of RC Banning, county commissioner, re lack of 
workable evacuation plans. Certificate of Svc end. Related 
correspondence. ^ 

BANNING, R.C. Montgomery County, PA. 84/11/26, Atomic Safety 
and Licensing Board Panel, 25pp. 27715:053. 24X 

Fiche: 50-352, 84/11/26,8412010181. 


8412010069 Transcript of 841127 hearing in Ph i 1 ade 1 ph ia , P A. P p 
13, 302-13, 520. 

* Atomic Safety and Licensing Board Panel. 84/11/27. 219pp. 

27705:001. 24X Fi che : 50-352. 84/ 1 1 /27, 8412010069. 


8412070350 Forwards corrected Page 16 to 841101 testimony of VS Boyir, 
MI Goldman, GD Kaiser, ER Schmidt & R Waller re City of 
Philadelphia Contentions IS It 19. Related correspondence. 
WETTERHAHN, M, J. Philadelphia Electric Co. WETTERHAHN, M, J, Connir 4 
Wetterhahn. #484 493. 84/11/27. Ip. 27819:282. 24X 

Fiche; 50-352, 84/11/27, 8412070350. 


— 8412070354 Corrected Page 16 to transcript of 841101 testimony of 
VS Boyer, MI Goldman, OD Kaiser, ER Schmidt & R Waller re City 
of Philadelphia Contentions IS it 19. Related correspondence. 
BOYER, V.S., GOLDMAN, M. I. , KAISER, G. D. Philadelphia Electric Co, 
84/11/27. Ip. 27819:283. 24X Fi c he : 50-352, 84/ 1 1/27, 84 12070350, 


8412050480 Transcript of 841128 hearing in Ph i 1 ade 1 ph ia, PA. Pp 
13, 521 - 13. 782. 

* Atomic Safety and Licensing Board Panel. 84/11/28. 262pp. 

27765:069. 24X Fi c he : 50-352, 84/ 1 1 728, 8412050480. 


8412050339 Transcript of 841129 hearing on Ph i lade 1 ph ia , P A. 

Pp 13,783-14,006. 

» Atomic Safety and Licensing Board Panel. 84/11/29. 236pp. 

27767: 050. 24X Fiche: 50-352, 84/ 1 1 /29, 841 2050339. 


8412030589 Testimony of FEMA re admitted portions of deferred 
contentions of Limerick Ecology Action. Certificate of Svc 
end. 

# Limerick Ecology Action. #484 397. 84/11/30. 13pp. 2 7732:160 

24X Fiche: 50-352, 84/11/30, 8412030589. 


8412050445 Transcript of 841130 hearing in Ph i 1 ade 1 p h ia, P A. Pp 14,007- 
14, 112. 

* Atomic Safety and Licensing Board Panel. 84/11/30. 106pp. 

27773:001. 24X Fi che : 50-352, 84/ 1 1 /30, 8412050445. 


8412070214 Transcript of 841203 hearing in Ph i 1 ade 1 ph ia, P A. P p 14,113- 
14, 243 

* Atomic Safety and Licensing Board Panel. 84/12/03. 134pp, 

27814:246. 24X Fiche: 50-352, 84/12/03, 8412070214. 


8412100590 Forwards testimony of TR Campbell & RL Reber on Limerick 
Ecology Action deferred & respecified offsite emergency 
planning contentions. Related correspondence. 

FERKIN, Z. G. Pennsylvania, Commonwealth of,. #484 502. 84/12/03, 

HOYT, H. F. , COLE, R.F, , H.ARBOUR, J. Atomic Safety and L i c ens ing Board 
Panel. Ip. 27848:201. 24X Fic he : 50-352, 84/ 12/03, 8412100590, 


— 8412100591 Testimony of TR Campbell on Limerick Ecology Action defin 
Zt respecified offsite emergency planning contentions. Related 
correspondence. 

CAMPBELL, T. R. Chester County, PA. 84/12/03. 4pp. 27848:282, 
24X Fiche: 50-352, 84/12/03, 8412100590. 


— 8412100593 Testimony of RL Reber on Limerick Ecology Action deferred 
it respecified offsite emergency planning contentions. 
Certificate of Svc end. Related correspondence. 

REBER, R.L. Berks County, PA. 84/12/03. Spp. 27848:286, 24X 

Fiche: 50-352, 84/12/03, B412100590. 
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B412070320 Transcript of 841204 hearing in Ph i 1 ad e 1 p h ia , PA. 

Pp 14,244-14,496. 

«• Atomic Safety and Licensing Board Panel, 84/12/04 260pp. 

27817:304. 24X Fiche: 50-352, 84/ 12/04, 8412070320. 


8412100137 Transcript of 841205 hearing in Ph i 1 ad e 1 p h ia, P A. P p 14,498- 
14, 722. 

« Atomic Safety and Licensing Board Panel. 84/12/05, 226pp. 

27835:169. 24X Fiche: 50-352, 84/12/05, 8412100137. 


8412110296 Transcript of 841206 hearing in Ph i lade Iph ia. PA. Pp 14,723- 
15,021. 

# Atomic Safety and Licensing Board Panel. 84/12/06. 300pp. 

27857:154, 24X Fiche: 50-352, 84/12/06, 84121 10296. 


8412120345 Transcript of 841207 hearing in Ph i lad e 1 p h ia, P A. P p 
15,022-15,172. 

Atomic Safety and Licensing Board Panel. 84/12/07. 152pp. 

27085:106. 24X Fi che: 50-352, 84/12/07, 8412120345. 


8412190310 Transcript of 841213 hearing in Stouie, PA. Pp 15,173-15,319. 
♦ Atomic Safety and Licensing Board Panel, 84/12/13. 149pp. 

28013:081. 24X Fiche: 50-352, 84/12/13, 8412190310. 


8412200283 Transcript of 841217 hearing in Ph i ladelphia, PA. Pp 15,320- 
1 5, 488. 

Atomic Safety and Licensing Board Panel. 84/12/17. 16app. 
28021:293. 24X Fi c h e : 50-352. 84/ 1 2/ 1 7, 841 2200283. 


8412240009 Transcript of 841218 hearing in Ph i ladelph ia, PA. Pp 15,489 
1 5, 730. 

«■ Atomic Safety and Licensing Board Panel. 84/12/18, 253pp. 

28047:054, 24X Fi ch e: 50-352, 84/12/ 18, 8412240009. 


B412240006 Transcript of 841219 hearing in Ph i ladelph ia, PA. 

Pp 15,731-16,075. 

Atomic Safety and Licensing Board Panel. 84/12/19. 390pp. 

28044:115. 24X Fi c h e: 50-352, 84/ 12/ 19, 8412240006. 


8412260290 Transcript of 841220 hearing in Ph i lad e 1 p h ia, P A. 

Pp 16 . 076-16, 358. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/12/20. 285pp. 

28056:077, 24X Fiche: 50-352, 84/12/20, 8412260290. 


8412270084 Transcript of 841221 hearing in Ph i ladelph ia, PA. Pp 16,359- 
16,527. 

■» Atomic Safety and Licensing Board Panel. 84/12/21. 175pp. 

28091:008. 24X Fiche: 50-352, 84/12/21, 8412270084. 


— 8412210276 Forwards NRC monthly licensing rept for Feb 1984. Potential 
delay for Shoreham is 9 months & for Limerick, 5 months. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
84/03/08. DIRCKS, W. J. Office of the Executive Director for 
Operations. 32pp. 28048:001. 24X Fiche: 50-000, 34/06/20, 

B412210272. 


8412040037 Forwards Amend 74 to License NPF-27 CPPR-107 (filed in PDR 
Categories A 2* P),Rev 33 to FSAR (filed in PDR Category K) & 

Rev 12 to emergency plan (filed in PDR Category F). 

BRADLEY, E J. Philadelphia Electric Co. 84/11/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, 3pp. 27751:330. 

24X Fiche; 50-352. 84/11/30, 8412040037. 


— 8412040051 Application for Amend 74 to License NPF-27 & CPPR-107. 
authorizing incorporation of Rev 38 to FSAR Zt Rev 12 to 
emergency p Ians. Cert i f i c at e of Svc end. 

* Philadelphia Electric Co. 84/11/30. 4pp. 27751:333. 24X 

Fiche: 50-352, 84/11/30. 8412040037. 


8412270004 Forwards Vols 1,11 & III of “Independent Design Review of 
Limerick Generating Station Unit 1 Spray Sys, " final rept. 

Related correspondence. 

CARPENTER, F. D. Torrey Pines Technology. #484 809. 84/12/12. 

BOYER, V.S. Philadelphia Electric Co. 1681pp. 28081:316. 24X 

Fiche: 50-352. 84/12/12, 8412270004, 


8412240065 Notification of 841220 meeting w/util in Linfield.PA to 
discuss responses to License Condition 18 re UHS. 

MARTIN. R.E. Licensing Branch 2. 84/12/13. SCHWENCER, A. Licensing 

Branch 2. 5pp. 28060:329. 24X Fiche: 50-352, 84/12/13, 8412240065. 


8412210208 Advises that info re improvements suggested by Generic Ltr 
84-23, "Reactor Vessel Water Level Instrumentation in BWRs, " 
provided in 830823 response to request for addl info re 
TMI Item II. F. 2. 

KEMPER. J. S. Philadelphia Electric Co. 84/12/17. EISENHUT, D. G. 
Division of Licensing. 2pp. 28035:088. 24X Fiche: 50— 352, 84/12/17, 

8412210208. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8412110002 Forwards 840829 ASLD Partial Initial Decision LBP-84-31 & 
840926 ASLAB Decision ALAB-785. Dec i s i ons should be used in 
review of FES. 

SCHWENCER, A. Licensing Branch 2. 84/12/03. HIRSCH, A. 

Environmental Protection Agency. 7pp. 27395:001. 24X 

Fiche: 50-352, 84/12/03, 8412110002. 


F. Security, medical, emergency & fire protection plans 


V. Operator Examinations 


B412140102 Forwards followup info to 840821 ltr re updates on status of 
shift advisors 8< shift senior licensed operators 
participating in 6— wk prog ram. Wr i tten & oral exams & results 
will be forwarded when available. 

BOYER, V. S. Philadelphia Electric Co. 84/12/10. EISENHUT, D. G. 
Division of Licensing. 20pp. 27920:229. 24X Fiche: 50-352. 84/12/10. 

8412140102. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 
A, Application/construction stage documents & correspondence 


8412140044 Forwards correspondence & documents among app 1 icant, NRC, 
ConmcJnwealth of PA other responsible govt agencies re 
emergency planning, per 820601 or d er. Related correspondence. 
CULLEN, E. J. Philadelphia Electric Co. #484 030. 84/11/06. 

ZITZER.P. Limerick Ecology Action. 212pp. 27955:156. 24X 

Fiche: 50-352, 84/11/06, 8412140044. 


8412190438 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing EP-102 re unusual event 
response EP-294 re dose assessment team phone list. 

W/JM Felton 841213 ltr. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/14. HURLEY, T. E. 
Region 1. Office of Director. SCHWENCER, A. Licensing Branch 2. 
6pp. 28028:313. 24X Fiche: 50-352, 84/1 1/14. 8412190438. 


8412120186 FOIA request for NUREG/CR-3301 , "Catalog of PRA Dominant 
Accident Sequence Info." 

SHOLLY, S. C. Union of Concerned Scientists. 

FELTON, J. M. Division of Rules and Records. 

Fiche: 50-352, 84/04/30, 8412120186. 


FIN A-6301. 84/04/30. 

Ip. 27948:094. 24X 


— 8412190448 Public version of revised emergency plan implementing 
procedures, including EP-102 re unusual event response 8< 

EP-294 re dose assessment team phone list. 

* Philadelphia Electric Co. 84/10/10. 16pp. 28028:319. 24X 

Fiche: 50-352, 84/11/14, 8412190438. 


8412120193 Partial response to FOIA request for NUREO/CR-330 1 , "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHOLLY, S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche; 50-000, 84/06/05, 8412120193. 


8412190385 Forwards public version of revised emergency plan 
implementing procedures, inc lud ing EP-103 re alert response, 
EP _104 pB site emergency response h. EP-110 re personnel 
assembly 8^ accountabi lity . W/041213 release memo. 

DALTROFF. S. L. Philadelphia Electric Co. 84/11/16. HURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
6pp 28029:001. 24X Fic he : 50-352, 84/1 1/16, 8412190385. 


8412210272 Responds to FOIA request for documents re 840320 memo on 
licensing delays & legal authority for hearings by ASLB, 

ASLAB St Commiss ion. Forwards App A documents. App A & App B 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/20. BELL, N. 
Nuclear Information 8t Resource Service. 3pp. 28047:331. 24X 

Fiche: 50-000, 84/06/20, 8412210272. 


— 8412190393 Public version of revised emergency plan implementing 
procedures, including EP-103 re alert response, EP-104 re 
site emergency response & EP— 110 re personnel assembly 8t 
accountability. _ 

* Philadelphia Electric Co. 84/10/18. 100pp. 28029:007. 24X 

Fiche: 50-352, 84/11/16, 8412190385. 
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0412210341 Foruiat-ds public version of revised emergencii plan 
inplemantlng procebures, including EP-277. "Personnel Safetu 

Team Phone Listr" EP-27Si "Security Team Phone List" & 
emergency plan procedure i nd ex . W/84121 7 r e 1 ease memo. 

DALTROPF, S. L. Philadelphia Electric Co. 84/11716. HURLEY, T E 
Region 1, Office of Director. SCHWENCER, A Licencing Branch’ 2* 
7 pp. 23048:283. 24X Fi c h a : 50-352, 84/ 1 1 / i 5 . £41 1 22 ; 024 i 

—8412210343 Public version of emergency plan implementing procedure 
index, Rev 3 to EP-277, "Personnel Safety Team Phone List" 

Rev 1 to EP-278, "Security Team Phone List. “ 

* Philadelphia Electric Co. 84/10/19. 13pp. 28048-289 24X 

Fiche: 50-352, 84/11/16. 8412210341. 


8412040282 Expresses concerns on adequacy of evacuation plans in 
of nuclear accident at f a c i 1 i ty . Se r ved on 841205. 

UISSER, B. Affiliation Not Assigned, #484 443. 84/13/19. hqyT. 

Atomic Safety and Licensing Board Panel. 3pp 27756 - ppa 
F iche: 50-352, 84/11/19, 8412040282. «:''756. 326. 2« 

amplifying points in author 84111;=.., 
testimony before ASLB re adequacy of current emergency plans ' 
to deal ui/radiolog ic i nc i d ent. Served on 841205. 

MORRIS, S. W. Pennsylvania, Commonuieal th of, . #484 47 a 

HOyT, J.K, COLE.R.F., harbour, J. Atomic Safetrand Zuensl^^ 
Panel. 5pp. 27820:291. 24X Fi c h e : 50-352, 84/ 1 1 /I 9, 841 2070355, 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831-259 24X 

Fiche: 50-000, 84/11/28, 8412060679. 


8412070357 Submits statement against granting OL for fac i 1 i tu, bass' 
on observation of 840725 test drill for North Coventry 
Townsh i p, Ch ester County, PA. Served on 841206. 

PAlSdinh^w^' Assigned. #484 496. 84/11/20 

KALL-AUllMO, N. Commissioners. 2pp. 27B19- 236 24X 

Fiche: 50-352, 84/1 1 / 20 , 8412070357. 


. 0412210307 Forwards public version of Rev 4 to Emergencn Plan 

"P»’-sonnel Safatg Taae Phone 

List. W/84i2l7 release nefno. 

DALTROFF, S. L. Philadelphia Electric Co. 84/11/28. MURLEY, T E 
Region 1, Office of Director. SCHWENCER, A, Licensing Branch’ 2 ’ 
6pp, 28041.-290, 24X Fi c h e : SO-352, 84/1 1/28, 841221 0307. 

^ Emergency Plan Implementing 
Procedure EPP-277, Personnel Safety Team Phone List " 

* Philadelphia Electric Co. 84/10/30. 9pp. 28041-295 24 X 

Fiche: 50-352, 84/11/28, 8412210307. ^ 

8412310360 Forwards public version of Rev 17 to emergency plan 
procedure index & Rev 4 to Emergency Plan Implementing^ 

"Personnel Safety Team Phone List." 

Electric Co. 84/11/28. MURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2 
5pp. 28148:311. 24X Fi c he ; 50-352, 84/ 1 1/28, 8412310360 


u * ! appearance in pr oc eeding . Cert i f i ca te of Svcr: 

Chester County, PA. #484 355. 84/11/26 3 pp 

27706:074. 24X Fiche: 50-352, 84 / 1 1 / 26 , B412010002. 

8412010081 Forwards intervener appeal from ASLB 841108 decision rg 
util application for OL & Certificate of Svc. W/o ends 
Related correspondence. 

Sugarman, Denworth 84 Hellegers. #484 354. B 4 / 11 / 1 . 

oiv Secretary of the Commission. ip. 27704 *: 

24X Fiche: 50-352, 84/11/26, 8412010081. 

8412010093 Forwards intervenor-appel lant petition for leave to file 
T'epi.y 'to imRC responsB to petition for revieu^ re util 
application for OL on appeal from ALAB- 7 S 5 . W/o ends. 

Related correspondence. 

Sugarman, Denworth 8 < He 1 lege rs. #484 353- 84/IL:- 

oiv Secretary of the Commission. Ip. 2770? I 

24X Fic he: 50-352, 84/ 11 /26. 8412010093. 


‘R e",rsenbu pUn procedure inde, 
& Rev 4 to Emergency Plan Implementing Procedure EP-277, 

» List." W/841219 release memo. 

* Philadelphia Electric Co. 84/10/30. lOop 28148 315 day 
Fiche: 50-352, 84/11/28. 8412310360. 28148.315. 24X 

8412070198 Forwards correspondence & documents re emergency plannino 
among app li cant, NRC & Commonwealth of PA. Related ^ 

c orresp ondence. 

2 lT 7 ra'p '^‘i Electric Co. #484 425. 84/11/29. 

ZITZER, P. Limerick Ecology Action. 421pp, 27939- 192 24X 

Fiche: 50-352, 84/11/29, 8412070198. ^ 

BRADLEY, E. J. Philadelphia Electric Co. 84/11/30 DENTON, H R ^ 
OFfree df Nucipar R.actor R.gulatiop, Oiracto;. 3pp ™5I-330 
24X Fiche: 50-352,84/11/30, 8412040037. 31. 330. 

—8412040058 Rev 12 page changes to emergency plan. 

* Philadelphia Electric Co. 84/11/30, 5pp 27752-207 pay 
Fiche: 59-352,84/11/30,8412040037. 2/752.207. 24X 

8412110021 Forwards B Wolf 841001 Itr to RC DeYoung re aooarent lack nf 
Camphill Special Schools. Coordinated 
planning authorities reguested 
SCHWENCp.A, Licensing Branch 2, 84/12/04. BAUER, E G 

Philadelphia Electric Co. 4pp. 27896- 114 24X 

Fiche:50-352, 84/12/04, 8412110021. 

8412110030 Forwards JD Bogle 840713 Itr to State of PA emeroenru not 
El'rjii::!:::?;”' —rpeneg response ^a^r?" “ 

PhilfdelnMi, Branch 2. 84/12/04. BAUER, E. G. 

Philadelphia Electric Co. 7pp, 27894:347. 24X 

Fiche: 50-352, 84/12/04, 9412110030 . 

Fiche: 50-352, 84/12/10,8412270340. «:oii/. 0 Ol. 24X 

O. Adjudicatory correspondence 

Expresses concerns re evacuation plan. Plan inadequate 
HOLSKIN^u^i down. Served on 841205. 

84/09/23 ' BREN^R^^At^' ^ Assigned, #484 471. 
27789 - 3 ^ Licensing Board Panel ip 

Z7789.362. 24X Fich e : 50-352, 84/09/23, 8412060029. 


order, striking content!:- 

submitted by intervener per ALAB-7S5 & dismissing intervenor 
from proceeding. 

u t SUGARMAN, R. J. Sugarwn, 

u 352. 84/11/26, Ip. 27710 321. SJJ 

Fiche; 50-352, 84/21/26, 8412010155. 

—8412010158 Petition for leave to file reply to NRC answer to inter, 
petition for appeal re supplemental CWS. Certificate of Svc 
enc 1. 

SUGARMAN, R. J. Del-Awar e Un 1 imi ted , Inc. SUGARMAN, R. J, Sugarci- 
84/11/28. Commissioners. 4pp. 
27710:322. 24X Fi ch e: 50-352, 84/1 1 726, 84120101 55 . 

Forwards testimony of Montgomery County Commissioner 
RC Banning re Limerick Ecology Action deferred contentions. 
Notice of plans to request subpoenas for addl testimony 
provided. Related correspondence. 

^ifneT'ick Ecology Action. #484 350. 84/11/26. HDYTH.f 

Atomic Safety and Licensing Board Panel. I; 
27715.052. 24X Fi ch e : 50-352, 84/11 /26, 841 201 01 81 . 

Requests addl meeting be held at Borough of Pottstown-PA.n 
NRC licensing of facility, for individuals unable to attend 
rural location. Served on 841204. 

MOODYaE. G. Pottstown, PA. #484 458, 84/11/26. HOYT, H. F. Atom: 

Safety and Licensing Board Panel. Ip. 27768:001. 24X 

Fiche: 50-352, 84/11/26, 8412050251. 

8412010006 Response opposing City of Philadelphia 841114 motion to 
, portions of testimony re Contentions City-XB 

it City-19. Related correspondence. 

Pf»ila«lelphia Electric Co. WETTERHAHN, M. U. Conner 
Wetterhahn #484 349. 84/11/27. Atomic Safety and Licensing 

Board Panel. 7pp. 27706:097. 24X Fiche: 50-352, 84/1 1/27, S412010G:; 

—8412010011 Transmittal of corrected Page 16 of testimony re Content: 
City-18 & City-19. Certi ficate o-f Svc end. Related 
correspondence. 

WETTERHAHN, M. J. Ph i 1 ad e 1 p h i a El ec t r i c Co. WETTERHAHN, M. J. Conr! 
& Wetterhahn. 84/11/27. Ip. 27706-104 24X 

Fiche; 50-352, 84/11/27, 8412010006. 

Notice establishing addl limited appearance session on 
841213 in Stowe, PA. Served on 841129. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. #484 372. 
84/11/27. 3pp. 27706:185. 24X Fi ch e : 50-352, 84/1 1 / 27 , 8412010009, 

8412030612 Forwards revised City Statement 3 it errata sheet detailing 
revs. Testimony previously distributed to active parties on 
841121. Certificate of Svc end. Related correspondence. 

BUSH, M. W. Phi ladelphia, PA. #484 395. 84/11/29. HOYT, H. F. NRC ■ 

No Detailed Affiliation Given. 2pp. 27732:091. 24X 

Fiche: 50-352, 84/11/29, 8412030612. 
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8412030620 Errata sheet for Cit^ Statement 3. Svc list enc 1 . Related 

corresp ondenc e. 

BUSH* M. W. Philadelphia* PA. 84/11/29. 4pp. 27732:093. 24X 

Fiche: 50-352. 34/11/29. 8412030612. 


8412110002 Forwards 840829 ASLB Partial Initial Decision LBP-84-31 
840926 ASLAB Decision ALAB-785. Dec i s i ons should be used in 
review of FES. 

SCHWENCER.A. Licensing Branch 2. 84/12/03. HIRSCH. A. 

Envir onmenta 1 Protection Agency. 7pp. 27895:001, 24X 

Ficha: 50-352. 84/12/03. 8412110002. 


S412110541 Discusses concerns re evacuation plan in case of event, 
including time for volunteers to arrive to orchestrate 
evacuation & traffic control points. Served on 841211. 

WILSON. C. Affiliation Not Assigned. #484 557. 84/12/03. HOTT. H. 

Atomic Safety and Licensing Board Panel. 3pp. 27872:303. 24X 

Fiche: 50-352. 84/12/03. 8412110541. 


8412110572 Requests issuance of OL since util has provided reasonable 
assurance that workable evacuation plan in place. Served on 
841211. 

JONES. E. F. Affiliation Not Assigned. #484 554. 84/12/03. HOYT. H. 

Atomic Safety and Licensing Board Panel. Ip. 27872:306. 24X 

Ficha: 50-352. 84/12/03. 8412110572. 


8412040306 Order extending time until 841221 for Commission to act to 
review ALAB-7a9. Served on 841204. 

CHILK. S. J. Office of the Secretary of the Commission. #484 447. 
84/12/04. Commissioners. Ip. 27756:212. 24X 

Fiche-: 50-352. 84/12/04, 8412040306. 


8412070336 Comments on plant evacuation plans. NRC should carefully 
consider current plans & accept responsibility if accident 
occurs. 

SCULLION. F. M. Affiliation Not Assigned. #484 477. 84/12/05. NRC 

- No Detailed Affiliation Given. 17pp. 27824:142. 24X 

Fiche-: 50-352, 84/12/05. 8412070336, 


8412070337 Notifies parties that Commissioner Zech will tour plant on 
851212. Parties wishing to attend must notify B Gallo by 
841211. Served on 841206. 

CLAUSEN. M.J. Commissioners. #484 476. 84/12/05. Office of the 

Executive Legal Director. Ip. 27824:159, 24X Fiche; 50-352. 

84/12/05. 8412070337. 


8412100502 Transmission of Ref 9. "Fission Product Behavior During 
First Two PDF Severe Fuel Damage Tests. " to 841101 testimony 
re City 18 19. Certificate of Svc end. Related 

corresp ondence. 

WETTERHAHN. li. J. Philadelphia Electric Co. WETTERHAHN. M. J. Conner it 
Wetterhahn. #484 S24. 84/12/07. Atomic Safety and Licensing 

Board Panel. 20pp. 27849:042. 24X Fiche: 50-352. 84/12/07, 

8412100502. 


8412110471 Response to Del-Aware Unlimited. Inc 841216 petition to file 
reply to NRC answer on review of ALAB“785. Certificate of 
Svc end. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN. M. J. Conner & 
Wetterhahn. #484 546. 84/12/10. 6pp. 27872:354. 24X 

Fiche: 50-352. 84/12/10. 8412110471. 


8412140125 Motion for stay of LBP-84-31 re suspension of low power 
License NPF-27 &/or prohibition of low power testing. 

Certificate of Svc end. 

ELLIOTT, C. W. Limerick Ecology Action. #484 589. 84/12/10. 

Commissioners. 10pp. 27920:185. 24X Fiche: 50-352. 84/12/10. 

8412140125. 


8412130136 Notice of schedule for further evidentiary hearings. Hearings 
during wk of 841217 to be held in US Customs House. 

Ph i lad e 1 ph ia. PA. Served on 841212. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. #484 571. 
84/12/11. Office of the Executive Legal Director. 2pp. 

27904:314. 24X Fiche: 50-352. 84/12/1 1, 8412130136. 


8412140210 Forwards 841126 notice of appearance re offsite emergency 
planning hearing. in response to request. 

HIRSCH. M. B. Federal Emergency Management Agency. #484 608. 
84/12/11. CLEMENTS. W. Docketing «< Services Branch. 2pp, 
27920:353. 24X Fiche: 50-352. 84/12/1 1. 8412140210. 


8412140047 Order extending time for Commission to review ALAB-785 
until 850113. Served on 841212. 

CHILK. S. J. Office of the Secretary of the Commission. #484 599. 
84/12/12. Commissioners. Ip. 27920:271. 24X 

Fiche: 50-352. 84/12/12. 8412140047. 


8412170141 Motion for enlargement of page limit for responsive brief to 
Limerick Ecology Action, Air & Water Pollution Control it 
Friends of the Earth appeals.per ASLAB 841029 order. 

Certificate of Svc end. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN. M. J. . 

WETTERHAHN, M, J. Conner & Wetterhahn. #484 633. 84/12/12. Atomic 

Safety and Licensing Board Panel. 5pp. 27936: 148. 24X 

Fiche: 50-352, 84/12/12, 8412170141. 


8412170343 Answer opposing Friends of the Earth 841204 motion to 
include Valley Forge Park in plume exposure emergency 
planning zone. Motion legal nullity S.. lacking in basis under 
Commission regulations. Certificate of Svc end. 

WETTERHAHN. M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. #484 632. 84/12/12. Atomic Safety and Licensing 

Board Panel. 6pp. 27933:184. 24X Fiche: 50-352. 84/12/12, 8412170343. 


8412170263 Confirms 841212 telcon re ASLB request that parties discuss 
stipulated testimony 8f that Limerick Ecology Action specify 
sequence of witnesses for remainder of hearing on offsite 
emergency planning contentions. Related correspondence, 

RADER. R.M. Conner & Wetterhahn. RADER, R. M. Philadelphia Electric 
Co. #484 630. 84/12/13. ZITZER.P. Limerick Ecology Action. 2pp. 

27936:332. 24X Fiche: 50-352. 84/12/13. 8412170263. 


8412180597 Forwards Pennsylvania Bureau of Correction radiological 
emergency response plan.App E. Annex 1 for response by 
State Correctional Inst. GR Jeffes it PJ Hippert affidavits 
end. Related correspondence. 

FERKIN, Z. G. Pennsylvania. Commonwealth of,. #484 667. 84/12/13. 

LOVE/A. R. Montgomery County. PA. Ip. 27962:221. 24X 

Fiche: 50-352, 84/12/13, B412180597. 


— 8412180599 Requests that Attachments B. C. E-K, refs re relocation sites, 
number of inmates St da ss i f i ca t i on level be withheld 
from public disclosure (ref 10CFR2. 790). Related 
correspondence. 

FERKIN, Z, G. Penney Ivania. Commonwealth of,. #484 738. 84/12/13. 

9pp. 27962:222. 24X Fiche: 50-352, 84/12/13. 8412180597. 


8412170328 Memorandum St order denying Friends of the Earth 841210 
appeal re directed certification criteria in connection 
w/ASLB ruling concerning offsite emergency p lanning. Served 
on 841214. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. #484 649. 
84/12/14. Friends of the Earth. 4pp. 27933: 190. 24X 

Fiche: 50-352. 84/12/14. 8412170328. 


8412170378 Order granting, in part, ap p 1 i cant motion for 45-page 
enlargement of limit on brief in response to briefs of 
Limerick Ecology Action. Air it Water Pollution Patrol it 
Friends of the Earth. Served on 841214, 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. #484 643. 
84/12/14. Philadelphia Electric Co. Ip. 27933:278. 24X 

Fiche: 50-352. 84/12/14. 8412170378. 


8412190197 Response opposing Friends of the Earth 841208 document 
supplementing 841205 motion requiring Pennsylvania Emergency 
Mgt Agency to include Valley Forge Park in emergency 
planning zone. Certificate of Svc end. 

MCOURREN, H. J. Hearing Branch 1. #484 688. 84/12/17. Atomic 

Safety and Licensing Board Panel. 4pp. 28009: 195. 24X 

Fiche: 50-352. 84/12/17. 8412190197. 


8412240143 Order denying Friends of the Earth in Delaware Valley 
841110 petition for stay of low power OL. Served on 
041221. 

CHILK. S, J. Office of the Secretary of the Commission. #484 741. 
84/12/20. Friends of the Earth. 2pp. 28042:017. 24X 

Fiche: 50-352. 84/12/20, 8412240143. 


8412270068 Forwards motion for order requiring full disclosure by PA 
Emergency Mgt Agency of evacuation plan for State 
Correctional Inst at Graterf ord. W/o end. 

LOVE. A. R. Montgomery County Legal Aid Service. #484 802. 04/12/20. 

Docketing it Services Branch. Ip. 28091:001. 24X 

Fiche: 50-352. 84/12/20, 8412270068. 


8412270299 Certifies svc of Commonwealth of PA response to Friends of 
the Earth 841208 motion on 841221. 

FERKIN. Z.G. Pennsylvania. Commonwealth of,. #484 796. 04/12/21. 

2pp. 28088:231. 24X Fiche: 50-352, 84/12/21 . 8412270299. 


8412270010 Motion for order requiring full disclosure by PA Emergency 
Mgt Agency of evacuation plan for state correctional 
institute at Oraterford. 

LOVE, A. R. Montgomery County. PA. #484 804. 84/12/24. Atomic 

Safety and Licensing Board Panel. 3pp. 28088:289. 24X 

Fiche: 50-352. 84/12/24. 8412270010. 
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— S412270011 Memorandum in support of motion f=or order requiring full 
disclosure by PA Emergency Mgt Agency of evacuation plan for 
state correctional institute at Graterford, Supporting 
documentation end. 

LOVE. A. R. Montgomery County, PA, S4/12/24. 41pp. 28088:292. 

24X Fiche : 50-352, 84/12/24, 8412270010. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sus Pmhi 
Svc list end. ^ 

JORDAN, E, L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 84/12/03. Conso 1 idated Edison Co nc 

York, Inc. 122pp. 27966:093. 24X F i c he : 50-000, 84/12/03 84120"'’ 


S41227O015 Response opposing Limerick Ecology Action 841210 motion for 
stay of LBP-84-31, suspend ing low power License NPF-27 S</or 
prohibition of low power testing. Certificate of Svc end. 
yEFTERHAHN, M. J. Philadelphia Electric Co. WETTER HAHN, M. J. Conner «, 

Wetterhahn. #484 806. 84/12/24. Commissioners. 12pp. 

28088; 333. 24X Fiche: 50-352, 84/12/24, 8412270015. 


8412310156 Response opposing Limerick Ecology Action motion for stay of 
LBP-84-31 re suspension of low power OL 8</or prohibition of 
low power testing. Certificate of Svc end. 

LEWIS, S.H., VD0LER,B. H. Hearing Branch 2. #484 833. 84/12/26. 

Limerick Ecology Action. 12pp. 28121:097. 24X 

Fichu; 50-352, 84/12/26, 8412310156. 


8412310354 Brief supporting 841126 appeal of ASLAB 841108 memorandum it 
order rejecting intervener Contentions V-14 & V-16 re effect 
of Point Pleasant diversion on Delaware River ®< effect of 
pumping station on historic district, W/Certificate of Svc. 

SUGARMAN, R. J. Del-Aware Unlimited, Inc. SUGARMAN, R. J. Sugarman, 
Denworth & Hellegers. #484 849. 84/12/26. Atomic Safety and 

Licensing Appeal Panel. lOpp. 28122:263. 24X Fi che: 50-352, 

84/12/26, 8412310354. 


H. General correspondence 


8412010192 Comments in opposition to nuclear power plants being 
constructed near large metropolitan areas due to lack of 
adequate evacuation plans. 

MASIEJCZYH, C. Affiliation Not Assigned, 84/11/24. NRC - No 
Detailed Affiliation Given. 2pp. 27711:353. 24X 

Fiche^: 50-352. 84/11/24, 8412010192. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens itized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co a# t 

York. Inc, 118 pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 84120='-' 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qua 1 if ication of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 84/12/07. Consolidated Edison Co aft 

York, Inc. 114pp. 27966:215. 24X F i c he : 50-000, 84/1 2/07, 841205 c-; 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post S30103). 84/12/10. Consolidated Edison Co of u 

York. Inc. 116 pp. 28032:130. 24X Fiche; 50-000, 84/12/10, 841206?' 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels onCumminif 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co oft, 

119pp. 28123:131. 24X F i c he : 50-000, 84/12/17, 8412125:/ 


York, Inc. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water froo 
Refueling Water Cavity. '• Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co oft. 

York. Inc. 120pp. 28124:001. 24X Fiche : 50-000, 84/12/17, 84i2l2C‘V 


T. Hearing transcripts on non-anti trust matters 


8412180568 Expresses concern re facility location due to population, 
narrow roads.too few buses, no police & little ambulance 
personnel in event of nuclear di saster. Encourages Commission 
to make right decision. 

MANNIX. S. 0. Villanova Univ. , Villanova, PA. 84/12/12. NRC - No 
Detailed Affiliation Given. 2pp. 28001:212. 24X 

Fiche: 50-352, 84/12/12. 8412180568. 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8412040037 Forwards Rev 38 to FSAR (filed in PDR Category K. ) 
BRADLEY, E.J. Philadelphia Electric Co. 84/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 27751:330. 
24X Fiche: 50-352,84/11/30, 8412040037. 


“8412040054 Rev 38 to FSAR. 

# Philadelphia Electric Co. 84/11/30. 22Spp. 27751:338. 24X 

Fiche: 50-352,84/11/30, 8412040037. 


Q. Inspection reports, IE Bulletins it correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/ 19. 841 1 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York, Inc. 126pp. 27807: 179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE/ J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

Sapp. 27967:086. 24X Fiche : 50-000, 84/11/30, 8411280366. 


8412170196 Corrected Pages 12, 316B 8< C to transcript of 841115 heafi- 
* Atomic Safety and Licensing Board Panel, #484 697 84/11/23 ' 

3pp. 27936:360. 24X Fic he: 50-352, 84/11/23, 8412170196 


8412010181 Forwards testimony of Montgomery County Commissioner 
RC Banning re Limerick Ecology Action deferred contentions. 
Notice of plans to request subpoenas for add! testimony 
provided. Related correspondence. 

ZITZER.P. Limerick Ecology Action. #484 350. 84/11/26. HOYT.HF 
Atomic Safety and Licensing Board Panel. Ip. 27715052 24X 

Fiche: 50-352, 84/11/26, 8412010181. 


— 8412010184 Testimony of RC Banning , c ounty commi ssioner, re lack o? 
workable evacuation p Ians. Cert i f icate of Svc end. Related 
correspondence. 

BANNING, R.C. Montgomery County, PA. 84/11/26. Atomic Safety 
and Licensing Board Panel. 25pp. 27715:053. 24X 

Fiche: 50-352, 84/11/26, 8412010181. 


8412030611 Forwards testimony of RJ Hippert for Commonwealth of PA r 
Limerick Ecology Action deferred & respecified offsite 
emergency planning Contentions LEA-1 it LEA-3. Certi f icate of 
Svc end. Related correspondence. 

FERKIN, Z. G. Pennsylvania, Commonwealth of,. #484 401. 84/11/26 

HOYT, H. F. , COLE, R. F. , HARBOUR, J. Atomic Safety and Licensing IJoftTi 
Panel. Ip. 27732:130. 24X Fiche: 50-352, 84/1 1/26, 8412030611, 


— 8412030617 Testimony of RJ Hippert re Limerick Ecology Action defm 
it respecified offsite emergency planning Contentions LEA-1 8i 
L.EA-3. Related correspondence. 

HIPPERT.R.J. Pennsylvania, Commonwealth of,. 84/11/26, Atosu 
Safety and Licensing Board Panel. 8pp. 27732:131. 24X 

Fiche : 50-352, 84/11/26, 8412030611. 


3412010006 Response opposing City of Philadelphia 841114 motion to 
strike certain portions of testimony re Contentions City-IB 
it City-19. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. #48 4 349, 84/11/27. 

Atomic Safety and Licensing Board Panel. 7pp. 27706- 097. 24X 

Fiche: 50-352, 84/11/27, 8412010006. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment, " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 330103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


— 8412010014 Corrected Page 16 of VS Boyer, MI Goldman, GD Kaiser, ER 
Schmidt it R Waller testimony re City of Philadelphia 
Contentions City— IS it City 19. Related correspondence. 

* Philadelphia Electric Co. 84/11/27. 4pp. ~ -27706: 105. 24X 

Fiche: 50-352, 84/11/27, 8412010006. 


8412010069 Transcript of 841127 hearing in Philadelphia, PA. Pp 
13,302-13,520. 

* Atomic Safety and Licensing Board Panel. 84/11/27. 219pp. 

27705:001. 24X Fiche: 50-352, 84/1 1/27, 8412010069. 
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8412070350 Forwards corrected Page 16 to 841101 testimony of VS Boyeri 
MI GoidmarijOD KaiseriER Schmidt & R Waller re City of 
Philadelphia Contentions IS & 19. Related correspondence. 

WETTERHAHNi M, J Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. #404 493. 84/11/27. Ip. 27819:282. 24X 

Fiche^: 50-3S2, 84/11/27' 8412070350. 


— B412070354 Corrected Page 16 to transcript of 841101 testimony of 
VS Boyeri MI GoldmaniGD KaiseriER Schmidt S< R Waller re City 
of Philadelphia Contentions 18 8< 19. Related correspondence. 
BOYERiV. S. I OOLDMANi M. I . I KAISER. G. D. Philadelphia Electric Co. 
84/11/27. Ip. 27819:283. 24X Fi ch e : 50-352. 84/1 1/27. 84 12070350. 


8412050480 Transcript of 841128 hearing in Ph i lad el ph ia. PA. P p 
13i 521 - 13.782. 

# Atomic Safety and Licensing Board Panel. 84/11/28. 262pp. 

27765:069 24X Fic he : 50-352. 84/1 1 /28. 8412050480. 


8412050339 Transcript of 841129 hearing on Ph i ladel ph ia. PA. 

Pp 13.783-14.006. 

■«" Atomic Safety and Licensing Board Panel. 84/11/29. 236pp. 

27767:050. 24X Fiche: 50-352. 84/11/29, 8412050339. 


8412030589 Testimony of FEMA re admitted portions of deferred 
contentions of Limerick Ecology Ac t i on. Cert i f i cate of Svc 
enc 1. 

Limerick Ecology Action. #484 397. 84/11/30. 13pp. 27732: ISO. 

24X Fiche: 50-352. 84/11/30. 8412030589. 


8412050445 Transcript of 841130 hearing in Ph i lade Iph ia. PA. Kp 
14, 112. 

Atomic Safety and Licensing Board Panel. 84/11/30. 106pp. 

27773:001. 24X Fiche; 50-352. 84/11/30, 8412050445. 


8412240006 Transcript of 841219 hearing in Ph iladelphia, PA. 

Pp 15,731-16.075. 

* Atomic Safety and Licensing Board Panel. 84/12/19. 390pp. 

28044:115. 24X Fiche: 50-352. 84/12/19. 8412240006. 


8412260290 Transcript of 841220 hearing in Ph i ladelph ia. PA. 

Pp 16, 076-16. 358. Supporti ng documentation end, 

* Atomic Safety and Licensing Board Panel. 84/12/20. 285pp. 

23056: 077. 24X Fiche: 50-352, 84/12/20, 8412260290. 


8412270084 Transcript of 841221 hearing in Ph i lade Iph ia. PA. Pp 16.359- 
16. 527. 

* Atomic Safety and Licensing Board Panel. 84/12/21. i75pp. 
28091:008. 24X Fiche: 50-352. 84/12/21, 8412270084. 


DOCKET 50-354 HOPE CREFK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8412030464 Forwards request for addl info re equipment qualification 
for review of OL app 1 icat ion. inc 1 ud ing info on TMI Items 
lI.E. 4. 2 & II.D. 1 re purge & vent valve operability & 
testing of BWR safety /re 1 ief valves, respective ly. 

SCHWENCER.A. Licensing Branch 2. 84/11/21. MITTL.R.L. Public 

Service Electric & Gas Co. of New Jersey. 11pp. 27742:338. 24X 

Fiche: 50-354. 84/1 1/21. 8412030464. 


8412110018 Notification of date & location change for 841218 meeting 
w/util in Bethesda.KD to discuss riverborne missiles. 

Meeting originally scheduled for 841205. 

WAGNER. D.H. Licensing Branch 2. 84/11/21. SCHWENCER.A. Licensing 

Branch 2. 6pp. 27896:123. 24X Fiche: 50-354. 84/1 1/21. 8412110018. 


8412070214 Transcript of 841203 hearing in Ph i lade Iph ia, PA. P p 14,113- 
14. 243, 

Atomic Safety and Licensing Board Panel. 84/12/03. 134pp. 

27014:246. 24X Fiche; 50-352. 84/12/03, 8412070214. 


8412100590 Forwards testimony of TR Campbell & RL Reber on Limerick 
Ecology Action deferred respecified offsite emergency 
planning contentions. Related correspondence, 

FERKIN, 2. Q. Pennsy Ivania. Commonwealth of, . #484 502. 84/12/03. 

HOYT, H. F. . COLE.R.F. . HARBOUR, J. Atomic Safety and Licensing Board 
Panel. Ip. 27848:281. 24X Fiche; 50-352, 84/12/03, 8412100590. 


— 8412100591 Testimony of TR Campbell on Limerick Ecology Action deferred 
& respecified offsite emergency planning contentions. Related 
correspondence. 

CAMPBELL, T. R, Chester County. PA. 84/12/03. 4pp. 27848:282. 

24X Fiche: 50-352. 84/12/03, 8412100590. 


— 8412100593 Testimony of RL Reber on Limerick Ecology Action deferred 
& respecified offsite emergency planning contentions. 

Certificate of Svc end. Related correspondence. 

REBER. R.L. Berks County. PA. 84/12/03. 5pp. 27848:286. 24X 

Fiche: 50-352, 84/12/03, 8412100590. 


8412070320 Transcript of 841204 hearing in Ph i lade Ip h ia, PA. 

Pp 14,244-14,496. 

•» Atomic Safety and Licensing Board Panel. 84/12/04. 260pp. 

27817:304, 24X Fiche: 50-352. 84/12/04, 8412070320. 


8412310342 Notification of rescheduled 841214 meeting to 850104 
w/Mark 1 Owners Group. NUTECH. Structural Mechanics Assoc & 

Franklin Research Ctr to discuss use of CMDDF code. 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/26. VASSALLQ. D. B. 

Operating Reactors Branch 2. Ip. 28133:359. 24X 

Fiche; 50-000, 84/11/26,8412310342. 


8412050184 Notification of 841214 meeting w/Mark I Owners Or oup, NUTECH, 
Structural Mechanics Assoc & Franklin Research in Bethesda. 

MD to discuss use of CMDOF code to determine coupling 
between torus & torus attached piping. 

SIEGEL. B. L. Operating Reactors Branch 2. 84/11/27. VASSALLD. D. B. 

Operating Reactors Branch 2. Ip. 27812:036. 24X 

Fiche: 50-000. 84/11/27. 8412050184. 


8412130203 Requests notification within 60 days of util plans for 
assuring that plant designed per FSAR commitment. Appl leant 
may undertake IDVP or NRC could conduct integrated design 

EISENHUT. D. G. Division of Licensing. 84/12/05. MITTL.R.L. Public 
Service Electric St Gas Co. of New Jersey. 2pp. 27916:297. 24X 

Fiche; 50-354, 84/12/05. 8412130203. 


8412120233 Advises that “Technical Repts & Qualif ication Data for 
Medium Voltage Modular Electrical Penetrations...," no 
longer proprietary and may be placed in PDR. per 841114 
request for addl info. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 
84/12/06. SCHWENCER.A. Licensing Branch 2. 2pp. 27886:219. 24X 

Fiche; 50-354, 84/12/06. 8412120233. 


8412100137 Transcript of 841205 hearing in Ph i lade Ip h ia. PA. Pp 14,498- 
14, 722. 

•» Atomic Safety and Licensing Board Panel. 84/12/05. 226pp. 

27833:169. 24X Fi che: 50-352, 84/12/05, 8412100137. 


8412110296 Transcript of 841206 hearing in Phi ladelphia. PA. Pp 14,723- 
1 5, 021. 

Atomic Safety and Licensing Board Panel. 84/12/06. 300pp. 

27857:154. 24X Fi che: 50-352. 84/12/06, 8412110296. 


0412120345 Transcript of 841207 hearing in Ph i lade Iph ia, PA. Pp 
15, 022-15. 172. 

■# Atomic Safety and Licensing Board Panel. 84/12/07. 152pp. 

27885:106. 24X Fi che: 50-352. 84/12/07, 8412120345. 


B412200034 Requests util expedite qualification program, per 841019 Itr 
& provide NRC w/updated summary when 857 . completion level 
reached. Actual selection of equipment items cannot begin 
until 857. level achieved. „ 

SCHWENCER.A. Licensing Branch 2. 84/12/11. 

Service Electric «< Gas Co. of New Jersey. 3pp. 28039:351. 24X 

Fiche-: 50-354, 84 / 12 / 1 1 . 8412200034. 


412190398 Forwards comments re protection of safety-related 
structures sys & components from missiles generated by 
natural phenomena. Comments will be discussed during 841218 

SCHWENCER.A. Licensing Branch 2. 84/12/12. o' , 

Service Electric & Gas Co. of New Jersey. lOpp. 28028.151. 24X 

— . OJI QA1 


8412190310 Transcript of 841213 hearing in Stowe, PA. Pp 15,173-15,319. 
■» Atomic Safety and Licensing Board Panel. 84/12/13. 149pp. 

28013:081. 24X Fiche: 50-352, 84/12/13, 8412190310. 


8412200283 Transcript of 841217 hearing in Philadelphia, PA. Pp 15,320- 

Atomic Safety and Licensing Board Panel. 84/12/17. 168pp. 

20021:293. 24X Fi che: 50-352, 84/12/17, 8412200283. 


8412260215 Forwards revised response to Generic Ltr 83-28 re post-trip 
review sys. Equipment classif ication, vendor interface & 
post-maint testing will be subjs of future responses. 

MITTL.R.L. Public Service Electric Gas Co. of New 

84/12/17. SCHWENCERiA. Licensing Branch 2. 28pp. 28055.038. 2 

Fiche: 50-354, 84/12/17. 8412260215. 
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B412270292 In-foras of intended issuance of Amend 9 to FSAR by 850215. 
Table of FSAR commitments for Oct S: Nov 1984 & corresponding 
resolutions enc 1. Resp onse to commitment to be included in 
FSAR Amend 9 end. 

MITTL.R.L. Public Service Electric ^ Gas Co. of Neui Jersey. 
S4/12/17. SCHWENCER* A. Licensing Branch 2. 9pp. 28008:192. 24X 

Fiche: 50-354. 84/12/17. 8412270292. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8412280171 Forwards FES. U/o end. 

SCHWENCER.A. Licensing Branch 2. 84/12/19. WOOD. J. M. Commerce, 

Dept, of, Natl. Oceanograph ic & Atmosp h er i c Admini strat ion. 5pp. 
28133:133. 24X Fic he: 50-354. 84/12/ 19, 8412280171. 


8412310301 FINAL ENVIRONIiSNTAL STATEMENT RELATED TO THE OPERATION OF 
HOPE CREEK GENERATING STATION. Doc ket No. 50-354. (Public 
Service Electric And Gas Company And Atlantic City Electric 
Company ) 

# Division of Licensing NUREG-1074. 84/12/31, 277pp. Available 

at NRC. $7.00. 2S150 l6o. 24X Fi c h e : 50 - 354 , 84/ 1 2/31 , 841 2310301 . 


F. Security, medical, emergency & fire protection plans 


8412110145 Forwards physical security plan for protection of BNM of 
low strategic significance. Plan withheld (ref 10CFR73. 21). 
MITTL.R.L, Public Service Electric & Gas Co. of New Jersey. 
84/11/14. Region 1. Office of Director. 2pp. 27856:047. 24X 

Fiche; 50-354. 84/11/14, 8412110145. 


B412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 u/changes noted for 
Limerick ic Shoreham, 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners, 5pp. 27831:259. 24X 

Fiche: 50-000. 84/11/28, 8412060679. 


8412110215 Discusses preimplementation audit commitments re control 
room design. Task & function analysis forms will be updated 
by Nov 1985, incorporating plant-specific finalized emergency 
operating procedures. 

MITTL.R.L, Public Service Electric 8; Gas Co. of New Jersey. 
84/12/06. SCHWENCERf A. Licensing Branch 2. 2pp, 27855:361. 24X 

Fiche: 50-354, 84/12/06. 8412110215. 


0. Adjudicatory correspondence 


8412010080 Forwards SER, for inf o. W/o end. Related correspondence. 
DEWEY.L.S. Hearing Branch 3. #484 362. 34/11/27. MILLER, M. E. , 

SCHINK. D. E. , morris, P. A. Atomic Safety and Licensing Board Panel 
2pp. 27705:317. 24X Fiche: 50-354, 84/1 1/27. 3412010080. 


S412060136 NRC answer opposing applicant 841113 amended motion to 
dismiss proceeding for failure of Public Advocate of State 
of NJ to make witness available for depos ition, ASLB should 
set firm discovery dates. Certificate of Svc encl. 

DEWEY.L.S. Hearing Branch 3. #484 462. 34/11/30. Atomic Safety 

and Licensing Board Panel. 6pp. 27790:349. 24X 

Fiche; 50-354, 84/11/30, 8412060136. 


8412140199 Response to ASLB 841121 order directing Public Advocate to 
show cause re dismissal of content! ons. State of NJ 
safety & environ concerns essential . Prehear ing & hearing 
schedule rerequested. Cert if icate of Svc encl. 

SHAPIRO, R.E. Environmental Coalition on Nuclear Power. SHAPIRO, R.E. 

Citizens for Safe Energy, SHAPIRO. R.E. New Jersey. State of. #484 
591, 84/12/10. Atonic Safety and Licensing Board Panel. 7pp. 

27920:034.. 24X Fiche: 50-354. 84/12/10. 8412140199. 


8412180203 Forwards intervener 841213 second set of interrogatories ic 
request for production of documents. Response requested. 

Related correspondence. 

SHAPIRO. R.E. New Jersey, State of. #484 675. 84/12/13. 

CONNER. T. B. Conner & Wetterhahn. Ip. 27961:080. 24X 

Fiche: 50-354. 84/12/13. 8412180203. 


■8412180214 Second set of interrogator ies ic request for production of 
documents. Certificate of Svc encl. Related correspondence. 

SHAPIRO. R. E. , REMIS, S. C,, THURBER.J. P, New Jersey, State of. 
84/12/13. Public Service Electric & Gas Co. of New Jersey. 

51pp. 27961:081. 24X Fi ch e: 50-354. 84/ 12/13. 8412180203. 


8412310180 Confirms B41218 & 19 telcons re all agreements reached on 
eliminating or modifying discovery requests concerning 
objections to S41213 intervenors second set of 
interrogatories. Related correspondence. 

LAVERTY, J. H. Conner Sc Wetterhahn. #484 842. 84/12/20. 

SHAPIRO. R.E. New Jersey, State of. 5pp. 28121:050, 24X 

Fiche-: 50-354, 34/12/20. 8412310180. 


8412260399 Notice of appearance in pr oc eed i n g , Cert i f i cate of Svc t'uci 
WETTERHAHN, M. J. , LAVERTV, J. H, Public Service Electric & Gas Co 
New Jersey. WETTERHAHN. M, J. Conner Wetterhahn. #484 739, 
84/12/21. 4pp. 28054:079. 24X F i c h e : 50- 3 54 , 84/ 1 2 /21 , 84 1 2260377 


8412260421 Objections to State of NJ second set of interrogatories 
request for production of documents motion for protective 
order. Disci osure will constitute unwarranted invasion of 
privacy . Related correspondence. 

LAVERTY, J. H. Public Service Electric Gas Co, of New Jersey 
LAYERTY, J. H. Conner ic Wetterhahn, #484 790. 84/12/21. New 

Jersey, State of. 12pp, 28064:278. 24X Fi c h e ; 50-354, 84/ 12/21 . 

8412260421. 


— 8412260424 Affidavit of RM Nelson re info requested by State of 
841213 second set of i n ter r oga t or i e s &■. request for 
production of documents. Personnel files maintained in 
confidence. Related correspondence. 

NELSON, R. M. Public Service Electric i>. Gas Co. of New Jersey. 
84/12/20. 7pp. 28064:290. 24X Fi che. 50-354, 84/12/21, B412a6C4r 


8412270525 Order establishing ic confirming schedule as to Contents' 
re recirculation piping cracks ic Contention 2 re mgt 
competence. Served on 841226. 

MILLER, M. E, Atomic Safety and Licensing Board Panel. #404 821 
84/12/24. Office of the Executive Legal Director. 3pp. 
28107:282 24X Fi c h e; 50-354, 84/ 1 2/24 , 841 2270525. 


8412310179 Forwards FES ic ACRS rept for f ac i 1 i ty . Doc ument s transmsTiii 
to parties in proc eed i ng . W/o encl. Related correspondenc e. 

DEWEY, L. 8. Hearing Branch 3. #484 827. 84/12/26. MILLER, M F 

SCHINK, D. R. , MORRIS, P. A. Atomic Safety and Licensing Board P^ine; 
Ip. 28119:361. 24X Fiche: 50-354. 84/ 12/26, 8412310179, 


J. Insurance << indemnity information 


8412270386 Forwards Endorsement 73 to NELIA Policy NF-230 . En dormer it l 
59 to MAELU Policy MF-90 8: Endorsement 5 to NELIA Policies 
N-60 & N-72 i. MAELU Policies M-60 8; M-72. 

STERN, D. Marsh McLennan, Inc. 84/12/21. SALTZMAN, J, D. 
Director for State & Licensee Relations. 7pp. 28087:345, 24i 

Fiche-: 50-000, 84/12/21, 8412270336. 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8411090011 Amend 8 to FSAR. 

-x- Public Service Electric 8< Gas Co. of New Jersey. 84/10/31 
2522pp. 27409:001. 24X Fic he: 50-354, 84/10/31 , 841 1090011 . 


P. Operating license stage documents i. corr e sp ondenc e 


8412030471 Forwards certificate of pollution control f ac i 1 i t i ea, 
841019 request. Portions of plant requested for certification 
in furtherance of purpose of abating or controlling 
p ol lu tants, 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
84/11/19, MACDONALD. R. P. Alabama Power Co, 10pp. 27742 321 

Fiche: 50-348. 84/11/19. 8412030471. 


Q. Inspection reports, IE Bulletins ic correspondence 


8412010139 Responds to IE Bulletin 84-03, "Refueling Cavity 
Seal. *' Seal assembly has no active components, A1 1 heavy 
loads passing over cavity while cavity flooded carried by 
single failure proof handling sys. 

MARTIN, T. J. Public Serv'ice Electric ic Gas Co, of New Jersey 
84/11/09, MURLEY, T, E. Region 1, Office of Director. 3pp. 
27711:133. 24X Fiche: 50-354, 84/1 1/09, 8412010139. 


8412030101 Forwards Insp Rept 50-354/84-16 on 840924-28. No viol*f. . 
noted . 

MARTIN, T. T. Division of Engineering & Technical Programs. 0^,' . 

MARTIN. T.J. Public Service Electric 8,. Gas Co. of New Jersey, 
27734:020. 24X Fiche: 50-354, 84/1 1/09, 8412030101 . 


— 8412030107 Insp Rept 50-354/84-16 on 840924-28. No violation m 
areas inspected; preoperational test ing, inc luding QA program, 
QA/QC overview & interfacing activities. 

OLIVEIRA, W, . NAPUDA. 0. . VAN KESSEL. H. F. Region 1, Office of 

Director. 84/10/25. 11pp. 27734:024. 24X Fiche; 50-354. 84 , . 

841 2030 101, 


8412010046 Responds to IE Bulletin 78-02 re terminal block 
quaXif ication. Ninety-f iv'e percent of balance-of-p lant 
equipment will be completed by Sept 1985 ic NSSS equipment 
data will be available by 850430. 

MARTIN, T. J. Public Service Electric ic Gas Co, of New Jersey 
84/11/15. MURLEY, T.E. Region 1, Office of Director. 2pp, 
27704:109. 24X Fiche: 50-354, 84/1 1/15, 8412010046. 
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6411150064 IE Info Notice 84-a3i "Various Battery Problems." Svc list 
enc 1 

JORDANi E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc, 120pp. 27807:058. 24X Fi c he : 50-000, 84/1 1 / 19. 8411 150064. 


8412170246 Forwards Insp Rept 50-354/84-19 on 841029-1102. No violation 

noted. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/12/11. 

MARTIN. T. J. Public Service Electric & Gas Co. of New Jersey. 4pp. 
27936:303, 24X Fi c h e : 50-354. 84/ 12/1 1 , 84121 70246. 


8412110024 Forwards Insp Rept 50-354/84-15 on 840919-21. No violations 
noted . 

MARTIN. T. T. Division of Engineering Technical Programs. 84/11/20. 

MARTIN. T. J. Public Service Electric & Gas Co. of New Jersey. 4pp. 
27892:240, 24X Fiche : 50-354. 84/1 1/20, 84121 10024. 


—0412110026 Insp Rept 50-354/84-15 on 840919-21. No violations noted. 
Major areas insp ec t ed : a s-b u i 1 1 turnover of condensate 
storage transfer sys. interface to HPCI sys & HPCI sys 
discharge piping & components. 

C5RAY. E. H, . KORTAS, A, J. , RAVAL, J. H. Region 1. Office of Director. 
84/11/0/. 11pp. 27892:244. 24X Fi che: 50-354, 84/1 1/20. 84121 10024. 


0412040150 Clarifies misunderstanding about 841109 Insp Rept 
50-354/84-16 re insp checklist sys constituting potential 
for programmatic breakdown. Disagrees w/rept statement re 
generic administrative problems. 

MARTIN. T. J, Public Service Electric Gas Co. of New Jersey. 
04/11/26. MURLEY.T.E. Region 1. Office of Director. 2pp. 
27746:360. 24X Fi c h e : 50-354. 84/ 1 1 /26, 84120401 58. 


0411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/27. Consolidated Edison Co. of New 

York. Inc, 126pp. 27807:179. 24 X Fi c he : 50 - 000 , 84/1 1 /27. 8411210360. 


— 8412170249 Insp Rept 50-354/84-19 on 841029-1 1 02. No violation noted. 
Major areas insp ec ted : preoperationa 1 test QA program. 

BISSETT.P. . ALBA, A., SPRAUL. J- G. Region 1, Office of Director. 
84/11/21. 5pp. 27936:307. 24X Fi c h e; 50-354. 84/ 12/ 1 1 . 8412170246. 

8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24 X Fic he : 50 - 000 . 84/12/ 17, 8412120541 . 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN) E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fic he: 50-000. 84/12/ 17. 8412120547. 


S. Reportable occurrences. LERs & related correspondence 


8412200357 Significant const deficiency rept re GE identified defective 
Type AKR-30 circuit breakers. Initially reported on 831123. 

Complete reinsp, rewor k & testing program for AKR-30 breakers 
comp leted. 

MARTIN. T. J. Public Service Electric St Gas Co. of New Jersey. 
84/11/26. MURLEY.T.E. Region 1. Office of Director. 13pp. 
28031:090. 24X Fiche; 50-354. 84/1 1 /26. 8412200357. 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
■{■(."-99m Generators." Svc list end. 

GRACE. J. N. Division of QA. Safeguards St Inspection Programs (Post 
830103). 84/11/30, Consolidated Edison Co. of New York. Inc. 

SBpp. 27967:086. 24X F i c h e : 50-000, 84/ 1 1 /30. 841 1280366. 


0411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment." 

Svc list end, „ ^ . . 

JORDAN. E, L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/11/30, Consolidated Edison Jo. of New 

York. Inc 116pp. 27965:224. 24X Fi c he: 50 - 000 . 84/1 1 /30. 841 1280370. 


T. Hearing transcripts on non-antitrust matters 


8412050159 Transcript of ACRS Subcommittee on Hope Creek Generating 
Station. Unit 1 841128 meeting in Ph i ladel ph ia. PA. Pp 1-151. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/28. 
153pp. 27772:180. 24X Fich e: 50-354. 84/1 1/28, 8412050159. 


8412050482 Transcript of ACRS Subcommittee on Hope Creek Generating 
Station. Unit 1 841129 meeting in Ph i ladel ph ia. PA. Pp 152-452. 

ACRS - Advisory Committee on Reactor Safeguards. 84/11/29. 
301pp. 27764:001. 24X Fiche: 50-354, 84/11/29, 8412050482. 


0412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. . ^ . 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. 

York. Inc, ll7pp. 27965:340. 24 X Fiche: 50-000. 84/12/03. 8412030021. 


"Standby Gas Treatment Sys Problems. 


0412030028 IE Info Notice 84- 
Svc list encl, 

JORDAN. E.L. Division of Emergency of New 

(Post 830103) 04/12/03. Consolidated Edison Co. of New 

YorS Inc 27966 093. 24X FicP.: 50-000, 84/12/03, 8412030028. 

8412050001 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list ^ 

JORDAN. E L Division of Emergency Preparedness &; Engineering 


8412200333 Transcript of 841217 prehearing conference in Bethesda. MD. 
Pp 245-423. Exhibits end. -no 

♦ Atomic Safety and Licensing Board Panel. 84/12/17. 212pp. 

28020:279. 24X Fiche: 50-354. 84/12/17, 8412200333. 

V. Operator Examinations 

8412070466 Summary of 841120 meeting w/util in Bethesda. MD re training 

WAGNER^D Licensing Branch 2. 84/11/28. Licensing Branch 2. 

27844: 34^. 24X Fiche: 50-354, 84/11/28. 8412070466. 


DOCKET 50-355 HOPE CRESK NUCLEAR STATION, UNIT^2 
F. Security, medical, emergency «t fire 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list ®"cl . 

308DAN,E.U Oiv,.ion 4. o. N.. 

U4PP 27966f2^5. a4X Fiche; 50-000, 84/12/07, 8412050090. 

8412260045 Forulard. Mgt Heeting Kept 50-354/84-22 re planned inep 
B'TOCiT^ni foT* tr^Tifiition -fronn const to qa/ip/ot 

STAROSrECKI.R, Divieion qF co of°Nerjereeg. 2pp: 

2:f«ch!"5S-r54"84/!a%7!‘8412260045, 

-8412260050 Mgt Meeting Rept 50-354/84-22 on 841022 at eite. Major areas 
discussed- presentations bg util re organ, zation, const 
^Utus!p?eop'r.tional test programs 6 operations phase 


status. preop 
program development 
BATEMAN. W. H. . BLOUOH. A. R. . 
Director. 84/12/04. 5pp. 
84-12260045. 


STROSNIDER. vJ. Region 1, 

28064:003. 24X Fi c h e : 50-354. 84/12/07, 


0412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements P^^ograms. " Svc list end^ ^ Engineering 

JORDAN. E.L, Division ot Emergency Edison Co. of New 

y:;r"’nc.‘'’"!6pp 28032 »3a ^« 


8412060679 Forwards monthly rept re status of offsite 

preparedness for OL review for Oct 1984 w/changes noted for 

DIRCKsf W. J. ^^Off iJe' of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 

Fiche; 50-000. 84/11/28, 8412060679. 


27831:259. 24 X 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION^^UNIT^ 
Ar^AppIIcatlon/construction stage ---- 

8412210073 Addl response to FOIA reguest for documents re facility. 
Documents listed on app withheld (ref FOIA ' yQQ,^,, „ , 

FELTON. J.M. Division of Rules and Records. ' 24X 

CLARK, L. Government Accountability Project, Pp. 

Fiche; 50-358 , 84/06/28, 84 1 22 1 0073. 


Insurance it indemnity information 


8412270293 Forwards Endorsement 26 to SALTZMAN. J. 

-088;I85. 
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Q. Inspection reportsi IE Bulletins & correspondence 


8411150064 IE Info Notice 84~B3» "Various Battery Problems," Svc list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp 27007:050. 24X Fiche: 50-000, 84/1 1 /19, 841 1 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Re sonant 
Transformers." Svc list encl 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc 126pp. 27807:179. 24X Fiche 50-000, 84/1 1/27. 841 1210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl 

GRACE, J, N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

8Bpp. 27967:086. 24X Fi c h e • 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fi c he' 50-000. 84/1 1 /30, 841 1280370. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN. £ L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche- 50-000. 84/12/03, 8412030021, 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03, 8412030028. 


0412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens i ti z ed 316 Stainless Steel." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York. Inc llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche' 50-000, 84/12/07, 8412050090. 


8412060S94 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc, I16pp. 28032:130. 24X Fiche: 50-000, 84/12/ 10. 8412060594. 


6412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness *« Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


V. Operator Examinations 


0412210044 Notifies that written operator U senior operator licensing 
exams scheduled for 821109. Oral exams scheduled for 
821 110-17. Submittal of end ref mat! requested by 821015 
to avoid schedule delays. W/o end, 

LITTLE. W.S. Region 3, Office of Director. 82/10/05, SYLVIA, B.R. 
Cincinnati Gas & Electric Co. 2pp. 28052:289. 24X 

Fiche: 50-358, 82/10/05. 8412210044. 


DOCKET 50-360 BATTELLE MEMORIAL INST. CRITICAL FACILITY 


J. Insurance & indemnity information 


B412270272 Forwards Endorsements 42 &, 58-79 to NELIA Policy NF-150, per 
841128 itr. 

STALL, D.H. Battelle Memorial Institute. 84/12/20. DINITZ, 1. 
Assistant Director for State te Licensee Relations. 33pp. 28089:004. 

24X Fiche: 50-360, 84/12/20, 8412270272. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION- UNIT 2 


F. Security, medical, emergency 8< fire protection plans 


8412040066 Provides status rept on implementation of vital area changsf 
in physical security p Ian. Design, const S', testing of 
remaining approved vital area changes scheduled for 
completion by 850101. 

HAYNES, J. G. Southern California Edison Co 84/11/20. MARTIN, J.B 
Region 5, Office of Director. 2pp. 27750:235. 24X 

Fiche; 50-206, 94/11/20, 8412040066. 


8412040067 Advises that 840829 Rev 2 to physical security plan 
consistent w/provisions of 1 0CFR50. 54 ( p ) & acceptable, 

SCHUSTER, M. D. Region 5, Office of Director 84/11/27. HAYNES, J.ff 

Southern California Edison Co. 3pp. 27750:237 24X 

Fiche; 50-206, 84/11/27. 8412040067, 


8412170375 Rev 1 to Emergency Plan Implementing Procedure 

SOI— VIII-40. loo, "Source Term & Dose Assessment" 8< Rev 2 to 
S0123-VII 1-70. 1, "Site Communications Equipment Operator 
Duties. " W/841129 itr. 

CROY, P. A. Southern California Edison Co. 84/11/29. MARTIN, U, B 

Region 5. Office of Director. 32pp, 27933:226. 24X 
Fiche-: 50-206. 84/11/29, 8412170375. 


8412040018 Forwards Rev 1 to "Safety Analysis of SPDS for San Dnofre 
Units 2 & 3. " 

MEDFORD, M, 0. Southern California Edison Co. 84/11/30. 

KNIGHTON, G. W. Licensing Branch 3. Ip, 27747:074, 24X 

Fiche; 50-361, 84/11/30, 8412040018. 


— 8412040024 Rev 1 to "Safety Analysis of SPDS for San Onofre 
Units 2 & 3. " 

HOFFMAN, R. F, , CHAMBERS. C. A. , STARR, T M. Combustion Engineering, 
Inc. 1370-ICE-1302 ROl. 84/11/02. 140pp. 27747:075, 24X 

Fiche: 50-361, 84/11/30, 8412040018. 


8412170361 Ack receipt of 840913 transmittal of temporary changes to 
Rev 2 to physical security p Ian. Temporary changes 
ac ceptab 1 e. Requests notification when south protected area 
barrier restored to original configuration. 

SCHUSTER, M. D. Region 5. Office of Director. 84/12/12. HAYNES, J C 
Southern California Edison Co. 3pp. 27933.273, 24X 

Fiche: 50-206, 84/12/12, 0412170361. 


B412210199 Revised emergency plan implementing procedures , inc luding 
SD123-VIII-0. 1 re administrative EPIP index, S0123-VII I-O. 9 
re action EPIP index Jk SO23-VIII-20. 2 re in-plant 
radioiodine monitoring. W/undated Itr. 

CROY, P. A. Southern California Edison Co, 84/12/13. MARTIN, J.B. 

Region 5, Office of Director. 41pp, 28036.135. 24X 
Fiche: 50-206, 84/12/13, 8412210199. 


8412310154 Advises that rev to procedures generation package addressitij 
safety significant deviations or additions from C-E Owners 
Group guidelines not necessary, in response to Q40S01 request 
for rev. Emergency operating instructions may be revised. 

MEDFORD, M. 0. Southern California Edison Co. 04/12/27. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 28121:070. 24X 

Fiche; 50-361 , 84/12/27, 8412310154. 


P. Operating license stage documents & correspondence 


8412110299 Forwards Amends 27 & 16 to Licenses NPF-IO St NPF-15, 
respectively & safety eva luation. Amends change Tech Spec 
3, 4, 1. 4, 1 re RCS cold shutdown— loops filled to allow removal 
of both trains of shutdown cooling while in Mode 5. 

KNIGHTON, 0. W. Licensing Branch 3. 84/11/09. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas it Electric Co. 
4pp. 27899:089. 24X Fiche; 50-361 , 84/1 1/09, 84121 10299. 


— 8412110303 Amends 27 & 16 to Licenses NPR-10 & NPF-15, r esp ecfclvely, 
changing Tech Spec 3. 4. 1. 4. 1 to allow removal of both trains 
of shutdown cooling in Mode 5, if one reactor coolant pump 
in operation Zt both coolant loops operable. 

KNIGHTON, G. w. Licensing Branch 3. 84/11/09. 12pp. 27899:092. 

24X Fiche: 50-361, 84/11/09, 8412110299. 


— 8412110307 Safety evaluation supporting Amends 27 8< 16 to Licenses 
NPF-IO & NPF-15. respectively. 

* NRC - No Detailed Affiliation Given. 84/11/09. 2pp. 
27899:104. 24X Fi che; 50-361 , 84/ 1 1 /09, 84121 10299. 


8412050341 Notification of contract execution, Mod 4, to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station," Contractor : St Louis Univ. 

TOWNSEND, B. Administrative Contracts Branch. FIN B-6S98. 84/11/20 

VOLLMER, R. H. Division of Engineering. JACKSON, R. NRC - No 
Detailed Affiliation Given. Ip. 27811:072. 24X 

Fiche: 50-206, 84/11/20, 9412050341. 
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— 8412030350 Mod 4i deob 1 i ga t mg un 1 1 q^u i d a te d balance to "Falloujon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station “ 

HERMANNi R B. St. Louis Univ. > St LouiSi MQ. HAGAN. T F. Division 
of Contracts. FIN B-6S98 84/11/20. Ip. 27811:073. 24X 

Fiche. 50-206. 84/11/20, 8412050341 


B4t2O50542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SER s . 

KARSCH. R, 0. Operating Reactors Assessment Branch 84/11/26. 
CRUTCHFIELD, D Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fi che : 50-000, 84/ 1 1 /26, 841 2050542 


84 1 21 102 67 Requests training lesson plans procedures re responses to 
seismic events which require operator actions* to evaluate 
effectiveness in preparing operating personnel to respond to 
seismic event. 

KNIGHTON, GW Licensing Branch 3 84/11/27. BASKIN. K. P Southern 

California Edison Co. HDLC0M8E. J. C San Diego Gas & Electric Co. 
2pp. 27899 121. 24X F i c h e : 50-361 , 84/ 1 1/27. 84 121 10267. 


8412060323 Forwards application for amends to Licenses NPF-10 & NPF-15. 
providing increased response time testing requirements for 
containment spray isolation valves S: reducing min required 
cold leg temp between 30X & 70%. respect ively Fee paid. 

BASKIN, K P Southern California Edison Co. 84/11/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp 27789:294. 

24X Fiche. 50-361. 84/11/30. 8412060323 


--0412O6O331 Application for amends to Licenses NPF-10 & NPF-1 5. provi d ing 
increased response tine testing requirements for containment 
spray isolation valves & reducing min required cold leg temp 
between 30% & 70%. respec ti vely, 

BASKIN. K.P. Southern California Edison Co. HOLCOMBE. J. C. San 
Diego Gas &■ Electric Co. POHLMAN. D. L Anaheim, CA. 84/11/30. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 6pp. 
27789:296. 24X Fiche : 50-361 . 84/1 1 /30. 8412060323. 


—8412060351 Proposed Tech Spec chang e s , provi d ing increased response 
time testing requirements for containment spray isolation 
valves 4. reducing min required cold leg temp between 30% 

70%. 

Southern California Edison Co. 84/11/30. 3Bpp. 27789:302. 
24X Fiche: 50-361, 84/11/30. 8412060323 


8412190242 Informs that Unit 2 shutdown cooling sys design changes make 
unit functionally identical to Unit 3, per commitment to 
satisfy Branch Technical Position RSS 5-1 requirement. 

MEDFORD, M.O Southern California Edison Co. 84/12/17 
KNIOHTDN.G W. Licensing Branch 3. Ip. 28008:058. 24X 

Fiche: 50-361. 84/12/17, 8412190242. 


B412190319 Responds to 840327 request for addl info re response to 
NRC Question 222.43 concerning high energy line break 
effects on control sys.W/2 oversize drawing s. Aperture cards 
available in PDR. 

MEDFORD. M.O, Southern California Edison Co. 84/12/17 
KNIGHTON. G. W. Licensing Branch 3. 4pp. 28011.151. 24X 

Fiche: 50-361, 84/12/17, 8412190319. 


S412210222 Forwards proprietary CEN-291 ( S )-P. "Response to NRC 
Questions on San Onofre Nuclear Generating Station Unit 2, 
Cycle 2." Proposed Units 2 it 3 changes should be reviewed 
to support Unit 2 restart, Enel withheld ( 10CFR2, 790 ) . 

MEDFORD. M. 0 Southern California Edison Co. 84/12/19. 
KNIGHTON, G. W, Licensing Branch 3. 7pp, 28033:326. 24X 

Fiche: 50-361, 84/12/19, 8412210222 


B4122BQ443 Requests remittance of fee for review of reload analysis 
rept & statistical combination of uncertainties rept. 

DIGGS, R. M. License Fee Management Branch. 04/12/20. RAY,H. B. 

Southern California Edison Co. Ip. 28128:363. 24X 
Fiche; 50-361, 84/12/20, B4122B0443. 


6412310380 Informs that Change Notice 11 to Amend 7 to SCE-l-A, "QA 
Program," meets criteria of 10CFR50,App B & acceptable 
KIRSCH. D. F. Region 5, Office of Director. 84/12/26. BASKIN, K. P. 
Southern California Edison Co. 2pp. 28122:179. 24X 

Fiche: 50-206, 84/12/26, 8412310380. 


6412310008 Summary of 841211 meeting w/util re proposed Tech Spec 
changes on administrative controls. List of attendees end. 

PAULSON, W. A. Operating Reactors Branch 5. 84/12/27. Operating 

Reactors Branch 5. 3pp. 28120:001. 24X FI che: 50-206, 84/ 12/27, 

841231000B, 


Q. Inspection reports, IE Bulletins & correspondence 


8409140017 Forwards Insp Repts 50-206/84-20,50-361/84-25 
50—362/84-25 on 840006-10. No noncompliance noted. 

BISHOP, T W. Region 5, Office of Director 84/00/29. BASKIN, K.P. 
Southern California Edison Co. Ip. 26481:215, 24X 

Fiche: 50-206, 84/08/29, 8409140017 


— 8409140021 Insp Repts 50-206/84-20,50-361/84-25 & 50-362/04-25 on 
S40B06-10. No violations noted. Major areas inspected 
independent offsite review group ac t i vi t i e s, 1 i c en see event 
review group performance & review of QA program changes. 

HAIST.D. P , KANOW, L. R, , JOHNSON, P. H. Region 5, Office of Director. 
84/08/29. 7pp. 26481:216. 24X F i c he : 50-206, 84/08/ 29, 84091 40017 


8411150064 IE Info Notice 84-93, "Various Battery Problems. " Sve list 
enc I 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058 24X Fi c he : 50-000, 84/1 1 / 19, 841 1 1 50064, 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27007 179, 24X Fi c he ; 50-000, 84/1 1 /27, 041 1210360. 


S411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Sve list encl. 

GRACE, J, N, Division of QA, Safeguards ^ Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

eapp. 27967 086 . 24X Fi che : 50-000, 84/11 /30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sy« E< Nonsaf et y-R e 1 ate d Equipment. " 

Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965 224. 24X F i c he : 50-000, 04/1 1 /30, 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list encl. 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York, Inc 117pp. 27965:340. 24X Fi c he • 50-000, 84/12/03, 8412030021 . 


B412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Sve list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, I22pp. 27966:093. 24X Fiche; 50-000, 84/12/03, 8412030029. 


8412100067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 & technical manuals encl.W/o encl. 

CROWLEY, T. D. Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163 24X Fi che- 50-000, 84/ 12/04, 

8412180067. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Sve list encl. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fic he • 50-000, 84/12/07, 8412050081 , 


B412050090 IE Info Notice 84—90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche : 50-000. 84/12/07, 8412050090. 


8412310451 Forwards Insp Repts 50-206/84-19.50-361/84-24 & 50-362/84-24 
on 840806-1014 tc notice of violation. 

KIRSCH, D.F. Region 5, Office of Director. 84/12/07. BASKIN, K. P. 
Southern California Edison Co. 2pp, 28134:229, 24X 

Fiche: 50-206, 84/12/07, 8412310451. 


— 8412310454 Notice of violation from insp on 840806-1014. 

JOHNSON. P.H. Region 5, Office of Director. 84/12/07. 2pp. 
28134:231. 24X Fich e: 50-206, 84/12/07, 8412310451 . 


— 8412310459 Insp Repts 50-206/84-19,50-361/84-24 8< 50-362/84-24 on 
840806-1014, Vio lat ions noted: fa i 1 ur e to follow housekeeping 
procedures & failure to remove work matl for inactive work 
in safety equipment bldg. 

JOHNSON, P H. , CHAFFEE, A. E. , HUEY, F R. Region 5, Office of 
Director. 84/12/06. 47pp. 28134:233. 24X Fic h e: 50-206, 84/ 12/07, 

8412310451. 
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8412060594 IE Info Notice 84-911 "QC Problems of Meteorological 
Meaeuremefits Programs." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28052:130. 24X Fi che; 50-000. 84/12/ 10* 8412060594. 


8412120S41 IE Info Notice 84-92* "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/12/17. Consolidated Edison Co. of New 

York* Inc. 119pp. 28123:131. 24X Fiche: 50-000. 84/12/ 17. S4I2120S41. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. '■ Svc list end. 

JORDAN* E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000* 84/12/17* 8412120547. 


B412310326 Forwards RC DeYoung 841221 memo req.uesting input in 
response to Commissioner Asseistine question concerning 
SALP ratings. answers to memo & updated SALP summary ratings. 

MARTIN. J, fl. Region 5. Office of Director. 84/12/26. DEYOUNG* R C. 
Director's Office. Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche: 50-000. 84/12/26, 8412310326. 


— 8412310339 Forwards Commissioner Asseistine 841212 request for info 
concerning SALP ratings. Updated SALP ratings it responses to 
Questions 4 & 5 needed by 841226. W/o end. 

DEYOUNG, R.C. Director's Office* Office of Inspection and 
Enforcement, 84/12/21. MURLEY, T. E. Region 1* Office of Director. 
5pp, 28121:340. 24X Fiche: 50-000, 84/12/26, 8412310326. 


R- Periodic operating reports & related correspondence 


8412110503 Monthly operating repts for Oct 1984. W/841U3 Itr. 
NAYWEATHER, L. I., HAYNcS, J, G. Southern California Edison Co. 
84/10/31. 12 pp. 27894:001. 24X Fiche: 50-361. 84/10/31. 8412110503. 


S412280027 Forwards auxiliary feedwater sys monthly outage rept for 
841016-1115. 

MEDFORD, fl. Q. Southern California Edison Co. 84/12/26. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 28108:282. 24X 

Fiche: 50-361* 84/12/26. 8412280027. 


S. Reportable occurrences, LERs & related correspondence 


8412030610 LER 84-063— 00; on 841024. w/unit in Mode 5, train A containment 
purge isolation sys actuated by high radiation alarm on 
containment airborne radiation monitor while RCS vented. 

W/S4i0a4 Itr. 

HAYNES* J. G, Southern California Edison Co. 34/10/24 . 3pp. 

27734: 270. 24X Fiche; 50-361 , 84/10/24* 8412030610. 


8412100513 LER 84-065-00: on 841101.03.08,10 i. 13, spurious actuation if 
toxic gas isolation sys train B occurred Caused by 
conservative alarm se tp o i n t. el ec tr i ca 1 noise, rapid temp/ 
pressure changes & radio transmi s s i ons . W/84 1 1 29 Itr. 

HAYNES. J. G Southern California Edison Co 84/11/29 3p p 

27858:216 24X Fich e , 50-361 , 84/ 1 1 /29, 84121 00513. 


8412110001 LER 84-068-00: on 84 1 102, sp ur i ous actuation of fuel handlin’ 
isolation sys occ urred. Ca used by instrument technician * 

touching high voltage potentiometer lock Monitor returned 
to svc. W/S41129 Itr. 

HAYNES, J. G Southern California Edison Co. 84/11/29 2pp 
27092:277 24X Fiche : 50-361 . 84/ 1 1/29, 04121 lOOOl. 


8412190384 LER 84-067-00. on 841 105. d i sc over ed routine 7-day 
surveillance of battery 2D4 missed Caused by ineffective 
oral notification to operations of unsuccessful 
survei 1 lance. Procedures nodif ied. W/B41205 Itr. 

HAYNES* J. G. Southern California Edison Co. 84/12/05 3pp 

28029:140 24X Fiche: 50-361 . 84/12/05. 8412190384. 


8412240060 LER 84-069-00 on 841109, containment purge isolation sys 
actuation occurred, Caused by radwaste being moved in 
vicinity of mon itor. Act ions to prevent radioactive items 
from being placed in vicinity of moni tor s. W/S4 1207 Itr, 

HAYNES. J. G Southern California Edison Co 84/12/07, 3pp. 
28061:348. 24X Fiche: 50-361 , 84/12/07, 8412240060, 


8412310332 Special rept: on 841 103. strong motion accelerometers 2XT- 
8020C & D on reactor coolant pump 8< pressuriier base support 
respectively, declared inoperable when found out of calibr. 

Cause of malfunction unknown Meters shipped to vendor. 

HAYNES, J. 0 Southern California Edison Co 84/12/13. MARTIN* J B, 
Region 5* Office of Director. 2pp. 28121:350. 24X 

Fiche: 50-361, 84/12/13. 8412310332. 


8412310318 Special rept: on 841 109. purge/vent stack wide-range monitor 
2RE-7S65 removed from svc for planned design mods it 18-month 
surveillance testing . A1 terna te monitoring will remain in 
effect until completion of maint scheduled for 850130 
HAYNES. J. G. Southern California Edison Co. 84/12/19, MARTIN, J. S, 
Region 5. Office of Director, 2pp. 28122:053. 24X 

Fiche: 50-361, 84/12/19. 8412310318. 


J. Operator Examinations 


8412100112 Notifies that operator licensing written exams scheduletS fsT 
850305. Oral it simulator exams scheduled for wk of 850304 
Requests end ref matl be provided by 850107 to meet 
schedule. 

PATE* R. J. Region 5. Office of Director, 84/12/05, RAY, H, B. 
Southern California Edison Co. 4pp. 27833:111, 24X 

Fiche: 50-206* 84/12/05* 8412100112. 


84^040171 RO: during Oct 1784 routine survei Ilances* fire doors found 
inoperable due to latching mechanism failures* closure 
mechanism failures & doors blocked open. Fire watches 
established. Door latches closure mechanism upgraded. 

HAYNES* J. 0. Southern California Edison Co. 34/11/16. MARTIN* J. B. 
Region 5, Office of Director. 5pp, 27744: 156. 24X 

Fiche: 50-361 , 84/1 1/16, 8412040171, 


841203(3233 LER 04-064-00: on 841030* train A of fuel handling isolation 
sys inadvertently actuated. Caused by personnel error. All 
instrumentation & control technicians cautioned. Keylock 
bypass switch Installation under investigat i on. W/841 120 Itr. 

HAYNES* J. G. Southern California Edison Co, 84/11/20. 2pp. 
27732:362. 24X Fiche; 50-361* 84/11/20, 8412030233 , 


8412030606 LER 84-062-00: on 841023* w/unit in Mode 5 & containment 
purge in progress* train A of containment purge isolation 
sys actuated by instrument failure signal from containment 
airborne monitor channel C. W/841120 Itr. 

HAYES* J.G, Southern California Edison Co, 84/11/20. 

27734:273. 24X Fiche: 50-361 * 84/1 1 /20, 8412030606. 


2pp. 


8412010099 PNS-V-84-103: on 841 124* unidentified worker observed postii 
notice in Unit 2 mens room. Notice dtd S5010I addressed to 
all hands it cited upcoming wage reduction, cal led for craft 
workers to "cut wire or turn valve for wage earner. " 

SCHAEFER* D. , NQRDERHAUO, L. Region 5, Office of Director. 84/1 1/2< 

Ip. 27709:223. 24X Fiche: 50-206, 84/11/26, 8412010099, 


041103, poliiT cr.n. malfunctioned. Caused 
minor degradation of dual power supply card for hoist drive 
resulting in uneven application of voltage to control 
c ircuitry. Degraded card rep laced. W/a4U27 Itr. 

®o'J*»'ern California Edison Co. 84/11/27. 4pp. 
27858:147. 24X Fi che; 50-361* 84/ 11 /27, 8412100560, 


DOCKET 50-362 SAN ONDFRE NUCLEAR STATION, UNIT 3 
F. Security* medical* emergency it fire protection plans 


0412040066 Provides status rept on implementation of vital area charigii 
in physical security p Ian. Design, const 8< testing of 
remaining approved vital area changes scheduled for 
completion by 850101. 

HAYNES* J. G. Southern California Edison Co. 84/11/20. MARTIN. JB. 
Region 5, Office of Director. 2pp, 27750:235. 24X 

Fiche: 50-206, 84/11/20* 8412040066. 


8412040067 Advises that 840829 Rev 2 to physical security p 1 an 
consistent w/provlsions of 10CFR50. 54 ( p > it acceptable. 

SCHUSTER* M. D. Region 5, Office of Director. 84/11/27. HAYNES, J.C 
Southern California Edison Co. 3pp. 27750:237, 24X 

Fiche: 50-206. 84/11/27* 8412040067. 


8412170375 Rev 1 to Emergency Plan Implementing Procedure 
SOI— VIII— 40. 100* "Source Term 8< Dose Assessment" it Rev 2 to 
S0123— VI 1 1-70. 1, "Site Communications Equipment Operator 
Duties. " W/841 129 Itr. 

CROY* P. A. Southern CalifoVnia Edison Co. 84/11/29. MARTIN* J.B, 
Region 5, Office of Director. 32pp. 27933:226. 24X 

Fiche: 50-206, 84/11/29* 8412170375. 


8412040018 Forwards Rev 1 to "Safety Analysis of SPDS for San Onofre 
Units 2 ic 3. " 

MEDFORD, M. 0. Southern California Edison Co. 84/11/30. 

KNIGHTON* G. W, Licensing Branch 3. Ip. 27747:074. 24X 

Fiche; 50-361, 84/11/30, 8412040018. 


— 8412040024 Rev 1 to "Safety Analysis of SPDS for San Onofre 
Units 2&3." 

HOFFMAN. R. F. * CHAMBERS, C. A. , STARR, T. M. Combustion Engineering, 
Inc. 1370-ICE-1302 ROl. 84/11/02. 140pp. 27747:075. 24X 

Fiche: 50-361, 84/11/30, 8412040018. 
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0412170361 Ack receipt of 840913 transmittal of temporary changes to 
Rev 2 to physical security p Ian. Temporary changes 
a cce p tab I e . Reques ts notification uhen south protected area 
barrier restored to original configuration, 

SCHUSTER. M. D. Region 5. Office of Director. 84/12/12. HAYNES. J. Q. 
Southern California Edison Co. 3pp. 27933:273. 24X 

Fiche: 50-206, 84/12/12. 8412170361. 


0412210199 Revised emergency plan implementing procedures. inc lud ing 
S0123-VIII-0. 1 re administrative EPIP inde x. Sai23-vn I-O. 9 
re action EPIP index & S023-VI II-2S. 2 re in-plant 
radioiodine monitoring. U/undated Itr. 

CRQY. P. A. Southern California Edison Co. 84/12/13. MARTIN. J.B. 
Region 5. Office of Director. 41pp. 28036:135. 24X 

Fiche: 50-206. 84/12/13, 8412210199. 


0412310154 Advises that rev to procedures generation package addressing 
safety significant deviations or additions from C-E Qujners 
Group guidelines not necessary. in response to 840801 request 
for rev. Emergency operating instructions may be revised. 

MEDFORD. M. 0, Southern California Edison Co. 84/12/27. 

KNIGHTON, 0. W. Licensing Branch 3. 2pp. 28121:070. 24X 

Fiche. 50-361. 84/12/27. 8412310154. 


p. Operating license stage documents 8< correspondence 


B4121 10299 Forwards Amends 27 & 16 to Licenses NPF-10 NPF-15, 
respectively & safety eva 1 uati on. Amend s change Tech Spec 
3. 4. 1. 4. 1 re RCS cold shutdown-loops filled to allow removal 
of both trains of shutdown cooling while in Mode 5. 

KNIGHTON. 0. W. Licensing Branch 3. 84/11/09. BASKIN. K. P. Southern 

California Edison Co. HOLCOMBE. J. C, San Diego Gas 8« Electric Co. 
4pp. 27099:089. 24X Fi c he : 50-361 . 84/ 1 1/09. 84121 10299, 


--8412110303 Amends 27 & 16 to Licenses NPR-10 & NPF-15, resp ectively. 
changing Tech Spec 3.4. 1.4. 1 to allow removal of both trains 
of shutdown cooling in Mode 5. if one reactor coolant pump 
in operation & both coolant loops operable. 

KNIGHTON. G. W. Licensing Branch 3. 84/11/09. 12pp. 27099:092. 

24X Fiche: 50-361. 84/11/09, 8412110299. 


— 8412110307 Safety evaluation supporting Amends 27 16 to Licenses 

NPF-10 St NPF-15, respect ively. 

* NRC - No Detailed Affiliation Given. 84/11/09. 2pp, 
27899:104. 24X Fiche: 50-361. 84/1 1/09. 8412110299, 


8412050341 Notification of contract e xec ution. Mod 4. to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station." Contractor : St Louis Univ, 

TOWNSEND, B. Administrative Contracts Branch. FIN 0-6890. 84/11/20. 

VDLLMER, R, H. Division of Engineering. Ip. 27811:072. 24X 

Fiche; 50-362, 84/11/20, 8412050341. 


— 8412050350 Mod 4. d eob 1 i ga t ing unliquidated balance to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station." 

HERMANN. R.B. St, Louis Univ,. St. Louis, MD. FIN B-6898. 
84/11/20. Ip. 27811:073. 24X Fiche; 50-362, 04/1 1/20. S412050341. 


8412050542 Submits equipment qualif ication program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCHi R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27703:310. 24X Fiche: 50-000. 84/1 1/26, 8412050542. 


8412110267 Requests training lesson plans & procedures re responses to 
seismic events which require operator actions. to evaluate 
effectiveness in preparing operating personnel to respond to 
seismic event. 

KNIGHTON. G, W. Licensing Branch 3. 84/11/27. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE. J. C. San Diego Gas & Electric Co, 
2pp. 27899:121. 24X Fic h e : 50-361 , 84/ 1 1/27. 84121 10267. 


Q41 2060323 Forwards application for amends to Licenses NPF-10 & NPF-15, 
providing increased response time testing requirements for 
containment spray isolation valves 8< reducing min required 
cold leg temp between 307. 8t 70"/. respective! y. Fee paid. 

BASKIN. K.P. Southern California Edison Co. 84/11/30, DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 27789:294. 

24X Fiche: 50-361. 84/11/30. 8412060323. 


8412060331 Application for amends to Licenses NPF-10 it NPF-1 5. provi d i ng 

Increased response time testing requirements for containment 
spray isolation valves ti reducing min required cold leg temp 
between SOX U 70X. respec ti vely. 

BABKIN. K.P. Southern California Edison Co. HOLCOMBE. J. C, San 
Diago Gas 8c Electric Co. POHLMAN. D. L. Anaheim. CA. 84/11/30. 
DENTON. H. R. Office of Nuclear Reactor Regulation. Director, 6pp. 
27789:296, 24X Fiche: 50-361. 84/1 1/30, 8412060323. 


— 8412060351 Proposed Tech Spec changes, provi d ing increased response 
time testing requirements for containment spray isolation 
valves & reducing min required cold leg temp between 30% 

& 70%. 

* Southern California Edison Co. 84/11/30. 3Bpp. 27789:302, 
24X Fiche; 50-361,84/11/30,8412060323. 


S412130451 Forwards info re borated water source requirements to 
clarify 840821 application to amend License NPF-10, per 
841206 telcon. No change to basis of proposed Tech Specs 
necessary, 

MEDFORD, M. 0. Southern California Edison Co. 84/12/11. 
KNIGHTON, G. M. Licensing Branch 3. 2pp. 27901:182. 24X 

Fiche: 50-362, 84/12/1 1, 8412130451. 


8412190242 Informs that Unit 2 shutdown cooling sys design changes make 
unit functionally identical to Unit 3, per commitment to 
satisfy Branch Technical Position RSB 5-1 requirement. 

MEDFORD, M. □. Southern California Edison Co. 84/12/17. 

KNIGHTON. G. W. Licensing Branch 3. Ip. 28008:058. 24X 

Fiche; 50-361 , 84/12/17. 8412190242. 


0412190319 Responds to 840327 request for addl info re response to 
NRC Question 222.43 concerning high energy line break 
effects on control sys. W/2 oversize drawings. Aperture cards 
available in PDR, 

MEDFORD. M.O. Southern California Edison Co. 84/12/17. 

KNIGHTON. 0. W. Licensing Branch 3. 4pp. 28011:151. 24X 

Fiche: 50-361 , 84/12/17, 8412190319. 


8412210222 Forwards proprietary CEN-291 (S)-P. "Response to NRC 
Questions on San Onofre Nuclear Generating Station Unit 2, 
Cycle 2." Proposed Units 2 it 3 changes should be reviewed 
to support Unit 2 restart. End withheld ( 10CFR2. 790). 

MEDFORD, M.O. Southern California Edison Co. 84/12/19. 
KNIGHTON, 0. W, Licensing Branch 3. 7pp. 28033:326. 24X 

Fiche: 50-361 , 84/12/19, 8412210222. 


8412280443 Requests remittance of fee for review of reload analysis 
rept St statistical combination of uncertainties rept. 

DIGGS. R.M, License Fee Management Branch. 84/12/20. RAY,H. B. 
Southern California Edison Co. Ip. 28128:363. 24X 

Fiche.; 50-361 . 84/12/20. 8412280443. 


84123103BO Informs that Change Notice 11 to Amend 7 to BCE-l-A, "QA 
Program, " meets criteria of lOCFRSOrApp B St acceptable. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/26. BASKIN, K.P. 
Southern California Edison Co. 2pp. 28122:179, 24X 

Fiche: 50-206. 84/12/26, 8412310380. 


8412310008 Summary of 841211 meeting w/util re proposed Tech Spec 
changes on admini strat ive controls. List of attendees end. 

PAULSON, W. A. Operating Reactors Branch 5. 84/12/27. Operating 

Reactors Branch 5. 3pp. 28120:001. 24X Fiche: 50-206, 84/ 12/27. 

8412310008. 


Q. Inspection reports. IE Bulletins & correspondence 


8409140017 Forwards Insp Repts 50-206/84-20,50-361/84-25 U 
50-362/84-25 on 840806-10, No noncompliance noted. 

BISHOP. T.W. Region 5, Office of Director. 84/08/29. BASKIN, K. P. 
Southern California Edison Co. Ip. 26481:215, 24X 

Fiche; 50-206, 84/08/29. 8409140017. 


--8409140021 Insp Repts 50-206/84-20.50-361/84-25 Si 50-362/84-25 on 
840806-10. No violations noted. Major areas inspected: 
independent offsite review group activities, licensee event 
review group performance Si review of QA program changes, 

HAIST, D, P. , KANOW. L. R. . JOHNSON. P.H. Region 5, Office of Director. 
84/08/29. 7pp. 26481:216. 24X Fiche : 50-206, 84/08/29, 3409140017. 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Sve list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/11/19. Consolidated Edison Co, of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411 150064. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Bve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc, 126pp. 27807:179. 24X Fiche: 50-000, 34/1 1/27. 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc“99m Generators." Sve list end, 

GRACE. J. N. Division of QA, Safeguards it Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

8Bpp. 27967:086. 24X Fiche: 50-000. 84/11/30, 841 1280366, 
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9411200370 IE Info Notice 84-06, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Re lated Equipment," 

Svc list end. 

JORDAN; E L Division of Emergency Preparedness Engineering 
Response (Post 030103), 84/11/30 Consolidated Edison Co. of Neui 

york, Inc. U6pp. 27965:224 24X Fi che; 50-000, S4/1 1 /30. 841 1200370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E, L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of New 

Vork. Inc. 117pp. 27965.340 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc 122pp. 27966 093. 24X Fi che; 50-000, 84/12/03, 8412030028. 


6412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 & technical manuals encl.W/o end. 

CROWLEY,! D. Target Rock Corp. 84/12/04 POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163, 24X Fiche ■ 50-000, 84/12/04, 

0412180067. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensi ti led 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, liepp. 27966:332. 24X Fi c he : 50-000, 84/12/07. 8412050081 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215 24X Fi che 50-000, 04/12/07, 8412050090. 


8412310451 Forwards Insp Repts 50-206/84-19.50-361/84-24 & 50-362/84-24 
on 040806-1014 tt notice of violation. 

KIRSCH, D. F. Regions, Office of Director. 84/12/07 BASKIN, K. P. 
Southern California Edison Co. 2pp. 28134:229. 24X 

Fiche: 50-206, 84/12/07. 8412310451. 


— 8412310459 Insp Repts 50-206/84-19,50-361/84-24 & 50-362/84-24 on 
840806-1014. Violations noted: fai lure to follow housekeeping 
procedures S, failure to remove work matl for inactive work 
in safety equipment bldg. 

JOHNSON, P.H, CHAFFEE, A. E. , HUEY, F. R. Region 5, Office of 
Director. 84/12/06. 47pp. 28134-233. 24X Fiche: 50-206, 04/12/07, 

8412310451, 


S412060S94 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130, 24X Fiche; 50-000, 84/12/10, 8412060594 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines, " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. I19pp. 28123:131. 24X Fiche. 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. a4X Fiche: 50-000, 84/12/17, 8412120547. 


8412310326 Forwards^JlC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP ratings, answers to memo t. updated SALP summary ratings. 

MARTIN, J. B. Region 5, Office of Director. 84/12/26. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
20121:339. 24X Fiche; 50-000, 04/ 12/26, 8412310326. 


•8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP rating s . Up dated SALP ratings & responses to 
Questions 4 5 needed by 841226. W/o encl. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/21. HURLEY, T. E. Region 1, Office of Director. 
5pp. 28121:340. 24X Fic he: 50-000, 84/12/26, 8412310326. 


R. Periodic operating reports Ik related correspondence 


8412110503 Monthly operating repts for Oct 1984. W/341 113 Itr. 
MAYWEATHER, L. I. , HAYNES, J. 0. Southern California Edison Co. 
84/10/31. 12 pp. 27894:001. 24X Fiche; 50-361, 84 / 10 / 31 , 84 12110503 . 


8412280027 Forwards auxiliary feedwater sys monthly outaae rent 
841016-1115. “ ^ 

MEDFORD, M. □. Southern California Edison Co 84/12/26 
KNIGHTON, G W Licensing Branch 3. 2pp. 28108.282 24X 

Fiche-: 50-361 , 84/ 12/26, 8412280027. 


S. Reportable occurrences, LERs Jk related correspondence 


8412040171 RO during Oct 1984 routine survei 1 lances, fire doors found 
inoperable due to latching mechanism f a i 1 ur es , c 1 osure 
mechanism failures 8: doers blocked open. Fire watches 
e stab 1 i sh ed . Door latches i; closure mechanism upgraded. 

HAYNES. J, G Southern California Edison Co 04/11/16! MARTIN, JB 
Region 5. Office of Director. 5pp. 27 744: 156 . 24X 
Fiche: 50-361 , 84/1 1 / 16. 0412040171. 


8412030250 LER 84-035-01: on 040821 , r evi ew of operator logs identifUd 
train A HPSI subgroup relay testing conducted concurrent 
u/draining of saltwater side of train 0 component cooling 
water HX.W/841119 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/11/19 4 pp 
27734:257. 24X Fiche: 50-362, 84/1 1/19, 8412030250. 


8412010099 PNS-V-04-103: on 841 124, un i d ent if i ed worker observed postin' 
notice in Unit 2 mens room Notice dtd 850101 addressed to ' 

all hands & cited upcoming wage r educ t i on, ca 1 led for craft 
workers to "cut wire or turn valve for wage earner. " 

SCHAEFER, D. Region 5, Office of Director. 84/11/26 Ip 
27709:223. 24X Fi c he; 50-206, 84/1 1 /26, 841201 0099. 


V. Operator Examinations 


8412100112 Notifies that operator licensing written exams scheduled fr 
850305. Oral ^ simulator exams scheduled for wk of 850304. 

Requests end ref matl be provided by 850107 to meet 
schedule. 

PATE, R. J. Region 5, Office of Director 84/12/05, RAY, H. B, 
Southern California Edison Co. 4pp 27833: 111. 24X 

Fiche; 50-206, 84/12/05, 8412100112. 
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F, Security, medical, emergency St fire protection plans 


0412060504 Informs of phone company mod to health physics network phon 
sys within 30 days. Access to phone sys St escort svc for 
phone company representatives requested. 

VERRELL I » D. M. Region 2, Office of Director, 84/11/14. 

MCDONALD, R. P Alabama Power Co. 2pp. 27825:294, 24X 

Fiche: 50-348, 84/11/14, 8412060504. 


B4122B0055 Forwards Insp Repts 50-348/84-26 &■, 50-364/84-26 on 
840925-28. No violations or deviations noted, 

VERRELLI. D. M. Region 2, Office of Director. 84/11/21. 
MCDONALD, R. P. Alabama Power Co. 2pp, 28120:249, 24X 
Fiche; 50-348, 84/11 /21 , 8412280055. 


— 8412280064 Insp Repts 50-348/84-26 h 50-364/84-26 on 840925-20. No 
violation or deviation noted. Major areas inspected; 
radiological emergency planning. 

CUNNINGHAM, A L. Region 2, Office of Director. 84/11/19. 6pp 
28128:251, 24X Fiche: 50-348, B4/1 1/21, 8412280055. 


8412010101 Revised Procedure FNP-O-EIP-B, "On-Call Sched u le. " W/B4II2] 
Itr. 

WOODARD, J. , HUDSPETH, J. D. Alabama Power Co. S4/11/23. MCKNIGHT. J 
Record Services Branch (Document Control Desk). 6pp. 27704:110 
24X Fiche: 50-340, 84/11/23, 8412010101. 


8412010110 Revs 10 & 14 to Emergency Plan Implementing Procedures 
FNP-O-EIP-26, "Offsite Notif ication" & FNP-O-EIP-16, 

"Emergency Equipment & Supplies," resp ective 1 y, W/841126 Itr. 
HUDSPETH, J. B. Alabama Power Co. 84/11/26. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). S9pp. 27704:133. 241 

Fiche: 50-348, 84/11/26. 8412010110. 


0412040062 Rev 34A to Emergency Plan Implementing Procedure 
FNP-O-EIP-B, "Nuclear Safety Evaluation Check List." 

W/S41127 Itr. 

HUDSPETH. J. B. Arkansas Power & Light Co. 84/11/27. MCKNIGHT, J 
Record Services Branch (Document Control Desk). 5pp. 27750:240 
24X Fiche: 50-348, 84/11/27, 8412040062. 


8412060329 Updates 830415 submittal in response to Generic Ltr S2-33, 
"Suppl 1 to NUREG-0737 — Requirements for Emergency Response 
Capability." W/one oversize implementation sc h edul e. Aperture 
card available in PDR. 

MCDONALD, R P. Alabama Power Co, 84/11/30. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 10pp. 27825:001. 24X 

Fiche; 50-349, 84/11/30, 8412060329. 
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8412180601 Forwards Insp Repts 50-348/84-31 50-364/84-31 on 
841126-29. No violations or deviations noted, 

VERRELLIt D. K. Region Z. Office of Director. 84/12/13. 
MCDONALD. R. P. Alabama Power Co. 2pp. 27962:250. 24X 
Fiche. 50-348, 84/12/13. 8412180601. 


— 8412180604 Insp Repts 50-348/84-31 & -50-364/84-31 on 841126-29. No 
noncompliance noted. Major areas inspected : security program 
audit & locks & keys. Details withheld (ref 10CFR2. 790 
73. 21 ). 

HALL. 3. L. Region 2. Office of Director. 84/12/12. Ip. 
27962-252. 24X Fiche: 50-348, 84/12/13, 8412180601. 


8412260316 Rev 1 to Emergency Implementing Procedure FNP-O-EIP-30, 
"Post— Acc ident Core Damage Assessment. " W/841214 Itr. 

WOODARD, J. D. , MCDONALD, R. P. Alabama Power Co. 84/12/14. VAROA, S. A. 

Office of Nuclear Reactor Regulation, Director. 46pp. 28057:038. 

24X Fiche: 50-348. 84/12/14, 8412260316. 


— 8412010083 Proposed Tech Specs, revising Sections 3. 4 6 as 

supplemental response to Generic Ltr 83-43 re LER reporting 
requireiTients of 10CFR50. 72 & 50. 73. 

* Alabama Power Co. 84/11/26. 106pp. 27705:325. 24X 

Fiche: 50-348, 84/11/26, 8412010084. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116.Encl list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp 
27783:310. 24X Fich e: 50-000, 84/ 1 1 /26, 8412050542. 


8412070511 Forwards Amends 54 &: 45 to Licenses NPF-2 & NPF- 8 , 
respectively & safety evaluation. Amends modify Tech Spec 
Section 6 re administrative controls. „ 

REEVES, E A. Operating Reactors Branch 1. 84/11/27. MCDONALD, R. P. 

Alabama Power Co. 3pp. 27844:269. 24X Fiche : 50— 348, 84/1 1/27. 

8412070511. 


B412270383 Informs that compliance w/lOCFRSO, 48 & 10CFR50. App R 
requirements re fire protection upgrade will not be achieved 
by Unit I fifth Unit 2 second refueling outages. Mods will 
be completed by Unit 2 third & Unit 1 sixth outages. 

MCDONALD. R. P. Alabama Power Co. 84/12/21. VARGA. S. A. Office of 
Nuclear Reactor Regulation, Director. 3pp. 28087:337. 24X 

Fiche: 50-348, 04 / 12 / 21 . 8412270383. 


0412310114 Advises that App R review for compliance w/Oeneric Ltr 
83-33 & IE Info Notice 84-09 not completed in time to submit 
exemptions as scheduled. Exemption request for Unit 2 will be 
submitted by Feb 1985 t( by Mag 1985 for Unit 1. 

MCDONALD, R. P. Alabama Power Co. 84/12/21. VARGA, S. A. NRC - No 
Detailed Affiliation Given. 3pp. 28121:154. 24X 

Fiche: 50-348, 84/12/21 , 84123101 14. 


I. Financial information 


— 8412070517 Amends 54 & 45 to Licenses NPF-2 & NPF-B, rasp ec ti vely, 
revising Tech Spec Section 6 re administrative controls. 

VAROA, S. A, Licensing Branch 1. 84/11/27. 10pp. 27844:272. 24X 

Fiche: 50-348, 84/11/27, 8412070511. 


— 8412070521 Safety evaluation supporting Amends 54 U 45 to Licenses 
NPF-2 & NPF- 8 , respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/11/27. 2pp. 
27844:282. 24X Fich e : 50-348, 84/1 1 /27, 841207051 1. 


8412110095 Discusses review of responses to NUREG-0737, Item II. F, 2, 
"Inadequate Core Cooling Instrumentation, " Generic Ltr 82—23 
5k test data for Technology for Energy Corp sy s. Three-outag e 
installation schedule unacceptable. « „ „ 

EISENHUT, D. G. Division of Licensing. 84/11/30. MCDONALD, R. P. 
Alabama Power Co. Spp, 27899:173. 24X Fiche: 50-348, 84/1 1/30, 

8412110095. 


0412030520 Notifies that financial info submitted for 1904 satisfies 
10CFR140.21 requirement that each licensee maintain approved 
guarantee of payment of deferred premiums for each operating 
reactor over 100 MWe. 

SALTZMAN. U. Assistant Director for State h Licensee Relations. 
84/10/11. WILSON, D. L. Alabama Power Co. Ip. 27740:295. 24X 

Fiche: 50-348, 84/10/11, 8412030520, 


8412110220 Forwards updated status of 1984 licensing items identified 
in 841106 ltr. Action requested on two items still required 
to support upcoming Unit 2 refueling outage scheduled to 
start on 850104. j, 

MCDONALD, R. P. Alabama Power Co. 84/12/03. VAROA, S. A. Office of 
Nuclear Reactor Regulation, Director. 8 pp. 27856:308. 24X 

Fiche: 50-348, 84/12/03, 84121 10220. 


J. Insurance 8 t indemnity information 


0412280062 Forwards Endorsement 62 to NELIA Policy NF-238 & Endorsement 
52 to MAELU Policy MF-93. . ^ ^ 

DUCK, J. R. Marsh & McLennan, Inc. 84/12/20. SALTZMAN, U. Assistant 
Director for State Sc Licensee Relations. 3pp, 20112:074. 24X 

Fiche: 50-348. 84/12/20, S4122S0062. 


8412280157 Forwards Endorsement 5 to NELIA Certificates N-62 8 < N-73 & 
MAELU Certificates M-62 M-73. . . ^ 

DUCK, J. R. Marsh McLennan, Inc. 84/12/20. SALTZMAN, U. Assistant 
Director for State Licensee Relations. Spp. 28108: 050. 24X 

Fiche: 50-340, 84/12/20, 8412280157. 


P. Operating license stage documents 8 < correspondence 


0412070500 Forwards notice of environ assessment 8 t finding of no 
significant impact re 840727 request for relief from 
requirements of ASME Code Section XI for charging pump 
casing welds t« hydrostatic test pressure. W/o end. « „ „ 

REEVES, E. A. Operating Reactors Branch X. 84/08/29. MCDONALD, R. P. 

Alabama Power Co. Ip. 27844:296. 24X Fiche; 50-364, 84/08/29, 

8412070500. 


B412O5O420 Forwards safety evaluation granting relief from ASME Section 
XI requirements for inservice testing program for pumps & 
valves. Proposed test interval of every 10 yrs for 

check valve blowdown test unacceptable. . . « „ „ 

VAROA, S. A. Operating Reactors Branch 1. 84/11/15. MCDONALD, R. P. 
Alabama Power Co, 6 pp. 27810:184. 24X Fiche: 50— 348, 84/1 1 /15, 

8412050428. 


8412190103 Forwards corrected Page 6-2 for Amends 53 8 < 44 to Licenses 
iypp--.2 & NPF-e, respective! y. Amend numbers reversed for each 
unit Tech Specs. 

REEVES, E. A. Operating Reactors Branch 1. 84/12/11, MCDONALD, R. P. 

Alabama Power Co. 2pp. 28028:266. 24X Fich e: 50-348, 84/12/1 1, 

8412190193. 


— 8412190185 Corrected Page 6-2 for Amends 53 44 to Licenses NPF-2 S< 

fvipp-a, respectively, re offsite organization for facility mgt 
8 < technical support. 

■e Operating Reactors Branch 1. 84/12/11. 2pp. 28028:268. 24X 

Fiche: 50-348, 84/12/11, 8412190183. 


8412240020 Forwards results of util review of 831212 proposed Tech Spec 
changes, per 841107 request. Meaning of proposed changes not 
altered by errors. End corrected pages should be incoporated 
into any subsequent amends. 

MCDONALD, R. P. Alabama Power Co. 84/12/13. VARGA. S. A. Office of 
Nuclear Reactor Regulation, Director. Spp. 28047:031. 24X 

Fiche: 50-348. 84/12/13, 9412240020. 


8412290507 Forwards SERs re environ qualification of electrical 

equipment important to safety. „ 

VARGA, S, A. Operating Reactors Branch 1. 84/12/13. MCDONALD, R. P. 

Alabama Power Co. 5pp. 28133:035. 24X Fiche: 50-348, 84/12/13, 

84 12280507. 


— 8412280508 SER confirming that all electric equipment important to 
safety within scope of 10CFR50. 49 environmentally qualified 
ec justifications for continued operation unnecessary. 

* Equipment Qualification Branch. 84/12/13. 18pp. 28133:040. 

24X Fiche: 50-348, 84/12/13, 8412280507. 


— 0412050436 Safety evaluation granting relief re inservice testing 
requirements for accumulator check valves 8 < refueling water 
sys check valve. Ref uel ing water storage tank check valve 
must be tested at every refueling outage. 

# Office of Nuclear Reactor Regulation, Director. 84/11/14. 
27910:190. 24X Fiche: 50-348, 84/1 1/15, 0412050428. 


4pp, 


8412260272 Advises that all safety questions reviewed S< unit may 
operate safely during Cycle 4 reload. Veri fication of reload 
core design will be performed per std startup physics tests. 
MCDONALD, R. P. Alabama Power Co. 84/12/18, VARGA, S. A, Office Of 
Nuclear Reactor Regulation, Director. 2pp. 28057:357. 24X 

Fiche: 50-364. B4/12/1B, 8412260272. 


8412010084 Application for amends to Licenses NPF-2 & NPF- 8 , revising 
Tech Spec Sections 3,4 fit 6 as supplemental response to 
Generic Ltr 83-43 re LER reporting requirements of 
10CFR30. 72 & 50.73. ^ 

MCDONALD, R. P. Alabama Power Co. 84/11/26. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 4pp. 27705:321, 24X 

Fiche: 50-348, 84/11/26, 8412010084. 


B412260360 Responds to NUREO-O737i Item 11. F. 2 «« Generic Ltr 82-28 re 
inadequate core cooling instrumentation sys, per 841130 ltr. 

Inventory tracking sys schedules should be reviewed based on 
level of effort expended, 

MCDONALD, R. P. Alabama Power Co. 84/12/18. EISENHUT, D. G. Office of 
Nuclear Reactor Regulation, Director, 6 pp. 28054:130. 24X 

Fiche: 50-348, 84/12/18* 8412260360. 
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B4122Q0430 Grants relief from ASrC Code Section XI requirements for 
charging pump casing welds & hydrostatic test pressure for 
steam generators & Class 2 piping. 

VARGAi S A. Operating Reactors Sranch 1, B4/12/1S. MCDONALDi R. P 

Alabama Power Co. 3pp. 20130:348. 24X Fxche: 50-364< 84/12/lB. 

0412280430. 


— 8412280434 Safety evaluation supporting relief from ASMS Code Section 
XI requirements for charging pump casing welds it hydrostatic 
test pressure for steam generators & Class 2 piping 

* Office of Nuclear Reactor Regulation. Director. 84/12/18. 3pp. 
28130:351 24X Fiche: 50-364. 84/12/18. 8412280430. 


8412310415 Forwards list of open items for plants required to complete 
757. of open items (as of 840701) by 850701 . Sa fety 
evaluations for subj plants should be considered priority 
i terns. Concurrence w/open items requested. 

EISENHUT, D. G. Division of Licensing. 84/12/19 SPEIS. T. P. 

Division of Safety Technology. 44pp, 28152:217. 24X 

Fiche: 50-000. 84/12/18. 8412310415. 


Q. Inspection reports. IE Bulletins Si correspondence 


8412010180 Informs that completion of all corrective actions it full 
compliance w/Violation B. 2 of Insp Repts 50-348/83-13 & 
50-364/83-11 changed to 841123. 

MCDONALD. R. P. Alabama Power Co. 84/05/29. LEWIS. R. C. Region 2. 
Office of Director. Ip. 27711:267. 24X Fi c h e : 50-348. 84/05/29. 

8412010180. 


8412280070 Forwards Insp Repts 50-348/84-25 Zt 50-364/84-25 on 
840924-28. No violations or deviations noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/10/16 
MCDONALD, R P. Alabama Power Co. 2pp, 28128:269. 24X 

Fiche: 50-348. 84/10/16. 8412280070, 


— 8412280072 Insp Repts 50-348/04-25 5i 50-364/84-25 on 840924-20. No 
violations or deviations noted Major areas inspected lab QC 
program, chemistry & radiochemistry procedures & QC records & 
logs. 

KUZO.G.B. . MONTGOMERY. D. M. Region 2. Office of Director. 

84/10/15. 12pp. 28128:271. 24X Fiche: 50-348. 84/10/16. 8412280070. 

8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fi c he : 50-000. 84/1 1 / 19. 8411 1 50064. 


8412280055 Forwards Insp Repts 50-348/84-26 & 50-364/84-26 on 
840925-28. No violations or deviations noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/11/21. 
MCDONALD. R. P. Alabama Power Co. 2pp. 28128:249. 24X 
Fiche: 50-348, 84/11/21. 8412280055. 


— 0412280064 Insp Repts 50-348/84-26 it 50-364/84-26 on 840925-28. No 
violation or deviation noted. Major areas inspected: 
radiological emergency planning. 

CUNNINGHAM. A. L. . CLINE. W, E. Region 2, Office of Director. 
84/11/19. 6pp. 28120:251. 24X Fiche: 50-348. 84/ 1 1 /21 . 8412280055. 


8412030203 Responds to IE Bulletin 84-03 re evaluation of refueling 
cavity water seal. 

MCDONALD. R. P. Alabama Power Co. 84/11/26. 0 'REILLY. J, P. Region 2, 

Office of Director. 7pp. 27725:121. 24X Fiche: 50-348. 84/11/26. 

8412030203. 


8411210360 IE Info Notice 84-B4. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche : 50-000. 84/1 1/27. 8411210360. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fi ch e: 50-000, 84/1 1 /30, 341 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. “ 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fi che: 50-000, 84/1 1/30. 841 1280370. 


84120300.28 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems ' 
Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/12/03 Consolidated Edison Co of N* 

York. Inc. i22pp. 27966:093. 24X Pic he . 50-000. 84/12/03, 04 12030023 


8412050001 IE Info Notice 04-89. "Stress Corrosion Cracking in 
Nonsensitir ed 316 Stainless Steel. " Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07 Consolidated Edison Co of 

York. Inc liapp. 27966-332. 24X Fiche : 50-000, 84/12/07, 8412050031 


0412050090 IE Info Notice 84-90, "Mam Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list encl. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of ’ 

York. Inc. U4pp. 27966:215. 24X Fiche : 50-000, 84/12/07. 841RO5O0f0 > 

8412060S94 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '■ Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of 

York. Inc. il6pp. 28032:130. 24X Fi c he . 50-000, 84/12/10. a412O6059( , 


8412180601 Forwards Insp Repts 50-348/84-31 8< 50-364/84-31 on 
841126-29. No violations or deviations noted. 

VERRELLI. D. M. Region 2, Office of Director. 84/12/13. 
MCDONALD, R. P. Alabama Power Co. 2pp. 27962:250. 24X 
Fiche: 50-348, 04/12/13, 8412180601. 


— 8412180604 Insp Repts 50-348/84-31 & 50-364/84-31 on 841126-29. No 
noncompliance noted. Major areas insp e c t e d : s ec ur i t y program 
audit & locks it keys. Details withheld (ref 10CFR2. 790 & 

73. 21). 

HALL. B. L. . MCGUIRE. D. R. Region 2. Office of Director. B4/12/ia 
Ip. 27962:252. 24X FI c h e ; 50-348. 04/ 12/ 1 3. 8412180601 . 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Firf 
Pump Diesel Engines." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of Ni^ 

York. Inc. 119pp. 28123:131. 24X Fi c he : 50-000, 84/12/17, B4121205<1 


B412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. *• Svc list encl. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of f(tj 

York. Inc. 120pp. 28124:001. 24X Fi che: 50-000. 04/12/17, 84121205(7 


R. Periodic operating reports 8c related correspondence 


B412170045 Monthly operating rept for Dct 1984. W/Q41 1 09 Itr. 
WOODARD, J. D. , MCDONALD, R. P. Alabama Power Co. 84/10/31. 6pp. 
27968:357. 24X Fi ch e; 50-364, 84/ 10/31 , 84121 70045. 


8412200163 Monthly operating rept for Nov 1984. W/841210 Itr, 

MCDONALD, R. P. Alabama Power Co. 84/11/30. 5pp. 20031:261, 241 

Fiche; 50-364, 04/11/30. 8412200163. 


S. Reportable occurrences. LERs 8< related correspondence 


8412030273 LER 84-011-00: on 841023, review of 041020 calibr teit 
determined that potentiometer settings for inputs from 
power range channel N43 to Loop 3 overtemp delta T circuit 
not within Tech Specs. Potentiometers reset. W/041121 Itr. 
WOODARD. J. D. . MCDONALD, R. P. Alabama Power Co. 84/11/21. 3pp, 
27734:238. 24X Fiche; 50-364, 84/1 1/21, 8412030273, 


8412030295 LER 84-012-00: on 84 1026, reactor tripped due to gensral 
warnings in both trains of solid state protection sys. 

Caused by operator error during operability test. Operator 
counseled, W/841121 Itr. 

WOODARD. J. D. , MCDONALD. R. P. Alabama Power Co. 84/11/21. 3pp. 
27734:235. 24X Fi ch e: 50-364. 84/1 1 /21 , 8412030295. 


8412120420 LER 84-013-00: on 841107, fire patrol not posted when (nal*' 
control room annunciation capability for smoke detectors 
rendered inoperab le. Caused by personnel error. Fire watch 
established Ik Individual involved counseled. W/a41207 Itr, 
WOODARD. J. D. . MCDONALD, R. P. Alabama Power Co. 84/12/07. 3pp. 
27910:044, 24X Fich e: 50-364. 84/12/07, 8412120420, 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list «ncl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 04/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340, 24X Fiche: 50-000, 84/12/03. 8412030021. 
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DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 2 


F Security, medical/ emergency ?< fire protection plans 


B412O5O609 Foriuards Insp Repts 50-321/84-39 «< 50-366/84-39 on 
840925-0927. Detai Is & notice of violation withheld 
(ref 10CFR2. 790 & 73.21). 

LEWIS. R.C. Region 2. Office of Director. 84/10/19. KELLY. R. J. 
Georgia Power Co. Ip. 27780:143. 24X Fiche: 50-321. 84/10/19. 

8412050689. 


—8412050702 Insp Repts 50-321/04-39 & 50-366/84-39 on 841019. 
Noncomp 1 iance noted : fa i 1 ure to provide adeciuate procedure 
for testing protected area intrusion detection sys. Details 
withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN. A. Region 2, Office of Director. 84/10/15. Ip. 
27780:145. 24X Fiche; 50-321. 84/10/19. 8412050689. 


0412010043 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50—321/84—39 & 

50-366/84-39. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/11/27. KELLY. R. J, 
Georgia Power Co. Ip. 27704:104. 24X Fi ch e: 50-321. 84/1 1 /27. 

8412010043. 


— B412010045 Responds to NRC 841019 Itr re violations noted in Insp Repts 
50-321/84-39 & 50-366/84-39 re 840926 security infraction. 

Response withheld (ref 10CFR2. 790( d ) & 73.21). 

OUCWA. L T. Georgia Power Co. 84/11/16. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip. 27704:105, 24X Fi ch e; 50-321 . 84/ 1 1 /27. 

8412010043. 


8412200071 Rev 5 to Emergency Plan Implementing Procedure HNP-8134. 
"Whale Body Counter Sys. " W/841217 Itr. 

SORRELL. E.C. Georgia Power Co. 04/12/17. 20pp. 28022:195, 24X 

Fiche: 50-321 . 84/12/17. 8412200071. 


8412260227 Submits specific info re compensatory measures for 
nonoutage-related App R nods not completed within 10CFR50, 48 
time frame. in support of 841002 request for extension of 
schedule to complete listed mods. 

GUCWA. L. T. Georgia Power Co. 84/12/20. STOLZ. J. F. Operating 
Reactors Branch 4. Tpp. 28055:301. 24X Fi ch e : 50-321 . 84/ 12/20. 

B4 12260227. 


J. Insurance Si indemnity information 


8412280024 Forwards Endorsement 5 to MAELU Policy M-67. NELIA 
Certificate N-67. MAELU Certificate M-51 & NELIA Certificate 
N-51. 

DUCK. J, R. Marsh «< McLennan. Inc. 84/12/20, SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 5pp. 28108:284. 24X 

Fiche: 50-321. 84/12/20. 8412280024. 


8412280075 Forwards Endorsement 92 to NELIA Policy NF-2i5 St Endorsement 
76 to MAELU Policy MF-7B. 

DUCK. J. R. Marsh 8< McLennan. Inc. 84/12/20. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 3pp. 28111:262. 24X 

Fiche^: 50-321 , 84/12/20. 8412280075. 


P. Operating license stage documents & correspondence 


8412050640 Advises that L Mellen successfully completed NRC generic 
health physics training & requests that trainee be given 
only site-specific training to gain access to radiation 
2 ones. 

GOODE. R.W. Region 2. Office of Director. 84/11/09. NIX. H. Georgia 
Power Co. Ip. 27781:099. 24X Fiche: 50-000. 84/11/09. 8412050640, 


8412010042 Provides info re plans & schedule for implementing first two 
categories of improvement. per Generic Ltr 84-23 re reactor 
vessel water level instrumentation in BWRs. Plan Si will be 
provided after vessel water level study completed. 

GUCWA. L.T, Georgia Power Co. 84/11/20. STOLZ. J. F. Operating 
Reactors Branch 4. Ip, 27704:103. 24X Fiche: 50-321. 84/1 1/20. 

3412010042. 


8412010047 Forwards corrected Page 3/4 8-3 of diesel generator Tech 
Specs covering surveillance requirements for electrical 
power sys. in response to Generic Ltr 84-15. 

GUCWA. L.T. Georgia Power Co. 84/11/20, STOLZ. U. F, Operating 
Reactors Branch 4. Ip. 27709:361. 24X Fiche: 50— 321. B4/1 1 /20. 

8412010047. 


—3412010125 Corrected Page 3/4 8-3 to Tech Specs re surveillance 
req.uirements, 

* Georgia Power Co. 84/11/20. Ip. 27709:362, 24X 

Fiche: 50-321. 84/11/20, 8412010047. 


8412010132 Notifies of organi zational changes requiring mods to Tech 
Sp ec s. Ap p 1 i cation for amend to Tech Specs to reflect changes 
will be submitted. 

GUCWA. L.T. Georgia Power Co. 84/11/21, STOLZ. J. F. Operating 
Reactors Branch 4. Ip. 27710:282. 24X Fi c he: 50-321 . 84/ 1 1/21 , 

8412010132. 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0, Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fich e : 50-000, 84/1 1 /26. 8412050542. 


8412060603 Submits second request for remittance of fee for 840423 
application to amend License NPF-5 re ATWS rec irculat i on 
pump trip instruments, Payment requested within 15 days of 
ltr receipt. 

MILLER, W, 0. License Fee Management Branch. 84/11/30. BECKHAM. J.T. 
Georgia Power Co. Ip. 27828:324. 24X Fi c he: 50-366. 84/1 1 /30, 

8412060603, 


8412310335 Forwards Amend 102 to License DPR-57 it safety evaluation. 
Amend revises Tech Specs to allow up to four previously 
irradiated fuel bundles to be loaded around each source 
range monitor, 

STOLZ. J.F. Operating Reactors Branch 4. 84/12/07. BECKHAM. J. T. 

Georgia Power Co. 2pp. 28137:339. 24X Fi che : 50-366. 84/ 12/07. 

8412310335. 


— 8412310363 Amend 102 to License DPR-57, revi sing Tech Specs to allow up 
to four previously irradiated fuel bundles to be placed 
around each source range monitor. 

STOLZ. J, F. Operating Reactors Branch 4. 84/12/07. 7pp. 

28137:341. 24X Fi c h e : 50-366. 84/12/07. 8412310335. 


— 8412310365 Safety evaluation supporting Amend 102 to License DPR-57. 

* Office of Nuclear Reactor Regulation. Director. 84/12/07. 2pp, 
28137:348. 24X Fiche; 50-366. 84/12/07, 8412310335. 


8412200593 Notification of 841218 meeting w/util in Bethesda.MD to 
discuss util organizational changes 8< related proposed Tech 
Spec changes. 

HERMANN. R. Operating Reactors Branch 4. 84/12/17. STOLZ. U.F. 

Operating Reactors Branch 4. 2pp. 28039: 107. 24X 

Fiche: 50-321, 84/12/17, 8412200593, 


Q, Inspection reports, IE Bulletins t< correspondence 


8412010027 Advises that addl info in response to Violation Items 
321/84-05 & 366/84-05-01 re inadequate insp of masonry 
wall mods will be submitted by B40831.Addl time necessary 
to ensure info of sufficient scope to address NRC concerns. 

OUCWAj L. T. Georgia Power Co. 84/07/30. 0 'REILLY. J, P. Region 2. 

Office of Director. Ip. 27709:182. 24X Fiche: 50-321. 94/07/30, 

8412010027. 


8412010106 Responds to NRC ltr re violations noted in Insp Repts 
50-321/84-05 it 50-366/84-05. Corrective actions:QC dept will 
continue to stress importance of QC inspectors reviewing 
drawings before performing insps. 

GUCWA. L.T. Georgia Power Co. 84/08/22. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 27704:127. 24X Fi che: 50-321 , 84/08/22, 

S412010I06. 


8412050689 Forwards Insp Repts 50-321/84-39 50-366/84-39 on 

840925-0927, Details it notice of violation withheld 
(ref 10CFR2. 790 it 73.21). 

LEWIS.R.C. Region 2. Office of Director. 84/10/19. KELLY. R. J. 
Georgia Power Co. Ip. 27780:143. 24X Fiche: 50-321, 84/10/19. 

8412050609. 


—8412050702 Insp Repts 50-321/04-39 50-366/84-39 on 841019. 

Noncompliance noted: failure to provide adequate procedure 
for testing protected area intrusion detection sys. Details 
withheld (ref 10CFR2. 790 St 73.21). 

TILLMAN; A, . MCGUIRE. D. R, Region 2, Office of Director. 84/10/15. 
Ip, 27780:145. 24X Fiche : 50-321. 84/10/19. 8412050689. 


8412200239 Forwards Insp Repts 50-321/84-42 8t 50-366/84-42 on 
841009-12. No violation noted. 

DANCE, H.C, Region 2. Office of Director. B4/11/01, KELLY. R. J. 
Georgia Power Co. 2pp. 28128:041. 24X Fiche: 50-321, 84/1 1/01. 

8412280239. 


— 8412280241 Insp Repts 50-321/84-42 it 50-366/84-42 on 841009-12. No 
violation noted. Major areas inspected : insp activities re 
Generic Ltr 84-11 (Unit D.inservic# insp (Unit 1) St 
licensee action on previous enforcement matters. 

CROWLEY, B. R. . BLAKE, J. J. Region 2. Office of Director. 84/10/30. 
10pp. 28128:043. 24’< Fiche: 50-321. 84/11/01. 8412280239. 



228 


DOCKETED ITEMS 


8411150064 IE Info Notice 04-B3* “Various Battery Problems " Svc list 
end. 

JORDANi E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/11/19 Consolidated Edison Co of Nem 

York. Inc. 120pp. 27807:058 24X Fi che' 50-000. 84/1 1 / 1 9, 841 1 150064. 


8412030021 IE Info Notice 04-87. "Piping Thermal Deflection Tr..i 
Stratified Flow " Svc list end reflection Indt,c»d. 

JORDAN. E L Division of Emergency Preparedness & Enqineerlnn 
Response (Post 830103) 84/12/03. Consolidated Edison 

York. Inc. 117pp 27965:340 24X Fi c he • 50-000, 84/12/03. sSieJvJ- 


8412280057 Forwards Insp Repts 50-321/84-43 & 50-366/84-43 on 
841023-26 No violations or deviations noted. 

BROWNLEE. V. L, Region 2, Office of Director 84/11/20 KELLY. R. J 
Georgia Power Co 3pp 28128.257 24X Fi che . 50-321 , 84/1 1 /20, 

8412280057. 


8412030028 
Svc list 
JORDAN, E 
Respons e 
York, Inc 


encl. rrgo,,.,. 

L Division of Emergency Preparedness & Engineerine 
(Post 0301031. 84/12/03 Conso 1 i da ted Ed i" 0^0^ 1 , 

122pp. 27966 093. 24X Fiche 50-000.84/12/03,941205;/:^’ 


— 8412280066 Insp Repts 50-321/84-43 & 50-366/84-43 on 841023-26. No 
violation or deviations noted. Major areas inspected Generic 
Ltr 84— 1 1. inservice insp. plans for overlay welding of 
stainless steel pipe welds U IE bulletins. 

CROWLEY. B. R. , BLAKE, J J. Region 2, Office of Director. 84/11/15. 
lOpp, 28128:259. 24X Fic h e • 50-321 . 84/ 1 1 /20, 841 2280057. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Crackina in 
Nonsensitized 316 Stainless Steel " Svc list end, 

JORDAN. E L Division of Emergency Preparedness U Enqineerino 
Response (Post 830103). 84/12/07. Consolidated Edison Co on,. 

York. Inc, llBpp 27966,332. 24X Fiche: 50-000, 84/12/07. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transf ormers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179 24X Fi che: 50-000, 84/11/27. 8411210360. 


8412050090 IE Info Notice 84-90. "Mai 
Environ Qualification of Equipment 
JORDAN. E. L Division of Emergency 
Response (Post 830103). 84/12/07. 

York. tnc. il4pp. 27966-215 24X 


n Steam Line Break Effect on 
" Svc list end. 

Preparedness 2 < Engineering 
Consolidated Edison Co. of N 
Fiche - 50-000. 84/12/07. e412i)5.V'' 


8412010043 Ack receipt of B41116 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/84-39 t 
50-366/84-39. 

□LSHINSKI, J. A. Region 2, Office of Director. 84/11/27. KELLY, R J. 
Georgia Power Co. Ip. 27704.104. 24X Fic h e : 50-321, 84/ 11 /27, 

8412010043. 


“8412010045 Responds to NRC 841019 ltr re violations noted in Insp Repts 
50-321/84-39 St 50-366/84-39 re 840926 security infraction. 

Response withheld (ref 10CFR2- 790(d ) «< 73.21). 

GOCWA.L. T. Georgia Power Co. 84/11/16. 0 'REILLY, J. P. Region 2. 

Office of Director. Ip, 27704:105. 24X Fi c h e; 50-321 , 84/ 1 1 /27. 

8412010043. 


B412050476 Forwards payment in amount of *60, 000. in response to NRC 
841101 notice of violation & proposed imposition of civil 
penalty. Objects to NRC decision not to mitigate penalty. 

Security violation episodic in nature. 

BECKHAM, J.T. Georgia Power Co. 04/11/27. TAYLOR, J. M. Director's 
Office, Office of Inspection and Enforcement. 2pp. 27763:212 24X 

Fiche- 50-32 1 , 84/ 1 1 /27. 84 1 2050476. 


0412270530 Ack receipt of B4110S ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/84-33 
50-366/84-33. 

QLSHINSKI,J. Region 2. Office of Director. 84/11/28. KELLY, R J 
Georgia Power Co. Ip. 28113:204 24X Fiche: 50-321, 84/1 1 /28. 

8412270530. 


—8412270539 Responds to NRC 841004 ltr re violations noted in Insp Repts 
50-321/84-33 it 50-366/84-33. Correct ive ac t i ons : Sect i on I K 
of Procedure QA-05-0I, "Field Audits" revised on 841029. 

OUCWA.L. T. Georgia Power Co. 84/11/05. O 'REILLY, J. P. Region 2, 
Office of Director. 2pp. 28113:205. 24X Fiche: 50-321, 84/11/28, 

8412270530. 


' w*. I U1’ u Jl UQ 1 Ld 1 

Measurements Programs. " Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineerlno 
Response (Post 830103). 84/12/10. Consolidated Edison Co cO,. 

York. Inc. 116 pp. 28032:130 24X Fi c he - 50-000, 84/12/ 10, aAlSOiO'-l 

8412170060 Ack receipt of 841127 ltr forwarding payment of civil 
penalty in amount of *60, 000, per 841101 order 

Inspection and Enfprc.eirl 

84/12/10. KELLY, R. J. Georgia Power Co. 2pp. 27970-353 34)f 

Fiche-: 50-321, 84/12/10, 8412170060. 

8412120341 IE Info Notice 84-92. "Cracking of Flywheels on Cummlrn F:'r 
Pump Diesel Engines. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineerlnfl 
Response (Post 830103). 84/12/17. Consolidated Edison Co cf iin 

York, Inc. I19pp. 28123:131. 24X Fiche: 50-000, 84/12/17. B4121KU: 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water frm 
Refueling Water Cavity. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness it Engineerlno 
Response (Post 830103). 84/12/17. Consolidated Edison Co oftin 

York. Inc, I20pp. 28124:001. 24X Fi che • 50-000, 94/12/17, 0412130!*' 


R. Periodic operating reports & related corr esp ondence 


8412100477 Forwards monthly operating repts for Aug 1984 

NIX. H. C. Georgia Power Co. 84/09/05. Director's Office, OfMo 
of Inspection and Enforcement. Ip. 27858:257. 24X 

Fiche: 50-321 , 84/09/05. 8412100477. 


B41211057B Monthly operating repts for Qct 1984. W/841 100 ltr. 
MCBAY, M. G. , NIX.H, C. Georgia Power Co. 84/10/31. 17pp, 

24X Fiche: 50-321, 84/10/31, 8412110578. 


27094 ill 


—8412270544 Forwards Insp Repts 50-321/84-33 it 50-366/84-33 on 
840327-31 8( notice of violation. 

LEWIS, R. C. Region 2, Office of Director, 04/10/04. KELLY, R J 
Georgia Power Co. 2pp. 28113:207. 24X Fiche: 50-321 , 84/1 1/2B, 
8412270530. 


8412270548 Notice of violation from insp on 840827-31. 

* Region 2, Office of Director. 84/10/04. Ip, 28113-209 

Fiche: 50-321, 84/1 1/28, 8412270530. 


S. Reportable occurrences, LERs & related correspondence 


8412060106 LER 84— 031— 00: on 841031 , reac tor water cleanup inboat-d 
isolation valve 2031— FO-02 isolated due to high equipment 
room temp. Caused by pump shaft seal it two pump vent valves 
leaking. Seal replaced it valves r epaired. W/S41 121 ltr, 

ELTON, T.L J NIX,H. C. Georgia Power Co. 84/11/21 3pp. 27926,31! 
24X Fiche: 50-366. 84/11/21, 8412060186. 


-8412270555 Insp Repts 50-321/84-33 it 50-366/84-33 on 840827-31. 
Violation noted: failure to issue audits within Tech Spec 
required timeframe. 

BELISLE. G. A. , SMITH, C. F. , WHITCOMB, H. C. Region 2, Office of 

28113:210. 24X Fiche: 50-321, 84/11/28, 


8412060332 LER 94-029-00; on 840810, s 1 i d ing fire door for 600-volt 
station svc switchgear room 2-C obstructed by door of 
switchgear cabinet 2H21-P051. Caused by personnel error. 
Personnel cautioned. W/841 121 ltr. 

ELTON, T.L. , NIX,H. C. Georgia Power Co. 84/11/21. 3pp. 27923 
24X Fiche: 50-366. 84/11/21, 8412060382. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

Safeguards & Inspection Programs (Post 
830103), 84/11/30. Consolidated Edison Co. of New York. Inc. 

SSpp. 27967:086. 24X Fiche: 50~000, 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment, " 

Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
(Post 33010.3L 84/11/30. Consolidated Edison Co 


York. Inc. 


- - ... caison wo. or 

116 pp, 27965:224. 24X Fiche: 50-000, 84/11/30, S4112B0 


8412120394 Special Rept 50-366/ 1984-001 : on 841018. personnel found 
blown power supply circuit fuses for triaxial time history 
accelerog raphs. Caused by short circuited it blown fuse. 

Blown fuse replaced & Instrumentation loop repaired. 

NlX.H.C, Georgia Power Co. 84/11/21. 0 'REILLY, J, P. Regions. 

Office of Director. 2pp. 27909:362. 24X Fiche: 90-366. 84/11/21, 

8412120394. 


8412120009 LER 84-032-00; on 841105, plant per sonnel noted required 
deficiency rept re inadequate bolting matl for RHR svc water 
pump columns not written. Plant notified of incorrect matl on 
041015. W/e41204 ltr. 

ELTON, T.L, i NIX,H. C, Georgia Power Co. 84/12/04. 3pp, 27910.07) 
24X Fiche - 50-366, 84/12/04, 8412120009. 
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8412190338 Special Rept 50 - 36 /b/ 1984-003. on 041020, HPCI manually 
initiated to restore reactor water level following law 
reactor water level tr ans i en t. Caus ed by manual scram & main 
steam line isolation valves closed for repair. 

NIX.H. C. Georgia Power Co. 84/12/07. Record Services Branch 
(Document Control Desk). 2pp. 28029; 124, 24X Fiche; 50— 3i6» 

84/12/07, 0412190338. 


0412200063 PNO-I 1-84-100: on 841212, vial containing 1/2 oz cocaine found 
in trailer inside protected area Access to area suspended. 

Urinalysis testing started to check for drug use. Access 
restored pending test results. 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/12/14. 

Ip. 28022 291. 24X Fiche: 50-321, 94/12/14, 8412200063. 


— 8412140186 Rev 10 to Procedure Data Package HNP-1-3980-1 , 
"Kinemetrics SMA-3. " 

■It- Georgia Power Co. 84/11/29. 4pp. 27919:346. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


— B41214016S Rev 0 to Training Lesson Plan L-RQ-409, "Code of 
Regulations, 1QCFR20 It 100. " 

BENNETT,? Georgia Power Co. 84/09/25. 7pp. 27919:350. 
Fiche: 50-321, 84/11/29. 8412140160. 


Federal 

24X 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 
F. Security, medical, emergency & fire protection plans 


B412240155 LER 84-030-00: on 841 1 15, month ly channel functional test not 
performed on main steam line instrumentation for Sept S< 

□ ct 1984. Caused by personnel error. Personne 1 counseled. 

W/B41214 Itr. ^ ^ 

ELTON, T.L., NIX.H.C, Georgia Power Co. 84/12/14, 3pp. 28062:035 
24X Fiche: 50-366. 84/12/14, 8412240155. 


8412200033 Responds to FQIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. nc. ■ m 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information & Resource Service. 3pp, 28052:318. 24X 

*! 0 -nno, nA/06/14, 8412200033. 


0412260288 Forwards "Summary of Reviews & Analyses Performed for Part 
21 Evaluation re Floor Response Spectra Peak Broadening for 
El Hatch Nuclear Plant Units 1 & 2, " per agreement reached 
at 841116 meeting. , , 

GUCWA, L. T. Georgia Power Co. 84/12/14 STOLZ, J. F. Operating 
Reactors Branch 4, 2pp. 28057:199. 24X Fi ch e : 50-321 , 84/ 12/14, 

0412260288. 


— 8412260291 "Summary of Reviews ic Analyses Performed for Part 21 
Evaluation re Floor Response Spectra Peak Broadening for 
El Hatch Nuclear Plant Units 1 & 2. " 

e Georgia Power Co. 84/12/14. 47pp. 28057:201. 24X 

Fiche: 50-321, 84/12/14, 8412260288. 


B412030243 Rev 1 to Radiological Emergency Plan Implementing 
1905.002, "Offsite Emergency Monitoring." 

LEVINE, J. M. Arkansas Power & Light Co. 84/11/23. 3pp. 
24X Fiche: 50-313, 84/11/23, 8412030243. 


Procedure 
27727; 183. 


0412100436 Forwards Amend 59 to License NPF-6, Amend revises Tech Spec 
Table 3.3-11 re fire detection instrumentation to allow 
replacement of heat detector in emergency diesel generator 

MILLER, J. R. Operating Reactors Branch 3. 84/11/23. GRIFFIN, J. M. 

Arkansas Power & Light Co. 3pp. 27067:345. 24X 

Fiche: 50-368, 84/11/23, 8412100436. 


V. Operator Examinations 


B412060230 Advises that operators who failed NRC 841105 requalification 
exams will be prohibited from licensed duties beginning 
041105 & will not return to duties until completing 
accelerated program sat i s f ac tori ly. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/11/09. KELLY, R.J. 
Georgia Power Co. 3pp. 27826:234. 24X Fi ch e : 50— 321 , 84/1 1 /09, 

0412060230. 


0412140160 Forwards operating procedures & lesson plans re seismic 
events, in response to NRC 841030 request. 

NIXfH. C, Georgia Power Co. 84/11/29. STOLZ, J.F. Operating 
Reactors Branch 4. 2pp. 27919:306. 24X Fiche; 50— 321, 04/ 1 1/29, 

8412140160. 


— 8412140163 Rev 5 to Procedure HNP-1-2092, "Seismic Instrumentation 
Triggered. " 

* Georgia Power Co. 83/02/22. 3pp. 27919:308. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


— 8412100443 Amend 59 to License NPF-6, revis ing Tech Spec Table 3.3-11 re 
fire detection instrumentation, allowing replacement of heat 
detectoc in emergency diesel generator rooms. 

MILLER, J. R. Operating Reactors Branch 3. 84/11/23. 5pp. 

27867:348. 24X Fi che ; 50-368, 84/1 1/23, 8412100436. 


8412130392 Forwards "Final Radiological Emergency Preparedness Exercise 
Rept" U schedule of corrective actions for deficiencies 
noted during 840321 exerc ise. State of AR proposed corrective 
actions adequate to address deficiencies. ,-,/nr, 

KRIMMtR.W. Federal Emergency Management Agency. 84/12/0/. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103), 12pp. 27903:149. 24X Fiche: 50-313, 

84/12/07, 8412130392. 


— 8412130395 "Final Radiological Emergency Preparedness Exercise Rept. 
* Federal Emergency Management Agency. 84/08/03. 120pp. 

27903:161. 24X Fiche : 50-313, 84/12/07, B412130392. 


J. Insurance indemnity information 


— 0412140165 Rev 4 to Procedure HNP-2-2092, "Seismic Switch Tripped. 
* Georgia Power Co, 83/03/10. 2pp. 27919:311. 24X 

Fiche: 50-321, 04/11/29. 8412140160. 


— 0412140168 Rev 4 to Procedure HNP-4e5a, "Naturally Occurring 
Ph enomenon. " 

* Georgia Power Co. 83/10/28. 12pp. 27919:313. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


8412270330 Forwards Endorsements 11-15, 17-21 St 47-52 to NELIA Policy 
NF-210, Endorsements 41-44 to MAELU Policy MF-74 8c Amend 2 to 
Indemnity Agreement B-65. Future mail should be addressed to 
JM Griffin, senior vice president. t 

ENOS, J. T, Arkansas Power 8t Light Co. 84/12/17. ^ 

Assistant Director for State 8c Licensee Relations. 24pp. 28087:23 

24X Fiche: 50-313, 84/12/17. 8412270330. 


P. Operating license stage documents 8c correspondence 


— 8412140173 Rev 3 to Procedure HNP-4422. "Notification of Unusual 
Event - Control Room Operators. " 

4 *- Georgia Power Co. 83/03/21. 2pp. 27919:325. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


— 8412140175 Rev 3 to Procedure HNP-4522, "Alert - Control Room 
Operators. " 

* Georgia Power Co. 83/04/26. 2pp. 27919:327. 24X 

Fiche; 50-321, 84/11/29, 8412140160. 


— 8412140179 Rev 5 to Procedure HNP-4622, "Site Area Emergency - Control 
Room Operators. " 

■e Georgia Power Co. 83/06/10. 3pp. 27919:329. 24X 

Fiche: 50-321.84/11/29, 8412140160. 


8412120193 Partial' response to FOIA request for NUREG/CR-3301, "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 

withheld (ref FOIA Exemption 4). o./nA/nR c,wni ly S 

FELTON, J. M. Division of Rules and Records. 84/06/05. SHULLY, s. 

Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000, 84/06/05, 8412120193. 


3412110171 Summarizes 841017 meeting w/Technology for Energy Corp 8. NRC 
in BBthesda,MD to discuss 840830 "Final Rept for Phase I of 
Inadequate Core Cooling Monitoring Sys Confirmatory Test 
Program" t: obtain NRC concurrence. 

ENOS, J. T. Arkansas Power St Light Co. 84/11/16. STOLZ, J.F. 

Operating Reactors Branch 4. MILLER, J. R, Operating Reactors Branch 
? 27354:027. 24X Flch.: 50-313, 84/11/16, B412110171. 


— 8412140181 Rev 7 to Procedure HNP-4722, "General Emergency - Control 
Room Operators, " 

* Georgia Power Co. 83/06/10. 3pp. 27919:332. 24X 

Fiche: 50-321, 04/11/29, 8412140160. 


— 8412140183 Rev lO to Procedure HNP-1-3980-M, "Seismic InstrumenTation 
Functional Test St Calibr. " 

a Georgia Power Co. 84/06/13. 11pp. 27919:335. 24X 

Fiche: 50-321, 84/11/29, 8412140160. 


8412060580 Forwards Amends 87 8{ 58 to Licenses DPR-51 8( NPF-6, 
respectively 8c safety eva luation. Amends change Tech Spec 
surveillance intervals for leak testing of certain sealed 
radioactive sources to 10 months. 

STOLZ, J, F. Operating Reactors Branch 4. MILLER, J.R. Operating 
Reactors Branch 3. 84/11/19. GRIFFIN, J. M. Arkansas Power St Light 

Co, 2pp. 27828:332. 24X Fiche: 50-313, 84/11/19, 8412060580. 
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B412060589 Amend 87 & 59 to Licenses DPR-51 & MPF-A respectively, 
changing Tech Spec surveillance intervals for leak testing 
of certain sealed sources to 16 months. 

STOLZ. J, F. Operating Reactors Branch 4 84/11/19. lOpp 

27828:334 24X Fi ch e : 50-313. 84/11 / 19, 84 1 20605S0. 


8412040047 Notice of violation from 
* Region 4. Office of Director. 
Fiche. 50-313, 84/11/27. 8412040041. 


insp on 841001-31 
84/11/27 3pp. 27750' 076 




8412060593 Safety evaluation suppportmg Amends 87 & 58 to Licenses 
DPR-51 S; NPF-6. respec 1 1 ve 1 y 

■» Office of Nuclear Reactor Regulation, Director. 64/11/19. 3pp 
27828 ' 343. 24X Fi ch e : 50-313, 84/ 1 1 /19. 8412060580. 


8412100436 Forwards Amend 59 to License NPF-6. Amend revises Tech Spec 
Table 3,3-11 re fire detection instrumentat ion to allow 
replacement of heat detector in emergency diesel generator 
rooms. 

MILLER, J. R. Operating Reactors Branch 3. 84/11/23, GRIFFIN, J M 

Arkansas Power & Light Co 3pp. 27867:345. 24X 

Fiche-: 50-368, 84/11/23, 8412100436. 


'/iolation noted: failure to maintain cable tray instal lationj' 
required by design drawings & failure to adequately 
maintain refueling shuffle procedure 

JOHNSON.U D , HARRELL, P.H , MARTIN, l' E Region 4 , Office of 

Eicfe: 50-3.3, 04/n/g7, 


S4ia030665 Ac* receipt of 841120 Itr 8, chock for *20,000 in poMent -1 
Civil penalty imposed by 841025 order. P^yraent of 

AXELRAD.J. A. Director's Office, Office of Inspection and 

Enforcement. 84/11/27. GRIFFIN. J, M, Arkansas Power & Li nht Tn 

2 pp. 27703' 319. 24X Fi c h e : 50-313, 84/ 11/27, 841205 SIL 


--8412100443 Amend 59 to License NPF-6, revising Tech Spec Table 3.3-11 re 
fire detection instrumentation, al lowi ng replacement of heat 
detector in emergency diesel generator rooms. 

MILLER, J. R. Operating Reactors Branch , 3. 04/11/23. 5pp. 

27867:348. 24X Fiche: 50-368, 84/11/23, 8412100436. 


T 0,3 y* . .wAyuueiiuiii ureaK-cnrough From 

Tc-99m Generators." Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Inspection Proaram* 
830103). 84/11/30. Consol, hated Edison of Ne^Jor” ir 

88pp. 27967 086. 24X Fi che ; 50-000, 84/ 1 1 /30, 841 1280366. 


8412050542 Submits equipment qual i f i cation program status rept for wk 
ending 841116. End list documents status of equipment 
qualification program SERs. 

KARSCH, R. 0. Operating Reactors Assessment Branch. 84/11/26, 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp, 
27783:310. 24X Fiche: 50-000, 84/1 1/26, 8412050542. 


S4112S0370 IE Info Notice 84-86, Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineerino 

Rdspondd (Post 8301031. 84/11/30. Consolidatod Edidon* of N.y 

York, Inc. 116pp. 27965 224. 24X Fi che. 50-000 , 84/1 1/30 , 8411280370 


8412110077 Forwards safety evaluation re environ qual if i cati on of 
saf ety-re lated electric e qui pment. Equipment qua 1 i f i ca t i on 
program in compliance u/lOCFRSO & acceptable. 

MILLER, J. R, Operating Reactors Branch 3. 84/11/28. GRIFFIN, J M 

Arkansas Power & Light Co. 2pp. 27899:333. 24X 

Fiche-: 50-368, 84/11/23, 8412110077. 

8412110085 Safety evaluation re environ qual if icati on of electric 
equipment important to saf ety. Equi pment qual i f ication 
program in compliance u/lOCFRSO. 49 it acceptable, 

'* Office of Nuclear Reactor Regulation, Director. 84/11/28. 

10 pp. 27899:335. 24X Fi che : 50-368, 84/1 1 /28, 84121 10077, 

B412270499 Forwards request for add! info based on review of 841105 
response to Generic Ltr 83-28 re Salem ATWS event. Info to be 
provided within 30 days, 

STOLZ, J. F. Operating Reactors Branch 4. MILLER, J. R. Operatino 
Reactors Branch 3. 84/12/07. GRIFFIN, J. M. Arkansas Power Light 

Co, 5pp. 28107:342. 24X Fi che: 50-313, 84/12/07, 8412270499. 

8412130369 Responds to 840929 ltr & SER re NUREG-0737, Items II. K, 2, 16 it 
II. K. 3. 25 concerning reactor coolant pump seal integrity 
following loss of offsite power. Consol idati on of previouslu 
provided info re SER end. 

ENOS. J. T. Arkansas Power & Light Co. 84/12/10. EISENHUT. D 0 
8412130369^ ^®PP' 27904:258. 24X Fiche: 50-313, 84/12/10, 

8412310280 Application for amend to License NPF-6, revising Tech Specs 
to incorporate steam generator low water level trio of 
237.. Fee paid. ^ 

CAMPBELL, T^G. Arkansas Power «< Light Co. 84/12/21. KILLER, J R 
Operating Reactors Branch 3. 4pp. 28119-343 24X 

Fiche: 50-368, 84/12/21, 8412310280. 

""^"^level^trirorSay. incorporating steam generator low water 

* Arkansas Power & Light Co. 84/12/21. 2 pp. 28119:347. 24X 

Fiche; 50-368, 84/12/21, 8412310280. 

Q. Inspection reports, IE Bulletins & correspondence 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 

JORDAN. E.L. Division of Emergency Preparedness Zt Engineering 
Response (Post B30103), 84/11/19. Consolidated EdisorcS of New 

York, Inc. 120pp, 27807:058. 24X Fiche : 50-000, 84/1 1 / 19, 841 1 1 50064. 

JORDAN, E.L^ Division of Emergency Preparedness & Engineerino 
Response (Post 830103h By 11/27. Consolidated Edison Co® of New 
26pp, 27807.179. 24X Fi che: 50-000, 84/1 1/27, 8411210360. 

50-313/84-29 & 50-368/84-29 on 
841001-31 & notice of violation. 

HUNTER, D.R. Region 4, Office of Director. 84/11/27 GRIFFIN, JM 
Arkansas Power & Light Co. 2pp. 27750:074. 24X ^ '"FIN, J. M. 

Flcha: 50-313, 84/11/27, 8412040041. 


"'""'’‘"8 Thermal Deflection Induced b, 

Stratified Flow." Svc list end, 

JORDAN, E L. Division of Emergency Preparedness it Engineerino 
Response (Post 830103). 84/12/03 Consolidated Edison Co of Meu 

York. Inc 117pp. 27965:340. 24X Fiche; 50-000, 84/12/03, 0412030021 


"Standby Gas Treatment Sys Problems." 


8412030028 IE Info Notice 84-8 
Svc list end. 

JORDAN, E.L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edi^n c! ofNeu 

York, Inc. 122pp. 27966:093. 24X Fi c he ; 50-000, 84/1 2/ 03, 0412030023 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensi ti zed 316 Stainless Steel. " Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness & Enginserinn 

Response (Post 830103). 84/12/07. Consolidated EdsorcS of N 4 u 

York, Inc. U8pp. 27966:3.32. 24X Fiche: 50-000, 84/12/ 07 , 8412050001, 

S412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
° Equipment. " Svc list end. 

JORDAN, E.L^ Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Ed i son cS of Neu 

York, Inc, U4pp. 27966:215. 24X Fi c he: 50-000, 84/12/07, 8412050090 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. ^ 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Eiison Co df N,u 

York, Inc. U6pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412040594 

®'*Pui?°mi of Flguiheels on Cummins Fit, 

Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 

Yorr'’rL Cnnsolidated Edispn Co df Neu 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17. B41212054J. 

84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fi c he ; 50-000 . 84/12/17 , 8412120547. 

occurrences, LERs & related correspondence 

8412060172 LER 84-026-00; on 841026. automati c reactor trip occurred as 
result of dropped control element assembly. Caused by 
shorted upper gripper coil for control element assembly 7. 

Coil replaced. W/S41H6 ltr. 

Power & Light Co. 84/11/16. 2pp. 

27826.309. 24X Fiche: 50-368, 84/11/16, 8412060172. 

8412060705 LER 83-041 /03X-1 : on 830831, core protection channel D found 
to be reading high. Caused by tight wiring connections. 

Voltage reading for output rechecked it found to be normal. No 
corrective actions p lanned. W/S41 123 ltr. 

' ends, J. T. Arkansas Power & Light Co. 84/11/23. 3pp. 
27825: 131, 24X Fiche: 50-368, 84/11/23, 8412060705, 
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0412110232 LER 84-027-00: on 84 1 031 . au t oma 1 1 c reactor trip occurred 
Caused by out-of-range axial shape index Plant startup 
procedures modified to include guidance for axial shape 
index control considering core life 14/841129 Itr, 

ROGERS. P C , ENOS. J T. Arkansas Power 8. Light Co 84/11/29. 2pp, 
27893:147. 24X Fi c h e . 50-368. 84/ 1 1 /29, 84121 10232. 


9412230079 Application for amends to Licenses NPF-9 5< NPF-17* changing 
Tech Specs re administrative controls for shift work Fee 
paid. 

TUCKER. H.D. Duke Power Co. 84/12/10. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 2pp. 29112:069. 24X Fiche: 50-369. 84/12/10. 8412280079. 


0412270441 LER 84-028-00 on 84 1 103. r eac t or tripped Caused by low water 
level in steam generator A during turbine stop valve testing 
due to possible malfunction of mer c ur y-wetted relay Initial 
operation restored mercury to reservoir W/841211 Itr 
ROGERS. P. C. . ENOS. J. T Arkansas Power & Light Co 84/12/11. 2pp 
20115:172. 24X Fi c h e • 50-368. 84/ 12/ 1 1 , 841227044 1 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


9412010126 Discusses B40414 response to Insp Repts 50-369/83-12 & 
50-370/83-16 re commitment to complete rev to fire 
protection review concurrent w/update of FSAR. Review rev 
will be completed fay 841201. 

TUCKER. H B. Duke Power Co. 84/08/07. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip. 27710:313. 24X Fi c h e : 50-369, 84/08/07. 

0412010126 


8412060043 Infor.ms of phone company mod to health physics network phone 
sys within 30 days. Access to phone sys 8; escort svc for 
phone company representatives requested. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/14. TUCKER. H.B. 
Duke Power Co. 2pp. 27027:233. 24X Fiche: 50-000. 84/1 1/14, 

8412060043. 


B412060465 Forwards Rev 21 to security plan. Rev reflects changes 
requested in end of NRC 041113 Itr. as partial acceptance of 
Rev 20. Rev withheld (ref 10CFR73. 21), 

TUCKER. H, D. Duke Power Co, 94/11/30. O'REILLY, U.P Region 2. 
Office of Director. 2pp. 27794:266. 24X Fiche; 50-369. 84/1 1/30. 

0412060465. 


0412140200 Forwards Rev 14 to "Crisis Mg t Plan for Nuclear Stations. " 
Rev revises entire manual except McGuire & Oconee brochures. 

TUCKER. H. B. Carolina Power & Light Co. 84/12/11. Record Services 
Branch (Document Control Desk). Ip. 27920:356. 24X 

Fiche-: 50-000. 84/12/11. 8412140208. 


0412140216 Rev 14 to "Crisis Mgt Plan for Nuclear Stations." Brochures 

enc 1. 

* Duke Power Co. 84/12/03. 267pp. 27920:358. 24X 

Fiche: 50-000. 84/12/11. 8412140208. 


— 8412200084 Proposed Tech Specs re administrative controls for shift 
work, 

# Duke Power Co. 84/12/10. 3pp. 28112:071. 24X 

Fiche; 50-369.84/12/10. 8412280079. 


8412260224 Forwards peaking factor limit rept for Cycle 2 to support 
841116 proposed amends to Licenses NPF-9 S< NPF-17 re 
plant operating limitations affected by use of optimized 
fuel assembly design. 

TUCKER. H. B. Duke Power Co, 84/12/14. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. BERLINGER. C. H. Core 
Performance Branch. *???• 26055:314. 24X Fiche: 50-369. 84/12/14. 

0412260224. 


0412310017 Forwards addl info concerning pin power uncertainties re 
DPC-NF-2010. "Nuclear Physics Methodology for Reload 
Design. *' per 841217 telcon. 

TUCKER. H. B. Duke Power Co. 84/12/19. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. 0. Licensing Branch 
4. 4pp. 28120:013. 24X Fi che: 50-000. 84/12/19. 8412310017. 


Q. Inspection reports. IE Bulletins !t correspondence 


8412310024 Supplements response to NRC 830711 telcon re violations 
noted in Insp Repts 50-369/83-16 «< 50-370/83-23. Uti 1 
disagrees that violation occurred concerning use of Form 
M-41B on sample basis. 

TUCKER. H. B. Duke Power Co, 83/07/22. Q 'REILLY. U. P. Region 2. 
Office of Director. 2pp. 28135:136. 24X Fiche: 50-369. 83/07/22. 

8412310024. 


— 8412310028 Responds to NRC B30509 Itr re violations noted in Insp 
Repts 50-369/83-16 & 50-370/83-23. Corrective actions: util 
nonconforming item rept issued requiring procedure change 
to eliminate improper distribution of documents. 

TUCKER. H.B. Duke Power Co. 83/06/07. 0 'REILLY. J. P. Regir- 2. 

Office of Director. 4pp. 28135:138. 24X Fiche: 50-369. a3/w//a2. 

8412310024. 


— 8412310033 Forwards Insp Repts 50-369/83-16 50-370/83-23 on 

830302-20 & notice of violation. Two unresolved items 
identified will be examined during subsequent insp. 

LEWIS. R.C. Region 2. Office of Director. 83/05/09, TUCKER. H. B, 
Duke Power Co. 2pp. 20135:142. 24X Fiche: 50-369. 83/07/22. 

8412310024. 


8412200369 Advises that 841130 Rev 21 to physical security plan 
consistent w/provisions of 10CFR50 54(p) & acceptable 

OLSHINSKI. J. A, Region 2. Office of Director. 04/12/17. TUCKER. H.B, 
Duke Power Co. 2pp- 28019:108. 24X Fi c h e: 50-369. 84/ 12/ 17. 

8412200369. 


J Insurance & indemnity information 


8412050379 Forwards Endorsements 14 15 to NELIA Policy NF-2ai & 

Endorsements S 8< 9 to MAELU Policy MF-112. 

HOFFMAN. J. Marsh & McLennan. Inc. 84/11/30. DINITZ. I. Assistant 
Director for State & Licensee Relations. 5pp. 27773:228. 24X 

Fiche: 50-000. 84/11/30. 8412050379. 


P. Operating license stage documents &; correspondence 


0412040096 Forwards matl re sludge samples collected on 841123 8< 25 
from initial holdup pond of waste water treatment sys at 
p lant. Removal of sludge will continue based on concurrence 
that presence of C5-137 does not alter 841109 approval. 

TUCKER. H. Q. Duke Power Co. 84/11/27. DROWN, D. H. North Carolina. 
State of- 31pp. 27740:075. 24X Fiche : 50-369, 84/1 1/27. 8412040096. 


0412O4OOB3 Forwards response to EG Adensam 841105 request for addl info 
re DPC-NF'2010, "Nuclear Physics Methodology for Reload 

TUCkIr.H.B. Duke Power Co. 84/11/30. DENTON, H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E, Q. Licensing Branch 

4. 61pp. 27748:139. 24X Fiche : 50-000. 84/1 1 /30. 84120400B3. 


8412140169 Requests confirmation that provisions of Amend 37 to 
License NPF-37. all owing operation w/o upper head injection 
ac cumulator. have not 8< will not be used. 

NOV/AK. T. M, Assistant Director for Licensing. 84/12/10. TUCKER. 

Duke Power Co. 2pp. 27958:076. 24X Fi ch e: 50-369, 84/12/ 10, 

8412140169 . 


H. B. 


— 8412310037 Notice of violation from insp on 830302-20. 

* Region 2, Office of Director. 83/05/09. Ip. 28135:144. 24X 

Fiche: 50-369,83/07/22. 8412310024, 


— 8412310044 Insp Repts 50-369/83-16 U 50-370/83-23 on 830302-20. 
Violation noted : fai 1 ure to control activities affecting 
quality concerning station mod to Class IE wiring J5< main 
control console. 

ORDERS. W., MAXWELL, G., IGNATONIS, A. Region 2. Office of Director. 
83/05/06. 9pp. 28135:145. 24X Fiche; 50-369, 83/07/22, 8412310024. 


8412270446 Ac k receipt of 831201 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/83-36 8t 
50-370/83-43. 

LEWIS, R.C. Division of Project 5* Resident Programs. 83/12/30. 
TUCKER, H. B, Duke Power Co. Ip, 28115:209. 24X 

Fiche: 50-369, 83/12/30, 8412270446. 


— 8412270449 Responds to NRC 831101 Itr re violations noted in Insp Repts 
50-369/83-36 h 50-370/83-43. Corrective actions: daily 
surveillance procedure for loose parts monitoring changed ii 
test equipment hookup procedure written, 

TUCKER.KB. Duke Power Co. 83/12/01. D 'REILLY, J. P. Region 2, 
Office of Director. 5pp. 28115:210. 24X Fiche: 50-369, 83/12/30, 

9412270446. 


— 8412270453 Forwards Insp Repts 50-369/83-36 & 50-370/83-43 on 830901-23 
U notice of violation. 

LEWIS, R.C. Division of Project & Resident Programs. 83/11/01. 
TUCKER, H.B. Duke Power Co. 2pp. 28115:215. 24X 

Fiche: 50-369, 83/12/30, 8412270446. 


— B412270455 Notice of violation from insp on B30901-23, 

* Region 2, Office of Director. 83/11/01. 2pp. 28115:217. 24X 

Fiche; 50-369, 83/12/30, 8412270446. 



232 


DOCKETED ITEMS 


— 0412270457 Insp Repts 50-369/83-36 & 50-370/83-43 on 830901-23, 
NoncoiTsp I lance noted failure to fol 1 oujj maintain & implement 
procedures & to rept 830809 event as prompt rept. 

ORDERS. W . PIERSON. R , I GN ATOM IS. A Region 2. Office of Director 
83/10/31 lOpp 2SI15-219 24X Fiche. 50-369. 83/12/30. 8412270446 


8411210360 IE Info Notice 84-84. "Deficiencies in Fer ro — R es o riant 
Transformers.'* Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/11/27 Consolidated Edison Co 5 .,# 

York. Inc 126pp 27807:179. 24X Fi c he ; 50-000. 04/1 1 /a7. 04 U ;.'t 


3412280279 Ac k receipt of 83111S Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/83-33 & 

50-370/83-40. 

LEWIS. R. C. Division of Project & Resident Programs. 83/12/30. 
TUCKER. H. 3. DukePouerCo Ip- 28126.113. 24X 

Fiche; 50-369, 83/12/30.8412280279 


— 9412220286 Responds to NRC 831020 Itr re violations noted in Insp Repts 
50-369/63-33 & 50-370/83-40. Corrective ac tions : t echn i c ian 
personally counseled by supervisor in proper use of valve 
function test procedures 

TUCKER. H B. Duke Pouer Co. 83/11/18 0 'REILLY, J. P. Region 2. 

Office of Director. 3pp 28126- 114. 24X Fic he • 50-369, 83/12/30, 

S4122B0279 


—8412260290 Forwards Insp Repts 50-369/83-33 & 50-370/83-40 on 
830720-0330 & notice of violation. 

LEWIS. R. C. Division of Project & Resident Programs. 83/10/20. 
TUCKER. H.B. Duke Power Co. 2pp. 28126:117. 24X 

Fiche: 50-369. 83/12/30, 8412280279. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators " Svc list encl 

GRACE. J. N Division of QA. Safeguards & Inspection Programs ih..! 
830103) 84/11/30 Consolidated Edison Co. of Neiu York. Irs, 

aSpp. 27967 0 B 6 . 24X Fi c h e : 50-000. 84/ U /30. 84 1 1200366. 


8411280370 IE Info Notice 84-86. "loolation Between Signails of 
Protection Sys & Nonsaf ety-Related Equipment, " 

Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/11/30. Consolidated Edison Co a* 

York. Inc. 116pp. 27965.224. 24X Fiche ’ 50-000, 04/1 1 /30. fl4 lU’ ; 


8412280424 Ack receipt of 841026 Itr informing NRC of steps tafce^ » 
correct violations noted in Insp Repts 50-369/04-23 & 

50-370/84-20. 

BROWNLEE, V. L. Region 2. Office of Director. 84/11/30, TUCKffi 
DukePouerCo. Ip, 28125:290. 24X Fl che; 50-369, 84/1 1 /30. 

8412280424 


— B4122S0294 Notice of violation from insp on 830720-0830. 

■* Region 2. Office of Director. 83/10/20. Ip. 28126:119. 24X 

Fiche. 50-369, 83/12/30. 8412280279. 


—8412280299 Insp Repts 50-369/83-33 & 50-370/83-40 on 830720-0830. 
Violation noted: failure to maintain control rods within 
withdrawal limits & to follow surveillance test procedure. 

ORDERS. M. , PIERSON. R., IGNATIX'dS. A. Region 2. Office of Director. 
83/10/18. 12pp. 28126:120. 24X Fiche : 50-369. 83/12/30, 8412280279 


84122S021S Forwards Insp Repts 50-369/83-39 h 50-370/83-46 on 
830929-1009 & 840227. Enforcement matters re insp addressed 
in NRC 840608 Itr. 

LEWIS, R.C. Region 2. Office of Director. 84/06/08. TUCKER. H.B. 
Duke Power Co. 2 pp. 23127:194. 24X Fiche; 50-369, 84/06/08, 

8412280218. 


—8412280431 Responds to NRC 840937 Itr re violations noted in 
50-369/S4-23 & 50-370/84-20. Cor r ec t ive ac 1 1 on s : p er s on ne 1 
counseled re attention to loose parts log book, 

TUCKER. H.B. Duke Pouer Co. 04/10/26 0 'REILLY, J, P. Regiv^ 

Office of Director. 2pp. 20135 391. 24X Fi c h e : 50-369. 04 / 1 I ' 
8412280424. 


— 8412280436 Forwards Insp Repts 50-369/84-23 8< 50-370/04—20 on 
840720—0820 & notice of violation. 

DANCE. H. C. Region 2. Office of Director. 84/09/27 TUCKf-H H 
Duke Power Co. 2pp. 28125:293 24X Fi ch e : 50-369. 84/ 11 /IJo/ 

8412280424 


—8412280441 Notice of violation from 
♦ Region 2. Office of Director. 
Fiche: 50-369, 84/11/30, 8412200424. 


insp on 840720-0020. 
84/09/27. Ip. 28125:295 


— 8412280226 Insp Repts 50-369/83-39 i 50-370/83-46 on 830929-1009 & 
940227. Violations noted : failure to follow procedures for 
taking nuclear svc water sys out of svc i failure to do 
laonthly surveillance of annulus sprinkler supply valve. 

ORDERS.W. , PIERSON. R., BURNETT, P. Region 2, Office of Director. 
B4/06/08, lipp. 28127:196. 24X Fiche : 50-369, 84/06/08, B 4122 S 0218 . 


—8412280450 Insp Repts 50-369/84-23 & 30-370/84-20 on B4O720-GCL 
Violation noted: failure to file rept on loose parts monitor 


for Unit i, 

ORDERS, W. T. , PIERSON, R. , BROWNLEE, V L 
Director. 84/09/26. 7pp 28125:396. 
B412280424. 


Region 2, Office of 
24X Fiche: SO-369. R4/U 


8412010126 Discusses 840414 response to Insp Repts 50-369/83-12 & 
50-370/83-16 re commitment to complete rev to fire 
protection review concurrent u/update of FSAR. Review & rev 
will he completed by 841201. 

TUCKER. H. 8. Duke Power Co. 84/08/07. O'REILLY, J P Region 2, 
27710:313. 24X Fiche; 50-369, 84/08/07, 

o4l2010l 


50-369/84-29 Sc 50-370/84-26 on 
B409’25-27. No violations or deviations identified. 

2, Office of Director. 84/10/19. TUCKER, H.B 
8412280476 * 24X Fich e; 50-369, 84/10/1 9, 

—84122^481 Insp Repts 50-369/84-29 & 50-370/84-26 on 840925-27 No 
violations or deviations identified. Major areas inspected- 
startup test program review, local leak rate testino S< 
integrated leak rate testing. ^ 

S 4 / 10 / 1 A ^'n Region 2, Office of Director. 

8 / 10/16 Spp. 28126:172. 24X Fiche; 50-369, 84/10/19, 8412280476. 

«"^orcement conference scheduled for 841114 in 
Region n ofc to discuss inoperability of upper hlai 
ijja.ction 841101 t.lco„.Propo„d H'nda 

O'REILLY. J.P. Region 2, Office of Director. 84/11/09 TUCKER, H B 


"Various Battery Problems." Svc lis 


0411150064 IE Info Notice 84-83, 
end. 

York. Ino. t20„ Z7M7 mb L P, , ' 

-iwpp. «:/B07.05B. 24X Fiche: 50-000, 84/11/19, S411150C 

Offica'o'/oirSctor^^^lSpp^’ 28^6-^033 24x^Fi 

841221014B. 24X Fiche: 50-000, 84/11/21. 


< 5 4 .,. - 4 . Jr,- d tri Iitermax ueriection indutiJ 

Stratified Flow. Svc list end. 

JORDAN, E.L^ Division of Emergency Preparedness Si Eng inear ina 
Response (Post 830103). 84/12/03. Consolidated EdlsprCo 

York, Inc. 117pp, 27965. 340. 24X Fiche 50-000, 84/ 1 2/03, 84 U’J.k 


8412030020 IE Info Notice 04-80, "Stan 
Svc list encl. 

JORDAN. E L. Division of Emergency P 
Response (Poet 830103). 84/12/03. 

York, Inc. l:!2pp, 27966:093. a4X 


dby Gas Treatment 8ys ProbU’^; 

reparednesa & Enginearing 
Consolidated Edison Co, 0 # 
Fiche: 50-000,84/12/03, 04 JL'il j:'. , 








w-T u,,, rjwiicaa uorrosion 
Nonsens i ti 2 ed 316 Stainless Steel. " Svc list encl 
JORDAN, E.L. Division o, Emers,nc« Pr ^par edn," i,' Eno i n..r i no 

R.spon.e (Post 330103). 84/13/07. LnsoUdottd o, v, 

I18pp. 27966:332. 24X Fi c he ; 50-000, 84/12/07, 04 iSC?":' ‘J 


Environ Qual if i cation of Equlpmen 
JORDAN. E. L. Division of Emergenc 
Response (Post 830103). 84/12/07 
York, Inc. 114pp. 27966:215. 2 


n Steam Lino Break Effect an 
" Svc list end. 

Preparedness U Engineering 
Consolidated Edison Co, of 
Fiche; 50-000, 84/12/07, 0412O5^:^ 


r. 


. — *.,rw ■NwvAv.e a-Ni-vi, "uc; Prc 
Measurements Programs. '■ Svc list end. 








* * U « I 


R«pSni!''(Po,t‘830103)°^ EN.rgenti' dn.,, t, EnBln..rin, 

vorS. .nc."”nr 

®™DUsd! Ennn».‘.‘“vru» on Cummin, r. 

RSs“n;^'(P05?‘83MSS>°'’ & Ensin. Tin, 

York, Inc. U,pp. 28,23:131. =4X FicK"“o-oSor84/?a”?, 

64*12120547 IE Info Noifictt Q4*^93 **Pn +■ eai-k i- • i i* 

Refu.ling Wat.r Cavity. ■■ 87^11, t tnc^' " 

C=n;f <Po,?‘83§ia3,°' "-PPYadna,, . EnBinaerinB 

York. Inc. I20pp. 28124 

«:upp. .iwis^.OOl. a4X Fiche: 50-000, 84/12/17, a41212Ctf’ 
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R. Periodic operating reports 8< related correspondence 


8412360063 Monthly operating repts for Nov 1 984, W/84 1 21 4 Itr. 
REAVIS. J. A. » TUCKER. H.D. Duke Power Co. 04/11/30, 13pp 
3B063: OS4 24X Fiche- 50-369, 04/1 1/30. 8412260063 


S. Reportable occurrences, LERs & related correspondence 


8412010040 LER 84-024-00: on 840B20, sw i t c h yar d computer reported 
i noperable. On 04OB21.3O power circuit breakers S< associated 
disconnects op cned , r esu 1 t ing in reactor & turbine trips. 

Caused by component ma 1 f unc t i on. W/a4 1 1 05 Itr. 

OEWEHR, S. . TUCKER. H.B. Duke Power Co. 04/11/05, 7pp. 27704.111. 
24X Fiche- 30-369. 04/11/05, 8412010040. 


8412110509 LER 04-028-00: on 840712, d es i gn deficiency reported in relief 
capacity of component cooling water sys surge tank Cause not 
stated. Increased relief capacity for surge tanks will be 
added. W/841 109 Itr. 

OEWEHR, S . TUCKER. H, B. Duke Power Co 04/11/09, 4pp, 27093:360. 
24X Fiche: 50-369. 84/11/09, 8412110509. 


B41217OIS0 Forwards LER 94-029-00 re high concentration of nitrogen in 
upper head injection (UHIl.Rept re improperly installed UHI 
level instrumentation 3Ched<^led to be submitted by 841207. 

TUCKER, H D Duke Power Co. 84/11/29. Record Services Branch 
< Document Control Desk), Ip. 27960 .074. 24 X Fiche' 50—369. 84/ 11/29. 

8412170138. 


B412170166 LER 84-029-00: on 841029, c one entr at i on of nitrogen in upper 

head injection accumulator exceeded Tech Spec I imits. Caused 
by repetitive continuous makeup to accumulator from upper 
head injection surge tank 

OEUEHR, S. Duke Power Co, 84/11/29. 8pp. 27968- 075. 24X 

Fiche. 50-369, 84/11/29. 8412170158. 


8412140352 LER 84-030-00. on 841101, four upper head injection isolation 
valves failed to close au toma t i ca 1 1 y as water accumulator 
d ra ined . Caused by incorrect installation of accumulator 
level transmi tters, W/Q41203 Itr. 

OEWEHR.S , TUCKER. H. B. Duke Power Co. 84/12/03. Upp- 27954:068. 
24X Fiche: 50-369, 84/12/03, 0412140352. 


X, Dnslte Storage of Low Level Waste 


8412040223 Forwards 840904 it 12 requests for fee. per 10CFR170 re 
disposal of low level radwaate Requests sent to wrong 
address;. 

DIOOS. R M. License Fee Management Branch. 84/11/26. TUCKER. H.B. 
Duke Power Co, Ip, 27758 : 336. 24X Fiche: 50—000. 84/1 1/26. 

B412040225. 
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F. Security, medical, emergency Ik fire protection plans 


8412200369 Advises that 841130 Rev 21 to physical security plan 
consistent w/provisions of 1 OCFR 50. 54 ( p > & acceptable. 

OLSHINSKI.U A. Region 2, Office of Director. 84/12/17. TUCKER, H. B 
Duke Power Co. 2pp. 20019:100. 24X Fi c h e : 50-369, 84/ 12/ 17. 

8412200369 


J. Insurance St indemnity information 


8412050379 Forwards Endorsements 14 it 15 to NELIA Policy NF-2B1 h 
Endorsements 8 S, 9 to MAELU Policy MF-U2 

HOFFMAN, U Marsh St McLennan, Inc. 84/11/30. DINITZ.I. Assistant 
Director for State St Licensee Relations 5pp. 27773:228. 24X 

Fiche: 50-000. 84/11/30. 8412050379. 


P. Operating license stage documents S. correspondence 


8412040096 Forwards matl re sludge samples collected on 841123 & 25 
from initial holdup pond of waste water treatment sys at 
plant. Removal of sludge will continue based on concurrence 
that presence of Cs-137 does not alter 841109 approval 
TUCKER, H B, Duke Power Co 84/11/27. BROWN, D. H. North Carolina. 
State of. 31pp. 27748:075 24X Fi c h e . 50-369, 84/11/27, 84 12040096. 


8412040083 Forwards response to EG Adensam 841105 request for addl info 
re DPC-NF-2010, "Nuclear Physics Methodology for Reload 
Design. " 

TUCKER, H B. Duke Power Co. 84/11/30. DENTON, H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 
4. 61pp. 27748.139. 24X F i c he: 50-000, 84/ 1 1 /30, 8412040083. 


8412140169 Requests confirmation that provisions of Amend 37 to 
License NPF-37. al lowin g operation w/o upper head injection 
accumulator, have not & will not be used 

NOVAK. T M. Assistant Director for Licensing. 84/12/10. TUCKER, H. B. 

Duke Power Co. 2pp 27938:076. 24X Fich e: 50-369, 84/ 12/ 10, 

8412140169. 


0412280079 Application for amends to Licenses NPF-9 & NPF-17, c hang ing 
Tech Specs re administrative controls for shift work Fee 
paid. 

TUCKER, H B. Duke Power Co 84/12/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 20112:069. 24X Fiche' 50-369, 84/12/10. B4122B0079. 


— 8412280084 Proposed Tech Specs re administrative controls for shift 
work. 

* Duke Power Co. 84/12/10. 3pp 28112:071. 24X 

Fiche- 50-369, 84/12/10, 8412280079. 


8412260224 Forwards peaking factor limit rept for Cycle 2 to support 
841116 proposed amends to Licenses NPF-9 & NPF-17 re 
plant operating limitations affected by use of optimized 
fuel assembly design, 

TUCKER, H. B. Duke Power Co. 84/12/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. BERLINGER, C. H. Core 
Performance Branch. 9pp. 28055:314. 24X Fiche; 50— 369, 84/12/14, 

8412260224. 


B412010iai6 Discusses 840414 response to Insp Repts 50-369/83-12 it 
SO-370/03-16 re commitment to complete rev to fire 
protection review concurrent w/update of FSAR. Review St rev 
ui i 1 1 be completed by 841201. 

TUCKER, H. B. Duke Power Co. 84/08/07. O 'REILLY, J. P. Region 2, 
Office of Director. Ip. 27710:313. 24X Fiche: 50-369, 84/08/07, 

0412010126. 

0412060043 Informs of phone company mod to health physics network phone 
eys within 30 days. Access to phone sys & escort sve for 
phone company representatives requested. oa/ii/ia rnrKFR HB 

BROWNLEE. V L. Region 2, Office of Director. 84/11/14. TUCKER. H.B. 
Duke Power Co. 2pp. 27827:233. 24X Fic h e : 50-000. 84/ 1 1/ 1 4, 

0412060043, 


0412060465 Forwards Rev 21 to security plan. Rev reflects changes 
requested in end of NRC 841113 Itr, as partial acceptance of 

0 'REILLY, J. P. Region 2, 

of bir°cJ'r 27794:261,. 24X Fiche: 50-369, 84/X./30, 

0412060465. 


0412140208 Forwards Rev 14 to •'Crisis Mgt Plan for Nuclear Stations. 
Rev revises entire manual except McGuire 8< Oconee brochures. 

TUCKER, H.0. Carolina Power it Light Co. 84/12/11. Record Services 
Branch (Document Control Desk). Ip. 27920:356. 24X 

Fiche: 50-000, 84/12/11, 8412140208. 


— B412140216 R»v 14 to "Crisis Mgt Plao for Nuclear Stations." Brochures 

r'^Lke Pocer Co. B4/12/03. 267pp. 27920:338. 24X 

Fiche: 50-000, 84/12/11. 0412140208. 


8412310017 Forwards addl info concerning pin power uncertainties re 
DPC-NF-2010, "Nuclear Physics Methodology for Reload 
Design, " per 841217 telcon. 

TUCKER, H. D. Duke Pouer Co. 84/12/19. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 4pp. 28120:013. 24X Fiche: 50-000, 84/12/19, 8412310017. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8412310024 Supplements response to NRC 830711 telcon re violations 
noted in Insp Repts 50-369/33-16 & 50-370/83-23. Util 
disagrees that violation occurred concerning use of Form 
M-41B on sample basis. . va . „ » • 

TUCKER, H. B. Duke Power Co. 83/07/22, Q 'REILi_Y, J. P. Region 2, 
Office of Director. 2pp, 28135:136. 24X Fi che : 50-369, 83/07/22, 

8412310024. 


— B412310028 Responds to NRC 830509 Itr re violations noted in Insp 
Repts 50-369/83-16 St 50-370/83-23. Correct ive actions: util 
nonconforming item rept issued requiring procedure change 
to eliminate improper distribution of documents, 

TUCKER, H.B. Duke Power Co. 83/06/07. 0 'REILLY, J, P. Region 2, 

Office of Director. 4pp. 28135.138. 24X Fic h e: 50-369, 83/07/22, 

8412310024, 


— 8412310033 Forwards Insp Repts 50-369/83-16 it 50-370/83-23 on 
830302-20 1: notice of violation. Two unresolved items 
identified will be examined during subsequent insp. . ^ „ 

LEWIS, R. C. Region 2, Office of Director. 83/05/09. TUCKER, H.B. 
Duke Power Co. 2pp. 28135:142. 24X Fiche: 50-369, 83/07/22, 


B4123 10024. 
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—8412310044 Insp Repts 50-369/83-16 & 50-370/83-23 on 830302-20. 

noted: failure to control activities affecting 
quality concerning station mod to Class IE wiring & main 
control console. 

G. . IGNATONIS. A Region 2. Office of Director. 
B3/05/06. 9pp. 28135:145. 24X Fi che: 50-369. 83/07/22* 8412310024. 


8412280476 Forwards Insp Repts 50-369/84-29 50-370/84-26 on 

840925— 27. No violations or deviations identified 
DANCE.H C. Region 2, Office of Director 84/10/19 TUCKER w n 
Duke Power Co. 2pp. 23126:170. 24X Fic h e . 50-369* 84/ 10/1 9 

8412280476. 


8412270446 Ack receipt of 831201 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/83-36 8( 
50-370/83-43. 

division of Project & Resident Programs. 83/12/30. 
TUCKER* H, B. Duke Power Co. Ip, 28115-209 24X 

Flche: 50-369* 83/12/30. 8412270446. 


— B4122S0481 Insp Repts 50-369/84-29 St 50-370/84-26 on 840925-2? m„ 
violations or deviations i d ent x f i ed . Ma j or areas inspected: 
startup test program review, local leak rate testing 
integrated leak rate testing. “ 

BURRIS, S. P , MELLEN. L. S. * JAPE, F. Region 2, Office of Dlrectnr 

Bpp. 28126:172. 24X Fi c h e; 50-369* 84/ 10/ 1 9, 841228047* 


84/10/16 


~ Responds to NRC 831101 1 tr re violations noted in Insp Repts 

50—369/83—36 8< 50— 370/83— 43. Correc t ive actions; daily 
surveillance procedure for loose parts monitoring changed & 
test equipment hookup procedure written. 

TUCKER, H. B. Duke Power Co. 83/12/01, 0 'REILLY, J. P. Region 2, 

Office of Director. 5pp. 28115:210. 24X Fi c h e : 50-369. 83/12/30, 

B412270446. 


8412050654 Confirms enforcement conference scheduled for 041114 f 
Region II ofc to discuss inoperability of upper head " 

injection sys* per 841101 te 1 c on. Pr op os e d meeting agenda 
end. 

O'REILLY* J. P. Region 2, Office of Director. 84/11/09 TUCKER w n 
Duke Power Co. 3pp 27781:110. 24X Fic h e • 50-369, 84 / 1 1 /09 

8412050654, 


- 8412270453 Forwards Insp Repts 50-369/83-36 8< 50-370/83-43 on 830901-23 
U notice of violation. 

LEWIS. R.C. Division of Project Resident Programs. 83/11/01. 
TUCKER, H.B. Duke Power Co. 2pp. 28115:215. 24X 

Flche: 50-369. 03/12/30, 8412270446. 


841 1150064 
end. 
JORDAN, E. 
Respons e 
York. Inc 


IE Info Notice 84-83* "Various Battery Problems. " Svc list 


L. Division of Emergency 
(Post 830103). 84/11/19, 

120pp. 27807 058. 24X 


Preparedness Jk Engineering 

Consolidated Edison Co. of Hgj 
Fic he: 50-000. 84/11/19, B4U1SOOM 


— 8412270455 Notice of violation from insp on 830901-23. 

* Region 2, Office of Director. 83/11/01. 2pp. 28115:217. 24X 

Fiche: 50-369, 83/12/30, 8412270446. 


— 8412270457 Insp Repts 50-369/83-36 4; 50-370/83-43 on 830901-23. 
Noncompliance noted : fai 1 ure to fo 1 1 ow* maintain 4 implement 
procedures Zt to rept 830809 event as prompt rept 

ORDERS. W.* PIERSON, R,. lONATONIS. A. Region 2* Office of Director. 
03/10/31. 10pp. 28115:219. 24X Fi c he ; 50-369, 83/12/30, 8412270446. 


0412280279 Ack receipt of 831118 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/83-33 & 

50-370/83-40, 

LEWIS. R.C. Division of Project & Resident Programs. 83/12/30. 
TUCKER, H. B. Duke Power Co. Ip, 28126:113. 24X 

Fiche-: 50-369, 83/12/30, 8412280279. 


— 0412280206 Responds to NRC 831020 Itr re violations noted in Insp Repts 
50—369/83—33 &i 50— 370/83— 40. Correc t i ve ac ti ons ; techni c ian 
personally counseled by supervisor in proper use of valve 
functiofi test procedures. 

TUCKER, H. B. Duke Power Co. 83/11/18, 0 'REILLY, J, P. Region 2, 

Office of Director. 3pp, 28126:114. 24X Fiche: 50-369, 83/12/30, 

8412280279. 


— 8412280290 Forwards Insp Repts 50-369/83-33 & 50-370/83-40 on 
830720-0830 At notice of violation, 

LEWIS* R.C. Division of Project & Resident Programs. 83/10/20. 
TUCKER, H. B. Duke Power Co. 2pp. 28126:117. 24X 

Flche; 50-369, 83/12/30, S412280279. 


— 8412280294 Notice of violation from insp on 830720-0830. 

# Region 2, Office of Director. 83/10/20. Ip. 28126: 119. 24X 

Flche: 50-369, 83/12/30, 8412280279. 


— B41220O299 Insp Repts 50-369/83-33 & 50-370/83-40 on 830720-0830. 
Violation noted: fai lure to maintain control rods within 
withdrawal limits & to follow surveillance test procedure. 

ORDERS, W. , PIERSON* R., lONATONIS, A. Region 2, Office of Director. 

83/10/18, 12 pp. 20126 : 120 . 24X Fi che: 50-369, 83/12/30, 8412280279. 


8412280218 Forwards Insp Repts 50-369/83-39 & 50-370/83-46 on 
830929-1009 4 040227. Enforcement matters re insp addressed 
in NRC 840608 Itr. 

LEWIS, R.C. Region 2, Office of Director. 84/06/08. TUCKER* H. B. 
Duke Power Co. 2pp. 28127:194. 24X Fiche : 50-369, 84/06/08, 

8412280218. 


— 8412200226 Insp Repts 50-369/83-39 it 50-370/83-46 on 830929-1009 «t 
840227. Violations noted : fa llure to follow procedures for 
taking nuclear svc water sys out of svc & failure to do 
monthly surveillance of annulus sprinkler supply valve. 

ORDERS, W., PIERSON, R., BURNETT, P. Region 2, Office of Director. 
84/06/08, 11pp. 28127:196. 24X Fiche: 50-369, 84/06/08, 8412280218, 


8412010126 Discusses 840414 response to insp Repts 50-369/83-12 8< 
50-370/83-16 re commitment to complete rev to fire 
protection review concurrent w/opdate of FSAR. Review it rev 
will be completed by 841201. 

TUCKER, H.B. Duke Power Co. 84/08/07. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 27710; 313. 24X Fiche: 50-369, 84/08/07, 

8412010126. 


8412210148 Forwards response to IE Bulletin 84-03 re potential fort 
consequences of refueling cavity water seal failure. Seal 
configuration tests scheduled for wk of 841203. Results will 
be provided by 841231. 

TUCKER, H.B. Duke Power Co. 84/11/21. D 'REILLY, J. P. Region 2 
Office of Director. 15pp. 28036:033 a4X Fi c h e ; 50-000. 84/1 1 /pi 


Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerltio 
Response (Post 830103). 84/11/27. Consolidated Edison Co of N.u 

York, Inc, 126pp. 27807:179. 24X Fiche : 50-000, 84/1 1/27, 8411210340 


B411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8, Inspection Programs 
630103). 84/11/30. Consolidated Edison Co. of New York, 

88pp. 27967:086. 24X Fi ch e : 50-000, 84/1 1 /30, 84 1 1280366. 


(Post 

Inc, 


8411280370 IE Info Notice 84-86* "Isolation Between Signals of 
Protection Sys !« Nonsaf ety-Related Ec^uipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/11/30. Consolidated Edison Co of Niu 

York, Inc. 116pp. 27965.224. 24X Fi che; 50-000. 84/11/30, 8411260370 


8412280424 Ack receipt of 841026 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/84-23 8* 
50-370/84-20. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/30 TUCKER. H D 
Duke Power Co. Ip. 28125:290. 24X Fiche; 50-369, 84/11 /30* 

8412280424. 


— 0412280431 Responds to NRC 840927 Itr re 
50—369/84-23 it 50-370/84-20. Cor re c t i ve 
counseled re attention to loose parts 1 
TUCKER, H.B. Duke Power Co. 84/10/26, 
Office of Director. 2pp. 20125:291. 
8412280424. 


violations noted in Insp Reptt 
actions: personnel 
og book. 

0 'REILLY, J, P. Region 2, 

24X Fiche; 50-369, 84/11/30, 


-8412280436 Forwards Insp Repts 50-369/84-23 it 50-370/84-20 on 
840720—0820 it notice of violation. 

DANCE, H. C. Region 2, Office of Director. 84/09/27, TUCKER, H fl 
Duke Power Co. 2pp. 28125:293. 24X Fi che: 50-369. 84/1 1 / 30 , 

8412280424. 


—8412200450 Insp Repts 50-369/84-23 St 50-370/84-20 on 8407 2 0-0820. 
Violation noted : fai 1 ure to file rept on loose parts monitor 
for Unit 1. 

ORDERS, W.T., PIERSON, R., BROWNLEE, V. L, Region 2, Office of 
Director. 84/09/26. 7pp. 28125:296. 24X Fiche: 50-369, 84/11/30. 

8412280424. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of Neti 

York* Inc. I17pp. 27965:340. 24X Fiche; 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems " 
Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/12/03. Consolidated Edison Co. of Nsu 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84 / 12 / 03 * 8412030028 
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3412050001 IE Info Notice B4-89 j "Stress Corrosion Cracking in 
Non s ena i 1 1 1 ed 316 Stainless Steel. " Svc list encl. 

JDRDrftNi E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966’ 332 24X Fiche: 50-000. 04/12/07. 8412090081 


S412050090 IE Info Notice B4-90. "Mam Steam Line Break Effect on 
Environ Qua 1 1 f i cat 1 on of Eq.uipment " Svc list encl. 
v/ORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York. Inc 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07, 8412050090 


B412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Meaeuremonts Programs. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10 Consolidated Edison Co. of New 

York, Inc. 116pp, 28032:130. 24X Fiche: 50-000. 84/12/ 10. 0412060594 


DOCKET 50-373 LASALLE CQUNrY STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M Division of Rules and Records. 84/06/14. BELL. N. 
Nuclear Information 8i Resource Service. 3pp. 23052:318. 24X 

Fiche: 50-000. 84/06/14. 8412200033. 


8412060615 Further response to FDIA request for tO & 50-mile maps of 
nuclear plants. Map reproduction costs d escr 1 b ed . Map s will 
not be reproduced until agreement to pay costs reached. 

FELTON. J. M Division of Rules and Records. 84/11/13. BERLIN. M. 
Commonwealth Edison Co. Ip. 27831.040. 24X Fiche: 50-000, 84/11/13. 

8412060615. 


3412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. Ii9pp. 28123.131. 24X Fi che : 50-000. 84/12/ 17, 8412120541 


B412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity," Svc list encl 

JORDAN, E L, Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York. Inc. 120pp, 28124:001. 24X Fiche : 50-000. 84/12/ 17. 8412120547. 


8412120077 Revised emergency plan implementing procedures. including 
LZP-llSO-1 re rad/chem director LZP-1330-20 re 
determination of reactor coolant hydrogen & offgas 
concentrations at high radiation sampling sys & index. 

* Commonwealth Edison Co. 84/11/15. 3Spp. 27806:317. 24X 

Fiche: 50-373, 84/11/15, 8412120077. 


8412200406 Forwards Meeting Repts 50-373/84-27 it 50-374/84-33 on 
841105. 

GREOER, L. R. Region 3, Office of Director, 84/11/27. REED, C. 
Commonwealth Edison Co. 2pp. 28031:14^. 24X Fiche: 50 - 373 , 84/11/27, 

8412200406. 


R, Periodic operating reports it related correspondence 


B412260063 Monthly operating repts for Nov 1984. W/a41214 Itr 
REAVIS, J, A. . TUCKER, H. a. Duke Power Co. 84/11/30. I3pp. 
20063; 034. 24X Fi c h e : 50-369, 84/ 1 1 /30, B412260063. 


--8412200413 Meeting Repts 50-373/84-27 & 50-374/84-35 on 841105. Major 
areas discussed: proposed revs to emergency action levels. 

PLQSKI.T. , PHILLIPS, M. P. Region 3, Office of Director. 84/11/27, 
2pp. 28031:146. 24X Fiche: 50-373, 84/1 1/27, 8412200406. 


S. Reportable occurrences, LERs 8t related correspondence 


8412010091 LER 84-026-00; on 04 1 023, r eac tor trip occurred due to power 
range negative high flux rate. Caused by procedural 
deficiency Dank overlap decoder card for control rod bank B 
replaced, W/a41 126 Itr. 

MCDOWELL, W, H. , TUCKER, H. B, Duke Power Co. 84/11/26, 6pp. 
27706:067 24X Fi C he ; 50-370, 84/ 1 1 /26, 8412010091 . 


B4121 10330 LER 84-027-00: on 84 1025, manua 1 reactor trip initiated 
following loss of main feedwater pump 2A due to water in 
pump control oil sys Water drained from filters & sys 
restarted W/841126 Itr. 

OEWENR, S. , TUCKER, H.B. Duke Power Co. 84/11/26. 6pp. 27891:349. 
24X Fiche: 50-370, 84/11/26, 8412110330. 


0412110133 PNQ-1 1-84-095; on 841206, CRD failed to insert on scram signal 
during testing at Korea 6. Insp of Catawba 2 revealed tight & 
loose screws on two CRDs. Eva luation c onti nu ing. States of NC 
S, BC informed. 

OURSER. C. , DANCE, H. C. Region 2, Office of Director. 84/12/07. 2pp. 
27050:001. 24X Fiche : 50-000, 84/12/07, 8412110153. 


B412140277 Part 21 rept re CRD mechanism heavy drive rod assemblies. 
Issue does not constitute immediate safety concern. Repair 
procedure developed to ensure guide screw locked in place. 

RAHEiE. P. Westinghouse Electric Corp. 84/12/07. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 6pp. 
27920:289. 24X Fiche. 50 - 000 , 84/12/07, 8412140277. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone directory. W/e4l219 release memo. 

MOORE, R D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28137:280. 24X 

Fiche; 50-000, 84/11/30, 8412310219. 


— 8412310241 Public version of revised generating stations emergency plan 
telephone directory. 

OALLE, D. P. Commonwealth Edison Co, 84/11/08. 53pp. 28137:285. 

24X Fiche: 50-000, 84/11/30, 8412310219. 


8412100055 Informs that Revs 4 8; 4A to generating stations emergency 
plan submitted 840524 it Oct 1984 . respectively, consistent w/ 

10CFR50. 54(a) reaui^' silent 5 & do not decrease plan 
effectiveness. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/12/04. REED, C. 
Commonwealth Edison Co. app. 27835:058. 24X Fiche: 50-000, 84/12/04. 

0412100035. 


8412130289 Advises that Sept 1984 Rev 3 to Dresden annex & Oct 1784 
Rev 3 to LaSalle annex to emergency plans consistent 
W/10CFR50. 54(p > it acceptable. 

PAPER lELLO. C, J. Region 3, Office of Director. S'^/12/07. REED. C. 
Commonwealth Edison Co. 2pp. 27901:001. 24X Fiche: 50-000, 84/12/07, 

0412130289. 


8412190224 Revised emergency procedures, including LZP-1360, "Radiation 
Protection Practices During Accident Conditions," 

LZP-1370-1, ."Personnel Exposures Under Emergency Conditions" 

8< LZP-1550-9‘, "Special TLD Locations. " , 

* Commonwealth Edison Co. 84/12/10. 25pp. 28007:164. 24X 

Fiche: 50-373. 84/12/10, 8412190224. 


X, Onsite Storage of Low Level Waste 


0412040225 Forwards 840904 it 12 requests for fee, per 10CFR170 re 
disposal of low level radwaste. Requests sent to wrong 

DIGOS.RM, License Fee Management Branch. 84/11/26. TUCKER, H.B. 
Duke Power Co, Ip. 27758:336. 24X Fi ch e : 30-000, 84/1 1 /26, 

B41204022S. 


DOCKET 50-372 ATLANTIC RICHFIELD CD. 

P- Operating license stage documents it correspondence 


3412270431 Forwards interim rept re response to Reg Guide 1. 97, Rev 2 
re emergency response capab i lity. Response to open items 
requested within 60 days of Itr receipt. 

SCHWENCER.A. Licensing Branch 2. 84/12/13. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 28118:001. 24X Fiche: 50-373. 84/12/13, 

8412270431. 


-0412270434 "Conformance to Reg Guide 1.97, LaSalle County Stati on, Un i ts 

UDY.A^C. EGS<0. Inc. FIN A-6483. 84/12/31. NRC - No Detailed 

Affiliation Given. 15pp. 28118:004. 24X Fich e: 50-373, 84/12/13, 

8412270431. 


0412030542 Submits equipment qualification program status rept for wk 
ending 041116. Encl list documents status of equipment 
qual if ication program SERs. 

KARBCH, R. O. Operating Reactors Assessment Branch. 84/ll/2o- 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
277B3: 310. 24X Fich e : 50-000, 84/ 1 1 /26, 841 2050542. 


8412310449 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for NRC review of 45-day schedule instead 
of 20-day schedule as requested on 820112 it 830826. Sc hedul e 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J, Region 3, Office of Director REED, C 

Commonwealth Edison Co. 2pp. 28134:225. 24X Fi che: 50-000. 84/12/14. 

8412310449. 
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P. Operating license stage documents 8t correspondence 


S412060177 Foruards response to Seneric Ltr S4-23 re description of 
plans to improve reactor vessel uiater level instrumentation/ 
including leg overheating & mechanical level indication 
equipment replacement. 

ALEXANDER. G. Commonwealth Edison Co. 84/12/04. DENTON. H.R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 27792:353. 24X 

Fiche: 50-000. 84/12/04, 8412060177. 


Q. Inspection reports. IE Bulletins fk correspondence 


8411150064 IE Info Notice 84-83* "Various Battery Problems." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19. 8411 150064. 


8412030400 Forwards responses to IE Bulletin 84-03 re potential for 
U consequences of refueling cavity water seal failure prior 
to beginning refueling, Gross seal failures similar to Haddam 
Neck not possib le. because of design differences. 

ALEXANDER. G. L, Commonwealth Edison Co. 84/11/19. KEPPLER. J. G. 
Region 3. Office of Director. 7pp. 27723:237. 24X 

Fiche: 50-000, 84/11/19. 8412030400. 


8412010127 Confirms 841207 enforcement conference at Region III ofc to 
discuss 841030 event continuing problem of control room 
operations staff inattentiveness. 

NDRELIUS. C, E. Region 3, Office of Director. 84/11/26, REED.C. 
Commonwealth Edison Co. ip. 27709:308. 24X Fiche: 50-373. 84/1 1/26. 

8412010127. 


8411210360 IE Info Notice 84-84* "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche : 50-000, 84/1 1 /27. 841 1210360. 


8412200406 Forwards Meeting Repts 50-373/84-27 & 50-374/84-35 on 
841105. 

OREGER, L. R. Region 3* Office of Director. 84/11/27. REED, C. 
Commonwealth Edison Co, 2pp. 28031:144. 24X Fiche: 50-373, 84/11/27, 
B412200406. 


—8412200413 Meeting Repts 50-373/84-27 8, 50-374/84-35 on 841105. Major 
areas d iscussed : prop osed revs to emergency action levels. 

PLDSKI.T. , PHILLIPS, M. P. Region 3, Office of Director. 84/11/27. 
2pp. 28031:146. 24X Fich e; 50-373, 84/ 1 1/27. 8412200406. 


84121702S7 Forwards Insp Repts 50-373/84-26 50-374/84-33 on 

840919-1029 8t notice of violation. 

SHAFER. W. D. Region 3* Office of Director. 84/11/28. REED, C. 
Commonwealth Edison Co. 2pp. 27967:245. 24X Fiche: 50-373, 84/11/28, 
B412170287, 


— S4121702B9 Notice of violation from insp on 840919-1029. 

SHAFER. W. D. Region 3, Office of Director. 84/11/28. 2pp. 
27967:247. 24X Fiche: 50-373, 84/11/28, 8412170287. 


— 8412170295 Insp Repts 50-373/84-26 50-374/84-33 on 840919-1029. 

Noncompliance noted: fai lure to follow radiation control 
procedures, control access to high radiation area failure 
to provide adequate maint instructions. 

CHOULES.N. C, , CHRISSOTIMOS. N. Region 3, Office of Director. 
84/11/26. 13pp. 27967:249. 24X Fiche: 50-373. 84/1 1 /28, 8412170287. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J, N. Division of QA, Safeguards 8< Inspection Programs (Post 
830103). 94/11/30. Consolidated Edison Co. of New York. Inc. 

aspp. 27967:086, 24X Fi che: 50-000. 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Sys 8c Nonsafety-Related Equipment. " 
nd. 

Division of Emergency Preparedness 8c Engineering 
*ost 830103). 84/11/30. Consolidated Edison Co. of New 

24X Fiche: 50-000. 84/11/30, 8411200370 


Portion Induced by 
ering 

n Co. of New 
3, 8412030021. 


, — ..Kawiiium: ays Problems." 

vryi. iiac enci. 

JORDAN.E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post B30103), 84/12/03. Consolidated Edison Co, of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412100039 Ack receipt of 841129 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/83-52 & 
50-374/83-55. 

* Region 3, Office of Director. 84/12/05. Commonwealth Edison 
Co. Ip. 27935:097. 24X Fi ch e' 50-373, 84/ 1 2/05, 84 121 00039, 


— 8412100043 Responds to NRC 841026 ltr re violations noted in Inso 

50-373/83-52 8c 50-374/83-55. Corr ec t i ve actions. Test ^ 

Equalization Valves 2E21-F333, 2E22-F354, 2E51-F354 8c 
2E51-F355 removed from Unit 2. 

FARRAR. D. L Commonwealth Edison Co 84/11/29. KEPPLER. J,G 
Region 3, Office of Director. 4pp. 27035:098 24X 

Fiche 50-373, 84/12/05, B412100039, 


8412310456 Forwards Insp Repts 50-373/84-30 & 50-374/84-34 an 841106-14 
& notice of violation. 

HARRISON. J J. Region 3. Office of Director. 84/12/06. REED.C 
Commonwealth Edison Co. 2pp. 28134-288 24X Fich e- 50-373, B4/12/fl4 

8412310456. 


— 8412310460 Notice of violation from insp on 841106-16, 

HARRISON. J. J. Region 3. Office of Director. 84/12/06 Ip 
28134:290. 24X Fi ch e : 50-373, 84/ 12/06. 84 12310456. 


— 8412310463 Insp Repts 50-373/84-30 8. 50-374/84-34 on 841106-16, 
Noncompliance noted : fa i 1 ur e to follow written procedure per 
Startup Manual Procedure LSU 500-2 re Unit 2 testing, 

LANKSBURY. R. D. I RESCHESKE, P. R, . RING, M. A. Region 3, Office of 
Director 84/12/06, 5pp. 28134-291 24X Fi che: 50-373. 84/12/06 

8412310456. 


84120500B1 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of J\|ju 

York, Inc. 118pp. 27966:332. 24X Fi c h e : 50-000, 84/12/07, Q412050C81 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qua 1 1 f Icati on of Equipment, " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co of Neu 

York. Inc, 114pp. 27966:215. 24X Fi che : 50-000. 84/12/07, S412050090 


0412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list encl. 

JORDAN, E L, Division of Emergency Preparedness 8. Engineering 
Response (Post B30103). 84/12/10 Consolidated Edison Co. of Neu 

York. Inc. 116pp. 20032:130. 24X Fi c he , 50-000, 84/12/ 1 0, B412060594 


8412120541 IE Info Notice 04-92, "Cracking of Flywheels on Cummins Fir* 
Pump Diesel Engines. " Svc list encl. 

JORDAN.E L Division of Emergency Preparedness 4? Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co, of New 

York, Inc. U9pp. 28123,131, 24X Fiche 50-000,84/12/17,841212054) 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York, Inc. 120pp. 28124:001. 24X Fi c he; 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412120587 Monthly operating repts for Oct 1984. W/a41 107 ltr. 

DIEDER ICH, G. J. , DUS, R, S. Commonwealth Edison Co, 84/10/31, 30pp 
27908:325. 24X Fiche: 50-373, 84/10/31 , 8412120587. 


S. Reportable occurrences, LERs & related correspondence 


8412100110 LER 84-063— 00: on 841010, snub b er on reactor recirculation 
pump A seal purge line found locked up & rigid, Caused by 
snubber being stepped on or used as hand hold. Snubber 
replaced. W/841031 ltr. 

SZUMBKI, D. R. , DIEDERICH, 0. J. Commonwealth Edison Co. 84/10/31. 
4pp. 27861:243. 24X Fi c h e : 50-373, 84/ 10/31 , 0412100110 


8412100159 LER 84-065-00: on 841012. RHR LPCI B testable check valve 
IE12~F04in failed to hold pressure per Tech Specs. Caused by 
valve binding open due to abnormally tight packing shaft 
corrosion. W/841 109 ltr. 

WINTERHOFF, D, , DIEOEhICH, G. J. Commonwealth Edison Co. 84/11/07. 
4pp. 27861:187. 24X Fiche: 50-373, 84/11/09, 8412100159. 


8412030193 RO: on 841020, after completion of fire door surveillance 
LTS-1000~14, various fire doors declared inoperab le, per Tech 
Spec 3. 7. 6. Hourly fire watch estab 1 ished. Work request to 
repair doors generated. 

DIEDERICH, G, J. Commonwealth Edison Co. 84/11/14. KEPPLER, J. Q. 
Region 3, Office of Director. Ip. 27734: 167. 24X 

Fiche: 50-373, 84/11/14, 8412030193. 
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3412100331 LER 84-069-00; on 841101. high chlorine alarm received in 
control room. Caused by '‘break in" time of detector uj/neu 
components. Detector inspected u/no deficiencies noted. W/ 

041119 Itr. 

MASTERSON, V. . DIEDER ICH. 0. J. Commonmea 1th Edison Co. 84/11/19. 

4pp. 27859:360. 24X Fic he: 50-373. 84/1 1/19. 8412100331. 


B412130613 LER 84-051-01: on 840829, safety relief valve 1B21-F013S 
lifted reseated three times for no apparent reason. Caused 
by solenoid C grounded such that solenoid would energize it 
valve would open. W/841 129 Itr. 

ULLRICH, J.. DIEDERICH, G. J. Commonwealth Edison Co. 84/11/20. 4pp. 
27916:089. 24X Fiche : 50-373. 84/1 1/20, 8412130613. 


8412060161 LER 84-072-00: on 841030, air found leaking out of doors on 
standby gas treatment train. Caused by malfunctioning flow 
controller & improperly closed doors. Doors properly closed 
it flou controller repaired. W/S41126 Itr. 

SPRUNGER, C. K. , DIEDERICH, 0. J. Commonwealth Edison Co. 84/11/29. 
5pp. 27826:304. 24X Fic he; 50-373, 84/1 1/29, 8412060161. 


0412130608 LER 84-032-01: on 840612. reac tor water cleanup sys isolated 
on high differential flou. Caused by excessive flow out vent 
line during fill «c vent of HX. Procedure change to prevent 
isolation implemented W/841129 Itr. 

SHIELDS. J. , DIEDERICH. 0- J. Commonwealth Edison Co. 84/11/29. 3pp, 
27916:095. 24X Fiche; 50-373. 84/1 1/29, 8412130608, 


8412130008 LER 84-073-00; on 841 106, turb ine stop valves 1 , 3 8* 4 opened. 
Caused by open position switch (N015) on step valve 2. Limit 
suitch adjusted on valve 1B21-MSV2. W/841204 Itr. 

KQENIOi R. D. . DIEDERICH, 0. J. Commonwealth Edison Co, 84/12/04. 3pp. 
27916: 284. 24X Fiche, 50-373, 84/12/04. 8412130008. 


8412130615 LER 84-074-00; on 841 107. reactor water cleanup sys isolated 
on high differential flow. Caused by instrument maint 
personnel inadvertently skipping procedure step. Maint 
personnel trained & procedural rev made. W/841204 Itr. 

SHIELDS, J. M. . DIEDERICH, 0. J. Commonwealth Edison Co, 84/12/04. 
4pp. 27916:017. 24X Fiche; 50-373, 84/12/04, 8412130615. 


8412240019 LER 04-075-00: on 841111. leak discovered in thermowell 
1B33-N023D. Caused by crack in thermowell body. Thermowell 
replaced. H/841205 Itr. 

ZOLOTV, D, . DIEDERICH. 0. J. Commonwealth Edison Co. 84/12/05. 4pp. 
28061:330. 24X Fiche : 50-373, 84/12/05, 8412240019. 


8412270167 LER 84-061-01: on 841001. dur ing performance of MSIV local 
leak rate test, comb ined leakage of all four main steam lines 
exceeded Tech Spec 1 imi ts . Caused by imperfections in 
seating surfaces. Valves repaired. W/S41210 Itr. 

ULLRICH. J. . DIEDERICH, 0, J, Commonwealth Edison Co. 84/12/10. 3pp. 
28114:310. 24X Fiche: 50-373. 84/12/10, 8412270167. 


8412240001 LER 84-076-00: on 841 1 11. und ervol tag e trip of reactor 
protection sys bus A oc curred. Caused by deenergized relays 
& ruptured hose. Regulating transformer installed to limit 
undervoltage condition. W/S4121 1 Itr. 

SPRUNGER. C. K. . DIEDER ICH. 0. J. Commonwealth Edison Co. 84/12/11. 
7pp. 28061:320. 24X Fiche: 50-373. 84/12/1 1, 8412240001. 


8412270031 LER 84-078-00: on 841 117, control room received high ammonia/ 
chlorine alarm resulting in ESF actuation. Caused by broken 
chemcassette tape in tape carriage mechani sm. Tape reattached 
Si Procedure LlP-OM-940 revised, W/a41212 Itr. 

MASTER80N, V. , DIEDERICH. 0. J. Commonwealth Edison Co. 84/12/12. 

4pp. 28115:086. 24X Fi c he : 50-373, 84/12/ 12. 8412270031 , 

8412270190 LER 84-077-00; on 841 1 15. automatic start of control room D 
ventilation/auxiliary electric equipment room ventilation 
sys emergency makeup filter train oc curred. Caused by 
personnel err or. W/B41212 Itr. 

MA9TERSQN, V, , DIEDERICH. G. J. Commonwealth Edison Co. 84/12/12. 

4pp, 28114:313. 24X Fic he; 50-373, 84/12/12. 8412270190. 


8412260416 LER 84-079-00: on 841114. high radiation door 408 unsecured 
due to cancellation of guard post. Caused by security 
administrator error. Secur ity guard reposted at door 408. 

Security form revised. W/841213 Itr. 

BORZYM, T. J. . DIEDERICH, G. J. Commonwealth Edison Co. 84/12/13. 3pp. 
2S063: 104. 24X Fiche: 50-373,84/12/13,8412260416. 


8412310019 LER 84-083-00; on 841124, pipe chase opening found located 
above drywell personnel access hatch 740 elevation of 
reactor bldg. Caused by error during const. Work Request 
43798 initiated to fabricate cover. W/S4i220 Itr, 

ALDRICH. L. R. . DIEDERICH. 0, J, Commonwealth Edison Co, 84/12/20. 
3pp, 28136:348. 24X Fi C h e: 50-373, 84/12/20, 8412310019. 


V, Operator Examinations 


S412200521 Discusses arrangements for senior operator Si operator exam 
to be administered during wk of 821019, per J McDonald & 

J McMillen telcon. End list of ref matls needed by B20910. 
Requirements for conducting exam also encl.W/o ends. 

LITTLE. W.S Region 3, Office of Director. 82/09/01. REED. C. 
Commonwealth Edison Co. 2pp. 28030:256. 24X Fi c he; 50-373. 82/09/01 , 
8412200521. 


B412210241 Discusses arrangements made for senior operator 8i operator 
exams, per J McDonald it J McMillen telcon. Written exams 
scheduled for 830523 & oral exams scheduled for 830524-26. 

End list of ref matls needed by 830401. W/o end, 

LITTLE, W.S. Region 3. Office of Director. 83/02/18. REED, C. 

Commonwealth Edison Co. 2pp. 28052:024. 24X Fiche: 50-373. 83/02/18. 

8412210241. 


8412210258 Informs that, based on results of OL requalif ication exam 
held during wk of 830725, Unit 2 license could be issued to 
all Unit 1 license holders. Out of 16 candidates. 15 passed & 

1 failed. Training dept performing adequately. 

LANS, T. Region 3. Office of Director. 83/08/05. MCMILLEN, U. 
Region 3. Office of Director. 2pp. 28052:044. 24X 

Fiche: 50-373, B3/0B/0S, 8412210258. 


8412210254 Informs that, based on operator license exams held during wk 
of 830725, requalif ication training program adequate & 
personnel licensed on Unit 1 can be issued licenses for 
both units. 

STREETER, J. F. Region 3, Office of Director. 83/08/16. REED, C. 
Commonwealth Edison Co. 2pp. 28052:046. 24X Fiche; 50-373, 83/08/16. 

8412210254. 


8412210246 Discusses arrangements for admini strat ion of senior operator 
it operator exams, per R Crawford & L Dimmock telcon. Exam* 
scheduled for wk of 031212. Approved ref matls needed by 
831003. W/o ends. 

STREETER. J. F. Region 3, Office of Director. 83/09/20. REED. C. 
Commonwealth Edison Co. 2pp. 28052:048. 24X Fiche: 50-373. 83/09/20. 

8412210246. 
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F. Security, medical, emergency it fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR 

FELTON. J. M. Division of Rules and Records. 84/06/14. DELL. N. 
Nuclear Information it Resource Service, 3pp. 28052:318, 24X 

Fiche-: 50-000. 84/06/14, 8412200033. 


8412060615 Further response to FOIA request for 10 St 50-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, U. M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50-000, B4/1 1/13, 

8412060615. 


B412120077 Revised emergency plan implementing procedures. inc luding 
LZP-llSO-1 re rad/chem director & LZP-1330-20 re 
determination of reactor coolant hydrogen it offgas 
concentrations at high radiation sampling sys it index. 

# Commonwealth Edison Co. 84/11/15, 38pp. 27886:317. 24X 

Fiche; 50-373. 84/11/15, 8412120077. 


8412200406 Forwards Meeting Repts 50-373/84-27 it 50-374/84-35 on 
841105. 

GREOER, L. R. Region 3, Office of Director. 84/11/27. REED, C, 
Commonwealth Edison Co. 2pp. 28031:144. 24X Fiche; 50-373, 84/1 1 /27, 

8412200406. 


— 8412200413 Meeting Repts 50-373/84-27 it 50-374/84-35 on 841105. Major 
areas discussed; proposed revs to emergency action levels. 

PLOSKI/T. Region 3. Office of Director. 84/11/27. 2pp. 
28031:146. 24X Fich e : 50-373, B4/i 1 /27i 8412200406. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone d irectory . W/S4i2l9 release memiO, 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28137:280. 24X 

Fiche: 50-000. 84/11/30. 8412310219, 


— 8412310241 Public version of revised generating stations emergency plan 
telephone directory. 

OALLE. D. P. Commonwealth Edison Co, 84/11/00. 53pp. 28137:285. 

24X Fiche: 50-000. 84/11/30. 8412310219. 
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8412100055 Informs that Revs 4 & 4A to generating stations emergency 
plan submitted B40524 L Oct 1984i respectivelyj consistent us/ 

10CFR50. 54(a) requirements & do not decrease plan 
effectiveness. 

PAPER lELLO. C. J. Region 3, Office of Director. 84/12/04. REED, C. 
Commonuealth Edison Co, 2pp. 27835:058. 24X Fi che; 50-000. 84/12/04, 

S412100055. 


8412130289 Advises that Sept 1984 Rev 3 to Dresden annex & Oct 1984 
Rev 3 to LaSalle annex to emergency plans consistent 
W/10CFR50. 54(p) & acceptable. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/12/07. REED, C. 
Commonwealth Edison Co. 2pp. 27901:001. 24X Fiche: 50-000. 84/12/07, 

8412130289. 


8412190224 Revised emergency procedures, including LZP-13A0. “Radiation 
Protection Practices During Accident Conditions, '* 

LZP-1370-1, “Personnel Exposures Under Emergency Conditions" 

8t LZP-’1550-9, "Special TLD Locations. " 

* Commonwealth Edison Co. 84/12/10. 2Spp. 28007: 164. 24X 

Fiche: 50-373, B4/12/10, 8412190224. 


8412200406 Forwards Meeting Repts 50-373/84-27 & 50-374/84-35 nn 
841105. 

GREOER, L. R. Region 3, Office of Director 84/11/27 REED,C 
Commonwealth Edison Co. 2pp, 28031,144 24X Fiche’ 50-373! S4/tt/5' 

8412200406. 


—8412200413 Meeting Repts 30-373/84-27 8, 50-374/84-35 on B41105 Meior 
areas d iscussed : proposed revs to emergency action levels ^ 

PLOSm.T. , PHILLIPS, M. P. Region 3, Office of Director B4/lt/57 
2pp. 28031:146. 24X F i c h e : 50-373, 84/1 1 /27. 8412200406! 


8412170287 Forwards Insp Repts 50-373/84-26 & 50-374/84-33 on 
840919—1029 & notice of violation. 

SHAFER, W. D. Region 3. Office of Director. 84/11/28. REED. C 
Commonwealth Edison Co. 2pp. 27967:245. 24X Fich e' 50-373! B4/11/7S 


— 0412170289 Notice of violation from insp on 840919-1029, 

SHAFER, W. D. Region 3, Office of Director. 84/11/28 2 dd 
27967:247. 24X Fiche: 50-373, 84/1 1/28. 8412170287. 


3412270431 Forwards interim rept re response to Reg Guide 1.97, Rev 2 
re emergency response capab i lity. Response to open items 
requested within 60 days of Itr receipt, 

SCHWENCER.A. Licensing Branch 2. 84/12/13. FARRAR, D. L. 

Commonwealth Edison Co, 3pp. 28119:001. 24X Fiche: 50-373, 84/12/13, 

8412270431. 


—8412270434 "Conformance to Reg Guide 1.97, LaSalle County Stati on, Uni ts 
1 8 ( 2 . " 

UDY, A, C. EO«cG, Inc. FIN A-6483. 34/12/31. NRC - No Detailed 

Affiliation Given. 15pp. 28118:004. 24X Fiche : 50-373, 84/12/13, 

8412270431. 


8412310449 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for NRC review of 45-day schedule instead 
of 20-day schedule as requested on 820112 it 830026. Sc hedul e 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. U. Region 3. Office of Director. 84/12/14. REED, C. 
Commonwealth Edison Co. 2pp. 28134:225. 24X Fiche: 50-000, 84/12/14, 

8412310449. 


— 8412170295 Insp Repts 50-373/84-26 & 50-374/84-33 on 840919-1029. 
Noncompliance noted: fai lure to follow radiation control 
procedures, control access to high radiation area failure 
to provide adequate maint instructions. 

CHOULES, N. C, , CHRISSOTIMOSi N, Region 3, Office of Director, 
84/11/26. 13pp. 27967:249. 24X Fi che: 50-373, 84/1 1/28, 8412170237 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE. J.N. Division of QA, Safeguards & Inspection Programs (Poit 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc 

BBpp. 27967:086. 24X Fi che : 50-000, 84/11 /30, 841 1280366. 


8411280370 IE Info Notice 84-06, "Isolation Between Signals of 
Protectiori Sys & Nonsafety— Related Equipment " 

Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of 

York, Inc. 116pp. 27965:224. 24X Fiche: 50- 000, 84/1 1/30, 84112B0370 


P. Operating license stage documents !< correspondence 


8412060177 Forwards response to Generic Ltr 84-23 re description of 
plans to improve reactor vessel water level instrumenta tion, 
including leg overheating & mechanical level indication 
equipment replacement. 

ALEXANDER, C. Commonwealth Edison Co. 84/12/04. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 27792:353. 24X 

Fiche: 50-000, 84/12/04, 8412060177, 


8412110290 Forwards startup test rept re test condition open vessel, 
Heatups 1-6 Jk warranty run. 

MARSHALL, J. G, Commonwealth Edison Co. 84/12/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. tp, 27856:346 24X 

Fiche: 50-374,84/12/06, 8412110280. 


— 8412110286 Startup test rept. 

* Commonwealth Edison Co. 84/12/06. 89pp. 27856:347. 24X 

Fiche; 50-374, 84/12/06, 8412110280. 


Q. Inspection reports, IE Bulletins & correspondence 


8411150064 IE Info'Notice 84-83, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411150064. 


8412030400 Forwards responses to IE Bulletin 84-03 re potential for 
& consequences of refueling cavity water seal failure prior 
to beginning refuel ing. Gross seal failures similar to Haddam 
Neck not possible, because of design differences. 

ALEXANDER, G. L, Commonwealth Edison Co. 84/11/19. KEPPLER, J. G. 
Region 3, Office of Director. 7pp. 27723:237. 24X 

Fiche; 50-000, 84/11/19, 8412030400. 


8412010127 Confirms 841207 enforcement conference at Region III ofc to 
discuss 841030 event Sc continuing problem of control room 
operations staff inattenti viness, 

NORELIUS, C. E, Region 3, Office of Director. 84/11/26. REED, C. 
Commonwealth Edison Co. Ip. 27709:308. 24X Fi che: 50-373. 04/1 1/26, 


8412030021 IE Info Notice 04-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03. 8412030021 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problem! * 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of 

York, Inc. 122pp. 27966:093. 24X Fiche : 50-000, 84/12/03, B412030023 


8412100039 Ack receipt of 041129 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/83-52 8c 
50-374/83-55. 

e Region 3, Office of Director. 84/12/05. Commonwealth Edison 
Co. Ip. 27835:097. 24X Fiche: 50-373, 84/12/05. 8412100039. 


•8412100043 Responds to NRC 841026 ltr re violations noted in Insp Bijli 
50—373/83—52 8c 50-374/83-55. Correc tive actions: Test 
Equaliiatlon Valves 2E21-F333, 2E22-F354, 2E51-F354 8< 

2E51-F3S5 removed from Unit 2. 

FARRAR, D.L. Commonwealth Edison Co. 84/11/29, KEPPLER, J.O. 
Region 3, Office of Director. 4pp. 27835:098, 24X 

Fiche: 50-373, 84/12/05, 8412100039. 


8412310456 Forwards Insp Repts 50-373/84-30 8t 50-374/84-34 on 841104-14 
it notice of violation. 

HARRISON, J. J. Region 3, Office of Director. 84/12/06. REED.C. 
Commonwealth Edison Co. 2pp. 28134:288. 24X Fiche: 50-373,84/12/04, 

8412310456. 


8412310460 Notice of violation from insp on 841106-16. 

HARRISON, J. J. Region 3, Office of Director. 84/12/06. Ip. 
28134:290. 24X Fiche : 50-373, 04/12/06, 8412310456, 


— 8412310463 Insp Repts 50-373/84-30 & 50-374/84-34 on 841106-16, 
Noncompliance noted: fai lure to follow written procedune per 
Startup Manual Procedure LSU 500-2 re Unit 2 testing. 

LANKSBURY, R. D. , RESCHESKE, P. R. , RING, M. A. Regions, Office of 
Director. 84/12/06. 5pp. 28134:291. 24X Fich e: 50-373, 04/12/04, 

8412310456. 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineerino 
Response (Post 830103). 84/11/27. Consolidated Edison Co of N, 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 841 12103, 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 
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8412050090 IE Info Notice a4“90i "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

yorir. Inc. Il4pp. 27966:215. 24X Fiche: 50-000. 84/12/07. 8412050090 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements programs." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

rork. Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/10, 8412060594. 


3412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17, 8412120541. 


B412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000. 84/12/17, 8412120547. 


H, Periodic operating reports & related correspondence 


8412120587 Monthly operating repts for Oct 1984. W/S41 107 Itr. 

DIEDERICH, G. J. , DUS, R.S. Commonwealth Edison Co. 84/10/31. 30pp. 

27908:325. 24X Fiche: 50-373. 84/10/31, 8412120587. 


S. Reportable occurrences, LERs & related correspondence 


8412010123 LER 84-071-00: on 841027, scram occurred due to APRM hi-hi 
flu* signal on reactor protection sys channels A B. Caused 
by vessel level transient when reactor recirculation flow 
control valve lost feedback it ramped open. W/841 126 Itr. 

HIETALA, J. J. . DIEDERICH. 0. J. Commonwealth Edison Co. 84/11/26. 
4pp, 27709:304. 24X Fiche; 50-374, 84/11/26, 8412010123. 


8412060179 LER 84-072-00; on 841029, reactor bldg ventilation sys tripped 
due to closing of isolation dampers. Caused by personnel 
error. Isolation dampers reopened reactor bldg ventilation 
sys restarted, W/B41 127 Itr, 

SPRUNOER, C. K. , DIEDEKICH, G, J. Commonwealth Edison Co. 84/11/26. 

4pp. 27826:318. 24X Fi c he : 50-374, 84/ 1 1/26, 8412060179. 


8412240165 LER 84-073-00; on 841 1 12, reactor water cleanup sys (RWCS) 
isolated on high differential temp in pump rooms. Caused by 
lack of circulating air. OE investigating differential flow 
setpoint. W/041203 Itr. 

SHIELDS, J. M. , DIEDERICH, 0. U. Commonwealth Edison Co. 84/12/03. 
4pp. 28061:358. 24X Fi c h e ; 50-374, 84/12/03, 8412240165. 


8412200151 LER 84-074-00; on 841 1 16, reactor water cleanup isolation 
received from leak detection high ambient temp switch. Caused 
by spurious voltage spike generated when thermocouple wire 
moved to attach test equipment leads. W/S41204 Itr. 

MITFENBURG, K- C. , DIEDERICH, G. J. Commonwealth Edison Co. 84/12/04. 
3pp. 28031:266. 24X Fi c he : 50-374, 84/ 12/04, 8412200151 . 


8412240073 LER 84-075-00; on 841 1 12, reactor protection sys bus tripped. 
Caused by grounded lead on frequency meter due to meter 
connected backwards. Use of ac or dc frequency meter will be 
incorporated into electrical maint training. W/B41204 Itr. 

MARLEY, R, E. , DIEDERICH, 0, J. Commonwealth Edison Co. 84/12/04. 4pp. 
28061:341. 24X Fiche:U0-374, 84/12/04, 8412240073. 


8412270126 LER 84-077-00: on 841 115, primary containment vacuum breaker A 
opened momentarily to equalize pressure between suppression 
pool it drywell. Caused by cycling primary containment 
chillers on 8« off. Instruments recalibr. W/841211 Itr. 

WITTENBURG, K. C. , DIEDERICH, G. J. Commonwealth Edison Co. 84/12/11. 
4pp. 28115:010. 24X Fi c he : 50-374, 84/12/1 1 , 8412270126. 


8412260425 LER 84-078-00: on 841117, HPCS suction valve opened to 
suppression pool while normal suction valve closed. Caused 
by high suppression pool level. Pool level lowered & normal 
HPCS suction path reestab 1 ished. W/S41212 Itr. 

KOENIG,R.D. , DIEDERICH, 0. J. Commonwealth Edison Co. 84/12/12. 3pp. 
28063:012. 24X Fiche: 50-374, 84/12/12, 8412260425. 


8412310439 PNO-1 1 1-84-109. on 841214, unit scrammed from 97% power due to 
turbine trip on high vibration. Licensee investigation of 
high vibration turbine trip continuing. Licensee plans on 
conducting various maint items prior to restarting. 

WRIGHT,G. , SHAFER, W. Region 3, Office of Director. 84/12/14-. Ip. 
28135:360. 24X Fich e: 50-374, 84/12/14. 8412310439. 


V. Operator Examinations 


8412210258 Informs that, based on results of OL requalification exam 
held during wk of 830725, Unit 2 license could be issued to 
all Unit 1 license holders. Out of 16 cand i dates, 1 5 passed & 

1 failed. Training dept performing adequately. 

LANG, T. Region 3, Office of Director. 83/08/05. MCKILLEN, J. 
Region 3, Office of Director. 2pp. 28052:044. 24X 

Fiche: 50-373, 83/08/05, 8412210258. 


8412210254 Informs that, based on operator license exams held during wk 
of 830725, requalification training program adequate & 
personnel licensed on Unit 1 can be issued licenses for 
both units. 

STREETER, U. F. Region 3, Office of Director. 83/08/16. REED, C. 
Commonwealth Edison Co. 2pp. 28052:046. 24X Fi che: 50-373, 03/08/ 16, 

8412210254. 


8412210246 Discusses arrangements for administration of senior operator 
it operator exams, per R Crawford & L Dimmock telcon. Exams 
scheduled for wk of 831212. Approved ref matls needed by 
031003. W/o ends. 

STREETER, J. F. Region 3, Office of Director. 83/09/20. REED,C. 
Commonwealth Edison Co. 2pp. 28052:048. 24X Fi che: 50-373, 83/09/20, 

8412210246. 


DOCKET 50-375 NUCLEAR EXAMINATION REACTOR 


Q. Inspection reports, IE Bulletins correspondence 


8412170075 Responds to FOIA request for documents re physical security 
it safeguards insp rept for nonpower reactors in Regions II 
it V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/09. AFTEROOOD, S. 
Committee to Bridge the Gap. 3pp. 27950:345. 24X 

Fiche: 50-000, 84/07/09, 8412170075. 


— B412170106 Insp Repts 50-375/80-01 it 70-0025/80-02 on 800212-15. No 
noncompliance noted. Major areas inspected: measurement 
controls, records & repts St matl control St accounting for 
L-85 reactor, Sensitive info deleted. 

HAMADA, G. , WIEDER, A. Region 5, San Francisco, Office of the 
Director. NORDERHAUG, L. R. Region 5, San Francisco, Safeguards 
Branch. 90/02/27. 3pp. 27958:350. 24X Fi che : 50-000, 84/07/09, 

8412170075. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A. Application/construction stage documents & correspondence 


8412050329 Forwards issue repts re prelicensing issues task force rept. 
W/one oversize drawing. Ap erture card available in PDR. 

JUDD,P, V. NUS Corp. 84/11/13. CRUTCHFIELD, D. Assistant Director 
for Safety Assessment. 49pp. 27766:001. 24X Fiche: 50-392, 84/10/13, 

8412050329. 


8412040184 Notification of significant licensee meeting on 841126 w/ 
util in Arlington, TX to discuss spare parts. 

* Region 4, Office of Director. 84/11/26, Region 4, Office of 
Director. Ip. 27744:354. 24X Fiche: 50-382, 84/11/26, 8412040184, 


8412010017 Amend to 841005 it 31 applications for OL, authoriz ing 
operation op to 5X full power. Possible consequences of 
reactor accident during low power operation limited to small 
fraction of accidents possible at full power. 

CAIN, J.M. Louisiana Power & Light Co. 84/11/28. EISENHUT, D. (J. 
Division of Licensing. 2pp, 27709:138. 24X Fi c he: 50-382, 84/ 1 1/28, 

8412010017. 


8412010075 Forwards application to amend CPPR-103, extend ing const 
completion date to 850228. Addl time needed to address it 
close out outstanding issues to accommodate unanticipated 
issues or events. 

LEODICK, R. S. Louisiana Power it Light Co. 84/11/28. EISENHUT, D. G. 
Division of Licensing, 2pp. 27705:310. 24X Fic he: 50-382, 94/1 1/28, 

8412010075. 


— 8412010078 Application to amend CPPR-103, extend ing const completion 
date to 850229. 

LEDDICK, R. S. Louisiana Power & Light Co. 84/11/28. 2pp. 
27705:312. 24X Fiche: 50-382, 84/1 1/28, 8412010075. 


8412030361 Advises that continuous it direct indication of Valves 
CVR-401A 8< CVR-401B will be Installed consistent w/Rev 2 to 
Reg Guide 1.97 prior to startup following first refueling 
outage, 

COaK,K. W. Louisiana Power St Light Co. 84/11/29. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 27723:196. 24X Fiche: 50-382, 84/1 1/29, 

8412030361. 



240 


DOCKETED ITEMS 


B412040189 Comments on draft License NPF-2&I per S41127 request. No 
comment offered re License Condition C. 1 due to omission of 
referenced a ttachment. Fine 1 draft Tech Specs require no 
substantive changesi per 840it0S submittal 

COOK. K. W Louisiana Pouer S- Light Co, 64/11/29. NOVAK, T. M. 
Assistant Director for Licensing. 3pp. 27746’ 199. 24X 

Fiche: 50-382. 84/11/29, 8412040189. 


8412040048 Forwards addl info on soil spring distributions it north- 
south bending capacities in positive & negative directions 
re foundation basemat cracks. per JS Ha 841116.20 & 26 
requests, 

COOK, K. W. Louisiana Pouer it Light Co. 84/11/30. CRUTCHF lELO. D. 
Assistant Director for Safety Assessment. 19pp. 27747:226. 24X 

Fiche: 50-382, 84/11/30. 8412040048. 


8412060479 Discusses Generic Ltr 83-28. Secti ons 4. 2 3 !< 4. 2. 4 re life 
cycle testing U periodic replacement requirements for 
reactor trip breakers (RTB). C-E program for breaker 
performance assures reliable RTB performance. 

COOK.K. W. Louisiana Power & Light Co. 84/11/30, KNIGHTON, C. W. 
Licensing Branch 3. 2pp. 27794:295 24X Fiche: 50-382. 84/11/30. 

8412060479. 


8412060578 Forwards task force evaluation of prelicensing Issue 20 re 
const matl testing personnel qualification records. 

JUDD, P. V. NUS Corp. 84/11/30. CAIN, J.fl. Louisiana Power «c Light 
Co. 4pp. 27828:346. 24X Fiche: 50-382, 84/11/30, 8412060578. 


8412060497 Forwards clari f ication of info submitted by 840611 ltr re 
test descriptions within Subsection 14.2.12.2 of FSAR 
Chapter 14, indicating portions that would be performed after 
fuel load. Changes will be implemented in future amend. 

COOKiK. W. Louisiana Pouer «i Light Co. 84/12/03. KNIGHTON. 0. W. 
Licensing Branch 3. lOpp, 27794:273. 24X Fiche: 50-382. 84/12/03, 

8412060487. 


9412100101 Forwards updated const status rept as of 840930 for next 
issuance of Yellow Book ( NUREO-0030) , per NRC 811031 request. 

COOK, K. W. Louisiana Power 5: Light Co, 84/12/03. Information 
Systems Branch. 4pp. 27835:054. 24X Fi c h e; 50-382, 84/ 12/03. 

8412100101. 


8412100157 Forwards addl info re design adequacy & as-built conditions 
for masonry block wall, per 841128 request. Clarification of 
stresses originated for 6-ft pipe through Wall SI end. 

COOK. K. W. Louisiana Power & Light Co. 84/12/03. KNIGHTON, G. W. 
Licensing Branch 3. 4pp. 27834:138. 24X Fiche: 50-382, 94/12/03, 

8412100157, 


8412120155 Confirms 841206 meeting w/util at Region IV to discuss items 
to be addressed prior to licensing decision for facility. 

MARTIN, R. D. Region 4, Office of Director. 84/12/05. LEDDICK, R. B. 
Louisiana Power & Light Co. 2pp. 27897:167. 24X 

Fiche: 50-382, 84/12/05. 8412120155, 


8412120441 Notification of significant licensee meeting on B41206 
w/util in Arlington, TX to discuss several items to be 
addressed prior to licensing. 

♦ NRC - No Detailed Affiliation Given, 84/12/05. NRC - No 
Detailed Affiliation Given. Ip. 27873:349. 24X 

Fiche: 50-382, 84/12/05, 8412120441. 


8412130404 Board Notification 84-184: advises that low power DL for 
facility, for operation at up to 5X of rated power, to be 
issued in near future. 

EISENHUT, D, G. Division of Licensing, 84/12/05. Atomic Safety and 
Licensing Appeal Panel. 2 pp, 27916:288. 24X Fiche: 50-382, 84/12/05, 

8412130404. 


8412120026 Defines required actions !< provides commitments for 
completion of actions re cracks in structure common 
foundation basemat. Monitor ing & surveillance program for 
basemat will be submitted prior to exceeding 5X power. 

COOK, K. W. Louisiana Power 8t Light Co. 84/12/07. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 27886:294. 24X Fiche: 50-382, 84/12/07, 

8412120026. 


8412120254 Responds to Item 4.5.3 of Generic Ltr 83-28, "Reactor Trip 
Sys Reliability." Sys functional testing intervals 
consistent w/achieving high availability. Final results 
will be submitted by 850131. 

COOK, K. W. Louisiana Pouer L Light Co, 84/12/07, KNIGHTON, G, W. 
Licensing Branch 3. Ip. 27887:360. 24X Fiche: 50-382, 04/ 12/07) 

8412120254. 


8412180414 Forwards Vols I II of "Final Rept of Task Force on 
Prelicensing Issue Assessment Waterford-3 Steam Electric 
Station. " 

FERGUSON, R. L. , HUMPHREYS, L. L. United Nuclear Corp. (subs, of UNC 
Resources, Inc.). 84/12/07. CAIN,J, M. Louisiana Power «< Light Co. 
3pp. 28004:001, 24X Fiche: 50-382, 84/12/07, 8412180414, 


— 0412180424 Vols I & II of "Final Rept of Task Force on Prelicen?ini 
Issue Assessment Waterford-3 Steam Electric Station." * 

W/one oversize marked-up d rawing . Ap er ture card available in 
PDR. 

HUMPHREYS, L L , FEHGUSQN, R. L. United Nuclear Corp, (subs at W' 
Resources, Inc. >. 84/12/31. 400pp. 28004:004. 24X 

Fiche: 50-382, B4/12/07, 8412180414. 


8412170130 Documents 841126 meeting re procurement &. dedication of 
commercial grade spare parts for use in safety-related 
applications. Proposed action & schedule taken under 
advisement. 

MARTIN, R. D, Region 4, Office of Director. 84/12/12. LEDDICK, R S 
Louisiana Power 8< Light Co. 2pp 27937:059. 24X 

Fiche- 50-382, 84/12/12, 8412170130, 


8412140239 Informs that FSAR will be updated to reflect current A5ME 
Section III Winter 1981 addenda commitment for essential 
chilled water sys & component cooling water sys piping. 

CODK,K. W Louisiana Pouer 5: Light Co. 84/12/13. KNIGHTON. G.W 
Licensing Branch 3. Ip. 27920:355. 24X Fi c h e: 50-302, 84 / 12/13 

8412140239. 


8412190042 Board Notification 84-187; no 1 1 fi es of expected issuance of 
low power OL by 841217. Furth er info obtained re 
investigations of basemat & mgt integrity motions to reopen 
proceed ings. 

EISENHUT, D. G. Division of Licensing, 84/12/13. KOHL, C. N, , 
JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel 

4pp. 28028:297. 24X Fiche. 50-382, 84/12/13, 8412190042, 


S412170221 Forwards compilation of FSAR changes intended for incltisicn 
in final updated SAR, per B41212 d isc uss ion. Changes stem from 
correspondence w/NRC, design changes implemented since Amend 
36 to FSAR 8« administrative reviews. 

COOK, K. W. Louisiana Pouer it Light Co. 84/12/14. KNIGHTON, C. W, 
Licensing Branch 3. 6pp. 27936' 241. 24X Fich e: 50-332, 84 / 12 / 14 , 

B412170221. 


0412170383 Submits justification for low power operation due to 
potential for containment coatings f a i 1 ure. Eva 1 uat i on 
concludes that only small fraction of containment coating 
matl would be likely to fail under accident conditions. 

COOK, K. W, Louisiana Pouer St Light Co. 84/12/14. KNIGHTON, G.W 
Licensing Branch 3. 3pp. 27937:153. 24X Fi c h e : 50-382, 84/12/14, 

8412170383. 


8412180235 Forwards "Summary Rept on Operability of Shutdown Cooling 
Sijs Relief Valves for Waterford Unit 3," in response to 
841109 discussion re valve reliability. 

COOK, K. W. Louisiana Pouer S: Light Co. 04/12/14. KNIGHTON, GW 
Licensing Branch 3. Ip, 27961:001. 24X Fiche: 50-382, 84/12/14, 

8412180235. 


■0412180241 "Summary Rept on Operability of Shutdown Cooling Sys Relii' 
Valves for Waterford Unit 3, " 

* Louisiana Power it Light Co. 84/12/31. 12pp, 27961:002. 24* 

Fiche: 50-382, 84/12/14, 8412180235. 


8412180185 Advises that review of files requested for release under 
FOIA completed. No documents to be withheld (ref 10CFR2, 790) 
assuming NRC will delete info that would be invasion of 
personal privacy, 

COOK,K. W. Louisiana Pouer it Light Co. 84/12/17. KNIGHTON, 0, W. 
Licensing Branch 3. 2pp. 27961:132. 24X Fiche: 50-382, 84/12/17, 

B4121S0185. 


8412190296 Provides revised response to joint intervenor motion to 
reopen record re instrument tubing at fac i 1 ity. Instrument 
tubing deemed safe to operate. 

COOK, K. W. Louisiana Power 8t Light Co. 84/12/17. KNIGHTON, G, W. 
Licensing Branch 3. 2pp, 28012:181. 24X Fi c h e: 50-382, 84/12/17, 

8412190296. 


E. NRC Safety Evaluation Report (BER), suppls correspondence 


8412180297 Advises of commitment to have operable toxic gas detecticn 
sys indicating presence of toxic gases at control room air 
intakes by 850701, per SSER 6. 

CaOK,K. W. Louisiana Power it Light Co. 84/12/17. KNIGHTON, G, H. 
Licensing Branch 3. 2pp. 27960:011. 24X Fich e; 50-382, 84/12/17, 

8412180297. 


8412260149 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATION, UNIT NO. 3. Docket No. 

50-382. (Louisiana Power it Light Company) 

* Division of Licensing. NUREG-07S7 S08. 84/12/31, 100pp. 

Available at NRC. *4.75. 28069:255. 24X Fi che: 50-382, 84/12/31, 

0412260149, 
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F Security) medical* emergency Sc fire protection plans 


B412260175 FOIA request that exercise repts for Waterford 3 t* Comanche 
Peak re emergency preparedness exercises held in 1983 t* 1984 
be placed in PDR. 

WILLI AMS* 0. G. JRA Associates. 84/06/15. FELTON. J. M. Division of 
Rules and Records. Ip. 28073:360. 24X Fi che : 50-000, 84/06/15. 

0412260195. 


8412260200 Response to FOIA request that repts for Waterford 3 U 
Comanche Peak re emergency preparedness exercises held in 
1983 £« 1984 be placed in PDR. Documents available in PDR. 

FELTON* J. M, Division of Rules and Records, 84/06/28. WI LLIAMS, 0. 0. 

JRA Associates. Ip. 28073:361. 24X Fic he: 50-000. 84/06/28. 

8412260200. 


8412010086 Documents conversations w/D Perrotti 8< C Hackney re status 
of emergency preparedness items. Alert notification sys. 
emergency plan training of nonessential personnel. personnel 
accountability drill 4t site public address sys discussed. 

COOK, K. W. Louisiana Power & Light Co. 84/11/27. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 27706:060. 24X Fiche: 50-382, 84/11/27, 

84120100B6. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/20, PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche: 50-000. 84/11/28, 8412060679. 


8412030425 Forwards "Associated Circuits Analysis," for review, per 
util 840517 commitment. Study addresses NRC concerns re 
spurious actuation raised during Fire Protection Special 
Safety Insp 50-382/84-20 on 840409-13. 

COOK, K. W. Louisiana Power i: Light Co, 84/11/30. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 27723:086. 24X Fiche: 50-382, 84/1 1/30, 

8412030425. 


— 8412070365 Notice of appearance in proceed ing. Certificate of Svc end. 
BGRDENICK, 0. M. Hearing Branch 3. 84/12/04. 3pp. 27813:258. 24X 

Fiche: 50-382. 84/12/04. 8412070361. 


B412100473 Forwards list of corrections & amend pages to applicant 
841130 response to joint Intervenors 841107 motion to reopen 
record in proceeding. Svc list end. 

CHURCHILL. B. W. Shaw. Pittman, Potts & Trowbridge. CHURCHILL, B. W. 
Louisiana Power & Light Co. #484 526. 84/12/07. KOHL, C. N. , 

JOHNSON, M. R. , WILBER. H. A. Atomic Safety and Licensing Appeal Panel. 
7pp. 27849:085. 24X Fic h e ; 50-382, 84/12/07, 8412100473. 


8412140174 Memorandum advising parties & Commission of ASLAP 
jurisdiction over Joint Intervenors 341108 motion to reopen 
record in OL proc eeding. Served on S41213. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #484 598. 
84/12/12. Louisiana Power & Light Co. 8pp- 27920:057. 24X 

Fiche: 50-382. 04/12/12. 8412140174. 


8412190210 Forwards supplemental affidavits of DM Crutchfield, 

RE Shewmaker,R Pichumani et al, in response to ASLAB 841002 
Memorandum St Order ALAB-786 re NRC evaluation of basemat 
design & const. Related correspondence. 

TURK, S. E. Hearing Branch 3. #484 690. 84/12/17. KOHL, C.N. , 

WILBER, H. A., JOHNSON, M.R. Atomic Safety and Licensing Appeal Panel. 
2pp. 28007:189. 24X Fiche: 50-382, 84/12/17, 8412190210. 


—8412190219 Supplemental affidavit of DM Crutchfield in response to 
questions raised In ASLAB 041002 Memorandum 8t Order ALAB-786 
re basemat issues. Related correspondence. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 

34/12/17. 7pp. 28007:191. 24X Fiche: 50-382, 84/12/17, 8412190210. 


— 8412190225 Supplemental affidavit of RE Shewmaker in response to 
questions raised in ASLAB 841002 Memorandum «< Order ALAB-786 
re conclusions reached by civil/structural allegation review 
team coticerning basemat issues. Related correspondence. 

SHEWMAKER, R. E. Engineering St Generic Communications Branch. 
84/12/17. 24pp. 28007:198. 24X Fic he: 50-382, 84/12/17, 8412190210. 


“8412030429 “Associated Circuits Analysis, " 

* Louisiana Power St Light Co- 84/11/30. lOOpp, 27723:089. 24X 

Fiche: 50-382, 84/11/30, 8412030425. 


B412040117 Informs that SPDS integrated sys validation testing will 
involve use of trained operators to validate that SPDS 
coordinates w/training 6 procedures St allows rapid 
assessment of plant safety status. 

COOK. K. W, Louisiana Power St Light Co, 84/11/30. KNIGHTON, G. W, 
Licensing Branch 3. Ip. 27748:260. 24X Fiche: 50— 382, 84/ 1 1/30, 

8412040117. 


— 8412190237 Supplemental affidavit of R Pichumani re basemat issues. 
Related correspondence. 

PICHUMANI, R. Mechanical Engineering Branch. 84/12/17. 3pp. 
28007:222. 24X Fiche: 50-382, 84/12/17, 8412190210. 


—8412190245 Affidavit of JS Ma in response to request in ASLAB 841002 
Memorandum St Order ALAB-7B6 for update on affiant views re 
cracking of basemat. Supporting documentation end. Related 
correspondence. 

MA, J. S. Structural St Geotechnical Engineering Branch. 84/12/12. 
49pp. 28007:225. 24X Fiche: 50-382, 84/12/17, 8412190210. 


B4122B0026 Informs of change in schedule for permanent emergency 
operations facility <EOF) completion, per NUREG-0737, Supp 1 1- 
Completion of EOF portion of training facility scheduled for 
850228 

COOK. K. W. Louisiana Power St Light Co. 84/12/26. KNIGHTON, C. W, 
Licensing Branch 3. Ip. 28111:283. 24X Fiche: 50— 382, 84/12/26, 

8412280026. 


0. Adjudicatory correspondence 


B412040166 Response to Joint Intervenors protective order to shield 
identity of several individuals having executed affidavits 
in support of concurrent motion to reopen record. Motion 
must be denied. 

CHURCHILL, B. W, Louisiana Power S« Light Co. CHURCHILL, B. W. Shaw, 
Pittman, Potts St Trowbridge. #484 399. 84/11/30. Atomic Safety 

and Licensing Appeal Panel. 6pp. 27745:001. 24X 

Fiche: 50-382, 84/11/30, 8412040166. 


— 8412040173 Response to Joint Intervenors 841108 motion to reopen record 
Sc admit contentions alleging QA fai lures, app 1 icant lack of 
character 8< competence to operate plant St inadequate review. 
Certificate of Svc end. , . „ . 

CHURCHII L, B. W. Louisiana Power 8< Light Co. CHURCHILL, B. W. Shaw, 
Pittman. Potts St Trowbridge. #4S4 399. 84/11/30. Atomic Safety 

and Licensing Appeal Panel. 4i5pp. 27745:007. 24X 

Fiche: 50-382, 84/11/30, 8412040166. 


■8412190253 Supplemental affidavit of JP Knight re basemat issues. 
Related correspondence. 

KNIGHT, J.P. Assistant Director for Comp. St Structures Engineering 
(Post 830201). 84/12/17. 5Spp. 28007:272, 24X 

Fiche: 50-382, 84/12/17, 0412190210. 


—8412190264 Affidavit of M Reich. CA Miller St CJ Constantino re safety 
significance of concrete cracking observed in foundation 
basemat. Supporting documentation end. Related 
correspondence. , , 

REICH, M., MILLER, C. A. Office of the Executive Legal Director. 
REICH, M. Brookhaven National Laboratory. 84/12/17. B7pp. 
28007:332. 24X Fiche: 50-382, 84/12/17,8412190210. 


8412210288 Forwards affidavit of MK Yates which revises applicant 
841130 answer to Joint Intervener Item A(7>(e), 

CHURCHILL, B. W. Shaw, Pittman, Potts St Trowbridge, CHURCHILL, B. W. 
Louisiana Power St Light Co. #484 734. 94/12/18. KOHL.C.N. , 

JOHNSON, W.R. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
7pp. 28034:148. 24X Fiche: 50-382, 84/12/18, 8412210288. 


J412200265 Order directing staff «< Ofc of Investigation to provide info 
gathered in listed investigations re pending motions to 
reopen record concerning QA, integrity of applicant mgt 8< 
adequacy of NRC insp efforts, Served on 841220. 

SHOEMAKER, C. J, Atomic Safety and Licensing Appeal Panel. 

84/12/19. Office Of the Executive Legal Director, 4pp. 

rr, .b.. mn-na-i aJL/^0/^Q. 0^rvn2>A5. 


#484 714. 


'norkrii . H 


8412060244 Motion for extension of time until 841221 to file response 
to Joint Intervenors motions to reopen record & for 
protective order. Granted on 841204. 

* Office of the Executive Legal Director. #484 467. 84/12/04. 

Atomic Safety and Licensing Appeal Panel. Ip- 27791:031. 24X 

Fiche: 50-382, 84/12/04, 8412060244. 


8412070361 Motion for extension until 841221 to file response 
Intervener motion to reopen record & for protective order. 
BORDENICK, B. M, Hearing Branch 3. #484 484. 84/12/04. 

Safety and Licensing Board Panel, 2pp. 27813:256. 24X 

Fiche,: 50-382, 84/12/04, 8412070361. 


to Joint 
Atomic 


8412310223 Forwards Rev 1 to Issues 1 Ik 10 in staff 840613 Itr.Util 
initial responses to issues attached to 841130 answer to 
Joint Intervenors motion to reopen record k admit three new 
contentions. Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts t: Trowbridge. CHURCHILL, B. W. 
Louisiana Power 8< Light Co. #484 783, 84/12/20. KOHL,C. , 

JOHNSON, W. R. , WILBUR, H, A. Atomic Safety and Licensing Appeal Panel. 
aOpp. 28120:017. 24X Fi che : 50-382, 84/12/20, 8412310223. 
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8412270432 Typo correction to TM Devine B41105 affidavit attached to 
Joint Intervenors S3110& motion for protective order. 

Certificate of Svc end. 

BERNABEIiL. Government Accountability Project. #484 79S. 84/12/21. 

3pp. 28077:072. 24X Fiche: 50~382i 84/ 12/21 » 8412270432. 


8412310229 Forwards 841221 response opposing Joint Interveners 841108 
motion to reopen record U to admit for litigation three 
contentions re applicant QA breakdown lack of character & 
competence to operate plant & motion for protective order. 

BORDENICK, B. (1. Hearing Branch 3, #484 830. 84/12/21. KOHLi C. N. , 

JOHNSDNi W. R. / WILBUR* H. A. Atomic Safety and Licensing Appeal Panel. 
Ip, 28120:299. 24X Fich #: 50-382, 84/12/21 , 8412310229. 


— 8412310233 Response opposing Joint Intervenors 841108 motion to reopen 
record 8< to admit for litigation three contentions re 
applicant QA breakdown & lack of competence to operate plant 
8c motion for protective order. Certificate of Svc end. 

BQRDENICK, B. M. Hearing Branch 3. 84/12/21. Atomic Safety and 

Licensing Appeal Panel. 29pp. 28120:300. 24X 

Fiche: 30-382, 84/12/21, 8412310229. 


8412280182 Forwards License NPF-26, FR notice of issuanc e. Amend 2 t 
Indemnity Agreement B-92. assessment of license duration h 
notice of environ assessment. 

EISENHUT, D. 0, Division of Licensing. 84/12/18. LEDOICK, R R 
Louisiana Power & Light Co. 3pp. 28131:001. 24X 

Fiche: 50-382, 84/12/18, 8412280182. 


8412310041 Forwards executed Amend 2 to Indemnity Agreement B>-92 
COOK, K. W. Louisiana Power & Light Co. 84/12/26. EISENHUT, DO 
Division of Licensing. 3pp. 28121:055, 24X Fic h e : 50-382. ^ 

8412310041. 


P. Operating license stage documents 8< correspondence 


8412280182 Forwards License NPF-26, FR notice of i ssuance. Amend 2 , 

Indemnity Agreement B-92, assessment of license duration & \ 

notice of environ assessment. [ 

EISENHUT, D. 0. Division of Licensing. 84/12/18. LEDDICKi R S 
Louisiana Power it Light Co. 3pp. 28131:001. 24X ' 

Fiche: 50-382, 84/12/18, 8412280182. j 


— 8412310239 Affidavit of DH Crutchfield re allegations & proposed 
contentions raised in Joint Intervenors motion to reopen 
record it admit for litigation three contentions re applicant 
QA breakdown. Supporting documentation end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 

84/12/21. 16pp. 28120:329. 24X Fiche: 50-382. 84/12/21, 8412310229. 


— 8412310246 Affidavit of JJ Harrison re Joint Intervenors 841108 motion 
to reopen hearings. Prof qualifications & supporting 
documentation re allegation response matrix end. 

HARRISON, J. J. Division of Engineering. 84/12/17. 14pp. 

28120:345. 24X Fiche: 50-382, 84/12/21 , 8412310229. 


—8412310250 Affidavit of RE Shewmaker re Joint Intervenors 841108 motion 
to reopen record. Supporting documentation end. 

SHEWMAKER, R. E, Engineering Generic Communications Branch. 

84/12/21. ISpp. 28120:359. 24X Fic he; 50-382, 84/12/21 . 8412310229. 


8412310255 Affidavit of LC Shao in response to Joint Intervenors 841108 
motion to reopen hear ings. Prof qualifications & supporting 
documentation re evaluation of Joint Intervenors specific 
allegations end. 

SHAO, L. C. Division of Engineering Technology. 84/12/21. 6pp, 
28121:015, 24X Fiche: 50-382, 84/12/21 , 8412310229. 


8412310260 Affidavit of DF Thatcher in response to Joint Intervenors 
841108 motion to reopen hearings. Prof qualifications it 
supporting documentation end. 

THATCHER, D. F. Generic Issues Branch. 84/12/21. 6pp. 28121:021. 
24X Fiche: 50-382, 84/12/21, 8412310229. 


8412310265 Affidavit of MW Peranich in response to Joint Intervenors 
841108 motion to reopen hearing. Prof qual If ications 8i 
supporting documentation re 841127 allegation response 
matrix it unexecuted affidavit of WA Grossman end. 

PERANICH, M. W. Director's Office, Office of Inspection and 
Enforcement. 84/12/21, 15pp. 28121:027. 24X 

Fiche; 50-382, 84/12/21, 8412310229. 


8412310222 Motion for clarification Sc/or reconsideration of ASLAB 
841212 memorandum <ALAB-792) concerning jurisdiction to 
decide Joint Intervenors motion to reopen issues of QA It 
mgt integrity. Certificate of Svc end, 

TURK, S. E. Hearing Branch 3. #484 829. 84/12/24. Atomic Safety 

and Licensing Appeal Panel. 13pp. 28120:286. 24X 

Fiche; 50-382, 84/12/24, 8412310222. 


8412310142 Forwards executed WA Crossman 841221 affidavit, identical to 
unexecuted affidavit submitted on 841221 w/response to Joint 
Intervenors motion to reopen record on QA It mgt integrity 
issues. 


TURK, S. E. Hearing Branch 3. #484 822. 84/12/27, KOHL, C.N. , 

JOHNSON, W. R. , WILBER, H, A. Atomic Safety and Licensing Appeal Panel. 

Ip. 28121:059. 24X Fiche: 50-382, 84/12/27, 8412310142. 


8412310148 Affidavit of WA Crossman responding to issues raised in 
Joint Intervenors motion to reopen record It admit litigation 
on three contentions re applicant QA breakdown it lack of 
character It competence to operate facilities. 

CROSSMANi W. A. Region 4, Office of Director. 84/12/21, lOpp 
24X Fiche; 50-382,84/12/27, 8412310142. 


28121:060. 


J. Insurance I, indemnity information 


8412170322 Executed Amend 1 to Indemnity Agreement 8-92, chana ina Item 4 
re location of util land It bldgs, 

SALTZMANiJ. Assistant Director for State St Licensee Relations 

84/12/15. 3pp. 27937:143. 24X Fiche: 50-382, 84/12/15. 8412170322. 


—8412280184 License NPF-26 for facility. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/18. lipp. 28131:004. 24X Fiche; 50-382, 84/12/18, B 4132 & 3 :!i ! 


— 8412280188 Notice of issuance of License NPF-26. 

KNIGHTON, 0. W. Licensing Branch 3. 84/12/18. app 2aiai OJ5 

24X Fiche: 50-382, 84/12/18, 8412280182. 


— 8412280194 Notice of environ assessment St finding of no algnifldn 
impact re exemption from 10CFR70. 24 allowing irradiated or 
unirradiated fuel assemblies to be handled 8, stored in 
handling bldg w/o two criticality monitoring sys. 

KNIGHTON, G. W. Assistant Director for Licensing. 84/12/12 Sj* 
28131:018. 24X Fiche: 50-382, 84/12/18, 8412280182. 


— 8412280200 Notice of environ assessment It finding of no signiFlctr.t 
impact re performance of full pressure air lock test after 
cold shutdown only when maint performed on air lock 
affecting seal capability. 

KNIGHTON, G. W. Assistant Director for Licensing. 84/12/12 40C31 

26131:023. 24X Fiche; 50-382, 84/12/18, 8412280182. 


— 8412280205 Environ protection plan (nonradlological >, App B to Llcrri! 
NPF— 26. 

* Division of Licensing. 84/12/31. 19pp, 28131:026 24X 

Fiche: 50-382, 84/12/10, 8412280102. 


B4122S0032 Comments on proposed generic Itr “QA Guidance re ATWS 
Equipment not Safety-Related, " Proposed generic Itr should 
be withdrawn or modified to allow demonstrati on of how util 
programs meet ATWS role. , 

COOK, K. W. Louisiana Power St Light Co. 84/12/26. GOLDBERG, 8 J1 U 
Branch. 6pp. 28108:266. 24X Fi c h e: 50-382, 84/12/26, S4122B0032 


Q. Inspection reports, IE Bulletins St correspondence 


8412270012 Forwards results of evaluations of minor discrepancici 
found on walkdown on expansion anchors included on reinsp 
of Mercury N1 instrumentation instal lations. 

DOBSON, D. E. Louisiana Power It Light Co. 84/li/02, THATCHER, D, (f: 
- No Detailed Affiliation Given. 226pp, 28089:206. 24X 

Fiche; 50-382,84/11/02. 8412270012. 


8411150064 IE Info Notice 84-83, “Various Battery Problems," Svc iJit ; 
end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post a30103>. 84/11/19, Consolidated Edison Co. of Krt 

Vork, Inc. 120pp. 27007: 058. 24X Fiche; 50-000, 84/1 1/19. 84lllK^:i( 


8411210360 IE Info Notice 84-84, “Deficiencies in Ferro-Resonent 
Transformers. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co, of Nf 

York, Inc. t26pp. 27807:179, 24X Fiche; 50-000, 84/11/27, B41iaiG3i': 


6411280366 IE Info Notice 84-05, “Molybdenum Breakthrough From 
Tc-99m Generators," Svc list end, 

GRACE, J. N. Division of QA, Safeguards It Inspection Programs (Peit 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086, 24X Fiche: 50-000, 84/11/30, 841 1280366, 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys It Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Go. ofN^; 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, B4il23^3- ' 
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8412030425 Faru/artfs "Associated Circuits Analysis." for review, per 
util 840517 commitment. Study addresses NRC concerns re 
spurious actuation raised during Fire Protection Special 
Safety Insp 50-302/84-20 on 040409-13. 

COOK. K. W. Louisiana Power 8t Light Co. 84/11/30. KNIGHTON. 0. W. 
Licensing Branch 3. 2pp. 27723:086. 24X Fi c he : 50-382. 04/1 1 /30. 

0412030425. 


— 8412030429 "Associated Circuits Analysis. " 

♦ Louisiana Power 5c Light Co. 84/11/30. 100pp. 27723:089. 24X 

Fiche: 50-382, 84/11/30. 8412030425. 


B412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow," Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Reapons# (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340, 24 X Fiche: 50-000, 84/12/03. 8412030021. 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc li«t end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Responee (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche : 50 - 000 , 84/12/03. 8412030028. 


B412100125 Clarifies balanc#-of-plant piping preservice insp rept. per 
041030 Itr. Classification of Class II welds based on 1974 
edition of ASME Boiler & Pressure Vessel Code. Insp conducted 
per 1977 edition through Sommer 1978 Addenda. 

COOK. K. W. Louisiana Power 5c Light Co. 84/12/05. KNIGHTON. G. W. 

Licensing Branch 3. Ip. 27033:253. 24X Fiche: 50— 382. 84/ 12/05. 

B412100125. 

8412100024 Forwards revised responses supplementing Issue 1 "Insp 
Personnel Issues" 5t Issue 10 "Inspector Qualification." per 
NRC 841031 5( 1121 Ltrs. 

CAIN. J. M. Louisiana Power 5: Light Co. 84/12/06. EISENHUT, D. G. 

Division of Licensing. 90pp. 27833:152. 24X Fiche: 50-382. 84/12/06, 

8412100024. 

0412030081 IE Info Notice 84-69, "Stress Corrosion Cracking in 
Nonsensi tized 316 Stainless Steel. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Jo of New 

York. Inc, 118pp. 27966:332. 24X Fiche: 50 - 000 . 84/12/07. 8412050081. 

0412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison ^ New 

YoJk. Inc. I14pp. 27966:215. 24X Fiche: 50 - 000 , 84/12/07. 8412050090. 

0412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. '• Svc list end, , cr • 

JORDAN. E.L. Division of Emergency PT'BM^edness 8. Engineer ing 
Response (Post Q30103). 84/12/10 

York. Inc. 116pp. 28032:130. 


Consolidated Edison Co. of New 
24X Fiche: 50-000. 84/12/10. 8412060594. 


8412180513 Confirmation of action Itr. confirming internal Investigati 
during Spring of 1983. Actions to be followed include 
resumption of investigation until actions satisfactorily 

completed prior to Initial criticality Q-/io/n i pdotck. R S 

MARTIN, R.D, Region 4. Office of Director. 84/12/13. LEDDICK. R. S. 
Louisiana Power 5< Light Co. 2pp. 27959:101. 24X 

Fiche: 30-382. 84/12/13. 84121B0515. 

8412120341 IE Info Notice 04-92. "Cracking of Flywheels on Cummins Fire 
Pump Diessl Engines." Svc list ®ncl. inn 

JORDAN, E.U_ Division o. 6™.r|.ncy Co’ of N.u. 

24. Fich.. 50-000, 84/.3/.7, B412.20541. 

0412120347 IE Info Notice 84-93. "Potential for Loss of Water from 

ssRs;;.'E^u‘]DWi:io^^ of New 

Y:;r”5nc.''°l20pp 28l24fSoL ' 24X Fiche: 50-000. 04/12/17. 8412120547. 
S. Reportable occurrences, LERs 8< 


8412070469 Notification of 041120 meeting w/util.BNL E^asco in 
Bethesda.MD to discuss Meunow Ebasco repts re cracking 
common foundation basemat. 84/11/19 KNIGHTON, G. W. Licensing 

a 3pp “";r4l: F!c^“^i!382r84/U/.9, 84.207046,. 

B4ia070071 Third T.vi.ed fin»l Significant Con.t D.flciencg Rapt 60 
re Ebasco. util & Tompkins-Beckwith. Inc turnover ..Jw* 

d^cumJ^aU^n S. inad.Ruat. hangar ..Id prob .^..Corractlva 

action, v.rlfl.d through aJ/Jl^i. COLLINS. J.T. 

COOU.K. W, Loul.iana Pouar & Light Co B4/11/41. 

R.gion 4, Offlca of Dlractor. 4pp. 27837.862. 24* 

Fiche; 30-382, 84/11/21. 8412070071. 


8412070284 Final Significant Deficiency Rept 112 re design changes 
transmitted w/o ref to formal design change documents. 

Detailed const package change issued, 

COOK, K. W. Louisiana Power t Light Co. 84/11/21. COLLINS, J. T. 
Region 4/ Office of Director. 4pp. 27336: 120. 24X 

Fiche-: 50-382. 84/11/21. 8412070284. 


8412100328 Revised final Significant Const Deficiency Rept SCD-IOS re 
electrical const defects. Walkdown program restricted. 

Conditions corrected by minor mod. 

COOK. K W. Louisiana Power k Light Co, 84/11/21. COLLINS. J. T. 
Region 4. Office of Director. 6pp. 27861:001. 24X 

Fiche: 50-382. 84/11/21. 8412100328. 


8412100330 Revised final Significant Const Deficiency Rept SCD-90 re 
electrical conduit. FCR-E-36ia incorporated into 6-288 series 
drawings to specify revised design criteria based on 
analyses performed, 

COOK. K. W. Louisiana Power «< Light Co. 84/11/21. COLLINS. J.T. 
Region 4, Office of Director. 8pp. 27860:351. 24X 

Fiche: 50-382. 84/11/21.8412100330. 


8412110138 Revised final Significant Const Deficiency Rept 78 re 
breakdown in American Bridge structural steel erection 
program. None onforming items evaluated k corrective action 
initiated. All connections accepted. 

COOK, K. U. Louisiana Power k Light Co. 84/11/21. COLLINS, J.T. 
Region 4, Office of Director. 4pp. 27892:348. 24X 

Ficha: 50-382. 84/11/21. 8412110138. 


8412170418 Final Deficiency Rept 179 re welding maint 8; QA program. 
Administrative procedures revised. Cond ition not reportable 
per 10CFR50. 55(e). . 

COOK. K. W. Louisiana Power Light Co. 84/11/27. COLLINS. J.T. 
Region 4, Office of Director. 3pp- 27968:301. 24X 

Fiche: 50-382. 84/11/27, 8412170418. 


8412010064 Forwards Rev 2 to "Summary Evaluation Structural 
Significance of Basemat NDT Results." supplementing addl 
info provided in 841107 Itr «< per NRC 841120 meeting. Crac k s 
do not affect basemat integrity. ry ry 

COOK. K. W. Louisiana Power St Light Co. 84/11/28. CRUTCHFIELD, D. 
Assistant Director for Safety Assessment. 2pp. 27705:222 . 24X 

Fiche: 50-382. 84/11/28. 8412010064. 


— 8412010068 Rev 2 to "Summary Evaluation Structural Significance of 
Basemat NDT Results." 

* Ebasco Services, Inc. (subs, of Enserch Corp. ). 84/11/27. 

34pp. 27705:224. 24X Fiche: 50-382, 84/11/28, 8412010064. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 
A. Application/construction stage documents k corresp ond ence 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs." Svc list encl. , _ . , 

JORDAN. E.L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/10. 

York# Inc. 116pp. 28032: 130, 


Consolidated Edison Co. of New 
24X Fiche: 50-000. 84/12/10. B412060594. 


F. Security, medical, emergency Sc fire protection 


8412040056 Rev 3 to "Public Info Emergency Procedures, Susquehanna 

KAPLANfl'N^y^KLEMENCIci J. F. . CANTONE, S. H. Pennsylvania Power Ic Light 
cf a4/b/>io 52pp. 27750:107. 24X Fiche; 50-387.84/07/10. 

8412040056. 


8412130366 Revised emergency plan 

EP„IP-007 re personnel assembly k accountability. EP-IP-033 
re dose assessment k EP-IP-OIB re emergency call-in k 

KEISER. H. Pennsylvania Power k Light Do- lOOpp. 

!SO-r4S7. 84/11/19, 8412130366. 


'^TonA.‘ 1 nn 


84120401B7 For..,4T.. R.v 1 to EP-lP-048. 

During Emergency." Estimate of core damage will be made 

using post-accident sampling sys samples k verified using 

reactor water level S: containment “SI/? SCHWENCER. A. 


—8412040133 Rev 1 to EH-IP-04B. "Estimation of Core Damage During 


Emergency. " 
DETAMORE. M. B. 
27749:259. 24X 


Pennsylvania Power k Light Co. 84/11/21. 
Fiche: 50-387. 84/11/30. 8412040127. 


27pp. 
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^ ^®T*gency Plan Implementing Procedure EP-IP-007, 
ucfiwn., « i Assembly & Accountability." W/S41130 Itr. 

Pennsylvania Power & Light Co. 84/11/30 22 pp 

27792:119. 24X Fiche: 50--387, 84/11/30, 8412060156. 

S412120048 Advises that 840914 Change R to physical security 
contingency plan consistent w/provisions of I 0CFR50. 54 ( p ) & 
acceptable. 

^Kplvnw^p^n Engineering tt Technical Programs. 84/11/30. 

KENYON, B. D. Pennsylvania Power & Light Co. 3 pp 27911' 264 24 V 

Fiche; 50^397,04/11/30, 8412120048. 24X 

8412180588 Rev 1 to Emergency Implementing Procedure EP-IP-048, 

Damage During Emergency" & index. 

W/o^l212 ItrP. 

KENYON, 8 . D. Pennsylvania Power & Light Co. 84/12/12 42oii 
27962: 016. 24X Fiche: 50-387, 84/12/12, 8412180588 

license stage documents «< correspondence 


,u™ari,s I, m.noranda 

Of meetings held w/util on 831213 & 840320. 

Susquehanna Environmental Advocates. 84/05/06. 

HURLEY. T. Region 1 , Office of Director. Ip. 28073:232. 24X 


Fiche: 50-387, 84/05/06, 0412260088. 


8412120072 Fifth partial response to FOIA request for six categories of 
info re application of Sholly Amend to consideration 
TMI-1 steam generator OL amend. Forwards documents listed in 
app. Documents also available in PDR. 

FELTON, J M. License Fee Management Branch. 84/06/06. BELL, N 
Nuclear Information & Resource Service. 2pp. 27940- 271 24X 

Ficha;30-000, 84/06/06, 8412120072. Y40. 271. 24X 

Fo™.rds tabl. indicatirs la., l.v.l of public intact & 
comments on proposed amends issued pursuant to "Shplly. " 

Statistics cover 830506-1122. ^ ^ 

oi* Nuclear Reactor Regulation, Director 
Office of the Executive S re JJr for 
84 mloS?l; 24X Fiche: 50-000, 84/0^06, 

p* 004732 s. 

19M D.rmtfc ! filter bypass described in Mar 

diagram Unci temporary bypass. Water use 

fields, J.S. Pennsylvania Power 8< Light Co. 84/11/21 AUfitJ^^TTwr n 
Pennsylvania, Commonwealth of,. 3pp 27724: 308 iJx 
Fiche: 50-387, 84/11/21,8412030001. 

^*^CUHT 1 S*^N application fee. per NRC 841109 Itr. 

Lie™ Power S. Light Co. 84/11/30. DIOOS, R. M 

Pdcb""o-M7"Sv;!;SS.‘aM273S347‘'- 

Npriri" ‘0 — 

DIOOS, R. M, License Fee Management Branch. 84/12/06 CURTtcs ki u 
P.nn.ylvania Power & Light Co. Ip. 279 6: 290 24X 

Fiche: 50-387, 84/12/06, 8412130352. 

- 

278a,: na ="■ 

84121,0478 Natifiction oP 841218 mKtlng u/util In s.thxda Mn ►- 

Uc«®in,“i,n.nc'rr c. SCHWENCER. 4. 

8412270297. 28088:141. 24X Fi che: 50-387, 84/12/14, 

— S412270302 Application for amends to Licenses NPF -14 L NPF on ^ ,1 


- 8412270308 Proposed Tech Specs to avoid forced shiif,(n 

during Unit 1 refueling outage. ^°rced shutdown of (/nit 2 

•»■ Pennsylvania Power & Light Co. 84 / 12/14 
24X Fiche: 50-387, 84/12/14, 8412270297. 

8412240011 Withdraws requests for proposed Amends rto , ^ a. 

NPF-14 & NPF-22, respectively, revising bypass leakaoe fc 

Ll"^ail^g“BraL'ri"'''l?p" '’2BO;4‘'o^5^'’‘24; 

8412240011. 24X Fi ch e: 50-387. 84/12 /ib, 

841^60263 Application for amends to Licenses NPF-U & wpp-oo * 
change Tech Specs re diesel generator testing w/one 2 Aratnii 

=;;!a?^°L°r! r' assScLud 

out-of-sve generators. Fee paid. 

CURTIS. N.W^ Pennsylvania Power & Light Co. 84 / 12/21 
Licensing Branch 2. lOpp. 28058: 190 24X 

8412260263. «ou^o. ivu. Fiche: 50-387, B4/ia/3i, 

requirements for operable generator! testing 

* Pennsylvania Power 8 c Lioht Co aa/io/oi 

24X Fiche: 50-387, 84/12/21, 8412260263 . ^^050:200 

Proposed amends to Licenses NPF-14 i 
u emergency sve water sys. Two 8 -inch WPF 14 i 

vaUUs ^ ^ *< t-oU-?nU butterfly 

CURTIS N tJ U ^ ASME Code. ^ 

CURTIS, N.W Pennsylvania Power & Light Co. 84/12/21 SCWUcurri, b 
Licensing Branch 2 . Ip. 28088' 139 24 X Pirf,a «sA noL 

8412270283. «:auaH. iwv. 24X Fi c he , 50-387, 84/12/31, 


Inspection reports. IE Bulletins & 


correspondence 




FELTON, J.M. Division of Rules and Records. 84/06/14 
Susquehanna Environmental Advocates. 4 pp. 28073-233' 

Fiche:50-387, 84/06/14, 8412260092 233. 


SCHULTZ, O.H 
24 X 


KELLY, E.M. Region 1, Office of Direr+-nT« n 4 /nn>«.« » , 

= 3073 :§^;- 1 ;x P?:S 387 . 85 X":,,‘’ 

F»'-U,*rd. Ex.m R.pt, 30-387/84-24 i 30-388/84-24 during ul 
KENVON^R'^n*' Division of Project R Resident Programs, B 4 /IO/i >3 

KENyON,B. A Pennsglvanta Po8er & Eight Co. 2 pp 28031-353 5« 
Fiche: 50-387, 84/10/03, 8412200149. ^ ,iB031.353. 24X 

-8412200181 Exam R.pt. 50-387/84-24 R 50-388/84-24 during 8 X of B« 7 » 
txam results, all candidates passed written, oral & simulator 
sections of respective exams. simulator 

Region 1 , Office of Director. 84/09/19. 7 po, 
28031:355. 24X Fiche: 50-387, 04/10/03, 8412200149. 


"Various Battery Problems, " Sve Hit 


8411150064 IE Info Notice 84-83, 
end. 

, nc, 120 pp. 27807:058. 24X Fiche: 50-000, 84 / 11 /19 , 841115006 

®''wa?i?'^Seal''"TU Bulletin 84-03. "Refueling Cavity 

T-eactor well water seals very low 
probability event if seals maintained properly. Rapid^ 

KENYaN®^ n failure not credible. 

KENYON, B.D. Pennsylvania Power S< Light Co. 84/11/26 HURLEY, T F 

R.gion 1, Office of Director. iOpp. 27704 : 34^ 24x' 

Fiche: 50-387, 84/11/26, 8412010073. 


“Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. '• Sve list end. 

^'"•’■gendg Preparedness i Engineering 
?o^E i-J- Consolidated Eii. on CO pfN.. 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 8411210340 


"Molybdenum Breakthrough From 
Tc-V9m Oenerators. " Sve list end. 


Safeguards & Inspection Programs IPost 
830103), 84/11/30. Consolidated Edison Co, of New York, 

24X Fiche: 50-000, 84/11/30,0411280366. 


BBpp. 27967:086. 


Inc. 



04112BO37O IE Info Notice 84-8<b/ “Isolation Between Signals of 
Protection Bgs & Nonsa f et ij-R e 1 ated Equipment." 

8vc list enc 1 . 

JORDAN I E, L. Division of Emergency Preparedness & Engineering 

flosponae <Poat 830103). 84/11/30. Consolidated Edison Co of New 

York, Inc. 116pp. 27965.224. 24X Fi c he. 50-000, 84/11 /30. 841 1280370 


B412280163 Forwards relief requests from preservice insp program, 
consisrting of Rev 4 to Relief Request 4 & Rev 2 to Relief 
Request 6 adding four welds in unexamined code vol. 

CURTIS, N.W. Pennsylvania Power «< Light Co. 84/12/19. SCHWENCER. A. 
Licensing Branch 2. 4pp. 28108 055. 24X Fic h e; 50 - 387 , 84/ 12/ 19, 

8412280163. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, U7pp. 27965' 340. 24X F i c he ' 50-000, 84/12/03. 8412030021, 


S41203002S IE Info Notice 84-88, "Standby Gas Treatment Sys Problems " 
Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness S- Engineering 
Reaponae (Past 830103). 04/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093, 24X Fiche 50-000,84/12/03,8412030028. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 8c technical manuals end W/o end. 

CROWLEY. T. D. Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163. 24X Fi ch e; 50-000. 84/ 12/04. 

8412100067 


0412120341 Submits addl response to NRC 840718 Itr re violations noted 
in Insp Repts 50-387/04-21 & 50-308/04-26. Correc t ive 
a c t 1 ona ’ sup p or t ing procedures controlling nonconformance 
repts revised to reflect current revs. 

KEYNDN, D. D. Pennsylvania Power 8< Light Co. 84/12/05 MARTIN, T.T. 
Division of Engineering & Technical Programs. 3pp. 27879:354. 24X 

Fiche: 50-387, 84/12/05, 8412120341, 


04I20500B1 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens it i red 316 Stainless Steel," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. U8pp. 27966:332. 24X Fiche : 50-000, 84/12/07, 8412050081. 


04 12050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50 - 000 , 84/12/07, 8412050090. 


6412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc, 119pp. 


28123:131. 24X Fi che : 50-000, 04/12/ 17, 8412120541 . 


R. Periodic operating reports & related correspondence 


8412060106 "NPDES Discharge Monitoring Rept re Sewage Treatment Plant 
for Oct 1984." W/a41127 Itr. 

FIELDS. J, S Pennsylvania Power h Light Co, 84/10/31. KOVAL, P. 
Pennsylvania, Commonwealth of, 3pp. 27S27: 109, 24X 

Fiche: 50-387, 84/10/31, 8412060106. 


8412060111 "NPDES Discharge Monitoring Repts for Oct 1984." W/B41127 
Itr. 

FIELDS, J. S. Pennsylvania Power & Light Co. 84/10/31. KOVAL, P. 
Pennsylvania, Commonwealth of,. 8pp. 27827:112. 24X 

Fiche: 50-387, 84/10/31, 8412060111. 


S. Reportable occurrences, LERs & related correspondence 


S412120149 Forwards description of events it actions for resolution of 
scram pilot solenoid valve concerns, results of evaluation of 
scram pilot valves by Franklin Research Ctr & description of 
surveillance program for valves, in response to 841017 Itr. 

KENYON, B. D. Pennsylvania Power & Light Co. 84/11/19. 

STAROSTECKI, R. Division of Project & Resident Programs. t7pp. 
27889:139. 24X Fiche: 50-387, 84/11/19. 9412120149. 


8412110500 LER 84-047-00; on 841 102, reactor water cleanup sys 
containment isolation valves closed. Caused by excessive air 
filter demineralixer during precoat op erat i ons. Proc ed ur es 
revised. W/a41130 Itr. 

WILKS, B L , KEISER.H. W. Pennsylvania Power 8< Light Co. 04/11/30. 
3pp. 27894:131. 24X Fiche: 50-387, 84/11/30. 8412110500. 


8412270224 Revised final deficiency rept re RHR throttling 
Initially reported on 820316. Reversa 1 of valve disks & 
valves no longer considered necessary. 

KENYON, B. D. Pennsylvania Power & Light Co. 84/12/10. 
Region 1, Office of Director, 2pp. 28114:280. 24X 

Fiche: 50-387, 84/12/10, 8412270224. 


valves. 


MURLEY, T. 


E. 


8412260044 NPDES noncompliance notification: on 841128, level of fecal 
coliforms discharged was 240,000 colonies/100 ml w/limit 
being 2.000 colonies/100 ml. On 841^9, total suspended solids 
discharged were 36 mg/1 u/limit being 30 uni,,v, o 

FIELDS, J. S. Pennsylvania Power & Light Co. 84/12/li. KOVAL, P. 
Pennsylvania, Commonwealth of,. 2pp. 28063:359. 24X 

, an tA n/1 1 . QaiOOAmna4 




0412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. “ Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 04/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 


24X Fiche: 50-000. 84/12/17, 0412120547. 


B412270395 Forwards Rev 1 to inservice insp program plan t* response to 
B40912 nearest for addl info on program. Rev to program is 
result of addl relief requests identified & editorial 
changes deemed necessary. Fee paid. ez-ui itrKircD a 

CURTIS, N. W. Pennsylvania Power & Light Co. SCHWENCER, A. 

Licensing Branch 2. 12pp. 23077:076, 24X Fiche: 50-387, 84/12/19, 

8412270395. 


-B412270399 Rev 1 to Procedure ISI“T-I06.0i 
Plan, First 10 Yr Insp Interval." 

BEAN, R. C. NUTECH Engineers, Inc, 84/07/25. 
24X Fiche: 50-387, 84/12/19, 8412270395. 


Inservice Insp Program 


87pp. 28077:088. 


-0412270407 Rev 4 to Procedure ISI-T-107. O 

Inservice Insp 10 Yr Plan, " oA/mr/o-i 

BEAN, R. C. NUTECH Engineers, Inc. 84/07/25. 
24X Fiche: 50-387, 84/12/ 19, 8412270395. 


"Component Listing 8< 

435pp. 28077; 175. 


-0412270409 Rev 0 to Procedure TP-ISI-332, "Measuring 8< Recording 
^ Search Unit Location & Max Signal Amplitude Data During 

Ultrasonic Weld Exams." onnVR- : 7 B 0 

e Bouthwest Research Institute. 84/11/01. I3pp. 280 . 

Fiche : 50-307, 84/12/19, 0412270395. 


— B412270410 Rev 0 to Procedure TP-lSI-307, 

Austenitic Piping Welds," oa/h/oi 
* Southwest Research Institute. S4/11/01 
Fiche: 50-387, 84/12/19, 8412270395. 


Manual Ultrasonic Exam of 
27pp. 28078:263. 24X 


8412260084 NPDES noncompliance notification: on 841202, level of total 
iron discharged was 7.44 mg/1 w/permit of 7.0 mg/1. Cause not 
stated. River intake samples normally not analyzed indicate 
high levels of total iron present. unuAi d 

FIELDS* J, S, Pennsylvania Power & Light Co. 84/12/11. KOVAL, P. 
Pennsylvania, Commonwealth of, . 2pp. 28063: 182. 24X 




•tn—aa-T. on / A rj/1 1 . nCi 50AnnS4. 


V, Operator Examinations 


8412200149 Forwards Exam Repts 50-387/84-24 Sc 50-388/84-24 during wk of 

840730. _ ^ „ 

STAROSTECKI , R. Division of Project & Resident Prog^ms.^ 

KENYON, 8. D. Pennsylvania Power 8« Light Co. Epp- 
Fiche: 50-387, 84/10/03, 8412200149. 


84/10/03. 
28031:353. 24X 


-8412200161 Exam Repts 50-387/84-24 Sc 50-388/84-24 during wk of 840730. 
Exam results; all candidates passed written, oral Sc simulator 
sections of respective exams. 

BERRY, J. Region 1, Office of Director. 84/09/19. 7pp. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UN1^2 
F. Security, medical, emergency S< fine 


1412040056 Rev 3 to "Public Info Emergency Procedures, Susquehanna 

KAPLANfl^N^rKLEMENCIci J, F. , CANTONE, S. H. Pennsylvania Power St Light 
ci ai/07/10 SIpp. 27750:107. 24X Fiche: 50-387, 84/07/10, 

841S0400S6. 


—0412270412 R.v O to Proc.dur, TP-ISI-309, "Manual UUratonic Exam of 

* 4 . 4 4 - ^ r- TKin Ua 1 1 Ploino Welds. " Related info encl. 

Austenitic Thin 84/11/01 377pp. 28078:289. 

* Southwest Research institute. e4/n/ui. /pp 
24X Fiche: 50-307, 84/12/19, 8412270395. 
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DOCKETED ITEIVIS 


841213036& Revised emergency plan implementing procedures^ includ ing 
EP-IP~007 re personnel assembly ii accountafa i 1 i ty, EP--rP-033 
re dose assessment & EP-IP-OIB re emergency call-in & 
communications, 

KEISER. H. Pennsylvania Power & Light Co. 84/11/19 

27904:130, 24X Fich e; 50-387. 84/ 1 1 /19, 8412130366. 


1 00pp. 


8412040127 Forwards Rev 1 to EP-IP-04B, '‘Estimation of Core Damage 
During Emergency." Estimate of core damage will be made 
using post-accident sampling sys samples & verified using 
reactor water level i containment hydrogen concentration. 

CURTIS. N. W. Pennsylvania Power & Light Co. 84/11/30 SCHWENCER. A 
Licensing Branch 2. 8pp. 27749:251. 24X Fiche: 50-387. 84/11/30. 

8412040127. 


8412040133 Rev 1 to EP-IP-048 
Emergency. *' 

DETAMQREi M, B. Pennsylvania Power Jk Light Co. 84/11/21 
27749:259. 24X Fiche; 50-387, 34/1 1/30. 8412040127. 


'Estimation of Core Damage During 
27pp. 


8412060156 Rev 5 to Emergency Plan Implementing Procedure EP-IP-007. 
Personnel Assembly & Accountabi 1 ity. " W/841130 Itr. 

Pennsylvania Power & Light Co. 84/11/30. 22pp, 

27792:119. 24X Fiche : 50-387, 84/1 1/30, 84120601 56. 


shutdown Of Units 

during Unit Irefuelingoutage units . 

« Pennsylvania Power h Light Co. 84/12/14 3Rnr. 

24X Fiche: 50-387.84/12/14. 8412270297 20088:147. 

8412240011 Withdraws requests for proposed Amends 39 t a . I 

NPF-14 S: NPF-22. respectively, revising bypasriea^ge Je = 

requirements. Oversized drawing enc 1. Aperture card ' 

available in PDR. | 

CURTIS. N W. Pennsylvania Power & Liaht Co RA/in/.o I 

• 50-307, a4/?“a'‘: 

of no significant impact. ^ 

SCHWENCER.A. Licensing Branch 2. 84/12/19. CURTIS.NW 

Pennsylvania Power & Light Co. 5pp. 28072*325 24X 

Fiche: 50-388. 84/12/19. 8412260099. 

inertlnj. 

EISENHUT, D. 0. Division of Licensing 84/12/19 PennenUa . 
B^SLoo??”"® Ficha:50-3B8,B4/!ijm‘ i 


8412120048 Advises that 840914 Change R to physical security 
contingency plan consistent w/provisions of 10CFR50 S4 {dJ & 
acceptable. 

Engineering s< Technical Programs. 84/11/30. 
KENYONiB.D. Pennsylvania Power Light Co. 3pp. 27911:264 24X 

Ficha: 50-307, 84/11/30. 8412120048. 

1 Emergency Implementing Procedure EP-IP-04B, 
Estimation of Core Damage During Emergency" 8< index 
W/a4l212 Itr, 

Pennsylvania Power & Light Co. 84/12/12. 42pp. 

27962:016. 24X Fiche: 50-387. 84/12/12, 8412180588. 

P. Operating license stage documents St correspondence 

8412260088 FDIA request for all minutes, meeting summaries 8< memoranda 
of meetings held w/util on 831213 & 840320. memoranda 

SCHULTZ,©. R. Susquehanna Environmental Advocates 
MURLEY, T. Region 1, Office of Director. Ip 
Fiche: 50-387, 84/05/06. 8412260088. 


84/05/06. 
28073; 232. 24X 


Permit Application PA 0047325, 
filter bypass described in Mar 
1904 permit application only temporary bypass. Water use 
diagram end. 

FIELDS, J.S. Pennsylvania Power & Light Co. 84/11/21. AUOUBTINI.D 
Pennsy 1 vania, Commonwealth of,. 3pp. 27724*308 24 y 

Fiche: 50-387. 84/11/21, 8412030001. 


Submits application fee, per NRC B41109 Ur 
CURTIS, N.W. Pennsylvania Power 8t Light Co. 84/11/30 
Branch. Ip. 27901:360, 24X 

Fiche: 50-387.84/11/30. 8412130347. 


DIOOS. R. M. 


Fiche: 50-387, 84/12/06. 8412130352. 

8412120160 Submits comments on 841106 draft generic Itr re OA 
for nonsafety-relat.d equipment to be instdleJ pej AtJs 
rule. Ltr should not include specific QA requirements in 
excess of normal util practice. remencs m 

CURTIS. N.W. Pennsylvania Power & Light Co. 84/12/10 oOLnnFPfv e m 
inspection and ’ 

27889.118, 24X Fiche: 50-387. 84/12/10. 8412120160. 


'‘P-Ption ,ro™ 10CFR50.,,,. 

*23072*154°^ 24x‘Fiche'sO-3L!’s4/!2“9!’8412260097: '« 

--8412260106 Notice of environ assessment & finding of no sinniflrint 
impact for exemption from 10CFR50. 44 re containment “ 
inerting. 

NOVAK. T.M. Assistant Director for Licensing 84/12/19 

28072:339. 24X Fiche: 50-388, 84/12/19, 8412260099. 

8412260263 Application for amends to Licenses NPF-14 8. NPF-22 AreBnrft ^ 
change Tech Specs re diesel generator testing w/one , 

generator out of svc & circuitry «< pumps associated w/ “ 

out-of— SVC generators. Fee paid. 1 

CURTIS, N.W. Pennsylvania Power & Light Co 
Licensing Branch 2. 10pp. 28058* 190 

8412260263. 


84/12/21. SCHWENCER.A 
24X Fiche; 50-307. 84/12/2L 


-8412260270 Proposed Tech Specs re diesel generators 8c associated (uvsi 
8c circuits when diesel generator out of svc & testino ^ ’ 

requirements for operable generators f 

^ 04/12/21. lOpp 28058*200 

24X Fiche: 50-387, 84/12/21, 8412260263. : 

P®"' proposed amends to Licenses NPF-H 1 
NPF 22 re mod of emergency svc water sys. Two S-inch 
butterfly valves installed in Unit 1 8, two 4-inch butterfly f 

valves in Unit 2 per Section XI of ASME Code 

p.nnsulvani. Pomer t, Ltjht Co. 84/12/21, SCHHENCEB,* ’ 
B«M 70 b |3 "■ ‘3’- S-tX Fiche: 50-387,84/12/21, 

Q. Inspection reports, IE Bulletins 8c correspondence 

°''b4073o!*’ 50-387/84-24 i 50-388/84-24 durloj «U' 1 

KFWv™'''f®ti project & Resident Programs. 84/10/03 i 
KENYON. B. D. Pennsylvania Power & Light Co. 2pp. 28031*353 24X 

Fiche-; 30-387, 84/10/03, 8412200149. s 

—3412200161 Exam Repts 50-387/84-24 8c 50-388/84-24 during ul( of 84075: I 
Exam results:all candidates passed written, oral 8c simulator / 

sections of respective exams. 

I' Office of Director. 84/09/19. 7pp. ’ 

28031:355. 24X Fiche: 50-387, 84/10/03, 8412200149. ^ 


0412190478 Notification of 841218 meeting w/util in Qcthesda MD to 
discus, amend re common loading on 125-volt 

oatterxBs. 

CAMPAONONE, M. Licensing Branch 2. 84/12/13. SCHWENCER.A 

24X FlcherSS7"BJ>ia/13. 


B41 1150064 IE Info Notice 84-83. "Various Battery Problems." Svc Hit 
end. I 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering I 

Response (Post 830103), 84/11/19. Consolidated Edison Co. o# Kts > 

York, Inc. 120pp, 27807:058. 24X Fi c he * 50-000, 84/1 1 / 19. 0411150044 i 


^JJvisinl Srh application for amends to Licenses NPF-14 8c NPF-22 
revising Tech Specs to avoid forced shutdown of Unit 2 
during Unit I refueling outage. ot unit 2 

CURTIS. N.W Pennsylvania Power & Light Co. 84/12/14 SCHUFwrpn a 

24XFiche^1^^^B7,84/y2/?f'"’ 

—8412270302 Application for amends to Licenses NPF -14 & NPF- 2 P 


8412110269 Forwards Insp Rept 50-388/84-42 on 841002-05 8c notice al 
violation. 

oi* Engineering 8c Technical Programs. B4/lf/W 
KENYON, B. D. Pennsylvania Power 8c Light Co. app. 27893:074. 241 

Fiche; 50-383, 84/11/20, 8412110269. 

8412110275 Notice of violation from insp on 841002-05. 

* Region I, Office of Director. 84/11/20. Ip. 27893* 076, 241 

Fiche: 50-388. 84/11/20, 8412110269. 



— 841211027B Insp Rept 50-388/B4-42 on 841002-05. Violation noted; 
inadequate surveillance procedures for end-of-cycle 
recirculation pump trip instrumentation 

FLOREK- D. J. . EETTENHAUSEN, L, Region 1 . Office of Director. 

84/11/16. 13pp, 27893:077. 24X F i c ^e . 50 - 300 . 84/1 1 /20, 84121 10269. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 20124:001. 24X Fiche; 50-000, 84/12/17. 8412120547. 


8412010073 Forwards response to IE Bulletin 84-03. “Refueling Cavity 
Water Seal." Leakage of reactor well water seals very low 
probability event if seals maintained properly. Rapid 
drainage of well due to gross seal failure not credible. 

KENYON, B. D. Pennsylvania Power it Light Co. 84/11/26. MURLEY.T. E. 
Region 1. Office of Director. 10pp. 27704:347. 24X 

Fiche-: 50-387, 84/11/26, 8412010073. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Respanee (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche; 50 - 000 , 84/1 1 /27. 8411210360. 


8412270155 Discusses map on 840726-31 it forwards notices of violation 
it deviation 8 ,. proposed imposition of civil penalty. 

TAYLOR, J. M Director's Office. Office of Inspection and Enforcement. 

84/12/18. CALHOUN, J Pennsylvania Power S< Light Co 3pp. 
28114:298. 24X Fiche: 50-388, 84/12/18, 8412270155. 


— 8412270160 Notice of violation 8 < proposed imposition of civil penalty 
in amount of *50. 000. Violation noted: operator training for 
racking out 4.16 kV circuit breaker on engineered safeguards 
sys bus cubicle insufficient. 

TAYLOR, J. M. Director's Office, Office of Inspection and 
Enforcement. 84/12/18. 4pp. 28114:301. 24X 

Fiche; 50-388, 84/12/18, 8412270155. 


841 2060477 Responds to NRC 841031 Itr re violations noted in 
Enforcement Conference Rept 50-380/84-34. Correc tive actions: 
mods to activate control room annunciator on loss of dc 
control power under evaluation. 

KENYQNi D. D. Pennsylvania Power it Light Co. 84/11/29. MARTIN. T.T. 
Division of Engineering *t Technical Programs. 2pp. 27794:293. 24X 

Fich*: 50-388, 84/11/29. 8412060477. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99(n Generators. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards it Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aapp. 27967:086. 24X Fi c h e : 50-000, 84/ 1 1/30. 841 1280366. 


8411200370 IE Info Notice 04-86. "Isolation Between Signals of 
Protection Sys it Monsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc, 116pp, 27965:224. 24X Fiche; 50-000, 84/1 1/30, 8411280370. 


— 8412270164 Notice of deviation from insp on 840726-31. Deviation noted 
automatic indication of results of monthly Surveillance 
Procedure Sri-204-009 not provided in control room. 

* Director's Office, Office of Inspection and Enforcement. 

84/12/18. 2pp. 28114:305. 24X Fi che; 50-388. 84/12/ 1 8, 84122701 55. 


8412310126 Forwards Insp Rept 50-388/84-45 on 841026-27. No violations 
observed. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/19. 

KENYON. B. D. Pennsylvania Power it Light Co. 2pp. 28135:248. 24X 

Fiche: 50-388, 84/12/19, 8412310126, 

— 8412310130 Insp Rept 50-388/84-45 on 841026-27. No noncompliance noted 
Major areas inspected: startup test program during Test 
Condition TC- 6 . 

FLCREK. D. J. , BETTENHAUSEN, L. Region 1, Office of Director. 

84/11/23 7pp. 28135:250. 24X Fiche: 50-388, 84/12/19, 8412310126. 


R. Periodic operating reports & related correspondence 


B412030021 IE Info Notice B4-B7, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, 117pp. 27965:340. 24X Fiche; 50 - 000 , 84/12/03, 8412030021. 


8412060106 "NPDES Discharge Monitoring Rept re Sewage Treatment Plant 
for Oct 1984." W/841127 Itr. 

FIELDS, J. S. Pennsylvania Power & Light Co. 84/10/31. KDvAL, P. 
Pennsy Ivaiiia, Commonwealth of,. 3pp. 27827:109. 24X 

Fiche: 50-387, 84/10/31, 8412060106. 


8412030020 IE Info Notice 84-88, "St. 
Svc list end, 

JORDAN. E. L. Division of Emergency 
Response (Post 830103), 84/12/03. 

York, Inc, 122pp, 27966:093. 24 


mdby Gas Treatment Sys Problems. " 

Preparedness 8 ( Engineering 

Consolidated Edison Co. of New 
[ Fiche; 50-000,84/12/03. 0412030028. 


8412060111 "NPDES Discharge Moniti 
1 tr. 

FIELDS, J. S. Pennsylvania Power 
Pennsylvania, Commonwealth of, . 
Fiche: 50-337, 84/10/31. 841206011: 


)ring Repts for Oct 1904." W/a41127 

it Light Co 84/10/31. KOVAL, P. 
Bpp. 27827:112. 24X 


8412180067 Submits listing of plants that use valves that do not 
contain lacking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841 128 meeting. Targ et 
Rock Carp Rept 4207 it technical manuals enci.W/o end. 

CROWLEY, T, D Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961 : 163 . 24 X Fiche: 50-000. 84/ 12/04, 

0412180067. 

S4120500B1 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list e’^cl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
R»«nonse (Post 830103). 84/12/07. Consolidated Edison Co. of New 

Y”!“ "c UBpr 279667332. S4X FicP,: 30-000,84/12/07, 841205008,. 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8 < Engineering 
Reananse (Post 830103) 84/12/07. Consolidated Edison Co. of New 

Y”r "c !! 4 pr 27966 213. 24X Fiche: 50-000,84/12/07, 8412030090. 


8412060594 IE Info Notice 04-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end, . _ . , 

JORDAN, E.L, Division of Emergency 
Response (Post 030103). 84/12/10. 

York, Inc H 6 pp. 20032:130. 


Consolidated Edison Co, of New 
24X Fiche: 50-000.84/12/10, 8412060594. 


8412200192 EN-84-076: on 041210 , notice of violation & proposed 
Impoaitlon of civil penalty in amount of *50, 000 to be 
Issued to licensee. Action based on 840726 event involving 

DE4CH°B f"xELRADr’*’'^D'r«ctor's Office, Office of In.pection enii 

84/12/13° iS. 28023:180. 24X Fiche: 90-388, 84/12/13, 

0412200192. 

B412120S41 IE Irfo Notice 84-92, "Cracking of Flguiheel. on Coaminj Fire 

oa8&AS,‘r:‘ ^rEie^gencg Preparedness 1. Engineering 

JORDAN, fc.L. uivisi 04/12/17. Consolidated Edison Co. of New 

Yo^kr^nc U 9 pr 28123? 131. 24X Fiche: 50-000. 84/12/17, 8412120541. 


B. Reportable occurrences, LERs 8 t related correspondence 


8412120149 Forwards description of events it actions for resolution of 
scram pilot solenoid valve c oncerns, resul ts of evaluation of 
scram pilot valves by Franklin Research Ctr it description of 
surveillance program for valves, in response to 841017 Itr. 

KENYON, B. D. Pennsylvania Power !< Light Co. 34/11/19. 

STAROSTECKI, R. Division of Project Sc Resident Programs. 17pp. 
27889:139. 24X Fiche: 50-307, 84/ 1 1 / 19, 8412120149. 


8412100100 LER 84-026-00: on 841029, dur ing installation of mod. open 
penetration found in fire barrier. Caused by penetration not 
being sealed during const. Survei 1 lance procedure revised to 
clarify insp criteria. W/a41 128 Itr. aA/ii/pp 

BAILEYS, T. P. , KIESER.H. W. Pennsylvania Power it Light Co. a4/ll/,^H. 
3pp. 27861:133. 24X Fich e : 50-388, 84/1 1/28, 8412100100. 


B412110208 LER 04-027-00; on 841026 , fire barrier wrap missing on three 
conduits affecting fire barrier operab i lity . Cause 
undetermined. Conduits will be coated w/fire barrier matl. 

DAILEYS, T. p!', KEISER, H. Pennsylvania Power 8< Light Co. 84/11/30. 
2pp. 27893:151. 24X Fiche: 50-388, 84/1 1/30. 8412110208. 

8412110593 LER 84-025-00: on 841031 . due to blocking of faulty contacts 
on primary containment high pressure relay, standby gas 
treatment & control room emergency outside 

fans started unexpectedly . Contacts rep laced. W/84il30 Itr. 
KUrTVNSKI.L A . KEISER, H. W. Pennsylvania Power it Light Co. 

B4?11/30 app! 27894:031. 24X Fiche : 50-388. 84/1 1 /30. 84121 10593. 


8412270224 Revised final deficiency rept re RHR throttling valves. 
Initially reported on 820316 . Reversal of valve disks it 
valves no longer considered necessary. mubi cv t p 

KENYON, B. D. Pennsylvania Power Light Co. 84/12/10. MURLEY, T. E. 
Region I, Office of Director. 2pp. 28114:280. 24X 

p.. t — ic/^_oQ-? Q/i oA 1 . 
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8412260044 NPDES non comp 1 iance notif ication: on 84112 Bj level of fecal 
conforms discharged was 240,000 colonies/100 ml uf/limit 
being 2,000 colonies/100 ml. On 841129, total suspended solids 
discharged were 36 mg/1 u/limit being 30 mg/1. 

FIELDS. J. S. Pennsylvania Pouer 8* Light Co. 84/12/11. KOVAL. P. 
Pennsy Ivania. Commonwealth of,. 2pp. 28063:359. 24X 

Fiche: 30-387. 84/12/11. 8412260044. 


0412040177 Advises that SPDS installed & operable in arrnrrf^ 
w/License Condition 2 C. 179. la 8. B40614 conf;imi;ig ^rSer 
Considerable maint effort may be required during first tit- 
of operation. * si yr 

WILLIAMS, J. W Florida Power & Light Co 84/11/29 MILIFb in 
Operating Reactors Branch 3 2pp. 27746- 3S4 24X R- 

Fiche: 50-389, 84/11/29, 8412040177. 


8412260084 NPDES noncompliance notification: on 841202, level of total 
iron discharged was 7.44 mg/1 w/permit of 7.0 mg/l. Cause not 
stated. River intake samples normally not analyzed indicate 
high levels of total iron present. 

FIELDS, J. S. Pennsylvania Pouer & Light Co. 04/12/11. KOVAL, P. 
Pennsylvania. Commonwealth of,. 2pp. 28063:182. 24X 

Fiche: 50-387. 84/12/11, 8412260084. 


to safeguards contingency 


8412190130 Forwards Rev 
<ref 10CFR73. 21). 

WILLIAMS, J. W. Florida Power & Light Co B4/12/05. 
Region 2, Office of Director. Ip. 28009- 203. 24X 

Fiche: 50-335, 04/12/05, 8412190130, 


Ian. Rev withheld 
O'REILLY. J.p 


V. Operator Examinations 


8412200149 Forwards Exam Repts 50-387/84-24 & 50-388/84-24 during wk of 
S40730. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/10/03. 
KENYON, B. D. Pennsylvania Pouer ti Light Co. 2pp. 28031:353. 24X 
Fiche: 50-387, 84/10/03, 8412200149. 


■8412200161 Exam Repts 50-387/84-24 It 50-3B8/B4-24 during wk of 840730. 
Exam rB5Ults:all candidates passed written, oral & simulator 
sections of respective exams. 

BERRY, J, Region 1, Office of Director. 84/09/19. 7pp. 

28031:355. 24X Fich e : 50-387, 84/10/03, 8412200149. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 


8412070181 Advises that intake structure pump end fan housing & 
condensate storage tank vent hood housing modified, per 
5SER 2 CNUREG-0843) . Reactor auxiliary bldg sliding door 
satisfies NRC allowable ductility factor. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/29. MILLER, J, R, 
Operating Reactors Branch 3. Ip. 27815:019. 24X 

FI Cher 50-389, 04/11/29, 8412070181. 


F. Security, medical, emergency & fire protection plans 


- - - ■ ...... wcn,j,u, ciy procecceo area barrier 

relocation Info withheld (ref 10CFR73. 2 i). a»rj.Br 

WILLIAMS, J^W. Florida Power it Light Co 84/12/05. O'REILLY id 
R egion 2, Office of Director. Ip. 20009- 343 24X ^ 

Fiche-; 50-335, 84/12/05, 8412190203, 


8412190275 Forwards Rev 9 to physical 
(ref 10CFR73, 21). 

WILLIAMS, J. W. Florida Power it Light Co. 84/12/05, 
Region 2, Office of Director. Ip. 28013-243 24X 
Fiche: 50-335, 84/12/05, 8412190275. 


ecurity plan, Rev withheld 

O'REILLY. J.p, 


8412280042 Forwards MCD-133-1 through MCD-138-4 of Rev 3 to 
it qua! i f ication plan, Rev withheld (ref 10CFR73. 21 ) 

WILLIAMS, J^W. Florida Power & Light Co. 84/12/05.’ O'REILLY. JP 
Region 2. Office of Director. Ip. 281 00- 261 24 X j. p, 

Fiche: 50-335, 84/12/05, 8412280042. 

Emergency Plan Implementing Procedure 
3100021E, -Duties 8, Responsibilities of Emergency 
Coordinator." Unlisted telephone numbers deleted for 
personal privacy. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/06, O'REILLY, JP 
Region 2, Office of Director. Ip. 27851 ■ 269 24X 

Fiche-: 50-335, 84/12/06, 8412110372 


-8412110379 Rev 17 to Emergency Plan Implementing Procedure 3100021F 
"Duties & Responsibilities of Emergency Coordinator' 

Florida Power it Light Co. 84/11/08. 13pp 27851-270 anv 
Fiche. 50-335,84/12/06,8412110372. ^^051.270, 24X 


8412270426 Forwards Insp Repts 50-335/84-39 8c 50-389/84-31 on 
840916-1013. No violation or deviation noted. Insp repts 
identify addi example re controlling removal of FLAMASTIC 
from safety-related fire barriers. 

DANCE. H.C. Region 2, Office of Director. 84/11/01. WILL lAMS, J. W. 
Florida Power Zt Light Co. 2pp. 28115:251, 24X 

Fiche: 50-335, 84/11/01, 8412270426. 


r- - -- .AC. Xi.ip i emencing procedure 1302 , 

Emerg.ncg Organiratior PSL Cora Damaga Aaseaamanl. " 

WILLIAMS, J^U. Florida Pouier J. Light Co. 04/12/06, O'HEILLY.JP 
Region 2, Office of Director. 82pp 27851- 289 24X 

Fiche; 50-335, 04/12/06, 8412110386. 


—8412270433 Insp Repts 50-335/84-39 it 50-389/84-31 on 840916-1013. No 
violation or deviation noted, Major areas inspected; p lant 
operations, surveillance, IE bulletins, maint 5< preparations 
for fuel storage rack mods. 

FEIER ABEND, C, D. Region 2, Office of Director. 84/10/31. 5pp. 
28115:253. 24X Fiche: 50-335, 84/1 1/01, 8412270426. 


o'' Emergency Plan Implementing Procec 

W/a41206*'l t^^***^*^* *** ^ ^^*^*^ Emergency Coordinator," 

WILLIAMS, J. W. Florida Power 8c Light Co. 84/12/06. 
Region 2, Office of Director. 25pp. 28080' 297 24 X 

Fiche: 50-335, 84/12/06, 0412270139. 


ure 3100021E, 

O'REILLY, J. P, 


8412180611 Forwards Safeguards Insp Repts 50-335/84-30 & 50-389/84-36 
on 841015-19 & notice of violation. Rept details 8« notice of 
violation withheld (rtf 10CFR2. 790 & 73.21). 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/07. 

WILLIAMS, J. W. Florida Power & Light Co, 2pp. 27962- 231 24X 

Fiche: 50-335, 84/11/07, 84121B0611. 




W/10CFR50, App R. Sections III. G, III. J «, HI. o & 
implementation of fire protection program. Revs to listed 
info requested by 050125. 

Director. 84/12/06. 

WILLIAMSi J. W. Florida Power 8< Light Co. 2pp 28125-279 
Fich»: 50-335, 84/12/06, 8412280455. 


■8412180617 Safeguards Insp Repts 50-335/84-30 it 50-389/84-36 on 
841015-19. Violation noted: vehic le control, Details withheld 
(ref 10CFR2. 790 it 73,21). 

MCGUIRE, D.R. Region 3, Office of Director. 84/11/01. Ip. 
27962:233, 24X Fi ch e; 50-335, 84/1 1/07, 841218061 1 . 


8412180102 Ack receipt of 841215 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-335/84-30 & 
50-389/84-36. 

Region 2, Office of Director, 84/12/13. 

WILHAMSi J. W. Florida Power it Light Co. Ip. 27960- 150 S4X 
Fiche. 50-335, 84/12/13, 8412180102. ^ 


8412050611 Informs that, within next 30 days, phone company will be 
modifying NRC health physics network (HPN) phone sys to 
increase rel lability. Phone company should be provided 
u/access to HPN phones. 

BROWNLEE, V. L. Region 2, Office of Director. 84 / 11 / 14 . 

WILLIAMS, J. U. Florida Power it Light Co, 2pp. 27827' 304 24X 

Fiche: 50-000, 84/11/14, 8412050611. 


Itr re violations noted in Ins, R,,ti 
uri D0~3D*?/84“36. Corrective actions uithheid. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/05. O'REILLY, J.P 
Region 2, Office of Director. Ip. 27960: 151. 24X 

Fiche: 50-335, 84/12/13, 8412180102. 


8412030221 Forwards Rev 3 to fire hazard analysis it requests formal 
disposition of deviations by first wk in Jan 1985 to resolve 
items for Feb 1985 audit, 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/2B. EIBENHUT,D G 
8412030221 27727:192. 24X Fiche; 50-389, 04/11/28, 


OT 4. lKllCaV,Wc£0 


. , w w, MM ami u to 4 wT omeno CO nev 

physical security plan. Changes consistent w/iOCFR50 54 it 
acceptable. 

DLSHINSKI, U. A. Region 2, Office of Director. 84/12/24. 
WILLIAMS, J. W. Florida Pouer it Light Co. 3pp. 28112*016 

Fiche,* 50-335, 84/12/24, 8412280023. 


24 X 


8412230038 Advises that 841129 rev to physical security plan consistent 
w/provisions of 10CFK50. 54<p ) it acceptable. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/24, 

WILLIAMS, U. W. Florida Power it Light Co. 3pp. 28112- 023 24X 

Fiche: 50-335, 84/12/24, 8412280038, 
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J Insurance 6f indemnity information 


041227O2BO Foriuards Endorsement 59 to NELIA Policy NF-227 & Endorsement 
49 to MAELU Policy KF-83. * . . ^ 

DUCK/J. R. Marsh & McLennan* Inc. 84/12/19. SALTZMAN* J. Assistant 
Director for State it Licensee Relations. 3pp. 28088:214. 24X 

Fiche: 50-335. 84/12/19* 9412270280. 


8412270291 Forwards Endorsements 5 8< 3 to NELIA Certificates N-59 it 
(vI_B 9, respectively & Endorsements 5 3 to MAELU Certificates 

M-59 & M-B9. respectively. 

DUCK*J. R. Marsh & McLennan* Inc. 84/12/19. SALTZMAN* J. Assistant 
Director for State & Licensee Relations. 5pp. 28088:137. 24X 

Fiche; 50-335. S4/12/1S* 8412270291. 


P. Operating license stage documents t\ correspondence 


0412110114 Forwards request for addl info re Cycle 2 reload to complete 
review of application to amend License NPF-16. 

MILLERi J. R. Operating Reactors Branch 3. 84/08/30. WILLIAMS* J. W. 

Florida Power Light Co. 4pp. 27899:181. 24X 

Fiche: 50-389. 04/08/30* 84121 10114. 


8412270614 Forwards Insp Repts 50-335/84-41 & 50-389/84-33 on 
841014-19. No violation or deviation noted. 

BROWNLEE. V. L. Region 2. Office of Director. 04/11/15. 

WILLIAMS* J. W. Florida Power & Light Co. 2pp. 28113:085. 24X 

Fiche: 50-335. 84/11/15- 8412270614. 


— 8412270619 Insp Repts 50-335/84-41 & 50-389/84-33 on 841014-19. No 
violation noted. Major areas insp ec ted : ref ue 1 ing activity, 
preparation for refueling* procedures* Type B 8« C testing, 
followup on IE Bulletin 84-03 & plant tour. 

BURRIS. S.i MELLENiL. , JAPE, F. Region 2* Office of Director. 
84/11/08. 5pp. 28113:087. 24X Fiche: 50-335. 84/11/15* B412270614. 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN. E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103>. 84/11/19. Consolidated Edison Co. of New 

York* Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19. 8411 150064. 


8412270584 Forwards Insp Repts 50-335/84-42 tt 50-389/84-34 on 841029- 
1101. No violation or deviation noted. 

BROWNLEE. V.L Region 2* Office of Director. 84/11/20. 

WILLIAMS. J. W. Florida Power (U Light Co. 2pp. 28113:042. 24X 

Fiche: 50-335. 84/11/20, 8412270584. 


9412060122 Confirms revised response to Question 4 re FPL-NQA-IOOA, 
per 841019 telcon. QA program in conformance w/10CFR50. App B 
it acceptable. 

□LSHINSKI, J. A. Region 2, Office of Director. 84/11/20. 
WILLIAMS. J. W. Florida Power & Light Co. 3pp. 27826:332. 24X 

Fiche: 50-000, 84/11/20* 8412060122. 


— 8412270588 Insp Repts 50-335/84-42 & 50-389/84-34 on 84 1029-1 101. No 
violation or deviation noted. Major areas inspected: QC 8* 
confirmatory measurements, including reviews of lab QC 
program it chemical radiochemical procedures. 

KUZO* 0. B. , MONTGOMERY* D. Region 2, Office of Director. 84/11/20. 
11pp. 28113:044. 24X Fi c he: 50-335, 84/ 1 1/20. 8412270584. 


0412010118 Application for amend to License NPF-16. c hang ing Tech Specs 
to increase core power level from 2,560 MW to 2,700 MW. 

WILLIAMS, J. W. Florida Power & Light Co. 84/11/21. EISENHUT, D. G. 
Division of Licensing. 2pp. 27709:288. 24X Fi ch e : 50-389, 84/ 1 1/21 , 

0412010118. 


"Deficiencies in Ferro-Resonant 


0411210360 IE Info Notice 84-84; 

Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/11/27. Cons 

York, Inc. 126pp. 27007:179. 


lldated Edison Co. of New 
24X Fiche: 50-000.84/11/27, 8411210360. 


— 0412010121 Proposed Tech Spec increasing rated core power level from 
2, 560 MW to 2. 700 MW. 

» Florida Power & Light Co. 84/11/21. 5pp. 27709:290 . 24X 

Fiche: 50-389, 04/11/21,8412010118. 


9412180041 Requests addl fee for 040313 application for amend to 
License NPF-16 re reracking of spent fuel pools. Addition of 
Class rv fee considered appropriate due to several safety 
considerations involved in review. 

DIGGS* R.M. License Fee Management Branch. 84/12/14. WILLI AMS. J. W. 
Florida Power tt Light Co. ip. 28014:360. 24X Fi che: 50-389* 

84/12/14, 8412180041. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards tt Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc, 

8Spp. 27967:086. 24X Fi ch e : 50-000, 84/ 1 1 /30, 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys it Nonsaf ety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 94/11/30. Consolidated Edison Co. of New 

York, Inc 116pp. 27965:224. 24 X Fiche: 50-000. 84/1 1/30, 8411280370, 


0412310395 Ack receipt of 840724 application for deletion of FSAR 
requirement for prior NRC approval of insulating matl for 
new power cables tt 841103 Itr transmitting rept concerning 
axial growth. Remittance of fee requested. 

DIGGS, R.M. License Fee Management Branch. 84/12/21. WILLIAMS, J. W. 
Florida Power tt Light Co. Ip. 28148:350, 24X Fiche: 50-335* 

B4/1Z/21, 8412310395. 


Q. Inspection reports, IE Bulletins tt correspondence 


0412270426 Forwards Insp Repts 50-335/84-39 tt 50-389/84-31 on 
040916-1013. No violation or deviation noted. Insp repts 
identify addl example re controlling removal of FLAMASTIC 
from safety-related fire barriers. 

DANCE, H. C. Region 2, Office of Director. S4/U/01. WILLI AMS, J, W. 
Florida Power & Light Co, 2pp. 28115:251. 24X 

Fiche: 50-335, 84/11/01, 8412270426, 


-0412270433 Insp Repts 50-335/84-39 8t 50-389/84-31 on 840916-1013. No 
violation or deviation noted. Major areas inspected: p lant 
operations, surveillance, IE bulletins, maint it preparations 
for fuel storage rack mods. *, 

FEIER ABEND, C, D. , SlBBiH, E. , ELROD, S. A. Region 2, Office of 
Director. 84/10/31. 5pp. 28115:253, 24X Fiche: 50-335, 84/11/01, 

8412270426. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Bvc list end. 

JORDAN, E.L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York, Inc. U7pp. 27965:340. 


24X Fiche: 50-000, 84/12/03, 8412030021. 


412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list end. . 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 


8412280455 Confirms 850218-22 insp to evaluate for compliance 
UI/10CFR50, App R, Sections III. 0, III. J III.P 8< 
implementation of fire protection program. Revs to listed 
info requested by 850125, 

OLBHINSKI, J. A. Region 2. Office of Director. 84/12/06. 
WILLIAMS, J. W. Florida Power 8< Light Co. 2pp. 20125:279. 24X 

Fiche: 50-335, 84/12/06, B412280455. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison £0. of New 

York, Inc. 118pp. 27966:332. 24X Fiche; 50-000, 84/12/07, 8412050081. 


0412180611 Forwards Safeguards Insp Repts 50-333/84-30 & 50-389/84-36 
on 841015-19 tt notice of violation, Rept details it notice of 
violation withheld (ref 10CFR2.790 tt 73.21). 

OLSHINSKI, J. A. Region 2, Office of Director. S4/11/07. 

WILLIAMS, J, W. Florida Power & Light Co. 2pp. 27962:231. 24X 

Ficha: 50-335,84/11/07, 8412180611. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end, 

JORDAN, E, L, Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07* 8412050090. 


-0412100617 Safeguards Insp Repts 50-335/84-30 50-389/84-36 on 

841015-19. Vi olation noted: vehicle control. Details withhe Id 
(ref 10CFR2. 790 tt 73,21), 

MCGUIRE, D. R. , ENNIS. J. D. Region 3, Office of Director. 84/11/01. 
Ip. 27962:233. 24X Fiche: 50-335, 84/11/07, 841218061 1. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York* Inc. 116pp. 28032:130. 24 X Fiche: 50-000, 84/12/ 10. 8412060594. 
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B412ia0102 Ack receipt of 841215 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-335/84-30 & 

50-389/84-36. 

OLSHINSKI. J. A. Region 2, Office of Director. 84/12/13. 

WILLIAMS- J, W. Florida Power & Light Co. Ip. 27960* 150 24X 

Fiche: 50-335. 84/12/13. 0412180102. 


8412170099 Provides info resol 


^ ^ NRC concerns re permissible louett 

SVC metal temp for mam feedwater isolation valve uiedoes. 
in response to NRC 840823 Itr. Licensee now complies 
w/ODC 51. 

HUFHAM, J. W 


Tennessee Valley Authority. 84/12/10. ADENSAM, E 
Licensing Branch 4. 2 pp. 27937:050. 24X Fich e: 50-390. 84/12/10. 


8412170099. 


— 8412180109 Responds to NRC 041107 Itr re violations noted in Insp Repts 
50-335/84-30 «< 50-389/84-36. Corrective actions withheld. 

WILLIAMS. J. W. Florida Power 8 c Light Co 84/12/05. 0 ^REILLY. J. P. 

Region 2. Office of Director. Ip. 27960: 151. 24X 

Fiche: 50-335. 84/12/13. 8412180102. 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 50-000. 84/12/ 17. 8412120547. 


8412180118 Forwards corrected marked-up rev to Tech Spec Pages 3/4 n. 4 : 
to include quarterly test exemptions for ESF actuation sus " * 

Slave Relays FCV-63-67. -BO, -98 8 c -118. per 041109 Itr.W/o 


end. 

HUFHAM. 


• W. Tennessee Valley Authority. 84/12/12. ADENSAM.F 
Licensing Branch 4. 2 pp. 27961:161. 24X Fi the • 50-390. 84 / 12 / 12 , 


8412180118. 


8412280174 Informs that all 1984 preoperational monitoring data will bi 
submitted by 851231 due to 850301 rescheduled fuel load^ ^ 

date. Approval requested. 


RIVERS, M. E. 


Tennessee Valley Authority. 84/12/20. TRAINA. P J 
Environmental Protection Agency. 2pp. 28108-060 24 X 

Fiche: 50-390.84/12/20.8412280174. ' 


emergency 8 < fire protection plans 


S. Reportable occurrences. LERs 8 < related correspondence 


8412030321 LER 84-007-00: on 841024, during refueling outag e. c onta inment 
isolation signal actuation received. Caused by improper 
calibr of one containment radiation monitor. Channel 
calibr. W/e41 123 Itr. 

VALDES, S. A. , WILLIAMS. J. W. Florida Power 8 c Light Co. 84/11/23. 

3pp. 27723:197. 24X Fiche: 50-309. 84/1 1/23, 8412030321, 


8412110003 LER 84-008-00: on 841030. train A control room emergency 
ventilation sys did not meet Tech Spec requirements. Caused 
by removal of block devices installed on damper linkage 
during preoperational fees ting. W/S41 129 Itr. 

FERRELL, S. D. . WILLIAMS, J, W. Florida Power & Light Co. 84/11/29. 

2pp. 27892:275. 24X Fic he: 50-389. 04/1 1/29. 84121 10003. 


0412120020 LER 84-009-00: on 841104. during scheduled refueling outage, 
containment isolation signal inadvertently actuated W/841204 
Itr. 

ROGERS, L. A. . WILLIAMS, J. W. Florida Power & Light Co. 84/12/04. 
2 pp. 27911:270. 24X Fiche: 50-389. 84/12/04. 8412120020. 


8412110219 PN0-II-B4-094: on 841204. over 20 Haitian refugees landed on 
beach owned by utl 1 . Security increased for protected areas 
County 8c State of FL officials notified. 

ELROD, S. A.. BROWNLEE. V. L. Region 2. Office of Director. 84/12/05 

Ip. 27856:300. 24X Fiche: 50-335, 04/12/05. 8412110219. 


8412270370 PN0-I1-B4-104: unscheduled shutdown of approx 5 
for replacement of reactor coolant pump seal. Seal failed 
when turbine trip 8 c reactor trip occurred due to low 
condenser vacuum. 

JENISON. K. M. . PANCIERA.V. Region 2 . Office of Director. 

Ip. 29087:231. 24X Fich e: 30-389. 84/12/20. 8412270370. 


days expected 


84/12/20. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents & correspondence 


8412200033 Responds to FDIA request for five categories of documents n 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14, BELL.N 
Nuclear Information & Resource Service. 3pp. 28052-318 

Fiche: 50-000, 84/06/14, 8412200033. ^ 


8412060415 Forwards Insp Rept 50-390/84-73 (SVt 840910-14 No 
or deviations noted. 

VERRELL I , D. M. Region 2. Office of Director. 84/10/25 
Tennessee Valley Authority. 2 pp. 27025:325 24X 

Fiche*: 50-390, 84/10/25, 8412060415, 


violatiani 
PARRIS. H, 0 


OBviations noted. Major areas inspected; administrative, 
emergency abnormal operating, general & sys operatino & 
surveillance h maint instructions. 

JULIAN, C. A. , GIBSON, A. F. Region 2 , Office of Director, 84/10/23 

18pp. 27825:327, 24X Fiche: 50-390, 84/10/25, 8412060415, 


8412010094 Forwards Insp Rept 50-390/84-80 on 841106-09 No 
noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/11/27, 
Tennessee Valley Authority. 2pp, 27709.207. 24X 

Fiche: 50-390. 84/11/27, 8412010094. 


violations 
PARRIS. H. G. 


areas inspected: physical barriers for protected areas, 
assessment aids & detection aids. Details withheld 
Cref 10CFR73. 21 & 2.790). 

HALL, B^L. , MCGUIRE, D.R. Region 2, Office of Director. 84/11/23 

Ip. 27709:209. 24X Fi che : 50-390, 84/11/27. 8412010094. 


0412030381 Forwards addl info re review of plant fire protection 
program to provisions of 10CFR50. App R, per NRC 840829 
request. Info re associated circuit analysis end. 

SHELL, R. H. Tennessee Valley Authority. 84/11/27 ADENSAfl.E 
841203038/''^"*'*’ 24X Fi che: 30-390. 84/11/27. 


8412040088 Responds to NRC 840824 request for addl info re permanent 
hydrogen mitigation sys Location of hydrogen igniters «< 
operator action for reset of breakers following air return 
fan motor trip on overcurrent described, 

SHELL, R. H. Tennessee Valley Authority. 84/11/27, ADENSAM. E 

Branch 4. 4pp. 27748:320. 24X Fich e : 50-390. 84/ 1 1 / 27 . 

B412O4OO80. 

8412070239 Requests exemption from requirements of Paragraph 
III. D.2Ch)(ii) of App J to 10CFR50 requiring that air locks 
opened during periods when containment integrity not 

tested at not less than Pa. 

pOMER.J. A, Tennessee Valley Authority, 84/12/03. ADENSAM, E 

8412070239^'’""'^ 27814:050. 24X Fi che: 50-390. 04/12/03. 

Tech Spec 4. 3. 2. 1, Tab le 

4.3 2. exempting eight ESF actuation sys slave relays from 
quarterly testing requirements. Marked-up Tech Spec end 
HUFHAM# J. W. T*nn«f 5 ee Valleg Authority. 8A/ia/07 ADENSAM. E 

EaUuoJIs'’'*"'' Ftcherso-39Sr84/7l!%7. 


— a 

protection at plant. 

KENYON. T. J. Licensing Branch 4. 84/11/27. Licensing Branch 4. 

13pp. 27783:327. 24X Fi che : 50-390, 84/1 1 /27, 8412050635, 

8412050645 Notification of 841204 meeting w/util in Bethesda, MD to 
discuss problems associated w/mods to control room design 
reviews. 

KENYON. T. J. Licensing Branch 4. 84/11/27. ADENSAM, E. Q. Licensing 

Branch 4. 6pp. 27783:321. 24X Fiche: 50-000, 84/11/27, 8412050645. 

emergency procedures, ind ud ing IP- 1 , "Operations 
Duty Specialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility" & IP-5, "Operations Duty 
Specialist Procedure for General Emergency. " W/S4112S Itr. 

WEBB, W. E. Tennessee Valley Authority. S4/11/2S. 25pp, 27747 009. 

24X Fiche: 50-000. 84/11/23, 8412040017. ^ 

8412040039 Forwards "Watts Bar Nuclear Power Plant Exercise Conducted 
on 840911-12. " All deficiencies can be corrected through 
training & procurement of resources & equipment. 

KRIMM. R. W, Federal Emergency Management Agency, 04/11/28. 

JORDAN, E. L Division of Emergency Preparedness Engineering 

83010.3). ip. 27747:284. 24X Fiche: 50-390, 84/11/28. 

8412040039 . 
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.-B412040043 "Watts Bar Nuclear Poiuer Plant Exercise Conducted on 

♦"^^Federal Emergency lianagement Agency. 84/10/15. 79pp. 

27747: SsS 24X Fiche: 50 - 390 > 84/ 1 1 /2a, 8412040039. 

8412060679 Foru/ards monthly rept re status of offsite 

preparedness for OL revieui for Oct 1984 u,/changes noted for 

the Executive 

84/11/28. ■ PALLADINO Commissioners, 5pp. 27831.259. 

Ficher 50-000.84/11/28, 8412060679. 

6412070259 Summary of B41012 meeting u,/util in Chattanooga. TN re audit 
of 341003 status rept on control room mods required for 

KENYDN^t’j. Llc.n.ins Branch 4. 84/11/28. Llcen^nJ Branch 4. 

3pp 27846; 275. 24X Flche: SO-390, 84/11/28, 8412070259. 

S4122B0334 Notiflat nC 850109 maatinj in Atlanta. 8A tor utilt u/naar- 
term DLs to discuss recent insp findings St operator 

licensing issues. Agenda end. 0 , 1 / 10/10 parrts.H G 

□ 'REILLY, J.P. Region 2a PARRIS.H. . 

Tennessee Valley Authority. 5pp. 28124:104. 24X 

Fiche. 50-390. 84/12/12. B412280334. 

0412100638 Fnruard. ju. t i 1 1 cat I on 8. rajuest tor 

lOCFRSO.App R.Soction III.e.2h,re intervenlnj combustibles 
at facilities. Request based on utilliation ot sprinkler 
criteria describ.d during 840829 «, 1114 ‘ E 

8412130638. 

j. Insurance & indemnity information 

S412190302 Forwards Endorsements 4.13,14 & 10 to NELIA Policy NF 256. 

in response to 841119 request. oAfio/io nTWTT7. I 

HUFHAMtJ. W. Tennessee Valley Authority. 

Office of State Programs. Director. 8pp. 2S012. 158. 2 a 

Fiche: 50-390. 84/12/12. 8412190302. 

B4122B0039 Foruiards Endorsement 26 *° Assistant 

DUCK,J.R. Marsh & McL.nnan, Inc 84/12/20. SALTZ^N.J. 

Director for State & Licensee Relations, 2pp. 28111.260. 

Fiche-: 50-390. 84/12/20. 8412280039. 

Q. Inspection reports. IE Bulletins & 

8412010166 Submits revised response to NRC Itr re violations 
iot.d In Insp R.pts 50-390/82-09 6 50-391/83-07 Corrective 
actions: controlled single listing (Q-lxst) developed 
identifying structure. e< ^ S 'SeTLlY. J P 

MILLS. L.M. Tennessee Valley 24X 

Region 2. Office of Director. 2pp. 27711.230. 24X 

Fiche: 50-390d 83/11/09. 8412010166. 

B412O1O054 Submits second revised response to NRC Itr re violations 
natid in Insp Repts 50-390/82-09 8. 50-391/82-07. Correct ive 
actions:Q-list developed identifying sys. structures ^ 

components covered by QA program. oa/ao/a-^i n'RElLLY.JP 

MILLB.L.M. Tennessee Valley Authority 84/02/03 □ REILLY. U. . 

Region 2. Office of Director. 2pp. 27709.197. 24X 
Fiche-: 50-390, 84/02/03. 8412010054. 

B4120101B6 Forwards addl info re violations noted 

50 - 390 / 83 - 23 . Corrective actions: snubbers not meeting thermal 

expansion test criteria replaced. oa/a/./a7 n/pElLLY. JP 

MILLS. L.M. Tennessee Valley Authority 84/06/07 0 REILLY. J. P. 

Region 2. Office of Director. 3pp. 27711.359. 24X 

Fiche: 50-390. 84/06/07, 8412010186 . 

B412O1O029 Euppld 831107 rasponae tb violations noted in Insp Repts 
sS-390%3-3"6 50-391/83-26. Corrective actions; procedure, 
written for control design documents. including relay 

setting sheets, drawings & motor curves. n-REILLY.J.P. 

MILLS, L.M. Tennessee Vall.g 

Region 2. Office of Director. 5pp. 27704.005. 24X 

Fiche: 50-390. 84/07/18. 8412010029, 

04122SO197 Forwards Meeting Summary Rept 50-390/84-42 on 840917. Meeting 
Generated betlir und.rstinding of insp findings fc basis for 
SInllt of violation issued in In.p Rept 50-390/84-42 on 

LESIsfil.C. Region 2, Off ice of 

Tennessee Valley Authority. 2pp. 28128.053. ZAX 
Fiche: 50-390. 84/09/25, 8412280197. 


-8412280202 Meeting Summary Rept 50-390/84-42 on 840917. Major areas 
discussed: insp finding in Insp Rept 50-390/84-42 on 840703 
6 basis for licensee denial prior to submitting supplemental 
response. Attendance list end. ««« 

JAPE. F. Region 2. Office of Director. 84/09/21. 3pp. 28128:055. 

24X Fiche: 50-390. 84/09/25, 8412280197. 

-8412280209 Ack receipt of 840824 & 1002 responses to 840703 notice of 
violation. Violation occurred as stated. Revised action plan 8< 
dates for compliance should be submitted within 30days if 


dates for comp 
corrective actions changed 
LEWIS, R.C. Region 2, Office of Director. 
Tennessee Valley Authority. 3pp. 

Fiche: 50-390. 84/09/25. 8412280197. 


84/ 10/26. 
28123:058. 24X 


PARRIS.H. 0. 


--8412280215 Forwards revised response to violation noted in Insp Repts 
50-390/84-42 it 50-391/84-36. Violation re failure to follow 
procedures denied. Cable will be reworked by 841031, 

Chronology of events encl. ... , » 

MILLS, L. M. Tennessee Valley Authority, 84/10/02. □ 'REILLY, J. P, 

Region 2. Office of Director, 7pp. 28168:061. 24X 

Fiche: 50-390. 84/09/25. 8412280197. 

— 8412280222 Ack receipt of 840824 response to B40703 notice of violation 
re activities conducted at faci lity. Supp lemental response 
expected by 840921 per 840905 telcon. .. n 

LEWIS. R.C. Region 2. Office of Director. 84/09/07. PARRIS, RO. 
Tennessee Valley Authority. Ip. 28128: 06S. 24X 

Fiche: 50-390, 84/09/25. 8412280197. 

—8412280227 Responds to NRC B40703 Itr re violations noted in Insp Repts 
50-390/84-42 & 50-391/84-36. Incident cited in insp repts 
does not constitute violation, Incident cited was AO not 
specifically addressed by any one PT'ocedure „,t.rrTiiv i p 

MILLS. L.M. Tennessee Valley Authority. 84/08/24. 0 REILLY. J.P. 

Region 2. Office of Director. 4pp. 28128:069. 24X 

Fiche; 50-390. 84/09/25. 8412280197. 

—8412280232 Forwards In.p Repts 50-390/84-42 «. 50-391/84-36 on 040604-08 

& notice of violation. n*r.ove! u n 

LEWIS, R. C. Region 2. Office of Director. 84/07/03. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 28128:073. 24X 

Fiche: 50-390. 84/09/25, 8412280197. 

— 8412280234 Notice of violation from insp on 840604-08. 

e Region 2, Office of Director. 84/07/03. 2pp. 28128:075, 24X 

Fiche: 50-390. 84/09/25, 0412280197. 

—8412280237 Insp Repts 50-390/84-42 & 50-391/84-36 on 840604-08. 
Violation noted: failure to follow procedures in authoriiing, 
performing & documenting repairs on damaged 6,900-volt 
cables. 

THOMAS, M. . 

28128; 077. 


jape. F. Region 2, Office of Director. 
24X Fiche: 50-390. 84/09/25. 8412280197, 


84/06/27. 6pp. 


8412060415 Forwards Insp Rept 50-390/84-73 on 840910-14. No violations 
or deviations noted. 

VERRELLI. D. M. Region 2, Office of Director. 84/10/25. 

Tennessee Valley Authority. 2pp. 27825:325. 24X 

Fiche: 50-390. 84/10/25. B412060415. 


PARRIS.H. 0. 


-8412060424 Insp Rept 50-390/84-73 on 840910-14. No violations or 
deviations noted. Major areas inspected: administrative, 
emergency t abnormal operatins* it sys operating « 

surveillance U maint instructions. o.i/iA/fa'a 

JULIAN, C. A., OIBSDN.A, F. Region 2. Office of Director. 84/10/23. 
IBpp, 27825:327. 24X Fiche: 50-390. 84/10/25, 8412060415. 


8412060611 Forwards Insp Rept 50-390/84-76 on 841002-05. No violations 
or deviations noted. 

VERRELLI. D. M. Region 2, Office of 
Tennessee Valley Authority. 2pp. 27025:099. 

Fiche: 50-390. 84/10/25. 8412060611. 


84/10/25. 

24X 


PARRIS, R 0. 


—8412060616 Insp Rept 50-390/84-76 on 841002-05. No violations or 
deviations noted. Major areas inspected: seismic analysis for 
as-built safety-related piping sys & pipe support base plate 
designs using concrete expansion anchor bolts, 

VIAsfs.J., ANG. W. P. , ^ MODENOS, L. P. Region 2, 

84/10/22. 5pp. 27825:101. 24X Fiche: 50-390, 84/10/25, 841206061 1. 

8412280123 Ack receipt of 841003 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-390/84-51 8c 
50 - 391 / 84 - 40 . Violation re engineering change notice 
completion sheets deleted, 

OLSHINSKI, J. A. Region 2. Office of Director. 

Tennessee Valley Authority. 3pp. 28126:132. 

Fiche: 50-390, 84/10/31. 8412280123. 


84/10/31. 
24 X 


PARRIS. H. 0. 
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nottd in Insp Repts 

ainc! «« 50-391/84-40. Vi olat ion should be withdrau/n 

since engineering change notice completion sheets not QA 
cocufn 6 n ts. 

MILLSi L. M. Tennessee Valley Authority. S4/10/03 o'RE'TMv i d 
R.S ion a, Of Pic. of Dirocto;. 3pp. laiariM 24X 
Fiche: 50-390. 84/10/31, 8412280123. 

”®''B407M''T3''r“*I?‘ '"J" »0-3’0/a''-Sl i 30-391/04-40 on 

B40709-13 S* notice of violation. 

LEWIS. R.C. Region 2, Office of Director. 84/08/08 PARRIS, H C 
Authority. 2 pp. 28126:137. 24X 

Fiche; 50-390, 84/10/31, 8412280123. 

8412280164 Notice of violation from insp on 840709-13 

♦ Region 2, Office of Director. 84/os/OS lo PH 1 P 6 - np rs/iv 

Fiche: 50-390. 84/10/31, 8412280123. 'P* 28126.139. 24X 

50-390/84-51 8 ( 50-391/84-40 on 840709-13 
assu^rt^^r*"* prior measures taken to 

engineering change notice work complete. 

WRIGHT, R.W., UPRIGHT, C.M. Region 2, Office of Director 84 / 09/03 

6 pp. 28126:140, 24X Fi che: 50-390, 84/10/31 , 8412280123. 

I?*'* '***’*“ 50-390/84-81 8 c 50-391/84-55 on 
violations or deviations noted. 

VERRElLI, D, M. Region 2, Office of Director. 84 / 11/13 HARRIS H fi 
2PP- 28135:221. 24X HARRIS, H.G. 

Fiche: 50-390, 84/1 1/13, 8412310162. 

SO-390/84-B1 & 30-391/84-35 on 841022-23 No 
vioUtion. or d.vlotions not.i.Hajor ar.as inopected- r.vi.^ 

rsi 33 ?i 39 ' ”'9*“" =' O^ide of Director. 84/11/08 4 dd 

28135.223. 24X Fiche: 50-390,84/11/13, 8412310162. 

8411130064 IE Info Notice 84-83, "Verioue Batter, Problems." Svc list 

<Pos?‘ 8 lJlss,."' 

VorV. Inc. ISOpp. 27307:058. =47 Ficbe: 30-OoJ, sa/jj";. 34 U? 3 oSi:. 

VERRELLI, D. M. Region 2 , Office of Director. 84 / 11/19 papoto u n 
Fiche: 50-390.84/11/19, 8412050496. 

■"sSFiT";'"-""'"'-'" 

deJion structures, sys !c components covered by 

mJiiI , « ^ *' op«T-ation QA program. ^ 

iLLSfL.M. Tennessee Valley Authority. 84/10/23 h^rptiiv i p 

“‘sector. 2 pp. 57782:073 24X ■ 

Fiche: 50-390, 84/11/19, 0412050496. 

“S'iS-"-""”""”-":-;" 

r.;-- 

Fespon.e to NRC 840402 Ur re 




Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 04-84, 

Transformers, " Svc list end 

^7.p.r.dn.,. » E„,in..rinp 

York, Inc. 1260^ 27807 U9 MX ‘=°' “<■ N.d. 

i^cpp. *i/S07.l79. 24X Fiche: 50-000, 84/11/27, 8411210360. 

^''ilotir’'' ''’•>' »•«■» 90-390/84-80 on 841106-09. No vioUtions 

J'""*”” VallaS'Autho^itJ.^^IJp."^ 27709^207 ^ 24 “^^^' ’’*'”*7®- ®- 

Fiche: 50-390, 84/11/27,8412010094. =° 7 . 24X 

area, insject.duhvucf i°h!?rlerrfor“?oteIud a^ar^"" 

r''l770;:2§9^''1;x Flcb"'55-S90;8?"J%7,l4?55rMl;^ 


"^^c’?^r5e^^rij:r°e""‘5“ BreaUbroupb Fron 

S."84^ir;i5.°" “^c“:;o?:::?“r5d^^o^'’5r':rNe:x^^'"■‘ 

aSpp. 27767.086. 24X Fi c h e : 50-000, 84/ 1 1 /30, 84 11280366. 

8411280370 IE Info Notice 84-86, "Isolation Between SianaU nis 
Protection Sys be Nonsafety-Related Equipment " ® ^ ^ 

Svc list end, 

Raspon;^ (Poer^SiS^,."'' '’’‘'^o^oIid^tL^L®’"'"*"'' 

York. Inc. U6pp. 27965.224 34X Fpche 30-000, 

8412030021 IE Info Notice 84-87, "Pioino n..i!i 

Stratified Flow. " Svc list end. ^ ^ ermal Deflection induetd, 

Res?on;e- (PosJ'eaojai ) .°' iT/llTol'' "^'"Jo^s'd IdltL^P^ 

Vork. Inc. 117pp. 27965:340. 24X Fiche: 50-O00ra4/?2%S, B^igSLo;; 

®"svf??at Treatment S.c Preb.,,, . 

R°ep“onLf (Foet^^^liSS,."" ’’'"'J^n^oU da%^d^5r 

York, Inc. laspp. 27966:093. 24X Fiche: ^o-SSaM/J^/M. 55l25»3 

S412280345 Ack receipt of 841114 Itr informing NRC of steos hAiu. * ' 

50-391/84-48^^^°"® 50-390/84-66 S, ^ 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/04 PARFJrRuc 

Tennessee Valley Authority. ip. 28124:313 24X P^ARISiHS 

Fiche: 50-390, 84/12/04, 8412280345. ^ 

®A12280354 Responds to NRC H 4 im *3 • -i ■ 

r~T“ “ f-®’'734-48.Correc‘;i:: aUUn;“?:br"u'' 
removed from cable trag end 6 procedure for cable ,„,p | 

DOMER, J^A. Tennessee Valley Authority. 84/11/14 n'RPiiiv id \ 

^ni::3t355.^5:di;o?,‘54j555o34r-' ■ «x° | 

“"T§???f?4"r::;j:.':rvi:;a‘ticT"™^"’-"" ‘ 50 - 391 / 34-43 p„a4.ai,.i| 

LEWIS, R. C. Region 2, Office of Director. 84/10/15 PARflin u e I 
Tennessee Valley Authority. 2pp. 28124- 316 24X ' I 

Fiche: 50-390,84/12/04, 3417280345 j 

i 

—8412280369 Notice of violation from .nsp on 840827-30 & 0911-H ! 

Region 2, Office of Director. 84/10/15 In PS124' nifl oiy ^ 

Fiche: 50-390, 84/12/04, 8412280345. ^ 28 1 24.338. 24>[ | 

L 

™oi;;5rrr%'oR'5i8f5.%‘:‘":i5i'?‘-5e‘io^^ r 5?^ ” ' 

84/10/04. 6pp. 28124:319. 24X Fi ch e: 50 I 39 O, e4/l5/o5. w555o3« t 

°'*«d°EvfluIr?°"''%*° S'-ll't!" SA-OS re r.fuelinj cavitg u.ter ’ 

c*“itr:i::r‘'::.rf:jj"e“:;cr°^ " conee,uencee of’refuelJnp 

Reolon'5i“offur5rm 8^/12/06. O'REILLY, JP. 

negion 2 , Office of Director. I2pp, 28036:189. 24X 

Fiche: 50-390, 84/12/06, 8412210182. 

^"orr^d^JoLdn;^’’* ‘’’'-'•mins NRC of etep. taken to : 

50-391/82-07 noted in Insp Repts 50-390/82-09 & 

VERRELLI, D. M, Region 2, Office of Director. 84/12/06 PARRIR.H fi i 

2a‘27:3S5: MX 

Fiche; 50-390, 84/12/06, 84122S02I3. 

Eourth revised response to NRC 820528 Ur re vlnletims J 
«tlon^ imn?" Jj’ 50-390/82-09 S. 50-391/82-07 Corrective : 

mSt coniid 'rS-Ust PTOC.dures developed to provide 

Reoi^n'p Authority. 84/11/28. O'REILLY.J.P 

Region 2, Office of Director. 2pp. 28127:306 24X 

Fiche; 50-390, 84/12/06, 8412280213. 

I 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in I 

Stainless Steel. " Svc list Jnd ! 

Re«??nlf Vd Emergency Preparedness & Engineering t 

YorS ^ ™ 84/12/07. Consol idated Edison Co of N«u ; 

ork, Inc llSpp. 27966:332. 24X Fi c he : 50-000, 84/12/07, 8412050031. 

®‘'Envir^VMS!'° Il°“” "N'i” SttAN Line Break Effect on 

jnonlw c®, **1J'?**°" Equipment. " Svc list end. 

Resnonl.'Vn ^'""'Senci, Preparedness «, Ensineerlnj 

VnrJ ?rr ?L®®°‘°2i- 8^/12/07, Con 5 o 1 i d a t e d Ed i s On Co of N.o ^ 

ork, Inc. 114pp. 27966:215, 24X Fiche: 50-000, 84 / 12 / 07 , 8412050090 
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0412060594 IE Info Notice Q4-91. "QC Problems of Meteorological 
Measurements Programs. '* Svc list end. 

JORDANi E. L. Division of Emergency Preparedness & Engineering 
Response (Post 630103). 84/12/10. Consolidated Edison Co. of New 

yorki Inc. 116pp. 28052:130. 24X Fi che : 50-000, 84/12/ 10- 8412060594. 


0412280334 Notifies of 850109 meeting in Atlanta-OA for utils w/near- 
term OLs to discuss recent insp findings & operator 
licensing issues. Agenda end. 

O 'REILLY. J. P. Region 2. Office of Director. 84/12/12. PARRIS, H.O. 
Tennessee Valley Authority. 5pp. 28124:104. 24X 

FI Che: 50-390, 84/12/12, 8412280334. 


0412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche; 50-000, 84/12/17. 8412120541. 


0412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50— 000, 84/12/17, 0412120547. 


R. Periodic operating reports 8« related correspondence 


0412310336 Submits monthly status rept on plant-specific backfits 
through Oct 1984. Lists of backfitting & open issues provided 
in Tables 1 4; 2, respectively. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/12/05, 
HOLAHAN, 0. M. Operating Reactors Assessment Branch. lOpp. 
28148:351. 24X Fiche: 50-000, 84/12/05, 8412310386. 


S. Reportable occurrences, LERs 8t related correspondence 


0412140108 Final deficiency rept re reactor coolant pump oil drain 
not meeting App R Teq[u ir ement. Initially reported on 841029. 

Drain lines for reactor coolant pump oil drip collection 
pane will be rerouted. 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/21. 0 'REILLY, J. P. 

Region 2, Office of Director, 3pp. 27955: 144. 24X 

Fiche: 50-390, 84/11/21, 8412140108. 


B412130604 First interim deficiency rept re relief valve thrust forces 
assumed to be negligible. Initially reported on 041030. 

Reanalysis of listed alternate analysis problems underway. 

Next rept will be submitted by 850111. 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 27915:360. 24X 

Fiche: 50-390. 84/11/28, B41 2130604. 


0412140277 Part 21 rept re CRD mechanism heavy drive rod assemblies. 
Issue does not constitute immediate safety concern. Repair 
procedure developed to ensure guide screw locked in place. 

RAHE, E. P. Westinghouse Electric Corp. 84/12/07. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement, 6pp. 
27920: 289. 24X Fiche: 50-000, 84/12/07, 8412140277. 


V. Operator Examinations 


0412030465 Verifies, per TM Novak 841108 request, that shift crew hot 
participation experience criteria include 6 wks experience 
at power level greater than 20% «( experience gained at 
similar 200 MWc plant. 

SHELL, R.H. Tennessee Valley Authority. 84/11/27. ADENSAM, E. 
Licensing Branch 4. Ip. 27724:119, 24X Fiche: 50-390, 84/ 11/27, 

8412030465. 


Q4122S0334 Notifies of 850109 meeting in Atlanta, GA for utils w/near- 
term OLs to discuss recent insp findings & operator 
licensing issues Agenda end. 

O 'REILLY, J. P. Region 2, Office of Director. 84/12/12. PARRIS, H.G. 
Tennessee Valley Authority. 5pp. 28124:104. 24X 

Fiche: 50-390, 84/12/12, 8412280334. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


B41204008B Responds to NRC 840824 request for addl info re permanent 
hydrogen mitigation sys. Location of hydrogen igniters & 
operator action for reset of breakers following air return 
fan motor trip on overcurrent described. 

SHELL, R. H. Tennessee Valley Authority. 84/11/27. ADENSAM, E. 
Licensing Branch 4. 4pp. 27748:320. 24X Fi ch e: 50-390, 84/1 1/27, 

6412040088. 


8412070239 Requests exemption from requirements of Paragraph 
I II. D. 2(b ) (i 1 ) of App J to iOCFRSO requiring that air locks 
opened during periods when containment integrity not 
required by Tech Specs shall be tested at not less than Pa. 

DOMER, J, A. Tennessee Valley Authority. 84/12/03. ADENSAM, E. 
Licensing Branch 4. 2pp. 27814:050 24X Fiche : 50-390, 84/12/03, 

8412070239, 


8412110198 Amend to application for OL, revising Tech Spec 4. 3. 2. 1 , Tab 1 e 
4. 3-2. exempting eight ESF actuation sys slave relays from 
quarterly testing requirements. Mar ked-up Tech Spec end. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/07. ADENSAM, E. 
Licensing Branch 4. 5pp. 27855:301. 24X Fiche : 50-390, 84/12/07, 

8412110198. 


8412170099 Provides info resolving NRC concerns re permissible lowest 
svc metal temp for main feedwater isolation valve wedges, 
in response to NRC 840823 Itr. Licensee now complies 
w/GDC 51. 

HUFHAM, J. W, Tennessee Valley Authority. 84/12/10, ADENSAM. E. 
Licensing Branch 4. 2pp. 27937:050. 24X Fiche: 50-390, 84/12/10, 

8412170099. 


8412180118 Forwards corrected marked-up rev to Tech Spec Pages 3/4 3-42 
to include quarterly test exemptions for ESF actuation sys 
Slave Relays FCV-63-67, -80, -98 -118, per 841109 Itr. W/o 

end. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/12. ADENSAM, E, 
Licensing Branch 4. 2pp. 27961:161. 24X Fiche: 50-390, 84/12/12, 

8412180118. 


8412290174 Informs that all 1984 preoperational monitoring data will be 
submitted by 851231 due to 850301 rescheduled fuel load 
date. Approval requested. 

RIVERS, M. E. Tennessee Valley Authority. 84/12/20. TRAINA, P. J. 
Environmental Protection Agency. 2pp. 28108:060. 24X 

Fiche: 50-390. 84/12/20, 8412280174. 


F. Security, medical, emergency 8< fire protection plans 


8412030381 Forwards addl info re review of plant fire protection 
program to provisions of IOCFRSO, App R, per NRC 840829 
request. Info re associated circuit analysis end. 

SHELL, R, H. Tennessee Valley Authority. 84/11/27. ADENSAM, E. 
Licensing Branch 4. lOpp. 27724:221. 24X Fiche: 50-390, 84/11/27, 

0412030381. 


8412050635 Summary of 841114 meeting w/util re appeal concerning fire 
protection at plant. 

KENYON, T. J. Licensing Branch 4. 84/11/27. Licensing Branch 4. 

13pp. 27783:327, 24X Fiche : 50-390. 84/11/27, 8412050635. 


8412050645 Notification of 841204 meeting w/utll in Bethesda, MD to 
discuss problems associated w/mods to control room design 
reviews. 

KENYON, T. J, Licensing Branch 4. 84/11/27. ADENSAM, E. G. Licensing 

Branch 4. 6pp. 27783:321. 24 X Fiche: 50-000, 84/1 1/27, 8412050645. 


8412040017 Revised emergency procedures, indud ing IP-1, "Operations 
Duty Specialist-Transportation Accident Involving Shipment 
of Radwaste from TVA Facility*' IP-5, "Operations Duty 
Specialist Procedure for General Emergency. " W/B4112S Itr. 

WEBB, W. E. Tennessee Valley Authority. 84/11/28. 25pp, 27747:009. 

24X Fiche: 50-000, 84/11/28, 8412040017. 


8412040039 Forwards "Watts Bar Nuclear Power Plant Exercise Conducted 
on 840911-12." All deficiencies can be corrected through 
training li procurement of resources Sj equipment. 

KRIMM, R.W. Federal Emergency Management Agency. 84/11/28. 

JORDAN, E, L, Division of Emergency Preparedness ii Engineering 
Response (Post S30103). Ip. 27747:284. 24X Fi c he: 50-390, 84/ 1 1/28, 

8412040039. 


— 8412040043 "Watts Bar Nuclear Power Plant Exercise Conducted on 
840911-12, " 

* Federal Emergency Management Agency. 84/10/15, 79pp. 

27747:285. 24X Fiche: 50-390, 84/1 1/28, 8412040039. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick Jk Shoreham, 

DIRCK8, W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27031:259. 24X 

Fiche: 50-000, 84/11/28, 8412060679. 


8412070259 Summary of 841012 meeting w/util in Chattanooga, TN re audit 
of 841003 status rept on control room mods required for 
licensing. 

KENYON, T. J. Licensing Branch 4. 84/11/28. Licensing Branch 4. 

3pp. 27846:275. 24X Fiche: 50-390, 84/11/28, 8412070259, 
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8412280334 Notifies of 850109 meeting in Atlanta^OA for utils cu/neai — 
term OLs to discuss recent insp findings & operator 
licensing i ssues. Agenda and. 

O'REILLY. J. P. Region 2, Office of Director. 84/12/12, PARRIS- H.O 
Tennessee Valley Authority. 5pp. 28124: 104. 24X 

Fiche: 50-390- 84/12/12. 8412280334. 


—8412230237 Insp Repts 50-390/04-42 !. 50-391/84-34 on 840604-08 
Violation noted. failure to follow procedures in authoPiiino 
performing & documenting repairs on damaged 6.900-volt 
cab 1 es . 


THOMAS- M. , 
28128. 077. 


JAPE. F. Region 2. Office of Director 
24X Fiche; 50-390-84/09/25,8412280197. 


84/06/27 iff 


8412180638 Forwards justification St request for deviation from 
lOCFRSO.App R, Section III. 0. 2b. re intervening combustibles 
at faci 1 i ti es. Request based on utiliration of sprinkler 
criteria described during 840829 & 1114 appeal meetings. 

DOMER.J. A. Tennessee Valley Authority. 84/12/13. ADENSAM. E. 
Licensing Branch 4. 7pp. 27974:126. 24X Fiche: 50-390. 84/12/13. 

8412180638. 




r- av. iiiTOrming INKU Of step 

correct violations noted in Insp Repts 50-390/84-51 j, 
50-391/84-40 Violation re engineering change notice 
completion sheets deleted. 

OLSHINSKl. J A. Region 2. Office of Director. 84/10/31 
Tennessee Valley Authority. 3pp. 28126' 132 pay 

Fiche: 50 - 390 , 84 / 10 / 31.8412280123 


PARRiaHi 


J. Insurance 8c indemnity information 


8412190302 Forwards Endorsements 4-13,14 & IB to NELIA Policy NF-256, 
in response to 84H19 request. 

HUFHAM. J. W. Tennessee Valley Authority. 84/12/12. DINITZ. I. 
Office of State Programs, Director. Spp. 28012:158 24X 

Fiche: 50-390. 84/12/12- 8412190302. 


-8412280131 Responds to NRC 840S0S Itr re violations noted » 

50-390/84-51 0 50-391/04-40. Violat. on Phou iTi niJurlJ" 

Since engineering change notice completion sheets not QA 
documents. 

MILLS-L M. Tennessee Valley Authority. 84/10/03. O'REILLY.JP 
Region 2- Office of Director. 3pp. 28126:135 24X 

Fiche; 50-390- 84/10/31. 8412280123, 


84122B0039 Forwards Endorsement 26 to NELIA Policy NF-256. 

DUCK- JR. Marsh & McLennan, Inc. 84/12/20. SALTZMAN- J. Assistant 
Director for State & Licensee Relations. 2pp. 2B111‘260 24X 

Fiche: 50-390. 84/12/20, 8412280039. 


840709-13 notice orviolad;;. 

LEMIS- R. C. Region 2, Office of Director. 84/08/08 
Tennessee Valley Authority. 2pp. 28126; 137. 24X 

Fiche: 50-390, 84/10/31 . 8412280123. 


PARR IS, H. 5 


Q. Inspection reports. IE Bulletins 8< correspondence 


8412010166 Submits revised response to NRC Itr re violations 
noted in Insp Repts 50-390/82-09 St 50-391 /83-07. Correct ive 
actions; controlled single listing (Q-list) developed 
identifying structures & components covered by QA program. 

MILLS, L.M. Tennessee Valley Authority. 83/11/09, 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 27711:230. 24X 

Fiche-: 50-390, 83/11/09. 8412010166. 


— S412280164 Notice of violation from insp on 840709—13 

* Region 2, Office of Director. 84/08/08 Id 2912 A- no 

Fiche: 50 - 390 , 84 / 10 / 31 . 8412280123. 29126 . 139 . 241 


— B4122S0176 Insp Repts 50-390/84-51 & 50-391/84-40 on 840709-13 
Noncomp 1 lance noted: inadequate prior measures taken to 
«nsineering change notice work complete. 

WRIGHT, R, W. , UPRIGHl.C M. Region 2, Office of Director. 04/OB/Oi 

24 :< Fiche: 50 - 390 , 84 / 10 / 31 . 8412280123 


6pp. 


28126: 140. 


8412010054 Submits second revised response to NRC Itr re violations 
noted in Insp Repts 50-390/82-09 U 50-391 /82-07. Correc t ive 
actions ; Q-1 i st developed identifying sys, structures & 
components covered by QA program. 

MILLS. L, H. Tennessee Valley Authority. 84/02/03. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp, 27709:197, 24X 

Fich*; 50-390, 84/02/03, 8412010054. 


8412010029 Suppis 031107 response to violations noted in Insp Repts 
50-390/83-37 & 50-391/83-26. Correct! ve actions: procedures 
written for control design documents, including relay 
setting sheets. drawings U motor curves. 

MILLS. L.M, Tennessee Valley Authority. 84/07/18. O'REILLY. J P 
Region 2. Office of Director, 5pp. 27704:005. 24X 

Fiche-: 50-390. 84/07/18. 8412010029. 


8412280197 Forwards Meeting Summary Rept 50-390/84-42 on 040917, Meeting 
generated better understanding of insp findings & basis for 
denial of violation issued in Insp Rept 50-390/84-42 on 
840703. 

LEWIS, R.C. Region 2. Office of Director. 84/09/25. PARRIS.H. G. 
Tennessee Valley Author.ity. 2pp. 28128:053. 24X 

Fiche-: 50-390, 84/09/25, 8412280197. 


—8412280209 Ack receipt of 840824 k 1002 responses to B40703 notice 
violation. Violation occurred as stated. Revised action plan & 
dates for compliance should be submitted within 30 day 5 if 
corrective actions changed. 

LEWIS, R.C, Region 2, Office of Director. 84/10/26, PARRIS, H. 0 
Tennessee Valley Authority. 3pp. 28128:058. 24X 

Fiche; 50-390, 84/09/25. 8412280197. 


— B41220O21S ForuiTdi i-iipons, to violation note, in Inop Rept 

30-390/04-42 ,, 50-391/04-36. Violation r. faiiura to Pollow ' 

procedures denied. Cable will be reworked by 84X031 
Chronology of events end, 

MILLS, L.M. Tennessee Valley Authority. 84/10/02. O'REILLY, J P 
Region 2, Office of Director. 7pp. 28160:061 24X 

riche: 50-390. 84/09/25, 8412280197. 


50-390/84-81 & 50-391/84-55 on 
841022-25. No violations or deviations noted. 

VERRELLI, D. M. Region 2 , Office of Director. 84 / 11 / 13 . HARR IS, H t 
Tennessee Valley Authority. 2 pp. 28135' 221 24X 

Fiche: 50 - 390 . 84 / 11 / 13 . 8412310162 . 


—8412310169 Insp Repts 50-390/84-81 8, 50-391/84-55 on 041022-25, No 
violations or deviations noted. Major areas inspected: review 
Of preoperational test results k followup items. 

THOMAS, M , JAPE. F. Region 2. Office of Director. 

28135:223. 24X Fiche: 50-390, 84/1 1/13, 8412310162, 


84/11/08, 4pf 


Notice 84-83, "Various Battery Problems." Sve Hit 


JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co ct Htv 

24X Fiche: 50-000. 84/1 1/19. B41U5O0H 


York, Inc. I20pp. 27807:058. 


8412050496 Ack receipt of 841023 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-390/82-09 & 
50-391/82-07. 

VERRELLI, D. M. Region 2, Office of Director 
Tennessee Valley Authority. Ip. 27782:072 
Fiche-: 50-390, 84/11/19. 8412050496. 


84/11/19. PARRIS.H 0 
24X 


~84^0S05Ot Rasponda to NRC Itr r. violation, notod in Insp R.pt, 
30 390/82-09 C< 50-391/82-07, Corrective actions; controlled 
Single list of structures, sys S< components covered by 
design. const & operation QA program. 

MILLS, L. M. Tennessee Valley Authority. 84/10/23. O'REILLY, JP. 
Region 2. Office of Director. 2pp. 27782:073. 24X 

Fiche: 50-390, 84/11/19, 8412050496. 


8412280181 Ac!< receipt of S41030 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-390/84-05 8« 
50-391/84-05. 

OLSHINSKl, J. A. Region 2, Office of Director. 84/11/26. PARRIS.H.t. 

Tennessee Valley Authority, Ip. 28128:225. 24X 

Richer 90— r?On. oa. / i i /C}J. . a /t i riricj/x, r». 
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9411230366 IE Info Notice 8-4-S5, "Mo 1 g b d enura Breakthrough From 
Tc“99m Generators." Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New Vork< Inc. 

B8pp. 27967:086. 24X F i c h e ; 50-000. 84/ 11 /30. 041 1280366. 


0411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys it Nonsaf et g-Related Eq.uipment. " 

Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 2796S.224. 24X Fiche : 50 - 000 . 84/1 1 /30, 841 1280370 


9412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03. 8412030021. 

9412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc 122pp. 27966:093. 24X Fi che : 50-000. 84/12/03. 8412030028. 


9412200345 Ac k receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-390/84—66 & 

50-391/84-48. 

DLSHINSKI. J. A. Region 2. Office of Director. 84/12/04. PARRIS.H. G. 

Tennessee Valley Authority. Ip. 28124:313. 24X 

Fiche: 50-390. 84/12/04. 8412280345. 


— B4122B03S4 Responds to NRC 841015 Itr re violations noted in Insp Repts 
50-390/84-66 8< 50-391/84-48. Corrective actions: debris 
removed from cable tray end it procedure for cable tray insp 
revised . 

DOMER.J. A. Tennessee Valley Authority. 84/11/14. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28124:314. 24X 

Fiche; 50-390, 84/12/04. 8412280345. 


— B412280360 Forwards Insp Repts 50-390/84-66 it 50-391/84-48 on 840827-30 
«f 0911-14 it notice of violation. 

LEWIS. R. C. Region 2, Office of Director. 84/10/15. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28124:316. 24X 

Fiche: 50-390, 84/12/04, 8412280345. 


8412280334 Notifies of 850109 meeting in Atlanta. GA for utils w/near- 
term OLs to discuss recent insp findings it operator 

licensing i ssues. Agenda end. - « 

O'REILLY, J, P. Region 2. Office of Director. 84/12/12. PARRIS.H. 0. 
Tennessee Valley Authority. 5pp. 28124: 104. 24X 

Fiche: 50-390. 84/12/12. 8412280334. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 20123:131. 24X Fiche : 50-000. 84/12/ 17. 8412120541 . 


8412120547 IE Info Notice 84-93. "Potential for Loss of Mater from 
Refueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc 120pp. 28124:001. 24X Fic he : 50 - 000 . 84/12/ 17. 8412120547. 


R. Periodic operating reports & related correspondence 


8412310386 Submits monthly status rept on plant-specific backfits 
through Oct 1984. Lists of backfitting it open issues provided 
in Tables 1 Se 2, respectively. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 34/12/05. 
HOLAHAN, G. M, Operating Reactors Assessment Branch. lOpp. 
28148:351. 24X Fich »: 50-000. 84/12/05, 84123 10386. 


S. Reportable occurrences, LERs related correspondence 


8412140040 First interim Deficiency Rept NCR 5829 re substandard welds 
on reactor bldg conduit supports. Initially reported on 
841029, Welds being reviewed to determine functional 
acceptabil ity. Next rept will be submitted by 841221. 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/21. 0 'REILLY. J, P. 

Region 2, Office of Director. 2pp. 27954:355. 24X 

Fiche: 50-391. 84/11/21, 8412140040. 


8412140108 Final deficiency rept re reactor coolant pump oil drain 
not meeting App R requirement, Initially reported on 841029. 

Drain lines for reactor coolant pump oil drip collection 
pans will be rerouted. . « 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/21. □ 'REILLY, J, P. 

Region 2, Office of Director. 3pp. 27955: 144. 24X 

Fiche: 50-390, 84/11/21, 8412140100. 


— 0412280379 Insp Repts 50-390/84-66 it 50-391/84-48 on 840927-30 St 
0911-14, Violation noted: debris left in Unit 1 cable tray & 
no procedure for post-installation insp of end cable trays. 
THOMAS. M. . BURRIB.S. P., JAPE, F. Region 2. Office of Director. 
04/10/04. 6pp. 28124:319. 24X Fic h e: 50-390, 84/12/04, 8412280345. 


8412210182 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Evaluation of potential for & consequences of refueling 
cavity water seal failure end. 

HUFHAM. J. W, Tennessee Valley Authority. 84/12/06. Q 'REILLY. J. P. 
Region 2. Office of Director. 12pp. 28036:189. 24X 

Fiche-; 50-390, 84/12/06, 8412210182. 


84122B0213 Ack receipt of 841120 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-390/82-09 it 
50-391/82-07. . ^ 

VERRELLI. D. li. Region 2. Office of Director. 84/12/06. PARRIS. H. 0. 
Tennessee Valley Authority. Ip. 28127:305, 24X 

Fiche: 50-390, 84/12/06. 8412280213. 


— 8412280230 Fourth revised 'response to NRC 820528 Itr re violations 
noted in Insp Repts 50-390/82-09 it 50-391/82-07, Correct! ve 
actions; implementing level procedures developed to provide 


mgt control of Q-list. 

HUFHAM, J. W, Tennessee Valley Authority, 84/11/28. 


O'REILLY. J. P. 


Region 2. Office of Director. 2pp, 28127:306. 24X 


Fiche: 50-390, 84/12/06, 8412280213. 


8412140277 Part 21 rept re CRD mechanism heavy drive rod assemblies. 
Issue does not constitute immediate safety concern. Rapa ir 
procedure developed to ensure guide screw locked in place. 

RAHErE. P. Westinghouse Electric Corp. 84/12/07, DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. 6pp, 
27920:289. 24X Fi che: 50-000. 84/ 12/07, 8412140277. 


V. Operator Examinations 


B412030465 Verifies, per TM Novak 841108 request, that shift crew hot 
participation experience criteria include 6 uks experience 
at power level greater than 20X it experience gained at 

similar 200 MWe plant. 

SHELL, R.H, Tennessee Valley Authority. 84/11/27. ADENSAM, E. 
Licensing Branch 4. Ip, 27724:119. 24X Fiche: 50-390, 84/ 1 1/27, 

8412030465. 


8412280334 Notifies of 850109 meeting in Atlanta, GA for utils 
w/near-teim OLs to discuss recent insp findings & operator 

licensing issues. Agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/12, PARRIS, H.G. 
Tennessee Valley Authority. 5pp. 28124: 104. 24X 

Fiche: 50-390. 84/12/12. 8412280334. 


DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEGE RES. REACTOR 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensi tized 316 Stainless Steel." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50 - 000 . 84/12/07. 8412050081. 

0412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York. Inc ll4pp. 27966:215. 24X Fi che : 50-000. 84/12/07, 0412050090. 


0412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co, of New 

York. Inc 116pp. 28032:130. 24X Fi che : 50-000, 84/12/ 10. 8412060594. 


Q, Inspection reports. IE Bulletins 8c correspondence 


8412140504 Forwards Insp Rept 50-394/84-02 on 841115. No violation 
noted. 

WENSLAWSKl, F, A. Region 5, Office of Director. 84/11/26. BRUO, R. 
California Polytechnic State Unlv. , San Luis Obispo, CA. 7p. 
27937:224. 24X Fiche: 50-394, 84/11 /26, 8412140504, 


— 8412140506 Insp Rept 50-394/84-02 on 841U5. No violations or deviations 
noted. Major areas inspected: progress in implementing 
dismantling order, including disposition of reactor fuel 8c 
components 8c facility decontamination. 

GARCIA, E.M., YUHAS, G. P. Region 5, Office of Director. 84/11/23, 

3pp, 27937:225. 24X Fich e: 50-394, 84/1 1 /26. 8412140504. 
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DOCKET SO-395 VIRGIL C SUMMER NUCLEAR STATIONi UNIT 1 


F. Security, medical, emergency & fire protection plans 


B412310226 Forwards Insp Rept 50-395/BA-24 on 840821-22. No violation 
noted. 

VERRELLI.D. N Region 1, Office of Director 84/09/18 DIXON, 0. W. 
South Carolina Electric L Gas Co. 2pp 28135:097. 24X 

Fiche: 50-395, 84/09/18, 8412310226. 


— 8412310231 Insp Rept 50-395/84-24 on 840821-22. No violation noted. 
Major areas inspected : emerg ency preparedness section of 
prompt notification sys & early warning siren sys maint & 
operation. 

CUNNINGHAM, A. L. . CLINE. W. E. Region 2, Office of Director. 
84/09/18. 4pp. 28135:099. 24X Fiche: 50-395, 84/09/18. B412310226. 


0412010150 Rev 5 to Emergency Plan Procedure EPP-022, "Verification of 
Communications Operability. " W/841126 Itr. 

DIXON, O.L'. South Carolina Electric ^ Gas Co. 84/11/26. 

□ "REILLY. J. P. Region 2, Office of Director. 27pp. 27710:330. 24X 

Fiche: 50-395, 84/11/26, 8412010150. 


8412280259 Ac k receipt of 841120 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-395/84-27. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/12. DIXON, O.W. 
South Carolina Electric t, Gas Co. Ip. 28127:325, 24X 

Fiche: 50-395, 84/12/12, 8412280259. 


— 8412280263 Notice of violation from insp on 840827-31. 

* Region 2, Office of Director. 84/10/24. Ip 28127:330. 24X 

Fiche: 30-395. 84/12/12, 8412280259, 


— 8412280268 Insp Rept 50-395/84-27 on 840827-31. Violation noted: 
failure to follow radiation protection procedure. 

PEERY, W. W. . JENKINS, 0,R. Region 2, Office of Director. 84/10/04. 
10pp. 28127:331, 24X Flc he: 50-395, 84/12/12, 0412280259. 


H. General correspondence 


8412040183 Forwards revised distribution list to ensure accurate 
distribution of NRC documents. 

DIXON, O.W. South Carolina Electric & Gas Co. 84/11/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 27746:185 
24X Fiche; 50-395,84/11/28,8412040183. 


P. Operating license stage documents ^ correspondence 


8412030261 Forwards Amend 33 to License NPF-12 safety evaluation. 
Amend modifies Tech Specs to add addl containment 
penetration conductor overcurrent protection devices to 
Table 3. 8. I. 

ADENSAM, E. G. Licensing Branch 4. 84/11/13. DIXON, O.W. South 

Carolina Electric & Gas Co, 2pp. 27742:054. 24X 
Fiche; 50-395, 84/11/13, 8412030261. 


0412030271 Amend 33 to License NPF-12, modify ing Tech Specs to add addl 
containment penetration conductor protection device to 
Table 3, 8. 1. 

ADENSAM, E. G. Licensing Branch 4. 84/11/13. 4pp, 27742’ 056 24X 

Fiche: 50-395, 84/11/13, 8412030261, 


— 8412040097 Proposed Tech Spec Table 3.3-3, "ESF-Actuati on Sys 
Instrumentation," indicating that only one channel of ^ 
containment radioactivity-high isolation signal required to 
be operable in Modes 1-4 when purge supply in use, 

■» Sooth Carolina Electric & Gas Co. 04/11/29 Id 27740 i fjj 
24X Fiche: 50-395, 84/11/29, 8412040078. 


8412040118 Application for amend to License NPF-12, revi s i ng Tech SoBr< 
to define all allowable power levels for RCS flow rates less ^ 
than 10071 of thermal design flow. 

DIXON, O.W. South Carolina Electric St Gas Co. 84/11/29. DENTON H f 
Office of Nuclear Reactor Regulation, Director. 2pD 2774B 
24X Fiche: 50-395, 84/11/29, 0412040118. 


— 8412040122 Proposed Tech Spec defining allowable power levels for 
flow rates less than 1007. of thermal design flow. 

* South Carolina Electric it Gas Co. 84/11/29. <^>00 2774fl ' 5 n'! 

24X Fiche: 30-395, 84/11/29, 8412040118. 


8412040244 Application to amend License NPF-12, revis ing Tech Specs to 
incorporate periodic testing requirements for cable & 
equipment protective devices. Fee paid, 

DIXON, O.W. South Carolina Electric it Gas Co. 84/11/29. DENTON, HR 
Office of Nuclear Reactor Regulation, Director. 2dd 27 744Tifl 
24X Fiche: 50-395, 84/11/29, 8412040244. 


— 8412040247 Proposed Tech Spec changes, incorporating periodic testing 
requirements for cable it equipment protective devices, * 

* South Carolina Electric it Gas Co. 84/11/29. 3dd 27744 - -lAfi 
24X Fiche: 30-395, 84/11/29, 8412040244. Jou, 


94120702S2 Advises that Rev 2 to Gilbert Assoc, Inc Rept 2364, "Control 
of Heavy Loads at VC Summer Nuclear Station," will be 
submitted by 850123. 

DIXON, O.W. South Carolina Electric 8< Gas Co. 84/11/30. DENTDM,HR 
Office of Nuclear Reactor Regulation, Director, ip 27824-110 
24X Fiche: 50-395. 84/11/30, 0412070252. 


8412120571 Forwards Amend 34 to License NPF-12 i>. safety evaluation. 
Amend changes Tech Specs to allow installation of p -9 
interlock to prevent direct reactor trip following turbine 
trip at or below SOX power. 

ADENSAM, E.O. Licensing Branch 4. 84/11/30. DIXON, O.W. South 

Carolina Electric & Gas Co. 3pp. 27912:344. 24X 
Fiche: 50-395, 84/11/30, 8412120571, 


8412120577 Amend 34 to License NPF-12, chang ing Tech Specs to allow 
installation of P-9 interlock to prevent direct reactor 
trip following turbine trip at or below 507. reactor power. 
ADENSAM, E. G. Licensing Branch 4. 84/11/30. lOpp 27912 347 

24X Fiche: 50-395, 84/11/30, 8412120571. 


8412120585 Safety evaluation supporting Amend 34 to License NPF-12, 
* Office of Nuclear Reactor Regulation, Director. 84/11/30 
27912:357. 24X Fiche: 50-395. 84/1 1/30, 8412120571. 


0412200375 Clarifies schedule for removing 8< testing Boraflex spent 
fuel pool storage rack sample coupons, per request. Schedule 
revised to allow more frequent coupon surveillance during 
plant life. 

DIXON, O.W. South Carolina Electric «c Gas Co. 84/12/14. DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. 2pp, 28020 250 
24X Fiche: 50-395, 84/12/14, 8412200375. 


8412030281 Safety evaluation supporting Amend 33 to License NPF-12. 

* Office of Nuclear Reactor Regulation, Director. 84/11/13 2pp 
27742:060. 24X Fiche: 50-395, 84/11/13, 8412030261. 


8412030374 Provides addl info on hardware re installation of P—9 
interlock, per NRC request. Configuration of bistable/relay 
driver board it transformer for P-9 same as P-8 interlock 
currently instal 1 ed. Diagram end. 


DIXON, O.W. South Carolina Electric & Gas Co. 84/11/27. 

Office of Nuclear Reactor Regulation, Director. 3pp 
24X Fiche: 50-395, 84/11/27, 8412030374. 


DENTON, H. R. 
27724: 208. 


8412040026 Resubmits 840923 response to Generic Ltr 84-15, "Proposed 
Staff Actions to Improve !< Maintain Diesel Generator 
Reliability," to include oath it affirmation. 


DIXON, □. W. South Carolina Electric it Gas Co. 04/11/29. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. lo 27747-036 

24X Fiche: 50-395, 34/11/29, 8412040026. 


8412040078 Application for amend to License NPF-12, revising Tech Spec 
Table 3.3-3, "ESF Actuation Sys Instrumentation." Fee paid, 

DIXON, O.W. South Carolina Electric & Gas Co. 84/11/29. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director, Son 27748* 121 
24X Fiche: 50-395, 84/1 1/29, 841204007B. 


8412210132 Application for amend to License NPF-12, revising Tech Spec 
3/4.9.11 re spent fuel pool ventilation sys to require 
certain surveillance testing only when sys used in ESF 
function. Fee paid. 

DIXON, O.W. South Carolina Electric it Gas Co. 84/12/14. DENTON, H.R 
Office of Nuclear Reactor Regulation, Director. 3pp. 28036:206. 
24X Fiche; 50-395, 84/12/14, 8412210132. 


8412210137 Proposed Tech Spec 3/4.9.11 re spent fuel pool ventilation 
sys to require certain surveillance testing only when sys 
used in ESF function. 

* South Carolina Electric it Gas Co. 84/12/14. 3pp. 28036:209. 
24X Fiche: 50-395,84/12/14, 8412210132. 


8412270202 Forwards Westinghouse application & affidavit for 
withholding it nonproprietary version of info re VANTAGE 5 
demonstration fuel assemblies loaded into Cycle 2 core. 

DIXON, O.W. South Carolina Electric Sc Gas Co. 84/12/14. DENTON, H.fl. 

Office of Nuclear Reactor Regulation, Director. Ip. 28090:323. 
24X Fiche: 50-395, 84/12/14, 8412270202. 


-8412270213 Requests info re radial peaking factor limit transfliitt*!! In 
South Carolina Electric it Gas Co 841128 ltr be withheld 
(ref 10CFR2, 790). 

MIESEMANN, R, A, Westinghouse Electric Corp. 84/11/27. Dfficif of 
Nuclear Reactor Regulation, Director. 9pp. 28090:324, 24X 

Fiche; 50-395, 84/12/14. 8412270202. 



DOCKETED ITEMS 


257 


412270219 Nonproprietary "Calculated FQ vs Core Height Curves for 
y»C Summer Nuclear Station. Cycle 2. ” 

* Westinghouse Electric Corp. 84/12/14 4pp. 28090:333. 24X 

^iche: 50-395, 84/12/14, B412270202. 


412270228 Nonproprietary "Safety Evaluation for VANTAGE 5 
Oetnan strati on Fuel Assemblies in VC Summer Nuclear Station." 

* Hestinghouse Electric Corp. 84/12/14. 5pp> 28090:337. 24X 

Fiche: 50-395, 84/12/14, 8412270202. 


J27031 1 Application for amend to License NPF-12, c hang ing Tech Spec 
}a.7.T to indicate operability of snubbers required for 
jfe shotdoiun/acc iden t ni tig ation. Mar ked-up Tech Specs end, 
lXQh*'0-W South Carolina Electric Gas Co. 84/12/14. DENTON, H. R, 
office of Nuclear Reactor Regulation. Director. 10pp. 28088:126. 

4X Fiche- 50-395, 84/12/14, 8412270311. 


[nspection reports, IE Bulletins & correspondence 


—8412280183 Insp Rept 50-395/84-33 on 841031 -1 102. No violation or 
deviation noted. Major areas insp ecte d . ref uel ing 
preparations, fol lowup on IE Bulletin 84-03 8< independent 
insp effort. 

MATHIS. J L. , JAPE.F. Region 2, Office of Director. 84/11/15. 
5pp. 28128:237. 24X Flch e : 50-395. 84/1 1 /20, 8412280169, 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York, Inc. 126pp. 278-07:179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 


8411280366 IE Info Notice 84-83, "Molybdenum Breakthrough From 
Tc-99fn Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 5< Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

BSpp. 27967:086. 24X Fi ch e : 50-000, 84/1 1/30, 84 1 1280366. 


>310226 Forwards Insp Rept 50-395/84-24 on 840821-22 No violation 
jted. 

^rRElLI.D M. Region 1, Office of Director. B4/09/1S. DIXON, O.W. 
juth Carolina Electric Zt Gas Co. 2pp. 28135:097. 24X 

iche: 50-395, 84/09/18, 8412310226. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30. 8411280370. 


U2310231 Insp Rept 50-395/84-24 on 840821-22, No violation noted. 
Major areas inspected; emergency preparedness section of 
prompt notification sys & early warning siren sys maint !< 
operation. 

CLFNN INGHAM. A. L. . CLINE, W. E. Region 2. Office of Director. 
84/09/18. 4pp. 28135:099. 24X Fiche; 50-395, 84/09/18. 8412310226. 


J2B0220 Forwards Insp Rept 50-395/84-32 on 841006-11. No violations 
' deviations noted. 

lHRElLI.D. M. Region 2, Office of Director. 84/11/06. DIXON, D.W. 
juth Carolina Electric Gas Co. 2pp. 28127:308. 24X 

ichs^: 50-395, 04/11/06, 8412280220. 


U22a0225 Insp Rept 50-395/84-32 on 841006-11. No violations or 
deviations noted, Major areas inspected: c ontainment 
integrated leak rate test witnessing & review of associated 
documentation. 

WHITENER, H. L. , JAPE, F. Region 2, Office of Director. 84/11/02. 
5pp. 28127:310, 24X Fi c h e: 50-395, 84/1 1 /06, 8412280220. 


>060294 Ack receipt of 341102 Itr informing NRC of steps taken to 
irrect violations noted in Insp Rept 50-395/84-25. 

.SHINSKI, J. A. Region 2, Office of Director. 84/11/14. DIXON, O.W, 
juth Carolina Electric & Gas Co. Ip. 27S26: 147. 24X 

LChfr: 50-395. 04/11/14, 8412060294. 


H2060307 Forwards responses to violations noted in Insp Rept 
50-395/84-25, Correc tive ac tions : temporary "dry" drag testing 
procedure discontinued & formal General Test Procedure 309 
approved on 840904 for "dry" drag testing. 

DIXON, O.W. South Carolina Electric &< Gas Co. 84/11/02. 

O'REILLY, J. P, Region 2, Office of Director. 5pp. 27826:148, 24X 

Fiche: 50-395, 84/11/14. 8412060294. 


H20A0314 Forwards Insp Rept 50-395/84-25 on 840801-31 notice of 
vio lat ion. 

LEWIS, R.C. Region 2, Office of Director, 84/10/03. DIXON, O.W. 
South Carolina Electric & Gas Co. 3pp, 27826:153. 24X 

Fiche: 50-395, 84/11/14, 8412060294. 


I>12060318 Notice of violation from insp on 840801-31, 

* Region 2, Office of Director. 84/10/03. 2pp. 27826:156. 24X 

Fic be: 50-395, 84/11/14, 8412060294. 


U2060327 Insp Rept 50-395/84-25 on 840801-31. Violations noted: rfailure 
to perform written safety evaluation for "drag testing" 
procedure on spent fuel storage racks & failure to properly 
calibr spent fuel bridge crane load cell. 

HEHL, C. W. , CANTRELL, F. Region 2, Office of Director. 84/09/28. 

7pp. 27826:158. 24X Fiche: 50-395, 84/11/14, 8412060294, 


150064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
'Cl, 

IROAN, E. L. Division of Emergency Preparedness it Engineering 
'sponse (Post 830103). 84/11/19. Consolidated Edison Co, of New 

'rk, Inc. i20pp. 27807:050, 24X Fiche; 50-000, 84/11/19, 8411150064. 


500169 Forwards Insp Rept 50-395/84-33 on 841031-1102. No violation 
deviation noted. 

RRELLliD. M. Region 2. Office of Director. 84/11/20. DIXON, O.W. 
uth Carolina Electric Za Gas Co. 2pp. 28128:235, 24X 

Che: 50-395,84/11/20,8412280169. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fi che: 50-000, 84/12/03, 8412030021 . 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, S41203002B. 


8412260105 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-395/84-29. 

□LSHINSKI, J. A. Region 2. Office of Director, 84/12/04. DIXON, O.W. 
South Carolina Electric tt Gas Co, Ip. 28063:335. 24X 

Fiche: 50-395, 84/12/04, 8412260105. 


— 8412260108 Responds to NRC 841017 Itr re violations noted in Insp Rept 
50-395/84-29. Corrective ac tions ; overpower delta temp 
protection channel calibr. 

DIXON, O.W. South Carolina Electric it Gas Co. 84/11/16. 

O'REILLY, J, P. Region 2, Office of Director. 4pp. 28063:336. 24X 

Fiche: 50-395, 84/12/04, 8412260105. 


— 8412260110 Forwards Insp Rept 50-395/84-29 on 840901-1001 & notice of 
violation. 

LEWIS, R.C. Region 2, Office of Director. 84/10/17. DIXON, O.W. 
South Carolina Electric Gas Co. 2pp. 28063:340. 24X 

Fiche; 30-395, 84/12/04, 8412260105. 


— 8412260114 Notice of violation from insp on 040901-1001. 

* Region 2, Office of Director. 84/10/17, 2pp. 28063:342, 24X 

Fiche: 50-395, 84/12/04, 8412260105. 


— 8412260118 Insp Rept 50-395/84-29 on 840901-1001, Noncomp 1 iance noted; 
failure to follow procedures during new fuel receipt it 
failure to identify it take prompt corrective action for 
condition adverse to quality. 

HEHL.C.W, , CANTRELL, F. Region 2, Office of Director. 04/10/16. 
Bpp. 28063:344. 24X Fiche: 50-395, 84/12/04, 8412260105. 


8412190116 Forwards Revs 0 2 to General Test Procedures GTP-304 it 

GTP-303, "Inservice Insp Sys Pressure Testing" & "Inservice 
Insp for Component Supports, " respectively, 

DIXON, O.W. South Carolina Electric 5t Gas Co. 84/12/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28010:001. 

24X Fiche: 50-395, 84/12/06, 8412190116. 


— 8412190117 Rev 0 to General Test Procedure OTP-304, "Inservice Insp Sys 
Pressure Testing. " 

DERRICK* T. W, , QUINTO, M. D. South Carolina Electric 8* Gas Co. 

04/08/14. 33pp. 28010:002. 24X Fiche : 30-395, 84/12/06, 84121901 16. 


— 8412190125 Rev 2 to General Test Procedure GTP-305, "Inservice Insp for 
Component Supports. " 

COLLIER, L. B. , QUINTO, M. D. South Carolina Electric 8, Gas Co, 

04/08/24. 317pp. 28010:036. 24X Fiche: 50-395, 84/12/06, 

8412190116. 


8412030081 IE Info Notice 04-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end, 

JORDAN, E.L, Division of Emergency Preparedness 8t Engineering 
Response (Post 030103), 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 
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a4i3030090 IE Info Notice 84-90, "Main steam Line Break Effect on 

" SVC I. at enH 

ReaponU' (Poa^'aOOl’M)”' la"?"?' '‘'■''^"‘'^“^‘/"ilin.erins 
votk. inc. ii4pp, E7,Ea:3.3‘ 

®‘*iieasor’lnt,'p'’° “®‘= “f Meteorological 

neasurements Programs. ■• Svc list end. 

Rea“II;f <P„a?'B^oloSl°'’ iTAlnl" '’''?onaonp%V?3‘""’'‘"“ 
v=rk, Inc. liopp, 38032:130. a4x Piche. so-oSo'ao/Ja^S. s^ieSIos;:. 

."ssi::;;',:, s::'i: •'.“'•as,.,;;'®;; 

Fiche: 50-395,84/12/12,8412280239, 24X 

-8412280260 Responds to NRC 1 tr re violations noted in Insp Rept 
r^d?!?( actionsrworker disregarding 

procedures terminated ® 

S'R«Llv“j 0 ^““^" 5^''°^"^ Electric S Gas Co. 84/11/20. 

Eiohi^Bolassisa/ra/Ja.siialaoas,"' =3127:328. 2 ,x 

“®''i“?a?ton''°''“"‘’‘ “-=”'=-'-=7 on 840827-31 t, notice of 

Soutf Ca^olIna'°E"c?;irrOa%°c'o'’‘lp%‘"' a"*™' “■ 

FI Che ; SO-395. 84/12/12, 8412280259. »!*=!/. 328. 24X 


-841228026.3 Notice of violation from i„ap on B40827-3I 

cr- Office or Director. 84/10/24 In 28127- 

Fiche: 50-395, 84/12/12, 8412280259. ^ 2ei27. 330. 


24 X 


lOpp. 28127:331. %?x%ict:?5S-3?k 

^''pSmrDiiaJl Enjinel‘'"vril?i ^ 01 '"""“ °' Cummlna Fire 

^Poe?‘8lolss,.°^ 

Vork, Inc. U9PP. 28123:131. 84X Fiche: 50-oSaa4/j2”; j5l2?20Ml. 

^‘’Rffuelin.'LJ"'°r^°?i" for Loa 

SSrmiI.E L " 

Response 

Vorfc, Inc. 120pp 


s of Water from 


<Posf83ojS3).“^ IVnltTtl'^ 

120 pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


reports i- related 


correspondence 


®''L§}oS3N^T,‘''i;xSS'S*^‘'”s''':H* W>'=‘*n08 Itr. 

84 / 10 / 31 . BARW.lV nfpfrr f r°“"^ Elettrio E Sea Co. 

=7894:040. =4X FIc be: =0-395, al/Jo/armiai Jwir"'' 


?— occurrences, LERs t, related 


correspondence 


S412030511 Special Rept SPR 84-016- after • 

lOE. 24 X 

KODN'rR'"n?^"*‘”'’ '■•’S.W/SilloE Ur“'‘ 

r-=?9;9“^r°2:xFfcb^^Sf;;i^S4^f^^s:r^4.^ — ^■ 

-ifu'nctior^^^rjLr'”* 

ii:pT3r;:gTr-e:?:s.---' - --- 

“of??;°'of Nocuir^wcior R^g'SuJJon “wr^oi DENTON, H. R. 

24 X Fiche: 50 - 395 , 84 / 12 / 1 ^ 84 ^ 2200^94 ^PP* 20019 : 057 . 


VIRGINIA cavalier REACTOR 

& fire protedion plans 



procedures during holiday season fc SBmFtcr!^ • ,** approve 

MiH nco D II •>• - ’ aeaskon « Semester interluric 

Thomas: c; o’ sJInda^diid jon 

27820:296. 24X Fiche. 50-06^, L/U/29^84l2^;on2 """‘^'’' 

= Sc correspondence 

S412190277 Forujards response to NRC questions re SAB 

Specs, per 841126 Itr. ^ cions re BAR & revised Tetl 

THoSAsic.O. OmJf oi NudearReactoi°Regur'J|*' 

=8011:24.4. S4X Fich.:=o-S,“84/ri/Ja84ll?^ol7r' 

NULDER?R. U.°'^“Si?gin*aI' Un!“ Chirl°^t'^*''- XMtttr 
THOMAS, C.O. 0«i« ai NCcrearRaLtoi°Ra"ri''' '"S' 

=8076:191. =4X Flch,:=0-39lr84/tl/2a84!227S«r' 


=„ 


28076:193. 24X Flcha: =0-396, 84/12/20, 8412270401.^^ ^’ 


72pp 


nuclear PROJECT, UNIT 2 

--f!L“!!!l!ZZ!!Z!*!“!!Z°Z.!!!!!_Z!!“Z'"F '=°''retpond.nc. 




M.Tadllt-6 C=?L",’'p.°S. °'lg“’” 7060 . 00 r’'‘’ 24 X FuTIo' n 
8409040220. ^ erz-uou. uu^, 24X Fiche: 50-0 


Fiche: 50-000, 84/03/24, 


Ffe rgencg Wira pratectian glana 
"EmargeLg'Trai^ing'""°'"'“ Procedura 13.147, 


^'’-NearbrNRcIaan^FaSriJa^E'' Procadnre 13.4.a, 

AaBi«<-«nr^ .. facility Emerg enc i e s/Reques t for 
Assistance," canceled. 

exercise, pe?'^841115°meetino'^u/NRC^&^^ + h*'^^B‘^“^® annual emerjanc^ 

FnfnrremoTt*. =. Z- "meeting ui/NRC 8 < other Region V utils. 

R^Xn T appropriate, since date recommended by 

MARTINf j’ B *” RmoloII*777r“'‘^*' Pdfer Supplg System. 84/12/04. 

Fic””it397,8l?iSU'84l2l;Sl7:.‘’”‘'^‘'’^' =" 

^"’pETras’j F°'' 2 7/’’;""“''° "Notifitmtions. " 

27920:041.' 24rFi"il.*7o-3^^,74^?S%6"85!2?4oS!j.'”' 

;.r,:";i-::!, ;;r 

Rernl^rf^a* ^ Washington Public Power Supply System 84/12/04 

Fiche: sol397.71/12%II'8«i;sS5sl 


S412180589 Rev 4 to emergency preparedness plan. 

28000*203® System, 84/10/31. 

.:iauoo,S03. 24X Fiche: 50-397.84/12/06, 8412180584 


364pp. 
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e Adjudicatory correspondence 


8409040220 Responds to FDIA request for 12 categories of documents re 
WPPSS. Forwards box of financial fi les, Review for addl 
records subj to request continuing. 

FELTONi J, M Division of Rules and Records. 94/08/24. COHENi B. K, 
Meredith Cohen< P. C. Ip. 27060:004. 24X Fi c he: 50-000. S4/08/24i 

9409040220. 


I. Financial information 


8412270078 Informs that BPA obligated to pay total annual costs of 
plant through mechanian of encl net billing agreement as 
stated in end 830701 Itr to DOE. Comp liance W/10CFR140. 21 
satisfied. 

SORENSEN. 0. C. Washington Public Power Supply System. 84/12/19. 
SCHWENCER. A. Licensing Branch 2. 39pp. 28081:274. 24X 

Fiche; SO-397. 84/12/17* 8412270078. 


J. Insurance & indemnity information 


8412270385 Forwards Endorsements 18 &: 11 to NELIA MAELU Policies 
NF-270 S( MF-1 10. respect ive ly & Endorsement 3 to NELIA & 

MAELU Certificates N-91 & M-91. 

ASHBURN. D. J. Marsh & McLennan. Inc. 84/12/20. SALTZMAN. J, 
Assistant Director for State & Licensee Relations. 5pp. 28087:355. 
24X Fiche: 50-397. 84/12/20. 8412270385. 


H.. Utility Final Safety Analysis Report (FSAR) & amends 


8412140128 Amend 35 to FSAR for WPPSS 2. W/841i0a Itr. 

SORENSEN. G. C. Washington Public Power Supply System. 84/11/30. 
SCHWENCERiA. Licensing Branch 2. 13B2pp. . 27927:029. 24X 

Fiche: 50-397, 84/11/30, 8412140128. 


P. Operating license stage documents it correspondence 


8412040036 Advises that review of reactor vessel water level 
i ns tr umenta t ion in response to NUREG-0737i Item II. F. 2 it 
Generic Ltr 84-23 comp leted. License Condition 9 re 
inadequate core cooling instrumentation analysis satisfied. 
SORENSEN, 0. C. Washington Public Power Supply System. 84/11/27. 
SCHWENCER, A. Licensing Branch 2. 2pp. 27748:005. 24X 

Fiche-: 50-397. 84/11/27. 8412040036. 


8412110133 Grants permission for use of ASME Code Case N-341. 
"Certification of Level III NDE Examiner. Section III,Div 1. " 
per 840816 request. Updates to FSARs it Code edition it 
addenda of Section XI of Code requested. 

NOVAK, T. M. Assistant Director for Licensing. 84/12/05. 
SORENSEN, G. C. Washington Public Power Supply System. 2pp. 
27099:300. 24X Fi ch e; 50-397. 84/12/05, 84121 10133. 


8412120309 Informs of withdrawal of Lewis & Douglas Co Public Util 
Districts from WPPSS. Action follows earlier withdrawal of 
three other public util d istricts. Supp ly sys membership 
now consists of 18 public agencies. 

SORENSEN, 0. C. Washington Public Power Supply System. 84/12/05. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27873: 328, 24X Fiche: 50-397, 84/12/05, 8412120309. 


8412140240 Forwards Amend 7 to License NPF-ai it safety evaluation. Amend 
changes License Condition 2.C. (11) re deferred const of 
shield walls e< window. 

SCHWENCER, A. Licensing Branch 2. 84/12/10. SORENSEN, 0. C. 

Washington Public Power Supply System. 4pp. 27958:134. 24X 

Fiche; 50-397. 84/12/10. 8412140240. 


— 8412140243 Amend 7 to License NPF-2i , chang ing License Condition 

2. C. (11) re deferred const of shield walls it window. 

EISENHUr, D. 0. Division of Licensing. 84/12/10. 4pp. 27958:138. 
24X Fiche: 50-397. 84/12/10. 8412140240. 


—8412140249 Safety evaluation supporting Amend 7 to License NPF-21. 

* Office of Nuclear Reactor Regulation. Director, 84/12/10. 5pp. 
27958: 142. 24X Fiche: 50-397. 84/12/10, 8412140240. 


0412170381 Advises that emergency cable cooling sys performance 
reevaluated using as-built heat loads instead of design 
assumptions. FSAR will be updated to reflect calculations. 
SORENSEN, G. C, Washington Public Power Supply System. 84/12/10, 
SCHWENCER, A. Licensing Branch 2, Ip. 27933:137. 24X 

Fiche: 50-397. 84/12/10, B4121703S1, 


8412270220 Application for amend to License NPF-21, revising Tech Specs 

3. 6. 1. 3 & 4, 6. 1, 3 re primary containment airlocks St 
surveillance requirements. respectively. Fee paid. 

SORENSEN, G. C. Washington Public Power Supply System. 84/12/20, 
SCHWENCER. A. Licensing Branch 2. 4pp. 28090:259, 24X 

Fiche; 50-397. 84/12/20. 8412270220. 


— 8412270227 Proposed Tech Specs 3. 6. 1. 3 «t 4. 6. 1.3. re primary 
containment airlocks 8t surveillance requirements, 
respectively. 

* Washington Public Power Supply System. 84/12/20. 2pp. 
28090:263. 24X Fiche: 50-397. 84/12/20, 8412270220. 


B41Q2B0025 Informs that three shield walls c omp 1 eted . per Condition 
2. C(ll) of Amend 7 to License NPF-21 as amended by NRC 
841210 ltr. 

SORENSEN. G. C . Washington Public Power Supply System. 84/12/20. 
SCHWENCER. A. Licensing Branch 2. Ip. 28112:019. 24X 

Fiche: 50-397. 84/12/20. 8412280025. 


8412280040 Confirms 841212 telcon re NRC acceptance of 850118 as new 
submittal date for addl info concerning BWR Owners Group 
response to NUREG-0737, Item II.D. 1, 

SORENSEN, G. C. Washington Public Power Supply System. 84/12/20. 
SCHWENCER, A. Licensing Branch 2. Ip. 28111:280. 24X 

Fiche: 50-397, 84/12/20, 8412280040. 


8412280478 Requests remittance of addl fees to complete 840120 
application involving eight Tech Spec changes. Changes re 
primary containment isolation valves reassessed as Class III 
fee. Remaining changes categorized as Class II. 

DIGGS, R.M. License Fee Management Branch, 84/12/20. SORENSEN. 0. C. 
Washington Public Power Supply System. Ip. 28128:361. 24X 

Fiche: 50-397,84/12/20. 8412280478. 


Q. Inspection reports. IE Bulletins 8s correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems.*' Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24 X Fiche: 50-000, 84/1 1/19, 8411150064. 


8412040174 Responds to NRC 840613,29 it 0807 Itrs re violations noted in 
Insp Repts 50-397/04-09,50-397/84-13 8s 50-397/84-18. 

Corrective actions: repairs will be completed within 24 h 
for loss operability of air lock door interlock mechanism. 

SORENSEN. G. C. Washington Public Power Supply System. 84/11/21. 
KIR8CH. D. F. Division of Res ident. Reactor Project 8s Engineering 
Programs. 9pp. 27746:345. 24 X Fiche: 50-397, 84/1 1/21. 8412040174. 


8412140282 Forwards Insp Rept 50-397/84-34 on 841022-26. No violation 
noted, 

KIRSCH, D. F. Region 5, Office of Director. 84/11/23, SORENSEN, G. C. 
Washington Public Power Supply System. Ip, 27954:321, 24X 

Fiche: 50-397, 84/11/23,8412140282. 


— 8412140285 Insp Rept 50-397/84-34 on 841022-26. No violation or 
deviation noted. Major areas inspec ted: f ol lowup items, TMI 
<NURE0-0737) followup It independent insp. 

WILLETT, D. J. , JOHNSON. P.H. Region 5. Office of Director. 

84/11/21. 4pp. 27954:322. 24X Fi che; 50-397, 84/1 1/23. 8412140282. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/11/27. Consolioated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 04/1 1/27, 8411210360, 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-97m Generators." Svc list encl. 

GRACE, J.N. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fi c he ; 50-000, 84/11 /30. 841 1280366. 


8411280370 IE Info Notice 04-86. "Isolation Between Signals of 
Protection Sys it Noniafety-Related Equipment. " 

Svc list encl, 

JORDAN. E. L, Division of Emergency Preparedness 8s Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000. 84/1 1/30. 0411280370. 


8412100224 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Summary rept addressing potential for 8e consequences of 
refueling cavity water seal failure incident encl, 

SORENSEN, 0. C. Washington Public Power Supply System. 84/11/30, 
Record Services Branch (Document Control Desk). 5pp. 27834:355. 
24X Fiche: 50-397. 84/11/30. 8412100224. 


8412170180 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal. " Gross seal failure not expected because critical 
components welded or bolted in place, Seven methods 
identified to move makeup water to fuel pool 8t reactor well, 
SORENSEN, G. C. Washington Public Power Supply System. 84/11/30. 
MARTIN. J, B. Region 5, Office of Director. 6pp. 27936:171, 24X 

Fiche: 50-397. 84/11/30. 8412170180. 
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Thermal Deflection Induced bj 
Stratified Flou. " Svc list end. ^ 

Re«non«f‘m Emergency Preparedness & Engineering 

Response (Post 830103). 84/12/03. Consolidated Edison Co of Neui 

ork. Inc. 117pp. 27965:340. 24X Fiche; 50-000, 84/12/03i 8412030021. 


“Standby Gas Treatment Sijs Problems. " 


8412030028 IE Info Notice 84-88. 

Svc list end. 

JORDAN. E.L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103K 84/12/03. Consolidated Edison Jo.' of Neu. 

r . Inc. 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03. 8412030028. 

8412050081 IE Info Notice 84-89. “Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN. E.L^ Division of Emergency Preparedness & Engineering 

34/12/07. consoliddtdd EdJ.orcI' of Noe 

. Inc. IlSpp. 27966:332. 24X Fiche: 50-000. 84/12/07. 8412050081. 

B412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Equipment.” Svc list end. 

JORDAN. E.L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated EdisorJo of Neui 

ot * nc. 114pp. 27966:215. 24X Eiche; 50-000. 84/12/07. 8412050090. 

Problems of Meteorological 
neasurements Programs. '• Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Enaineerinn 

?onsoH5:tL^Ed'5srjo".' of Ne. 

kf Inc. 116pp. 28032:130. 24X Fiche; 50-000. 84/12/10. 8412060594. 

50-397/34-31 on 841001-1102. No violation 

KIRSCH.D.F. Region 5, Office of Director. 84/12/10 SORENSEN. O C 
Washington Public Power Supply System 2 do 2813a nsdi lav 
Fiche: 50-397. 84/12/10. 8412310436 

Rept 50-397/84-31 on 841001-1102. No noncompliance 
noted. Major areas inspected: control room operations, ESF 

4».ndion%:.t . 

°''idtiS!’*’ 50-397/84-25 on 840911-13. No violation. 

KIRSCH.D.F. R.jlon 5 . Of flea of Dirtetor. 84/12/10. SDHENBEN.o r 
Wa.hlngton Public Pouin Supply Sy.tom. ip. 28134:358 24X 

Fiche: 50-397, 84/12/lOf 8412310469, 

—8412310472 Insp Rept 50-397/04-25 on 840911-13,24 & 1128 No 
"P‘.;.MjJor an... ln.p.ct.d:r.viL of Uefn..: 
caliS "ei^at^r'l^i ‘Tan.iont. .xp.nianc.d in 

§r'^8^3i:3T^°2;S'?icb:f§i!S97=:84°;ri^Jor^4?^5JS4‘:5; 

voni. Inc. ,i9pp. 29123:131. 34X S4“i2?205:r. 

Vork. tne, 120PP. 28124:001. 24X Fich.: 5o“;Jr84/;2/?;, S^loJooM^. 

°*j«o'on« tr?*’’"? "f “•'^"“"9 841221 m.ao TMuoitlng input in 
SALP 4P..tlon,conc.;ninr 

MARTIN ^8® ^"*“*'''.*°^'""’° *■ SALP .uMary ratine. 

S?rlc?;r Of f r;ir"o?f ,o:"r,n.'o«;r'‘°"- . 

28121:339. 24X Fiche: 50-000. 84/12/26°B412310326r*^*"’^"*' 

SaIIL S/O Inc} '■ 

Enforc.;"„t: si/JI/^'’ ‘■"9 

5PP. 88121:340. “=4^' FiJSJo^; 

R^ Pariodlc op.ratina T.port.^i, Mlat.d corr„pond.nc. 

®''iSTCS«ON"rr,*''MARnS‘i"S ”£* tv >’84.W/841108 Itr. 

84/10/31. 6pp 27910-064’ Slx^FiJh Supply System. 

pp. d^/Yio.064. 24X Fiche: 50-397. 84/10/31. 0412110595. 


correspondence 

8412030279 LER 84 - 075 - 01 : on 840709 , standby diesel oener^for tn 
high vibration alarm. Caused by slip ring end faL?inr?^^mi 
on & destroying insulation & allowing sh'aft to 
bearing hous ing. W/S 41 121 itr 

£r.c:n\”bX"rirTa::%“.‘'::%4!;if}:r°" - 

-:p: t-Su-n" 5-r 

Training^Hl brpJovIderS/sSnJf Ur 

E 4 121 00437 LER 84 — 031—0 1 ■ on 8404 iPs. iiAx.--.ki -j 

unprotected fT^om fire. Cause unknown. Artis inllultTln^llLV 
MnPMTM^D^. itJentif ication. W /841129 Itr. ^ 

S 4 /W/ 29 ”' ^ 3 ' “ 4 « 5 ington Public Poiuer Supply g„,i„ 

84/11/29. 3pp. 27858:319. 24X Fiche: 50-397. BA/Il/s^fsJlilfMCT. 

^‘*il 03 -Qrrnnf ?” 840414 - 15 , 23 - 29 , 0703 - 11 , 0804 - 04 , 0913 - 1 , i 

15 o%°for Ih"* monitoring sys t.ap indicator, siceded “ ' 

^ t ® h.Temp controllers adjusted & desion 

mods planned. W/a 4 ll 29 Itr oesign 

condenser to reactor vesse 1 . Caused by air 
KOENIGS R vented. W/841206 Ur 

5/841212 Ur repaired (k returned to svc. 

Public Power Supply S«st.. 

4 / 12 / 12 . 3 pp. 28063 : 276 . 24 X Fiche: 50 - 397 . 84 / 12 / 1 ^^ 8412^0285 

^"^isdStld 840802.23 & 1004 . during shutd own. RCIC 

spurious high steam flow indi cat i on. Caused by 
difSttitdd detection setpoint on RCIC 

pras.uro .ul tebes. W /841213 Itr 

aSf^l/f;''' ‘■a’ W 495 ‘'' 9 ton Public Pocer Supply Sy.f. 

84/12/13. 4pp. 28043:24,7. 247 Fiche: 50-397, B4/12/l5!^84li6M?l 

^^'ffftrar? ■>'’ 841109. auto-. tart of control room ...r,.,:, 

containment high pressure trip after performance of trie 
counseled. W/S 41213 Ur. ^ 

B 4 /? 2 /?^^’ Washington Public Power Supply System, 

3 pp, 28063 : 264 . 24 X Fi ch e; 50 - 397 . 84 / 12 / 13 , 8412260372 , 

S 4 - 079 - 01 :on 840809 . reactor scrammed due to loss of 
ova^load startup transformer 

llllltlr r drop on secondary transforme 

'^*»torBd. W /841213 Itr. 

KOENIGS, R. L, . MARTIN, J. D. 

84/12/13. 3pp, 28114:202. 


tored. W/841213 Itr, 

Washington Public Power Supply System 
24X Fiche: 50-397 , 84/12/13. 841227001B 


°^ilnl«iz!r''H”4®^'S®^K°‘'°'’ S40B18, during .urv.i llanc rod uortb 
rid r" ! J" 'ttot" Nhen out-of-5.,u.nce 

rod selected. Caused by failure to notify operator of 
deviation. Mod record initiated. W/a41213 Ur 
84/12/13 ^' Washington Public Power Supply System 
2/13, 3pp. 28114:345, 24X Fiche: 50-397. 84/12/13. 8412270154 

8«U5’RHR .y. autocatlcally l.olat.l 
caui;; J ‘•'*‘"9 »ft»T ®od. to leak d.taction .ys. 

p!r!™ ? fallur. to put RHR In "t..t" po.ition during toit. 

^ given addl training, w/841213 Itr. 

84/12/?^^' ""n' Washington Public Power Supply System. 

84/12/13. 3pp, 28114:307. 24X Fiche: 50-397, 84/12/13, S41 2270162, 
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T. Hearing transcripts on n on-anti trus t matters 


B409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON/ J M, Division of Rules and Records. Q4/0S/24. COHEN* B.K. 
Meredith Sc Cohen. P C. Ip 27060:004. 24X Fic he ; 50-000. 84/08/24* 

8409040220. 


— 8410030200 Annotated response to 831024 request Congressman J Weaver 
831011 Itr requesting info re WPPSS financial problems. 

Region V does not have info requested. Submits criteria for 
proposed reply to Congressman Weaver. 

BISHOP. T. Division of Resident* Reactor Project & Engineering 
Programs. WPPSS 075. 8.3/10/27. REHM. T. Office of the Executive 

Director for operations. 4pp. 27067:193. 24X 

Fiche: 50-000, 84/08/24* 8409040220. 


8412060237 Forwards Amend 18 to FSAR for Shearon Harris Unit 1. Amend 
revises fire protection tables & discussions re combustible 
loading. 

CUTTER, A. B. Carolina Power & Light Co. 84/11/30. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 2pp. 27793:279. 
24X Fiche: 50-400* 84/11/30* 84 12060237. 


— 8412060245 Amend 18 to FSAR for Shearon Harris Unit 1. 

* Carolina Power & Light Co. 84/11/30. 138pp. 27793:281. 24X 

Fiche: 50-400* 84/11/30. 8412060237. 


8412280418 Notifies of 850109 meeting in Atlanta, OA for utils w/near- 
term OLs to discuss recent inap findings 8c operator 
licensing issues. Agenda end. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/12/12. UTLEY. E. E. 
Carolina Power 8c Light Co. 5pp. 28125:308. 24X 

Fiche-. 50-400. 84/12/12* 8412280418. 


U. Operator Examinations 


8412190383 Forwards SER re review of 840515 request concerning licensed 
operator requalification program description. Program 
acceptab le. 

SCHWENCER.A. Licensing Branch 2. 84/12/13. SORENSEN, G, C. 

Washington Public Power Supply System. 2pp. 28028:144. 24X 

Fiche: 50-397, 84/12/13* 8412190383. 

— 8412190390 SER re licensed operator requalification program 
descr i p tion. 

■e Licensing Branch 2. 84/12/13. 5pp- 28028:146. 24X 

Fiche: 50-397. 84/12/13* 8412190383. 


0. Adjudicatory correspondence 


8412030433 Response opposing applicant motion re diesel generator 
Contentions 178 «c 179. Certificate of Svc end. 

EDDLEMANiW. Eddleman* W. #484 387. 84/11/27. BRIGHT* 0.0.* 

CARPENTER, J. H. , KELLEY, J. L. Atomic Safety and Licensing Board Panel. 
5pp. 27724:182. 24X Fich e : 50-400* 84/ 1 1 /27, 8412030433. 


8412010056 Response opposing Joint Interveners 841113 motion to reopen 
record on Joint Interveners Contention I. Motion untimely & 
fails to meet stds for reopening rsscord. Certificate of Svc 

BARTH/C. A. Hearing Branch 1. #484 375. 84/11/28. Atomic Safety 

and Licensing Board Panel. 58pp. 27704:229. 24X 

Fiche-: 50-400. 84/11/28, 8412010056. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT* UNIT 1 
A. Appllcation/construc tion stage documents & correspondence 


B4120600S2 Informs that util pursuing changes to structural design 
basis, inc lud ing eliminating postulated pipe breaks in 
primary main loop 8* arbitrary intermediate pipe breaks In 
Class 1.2. 3 pipes* based on Generic Ltr 84-04. 

Z IMMERMAN* S. R. Carolina Power 8< Light Co. 84/11/30. DENTON* H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 27789:352. 
24X Fiche: 50-400* 84/11/30* 8412060052, 


0412070220 Forwards remaining master list of Class IE electrical 
equipment included in environ qualif ication program 
submitted on 840727. in response to NRC 841125 request for 
addl Info re acceptance review for OL application, 

ZIMMERMAN. S. R. Carolina Power & Light Co. 84/12/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 25pp. 27821:085. 

24X Fiche; 50-400*84/12/03,8412070220. 


E. NRC Safety Evaluation Report (SER), suppls *< correspondence 


8412030621 Response to 841005 discovery on Contention EPJ-3 (volunteer 
workers). Certificate of Svc end. Related correspondence. 

RUNKLE* J. Conservation Council of North Carolina. #494 412, 
84/11/30. Atomic Safety and Licensing Board Panel. 7pp. 

27732: 071. 24X Fiche: 50-400* 84/11/30* 8412030621. 


8412040193 Response to Joint Intervenors motion to reopen record on 
Joint Contention I re challenging capability of applicants 
to manage safe operation of plant based on performance of 
CP&L at other operating p lants. Certif icate of Svc end. 

FLYNN* S. F. Carolina Power Sc Light Co. #484 400. 84/11/30. 

Atomic Safety and Licensing Board Panel. 33pp. 27744:309, 24X 

Fiche: 50-400* 84/11/30, 8412040193. 


8412040297 Forwards NRC issued SERs on reliability of TDI diesel 
generators, per applicant oral motion re two deferred 
Eddleman contentions on diesel generators St ASLB request 
for Buppl.Svc list end. Related correspondence. 

O'NEILL. J.H. Shaw. Pittman. Potts 8t Trowbridge. O'NEILL* J.H. 
Carolina Power St Light Co. #484 431. 84/12/03. KELLEY* J. L. * 

BRIGHT. 0. 0. * CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 
336pp. 27757:001. 24X Fiche: 50-400. 84/12/03. 3412040297. 


0412040297 Forwards NRC issued SERs on reliability of TDI diesel 
g enerators* per applicant oral motion re two deferred 
Eddleman contentions on diesel generators St ASLB request 
for fluppl.Svc list end. Related correspondence. 

□ 'NEILL* J.H. Shaw. Pittman* Potts St Trowbridge. O'NEILL. J.H. 
Carolina Power St Light Co. #484 431, 84/12/03. KELLEY* J. L. * 

BRIGHT* G. Q. , CARPENTER. J. H. Atomic Safety and Licensing Board Panel. 
336pp. 27757:001. 24X Fi c h e: 50-400, 84/12/03, 8412040297. 


B4121B0540 Forwards addl info re condenser discharge during startup 
(hogging) operations in response to SER Open Item 9, 

Z IMMERMAN. S. R. Carolina Power it Light Co. 84/12/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28003:263. 
24X Fiche: 50-400, 84/12/13* 8412180540. 


F. Security* medical* emergency St fire protection plans 


0412060330 Advises that representatives of phone company will be 
modifying NRC health physics network phone sys within 
30 days to increase reliability. Access to phones requested. 
VERRELLX* D. M, Region 2. Office of Director, 84/11/14. UTLEY. E. E. 
Carolina Power S< Light Co. 2pp. 27826:134. 24X 
Fiche: 50-000*84/11/14, 8412060330, 


0412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1904 w/changes noted for 
Limerick St Shoreham. 

DIRCKSiW.J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche: 50-000.84/11/28* 8412060679. 


8412070329 Second round interrogatories on 213-A to applicants/ 
emergency response personnel 8< request for production of 
documents. Certificate of Svc end. Related correspondence. 

EDDLEMAN. W. Eddleman. W. #484 481. 84/12/03. Carolina Power & 

Light Co 2pp 27824:120. 24 X Fiche: 50-400* 84/12/03. 8412070329. 


8412100564 Supplemental affidavit of NH Wagner responding to CU Davis 
841123 affidavit re OL app 1 ication. Certif icate of Svc end. 

Related correspondence, „ 

WAGNER. N. H. Auxiliary Systems Branch, #484 512, 84/12/07. 

Atomic Safety and Licensing Board Panel. 8pp. 27848:331. 24X 

Fiche: 50-400. 84/12/07. 8412100564. 


8412110390 Memorandum tk order transmitting revised it corrected 
transcript of 841205 telcon, Appl leant to serve copy of 
settlement agreement of proposed Contention 41-0 to ASLB fc 
Eddelman by 841217. Served on 841210. 

KELLEY, J. L, Atomic Safety and Licensing Board Panel, #484 545. 
84/12/07. Carolina Power Sc Light Co. 40pp. 27890: 166. 24X 

Fiche: 30-400* 84/12/07,0412110590. 


— 8412110394 Order approving joint stipulation codifying Eddelman 
Contentions 30 . 57 -C- 3 * 37-C-7. 57-C-lO, 57-C-13. 213-a, 224 Sc 240 
far litigation, 

KELLEY, J, L. * CARPENTER* J. H. , BRIGHT, 0. 0. Atomic Safety and 
Licensing Board Panel. 84/12/06. Carolina Power 8c Light Co. 
2pp. 27890:206. 24X Fiche: 50-400, 84/12/07, 8412110390. 


8412130397 Motion for summary disposition in applicant favor re 
Conservation Council of North Carolina Contention 8. No 
genuine issue of matl fact e xhibited. Motion should be 
granted. Affadivit of D Brown end. 

HOLLAR, D. E. Carolina Power it Light Co. #484 578. 84/12/10. 

Atomic Safety and Licensing Board Panel. 7pp. 27904:063. 24X 

Fiche: 50-400, 84/12/10, 8412130397. 
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—8412130401 Statement of natl facts as to which there is no genuine 
issue. 

hollar. D.E. Carolina Power 8 < Light Co. 84/12/10. Atomic Safety 
and Licensing Board Panel, 3pp, 27904:070. 24X 

Fiche: 50-400. 84/12/10. 8412130397. 

®^12130407 Affidavit of DH Brown re Conservation Council of North 
Carolina Contention 8 that State of NC radiation protection 
section does not have adequate staff to meet NRC emergency 
planning rule requirements. 

BROWN. 0 H Carolina Power & Light Co. BROWN, D. H. North Carolina. 
8412130397 Fiche; 50-400. 84/12/10. 

8412130442 Motion for summary disposition of Contention EPJ-1 re 
emergency p lanning. Motion should be granted. 

CAHR^i. H. Carolina Power i Light Co #484 577. 84/12/10. Atomic 

Safety and Licensing Board Panel. 12pp. 27902:032 24X 

Fiche: 50-400.84/12/10,8412130442. 


8412170366 Statement of matl facts as to which there ic n,v 
issue re Eddleman Contention 57-C-13 concerning offsite ® 
emergency planning. 

HOLLAR, D. E. Carolina Power «« Light Co. 84/12/12 e.e * 

and Licensing Board Panel. 3 pp. 27933:201 24X Safit 

Fiche- 50-400, 84/12/12, 8412170363. 


16 pp. 


HOLLAR, D.E Carolina Power St Light Co, 84/12/12. 
27933:204 . 24X Fiche: 50-400. 84/12/12, 84121 70363. 


8412190221 Order amending ASLB 841207 protective order to add 
841218 ^* statements about settlement agreement. Served on 

KELLEY, J. L. Atomic Safety and Licensing Board Panel aana Aot 
84/ia/lB. Office of the Executive Lejal DlJector 1^ OBMB OTh 

24X Fiche: 50-400. 84/12/18, 8412190221. 0^5 


—8412130447 Statement of matl facts as to which there is no genuine 
cIJrSu S Contention EPJ -1 re emergency planning. 

CARROW, H. Carolina Power St Light Co. 84/12/10. Atomic Safety 
and Licensing Board Panel. 5pp. 27902:044. 24X 

Fiche: 50-400, 84/12/10, 8412130442. 

Affidavit of BD McFeaters re Contention EPJ -1 concerning 
emergency planning. ^ 

Carolina Power St Light Co. 84/12/06. 5 pp 
27902:049. 24X Fiche: 50-400. 84/12/10, 8412130442. 

—8412130453 Affidavit of MC Adams re Contention EPJ -1 concerning 
emergency planning. 

St^t!'oi‘^' '’Sr'" ''“MS.M.C. North Carolina, 

8412*30442. ® S'** Fithe: 50-400, 84/12/10, 

—8412130458 Affidavit of RD Kliiwi, r. Contention EPJ -1 concerning 
emergency planning. Certlfi cate of Svc end ® 

KLIMM.R D Carolina Power St Light Co. KLIMM.R.D, HMM Associates. 
84121304^2 27902:082. 24X Fiche: 50-400. 84/12/10, 

Motion to receive addl evidence as Exhibits 27 St 2 B re 
1982 pipe hanger reinsp program on Eddleman Contention 41. 

Cer tif icate of Svc end. 

BAX^, T.A. Carolina Power St Light Co, BAXTER, T. A. Shaw, Pittman, 
Potts St Trowbridge. #484 593. 84/12/11. Atomic Safety and 

24X Fiche: 50-400. 8 ^/ 12 / 11 , 


Response to 841211 motion to receive addl evidence re 
Eddleman Contention 41. Motion should be denied. Certificate 
of Svc end. tacsb 

BARTH, C. A, Hearing Branch 1 . #484 687. 84/12/18. Atomic Safttj 

and Licensing Board Panel. 4pp. 28007' 095 24X ^ 

Fiche: 50-400. 04/12/18, 8412190236. 

8412200172 Informs of in camera filing of SF Flynn 841217 Itr to A^lb 
^ attachment to SF Flynn 841107 Itr titled. "Settlement 
Agreement S: Release. " 

CLEMENTS, W L Docketing St Services Branch. #484 700. 84/12/19 

Docketing S< Services Branch. ip. 28023: 171 24 Y 

Fiche: 50-400, 84/12/19. 8412200172. 

findings of fact St conclusions of law .. 
Joint Contention I re mgt capability St proposed transcript 
corrections for 840905-14 evidentiary hearings. 

FLYNN, S. F. Carolina Power St Light Co, #404 782 84/12/21 

KELLEY, J.L , BRieHT, S, 0. , CARPENTER, J. H. Atolir S anj' Llh.h.i,. 

card Panel. 2 pp. 2S04A;297. 24X Fiche: 50-400, 84/12/21, B41S240413' 

Fact «, concluplpn. of laie on Jelnt 
Contention I re mgt capability. 

nortA?' Carolina Power St Light Co. 04/12/21. S 8 pp. 

28064:299. 24X Fiche: 50-400, 84/12/21, 8412260413. 

corrections for 840905-14 evidentiary 
hearings in Raleigh, NC. Certificate of Svc end 
FLYNN, S.F, Carolina Power St Light Co. 

24X Fiche: 50-400, 84/12/21. 8412260413. 


84/12/21. 3pp. 28064:357 


summary 


*'^''^** Eddleman that should ASLB order 
disclosed settlement agreement between util St V Vo, 
discussion of agreement u/o ASLB authorization precluded 
Related correspondence. 

Power St Light Co. #484 646. 04/12/11 

Soarfpanel' J. H. Atomic Safety an^ Li cans ing 

rd Panel. 3pp. 27936:198. 24X Fiche: 50-400, 84/12/H , 8412170216 .^ 

response to applicant motion for 
disposition of Eddleman Contention 57-C-3. 

MODRE.J.e. Hearing Branch 1. #484 824. 84/12/11 kfllpv it 

Licensing Board Panel, 10pp. ^20120-197 24X 

Fiche: 50-400. 84/12/11, 8412310203. caairfu. iv/. 24X 

—8412310210 Affidavit of TI Hawkins in support of aoDlicant mof < r.T^ 
WAluflic of Eddleman Contention 57 - 0 - 3 !^ 

Federal Emergency Management Agency 84 / 11/36 inn 

28120:207. 24X Fiche: 50-400, 84/12/11, ^PP' 


supporting summary disposition of Change-17 based on 
lack of genuine issue as to matl fact. Certificate of Svc 
end. 

RIDOWAY, D. A. Carolina Power St Light Co. RIDGWAY, D. A. Shaw, 

Trowbridge. #484 766. 84/12/21. Atomic Safety 

and Licensing Board Panel. llpp. 28064:243 24X 

Fiche: 50-400, 84/12/21, 8412260429, 

—8412260430 Statement of matl facts as to which there is no genuine 

RIDOWAY, D, A. Carolina Power St Light Co. RIDGWAY, D. A. Shaw, 
Pittman, Potts St Trowbridge. 84/12/21. Atomic Safety and 

ei"S;=;,%4?32204lS''' rich.: 50-400, 


-8412260433 Affidavit of JT Pugh re Change-17. 
PUGH, J. T, North Carolina, State of. 84/12/21 
24X Fiche: 50-400, 84/12/21; 8412260429. 


20pp. 2S064:25B 


8412260441 Response to W Eddleman second round interrogatories on 213-A 
to app 1 icant/emergency response personnel S: request for 
production of documents. Certificate of Svc end. Related 
correspondence. 

^2522^4^^= Carolina Power 8t Light Co. #484 774. 84/12/21. 6pp. 

28064:179. 24X Fiche: 50-400, 84/12/21 , 8412260441. 


Smonloin Emergency Management Agency. 84/12/06 Id 

20120 . 210 . 24X Fiche: 50-400, 84/12/11, 8412310203. ^ 

^^57-c2?3^T.2°!*r-r®’' disposition of Eddleman Contention 

n J •'"•agency planning contentions. 

HOLLAR, D.E. Carolina Pouer St Light Cd. #484 648 84/12/12 

Licensing Board Panel. 7pp. 279^d9? 24 V 

Fiche.:50-400, 84/12/12, 8412170363. 194. 24 X 


8412260456 Forwards applicant proposed findings of fact S; conclusions 
Of law on safety matters. Certl flcate of Svc end. 

BAXTER, T. A. Shaw. Pittman, Potts St Trowbridge. BAXTER, T. A. 

^ 84/12/21. KELLEY, J.L., 

RIGHT, C.O. , carpenter, j. H. Atomic Safety and Licensing Board Panel. 
5pp. 28065:054. 24X Fiche; 50-400. 84/12/21, 8412260456. 

8412260458 Proposed findings of fact & conclusions of law on safety 
matters. 

JONES, R. E. Carolina Power St Light Co. BAXTER, T. A. Shaw. Pittman, 
Potts S: Trowbridge. 84/12/21. 139pp. 28065:059 24X 

Fiche: 50-400, 84/12/21, 8412260456. 



DOCKETED ITEMS 


263 


B4122A0476 Response to sui^imary disposition motions on Contention 
S7-C~3, '* A1 er ting /No t i f 1 c at i on During Normal Sleeping Hours 

1 AM - 6 AM " Facts alleged by applicants S« FEMA do not 
adeciuately support summary disposition. 

EDDLEMAN- W Eddlemanj W. #484 7A8. 84/12/21. Atomic Safety and 

Licensing Board Panel. App. 280A4: 071. 24X Fiche: S0~400» 04/12/21i 

S4122A0476. 


— B4122A0477 Response to 841211 motion to receive addl evidence re 
Eddleman Contention 41. Denial of motion recommended, 

EODLEMAN, W Eddleman. W 84/12/21. Atomic Safety and Licensing 
Board Panel, Ip. 28064: 09A 24X Fi ch e . 50-400. 04/ 1 2/21 , 

8412260476. 


— 0412060442 Insp Rept 50-400/84-35 on 840925-28. No violations or 
deviations noted. Major area# inspected; previous enforcement 
matter Si const progress, safety— related structures ?< 
deficiency repts. 

HALLSTRQM. G. A. . BLAKE. J. J- Region 2. Office of Director. 

84/10/18, igpp. 27823:298. 24X Fi che: 50-400, 84/10/22. 8412060437. 


B412060335 Forwards Insp Rept 50-400/84-37 on 841010-12. No violations 
or deviations noted. 

VERRELLI.D M, Region 2. Office of Director. 84/10/26. UTLEY. E.E. 

Carolina Power h Light Co. 2pp. 27826:167. 24X 

Fiche: 50-400, 34/10/26.8412060335. 


--B412260478 Motion for reconsideration of ruling re Contention 41-E 
concerning nonwelding problems ui/pipe hangers. 

EDDLEMAN. W, Eddleman. W. 94/12/21. Atomic Safety and Licensing 
Board Panel. Ip. 28064:097. 24X Fiche- 50-400. 84/12/21 , 

8412260476. 


— B412260479 Proposed findings of fact re Contention 45 concerning 
matters raised by C Stokes in affidavit opposing summary 
disposition. 

EDDLEMAN. W. Eddleman. W. 84/12/21. 4pp. 28064:098. 24X 

Fiche: 50-400. 04/12/21, 8412260476. 


— 8412260480 Comments on CV Vo/util settlement including Dept of Labor 
claim of inability to substantiate CV Vo allegations. 

Certificate of Svc end. 

EDDLEMAN, W. Eddleman. W. 84/12/21. Atomic Safety and Licensing 
Board Panel. 2pp. 28-064:102. 24X Fiche: 50-400, 84/12/21. 

8412260476. 


— 0412060344 Insp Rept 50-400/84-37 on 841010-12, No violations or 
deviations noted. Major areas inspected: nonconformance 
control 8< structural concrete quality records, 

LENAHAN, J. J. , CQNLDN, T. E Region 2, Office of Director. 84/10/23. 
4pp. 27826:169. 24:< Fiche: 50-400. 84/10/26. 8412060335. 


8412280071 Forwards Insp Rept 50-400/84-36 on 840921-1019. No violations 
or deviations noted. 

VERRElLI. D. M. Region 2. Office of Director. 84/11/01. UTLEY. E. E. 
Carolina Power 6 Light Co. 2pp. 28128:319. 24X 

Fiche: 50-400. 84/1 l/Ol . 8412280071. 


— 8412280076 Insp Rept 50-400/84-36 on 840921-1019. No violations or 
deviations noted. Major areas inspected: follouiup on open 
items, safety-related components, storage, pipe hangers & 
operational staffing. 

MAXWELL, G, F. , PREVATTE. R. L. , BEMIS. P. R. Region 2, Office of 

Director. 84/10/31. 10pp. 28128:321. 24X Fiche: 50-400, B4/U/01, 

8412280071. 


8412310220 Informs of in camera filing of 841221 comments to Board h 
applicants. 

CLEMENTS, W. L. Docketing & Services Branch. #484 843. 84/12/24. 

Docketing ?< Services Branch. Ip. 28119:359. 24X 

Fiche: 50-400, 84/12/24. 8412310220. 


K. Utility Final Safety Analysis Report <FSAR) & amends 


8412060237 Forwards Amend 18 to FSAR for Shearon Harris Unit 1. Amend 
revises fire protection tables & discussions re combustible 
1 oading . 

CUTTER. A, B. Carolina Pouer & Light Co. 84/11/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 27793:279. 
24X Fiche: 50-400, 84/11/30, 8412060237. 


— 8412060245 Amend 18 to FSAR for Shearon Harris Unit 1. 

* Carolina Power 8< Light Co, 84/11/30. 138pp. 27793:281. 24X 

Fiche: 50-400. 84/11/30. 8412060237. 


8412010142 Submits supplemental response to IE Bulletin 83-07. 
"Apparently Fraudulent Products Sold by Ray Miller. Inc." No 
Ray Miller. Inc supplied natls identified since 840601 Itr. 
Supplemental receipt insp program implemented. .... . _ 

CUTTER. A, B. Carolina Pouer & Light Co. B4/U/09. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 27710:359. 24X 

Fiche: 50-000, 84/11/09. 8412010142. 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end, 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19. 841 1 150064. 


8412050748 Ack receipt of 841031 Itrs informing NRC of steps taken to 
correct violations noted in Insp Rept 50-400/84-31. 

VERRELLI. D. M. Region 2. Office of Director. 84/11/19. UTLEY. E. E. 
Carolina Power 8< Light Co. Ip. 27780: 114. 24X 

Fiche: 50-400, 84/11/19, 8412050748. 


B412170037 Forwards distribution list for Amend 18 to FSAR issued on 
841130. Amend distributed within 10 days after issuance. 

Z IMMERMAN. S, R. Carolina Power & Light Co. 84/12/10. EISENHUT. D. 0. 
Division of Licensing. 4pp. 27937:021. 24X Fiche : 50-400. 84/12/10. 

B412170037. 


Q Inspection reports. IE Bulletins it correspondence 


0412010172 Responds to NRC 831016 Itr re violations noted in Insp Rept 
50-400/83-25. Correct ive acti one: valve storage areas S< 
reactor vessel internals .storage area locked during 
nonworklng hours & when access to area not required. 

PARSONS. R.M. Carolina Power & Light Co, 84/02/07, D 'REILLY. J. P. 
Region 2, Office of Director. 3pp. 27711:143. 24X 

Fiche-; 50-400. 84/02/07. 8412010172. 


0412010034 Informs that corrective actions completed on reactor vessel 
supports in response to IE Insp Rept 50-400/84-02. Review of 
existing special procedures for installation of major 
eq.ulpment items *< issuance of revs not met to date. 

PARSONS. R. M. Carolina Power & Light Co. 84/04/30. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 27704:051. 24X 

Fiche; 50-400.84/04/30. 8412010034. 


S412O1O103 Informs that addl time needed to implement corrective 
actions listed in 840316 response to Insp Rept 
50-400/83-37-01 re failure to control electrical cable 
installation. Full compliance expected by 850115. 

PARBDNB. R. M. Carolina Power Light Co. 84/08/24. O 'REILLY, J. P. 
Region 2, Office of Director, Ip. 27711:329, 24X 

Fiche: 50-400. 84/08/24, 8412010183. 


0412060437 Forwards Insp Rept 50-400/84-35 on 840925-28. No violations 
or deviations noted. r- r- 

VERRELLI, D. M. Region 2, Office of Director. 84/10/22. UTLEY. E. E. 
Carolina Power & Light Co. 2pp. 27825:296. 24X 

Fiche: 50-400. 84/10/22. 8412060437. 


—8412050752 Responds to MRC 841002 itr re violations noted in Insp Rept 
50-400/84-31. Correct ive actions; FCR-E-27i2 revised to 
delete use of Scotch 33 tape «< approve use of Scotch 130c 

PARSONS, R. M. Carolina Power «< Light Co. 84/10/31. O'REILLY, J. P. 
Region 2. Office of Director, 2pp. 27780:115. 24X 

Fiche: 50-400. 84/11/19, 8412050748. 


8412050735 Responds to MRC 841002 Itr re violations noted in Insp Rept 

50-400/84-31, Corrective ac tions: reinsp of previously 
installed instrumentation supports planned, includ ing support 
for Insp Package PI-01CC-00677AS, 

PARSONS. R. M. Carolina Power ?c Light Co, 84/10/31. 0 'REILLY. J. P, 

Region 2. Office of Director. 2pp. 27780:117. 24X 

Fiche: 50-400, 84/11/19. 0412050748. 


— 8412050792 Forwards Insp Rept 50-400/84-31 on 040822-0921 Sc notice of 

violation. -w 

VERRELLI, D. M. Region 2. Office of Director. 84/10/02. UTLEY. E, E. 

Carolina Power it Light Co. 2pp. 27780:119. 24X 

Fiche: 50-400, 84/11/19, 8412050748, 


— 8412050799 Notice of violation from insp on 840822-0921. 

* Region 2, Office of Director. 84/10/02. Ip. 27780: 121, 
Fiche; 50-400, 84/11/19, B41205074B. 


24 X 


-8412050806 Insp Rept 50-400/84-31 on 040822-0921. Violation noted: 
FCR-E-2712 approving use of Scotch 33 tape in safety-related 
applications issued w/o adequate engineering review for 
environ qualification. 

MAXWELL. G. F. , PREVATTE, R. L. , BEMIS, P. R. Region 2, Office of 
Director. 84/10/01. llpp, 27780:122. 24X Fiche: 50-400, 84/11/ 19, 

8412050748. 
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B41221001Q Advises that response to IE Bulletin 84-03 re refueling 
cavity water seal des igm delayed until 850701. Extension 
will enable util to conplete design mods & evaluation of 
seal design. 

CUTTER, A. B. Carolina Pouer & Light Co. 84/11/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 28036:203 24X 

Fiche; 50-400, 84/11/26, 8412210018. 


8411210^0 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. “ Svc list end. 

JORDAN.E, L. Division of Eraonjenm Preparedness & Engineerino 
Response (Post 830103), 84/11/37. Consolidated Edison Co of Neo, 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11 /27) 841 1210360. 


Notice 84-85, “Molybdenum Breakthrough From 
Tc-99m Oenerators. “ Svc list end. 


Safeguards & Inspection Programs (Post 
830103) 84/11/30. Consolidated Edison Co. of New York, 

88 pp. 27967:036. 24X Fiche; 50-000. 84/11/30, 841 1280366 


Inc. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of New 

116 pp. 27965:224. 24X Fiche: 50-000, 84/1 1 /30, 841 1280370. 


York, Inc. 


8412210153 Submits supplemental response to IE Bulletin 84-02, 
Failure of QE Type HFA Relays in Use in Class IE Safety 

similar matl to relays described in 

bulletin Identified. 

CUTTER, A. B. Carolina Power S< Light Co. 84/11/30. 0 'REILLY, J. P 

Region 2, Office of Director. 2pp. 28036' 049 24X 

Fich*: 50-400,84/11/30, 8412210153. 


Oafaction Indup.d bg 

JORDAN, E.L. Division of Emergency Preparedness Zt Engineering 

Cdn.gl, dated EdUorCe.' e, N.o. 
ort. Inc. U7pp. 27965:340, 34X Fiche: 50-000, 34/12/03. 0412030031. 


Problems. ' 


^'^Svc^liat encl"^° "Standby Das Treatment Sys 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineerino 
Yo^r"?: Consolidated Eds” Co.® of New 

York, Inc. 122 pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412050081 IE Info Notice 84-89. “Stress Corrosion Cracking in 
Stainless Steel." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness Sc Engineerino 
Response (Post 830103) 84/12/07. Consolidated Edl”n Co® of New 

» c. 118 pp. 27966:332. 24X Fiche; 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect 
Sauipment. “ Svc Ust end ' 

JORDAN, E. L, Division of Emergency Preparedness St Enaineerino 

consolidated Edl^rjo.® of New 
f Inc. H4pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


^robl^ms of Meteorological 
Measurements Programs, *• Svc list end. ® ^ 

JORDAN, E. L. Division of Emergency Preparedness it Enaineerlnn 

84/11/10.“ con.JJiditid E 35 ;:rc?° n.. 

16 pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594, 


"'•■tins In AtUnta.eA for util, u/near- 

Uc«?iL ?. “"r “"'“"St »• -pPr.tor 

licensing issues. Agenda end. 

JVI:!' D Office of Director. 84/12/12. UTLEY, E E 

Carolina Power & Light Co. 5pp. 28125:308. 24X ’ * 

Fiche; 50-400, 84/12/12, 8412280418. 


' c. 119pp. 28123:131. 24X Fiche; 50-000, 84/12/17, 8412120541. 


vort, rno. 120PP. ^siEafooi'" Lx Fi^jrSo^SSJ.Ia/ 


^ related correspondence 


8412130494 Partial response to FOIA request for documents re Trvt , 
generators at Shearon Harris nuclear plant & all lists of ^ 

problems i, defects which occurred w/TDI generators being 

^ available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17 rr 
N uclear Information & Resource Service 5pp 

Fiche: 50-000, 84/05/17, 8412130494. 


BELL,N. 
27923; 172. 2AX 


3412060434 Further response to FOIA repuest for tuio cateeories n< 
document, re TDI diesel generators. Forwards documentr 
listed in App A. Documents available in PDR. 

FELTON. J M. Division of Rules and Records. 84/06/01 DELL N 
Nuclear Information 8< Resource Service. 2pp. 27828 185 
Fiche: 50-000,84/06/01,8412060434 *^'' 820 . 185, 24X 


—8412060488 Forwards Part 21 const deficiency rept from utiLPrehl*, 
identified as generic. Fol 1 owup on generic aspects w/AE/ 
6"<=1-Rs3i»n summarg rept end 

LEWIS, H.C. Division of Project & Resident Programs B 4 /oo/n 7 
Vender E Technical P^SJjrms, 

27828.194. 24X Fiche: 50-000, 84/06/01, 8412060434. 


2pp. 


8411080376 Requests NRC c ons id erat i on of proposed alternative 
reassembly diesel generator op erab i 1 i ty te st ing. Proposed ' 

alternative testing would add fewer cumulative run hours & 
starts on eng ines. Respons e requested by 841001 

OEOROE.J. B, Texas Utilities Electric Co. (formerly Texas Ufciiitie, 
Generating Co. ). 84/09/21. DENTON, H. R. Office of Nuclear 

slnoSoS/^.' 34X Flcha: 50-000, B4w'sL 


8412030247 Final deficiency rept, Item 165 re incomplete i nstallatian t 
insp of anchor bolt nuts on vertical ti lateral reactor 
vessel support assemblies. Initially reported on S40312 Rev 3 

tightness, 

PARSONS, R. M. Carolina Power 8< Light Co. 84/11/14 n^RFriiv id 
R egion 2. Office of Director. 4pp. 27734 261 24X 

Fich»: 50-400, 84/11/14, 8412030247. 


8412030565 Part 21 it third interim deficiency rept, Item 178 re Bonnsu 
Fong, ,ock-o-I.ts & W.ld-O-Iet. not suppliSd per NMSBOO " 
Initially reported on 840619. Fittings returned to vendor,' 

expected by 850215. 

PARSONS, R. M. Carolina Power it Light Co. 84 / 11/14 D''REILLy,JP 
Region 2. Office of Director. 3pp. 27734:319 24X 

Fiche: 50-400, 84/11/14, 8412030565. 


8412130557 Sixth interim Part 21 it deficiency rept, Item 101 re 
governor drive coupling installed in TDI emergency 
sets. Initially reported on S20909.Final 
rept will be submitted by 850415. 

PARSONS, R.M. Carolina Power & Light Co. 84/11/16 O'REILLV.J P 
Din.ctcr. 4p?. 279,6: ika 2ix 

Fiche: 50-400, 84/11/16, 8412130557. 


8412140121 Interim Part 21 & deficiency rept, Item 187 re cal culatlonal 
WI Wooley Co it potential impact upon design 
it functional requirements of missile shield doors. Initially 

PARSONS^R°M t*® submitted by 850111, 

PARSaNS,R.M. Carolina Power ik Light Co. 84/11/20. O'REILLY, JP 
Region 2, Office of Director. Ip. 27954:335 24X 

Fiche: 50-400, 84/11/20, 8412140121 


®'’7®5‘'«-kua' 7*"‘J '■ T'Pt* “•"> 190 r. Hbstinjh.m, 

« ^nverter capacitor terminations. Initially reported 

on 841024. Adequacy of connection will be tested by ^ 
performing 20-lb pull test. Next rept by 850131. 

^ □ 'REI LLY, J. P. 

Director. 4pp. 27954:326. 24X 

Fiche: 50-400, 84/11/20, 8412140187. 


Moh.l 900 Turbocharjtr 

U5»d on TDI DSR-4B 6 DSRV 16-4 Emergencg Ditsol OineratoT 

Assembly Suppl." Rept represents final QA 
verified rept on subj. 

nFWTniu^u Delaval, inc. ) Owners Group. 84/11/27. 

27711 ^ 2 ^ 3 ^' Reactor Regulation, Director. Ip 

27711: 293. 24X Fiche; 50-000, 84/11/27, 8412010161 


-8412010173 “Design Review of Elliott Model 90G Turbocharger Used on 
TDI pSR-48 !t DSRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl, “ 

''®*°*=^****- FAAA 84-5-7. 1. 84/11/30. 20pp. 

27711:294. 24X Fiche; 50-000, 84/1 1/27, 8412010161. 


Notification 84-182: notifies of 841022 meeting u/otil 
8. TDI Emergency Diesel Generator Owners Group in Bcthesda>MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meet ing agenda end. 

EISENHUT, D. G, Division of Licensing. 84/11/28. PALLADINO 
8412060301”*' Fiche; 50-000, 84/11/28, 
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8413120113 Final deficiency & Part 21 rept'Item 175 re Hub. Inc bolts 
ejceeding max hardness values. Initially reported on 840517. 

Bolts returned to manufac turer, Ac tion taken to remove vendor 
from util approved vendors list pending NRC action. 

PARSONS. R.M. Carolina Power & Light Co. 84/11/30. 0 'REI LLV. J. P. 

Region 2. Office of Director. 3pp. 27910:320. 24X 

Fiche: 50-400. 84/11/30. 0412120113. 


8412120125 Seventh interim deficiency rept. Item 41 re potential 
significant failure of reactor protection sys following 
secondary high energy line rupture (steam generator ref leg 
heatup ). In itial ly reported on 800707. Final rept by 850228. 

PARSONS. R. M. Carolina Power & Light Co. 84/11/30. 0 'REILLY. J. P. 

Region 2. Office of Director. 4pp. 27910:330. 24X 

Fiche: 50-400. 84/11/30. 8412120125. 


8412120133 First interim deficiency t/. Part 21 rept. Item 181 re 
Westinghouse component cooling water sys butterfly valve 
operators. Initially reported on 841031. Vendor currently 
evaluating condition. Final rept by 850630. 

PARSONS. R.M. Carolina Power & Light Co. 84/11/30. 0 ' REI LLY. J. P. 

Region 2. Office of Director. 4pp. 27911:109. 24X 

Fiche: 50-400. 84/11/30. 8412120133. 


8412130593 Final deficiency rept re seismic pipe hangers previously 
accepted by QC welding inspector (Item 96) it. undersize 
skewed tee fillet welds on Seismic I Pipe hangers (Item 72). 
Initially reported on 820813 8< 1105. respectively. 

PARSONS. R.M. Carolina Power it Light Co. 84/11/30. 0 'REI L.LY. J. P. 

Region 2. Office of Director. 5pp. 27916:108. 24X 

Fiche: 50-400. 84/11/30. 8412130593. 


841213059B Final deficiency 8t Part 21 rept re shop welding deficiencies 
in Seismic I pipe hangers It undersize skewed tee fillet 
welds on Seismic I pipe hangers (Item 72) . Initially reported 
on 820813 St 1 105. respectively. 

PARSONS. R.M. Carolina Power S< Light Co. 84/11/30. O'REILLY. J. P. 
Region 2. Office of Director. 5pp. 27916:117. 24X 

Fiche; 50-400. 84/11/30. 8412130598. 


T. Hearing transcripts on n on-anti trust matters 


8412070278 Transcript of B4U15 hearing in Raleigh, NC. Pp 7,070-7,372. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/11/15. 205pp. 

27817:001. 24X Fiche: 50-400. 84/1 1/15. 8412070278. 


8412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
8< TDI Emergency Diesel Generator Owners Croup in Bethesda. MD 
re cracks in generator crankshafts S; overall evaluation of 
owners group program. Meet ing agenda encl. 

EISENHUT, D. G. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27883:215. 24X Fic he : 50-000. 84/1 1 /28, 

8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda. 
MD re causes of cracks found in TDI generator crankshafts !e 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222. 24X Fiche: 50-000. 84/1 1/28. 8412060301. 


8412100009 Transcript of B41203 telcon in Bethesda. MD. Pp 7,371-7.408. 
* Atomic Safety and Licensing Board Panel. 84/12/05. 39pp. 

27835:115. 24X Fiche; 50-400. 04/12/05, 8412100009. 


8412110590 Memorandum & order transmitting revised & corrected 
transcript of 841205 telcon. Appl leant to serve copy of 
settlement agreement of proposed Contention 41-G to ASLB & 
Eddelman by 841217. Served on 841210. 

KELLEY. J. L. Atomic Safety and Licensing Board Panel. #484 545. 
84/12/07. Carolina Power it Light Co. 40pp. 27890: 166, 24X 

Fiche: 50-400, 84/12/07. 8412110590. 


8412190211 Transcript of 841217 telephone conference in Wash ington, DC, 
Pp 7,409-7.447. 

* Atomic Safety and Licensing Board Panel. 84/12/17. 6Bpp. 
28008:085, 24X Fiche; 50-400. 84/12/17, 841219021 1. 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

RAY.C. L. TDI (Transamer ica Delaval. Inc. ) Owners Group, B4/12/04. 
BERLINOER. C. H. Office of Nuclear Reactor Regulation. Director, Ip. 
27834:281. 24X Fiche: SO-000. 84/12/04. 8412100196. 


8412140095 Motion to receive addl evidence as Exhibits 27 it 28 re 
1982 pipe hanger reinsp program on Eddleman Contention 41. 
Certificate of Sve encl. 

BAXTER, T. A. Carolina Power it Light Co, BAXTER. T. A. Shaw. Pittman, 
Potts it Trowbridge. #484 593, 84/12/11. Atomic Safety and 

Licensing Board Panel. 20pp, 27920:251. 24X Fiche: 50— 400. 84/12/11. 

B412140095. 


8412180075 Forwards FaAA-a4-9-l 1. 1. "Design Review of TDI R-4 it RV-4 
Series Emergency Diesel Generator Cylinder Blocks." Encl 
supersedes 841211 FaAA Rept 84-9-11. 

RAY. C.L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/12/13. 
DENTON. H. R, Office of Nuclear Reactor Regulation, Director. Ip. 
27960:164. 24X Fiche: 50-000. 84/12/13. 8412180075. 


— B412180094 Revised “Design Review of TDI R-4 8« RV-4 Series Emergency 
Diesel Generator Cylinder Blocks.” 

* Failure Analysis Associates. FAAA-B4-9-il. 1. 84/12/31. 125pp. 

27960: 165. 24X Fiche; 50-000. 84/12/13. 8412180075. 


8412260442 Proposed corrections to transcript of evidentiary (safety) 
hearings. correcting matl errors made in transcription. 

Certificate of Sve encl. 

BAXTER. T. A, Carolina Power it Light Co. BAXTER. T. A. Shaw. Pittman. 
Potts 8( Trowbridge. #484 763. 84/12/20. 21pp. 28064:185. 24X 

Fiche: 50-400, 84/12/20, 8412260442. 


8412260413 Forwards proposed findings of fact 8c conclusions of law on 
Joint Contention I re ngt capability it proposed transcript 
corrections for 840905-14 evidentiary hearings. 

FLYNN.S. F. Carolina Power 8t Light Co. #484 782. 84/12/21. 

KELLEY, J. L. . BRIGHT. 0.0. . CARPENTER. J. H. Atomic Safety and Licensing 
Board Panel. 2pp. 29064:297. 24X Fiche: 50-400, 84/12/21. 8412260413. 


— 8412260417 Proposed transcript corrections for 840905-14 evidentiary 
hearings in Raleigh. NC. Certificate of Sve encl. 

FLYNN. S. F. Carolina Power & Light Co. 84/12/21. 3pp. 28064:357. 
24X Fiche: 50-400.84/12/21. 8412260413. 


V. Operator Examinations 


8412280418 Notifies of 850109 meeting in Atlanta. OA for utils w/near- 
term OLs to discuss recent insp findings 8< operator 
licensing i ssues. Agenda encl. 

0 'REILLY. J. P. Region 2. Office of Director. 84/12/12. UTLEY, E.E. 

Carolina Power U Light Co. 5pp. 20125:308. 24X 
Fiche: 50-400, 84/12/12. 8412280418. 


8412240044 Forwards FaAA-S4-6-54. “Evaluation of Emergency Diesel 
Generator Crankshafts at Midland it San Onofre Nuclear 
Generating Stations" 8< FaAA-84-3-16. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham, . . . " 

RAY. C.L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/12/13. 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. Ip. 
28042:241. 24X Fiche: 50-000, 84/12/13. 8412240044. 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 


Program Plan. “ 

RAY. C.L. TDI (Transamerica Delaval. Inc.) Owners 
DENTON. H. R. Office of Nuclear Reactor Regulation, 
27932:171, 24X Fi che: 50-000. 04/12/14, 8412170266. 


Group. 84/12/14. 
Director. 2pp. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


G. Adjudicatory correspondence 


8412010056 Response opposing Joint Interveners B41113 motion to reopen 
record on Joint Intervenors Contention I, Motion untimely & 
fails to meet stds for reopening record. Certif icate of Sve 

BARTH, C. A. Hearing Branch 1. #484 375. 04/11/28. Atomic Safety 

and Licensing Board Panel. 5Bpp. 27704:229. 24X 

Fiche: 50-400. 34/11/28. 8412010056, 


— 8412170288 Rev 1 to “TDI Diesel Generators Owners Group Program Plan. " 
* TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fi ch e: 50-000. 84/12/14. 8412170266. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis.No changes 
to conclusions warranted. 

ray, C.L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/12/19. 
DENTON. H. R. Office of Nuclear Reactor Regulation. Director. Ip. 
28057:328. 24X Fiche: 50-000, 84/12/19. 8412260311. 


8412100564 Supplemental affidavit of NH Wagner responding to CV Davis 
841125 affidavit re OL ap p 1 i cati on. Certif i cat e of Sve encl. 

Related correspondence. 

WAGNER, N H. Auxiliary Systems Branch, #484 512. 84/12/07. 

Atomic Safety and Licensing Board Panel. 8pp- 27848:331. 24X 

Fiche: 50-400, 84/12/07. 8412100564. 
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8412110590 Hemarandum 8 t order transmitting revised ^ corrected 
transcript of 841205 te icon. Appi leant to serve copy of 
settlemerit agreement of proposed Contention 41-G to ASLB & 

Eddelman by 841217. Served on 841210 

Safety and Licensing Board Panel. #484 545. 
84/12/07. Carolina Pouer & Light Co 40pp, 27890- 166 24X 

Flche: 50-400/ 04/12/07, 8412110590. 

8412310203 Forwards FEMA response to applicant motion for summary 
disposition of Eddleman Contention 57-C-3. 

MOORE. J, E. Hearing Branch 1 #484 824. 04/12/11, KELLEY, J, L , 

CARPENTER, J, H. / BRIGHT, 0. 0 . Atomic Safety and Licensing Board Panel. 
Ip. 28120.196. 24X Fiche: 50-400, 84/12/11 , 8412310203. 

Response to 841211 motion to receive addl evidence re 
Eddleman Contention 41. Motion should be denied. Certificate 
of Bve end. 

BARTH. C. A. Hearing Branch 1 . #484 687. 84/12/18 Atomic Safety 

and Licensing Board Panel. 4pp. 23007 095. 24X 

Fiche: 30-400. 04/12/18, 8412190236. 

S. Reportable occurrences. LERs 8 < related correspondence 

8412130494 Partial response to FDIA request for documents re TDI diesel 
generators at Shearon Harris nuclear plant U all lists of 
problems & defects which occurred ui/TDI generators being 
tested. Documents listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/17, BELL. N, 
Nuclear Information !c Resource Service. 5pp. 27923* 172 24X 

Fiche: 50-000. 84/05/17. 8412130494. 

841 1080376 Re guests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours & 
starts on eng ines. Response requested by 841001 

GEORGE. J.B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. 84/09/21. DENTON. H. R. Office of NucUarReactor 

0411080376.' 27392:170. 24X Fi che : 50-000. 04/09/21 , 

0412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-4a a. DSRV 16-4 Emergency Diesel Generator ® 

Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

DENTON^H “•‘J''*'- I"'- > oroup. 04/11/27. 

27711 iSi R'Bulatlon, Director. Ip. 

Z7711.293. 24X Fiche: 50-000. 84/11/27, 8412010161. 

MR- 4 @“rnlSu’'tre“c“' '-'"I'l ’O® Turbochera.r UeeC on 

TDI DSR 48 & DSRV 16-4 Emergency Diesel Generator Sets - 
Noizle Ring Assembly Suppl, " 

♦ failure Analysis Associates. FAAA 04-5-7, 1 84 / 11/30 isonn 

27711:294. 24X Fich e : 50-000/ 84/1 1/27. 8412010161 . 

8412060301 Board Notification 84-182: notifies of 841022 meeting ui/util 

ri*r?r?'""' Sroup in BoHoX- mS” 

cracks in generator crankshafts & overall evaluation of 
owners group program. Meet ing agenda end. 

OP Licensing. 84/11/28. PALLADINO 
mTmIoSOI.'”' Rich,: 50-000, 84/11/20, 

TOI Di .,.1 S,n,rator Ouner, Group re.pon,, to 
It.m. 1,2 !, 3 r, crankjhaPt forjing process !, tensile 
ISln.n!!"* S'"'!-*' to Ouners Group engines. Crankshaft 
DAv®/*"? between manufacturer 

BERL^N^r r^l <Transamerica Delaval. inc. ) Owners Group. 84/12/04 

27834 28^ 24 Y Reactor Regulation, Director. Ip. 

«£/wjA, 281 . 24X Fiche. 50-000, 84/12/04, 8412100196. ^ 

FaAA-a4-9-ll.l. "Design Review of TDI R -4 & RV -4 
Series Emergency Diesel Generator Cylinder Blocks •• Enel 
supersedes 841211 FaAA Rept 84-9-11 

DeNTHRi^M Delaval, inc. > Owners Group. 84/12/13 

Analysis Associates. p AAA-84 -9- 1 1. i S 4 /i 2 / 3 f 
27960:165. 24X Fiche : 50-000, 84/12/13, 8412180075, 

8412240044 Forwards FaAA-B4-6-S4. "Evaluafi nn «« rt. 

a.n.rator Crankshaft, at Tlin^^^Jr^NucUar''' ' 

Oanarating St.tlen." (, F.M-04-3-16, ”E«?ulHorer 
Emergency Diesel Generator Crankshafts at Shoreham. . . . " 

DENTON w p Delaval. Inc. ) Owners Group. 84/12/13 

id Regulation. Director Ip 

20042.241. 24X Fiche: 50-000. 84/12/13, 8412240044 IP* 


1 to "TDI Diesel Generators Owners Group 


0412170266 Forwards Re 
Program Plan, " 

(Transamerica Delaval, Inc ) Owners Groun 

Nuclear Reactor Regulation, Director 

27932:171. 24X Fi c h e • 50-000, 04/ 1 2/ 1 4. 8412 1 70266, 

ev 1 to "TDI Diesel Generators Owners Grn,.« PT*r,«« 
<Tran 5 am 6 rica Delaval, Inc.) Owners Group. b 5 / 12 /? 4 ^'" ^ " 

324pp, 27932.173. 24X Fiche 50-000,84/12/14,8412170266 

Revises Phase 1 Rept FaAA 04-3-13 re connecting rods of TD! 
in-line g enerators, to read 5.000 psi peak oil pressure 

trronrl° ^OO. Correct pressure used in analysis. No changes 
to conclusions warranted. ^ 

Delaval. Inc ) Owners Group. 04/12/19 
DENTON, H R. Office of Nuclear Reactor Reoulation niieori-nse , 

28057:328 24X Fi ch e ; 50-000. 84/ 1 2 / 1 9, 841226031 1 ' 

T. Hearing transcripts on non-anti tr u s t matters 

ht^fing in Ra le igh. NC. Pp 7,070-7,372 
Supporting documentation encl, ^ 

* Atomic Safety and Licensing Board Panel 04 / 11 / 1*5 Dn* 5 «.. 

27817:001. 24X Fiche- 50-400, i4/ll/lS,B4t20705% 

84-182. notifies of 841022 nee t ing u/sti 1 

“ Oiesel Generator Ou/ners Group In Bethesda, MD* 
re cracks in generator crankshafts 8 - overall evaluation of 
owners group program. Meet ing agenda encl. 

r ® Division of Licensing. 84/11/28, PALLADINO 

04720603?^'’' Fiche: 50-000.04/11/28. 

Transcript of 841022 meeting w/TDI Owners Group in Bethep* 
MD re causes of cracks found in TDI generator crankshafts i 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22 161on 

27883:222 24X Fi Che : 50-000. 94/ 1 1 /28, 8412060307 

8412100009 Transcript of 941205 telcon in Bethesda, MD, Pp 7,371-7,400 
Safety and Licensing Board Panel. 84/12/05^ 39 pp 

24X Fiche: 50-400, 84/12/05, 8412100009. 


27035: 115. 


8412110590 Memorandum & order transmitting revised & corrected 
transcript of 841205 talcon. Appli cant tl serve copu 
settlement agreement of proposed Contention 41-G to ASLB «< 
Eddelman by 041217. Served on 041210. 

SA/’r^InT Safety and Licensing Board Panel, #484 545. 

84/12/07. Carolina Power & Light Co. 40pp. 27890:166 24X 

Fiche: 50-400, 84/12/07. 8412110590. loo 

®‘’pr’°409-7!'44“''‘'’* telephone conference in Wash ingtsn. DC, 

Safety and Licensing Board Panel. 84/12/17. 6 app 

28008:085, 24X Fiche: 50-400, 84/12/17, 841219021 1 . ^ 


D0CKET^50-407 UNIV. OF UTAH RESEARCH REACTOR 

(SER). suppls & correspondence 

support of application for renewal of 
License R-126 re facility operations «, assessments, 
reproducible figures required for preparation of SER 8 < 
corrections & amends to SAR, 

“EVRIES.K.L, Utah, Unlv. of, Salt Laks Cits, UT 
liann ^ ®*4ndard 1 1 at 1 on 6 Special Projects Branch 

114pp, 27763:029. 24.< F i ch e : 50-407. 84/1 1 /29, 8412050551 . 

P. Operating license stage documents 8 « correspondence 

support of application for renewal of 
License R-126 re facility operations & assessments, 
reproducible figures required for preparation of SER & 
corrections amends to SAR. 

®vI7- ' “JURIES, R.L. Utah. Unlv. of, Salt Lake Citg, UT. 
84/11/29^ THOMAS, C.O. Standard i zation & Special Projects Branch 
114pp. 27763:029, 24X Fiche: 50-40 7, 84/11 /29, 8412050551. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F. Security, medical, emergency Jk fire protection plans 

8412130383 Provides justification re requirements for emergency 
capability, per Suppl 1 to NUREO-0737 (Generic Ltr 
82-33) emergency operating procedures. Procedural changes can 
If^ad to confusion & detriment jail to incident response, 

LINDER, F. Dairyland Power Cooperative. 84/11/28. PAULSON, W. A. 
Operating Reactors Branch 5. 3pp. 27904:045 24X 

Fiche: 50-409, 84/11/28, 8412130383. 
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8412200329 Discusses subnittal of annual emergency exercise objectives 
Sc detailed scenarios. Ful 1 detailed exercise scenario, w/all 
controller info, requested . per 45-day schedule. No change 
needed in 75-day schedule. 

PAPER lELLO. C. J. Region 3. Office of Director. 84/12/14. 

LINDER. F.W. Dairyland Power Cooperative. 2pp. 28124:083. 24X 

Fiche: 50-409. 84/12/14. 8412280329. 


0. Adjudicatory correspondence 


8412170370 Notice of ASLB c ons t i tution. C Bechhoefer. chairman Sc 
GC Anderson S: FJ Shon. member s. Served on 841214. 

COTTER. B. P Atomic Safety and Licensing Board Panel. #484 641. 
84/12/14. 2pp. 27933; 276. 24X Fic he : 50-409. 94/12/14. 841 2170370. 


P. Operating license stage documents S< correspondence 


8412050542 Submits equipment qualification program status rept for wk 
ending 841116. Enel list documents status of equipment 
qualification program SERs. 

KARSCH. R. 0. Operating Reactors Assessment Branch. 84/11/26. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 3pp. 
27783:310. 24X Fiche: 50-000. 84/1 1/26. 8412050542, 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Getierators. " Sve list end. 

GRACE. J. N. Division of QA. Safeguards St Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

8Spp. 27967:086. 24X Fiche: 50-000. 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. U6pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30. 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Sve list end. 

JORDAN, E. L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021, 


S41203002B IE Info Notice 84-88. "Standby Gas Treatment Sys Problems, " 
Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi che: 50-000, 84/12/03. 8412030028. 


8412010191 Forwards SER on NUREG-0737. Item II.D. 1 re testing of safety 
St relief valves for QWR. Info submitted demonstrates 
ability of RCS safety valves to function under expected 
operating conditions for design basis transients. 

ZWDLINSKI, J. A, Operating Reactors Branch 5. 84/11/29. LINDER. F, 

Dairyland Power Cooperative. 13pp. 27711:340. 24X 

Fiche: 50-409. 84/11/29. 8412010191. 


8412040061 Forwards Amend 37 to License DPR-45 St safety evaluation. 
Amend modifies Tech Specs by incorporating requirements of 
NUREG-0737, TMI Action Plan Items 1 1. B. 3. 1 1. F. 1. 1. 1 1. F. 1 . 2. 

II. F. 1. 3, II. F. 1. 4. 11. F. 1. 5 Sc II. F. 1. 6. 

ZWDLINBKI. J. A. Operating Reactors Branch 5. 84/11/30. LINDER. F. 

Dairyland Power Cooperative. 3pp. 27748:106. 24X 

Fiche-: 50-409,84/11/30, 8412040061. 


— 8412040089 Amend 37 to License DPR-45, mod i fy ing Tech Specs by 
incorporating requirements of NUREG— 0737. TMI Action Plan 
Items 11. B. 3. II. F. 1. 1. II. F. 1. 2. II. F. 1.3, II. F. 1. 4. II. F, 1. 5 S< 
II. F. 1.6. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 84/11/30. 8pp. 

27748:109. 24X Fiche: 50-409. 84/1 1 /30, 8412040061. 


— 8412040092 Safety evaluation supporting Amend 37 to License DPR-45. 

•e Office of Nuclear Reactor Regulation. Director. 84/11/30. 4pp. 
27748:117, 24X Fiche: 50-409, 84/11/30, 8412040061. 


Q. Inspection reports. IE Bulletins & correspondence 


8412190465 Forwards SALP input re operator licensing at listed plants 
for Jul 1982 - June 1983, Adequacy of training program 
difficult to judge due to limited number of candidates. 

STREETER. J. F. Region 3, Office of Director. 83/07/29. 

TAMBLING. T. N. NRC - No Detailed Affiliation Given, 2pp. 28029:333. 
24X Fiche; 50-000. 83/07/29,8412190465. 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Sve list 
end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche; 50-000, 84/11/ 19, 8411150064. 


8412210325 Forwards Insp Rept 50-409/84-14 on 841022-26 S>. notice of 
vial ati on. 

GREGER.L. R. Region 3, Office of Director. 84/11/26. UNDER. F. W. 
Dairyland Power Cooperative. 2pp. 28051:308. 24X 

Fiche: 50-409. 84/11/26, 8412210325. 


— 8412210326 Notice of violation from insp on 841022-26. 

OREGER.L, R. Region 3, Office of Director. 84/11/26. Ip. 
28051:310. 24X Fiche: 50-409. 84/1 1/26, 8412210325. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens itized 316 Stainless Steel." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llBpp. 27966:332. 24X Fiche : 50-000, 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp, 27966:215. 24X Fiche : 50-000, 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Sve list end. 

JORDAN, E L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. Il6pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412130365 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-409/84-12. Actions 
will be examined during future insp. 

* Region 3. Office of Director. 84/12/11. Dairyland Power 
Cooperative. Ip. 27904:147. 24X Fi che: 50-409, 84/12/1 1, 8412130365, 


— 8412130367 Responds to NRC 841109 Itr re violations noted in Insp Rept 
50-409/84-12, Corrective act ions : mec hani ca 1, e lectr ica 1 & 
engineering files purged. Micrometer calibr St placed on 
annual recalibr frequency. 

LINDER, F. Dairyland Power Cooperative. 84/11/28. KEPPLER, J. 0. 
Region 3, Office of Director. 2pp. 27904; 148. 24X 

Fiche; 50-409,84/12/11,8412130365. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pomp Diesel Engines. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. U9pp. 28123:131. 24X Fiche: 50-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Mater from 
Refueling Water Cavity.*' Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York. Inc. I20pp. 28124:001. 24X Fiche: 50-000, 84/12/17. 8412120547. 


S. Reportable occurrences. LERs «c related correspondence 


8412110441 LER 84-017-01: on 841016. containment bldg ventilation dampers 
Sc vent header valve automatically dosed due to blown fuse 
on radioactivity monitoring relay panel, Caused by improper 
wiring of offgas monitor relay. Relay rewired. W/B41127 Itr. 

GOODMAN, L, S. , LINDER, F, Dairyland Power Cooperative. 84/11/27. 

4pp. 27891:223. 24X Fiche: 50-409, 84/11/27, 84121 10441, 


8412210327 Insp Rept 50-409/84-14 on 841022-26. Violation noted: failure 

to have strong, tight package for transport of radwaste. 

PAUL. R. A. . LOVENDALE, P. C. Region 3, Office of Director, 84/11/26. 
llpp, 28051:311. 24X Fiche: 50-409, 84/1 1/26. 8412210325. 


8411210360 IE Info Notice 04-84. "Deficiencies in Ferro-Resonant 
Transformers." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 04/11/27. Consolidated Edison Co 

York, Inc. 126pp. 27807:179. 


of New 

24X Fiche:^ 50-000, 84/11/27, 8411210360. 


8412110447 LER 84-019-00; on 041 109, reactor scram occurred. Cause not 
determined. Scram signal cleared when scram condition reset. 
W/841203 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative, 84/12/03. 
3pp, 27891:203. 24X Fiche: 50-409, 84/12/03, 8412110447. 


8412120401 LER 84-020-00: on 841 1 13, c onta inment bldg ventilation dampers 
dosed due to spurious high activity signal on immediate 
particulate monitor. Caused by dirty &/or corroded contacts. 

Power supply voltage ad justed. W/841205 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative, 84/12/05. 

3pp. 27910:055. 24X Fiche: 50-409, 84/12/05, 8412120401. 
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^412110131 Foruiards info discussed during 841114 meeting re containment 
isolation to close out NRC question. Info will be 
incorporated in FSAR Amend 17. W/16 ,6versi z e tables. Aperture 
cards available in PDR. 

liAlMGAN* C . V. Niagara Mohawk Power Corp, 84/12/07. SCHWENCERi A» 
Licensing Branch 2. 14pp. 27862:173. 24X Fiche- 50-410, 84/12/07, 

8412110131. 


^412140224 Submits description of reactor water cleanup h. feedwater 
sys described in FSAR 2* discussion of compliance w/SRP 
3. d». 2. Consideration given to postulating break feedwater to 
cleanup line junction. Environ & radiation effects evaluated. 
MANOAN, C. V Niagara Mohawk Power Corp. 84/12/12. SCHWENCER, A. 
Licensing Branch 2. 11pp. 27920:083. 24X Fiche- 50-410, 84/12/12, 

S4 12140224. 


^412180238 Forwards info requested by J Lazevnick re adequacy of 
station electrical distribution sys voltages. Info will be 
included in FSAR Amend 17. 

MANGANi C. V. Niagara Mohawk Power Corp. 84/12/13. SCHWENCER, A, 
Licensing Branch 2. 5pp. 27961:168. 24X Fiche: 50-410, 04/12/13, 

8412180238. 


3412180281 Forwards revised test abstracts for svc & instrument air sys 
8< neactor bldg polar crane. Info will be included in FSAR 
Amend 17. 

MANQANi C, V. Niagara Mohawk Power Corp. 84/12/13. SCHWENCER, A. 
Licensing Branch 2. 9pp. 27959:228. 24X Fiche: 50-410, 84/12/13, 

84 1 2180231. 


3412180465 Forwards revised responses to FSAR Questions 430.61,430.74 
it 430.86. Info will be included in Amend 17 to FSAR. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/13, SCHWENCER, A. 
Licensing Branch 2. 9pp. 28006:288, 24X Fiche: 50— 410, 84/12/13, 

8412180465. 


3412180290 Forwards info requested in 841212 telcon re design basis for 
roof snow loading. Info will be included in FSAR Amend 17. 
liANOAN, C. V. Niagara Mohawk Power Corp. 84/12/14. SCHWENCER, A. 
Licensing Branch 2. 5pp, 27960:005. 24X Fiche: 50-410, 04/12/14, 

B4121B0290. 


34 1 22 60225 Responds to 841207 request for info re Question 240.17 bn 
probable max wind storm effects on main stack. Info to be 
included in FSAR Amend 17. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/20. SCHWENCER, A, 
Licensing Branch 2. 3pp. 28055:311. 24X Fiche: 50-410. 84/12/20, 

84 1 2260225. 


3412270128 Forwards info re detection of algae in diesel generator fuel 
oil tanks & HPCS diesel generator start sys, per 841220 
req.uest. Info will be included in Amend 17 to FSAR. 

MANGAN, C. V, Niagara Mohawk Power Corp. 34/12/21. SCHWENCER, A. 
Licensing Branch 2. •^pp. 28090:344. 24X FI c he: 50-4 10, 84/ 1 2/21 , 

8412270123. 


NRC Safety Evaluation Report (SER), suppls 8t correspondence 


3412040010 Submits revised response to SER Open Item 54 re loose parts 
monitoring sy s. Submittal will be included in Amend 16 to 
FSAR. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/11/29, SCHWENCER, A, 
Licensing Branch 2. 12pp. 27748:035. 24 X Fiche: 50-410, 84/11/29, 

84 1 2040010, 


3412050352 Responds to 841105 request for info re control of heavy 
lo«d 3 for facility. Info should be sufficient to close out 
SER Open Item 74 «< will be included in Amend 17 to FSAR. 

MANGAN, C.V. Niagara Mohawk Power Corp, 84/11/30. SCHWENCER, A. 
Licensing Branch 2. 6pp. 27767:291. 24X Fiche: 50-410, 84/1 1/30, 

84 1 2050352. 


5412030443 Forwards supplmental info requested by Wescott re effects 
oF PMP at faci lity. Inf o provided to close out SER Open Item 
4. Also forwards proprietary calculations. Calculations 

withheld (ref 10CFR2. 790). ^ ^ 

MANGAN- C. V. Niagara Mohawk Power Corp, 84/11/30. SCHWENCER, A. 
Licensing Branch 2. Spp. 27763:021. 24X Fiche; 50 - 410 , 84/11/30, 

8412050443. 


3412110120 Forwards updated ODC 51 info for use in evaluation of SER 
□pen Item 66 re containment fracture toughness, in response 
to NRC request. LPCS components not included in updated table 
fox* 10CFR50 ODC 51 compliance review. 

MANGAN, C. V, Niagara Mohawk Power Corp. 84/12/06. SCHWENCER, A. 
Licensing Branch 2. 243pp. 27856:049. 24X Fiche: 50-410. 84/12/06, 

841 2110120. 


3412180367 Forwards revised response for SER Open Item 54, '‘Loose Parts 
Monitoring Sys. " Submittal will be included in FSAR Amend 
17 . 

MANGAN, C. V, Niagara Mohawk Power Corp. 84/12/13. SCHWENCER, A. 
Licensing Branch 2. i»pp. 27999:332. 24X Fiche: 50-410, 84/12/13, 

3412180367. 


3412180257 Forwards info re effects of PMP to close SER Open Item 4. 
Info will be included in FSAR Amend 17. 

MANGAN. C.V. Niagara Mohawk Power Corp. 04/12/14, SCHWENCER, A. 
Licensing Branch 2. 5pp. 27961:024. 24X Fiche: 50-410, 84/12/14, 

8412180257 


F. Security, medical, emergency it fire protection plans 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick 4; Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831:259, 24X 

Fiche-: 50-000, 84/11/28, 8412060679. 


8412050181 Forwards updated info re essential lighting sys as suppl to 
previous responses to Question F430. 47. Info will be 
incorporated in Amend 17 to FSAR. All vital areas provided 
w/emergency lighting or 3 h battery packs. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/11/30. SCHWENCER, A. 
Licensing Branch 2. App. 27767:298. 24X Fiche: 50-410, 34/1 1/30, 

8412050181. 


8412050401 Forwards info in response to request re plant emergency 
plan. Info will be incorporated into Amend 17 to FSAR. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/03. SCHWENCER, A. 
Licensing Branch 2. 20pp. 27763:001. 24X Fiche: 50-410. 84/12/03, 

3412050401. 


8412140063 Forwards request for addl info re SPDS. Response to request 
should be submitted within 60 days of Itr receipt. 

SCHWENCER, A. Licensing Branch 2. 84/12/11. HOOTEN, Q.O. Niagara 

Mohawk Power Corp. 6pp. 27953:014. 24X Fiche: 50-410, 84/12/11, 

8412140063. 


8412180240 Forwards info re SPDS, per NRC 841103 request. Enel to be 
incorporated in FSAR Amend 17. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/12. SCHWENCER, A. 
Licensing Branch 2. 66pp. 27961:203. 24X Fiche; 50-410, 84/12/12, 

3412130240. 


8412200367 Forwards “Final Findings 44CFR350, NY State fc Oswego County 
Plans Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations," for review. Comments 
requested by 850108. 

KRIMM.R.W. Federal Emergency Management Agency. 84/12/13. NRC - 
No Detailed Affiliation Given. Ip. 28019:170. 24X 

Fiche: 50-000, 84/12/13, 8412200367. 


— 8412200379 “Final Findings 44CFR350, NV State it Oswego County 
Plans it Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations. “ 

PETRDNE.F. P. Federal Emergency Management Agency. 84/09/23. 
4Bpp. 28019:171. 24X Fiche: 50-000, 84/12/13, 3412200367. 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8412060634 Forwards Affidavit of Svc indicating Amend 15 to F8AR-DL 
stage provided to appropriate parties delineated in 830329 
Itr. 

MANGAN, C.V. Niagara Mohawk Power Corp, 34/11/30. eISENHUT, D. 0. 
Division of Licensing. 3pp. 27825:117. 24X Fiche: 50-410, 84/11/30, 

3412060634. 


Q. Inspection reports, IE Bulletins it correspondence 


3411150064 IE Info Notice 84-83, “Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc 120pp. 27807:058. 24 X Fi che: 50-000, 84/11/19, 841 1150064. 


3412200354 Responds to IE Bulletin 84-03 re failure of refueling cavity 
water seal. Possibility of outer refueling seal failure not 
credible. Des ign, installation & machining techniques of 
steel support plates different from Haddam Neck, 

MANGAN, C. V. Niagara Mohawk Power Corp. 34/11/26. STAROSTECKI, R. 
Division of Project Resident Programs. 3pp, 28031:087. 24X 

Fiche: 50-410, 84/11/26, 8412200354. 
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"Deficiencies in Ferro-Resonant 


S41 1210360 IE Info Notice 04-B4 j 
T ransformers." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co of Neu. 

York. Inc. 126pp. 27807:179. 24X Fiche; 50-000. 84/1 1/27. 841 1210360, 

8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. *' Svc list end. 

*■ Insp.ction Programs (Post 

830103) 34/11/30. Conso 1 id4t.d Edison Co. od New York, Inc. 

88pp. 27967:086. 24X Fiche: 50-000. 84/11/30. 841 1280366. 


of 


8411280370 IE Info Notice 84-86, "Isolation Between Signal 
Protection Sys & Nonsaf #ty-Related Equipment. " 

Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness ii Engineering 
Response (Post 83010:3). 84/11/30. Consolidated Edison Co of New 

York. Inc. I16pp. 27965:224. 24X Fiche: 50-000. 84/1 1/30. 841 1280370 . 

"'■‘'“'’9 Thermal Deflection Induced bg 
Stratified Flow." Svc list end, 

Vp Emergency Preparedness it Engineering 

Consolidated Edi.on Co of New 
York. Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84-88. 

Svc list end. 

Emergency Preparedness 8. Engineering 
Ynif ™ 84/12/03. Consolidated Edison Co of New 

ork. Inc. 122 pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412120541 IE Info Notice 84-92. "Crackino nf Fl iii.ihoc i ^ 

Pump Dietel Enginee. " Svc liii encr ° ''>9""’erld on Cemnicf ., 

p~f^Pod?‘s3o,‘oS,°' 

York. Inc. 119pp. 28153:131. a4X Fiche: SO-oSo'^/Je/", 

S412120547 IE Info Notice 84-93. "Potential for Loss of s 

Refueling Water Cavity. '• Svc list end. Water frc., 

JORDAN. E.L Division of Emergency Preparedness & Ennin^prirt. 

York°"?nc‘’'°?Jn“°‘°^= Coneol idated E?."or^;' „ , 

York, Inc. 120 pp. 28124:001. 29X Fiche: 50-000, B4/]2/!7, a3lj|;.;;i; 

related correspondence 

^'^staturrepi^firod^llsl^®"^^"" backfitting tracking sys monthly 

HOLAHAnVm^’ Reactors Assessment Branch. 

Reactors Assessment Branch, 

24X Fiche: 50-000, 84/11/27, 8412050528. 


84/11/27 
9PP- 27810 14 ; 


8412310386 Submits monthly status rept on plant-specific backfiit 
x^?abJes'^? 1984. Lists of backfitting Spen iss^^ p^oW 
in Tables 1 Zi 2. respective ly. 

HoSwAS^r'^M^' Reactors Assessment Branch, 84/12/os 

28148 ^ 351 ' Assessment Branch, 10 pp. 

28148.351. 24X Fiche: 50-000. 84/12/05, S412310386. 

** related correspondence 


^^coJft^r^ design process for plant 

const in full compliance w/FSAR. Advisement of plans 
requested within 60 days to determine whether or not IE 
integrated design insp required. 

EISENHUT.D 0. Division of Licensing. 84/12/04. HOOTEN, B G 
Niagara Mohawk Power Corp. Ip. 27916-351 24X 

Fiche: 50-410, 84/12/04. 8412130576 


8412050574 Final Deficiency Rept 55(e)-B4-29 re welds in Reactor 
Controls. Inc CRD support sys. Initial ly reported on 040726 
= condition wLld^ot adverJe^y 

affect safety of operation. ^ 

MANOAN.C.V. Niagara Mohawk Power Corp. 84/11/13 STARORTcrKi o 

? *■ Program,. 2p 277 b? S 

Fiche: 50-410, 84/11/13. 8412050574. . uo.i. 241 


B412050081 IE Info Notice 84-09, "Stress Corrosion Cracking in 
Nonsensltiied 316 Stainless Steel." Svc list end 
JORDAN. E.L Division of Emergency Preparedness it Engineerino 
Response (Post 830103K 84/12/07. Consolidated SucJ Co.® of New 

' Inc. 118 pp. 27966:332. 24X Fi che: 50-000, 84/12/07. 8412050081 . 

S412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Equipment." Svc list end. 

JORDAN. E.L Division of Emergency Preparedness & Engineerino 
Response (Post 830103K 84/12/07. Consolidated Edison of New 

I Inc, 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07, 8412050090. 

Problems of Meteorological 

Measurements Programs. " Svc list end. ^ 

JORDAN, E.L Division of Emergency Preparedness & Engineerino 
Y"r"lL consolidated ESuorCo.® of New 

rk, Inc. 116pp, 28032:130. 24X Fiche: 50-000, 84/12/10, 0412060594. 

^ 50 - 410784 - 1 ^ um 

'’hlaOT^yB'^i .“sEiSeR? ^"*‘""'•‘"9 *■ Program,. 84/12/10. 

Ni« 9 *T'a Mohawk Power Corp. 2pp. 

27937.004. 24X Fiche: 50-220. 84/12/10, 8412170185. ^ 

—8412170191 Insp Repts 50-220/84-22 & 50-410/84-16 on S 4102 « 7 ~iin 3 
violation, not.d. Major ar.a, In.p.ct.d: Uc.n... on 

Sullifir I"*’’ '‘"'“JS*' 'Tgdnliation 4 staff ing. training 4 
wTMTiJ^o ** **^*^nal exposure control, 

ISriiTs:;';”'-"”""' *• 

P301X-ITT-01 8( FQCR 4. 2-34 revised. 

MANOAN, C, V. Niagara Mohawk Power Corp. 84/12/10 STAROcjTPrur d 
D i.vi.ion Of Proj.ot 4 Ro.ld.nt Program,. Ip 28boS S3 !« 

Fich.: 50-410, 84/12/10. 0412190271. -^0008.244. 24X 


°''t?Sn^mittirrT‘'"r°'tl‘‘'"'“ 550-84-44 ro Ros.mount Mod.) US' 

reported on 841012. Investigation of 
MANOAN progress. Final rept expected by 850121, 

MANOAN. C, V. Niagara Mohawk Power Corp. 84/11/13 STAROSTFCkT s 
Division of Project & Resident Programs. 2pp 2778^ ?9a 
Fiche: 50-410.84/11/13.8412050712, «./70O. 198. 24X 

(55(e)-84-28) re installation of GA 

I bolted flanged piping joints w/o documented 

FQC-rS-Ss ^ 840723. Bolting Procedure 

revised to delineate bolted joints. 

MANOAN, C. V. Niagara Mohawk Power Corp. 84/11/15 STAROSTECkr R 

*■ R«‘1fnt Programs. 3pp 2782 ! 2« 

Fiche: 50-410, 84/11/15. 8412060289. a,to. 

8412060303 Final Deficiency Rept {55(e)-84-27) re GE 3AM relays 
r ®^0^23.BScW informed by GE that p^oble^ 

^ y corrected by replacing existing printed circuit 
‘‘«®^ 9 n cards for GE SAM relays, 

MANOAN. C. V. Niagara Mohawk Power Corp. 84/11/15 STAROBTECKl.f! 

? Resident PrograL. 2pp 27826 dSa sJ 

Fiche: 50-410. 84/11/15. 8412060303. luu. 

^^Dhuticfl Deficiency Rept ( 55 ( e ) -84-46 ) re variation in 

c5aw f tricentric valves supplied by 

lin ^?^P- reported on 841017. Insp by Clow Corp 
valves operate per Tech Specs 

Division ne J^^®9«;;^/’ohawk Power Corp. 84/11/16. STAROSTECKLR. 
Project it Resident Programs. 2pp. 27826-261 

Fiche: 50-410, 84/11/16, 8412060256. 


24X 


® involving r ! <55(e)-84-45) re cable terminatic-s 

JHySf shrinks or tape completed w/o QC witnessing, 

bj 84122?. S41017, Final rept will be submitted 

Division Niagara Mohawk Power Corp. 84/11/16. STAROSTECKI.R 
u ^22 Resident Programs. 2pp. 27825:361. 24X 

Fiche: 50-410, 84/11/16, 8412060270. 


F-ruamd. In.p R.pt 50-410/84-17 un B41029-I102. Nu vlolatlpn, 

Fiche: 50-410, 84/12/11,8412170356. ^ -:7733.25a. 24X 

—8412170357 Insp Rept 50-410/84-17 on 841029-1 102. No violations nnt.H 
Major areas inspected; program for installat on ins^^ 
nIr'rSSV'" Sri:* ,°t “'•n-.l-t.d m.ch.nl‘1? JC JmJnt 

of Director 84/12/09 

pp. 27933:260. 24X FI ch e: 50-410, 84/12/11, 8412170356, 


Rept < 55(e )“84-30) re use of nonqualifies 
breakers in battery charger. Initially reported on 840807. 
NonquaUfied dc breakers replaced w/qualified breakers, per 
Nonconformance it Disposition Rept 8444 . 

MANGAN, C.V Niagara Mohawk Power Corp. 84/11/16. STAROSTECKI. fl- 
Resident Programs. 2pp. 27794:319. 24X 

Fiche: 50-410. 84/11/16. 8412060514. 

8412060493 Interim Deficiency Rept (55(e)~84-17) re effect of 
termination cables on seismic qualification of Class IE HPCS 
battery supplied by GE, Initially reported on 041O22.Final 
rept will be submitted by 850222. 

HOOTEN, B.G. Niagara Mohawk Power Corp. 84/11/21. STAROSTECKI.R 
Division of Project it Resident Programs. 2pp, 27794'317. 24X 

Fiche: 50-410, 84/11/21. 8412060493. 
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0412200426 Interim deficiency rept re feedwater valves furnished by 
Velan Valve Cor p. In i t ia 1 1 y reported on 840706. Removal of 
test coupons from each valve body & performance of new 
tensile S; impact tests planned. Next rept due by 850228. 
MANOANfC.V. Niagara Mohawk Power Corp. 84/11/26. STAROSTECKI, R. 
Division of Project & Resident Programs. Ip. 28031; 151. 24X 

Fiche: SO-410. 84/11/26. 8412200426. 


8412070171 Confirms that no other changes necessary to bypassed it 
inoperable status indication sys^per 841011 commitment to 
provide addl info on Open Item 71. Design conforms to Reg 
Guide 1. 47 requirements. 

WOOLEVER.EJ. Duqoesne Light Co. 84/11/27. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 27816:196. 24X Fi c he: 50-412. 84/ 1 1/27. 

8412070171. 


8412190426 Suppl to 840621 final deficiency rept re Rosemont 510 DU 
racks. OE verified Panel H13-P693 seismically qualified u»/o 
bolting card files to rear supports. Rosemont 510 DU racks 
uiill be replaced u»/o card files bolted to rear supports. 

MANQAN. C. V. Niagara Mohawk Power Corp. 84/11/30. STAROSTECKI. R. 
Division of Project & Resident Programs. Ip. 28029:357. 24X 

Fiche' 50-410. 84/11/30, 8412190426. 


B4122O0407 Final Deficiency Rept (53(e )-84-31 ) re wiring defects 
in unit substation it switchgear. Initial ly reported on 
B40e07. Ex isi tng lugs removed up to point of broken 
strand it wire reterminated per Spec E061A. 

MANOAN. C. V. Niagara Mohawk Power Corp. 84/11/30. STAROSTECKI. R. 
Division of Project it Resident Programs. 3pp. 29031:148. 24X 

Fiche: 50-410. 84/11/30,8412200407. 


B412270244 Final Deficiency Rept ( 55 ( e > -84-33 ) re RCIC sys turbine 
steam admission 1 Ine. Ini t ial 1 y reported on 840815. Drain lino 
tulll be installed on dounstream side of steam admission 
valve. 

MANOANfC.V. Niagara Mohawk Power Corp. 84/12/06, STAROSTECKI. R, 
Division of Project Jk Resident Programs. 2pp. 28114:205. 24X 

Fiche: 50-410. 34/12/06,8412270244. 


B41227021S Interim Deficiency Rept (55(e )-a4-50) re tube fitting 
installed by Johnson Controls, Inc not meeting min wall 
thickness requirements. In itially reported on 841109. Final 
rept anticipated by 850430. 

MANOAN. C. V. Niagara Mohawk Power Corp. 84/12/10. STAROSTECKI. R. 
Division of Project 8< Resident Programs. 2pp. 28114:277. 24X 

Fiche: 30-410, 84/12/10. 8412270218. 


B412270230 Interim Deficiency Rept <S5(e >-84-49) re ITT Orinnell 
failure to meet wall thickness criteria. Initially reported 
on B4lt09. Investigation continuing. Final rept anticipated by 
B 30301. 

MANOAN. C.V. Niagara Mohawk Power Corp. 84/12/10. STAROSTECKI , R. 
Division of Project it Resident Programs. 2pp. 28114:294, 24X 

Fiche: 30-410, 84/12/10. 8412270230. 


DOCKET 30-412 BEAVER VALLEV POWER STATION. UNIT 2 


8412070447 Notification of 841130 meeting w/util in Bethesda.MD to 
discuss FSAR Section 15.6.5 open item on LOCA dose. 

SINGH, B.K Licensing Branch 3. 84/11/27. KNIGHTON, 0. W. Licensing 

Branch 3, 4pp. 27946:104. 24X Fiche: 50-412, 84/11/27. 8412070447. 


S4121B0562 Forwards nonproprietary it proprietary WCAP-9736 it Rev 1 to 
WCAP-9735. respectively, “Multiflex 3. 0. FORTRAN IV Computer 
Program. ..." Application for withholding proprietary info 
end. Proprietary rept withheld per 10CFR2. 790. 

WOOLEVER, E. J. Duquesne Light Co. 84/12/10. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28003:217. 24X Fiche: 50-412, 84/12/10, 

8412180562. 


— 84121B0569 Requests proprietary Rev 1 to WCAP-9736, "Multiflex 3.0, 
FORTRAN-IV Computer Program for Analyzing Thermal-Hydrau 1 ic- 
Structural Sys Dynamics <III) Advanced Beam Model" be 
withheld (ref 10CFR2. 790). Affidavit end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 94/12/04. 

KNIGHTON, G, W, Licensing Branch 3. 9pp. 28003:219. 24X 

Fiche: 50-412. 84/12/10. 8412180562. 


8412180088 Forwards payment for Class II type review of 841108 request 
for extension of CPPR-105, per 841126 request. 

WOOLEVER, E. J. Duquesne Light Co. 84/12/12. DIRCKS, W. Office of 

the Executive Director for Operations. 2pp. 27961:134. 24X 

Fiche: 50-412, 84/12/12, 8412180088. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8409250322 Forwards list providing status of outstanding it confirmatory 
issues identified in draft SER. Items identified as complete 
considered dosed. 

WOOLEVER, E. J. Duquesne Light Co. 84/09/20. KNIGHTON, G. W. 

Licensing Branch 3. lOpp. 26646:283. 24X Fiche: 50-412, 84/09/20, 

S409250322. 


8412070456 Notification of 841207 meeting w/util in Bethe5da,MD to 
discuss unresolved issues re Geosciences Branch SER. 

SINGH, B.K. Licensing Branch 3. 84/11/27. KNIGHTON, G. W. Licensing 

Branch 3. 4pp. 27846:037. 24X Fiche: 50-412, 84/11/27, 8412070456. 


A. Application/construction stage documents i; correspondence 


8412070461 Summary of 840924 meeting w/util it B&W re differences 
betueen NRC dose calculations following LOCA or rod ejection 
accitient & applicant cal c ula tlons. 

BUCKLEY, B. C. , LEY, M. Licensing Branch 3. 04/11/14. Licensing 

Branch 3 6pp. 2784^:357. 24 X Fiche : 50-412, 84/1 1/14, 8412070461. 


8412110049 Confirms B4110S telcon re Items 7, 9 8« 10 identified in 
B41019 util Itr as being responsive to Generic Ltr 83-08 
need not be met. Other listed Issues continue to be staff 
r equirements, 

NOVAK, T. M, Assistant Director for Licensing. 84/11/14. KURTZ, E.F. 
Duxiuasne Light Co. 3pp. 27899:347, 24X Fiche; 50-412, 84/ 11/14, 

B4 121 10049. 


8412190372 Forwards summary of 840913 it 14 meeting w/util in Bethesda, 
MD re power sy s-mechanical issues. High lights of NRC comments 
concerning util responses to 840907 list of questions 
requiring supplemental info also end. 

KN lOHTQN, G. W. Licensing Branch 3. 04/11/21. WOOLEVER, E, J. 

Duquesne Light Co. 3pp. 28028:211. 24X Fiche: 50-412, 84/11/21, 

6412190372, 


— 8412190374 Summary of 840913 I, 14 meetings w/util in Bethesda, MD 
power sy s-mechanical issues. List of attendees questions & 
responses discussed enc 1. App licant encouraged to provide 
addl info. , „ 

LEY, M. Licensing Branch 3. 84/11/21. Licensing Branch 3. 

28028:214. 24X Fiche: 50-412, 84/1 1 /21, 8412190372. 


re 


8pp. 


84 1 2040273 Returns fee which accompanied 841108 application for 
exiienalan of expiration date of CPPR— 105. App lication subj to 
previsions of rev to 10CFR170. Remittance of new fee for 
review of application requested. , 

DIOOB,R. License Fee Management Branch, 84/11/26. WOOLEVER, E. J, 
Duquesne Light Co. Ip. 27762:354. 24X Fiche: 50-412, 84/1 1/26, 

0412040273. 


8412070472 Notification of 841130 meeting w/util in Bethesda, MD to 
discuss unresolved issues associated w/Structural 
Engineering Branch SER, 

SINGH, B.K. Licensing Branch 3, 84/11/27. KNIGHTON, G. W. Licensing 

Branch 3, 4pp. 2784^:334, 24 X Fiche; 50-412, 84/1 1/27, 8412070472. 


8412070201 Forwards list of outstanding it confirmatory issues 
identified in draft SER. Items identified as "complete" 
considered satisfactorily closed. NRC list of open items 
requested. 

WOOLEVER, E, J. Duquesne Light Co. 84/11/30. KNIGHTON, G. W. 
Licensing Branch 3. lOpp. 27014:207. 24X Fiche: 50— 412, 84/11/30, 

8412070201. 


8412110155 Forwards revised position on draft SER Outstanding Issue 59 
re SVC water sys on low header pressure. 

WOOLEVER, E. J. Duquesne Light Co. 84/12/05. KNIGHTON, G. W. 

Licensing Branch 3. 3pp. 27853:100. 24X Fiche: 50— 412, 84/ 12/05, 

8412110155. 


8412200241 Forwards responses to Structural it Geotechnical Engineering 
Branch draft SER open & confirmatory items. Further analysis 
of intake structure will be addressed as backfit item under 
Generic Ltr 84-08. 

WOOLEVER. E. J, Duquesne Light Co. 84/12/17. KNIGHTON, G. W. 

Licensing Branch 3. 12pp. 28022:312. 24X Fiche: 50-412, 84/12/17. 

8412200241. 


8412210013 Forwards revised FSAR pages providing addl info on draft 
SER Outstanding Issue 153 re fuel grid analysis combined 
LOCA it seismic loads, per 840911 ltr. End pages will be 
incorporated into next FSAR amend. 

WOOLEVER, E. J. Duquesne Light Co. 84/12/18, KNIGHTON, G. W. 
Licensing Branch 3. 6pp. 28035:150. 24X Fiche: 50-412, 84/12/lB, 

8412210013. 


8412270281 Forwards response to Instrumentation & Control Sys Branch 
request for addl info re draft SER Section 7. 2. 2. 4 on 
setpoint methodolog y. Westing house input to setpoint 
determinations withheld (ref 10CFR2, 790). 

WOOLEVER, E. J. Duquesne Light Co. 84/12/21, KNIGHTON, G. W. 
Licensing Branch 3. 34pp. 23088:041. 24X Fiche: 50— 412, 84/12/21 , 

8412270281 . 
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— 8412270286 Application for withholding study re ESF actuation sys 
setpoint methodology (ref 10CFR2. 790). 

WIESEMANW, R, A. Westinghouse Electric Corp. 84/11/06. 

KNKJHTONj G. W. Licensing Branch 3 19pp. 28088:073 24X 

Fiche. 50-412, 84/12/21, 8412270281. 


"Def 1 C iencies in Ferro-Resonant 


8411210360 IE Info Notice 84-04, 

Transformers." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineerino 
Response (Post 030103) 84/11/27. Consolidated Edison Co cl 

York, Inc 126pp. 27807:179. oav tr, - 


24X Fiche 50-000, 84/11/27, 04U2iO3i 


8412310146 Forwards responses to Structural Engineering Section draft 
SER open it confirmatory items, per util 841217 Itr. 

WOOLEVER, E. J. Duqoesne Light Co. 84/12/21. KNIGHTON, G W. 
Licensing Branch 3. 9pp. 20121:088. 24X Fiche; 50-412, 84/12/21, 

8412310146. 










discuss preservice insp program. 

SINGH, B^K Licensing Branch 3. 84/11/27. KNIGHTON, 0. W. 

Branch 3 . 4 pp. 27846 : 100 . 24 X Fic h e ■ 50 - 412 , 84 / 1 1 / 27 , 841 3070453 ' 


F. Security, medical, emergency & fire protection plans 


8412070485 Notification of 841120 meeting w/util in Bethesda.MD to 
discuss detailed control room design review. 

SINOH,B.K. Licensing Branch 3. 84/11/16. KNIGHTON, G. W. Licensing 

Branch 3. 4pp. 27844:321. 24X Fi che: 50-412, 84/ 1 1 /16, 841 2070485. 


8412180^8 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Ref ueling cavity seal design composed of noninf latible 
seals, Design of refueling cavity seal makes gross failure 
extremely improbable. 

WOQLEYER. E. J. Duquesne Light Co. 84/11/28. flURLEY, T E Reoinn , 
Office of Director. 4pp 27960:144. 34X Fiche: 50-412, S 4 /nJ 2 S ' 


8412180278. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick ?« Shoreham. 

DZRCKS, N. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 5pp. 27831:259 24X 

Fichfr; 50-000, 84/11/28, 8412060679. 


8412270185 Forwards revised Figure 5-6 of physical security plan. 
Figure reflects changes to vital area concept for refueling 
water storage tank. Figure withheld (ref 10CFR73. 21). 

WDOLEVER. E. J. Duquesne Light Co. 84/12/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 20090:357 24X 

Fiche: 50-412, 84/12/13, 8412270185. 


K. Utility Final Safety Analysis Report (FSAR) U amends 


8412200313 Forwards Amend 9 to FSAR for Beaver Valley Power Station 
WOOLEVER, E. J. Duquesne Light Co. 84/12/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 28024:013 24X 

Fiche: 50-412, 84/12/18, 8412200313. 


— 8412200317 Amend 9 to FSAR for Beaver Vail 
* Duquesne Light Co. 84/12/31. 655pp. 

Fiche: 50-412. 84/12/18. 8412200313. 


ey Power Station. 
28024:019. 24 X 


Q. Inspection reports, IE Bulletins 8t correspondence 


8412100482 Submits final response to Insp Rept 50-412/83-07 re 
influences of heavy wall fittings on emergency diesel 
generator exhaust sys. Final assessment of generic studu & 
specific exhaust sys end. 

WOOLEVER, E. J. Duquesne Light Co. 84/10/25. STAROSTECKI, R. 
Division of Project & Resident Programs. 5pp. 27060 0B7 24X 

Fiche: 50-412. 84/10/25. 0412100432. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. ® 

„ Division of QA, Safeguards Inspection Programs (Post 
830103)^ 8^11/30. Consolidated Edison Co. of New York, Inc 

8Bpp. 27967:086. 24X Fiche: 50-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list encl. 


JORDAN, E. L. 


Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co^ of 

116 pp. 27965 . 224 . 24 X Fi che : 50 - 000 , 84 / 1 1 / 30 , 8411230370 


York, Inc 


IE Info Notice B4-B7. "Piping Thermal Defl.ctien I«,pc„ 1. 
Stratified Flow. " Svc list end. ^ 

JORDAN, E L Division of Emergency Preparedness 8( Engineerina 
Response (Post 830103). 84/12/03. Consol idated Edison Co af K,. 

York, Inc. 117pp. 27965:340. 24X Fiche : 50-000. 84/12/03, 8412030021 


8412030028 IE Info Notice 84-88, "Stan 
Svc list end, 

JORDAN, E. L. Division of Emergency P 
Response (Post 830103). 84/12/03. 

York, Inc. 122pp. 27966:093. 24X 


dby Gas Treatment Sys Problems." 

reparedness & Engineering 

Consolidated Edison Co, of Njj 
Fiche: 50-000, 84/12/03, B412030G23 


violation. 


MARTIN, T.T, Division of Engineering & Technical Prog 
WOOLEVER, E. J. Duquesne Light Co. 2pp, 28114 282 
Fiche: 50-412, 84/12/05, 8412270229 


rams. 

24X 


S4/ 12/OS 


8412270234 Notice of violation from 
* Region 1, Office of Director, 
Fiche; 50-412, 84/12/05, 8412270229. 


insp on 840813-17. 
84/12/05. Ip. 28114:284 


24X 


“8412100407 "Structural Review of Piping Analysis Including Effect of 
Heavy Elbows. " 

* Duquesne Light Co. 83/10/31. 150pp. 27860' 092 24X 

Fiche: 50-412, 84/10/25, 8412100482. 


--8412270240 Insp Rept 50-412/84-10 on 840813-17. Violation noted: 
failure to seal electrical equipment in storage against dirt 
ti dust. 

PAOLINOiR, , CHEUNG, L., CHEH, U. Region 1, Office of Director. 
84/10/24. 9pp. 28114:285. 24X Fiche: 50-412, 84/12/05, 8412270229 


8412050046 Forwards Insp Rept 50-412/84-12 on 840910-14 V. notice of 
violation. 

^unnf pilose: Engineering & Technical Programs. 84/11/0'; 

WOOLEVER, E. J. Duquesne Light Co. 2pp. 27778' 289 24X 

Fiche: 50-412, 84/11/09, 8412050046. 


8412030081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensi ti zed 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of flu 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050031 


8412030049 Notice of violation from insp on 840910-14. 

« Region 1, Office of Director. 84/11/09. Ip 27778' 291 24) 

Fiche: 50-412, 84/11/09, 8412050046. 

—8412050057 Insp Rept 50-412/84-12 on 840910-0914. Violation noted: 
walkdown personnel not certified as qualified for 
assignments, 

84/10/26. 8pp. 27778:292. 24X Fiche; 50-412, 84/1 1/09, 841205004 


Notice 84-03, "Various Battery Problems." Svc lis 
JORDAN, E. L Division of Emergency Preparedness it Engineering 

York, Inc. 120 pp. 27807:058. 24X Fiche; 50-000, 84/1 1/19, 84111 500 


8412010065 Revises response to NRC 840926 Itr re deviation noted in 
pSJS 30-412/84-09. Corrective actions. SiiW Document 

2BVM-88 revised to delineate engineering review procedure 
necessary prior to authorizing cable tray overfill 

raff!^:^ f'n.‘’T'""-'’"’‘ STAROSTECKI. B. Rajih 

bIimJoms * 24X Fiche: 50-412, 84/11/20 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment.*' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/12/07. Consolidated Edison Co. of HtJ 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, E41205009SJ 


B412120033 Forwards Insp Rept 50-412/84-16 on 841009-11 19. No violattan 
noted. Actions documented in 841120 response to Insp Rept 
50-412/84-09 re electrical cable tray overfills will be 
examined in future insp. 

WENZINOER, E. C. Division of Project & Resident Programs. 84/12/07, 
WOOLEVER, E. J. Duquesne Light Co. 2pp. 27889:012, 24X 

Fiche: 50-412, 84/12/07, 8412120033. 


0412120038 Insp Rept 50-412/84-16 on 841009-1 1 19. No violation note^ 
Major areas Inspected: previously identified items, in-place 
storage of components, const of spent fuel it refueling liner 
Jf repair of MSIVs. 

WALTON, G. A., PRIVIDY, L. F. , TRIPP, L. E. Region 1, Office of 
Director. 84/12/06. 12 pp. 27889:014. 24X Fic he: 50-412, 84/12/07, 

8412120033. 
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0412060594 IE In^^o Notice 84-91i "QC Problems of Meteorological 
Measurements Programs. '• Svc list end. 

JORDAN* E L Divijiori of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of Neu 

York* Inc 116pp. 28032:130. 24X Fi c he : PO-000. 84/12/ 10* 8412060594. 


0412200269 Responds to NRC 841109 Itr re noncompliance noted in Insp 
Rept 50-412/84— 12. Correc t ive actions: resumes of walkdouin 
team partic i pants re viewed. Extension for response to 
Part <b> until 830115 requested. 

WOat-EVERi E. J. Duquesne Light Co. 84/12/10. STAROSTECKI * R. 

Division of Project 8< Resident Programs. 3pp. 28021: 173. 24X 

Fiche: 50-412* 84/12/10* 8412200269. 

0412120541 IE Info Notice 84-92* "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010.3). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/ 17. 8412120541. 


— 8412060677 Forwards G.AP 831202 response to IE 831101 request for addl 
info re allegations made in 830914 petition. W/o end. 

DEYOUNO* R. C. Director's Office* Office of Inspection and 
Enforcement. 83/12/19. HAYES, B. Office of Investigation. ip. 
27830:244. 24X Fiche: 50-413, 84/05/24* 8412060668. 


— 8412060682 Forwards util 840105 response to GAP pending petition for 
action under 10CFR2. 206. 

LIEBERMAN. J. Regional Operations 8( Enforcement Division. 

84/01/13. HAYES, D. Office of Investigation. MESSENGER * 0, H. 
Office of Inspector & Auditor. Ip- 27830:245, 24X 

Fiche: 50-413, 84/05/24, B41206066S. 


— 8412060688 Responds to OAP 830914 petition to modify CPs to req,uire 
review by independent contractor* mgt audit 8« Ofc of 
Investigation review of welding inspector comp laints. Pp 
6,826-6*903 of 831110 hearing end. 

OWEN* W. H. Duke Power Co. 84/01/05. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 136pp. 27830:246. 

24X Fiche: 50-413, 84/05/24. 8412060668. 


0412120547 IE Info Notice 84-93* "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp, 28124:001. 24X Fiche: 50-000. 84/12/17, 8412120547 


R. Periodic ope-rating reports 8< related correspondence 


8412050528 Submits plant-specific backfitting tracking sys monthly 
status rept for Oct 1904. ^ . .r,-, 

TREMBLAY* P. P. Operating Reactors Assessment Branch. 84/11/27. 
HOLAHAN,G.M. Operating Reactors Assessment Branch, 9pp. 27810:145. 
24X Fiche: 50-000,84/11/27, 0412050528. 


6412310386 Submi ts month 1 y status rept on plant-specific backfits 
through Oct 19a4.List5 of backfitting 8t open issues provided 
in Tables I 2, respect ively. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/12/05. 
HOLAHAN.G. M. Operating Reactors Assessment Branch. lOpp. 
28148:351. 24X Fiche: 50-000* 84/12/05* 8412310386. 


S. Reportable occurrences* LERs 8< related correspondence 


8412100482 Submits final response to Insp Rept 50-412/83-07 re 
influences oF heavy wall fittings on emergency diesel 
generator exhaust sys Final assessment of generic study & 
specific exhaust sys end. 

WDOLEUER, E, J. Duquesne Light Co. 04/10/25. STAROSTECKI* R. ^ 
Division of P-roject Resident Programs. 5pp, 27860:087. £ 

Fiche: 50-412, S4/10/25, 0412100482. 


— S4121O04S7 "Stir uctuTal Review of Piping Analysis Including Effect of 
Heavy Elbows. " 

* Duquesne Light Co. 83/10/31. 150pp. 27860:092. 24X 

Fiche: 50-412* 84/10/25* 8412100482. 


9412200361 Final Significant Deficiency Rept 84-06 re removed, 
dismantled or partially dismantled pipe supports. Initially 
reported on S40611. List describing previously or partially 
dismantled pipe supports developed. 

WGOLEVERi E. J- Duquesne Light Co. 84/12/03. MURLEY, T. E. Region 1, 

Office of Director. 4pp. 28031:103. 24X Fiche: 50— 412, 84/12/03, 

6412200361. 

B412270212 Final Potential Significant Deficiency Rept 84-11 re QC 
acceptance of undersized/incomplete welds on HYAC/pipe 
supports, Initially reported on S41005. Deficiency determined 
not reportable per 10CFR50. 55<e>. ^ . 

WDDLEVER, E. J. Duquesne Light Co. 84/12/03. MURLEY, T. E. Region t, 

Office of Director. 4pp. 28114:273. 24X Fiche: 50-412^ 84/12/03, 

6412270212. 


B412270502 Final Deficiency Rept 84-07 re Power Conversion Products, Inc 
voltage regulators. Initially reported on 840810. Subj 
components included in program for insp/repair of Internal 
wiring of Class IE equipment. ^ • * 

WOOLEVER, E, J. Duquesne Light Co, 04/12/17, MURLEY* T. E. Region l* 
Office of Director. 7pp. 28114:177. 24X Fiche: 50-412, 84/ 12/17. 

0412270502, 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


9412040128 Responds to NRC 841023 request for addl info re SER 
Confirmatory Issue 12 re main steam line break using revised 
heat transfer model. W/ one oversiie drawing. Aperture card 
available in PDR. 

TUCKER, H.B, Duke Power Co. 84/11/28. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 2pp. 27754:091. 24X Fiche: 50-413. 84/1 1/28, 841204012B. 


8412260368 Forwards SSER 4. W/o end. 
NOVAK* T. M. Assistant Director for 
Duke Power Co. 6pp. 23068:358. 
8412260368. 


Licensing. 84/12/14. TUCKER, H. B. 
24X Fiche: 50-413,84/12/14, 


8412260120 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION. UNITS 1 AND 2. Docket Nos. 50-413 And 50-414. 

(Duke Power Company, »t al) 

* Division of Licensing. NUREG-0954 S04. 84/12/31. 

Available at NRC. *6.50 28071:039. 24X Fi che : 50-413, 84/12/31, 




F. Security, medical, emergency fire protection plans 


8412010062 Responds to NRC Itr re Insp Repts 50-413/B4-12 8< 
50-414/84-08. Corrective actions: change to security plan will 
be made by 840630 to allow emergency entry by offsite fire 8< 
medical responders in drill. 

TUCKER, H. B. Duke Power Co. 04/03/29. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 27704:330. 24X Fiche: 50-413, 84/03/29. 

8412010062. 


8412010116 Forwards list of outstanding emergency preparedness items & 
current status, per util 840410 transmittal of responses to 
items identified in Insp Repts 50-413/83-42 & 50-414/83-35. 

TUCKER, H. B, Duke Power Co. 84/07/03. 0 'REILLY, J. P, Region 2, 

Office of Director. 2pp. 27709:206. 24X Fiche; 50-413, 64/07/03, 

8412010116. 


8412010015 Discusses inspector followup items from Insp Repts 
50-413/84-12 8< 50-414/84-08 re security procedures which 
delayed NRC access during 1984 emergency response exercise. 

No security plan change will be implemented at present. 

TUCKER, H. B. Duke Power Co. 04/07/05. 0 'REILLY, J, P. Region 


Office of Director. 
8412010015. 


Ip. 27707:355. 24X Fiche : 50-413, 84/07/05, 


8412010178 Confirms util understanding that any further questions 
arising from reinsp of emergency preparedness items 
identified in Insp Repts 50-413/83-42 & 50-414/83-35, Wi 1 1 
not affect escalation above 57. power. ^ „ 

TUCKER, H. B. Duke Power Co. 84/07/25, 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 27711:268. 24X Fiche; 50-413, 84/07/25, 

8412010178. 


8412270590 Forwards Insp Repts 50-413/84-98 & 50-414/84-44 on 

841015-19. No violation or deviation noted. -mnutro u ^ 

BROWNLEE* V. L. Region 2* Office of Director. 04/11/08. TUCKER, H. , 
Duke Power CO. B^p. 28113:325. 24X Fich e: 50-413, 84/1 1/08. 

8412270590. 


DOCKET 50-413 CATAWBA NUCLEAR STATION* UNIT 1 

A. Application/conztruction stage documents & correspondence 


8412060668 Further response to FOIA request for investigation or insp 
records raised by H Langley tt three in camera witnesses 
testimony. Forwards documents listed in App A- Documents also 

FELTOn!*J. M. Division of Rules and Records. 84/05/24. GARDE, B. P. 
(Jovernment Accountability Project. 2pp. 27830:240. 24X 

Fiche: 50-413, B4/05 /24, 8412060668. 


8412270594 Insp Repts 50-413/84-98 50-414/84-44 on 841015-19. No 

violation noted. Major areas inspected: licensee responses 8< 
corrective actions re deficiencies Identified during 
emergency preparedness appraisal. a*, /«!/■«« 

KREH, J. L. * CLINE, W.E. Region 2* Office of Director. 84/11/05. 
7pp. 28113:327. 24X Rich f : 50-413, 84/1 1/00' 8^12270590. 
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company mod to health physics netuork phone 
sys within 30 days. Access to phone sys St escort svc for 
phone company representatives requested. 

BROWNLEE. V. L. Region 2 . Office of Director. 84/11/14. TUCKER. H B 
84120600^3 24X Fiche: 50-000.84/11/14, 

8412030508 Forwards ASLB 840918 supplemental partial initial decision 
re emerpncy planning, per 10CFR51. FES transmitted on 830110 
w/o end. 

ADENSAM. E G. Licensing Branch 4, 84/11/21. HIRSCH. A. 

Environmental Protection Agency. 4pp. 27740’ 302 24X 

Fiche: 50-413. 84/11/21. 8412030508. 

8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick « Shoreham. 

si/M/^S Executive Director for Operations. 

84/11/28. PALLADINO Commissioners. 5pp. 27831’ 259 24X 

Fiche: 50-000, 84/11/28. 8412060679. ^ 


8412070374 Forwards memos t insp repts verifying completed util 
actions, w/eiception of implementation of reviled havlllLnl 
power^QL^^^^ inplemented prior to issuance of full 

Hearing Branch 4. #484 483. 84/12/04 KEL LFv r i 

—B4120703S3 Forwards 841127 & 28 memos, 841001 Itr & Insp Rests 
50-413/84-82 & 50-414/84-36. ^ 

JOHNSON.G. Hearing Branch 4. 04/11/30 UONES. B u 

S«2S;o374‘’"'"*“''' a4X Fi ch ei 50-413?Bj/,a;o 

'•-u.ents .or ovc on partioo ,n OL proc.lng. 

DAVIS. P.R. Commissioners. #484 495. 84/12/06. CLEMENTS, W C 
Docketing 8, Services Branch. Ip. 27824:166. W. C. 

Fiche; 50-413, 84/12/06. 8412070339. 


® version of util 840928 Ur trensmittinj 

4 ti Stet7;n''m"' S?®" procedure., inclodina R.v 

TUCKER. H^B. Duke Pouer Co. 84/11/28. Record Services Branch 
eS;u7=S,‘8«S37S^=^"‘’' Fiche: 50-413. 


cr?r?r!J-7 '"“'1 7 *' ® concerns re facilu, 

0^^7717 ! n" *' ‘"“PPPndent stud« 

b7 ueids. Concerns luill be put into memorandum to 

nlurS n o " parties to proceeding. 

l^ell Commissioners. 84/12/06. Commissioners. 2,p 

27824.167. 24X Fi che: 50-413. 84/12/06. 8412070339. 


^^D^ocadS?*^ ? ^5 H? D emergency plan implementing 

procedures. including Rev 4 to Station Directive CSD) 2.0 1. 

News Releases/Rumor Control" L Rev 9 to SD 3 8 4, "Onsite 
Emergeucy Organl zat ion. " W/UM Felton 841219 release memo 
ti 84/11/28. 27pp. 28148:284. 24X 

Fiche; 50-413. 84/11/28.8412310358. 

^ Pl»" S'v withheld (ref 

Off?« S4/11/30. O'REILLY, J.P. Reg ion 2, 

b”m 604S5 °''' Fiche: SO-413, 84/11/30, 

F'-"‘'=‘i‘>" revieu.CDld shutdosin 
O I ? /s within 72 h of event, per SRP Section 

5-1. C. 5 C. Damage control & operations procedures develooed 
to support cold shutdown capability. developed 

TUCKER, H.B. Duke Power Co. 84/11/30. DENTON. H R Office „a 

4^" ^*2783^’ ADENSAM.E.O, Licensing Branch 

adpp. 27834.136. 24X Fi che: 50-413, 84/1 1 /30. 84121001 56. 

^''R^r^vf.rrr'rf’ “C'-lsls Mgt PUn for Nuclear Stations." 

TUCKER M B e.cept HcOuire !. Oconee brochures. 

iwuKtR.H. B. Carolina Pouer & Lioht Co aa/ip/ti ^ 

Branch (Document Control Desk). Ip. 27920:356 24X ervaces 

Fiche; 50-000, 84/12/11. 8412140208. 

*° "^FlPiP Mst Pian for Nuclear station,. " Brochures 
^ ®^/i2/03. 267pp. 27920:358. 24X 

Fiche: 50-000, 84/12/11, 8412140208. 

®''12cu^??! ??!! Itr. transmitting Rev 7 to phgsical 

l0CFRin^«»ir w/provislons of ^ 

10CFR30. 54(p J 8t acceptable. 

Pasi"" 2- Office of Director. 84/12/17 TUCKER u n 

=3020:256. 24X Fiche: SO^S^IS/”' " °' 

®'’po?pioSs;oi,*'‘"i::;nrc; iiu7pm75J'7:nuunarc;«rr‘"''"'“"“ 

WILLIAMS, R. s. . TUCKER.H. B.. LEROY. P. G. Duke Power Cr. R4 /id/ 5 a 
pp. 28122:055. 24X Fiche: 50-413, 84/12/26. 8412310319. 

0. Adjudicatory correspondence 

IS SfiHlSr"’™ -- 

M/li/os'" ‘-‘”"*‘■'9 Onant Panel. #484 434. 

®'i??U???i?r8:r*eiro? s;;^54''"'“'” 341130 oral .tag 

l4?“%f'‘'-''carM77i%?*7**'' 'r^t.nsing Appeal Panel. #484 453. 

e*j 4.* C*T*olinfl Env iT Q nn^cn ta 1 Studu G7 *oud 2nn 
24X Fiche: 50-413, 84/12/04, 8412050334, 207. 


author memorandum. memorializing 041205 telcon fi 
faci 1 ity. Memorandum will be served on all parties to 

pnoceeding 6 circulated to 

DAVIS.P.R. Commissioners. 84/12/06. DUGGAN. S AfflUafi^n um* 
Assigned. Ip. 27824:169. 24X Fi c he : 50-413 84/12%! . 

partial initial decision resolving 
10 CFR 51 concerns «< authorizing issuance of OLs. per 

W/o^encl^^^ operation of plant forwarded by 830110 Itr, 

ADENSAM. E. G. Licensing Branch 4. 84/12/06. HIRSCH, A 

Environmental Protection Agency. 4pp. 27917:357 oav 
F iche: 50-413, 84/12/06. 8412130507. 

reguest for extension of 

time to file comments until 841214. 

MCQARRy'j k Purcell & Reynolds. 

Offtc^^f rb#. c Q^/12/10. CHILK.S.J. 

U Secretary of the Commission. 2pp. 27872-287 24X 

Fiche: 50-413. 84/12/10. 8412110525. ^ /»/«:. .iB/. Z4X 

8412140122 Application for stag pending administrative & judicial 
revl.Lj of 840622 partial initial decision & 840918 

8412 * 4012 ^ =^’‘'^■250. 84X Fiche: 50-413, 84/12/10, 

Notice of appeal from ASLB partial initial decision 

tppc— s & authori.ing issuanco 
Or OL. Certificate of Svc end. 

#4B4“a 05 * '=P'’°‘i"a Environmental Studg Sraup. 

#484 605. 84/12/10, 2pp. 27920’ 147 p-’ ’ — ^ 

8412140201. 


24X Fiche; 50-413. 84/12/10, 


??■'' ??!" '' ‘"fPTmational purposes. Pr.li.lnar, 
notification re criticality delay for Unit 1 to evaluate 
loose breech guide screws on CRDs end. W/o ends. Related 
correspondences, 

JOHNSON, G, E. Hearing Branch 4. #484 664. 84/12/11 

BM?d’’p?l;l?' ”°°™r3'' WILBUR, H. A. Atomic Safetg and Llc.o.inj 
oard Panel. ip, 27959:075. 24X Fi che: 50-413, 84/12/1 1, 84121S05I9. 

^'^^f^AHB^dar^" extending time for parties comments on effectivines. 

Im22S 

Secretary of the Commission. #4 8 4 602. 

^P- 27920:096. 24X 

Fiche: 50-413, 84/12/12, 8412140043. 

extending time until 841228 for Commission to act to 
XuXAu * Decision dD- 84-16. Served on 841214. 

0^ ^he Secretary of the Commission. #484 607. 
H#/ia/i3. Commissioners. tp. 27919-359 24X 

Fiche: 50-413, 84/12/13, 8412140162. 

8412170379 Order advising that all responses to interveners application 
pending administrative 8f judicial review, should be 
submitted to ASLB on 841221. Served on 841214. 

^‘a Safety and Licensing Appeal Panel. #484*34. 

84/12/13. Ip. 27937:176. 24X Fiche; 50-4 1 3. 84/12/13, 8412170379 . 
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0412270003 Forwards executed signature pages of affidavits of M Katcui 
DA Schliasel U W Eddlenan which constitute Exhibits 3-5 to 
Intervener 84l2i0 application for stay pending 
administrative & judicial review filed in proceeding. 

GUILDER. Guild. R. GUILD. R. Palmetto Alliance. GUILD. R. Carolina 
Environmental Study Group. #484 805. 84/12/17. ROSENTHAL. A. S. r 

MOORE. T S . WILBUR. H. A. Atomic Safety and Licensing Appeal Panel. 

4pp 28090:313. 24X Fiche: 50-413. 84/12/17, 8412270003. 


0412240132 Order extending time until 850104 for Commission to act to 
review Director's Decision DD-84-16. Served on 841221. 

CHILK. S, J. Office of the Secretary of the Commission. #484 738. 
84/12/20. Commissioners. Ip- 28042:034. 24X 

Fiche: 50-413. 84/12/20, 8412240132. 


8412260419 Opposition to interveners application for stay pending 
administrative & judicial review. Intervenors have not 
provided evidence of error in any rulings. Certificate of 
Sve end. 

MCGARRY. J. M. Duke Power Co. MCGARRY. U. M. Bishop, Liberman. Cook. 
Purcell S; Reynolds. #484 767. 84/12/21. Atomic Safety and 

Licensing Appeal Panel. 14pp. 28065:001. 24X Fiche: 50-413. 

84/12/21, 8412260419. 


— 8412260422 Affidavit of WH Owen re testing sBq.uence required to bring 
facility into operation. 

□WEN. W. H. Duke Power Co. 84/12/18. 6pp. 28065:015. 24X 

Fiche: 50-413. 84/12/21, 8412260419. 


—8412260427 Affidavit of WF Reinke re delay in commercial operation of 
facility. 

REINKE. W. F. Duke Power Co. 84/12/20. 6pp. 20065:021. 24X 

Fiche: 50-413, 84/12/21. 8412260419. 


— 0412260432 Affidavit of SE Ferdon re assertions 
Kaku tt Bchlissel. 

FERDQN, S. E. Duke Power Co. 84/12/19. 6pp. 
Fiche: 50-413, 84/12/21 , 8412260419. 


made in affidavits 
28065: 027. 24X 


of 


—8412310211 Affidavit of SS Diab re « Kaky concerns that risk of sys 
failures not adequately considered in NRC evaluation of 
accidents at f ac i 1 i ty . Pr of qualifications end. 

DIAB, S. S Reactor Systems Branch. 84/12/20. 9pp. 28120:137. 
24X Fiche: 50-413,8-^/12/21, 8412310190. 


— 8412310217 Affidavit of EiM Fields addressing allegations that economic 
benefit will not be derived from operation of Unit l.Prof 
qualifications end. 

FIELDS. E. N. Site Analysis Branch. 84/12/21. 6pp. 28120:146. 

24X Fiche. 50-413. 84/12/21, 8412310190. 

8412270001 Order denying 841211 application for stay of authorization 
for license contained in several partial initial decisions, 
pending completion of all appellate reviews of decisions. 

Served on 841226. 

TOMPKINS. B. A. Atomic Safety and Licensing Appeal Panel. #484 807. 
84/12/24. Palmetto Alliance, lOpp. 28070:301. 24X 

Fiche: 50-413,84/12/24. 8412270001. 


J. Insurance 8< indemnity information 


8412110326 Unexecuted Amend 2 to Indemnity Agreement B-100. 

SALTZMAN, J. Assistant Director for State & Licensee Relations, 
84/11/29. Ip. 27851:057. 24X Fiche: 50-413. 84/11/29. 0412110326. 


8412050379 Forwards Endorsements 14 & 15 to NELIA Policy NF-281 Zt 
Endorsements 8 £« 9 to MAELU Policy MF-112. 

HOFFMAN, J. Marsh 8« McLennan. Inc, 84/11/30. DINITZ. I. Assistant 
Director for State Licensee Relations. 5pp. 27773:228. 24X 

Fiche: 50-000, 84/11/30, 8412050379. 


8412270035 Forwards License NPF-3l,FR notice of issuance «< environ 
protection plan. License authorizes low power testing & 
operation below 5% power. Executed indemnity agreement end. 
EISENHUT. D. G. Division of Licensing. 84/12/06. TUCKER. H. B. Duke 
Power Co. 4pp. 28118:193. 24X Fiche: 50-413. 84/12/06. 8412270035. 


— 0412260437 Affidavit of WR Stimart re explanation of how delay in 
commercial operation translates into increased project 
costs. 

STIMART, W.R. Duke Power Co, 84/12/20. 6pp. 20065:033 . 24X 

Fiche: 50-413, 84/12/21, 8412260419. 


— 8412260440 Affidavit of PM Abraham re safety implications of 
of facility. 

ABRAHAM, P, M. Duke Power Co. 84/12/20. 7pp. 28065:039, 
Fiche; 50-413. 84/ 12/21 , 8412260419. 


op erat ion 
24 X 


— 8412260445 Affidavit of WH Rasin re assertion made by Palmetto Alliance 
& Carolina Environ Study Group that containment vulnerable 
to breach because of hydrogren explosion in event of 
accidents. 

RASIN, W. H. Duke Power Co. 84/12/20. 5pp. 28065:046. 24X 

Fiche: 50-413, 84/12/21 , 8412260419. 


P. Operating license stage documents ?t correspondence 


8412050669 Forwards summary of 841026 mgt meeting re current «, planned 
activities for facil ity. Meet Ing provided comprehensive 
overview of facility organization status & goals for const U 
operation. List of attendees it handouts end. .. „ 

0 'REILLY. J. P. Region 2, Office of Director. 84/11/15, TUCKER, H.B. 
Duke Power Co, 56pp, 27781:113. 24X Fiche: 50-413. 84/11/15, 

8412050669. 


8412030217 Responds to EG Adensam 841107 Itr re License Condition 20, 
"Internal Corrosion Protection for Fuel Oil Storage Tanks.” 

Internal tank coating unnecessary. Uncoated tanks will 
provide adequate diesel generator fuel oil supply. 

TUCKER. H. B. Duke Power Co, 84/11/21. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 3pp. 27727:078. 24X Fiche: 50-413, 84/1 1/21, 6412030217. 


— 8412260448 Affidavit of L Lewis re assertions of Palmetto Alliance 
Carolina Environ Study Group that operation will 
aignif icantly increase costs & exposures in performing maint 
& repair work & releases to environ. 

LEWIS, L. Duke Power Co. 84/12/20. 3pp. 20065:051. 24X 

Fiche; 50-413. 84/12/21. 8412260419. 


8412310190 Staff opposition to intervenors Palmetto Alliance It 
Carolina Environ Study Group application for stay. 

JOHNSON, G. E. Office of the Executive Legal Director. #484 828. 
84/12/21, Atomic Safety and Licensing Appeal Panel. 14pp, 
28120:099. 24X Fi che : 50-413, 84/12/21 , 8412310190. 


— 8412310195 Affidavit of CJ Ciajkowski JR Weeks in response to 
DA Schllssel affidavit addressing ASLB finding in OL 
proceeding that IGSCC not expected to occur as result of 
sensitization of certain critical welds in cooling sys. 

C2AJK0WSKI, C, J. , WEFkS, J. R. Brookhaven National Laboratory. 
84/12/21. 10pp. 28120:113. 24X Fiche: 50-413, 84/12/21, 8412310190. 


— 8412310199 Affidavit of J Read re assessment of risks to 
severe accidents postulated to occur at facility. Prof 
qualif ications encl. 

READ, J. Accident Evaluation Branch. 84/12/21. 5pp, 
24X Fiche: 50-413, 84/12/21, 8412310190. 


public from 
28120: 123, 


— 841S310207 Affidavit of JJ Swift addressing allegation that irreparable 
harm will be done to intervenors St public if Unit 1 operated 
before pending appeals decided. Prof qualifications encl. 

SWIFT, J.J, Radiological Assessment Branch. 84/12/21. 9pp. 
28120:128. 24X Fiche: 50-413, 84/12/21 , 8412310190. 


8412030090 Submits comments on preliminary draft of proposed low power 
license transmitted by TM Novak 84115 Itr. 

TUCKER, H. B. Duke Power Co. 84/11/26. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 27724:314. 24X Fi che: 50-413, 84/11 /26, 8412030090, 


8412070263 "Process Control Program. ” W/a41l29 Itr. 

TUCKER, H. B. Duke Power Co. 84/11/29, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4. 16pp. 27820:273, 24X Fiche : 50-413, 84/1 1/29, 8412070263. 


8412040083 Forwards response to EG Adensam 841105 request for addl info 
re DPC-NF-2010. "Nuclear Physics Methodology for Reload 
Design. " , , „ 

TUCKER. H.B. Duke Power Co. 84/11/30, DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM. E. 0. Licensing Branch 

4. 6lpp. 27748:139. 24X Fiche: 50-000, 84/11/30, 84120400B3. 


8412100185 Reiterates 841009 Intention to incorporate BNWL comments 
into maint t: surveillance program for Unit 1 diesel 
generators. _ 

TUCKER, H. B. Duke Power Co. 84/12/05. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 27834:236. 24X Fiche; 50-413, 84/12/05, 8412100185. 


8412270035 Forwards License NPF~3l, FR notice of issuance Zt environ 
protection plan. License authorizes low power testing Zt 
operation below 5% power. Executed indemnity agreement encl. 
EISENHUT. D, 0. Division of Licensing. 84/12/06. TUCKER, H. B. Duke 
Power Co. 4pp. 28118:193. 24X Fiche: 50-413, 84/12/06, 0412270035. 


— 8412270039 License NPF-31 authorizing low power testing Zt operation 
below 57. power. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director, 
84/12/06. 13pp. 28118:196. 24X Fiche: 50-413, 04/12/06, 8412270035. 
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-S412270043 "Environ Protection Plan <Nonrad i ol og i ca 1 ) . " 

« NRC - No Detailed Affiliation Given. 84/12/06. 24pp. 

20118:209. 24X Fi che: 50~413» 84/12/06. 8412270035. 


-B412260357 Notice of issuance of License NPF-*31, author i z ing operation 
at reactor core power levels not in excess of 3.411 Miut. 

ADENSAM.E. G. Licensing Branch 4. 84/12/06. 3pp. 28118:234 24X 

Fiche: 50-413, 84/12/06. 8412270035. 


8412190498 Notification of 841218 & 19 meetings w/util in Bethesda. MD 
to discuss pump ?< valve inservice testing program. 

JABBOUR.K, N. Licensing Branch 4. 84/12/12. ADENSAM, E. G. Licensing 

Branch 4 . 4 pp. 28016:311. a4X Fiche: 50-413. 84/12/12, 8412190498. 


Notifies that 840621 commitment to maintain boron 
c oncentrati on of 2.000 ppm in RCS no longer necessary. RCS 
boron concentration will be based on Tech Specs 3. 1 1 l, 

3, 1. 1. 2 or 3. 9. 1. 

TUCKER, H. B. Duke Power Co. 84/12/14. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. C. Licensing Branch 

4 . 2 pp. 28009:263. 24X Fiche: 50-413, 84/12/14. 8412190147. 


8412190011 Forwards Rev 7 to "Inservice Testing Program for Pumps fc 
Valves. " » r 

TUCKER. H. B. Duke Power Co. 84/12/17. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. 0 . Licensing Branch 
28009:318. 24X Fiche: 50-413. 84/12/17. 841219001 1 . 


2 pp. 


^ Inservice Testing Program for Pumps & Valves. 

* Duke Power Co. 84/12/17. 23pp. 28009:320. 24X 

Fiche: 50-413. 84/12/17. 8412190011. 


8412190068 Forwards proposed FSAR changes ic justifications re post-fuel 
loading initial test program test abstracts. Approval of 
proposed changes to Table 14.2,12-2 re pressurizar 
functional test r#q,uested by 850106. 

TUCKER.H.B. Duke Power Co. 84/12/17, DENTON, H.R, Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4 . Spp, 28009:309. 24X Fiche: 50-413, 84/12/17. 8412190068. 


8412210184 Advises of 941201 issuance of revised mgt procedure re 
aJlUl*"*"* employees, to be communicated to employees by 

TUCKER.H.B. Duke Power Co. 84/12/17, DENTON, H. R. Office of 

Nuclear Regulation. Director. ADENSAM. E. 0 . Licensing Branch 

4 . Ip. 28036:070, 24X Fiche: 50-413, 84/12/17. 8412210184. 


concerning pin power uncertainties re 
DPC NF-2010. "Nuclear Physics Methodology for Reload 
Design." per 841217 telcon. 

TUCKER.H.B. Duke Powar Co. 84/12/19. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E, G. Licensino Branch 

4. 4pp. 28120:013. 24X Fiche: 50-000, 84/12/19. 8412310017. 


Application for amend to License NPF-31. chang ing Tech Specs 
re internal corrosion of diesel generator fuel oil storage 
tank*. Justification & analysis of significant hazards 
consideration end, 

TUCKER.H.B. Duke Power Co. 84/12/21. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. 0 . Licensing Branch 
4. 4 pp. 28058:124, 24X Fiche: 50-413. 84/12/21, 841226025^ 


—8412260259 Proposed Tech Specs re internal corrosion of diesel 
ganerator fuel oil storage tanks. 

* Duke Power Co. 84/12/21. Spp, 28058’ 128 24X 

Fiche: 50-413, 84/12/21, 8412260254 


8412310101 TECHNICAL SPECIFICATIONS FOR CATAWBA NUCLEAR STATION UNIT 1 
Docket No. 50-413. iDufce Power Company) unit 1 , 

\ Licensing. NUREO-1099. 84/12/31, 250pp. Available 

at NRC, 410.00. 28149:001. 24X Fiche: 50-413, 84/12/31, 8412310101 , 


Q. Inspection reports, IE Bulletins & correspondence 


NRC Itr re Insp Repts 50-413/84-12 it 
50-41^04-08. Corrective actions: change to security plan will 
840630 to allow emergency entry by offsite fire & 
medical responders in drill. 

TUCKER.H.B. Duke Power Co. 84/03/29. 0 'REILLY. J P R.oiono 


underestimation of amount of addl work 
required to complete corrective actions to violations noted 
840423*’ 50-413/83-40. work will not be completed until 

TUCKER.H.B. Duke Power Co. 84/04/02 o^rptii v id d . « 


8412010032 Forwards results of statistical analysis evaluatino cnnr. . 
anchor spacing as committed to in response to violaUor 
noted in Insp Rept 50-41 3/84-19. A1 1 corrective actionr 
c omp 1 e t ed . 

TUCKER.H.B Duke Power Co. 84/04/19 0 'REILLY. J P 

=7704. 049. 24X Fiche: 30-413.84W/fi, 


^laoiOQOl Notifies that full completion of corrective jt 

violation noted in Insp Rept 50-413/83-40 will be 
accompl ished by 840507. 

TUCKER, H. D. Duke Power Co. 84/04/23. 

Office of Director. Ip. 27706:073 
8412010001. 


O 'REILLY. J. p. Region 2. 
24X Fiche: 50-413. 84/04/23. 


8412010116 Forwards list of outstanding emergency preparedness 
current status, per util 840410 transmittal of respon^rtr 

50-413/83-42 «< 50-414/83-35 

TUCKER.H.B, Duke Power Co. 84/07/03 O'REILLY. J p R-nlnnO 

24X Fiche; 50-413:’lj;S;/0k 


3412010015 Discusses inspector followup items from Insn p-nf. 

H ** 50-414/84-08 re security proced^ei^^Sich*^ 

delayed N.RC access during 1984 emergency response exercise 
TUrJ?R^u^n^ change will be implemented at present, 

TUCKER.H.B. Duke Power Co. 84/07/05. O'REILLY.JP Renj„na 

24XFiche"50-:i3.8:?i;jo5: 


understanding that any further questions 
arising from reinsp of emergency preparedness items 

50-413/83-42 50-414/83-35, wi 1 1 

not affect escalation above 57 . power. 

TUCKER.H.B. Duke Power Co. 84/07/25. O'REILLY.JP R»n<nn 3 

=’’■^"^ 268 . 24X Fiche: 50-413, B4?07/23: 


B4iOO,-is,No viel.tien. 

DANCE.H, C, Region 2 , Office of Director. 84/11/01 tUCKFR u r 

841228 S 2 l;"°- ="‘27:315. 24X Fic he : 50-«3,‘84/“ 


—8412280233 Insp Rept 50-413/84-96 on 841009-12. No violations or 
deviations noted. Major areas insp ec ted: 1 i c ensee actions on 
previous enforcement matters, of f si te support staff & 
actions on previously identified findings. 

BELISLE. G. A. , UPRIGHT. C.M. Region 2. Office of Director 

84/10/31. 7 pp. 28127:317. 24X Fiche: 50-41 3 . 04/11/01. 8412280228. 


SuL? 2 I 1° response to IE Bulletin 79-14. Rev 1 . 

Suppl 2. Info updates status of as-built verification program 
as provided in 040229 final response. program 

TUCKER, Duke Power Co. 84/11/02. 0 'REILLY. J. P. Region 2 . 

8 lt 2 S!oS 97 "'■ 27709:219. 24X Fiche: 50-413. 84/11/02. 


luoJoit ^ • response to lE Bulletin 79-02.Rev 2 re pipe 

support base plate designs using concrete expansion anchor 
bolts. Anchor support plates modified to comply w/allowable 
expansion anchor loadings. 


TUCKER.H.B, Duke Power Co. 84/11/02. 
Office of Director. Spp. 27711-232 
8412010163, 


Q 'REILLY. J. P, Region 2i 
24X Fiche: 50-4 1'3. 84/11/02, 


''‘' 50 -i?i/i 4 '’wT'“ nct.d in tn.p R.,t 

Vibration tests will be performed on all sys prior to 
criticality w/listed exceptions. 


eptions. 

TUCKER.H.B. Duke Power Co. 84/11/07, 
Office of Director. 3pp. 28034:032 
8412210223. 


O'REILLY, J. P. Regions, 
24X Fiche: 50-413. 84/11/07, 


-8412210224 Forwards Insp Rept 50-413/84-92 on 840910-21 !, notice of 
violation, 

LEWIS, R. C. Region 2 . Office of Director. 84/10/09 TUCKER, H B 
28034:035. 24X Fiche: 50-413, 84 / 1 1 / 07 , 

ttiedl US234 


-8412210226 Notice of violation from insp on 840918-21. 

* Region 2. Office of Director, 84/10/09, 2 pp. 28034:037. 24X 

Fiche: 50-413, 84/11/07. 8412210223. 


-8412210229 Insp Rept 50-413/84-92 on 840918-21. Violation noted: fail uri 
vibration testing per test procedures. 

LEMAHAN, J. J. , JAPE. F, Region 2, Office of Director. 84/10/04. 

4 pp. 28034:038. 24X Fiche: 50-413. 84/11/07, 8412210223. 
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8412270390 Forwards Insp Repts 50-413/84-98 & 50-414/84-44 on 
941015-19. No violation or deviation noted. 

BROWNLEE. V L. Region 2. Office of Director. 84/11/08. TUCKER. H.B. 
Duke Pouen Co. 2pp. 28113:325. 24X Fich e : 50-413. 84/ 1 1/08. 

9412270590. 


— B412270594 Insp Repts 50-413/84-98 & 50-414/84-44 on 841015-19. No 
violation noted. Major areas insp ected : 1 icensee responses 
corrective actions re deficiencies identified during 
emergency preparedness appraisal. 

KREHi J. L. . CLINE. W. E. Region 2. Office of Director. 84/11/05. 
7pp. 28113:327. 24X Fiche: 50-413, 84/11/08. 8412270590. 


0412280231 Forwards Insp Rept 50-413/84-99 on 841023-26. No violations 
or deviation noted. 

BROWNLEE, U. L. Region 2. Office of Director. 84/11/09. TUCKER. H. B. 
Duke Power Co. 2pp. 23128:024. 24X Fiche : 50-413, 84/11/09, 

0412280231. 


— 0412280235 Insp Rept 50-413/84-99 on 841023-26. No violation on 
deviation noted. Major areas inspected : status of license 
conditions, followup on enforcement issues & visual insp of 
selected snubbers. 

SCHNEBLI, G, A. . JAPE, F. Region 2. Office of Director. 84/11/00. 
5pp. 29128:026. g4X Fich e: 50-413, 84/1 1 /09. 8412280231. 


0411150064 IE Info Notice 84-83, "Various Batterg Problems." Svc list 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24 X Fiche: 50-000, 84/11/19. 8411150064. 


0412280236 Forwards Insp Rept 50-413/84-101 on 841029-1 102. No 
violation or deviation noted. 

BROWNLEE. V, L. Region 2. Office of Director. 84/11/19. TUCKER, H.B. 
Duke Power Co. 2pp. 28128:031. 24X Fiche: 50-413. 84/11/19, 

0412280236. 


8412070374 Forwards memos t insp repts verifying completed util 
a c t i on s , w/e X cep 1 1 on of implementation of revised harassment 
policy which will be implemented prior to issuance of full 
power OL. 

JOHNSON. G. E. Hearing Branch 4. #484 483. 84/12/04. KELLEY. J. L. , 

FOSTER. R F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
2pp. 27813:261. 24X Fiche: 50-413, 84/12/04. 8412070374. 


— 8412070383 Forwards 841127 5; 28 memos, 841001 Itr & Insp Repts 
50-413/84-82 it 50-414/84-36. 

JOHNSON, G. Hearing Branch 4. 84/11/30. JONES, B. W. Region 2. 

Office of Director. 18pp. 27813:263. 24X Fiche: 50-413. 84/12/04. 

8412070374. 


8412050001 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 3l6 Stainless Steel. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc llBpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081, 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. U4pp. 27966:215. 24X Fiche: 50-000, 84/12/07. 8412050090. 


B412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24 X Fiche: 50-000, 84/12/10, 8412060594. 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Rosoonse (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 0412120541. 


0412280238 Insp Rept 50-413/84-101 on 841029-1 102. No violation or 

deviation noted. Major areas inspected: plant water chemistry 
It inservice testing of pumps & valves. 

ROSS, W. J. , BLAKE, J. J. Region 2, Office of Director. 84/11/15. 
8pp. 28128:033. 24X Fich e: 50-413, 84/1 1 /19, 8412280236. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc 120pp. 28124:001, 24 X Fiche : 50-000, 84/12/ 17, 8412120547. 


0412210149 Forwards response to IE Bulletin 84-03 re potential for St 
consequences of refueling cavity water seal failure. Seal 
configuration tests scheduled for wk of 841203. Results will 
be provided by 841231. 

TUCKER, H.B. Duke Power Co. 84/11/21. 0 'REILLY, J. P. Region 2, 

Office of Director. 15pp. 28036:033. 24X Fiche: 50-000, 84/11/21, 

8412210140. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24 X Fiche: 50-000, 84/11/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co, of New York, Inc. 

S8pp, 27967:086. 24X Fi che : 50-000, 84/11 /30, 841 1280366. 


0411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys It Nonsaf ety-Related Equipment. " 

8vc list end, 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 


24X Fiche; 50-000, 84/11/30, 8411230370, 


0412100169 Forwards summary & status of maint St insp items identified 
in 040914 SER re Unit 1 TDI diesel genera tors. Rep lacement 
of turbocharger gas inlet bolts not complete for diesel 
generator lA. Justification provided in 841009 Itr. 

TUCKER, H. B. Duke Power Co. 84/11/30. ADENSAM, E. G. Licensing 
Branch 4. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Dlrect-or. 4pp, 27835:011. 24X Fiche: 50-413, 84/11/30, 8412100169. 


0412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 04/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 


24X Fiche: 50-000, 04/12/03, 8412030021. 


R. Periodic operating reports & related correspondence 


8412260066 Monthly operating rept for Nov 1984. W/841214 Itr. 

REAYia, J. A. , TUCKERiH. B. Duke Power Co. 84/11/30. 4pp. 28063:067. 
24X Fiche: 50-413, 84/11/30. 8412260066. 


S, Reportable occurrences, LFRs Ik related correspondence 


0411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability test ing. Proposed 
alternative testing would add fewer cumulative run hours «< 
starts on eng ines. Respons e requested by 841001. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 5pp. 27392:170. 24X Fiche: 50-000, 84/09/21. 

8411080376. 


8412030513 Rev 1 to special rept: on 840915, pressuri zer PORV 1NC32B 
automatically opened to relieve pressure increase in RCS 
caused by NC pump start. NC pump operating procedure revised 
to alert operators of pressure increase problems. 

TUCKER. H. B. Duke Power Co. 84/11/13. 0 'REILLY. J. P. Region 2. 
Office of Director. 3pp. 27735:103. 24X Fiche: 50-413. 84/1 1/13, 

8412030513. 


8412030223 LER 84-018-00: on 841023, in-core thermocouple tube leakage 
occurred. Caused by separation of stainless steel conduit 
from Swagelok tube fitting. Thermocoup le replaced, 

W/841121 Itr. 

OUELLETTE, R. W. , TUCKER, H. B. Duke Power Co. 84/11/21, 5pp. 
27734:265. 24X Fiche: 50-413, 84/1 1/21, 8412030223. 


8412010161 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used an TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator 
Sots - Nozzle Ring Assembly Suppl." Rept represents final QA 
verified rept on subj. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/11/27. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, Ip. 
27711:293. 24X Fi che: 50-000, 04/1 1/27, 8412010161. 


0412030020 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc, 122pp. 


27966: 093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


— 8412010173 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI DSR-48 it DSRV 16-4 Emergency Diesel Generator Sets - 

Norzle Ring Assembly Suppl. " 

* Failure Analysis Associates. FAAA 04-5-7.1. 84/11/30. 20pp. 

27711:294. 24X Fiche: 50-000. 84/1 1/27, 8412010161. 
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Notification 84-182: notifies of 841022 e,eetinfl ../util 
r» crarW ? Diesel Generator Ou^ners Group in Bethesda.MD 

re cracks in generator crankshafts & overall evaluation of 
owners group program, Meeting ageniia end. 

of Licensing 84/11/28. PALLADINO 
S4?2oIS3Sr’'’‘' 50-000,84/11/28. 

n« +■. * Unit 1 TDI diesel generators. Rep lacement 

of turbocharger gas inlet bolts not complete for diesel 
provided in 341009 Itr. 

TUCKERiH. B. Duke Power Co. 84/11/30. ADENSAM. E C Licensino 
D?rTtot' Office Of Nuclear Reactor Reguladon ® 

4pp. 27835,011. 24X Fiche: 50-413i 84/1 1 /3o, 8412100169, 

B412170040 LER 84-017-00: on 841 012. motor driven auxiliaru feedwater 
froS*hnrJ' 5 *^ emergencg low suction flow sigLl 
from both mam pumps due to design deficiency in valve 
Steam flow reestab 1 ished. W/S41 130 Itr. 

2796S^5l'^ Power Co. 84/11/30. 5pp. 

27968.351. 24X Flche: 50-413, 84/11/30, 8412170040. 

that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process 8 e tensile 
foromr”* 3«"e^io to Owners Group engines. Crankshaft 
Iav®; ? between manufacturer 

BERL^NOER Delaval. Inc.) Owners Group. 84/12/04 

27834: 

J.°s”l*fo™ed.°" ‘“° continuing. st.t« of NC 

'87l»:Soi.'’"S4?Fich.:5S“iss,i;/?2/"7r8;!2uS;ii" 

rept re CRD mechanism heavy drive rod assemblies 
Issue does not constitute immediate safety concern ReLm 

oor.»’io"eri„''p;:i:. 

Dir«fur -5 S"LC,’ r,*' 84/12/07. revoUNO, R. C. 

27920 ’ 289 Day ir*j h mn ««« Inspection and Enforcement. 6 pp. 
.^/V20.289. 24X Fiche: 50-000. 84/12/07, S412140277. 

28031,315. 24X Flche: 50-413, 84/12/07, 8412200067. 

Jr^o* [3%4f2l2“^;‘'“* p.n.tr,tldn,.Cau„d bg personnel 

="SS;S2 :" •- 

supersedes 841211 FaAA Rept 84-9-11 “locks End 

87,60:184. 84X Flcb SO-So^wri/^ro^iraSo^^^ “■ 

Oenerating Stations- S< FaAA-S4-3-16, -E^JuIJion 
Emergency Diesel Generator Crankshafts at Shoieham...- 

DENTON, H.R. Office*Jf*Niclear^Re^doJ"R * ^'^''12/13. 

28042:241. 24X Fiche: 50-000, 84d2d3:a4ll2i;olr 


to “TDI Diesel Generators Owners Group 


B412170266 Forwards Rev 
Program Plan. ” 

27,32:171. 24X Flche: SO-000, S4/?2/!r33!l?7026r' ^pp. 

-8412.^288^r.u i^td ^TDI D1...1 ®P-Fab„s Ooners Oroup Frogra™ Flan. 
824pp. 27,32:173. 24X Fl^Ji: JS!ooo°S:"J/?;°S;i 8 ,^Sii^''^' 


8412240164 LER 04-022-00: on 84 1 1 15, emer g enc y core coolino fm, 4 . 
inoperable. Caused by personnel error Locks installed nn 
containment sump intake screen doors. K^^to Jocks wJu be 
administratively CQntroll ed. W/S41214 itr. 

U. , TUCKER, H. B, Duke Power Co Rxi/tD/ixi 

28062:020. 24X Fiche; 50-413, 84/12/14, 8412240164. 

8412270008 LER 84-021-00; on 841 1 14, feedwater isolation experiet,c»H . 
to steam generator hi-hi level si gna 1 . Caused by out-of-svc 
channel select switch for steam generator 
S;,£. . returned to normal. W/8412I4 Itr. 

2BllSd30 pay 84/12/14. 4pp 

28113.130. 24X Fiche: 50-413. 84/12/14, 8412270008. 

8412260311 Revises Phase 1 Rent p^aa oa o i ^ 

inlta"!! °r5Jln*n''‘' ‘° ’' °°° p°«s'Srr° 

trc^,°:i’°°'S";:'j, 5 ''"'“''' “““ cH,ng.. 

is. 

28057.328. 24X Fiche: 50-000, 84/12/19, 841226031 1 ^ 

Il-lil'fri.”? ^]^«"scripts on non-anti trust matters 

‘"“rb^ irp™ in ''PP A.Ddcum,nt 5 also 

FELTON, J, M. Division of Rules and Records. B4/05/24 GARDE B p 

Government Accountability Project. 2 pp. 27830-240 24 X 

Fiche: 30-413, 84/05/24. 8412060668. «^40. 24X 

®AP 830914 petition to modify CPs to require 
contractor, mgt audit S, Ofc of ^ 

Off ict!' aT’' DEYOUNS.R.C. Diractor'. 

a4X Fi;ha:,o-4,3feJ/05/ll‘l4jSL!6a°’’“'"'"‘' 

Notification 84-182: not i fies of 841022 meet Ino u/ut. 1 
re^c^ackrin""^ Diesel Generator Owners Group in Bethesda, MD^ 
re cracks in generator crankshafts & overall evaluation of 

E^slmurn «'•*-» 4«-'F •ncl. »' 

% S7S83^'8;r'‘S!x F^b ' ' ^ 0 ^ 00 '”'^'-'“'"'“ 

S412060301 24X Fich e : 50-000, 84/ 1 1 / 28 , 

:aui:r:rc!:a‘cr: ?u;^f *" 

overall 2 ^’ound in TDI generator crankshafts i, 

* ^ owners group program. 

27ss5^aoo^° Affiliation Given. 84/10/22. 161pp. 

27883.222. 24X Fiche : 50-000, 84/1 1/28, 8412060301. ^ 

Bethesda.MD.Pp 14, 435-14, 4Bi. 

27791 035 Licensing Board Panel. 84/11/30 54pp. 

27791.035. 24X Fiche: 50-413, 84/11/30, 8412060298. 

V. Operator Examinations 

””‘^"9 at Ragion n ofc to di.cus. r.,«r.d 
r ining for previously licensed candidates applying for 
license, per 841107 telcon. applying for 

DS^Tpofir'co ’’f"'”" Director. 84/11/16. TUCKER.RB. 

B4!So 6SSS5, ■ 24X Flche: 50-413,84/11/16, 

llscue, required tralnlhs for 

Soe^tori^i”'^'''!’'* applging for Ilcenie 6 senior 

operators «< reactor operators licensed on Unit 1 applying 
for license for Unit 2 . 

TUCKER^H^b'^' D irector. 84/11/16. 

TUCKER, H. B. Duke Power Co. 2pp. 27826:117. 24X 

Fiche: 50-413, 84/11/16, 8412060305. 

’=° FeRualificatlon program for NRC licensed 
personnel, per discussions w/NRC. 

Nocl«r“RLrf“''''S DENT0N,H.R. Office of 

Nuclaar Reactor Regulation, Director. ADENSAM. E. G. Liceneing Brentt 
4 . Ip. 27725:105. 24X Fic he: 50-413, 84/1 1/27. 8412030224. 

—8412030232 Rev 1 to requalification program for NRC licensed personnel 
# Duke Power Co. 84/11/27. 15pp. 27725 106 24X 

Fiche: 50-413, 84/11/27, 8412030224. 


S4122B0321 Confirms 841213 
licensing of operators It 
telcon. 


mgt meeting at Region II ofc to discuss dual 
other licensing matters, per 841119 


OLSHINSKI, J. A. 

Duke Power Co, 
8412280321. 


Region 2, Office of Director. 84/12/10, TUCKER, H B. 
2pp, 23124:131. 24X Fiche: 50-413,84/12/10, 



DOCKETED ITEMS 


279 


DOCKET 50-414 CATAWBA NUCLEAR STATION. UNIT 2 


A Application/construction stage documents 4: correspondence 


0412060668 Further response to FOIA request for investigation or insp 
records raised by H Langley L three in camera uiitnesses 
testimony. Fortuards documents listed in App A. Documents also 
available in PDR. 

FELTON. J. M, Division of Rules and Records. 84/05/24. GARDE. B. P. 
Government Accountability Project. 2pp. 27S30; 240. 24X 

Fiche: 50-413. 84/05/24. 0412060668. 


— 8412060677 Forwards GAP 831202 response to IE B31101 request for addl 
info re allegations made in 030914 petition. W/o end, 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement, 83/12/19. HAYES. B. Office of Investigation. Ip. 
27030:244, 24X Fiche: 50-413. 04/05/24, 8412060668. 


— 0412060602 Forwards util 840105 response to GAP pending petition for 
action under 10CFR2. 206. 

LIEBERMAN, J. Regional Operations 8t Enforcement Division. 

84/01/13. HAYES, B. Office of Investigation. MESSENGER. G. H. 
Office of Inspector & Auditor. Ip. 27830:245. 24X 

Fiche: 50-413. 84/05/24. 0412060668. 


— 8412060688 Responds to GAP 830914 petition to modify CPs to require 
review by independent contractor. mgt audit & Ofc of 
Investigation review of welding inspector comp laints. Pp 
6,826-6.903 of 831110 hearing end. 

OWEN, W. H. Duke Power Co. 84/01/05. DEYOUNG. R. C. Director's 
Office, Office of Inspection and Enforcement. 136pp. 27830:246. 

24X Fiche: 50-413, 84/05/24. 8412060668. 


E. NRC Safety Evaluation Report (SER), suppls 8t correspondence 


8412040128 Responds to NRC 841023 request for addl info re SER 
Confirmatory Issue 12 re main steam line break using revised 
heat transfer model. W/one oversize drawing. Aperture card 
available in PDR. 

TUCKER. H. B. Duke Power Co. 84/11/28. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 
4, 2pp. 27754:091. 24X Fi che: 50-413. 84/1 1/28. 9412040128. 


0412260368 Forwards SSER 4. W/o end. 

NOYAK. T. M. Assistant Director for Licensing. 84/12/14. TUCKER, H. B. 

Duke Power Co. 6pp. 23068:358. 24X Fiche: 50-413. 84/12/ 14. 

8412260368. 


8412260120 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS 1 AND 2. Docket Nos. 50-413 And 50-414. 

(Duke Power Company, et al) 

* Division of Licensing. NUREG— 0954 S04. 84/12/31. 220pp. 

Available at NRC, *6.50. 28071:039. 24X Fich e: 50-413. 84/12/31. 

8412260120. 


F. Security, medical, emergency & fire protection plans 


B412010062 Responds to NRC Itr re Insp Repts 50-413/84-12 8( 
50-414/84-08. Corrective actions: change to security plan will 
be made by 840630 to allow emergency entry by offsite fire 
medical responders in drill. 

TUCKER. H D. Duke Power Co. 84/03/29. 0 'REILLY, J. P. Region 2. 

Office of Director. Ip. 27704:330. 24 X Fiche: 50-413, 84/03/29, 

8412010062. 


8412050669 Forwards summary of 841026 mgt meeting re current Zi planned 
activities for facil ity. Meeting provided comprehensive 
overview of facility organization status & goals for const & 
operation. List of attendees St handouts end. 

0 'REILLY, J. P. Region 2, Office of Director. 84/11/15. TUCKER, H. B. 
Duke Power Co. 56pp. 27781:113. 24X Fiche: 50-413, 84/11/15, 

8412050669. 


8412030217 Responds to EG Adensam 841107 Itr re License Condition 20. 
“Internal Corrosion Protection for Fuel Oil Storage Tanks. " 

Internal tank coating unnecessary. Uncoated tanks will 
provide adequate diesel generator fuel oil supply. 

TUCKER, H.B. Duke Power Co. 84/11/21. DENTON. H. R, Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. 0. Licensing Branch 

4. 3pp. 27727:078. 24X Fiche: 50-413, 04/1 1/21. 8412030217. 


3412070263 “Process Control Program. “ W/841129 Itr. 

TUCKER, H.B. Duke Power Co. 84/11/29. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director, ADENSAM. E. G. Licensing Branch 

4. 16pp. 27820:275, 24X Fiche: 50-413, 84/ 1 1/29, 8412070263, 


8412040083 Forwards response to EG Adensam 841105 request for addl info 
re DPC-NF-2010, "Nuclear Physics Methodology for Reload 
Design. " 

TUCKER. H.E. Duke Power Co. 84/11/30. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 61pp. 27748:139, 24X 

Fiche: 50-000, 84/11/30, 8412040083. 


8412010116 Forwards list of outstanding emergency preparedness items 8, 
current status. per util 840410 transmittal of responses to 
items identified in Insp Repts 50-413/83-42 & 50-414/83-35. 

TUCKER, H.B. Duke Power Co. 84/07/03. 0 'REILLY, J, P. Region 2, 

Office of Director. 2pp. 27709:286. 24X Fiche: 50-413. 84/07/03. 

8412010116. 


8412010015 Discusses inspector followup items from Insp Repts 
50-413/84-12 & 50-414/84-08 re security procedures which 
delayed NRC access during 1984 emergency response exercise. 

No security plan change will be implemented at present. 

TUCKER. H. B. Duke Power Co. 84/07/05. O'REILLY, J. P. Region 2, 
Office of Director. Ip. 27707:355. 24X Fi che: 50-413, 04/07/05. 

B412010015. 


8412010178 Confirms util understanding that any further questions 
arising from reinsp of emergency preparedness items 
identified in Insp Repts 50-413/83-42 50-414/83-35. will 

not affect escalation above 5X power. 

TUCKER, H. B, Duke Power Co. 84/07/25. 0 'REILLY. J. P, Region 2. 

Office of Director. Ip. 27711:268. 24X Fi che : 50— 413. 84/07/25. 

0412010178. 


0412270590 Forwards Insp Repts 50-413/84-98 50-414/84-44 on 

041015-19, No violation or deviation noted. 

BROWNLEE, V. L. Region 2. Office of Director. 84/11/08. TUCKER, H. B. 
Duke Power Co. 2pp. 20113:325. 24X Fiche: 50-413, 84/11/00. 

0412270590. 


0412190147 Notifies that 840621 commitment to maintain boron 
concentration of 2.000 ppm in RCS no longer necessary. RCS 
boron concentration will be based on Tech Specs 3. 1.1. 1. 

3. 1. 1. 2 or 3. 9. 1. 

TUCKER, H.B. Duke Power Co. 84/12/14. DENTON. H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 

4. 2pp. 28009:263. 24X Fiche: 50-413, 84/12/14. 8412190147. 


—3412270594 Insp Repts 50-413/84-98 & 50-414/04-44 on 841015-19. No 
violation noted. Major areas inspected: licensee responses !t 
corrective actions re deficiencies identified during 
emergency preparedness appraisal. 

KREH, J. L. Region 2, Office of Director, 84/11/05. 7pp. 
28113:327. 24X Fiche: 50-413, 84/11/08, 8412270590. 


8412190068 Forwards proposed FSAR changes *< justifications re post-fuel 
loading initial test program test abstracts. Approval of 
proposed changes to Table 14 . 2 . 12-2 re pressurizer 
functional test requested by 850106. 

TUCKER, H. B. Duke Power Co, 84/12/17. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM. E. 0, Licensing Branch 
4. Bpp. 28009:309. 24X Fi c h e: 50-413. 84/12/17. 8412190068. 


8412210184 Advises of 041201 issuance of revised mgt procedure re 
harassment of employees, to be communicated to employees by 
841221. 

TUCKER, H.B. Duke Power Co. 84/12/17. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 28036:070. 24X Fiche: 50-413, 84/12/17, 0412210184. 


8412310017 Forwards addl info concerning pin power uncertainties re 
DPC-NF-2010, "Nuclear Physics Methodology for Reload 
Design, " per 841217 telcon. 

TUCKER, H. B. Duke Power Co. 84/12/19, DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 4pp. 28120:013. 24X 

Fiche: 50-000, 84/12/19, 8412310017. 


8412060043 Informs of phone company mod to health physics network phone 
sys within 30 days. Access to phone sys & escort svc for 
phone company representatives requested. » 

BROWNLEE, V, L, Region 2. Office of Director. 84/11/14, TUCKER, H.B. 
Duke Power Co. 2pp. 27027:233. 24X Fiche: 50-000. 04/1 1/14, 

04 12060043. 


8412030508 Forwards ASLR 8^0918 supplemental partial initial decision 
re emergency planning. per 10CFR51.FES transmitted on 830110. 

W/o end. 

ADENSAM, E. 0. Licensing Branch 4. 84/11/21. HIRSCH. A. 

Environmental Protection Agency. 4pp. 27740:302. 24X 

Fiche: 50-413, 84/11/21. 8412030508. 


8412310358 Forwards public version of util 840928 Itr transmitting 
revised emergency plan implementing procedures, includ ins R*v 
4 to Station Directive 2,0.1. "News Releases/Rumor Control." 
TUCKER. H.B. Duke Power Co. 84/11/20. Record Services Branch 
(Document Control Desk), 2pp. 28148:282. 24X Fiche; 50— 413. 

84/11/28. 8412310358. 
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"8412310362 Public vttrsion of revised emergency plan implementing 
procedures^ including Rev 4 to Station Directive (SD) 2.0.1. 

"News Releases/Romor Control" & Rev 9 to SD 3.0.4, "Onsite 
Emergency Organization. " W/JM Felton 841219 release memo. 

•* Duke Power Co. 84/11/28. 29pp. 28148.- 284. 24X 

Fiche: S0“413, 84/11/28. 8412310398. 

8412060453 Forwards Rev 7 to security plan. Rev withheld (ref 
10CFR73. 21). 

TUCKER, H.B. Duke Power Co. 84/11/30. O 'REILLY. J. P. Region 2, 
Office of Director. 2 pp. 27794:269. 24X Fiche; 50-413. 84/11/30, 

8412060455, 

8412100156 Provides info for NRC fire protection review. Cold shutdown 
can be achieved within 72 h of event, per SRP Section 
9. 5-1. C. 5. C, Damage control & operations procedures developed 
to support cold shutdown capability. 

TUCKER, H.B. Duke Power Co. 84/11/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. ( 5 . Licensing Branch 
4 . 2 pp. 27834:136. 24X Fiche: 50-413, 84/1 1/30, 8412100156. 

8412140208 Forwards Rev 14 to "Crisis Mgt Plan for Nuclear Stations. " 
Rev revises entire manual except Mc(?uire & Oconee brochures. 

TUCKER, H.B. Carolina Power Sc Light Co. 84/12/11. Record Services 
Branch (Document Control Desk). Ip. 27920:356. 24X 

Fiche: 50-000, 84/12/11. 8412140208. 

8412140216 Rev 14 to "Crisis Hgt Plan for Nuclear Stations. " Brochures 
end. 

* Duke Power Co. 84/12/03. 267pp. 27920:358. 24X 

Fiche: 50-000, 84/12/11, 8412140208. 

8412280304 Notifies of 850109 meeting in Atlanta, Ga for utils w/neai — 
term OLi to discuss recent Insp findings & operator 
licensing issues. Agenda end. 

0 'REILLY, J. P. Region 2 , Office of Director. 84/12/12. TUCKER, H B 
Duke Power Co. 5pp. 28124:168. 24X Fiche: 50-414, 84/12/12. 

8412280304. 

dmergency plan implementing procedures, including 
HP/O/B/ 1000/06, "Emergency Equipment Functional Check & 

Inventory" «. HP/l/B/1009/17, "Post-Accident Containment Air 
Sampling Sys. " W/e41226 Itr. 

WILLI AMS, R. S. , TUCKER, H.B, , LEROY. P. G, Duke Power Co. 84/12/26. 

65pp. 28122:055. 24X FI che: 50-413, 84 / 12 / 26 , 8412310319. 


--8412070343 Forwards author memorandum, memorial i z ina 841205 

facility Memorandum will be served on all parties to 
proceed ing, placed in docket of proceeding & circulated to 
Comm issioners. 

DAVIS. P.R. Commissioners. 84/12/06. DUGGAN, S AfflUa,-, 

Assigned. ip, 27824 ld,9. Fi cd e ■ SO-.Ig et .2%L 

8412130507 Forwards ASLB 841127 partial initial decision resoWina 
concerns & authorizing issuance of DLs, per 
10CFR51. FES re operation of plant forwarded bu 830110 1 f r 
W/o end. ^ 

ADENSAM, E.G. Licensing Branch 4. 84/12/06. HIRSCH, A. 

Environmental Protection Agency. 4 pd 27917- oav 
F iche: 50-413,84/12/06,8412130507. 24X 

8412110323 Memorializes approval of 841207 request for extension of 
time to file comments until 841214. " 

MCOARRY, J. M. Bishop, Liberman, Cook, Purcell S, Reynolds 
MCGARRY, J. M. Duke Power Co. 4484 549. 84/12/10. CHILK, S j 

Secretary of the Commission. 2 pp. 27872:287 24X 

Fiche: 50-413, 84/12/10, 8412110525. 

8412140122 Application for stay pending administrative S, judicial 
review of 840622 partial initial decision & 840918 
supplemental partial initial decision on emergency planning 
Certificate of Svc end. 

GUILD,R. Palmetto Alliance. RILEY, J. L. Carolina Environfri-n+at 
Study Group. #484 590. 84/12/10. Atomic SaJety ^nfL?; J n 

84 il!ioil 2 24X Fiche: 50-413, 84/12/1^. ^ 

8412140201 Notice of appeal from ASLD partial initial decision 
'' 3 "^ foreman override concerns & authorizing issuance 
of OL. Certificate of Svc encl. 

#4S4^1 Sa * Carolina Environmental Study Group. 

8 ^ 121 ^ 0201 . 24X Fiche: 50-413, 84/!2/10. 

8412180519 Forwards OL & SSER 4 for informational purposes. Prelifliinary 
notification re criticality delay for Unit 1 to evaluate ^ 

loose breech guide screws on CRDs encl. W/o ends. Related 
correspondences. 

JOHNSON, G.E. Hearing Branch 4. #484 664. 84 / 12/11 

ROSENTHAL. A. S. . MOORE. T. S. . WILBUR, H. A. Atomic Safety and Licensing 

Board Panel. Ip. 27959:073. 24X Fiche: 50-413. 84/12/1 1, 8412180319. 


G. Adjudicatory correspondence 

8412050025 Memorandum «c order denying Palmetto Alliance application 
for stay of 841127 partial initial decision re issuance of 
facility OL. Served on 841205. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. #484 434 
84/12/03. Palmetto Alliance. 4pp. 27768-348 24X 

Fiche; 50-413, 84/12/03, 8412050025. 

8412050334 Memorandum S, order denying interveners 841130 oral stay 
application. Served on 841204. 

Safety and Licensing Appeal Panel. #484 453 . 
. Carolina Environmental Study Group. 2pp. 27773:207 

24X Fiche: 50-413, 84/12/04, 8412050334. ^ 

B412070374 Forwards memos 8 , insp repts verifying completed util 
actions, w/exception of implementation of revised harassment 
policy which will be implemented prior to issuence of full 
p ower OL 

Hearing Branch 4. #484 483. 84/12/04. KELLEY, J. L. , 
2 nf Safety and Licensing Board Panel. 
2 pp. 27813:261. 24X Fiche; 50-413, 84/12/04, 0412070374. 

0412070383 Forwards 841127 t, 28 memos, 841001 Itr t< Inso Rents 
50-413/84-82 & 50-414/84-36. ^ ^ 

JWN80N, 0 . Hearing Branch 4. 84/11/30. JONES, B. W, Region 2, 

8412070374'^^’'**'^°'’’ 27813 : 263 , 24X Fiche: 50-413, 84/12/04. 

O'- P'-or..dl„,, 

DAVIS, P.R. Commissioners. #484 495. 84/12/06. CLEMENTS, W C 

Docketing & Service* Branch. Ip. 27824: 166. 24X 

Fiche: 50-413, 84/12/06, 8412070339. 

8412070341 Discusses M Welles S, S Duggan concerns re facility 
criticality expected on 841208 I. lack of independent study 
will b. put iutu «..„or.n,um to 
be served on all parties to proceeding, 

DAVIS, P.R. Commissioners. 84/12/06, Commi s si oners ann 

a7BB4:147. 847 Fich.; SO-AlB.BA/ia/OB.BAlaS^OT? ' 


FI”- Pa'-ties comments on effectiveness 
decision authorizing issuance of full power OL until 
841228. Served on 841213, 

Secretary of the Commission. #484 602, 
84/12/12. Duke Power Co. Ip. 27920- 096 24X 

Fiche: 50-413, 84/12/12, 8412140043. 

8412140162 Order extending time until 841228 for Commission to act to 
review Director's Decision DD-S4-I6. Served on 841214. 

Secretary of the Commission, #484 607. 
84/12/13, Commissioners. Ip. 27919-359 24X 

Fiche: 50-413. 84/12/13, 8412140162. 

8412170379 Order advising that all responses to intervenors application 
for stay pending adminis trative & judicial review, should be 
submitted to ASLB on 841221. Served on 841214. 

Safety and Licensing Appeal Panel. #484 434. 

84/12/13. Ip. 27937:176. 24X Fich e: 50-413, 84/12/13, 8412170379. 

8412270003 Forwards executed signature pages of affidavits of M Katu, 

DA schlissel it W Eddleman which constitute Exhibits 3-5 to 
Intervener 841210 application for stay pending 
adminis trative It judicial review filed in proceeding. 

GUILD, R, Guild, R. GUILD, R. Palmetto Alliance. GUILD, R. Carolina 
Environmental Study Group. #484 805. 84/12/17. ROSENTHAL* A. S. , 

MOORE, T.S., WILBUR, H. A. Atomic Safety and Licensing Appeal Panel. 
4 pp. 28090:313. 24X Fiche: 50-413, 84/12/17, 8412270003. 

8412240132 Order extending time until 850104 for Commission to act to 
review Director's Decision DD-S4-16. Served on 841221. 

Secretary of the Commission. #484 73B. 
84/12/20, Commissioners. Ip. 28042:034. 24X 

Fiche: 50-413, 84/12/20, 8412240132. 

8412260-419 Opposition to intervenors application for stay pending 
administrati ve & judicial review. Intervenors have not 
provided evidence of error in any rulings. Certificate of 
Svc encl. 

MCOARRY, J.M. Duke Power Co. MCGARRY, j. M. Bishop, Liberman, Cook, 
Purcell 1- Reynolds. #484 767. 84/12/21. Atomic Safety and 

Licensing Appeal Panel. 14pp. 28065:001. 24X Fiche ■ 50-413, 

84/12/21,8412260419. 


8412260422 Affidavit of WH Owen re testing sequence required to bring 
facility into operation. 

OMEN, W. H. Duke Power Co. 84/12/18. 6 pp. 28065:015. 24X 

Fiche; 50-413, 84/12/21, 8412260419. 
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—8412260427 Affidavit of WF Reinke re delay in commercial operation of 

REINKEi W. F, Duke Pouer Co. 84/12/20. 6pp 28065:021. 24X 

Fiche: SO-413, 84/12/21. 8412260419. 


8412260432 Affidavit of SE Ferdon re assertions made in affidavits of 

FERDON. S. E. Duke Pouer Co. 84/12/19. 6pp. 28065.027- 24X 

Fiche; 50-413. 84/12/21. 8412260419. 


—8412260437 Affidavit of UR Stimart re explanation of hotu delay in 
commercial operation translates into increased project 

STIMART. W.R, Duke Pouer Co. 84/12/20. 6pp. 28065:033. 24X 

Fiche: 50-413. 84/12/21. 8412260419. 


Q. Inspection reports. IE Bulletins 8; correspondence 


8412010062 Responds to NRC Itr re Insp Repts 50-413/84-12 8« 
50-414/84-08. Corrective actions: change to security plan will 
be made by 840630 to allow emergency entry by offsite fire «« 
medical responders in drill. 

TUCKER. H. B. Duke Pouer Co. 84/03/29. Q 'REILLY. J. P. Region 2, 
Office of Director. Ip. 27704:330. 24 X Fic h e; 50-413. 84/03/29. 

8412010062. 


3412010116 Forwards list of outstanding emergency preparedness items & 
current status.per util 840410 transmittal of responses to 
items identified in Insp Repts 50-413/S3-42 & 50-414/83-35. 

TUCKER. H. B. Duke Power Co. 84/07/03. 0 'REILLY. J. P. Region 2. 

Office of Director. 2pp. 27709:286. 24X Fiche: 50-413. 84/07/03. 

8412010116. 


—8412260440 Affidavit of PM Abraham re safety implications of operation 

ABRAHAM. P. M. Duke Power Co. 84/12/20. 7pp. 28065:039. 24X 

Fiche: 50-413. 84/12/21, 8412260419. 


0412260445 Affidavit of WH Rasin re assertion made by Palmetto Allianc 

& Carolina Environ Study Group that containment vulnerable 
to breach because of hydrogren explosion in event of 

RASIN. W.H. Duke Power Co. 84/12/20. 5pp. 28065:046. 24X 

Fiche: 50-413. 84/12/21. 8412260419. 


— 8412260448 Affidavit of L Lewis re assertions 
Carolina Environ Study Group that operation 
significantly increase costs & exposures in 
£i repair work it releases to environ. 

LEWIS. L. Duke Power Co, 84/12/20. 3pp, 
Fiche: 50-413, 84/12/21. 8412260419. 


of Palmetto Alliance It 
will 

performing maint 
28065:051. 24X 


8412310190 Staff opposition to interveners Palmetto Alliance & 
Carolina Environ Study Group application for stay. 

JOHNSON. O. E. Office of the Executive Legal Director. #484 aae. 
84/12/21. Atomic Safety and Licensing Appeal Panel. 14pp. 
28120:099. 24X Fiche: 50-413, 84/12/21. 8412310190. 


— B412310195 Affidavit of CJ Czajkowski & JR Weeks in response to 
DA Schlissel affidavit addressing ASLB finding in OL 
proceeding that IGSCC not expected to occur as result of 
sensitization of certain critical welds in cooling sya. 

CZAJKOWSKI. C. J. . WEEKS.J.R. Brookhaven National Laboratory. 
84/12/21. iOpp. 28120:113. 24X Fiche: 50-413. 84/12/21. 8412310190. 


— 8412310199 Affidavit of J Read re assessment of risks to 
severe accidents postulated to occur at facility, Prof 
(lualif ications end. „ 

READ. J. Accident Evaluation Branch. 84/12/21. 5pp. 
24X Fiche: 50-413.84/12/21. 8412310190. 


public from 
28120: 123. 


8412310207 Affidavit of JJ Swift addressing allegation that irreparable 

harm will be done to interveners 8« public if Unit 1 operated 
before pending appeals decided. Prof qualifications 
SWIFT. J. J. Radiological Assessment Branch. 84/12/21. 9pp. 
28120:128, 24X Fiche: 50-413, 84/12/21. 8412310190. 


B412010015 Discusses inspector followup items from Insp Repts 
50-413/84-12 & 50-414/84-08 re security procedures which 
delayed NRC access during 1984 emergency response exercise. 

No security plan change will be implemented at present. 

TUCKD^i H. D. Duke Power Co. 84/07/05. 0 '^REILLY, J. P. Region 2. 

Office of Director. Ip. 27707:355. 24X Fiche: 50— 413. 84/07/05. 

8412010015. 


8412010178 Confirms util understanding that any further questions 
arising from reinsp of emergency preparedness items 
Identified in Insp Repts 50-413/83-42 30-414/83-35. ui 1 1 

not affect escalation above 5*Z power. 

TUCKER, H. D. Duke Power Co. 04/07/25. O'REILLY, J. P. Region 2, 
Office of Director. Ip. 27711:268. 24 X Fiche: 50-413, 84/07/25. 

8412010178. 


8412010097 Forwards Rev 1 to final response to IE Bulletin 79-14, Rev 1, 
Suppl 2. Info updates status of as-built verification program 
as provided in 840229 final response. 

TUCKER, H. B, Duke Power Co. 34/11/02. 0 'REILLY, J, P. Region 2, 

Office of Director. 4pp. 27709:219. 24X Fiche: 50-413. B4/1 1/02, 

8412010097. 


8412010163 Submits Rev 3 to response to IE Bulletin 79-02, Rev 2 re pipe 
support base plate designs using concrete expansion anchor 
bolts. Anchor support plates modified to comply w/allowable 
expansion anchor loadings. . _ „ , « 

TUCKER, H. B. Duke Power Co. 84/11/02, O'REILLY, J. P, Region 2, 
Office of Director, 5pp. 27711:232. 24X Fiche: 50-413. 84/1 1/02, 

8412010163. 


8412270590 Forwards Insp Repts 50-413/84-98 & 50-414/B4-44 on 
841013-19, No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/08. TUCKER, H.B. 
Duke Power Co. 2pp. 23113:325. 24X Fich e : 50-413. 84/1 1/08, 

3412270590. 


— 0412270594 Insp Repts S0-413/84-9S 8< 50-414/84-44 on 041015-19. No 
violation noted. Major areas inspected: licensee responses & 
corrective actions re deficiencies identified during 
emergejicy preparedness appraisal. 

KREH, J. L. . CLINE, W.E. Region 2, Office of Director. 84/11/05, 
7pp. 28113:327. 24X Fich e: 50-413. 84/11/08, 8412270590. 


-S412310211 Affidavit of SS Diab re M Kaky concerns that risk of sys 
failures not adequately considered in NRC evaluation of 
accidents at facility. Prof qualifications end. i-j-r 

DIAB.S S. Reactor Systems Branch. 84/12/20. 9pp. 28120.137. 
24X Fiche: 50-413.84/12/21, 8412310190. 


8411150064 IE Info Notice 04-83, "Various Battery Problems." Sve list 
end 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Respanse (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11 / 19, 8411150064. 


0412310217 Affidavit of EN Fields addressing allegations that economic 

benefit will not be derived from operation of Unit l.Prof 

qualifications end. , Mion- laA 

fields. E. N. Site Analysis Branch. 84/12/21. 6pp. 28120,146. 

24X Fiche: 50-413,84/12/21. 8412310190. 

8412270001 Order denying 841211 application for stay of authorization 
for license contained in several partial initial decisions, 
pending completion of all appellate reviews of decisions. 

Served on B41226, , _ , maoa an-r 

TOMPKINS. 0. A. Atomic Safety and Licensing Appeal Panel. #484 807. 
84/12/24. Palmetto Alliance, 10pp. 28090:301. 24X 

Fiche: 50-413, 04/12/24. 8412270001. 

J. Insurance & indemnity information 

0412050379 Forwards Endorsements 14 & 15 to NELIA Policy NF-281 8< 

FndDTsements S 8( 9 to MAELU Policy MF— 112, • . a. 

HOFFMAN, J. Marsh McLennan. Inc. 84/11/30. J’ 

Director for State tn Licensee Relations. 5pp. 27773.228. 24X 

Fiche: 50-000. 84/11/30. 9412050379. 


8412210148 Forwards response to IE Bulletin 84-03 re potential for S< 
consequences of refueling cavity water seal failure, Seal 
configuration tests scheduled for wk of 841203. Results will 
be provided by 841231. 

TUCKER. H. B. Duke Power Co. 84/11/21. 0 'REILLY, J. P, Region 2, 

Office of Director. 15pp. 28036:033. 24X Fiche: 50-000, 84/11/21. 

8412210148. 

B4122B0253 Forwards Insp Rept 50-414/84-45 on 841030-1102. No violations 

or deviations noted. „ 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/23. TUCKER. H.B. 
Duke Power Co. 2pp. 28127:347. 24X Fiche: 50-414. B4/1 1/23. 

8412200253. 

—8412200256 Insp Rept 50-414/84-45 on 841030-1 102. No violations or 
deviations noted. Major areas inspected: electri cal cable 
installations, work it quality records, electrical equipment 
separation it storage of safety-related cables. 

MERRIWEATHER.N. . CONLON.T. E. Region 2. 

84/11/19. Bpp. 28127:349. 24X Fiche: 50-414. 84/11/23, 8412280253. 

8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Sve list end, 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. N«w 

Yorl, Inc, i26pp. 27807:179. 24X Fiche: 50 - 000 , 84/11/27, B4U210360. 
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8411200366 IE Info Notice 84-85j "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end, 

ORACEi J. N. Division of QAi Safeguards %t Inspection Programs (Post 
830103). Q4/11/30. Consolidated Edison Co. of New Yorkj Inc. 

S8pp. 27967:086. 24X F i c h e : 50-000i 84/ 11 730. 841 1280366 


8411280370 IE Info Notice 84-86- "Isolation Between Signals of 
Protection Sys i< Nonsafety-Related Equipment." 

Svc list encl. 

v/ORDANi E. L. Division of Emergency Preparedness Si Engineering 
Response (Post Q30103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fi c he: 50-000. 84/1 1 /30- 841 1280370. 


8412030021 IE Info Notice 04-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I17pp. 27965:340, 24X Fiche; 50-000, 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems *' 
Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche : 50-000, 84/12/03. 8412030028. 


8412070374 Forwards memos h insp repts verifying completed util 
actions, w/exception of implementation of revised harassment 
policy which will be imp 1 e,Tiented prior to issuance of full 
power OL. 

JOHNSON. 0. E. Hearing Branch 4. #484 483. 84/12/04. KELLEY, J. L. 

Atomic Safety and Licensing Board Panel. 2pp. 27813-261. 24X 

Fiche: 50-41 3. 84/ 1 2/04. 84 1 2070374. 


■^8412070383 Forwards 841127 & 28 memos, 841001 Itr Insp Repts 
50-413/84-82 tt 50-414/84-36, 

JOHNSON. 0. Hearing Branch 4 , 84/11/30 JONES, B. W. Region 2. 

Office of Director. iSpp. 27813:263. 24X Fiche; 50-413. 84/12/04. 


8412130624 Significant Deficiency Rept SD 414/84-22 re damaged Rotori 
operator on valve 2KC228B. Initially reported on 841025 
External wiring to 2KC22aD will be corrected «i final 
rept issued by 850101. 

TUCKER, H. B- Duke Power Co. 84/11/21. O'REILLY. J.p Reglon2 
Office of Director. 3pp. 27916:050. 24X Fi ch e . 50-414, 84 / 11/31 

8412130624. o'*/ U/21, 


8412010161 Forwards "Design Review of Elliott Model 900 Turb oc harder 
Used on TDI DSR--4a & DSRV 16-4 Emergency Diesel Generator ® 

Sets — Nozzle Ring Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

RAY. C. L. TDI (Transamerica Delaval, Inc. ) Owners (3roup. 84/11/27 
Office of Nuclear Reactor Regulation, Director Id 

24X Fiche: 50-000, 84/11/27, 8412010161. 


DENTON. H. R. 
27711; 293. 


-8412010173 "Design Review of Elliott Model 900 Turbocharger Used 
TDI DSR— 48 & DSRV 16—4 Emergency Diesel Generator Sets — 
Nozzle Ring Assembly Suppl." 

* Failure Analysis Associates. FAAA 84- 5-7. 1. 84/11/30. 

STT’l 1 ; 294. 24X Fi ch e : 50-000, 84/ 1 1 /27, 84 1 20 10161 . 


20pp. 


8412060301 Board Notification 04-182; not i fi es of 941022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts It overall evaluation of 
owners group program. Meeting agenda encl, 

EISENHUT, D. 0. Division of Licensing. 84/11/28. PALLADIND 
Commissioners, 7pp. 27883:215. 24X Fiche : 50-000, 84/1 1 /2B, 

841206030 1 . 


8412100196 Advises that TDI Diesel Generator Owners Group respond to 
Items 1.2 8i 3 re crankshaft forging process it tensile 
specimens generic to Owners Group eng i nes. Crank shaft 
forging process may vary between manuf acturer. 

RAY. C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/04 
BERLINGER. C. H. Office of Nuclear Reactor Regulation, Director Id 
27834:281 24X Fiche: 50-000. 84/12/04, 8412100196. ^ 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. liapp, 27966:332. 24X Fiche; 50-000, 04/12/07. 8412050081. 


8412110153 PND-1 1-84-095; on 841206. CRD failed to insert 
during testing at Korea 6. Insp of Catawba 2 revealed 
loose screws on two CRDs. Eva 1 uatxon c ontinu ing, States 
it SC informed. 

BURGER. C. Region 2. Office of Director. 84/12/07. 
24X Fiche: 50-000, 84/12/07, 8412110153. 


on scram signal 
tight & 
of NC 


2pp. 27850:001. 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness 8c Engineerino 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412140277 Part 21 rept re CRD mechanism heavy drive rod assemblies, 
Issue does not constitute immediate safety concern. Repa ir 
procedure developed to ensure guide screw locked in place. 

RAHE, E. P. Westinghouse Electric Corp. 84/12/07, DEYOUNG, R. C. 
Director's Office. Office of Inspection and Enforcement. 6pp. 

24X Fiche: 50-000. 84/12/07, 8412140277, 


27920:289. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list encl, 

JORDAN. E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of New 

York. Inc, 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412280304 Notifies of 850109 meeting in Atlanta, Ga for utils w/near- 
term OLs to discuss recent insp findings 8i operator 
licensing issues. Agenda encl. 

0 'REILLY. J. P. Region 2, Office of Director. 84/12/12. TUCKER. H B 
8412280304 ^°' 28124:168. 24X Fic he : 50-414. 84/12/1 2 . 


8412180075 Forwards FaAA-84-9- 1 1 . 1. "Design Review of TDI R-4 & RV-4 
Series Emergency Diesel Generator Cylinder Blocks." Encl 
supersedes 841211 FaAA Rept 04-9-11. 

RAY, C. L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/12/13. 

Office of Nuclear Reactor Regulation, Director. Ip. 
24X Fiche; 50-000, 84/12/13, 8412180075. 


DENTON, H. R. 
27960: 164. 


8412180094 Revised "Design Review of TDI R-4 it RV-4 Series Emergencu 
Diesel Generator Cylinder Blocks. '* 

* Failure Analysis Associates. FAAA-a4-9-l 1 . 1. 84/12/31. 125pp. 

27960:165 24X Fiche; 50-000. 84/12/13, 8412180075. 


'■f Flg'Uh.tU on Cummins Pi, 

Pump Diesel Engines." Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of Neu 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000. 84/12/17. 841212054) 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list encl. 

JORDAN. E.L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York. Inc. 120 pp. 28124:001, 24X Fiche; 50-000. 84/12/ 17. 8412120547 . 

occurrences, LERs & related correspondence 


consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours it 
starts on engines. Response requested by 841001. 

GEORGE, J.B. Texas Utilities Electric Co. (formerly Texas Utilities 
V' DENTON, H.R. Office of Nuclear Reactor 

8411080376 27392:170. 24X Fiche: 50-000, 84/09/21. 


8412240044 Forwards FaAA-84-6-54. "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland 81 San Onofre Nuclear 
Generating Stations" it FaAA-84-3-16. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . , " 

RAY. C, L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/13 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28042:241. 24X Fiche: 50-000, 84/12/13, 3412240044. 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan, " 

RAY, C, L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/14. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
27932:171. 24X Fiche; 50-000. 84/12/14, 8412170266. 


--8412170288 Rev I to "TDI Diesel Generators Owners Group Program Plan.* 
* TDI (Transamerica Delaval, Inc. ) Owners Group, 84/12/14. 

324pp. 27932:173. 24X Fi ch e: 50-000, 84/ 12 / 1 4, 8412170266 . 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 

RAY.C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. !?• 
28057:328. 24X Fiche: 50-000, 84/12/19, 841226031 1 . 
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T. Hearing transcripts on non-antitrust matters 


6412060668 Further response to FOIA request for investigation or insp 
records raised by H Langley & three in camera witnesses 
t est i mony . Forwards documents listed in App A. Documents also 
available in PDR. 

FELTONi J. M. Division of Rules and Records. 84/05/24, GARDE# B.P. 
Government Accountability Project. 2pp. 27830:240 24X 

Fiche: 50-413# 84/05/24, 8412060668. 


— 8412060683 Responds to CAP 830914 petition to modify CPs to require 
review by independent c ontractor » mg t audit & Ofc of 
Investigation review of welding inspector comp laints. Pp 
6f 826-6# 903 of 831110 hearing end. 

□WEN# W. H. Duke Power Co. 84/01/05. DEYOUNG# R C. Director's 
Office# Office of Inspection and Enforcement. 136pp. 27830:246. 

24X Fiche: 50 - 413 # 84/05/24# 8412060669, 


8412060301 Board Notification 84-182: not if ies of 841022 meeting w/util 
S( TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program Meeting agenda encl. 

EISENHUT, D. G. Division of Licensing. 84/11/20. PALLADIND 
Commissioners. 7pp. 27883:215. 24X Fiche: 50-000# 84/1 1/28# 

8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda# 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222. 24X Fiche: 50-000. 84/1 1/28# 8412060301. 


0412060298 Transcript of 841130 telcon in Bethesda. MD. Pp 14,435-14.486. 
♦ Atomic Safety and Licensing Board Panel. 84/11/30. 54pp, 

27791:035. 24X Fich e; 50-413# 84/1 1 /30, 8412060298. 


V. Operator Examinations 


8412060305 Confirms 841120 meeting at Region II ofc to discuss required 
training for previously licensed candidates applying for 
license# per 841107 telcon. 

BROWNLEE# Y. L. Region 2# Office of Director. 84/11/16. TUCKER# H. B, 
Duke Power Co. Ip. 27826:116. 24X Fiche: 50-413# 84/11/16, 

8412060305. 


— 8412060321 Confirms 841120 meeting to discuss required training for 
previously licensed candidates applying for license !< senior 
operators St reactor operators licensed on Unit 1 applying 
for license for Unit 2. 

□LSHINSKl# J. A. Region 2. Office of Director. 84/11/16. 

TUCKER, H.B. Duke Power Co. 2pp. 27826:117. 24X 

Fiche: 50-413# 84/11/16, 8412060305. 


8412030224 Forwards Rev 1 to requalification program for NRC licensed 
personnel# per discussions w/NRC. 

TUCKER# H S. Duke Power Co. 84/11/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM# E. G. Licensing Branch 
4, Ip. 27725:105. 24X Fic he: 50-413# 84/1 1 /27# 8412030224. 


— 8412030232 Rev 1 to requalification program for NRC licensed personnel. 
* Duke Power Co. 84/11/27. 15pp. 27725:106. 24X 

Fiche: 50-413# 84/11/27# 8412030224. 


B412280321 Confirms 841213 mgt meeting at Region II ofc to discuss dual 
licensing of operators 8* other licensing matters, per 841119 
telcon. 

□LSHINSKl# J. A, Region 2, Office of Director. 84/12/10. TUCKER# H. B. 

Duke Power Co. 2pp. 28124:131. 24X Fic h e; 50-413# 84/12/ 10# 

B412280321. 


0412280304 Notifies of 850109 meeting in Atlanta# Oa for utils w/near- 
term OLs to discuss recent insp findings 8< operator 
licensing i ssues. Agenda encl. 

O 'REILLY# J. P. Region 2# Office of Director. 84/12/12. TUCKER# H. B. 
Duke Power Co, 5pp. 20124:163. 24X Fiche: 50-414. 84/12/12# 

8412280304. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


0412260107 Further response to FOIA request for documents re failures 
in electrical relays. Forwards documents listed in App A. 

App A documents available in PDR. Search for addl documents 
continues. 

FELTON# J. M. Division of Rules and Records. 84/06/25. BELL# N. 
Nuclear Information Resource Service. 3pp. 28074:162. 24X 

Fiche: SO-416# 84/06/25. 8412260107. 


E, NRC Safety Evaluation Report (SER). suppls & correspondence 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical relays. Forwards App A 
documents. App A ?# B documents available in PDR. Search 
continuing for documents re Items 2, 3# 4 & 5 of request. 

FELTON, J. M Division of Rules and Records. 84/06/14. BELL# N. 
Nuclear Information 8t Resource Service. 3pp. 27926:281. 24X 

Fiche: 50-000, 84/06/14, 8412130016. 


— 8311140249 Forwards Instrumentation ?t Control Sys Branch input to 
Suppl 5 of SER. Input includes one confirmatory item re 
instrument setpoint methodology 8: one open item re Agastat 
type relays in reactor protection sys. 

HOUSTON# R.W. Assistant Director for Reactor Safety. 83/10/28. 
NOVAK, T. M. Assistant Director for Licensing. 7pp, 28074:167. 
24X Fiche 50-000# 84/06/14, 0412130016. 


8412040179 Forwards "Degraded Core Accident Hydrogen Control Program#" 
quarterly status rept for quarter ending 340930# in response 
to SSER 4 (NURE0-0B31). 

DALE# L. F. Mississippi Power Light Co. 84/11/30. DENTON# H, R. 
Office of Nuclear Reactor Regulation# Director. 5pp. 27744: 139, 

24X Fiche: 50-416# 84/11/30, 8412040179. 


F. Security# medical, emergency & fire protection plans 


B412010019 Requests confirmation of closure of followup item 
incorrectly identified as 50-416/82-06 in Emergency 
Preparedness Appraisal Rept 50-416/82-03. 

DALE# L, F. Mississippi Power Light Co. 84/03/16. 0 'REILLY# J. P. 

Region 2, Office of Director. Ip. 27709:150. 24X 

Fiche: 50-416# 94/03/16, 0412010019. 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL# N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000# 84/06/14# 8412200033. 


0412010098 Responds to NRC 840606 Itr re violations noted in Insp Rept 
50-416/84-08. Corrective acti ons: Plant Emergency Plan 
Procedure lO-S-01-06 revi sed , Train ing will be provided 
to communicators on use of procedures. 

DALE# L. F. Mississippi Power 8< Light Co. 84/07/27. 0 'REILLY# J. P. 

Region 2# Office of Director. 2pp- 27709:211. 24X 

Fiche: 50-416# 84/07/27# 8412010098. 


8412050607 Forwards FEMA final rept re State of LA S< Tensas Parish# LA 
participation in 040411 emergency exercise. Assistance to 
correct deficiencies request ed. W/o encl. 

VERRELLI , D. M. Region 2# Office of Director. 84/11/02. RICHARD# J.B, 
Mississippi Power 8< Light Co. 2pp. 27781:082. 24X 

Fiche: 50-416# 84/11/02# 8412050607, 


8412050638 Informs that#withln next 30 days# phone company will be 
modifying NRC health physics network (HPN) phone sys to 
increase rel iabil ity. Phone company should be provided 
w/accBss to HPN phones. 

BROWNLEE# V. L. Region 2# Office of Director, 84/11/14. RICHARD# J.B. 

Mississippi Power U Light Co. Ip. 27781:052. 24X 

Fiche: 50-416, 84/11/14. 0412050628. 


8412060523 Comments on 840917 proposal for expediting unescorted access 
qualification training for NRC personnel. 

□ 'REILLY# J. P. Region 2. Office of Director. 84/11/19. RICHARD# J.P. 

Mississippi Power St Light Co. 2pp. 27825:272. 24X 

Fiche: 50-416, 84/11/19# 8412060523. 


8412040204 Forwards schedule of corrective actions for deficiencies 
noted during 840411 offsite radiological emergency 
preparedness exercise at facility. 

KRIMM.R.W. Federal Emergency Management Agency. 84/11/29. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 4pp. 27744:076. 24X Fiche: 50-416# 84/11/29, 

8412040204. 


8412270279 Confirms 841204 meeting at Region II ofc to discuss 
proposed rev to physical security plan# per 841120 telcon. 
□LSHINSKl# J. A. Region 2# Office of Director. 84/12/03. 

RICHARD, J.B. Mississippi Power it Light Co. tp. 28115:360. 24X 

Fiche: 50-416, 84/12/03. 8412270279. 


8412140204 Rev 6 to Emergency Plan Procedure lO-S-01-1# "Activation of 
Emergency Plan Safety-Related. " W/841206 Itr. 

DALE#L.F. Mississippi Power i# Light Co. 84/12/06. Q 'REILLY# J. P. 
Region 2, Office of Director. 33pp. 27920:001. 24X 

Fiche: 50-416, 84/12/06# 8412140204. 



284 


DOCKETED ITEMS 


J. Insurance St indemnity information 

8412240047 Forwards Amend 2 to Indemnity 
Item 3 Sc substitutes listed licenses 

‘=°' S4/12/17. DENTaN,H.R. 

Negion 4i Office of Director. 2 pp. 28042:227 24 / 

Fiche: 30-416. e4/12/17i 8412240047. 


.greement B-72. Amend deletes 


P. Operating license stage documents ?c correspondence 

’'equest for NUREO/CR-3301, "Catalog 
of PRA Dominant Accident Sequence Info. “ Forwards PRA ^ 

plants. PRA results for Limerick 
uiithheld (ref FOIA Exemption 4). 

Rules and Records. 84/06/05. SHOLLY. S 
Union of Concerned Scientists. 2 pp. 27948- 075 24X 

Fiche-: 50-000, 84/06/05, 8412120193. 


— B41212022I App of PRA results for BWR plants. 

Detailed Affiliation Given. 84/06/05, 
27948:097. 24X Fiche: 50-000, 84/06/05, 8412120193. 


900pp. 


8412120072 Fifth partial response to FOIA request for six cateoories of 
Sholly Amend to consideration of 
TMI -1 steam generator OL amend. Forwards documents listed in 
app. Documents also available in PDR. 

FELTON, J M License Fee Management Branch. 84/06/06 BELL, N 
P ** Resource Service. 2 pp. 27940^271 2 ix 

Fiche-: 50-000,84/06/06. 8412120072. 

Foru-ard, t.bl. Indicating loc l.val of public intoroot i 
comments on proposed amends issued pursuant to "Sholly." 

Statistics cover 830506-1122. ^ 

Nuclear Reactor Regulation, Director 

the Executive SirecJo^J^r 

8412120072 ’ 24X Fiche: 50-000, 84/06/06, 

8412110391 Responds to Generic Ltr 84-23, "Reactor Vessel Water Level 
Instrumentation in BWRs. " No mods necessary Licen^r 
DALE 2- <f>J«>.t'-olved based on r.lpo^T 

hlississippi Power & Light Co. 84/12/06 DFNTnw u o 

24X Fiche: 50-416, 84/12/06, 8412110391. = l 

8412210297 Forwards request for addl info re TMI Action Item IT n i 
Analysis of Generic BWfi Safety Relief Valve OperLiliJJ " 

Info requested by 850118. uperaoiiity. 

D S4/12/12. RICHARD, J.B. 

Mississippi Power !< Light Co, 3 pp 28041-310 o/iv 

Fiche; 50-416, 84/12/12, l4122?b297 28041.310. 24X 

8412270550 Summary of 841127 & 27 meetings w/util,EO&Q & Bechtel re 
Se'etino^^r program.\ist of luendLf o5 " 

SlIblS’cLg^rLT tr.Mos pncgran. n. 

KINTNER.L. Licensing Branch 4. 84/12/12. Licensinn n 

33pp. 28116:270. 24X Fi ch e : 50-416, 84/12/12, 8412270550. 

8412200359 Forwards response to Generic Ltr 83-28, Item 3 1 r« 

dUculsId !ntU iSuSd uJ" “ *■ 

Offset' Tf ** Co. 84/12/14. DENTON.H R 

olv R««ctor Regulation, Director 5 dd Psosb ia^ 

24X Fiche: 50-416, 04/12/14, 8412200359. 28020.167. 

dSiiition ®nc? ’ ° *' for contlnuad 

Power & Light Co. 84/12/21 npNTnw u a 

24X F?ch%:50-ijr8?;^J2/SI. 8 ^ 122 ^^^^ Director. 18 pp. 280^7:286, 

n«l« nf <=°- BV12/21. DENTON.H R 

“®"R”I?ntt."R:"L®“'' '■““•r Oper.tidnal 

B;®^3a‘i5r'''2ios7"or®i«'’h «■ <=-■ 

ivpp. ^8087. 307. 24X Fich.; 50-416, 04/12/21, 8412270365. 


!! l^oHotlnp & corre.pondunc, 

0412010019 Ragubstd confirmation of closure of follouup item 

B 2 -OA tr, 


identified as 50-416/02-06 in Emergent 
Preparedness Appraisal Rept 50-416/82-03 

Renfon'^ <=° 84/03/16. 

Region 2 , Office of Director. Ip 27709 
Fiche: 50-416, 84/03/16, 8412010019 


24X 


a 'REILLY, J.p 


8412130016 Further response to FOIA reouest #nr cov/,. x. 

document, re failure in electrical relag^ FormardrASrr"'" 
documents. App A & B documents available in PDR Search^ 

FELTON^'j^S Items 2. 3. 4 & 5 of' request 

FELTON, J.M. Division of Rules and Records 84/06/14 rpm x. 

^ Resource Service. 3 pp 27926^28 1 

Fiche: 50-000, 84/06/14, 8412130016. 27926.281. 24X 

S41201009B Responds to NRC 840606 ltr re violat-innc « x j , 

50-416/84-08. corrective ac t i ont P LnrE^erg^n y P Ian 
tlTnt::" revised. Training wil 1 ^b^p'rowSed 

to communicators on use of procedures ° 

DALE,L. F. Mississippi Power & Light Co. 84/07/27 O'flElLiv id 



LEWIS, RC. Region 2, Office of Director. 84/09/18 RlCHARh lo 

'■HS:?-'-: 

DALE, L. F. Mississippi Pouier & Light Co. 84/09/07 O'PFtnv id 
D irector. 3pp. 27826 23a 24X 

Fiche . 50-416, 84/09/18, 8412060231. 

■■^''wotatiL''"™^'''' =°-«8/B4-23 on 040625-0713 6 notice 

. R® 9 ion 2, Office of Director. 84/07/30 DALE, L F 
Mississippi Power & Light Co. 2pp. 27826:241, 24X ^ 

Fiche: 50-416, 84/09/18, 8412060231 


-8412060255 Notice of violation from insp on 840625-0713 

Region 2, Office of Director, 84/07/30 Ip 27626-243 

Fiche: 50-416, 84/09/18, 8412060231. 2 ^® 26 . 243. 


24 X 


—8412060265 Insp Rept 50-416/84-23 on 840625-0713 Violation nntpd- 

m^liER:A R organization^' 

84r202SS3l’^"^^- ^®2^^244''’ 24rFichf:5S-I;”8l'09/ia, 

™ : 

I £S,T 

RICHARD j' b’ *' “ f Director. 84/11/08. 

Ficb.fSi-4?6,8;;n%l,‘gi;i‘2^?S«7‘'^“"'‘"°' =« 

S«824 ltr re violation, noted in Inspfi.pt 
ijw 24. Corrective ac tions: training of nuclear olant 

of®technlr®/®^®°"I^^ stressing util position on higher stds 
competence conducted on 840828 

Region 2 ^ 3^/09/21. O'REILLY, JP. 

Region 2 , Office of Director. 3pp. 27782:052. 24X 

Fiche: 50-416, 84/11/08, 8412050417. 

^^violation^'^’''*’^^*^* 50-416/84-24 on 840625-0703 «< notice of 

LEWIS, R.C. Region 2 , Office of Director. 84/08/24. DALE, L. F, 
Mississippi Power & Light Co. 2 pp. 27782-055 P 4 y 

Fiche: 50-416,84/11/08,8412050417 2^782.055. 24X 

~041EOTO434 Ndtlc. of violation from insp on 840625 - 0703 , 

Zj X Office or Director. 84/08/24. 2 ob 27782-057 241 

Fiche: 50-416, 84/11/08, 8412050417. 

-8412050439 Insp Rept 50-416/84-24 on 840625-0703. Violations not.,,' 
i i! corrective action re standby sve 

d^TofT. LBR piithin 30 

days of discovery of deficiency. 

84%8/03'‘^'l Region 2, Office of Director 

/ 3. 6 pp. 27/82:059. 24X Fiche: 50-416, 84/11 /OS, 8412050417 . 
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0412280397 Foruiards Insp Rept 50“4l6/a4-39 on 840924-28 No violation 
noted. 

BROUNLEE. V. L. Region 2, Office of Director. 84/11/09. RICHARD, J.O. 

tlisaiBsippi Power & Light Co. 2pp. 28125:328. 24X 

Fiche: 50-416, 84/11/09. 8412280397. 


— 8412280405 Inap Rept 50-416/84-39 on 840924-28. No violation noted. Major 
areas inspected; post-accident sampling per NUREG-0737, 1 1 em 
11. B. 3. 

ALBRIOHT, R, H. . JENKINS, G. R. Region 2, Office of Director. 

04/11/05. 7pp. 28125:330. 24X Fi che; 50-416, 04/11/09, 8412280397. 


84122B0198 Forwards Insp Rept 50-416/84-40 on 841009-12. No violation 
or deviation noted. 

BROWNLEE, V, L, Region 2, Office of Director. 04/11/14. RICHARD. J.O. 

Mississippi Power & Light Co. 3pp. 28127:293. 24X 

Fiche: 50-416, 84/11/14, 8412280198. 


— 8412200204 Insp Rept 50-416/84-40 on 841009-12. No violation or 
deviation noted. Major areas Inspected: records program, 
document control licensee action on previous insp 
find irgs. 

SMITH. C. F. , UPRIOHr, C. 11. Region 2, Office of Director. 84/11/02. 
9pp. 28127:296. 24X Fich e: 50-416, 84/1 1/14, 8412280198. 

8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

UOROAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York» Inc. 120pp. 27807:058. 24X Fiche; 50-000. 84/11/19, 8411150064, 


8412260121 Ack receipt of 841005 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50— 416/84-25. Violati on 
1 re surveys of radiological ly controlled areas valid. 

□ 'REILLY, J. P, Region 2. Office of Director. 84/11/20. RICHARD. J.B. 

Mississippi Power Light Co. 2pp. 28063:319. 24X 

Fiche: 50-416, 84/11/20, 8412260121. 


— 0412260126 Responds to NRC 840907 Itr re violations noted in Insp Rept 
50-416/04-25. Corrective actions : P lant Administrative 
Procedure Ol-S-OS-2, "Exposure & Contamination Control" 
revised to provide addl guidance re when smear required. 

DALE, L. F. Mississippi Power & Light Co. 84/10/05. 0 'REILLY, J. P. 

Region 2, Office of Director, 3pp. 20063:321. 24X 

Fiche: 50-416, 84/11/20, 8412260121. 


— 0412260129 Forwards Insp Rept 50-416/84-25 on 840723-27 8* notice of 
Violation. 

O'REILLY, J. P. Region 2, Office of Director. 84/09/07, 

RICHARD, J. B, Mississippi Power Light Co. 2pp. 28063:324. 24X 

Fiche: 50-416, 84/11/20, 8412260121. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list encl- 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fi che: 50-000, 84/1 2/03, 84 12030021 . 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S, Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000, 84/12/03, 8412030028. 


8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold down nut, as aid 
in preparation of IE bulletin, per 841128 meeting. Target 
Rock Corp Rept 4207 & technical manuals encl.W/o 
CROWLEY, T. D, Target Rock Corp. 84/12/04. POTAPOVS, U. Vendor 
Program Branch. 2pp. 27961:163. 24X Fiche: 50-000, 84/12/04, 

8412180067. 


6412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens i t X zed 316 Stainless Steel." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fi c he: 50-000, 84/12/07, 8412050081 , 


S4120S0090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fi c he: 50-000, 84/12/ 10, 8412060594. 


8412310206 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-416/84-37. 

QLSHINSKI, J. A. Region 2, Office of Director. 84/12/10. 

RICHARD. J.B. Mississippi Power & Light Co. Ip. 28135:082. 24X 

Fiche: 50-416. 84/12/10, 8412310206. 


— 8412310213 Responds to NRC 841017 Itr re violations noted in Insp Rept 
50-416/84-37. Corrective actions: memo issued on 840921, 
emphasizing need to have copy of valve lineup in field when 
performing valve lineups. 

DALE. L. F. Mississippi Power & Light Co. 84/11/16. O 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 28135:083. 24X 

Fiche: 50-416, 84/12/10,8412310206. 


— 0412260130 Notice of violation from insp on 840723-27. 

* fiegion 2, Office of Director. 84/09/07. 2pp. 28063:326. 24X 

Fiche: 50-416,84/11/20. 8412260121. 


— 0412260133 Insp Rept 50-416/84-25 on 840723-27. Noncomp 1 ian c e noted: 
failure to adequately dewater resin prior to disposal & 
failure to follow procedures for release of matls from 
radlolog ically controlled areas. 

ALBRIGHT, R. H. , COLLINS, T. R. , JENKINS, G. R. Region 2, Office of 
Director. 84/08/21. 7pp. 28063:328. 24X Fiche : 50-416, 84/1 1/20, 

0412260121. 


8412210108 Informs that review of IE Bulletin 84-03, "Refueling Cavity 
Water Seal," complete. Ref uel Ing cavity water seal, described 
in h ul 1st in, does not exist at fac i 1 1 ty. Bui 1 etin 
i nap p 1 icab le. 

RICHARDiJ, B. Mississippi Power & Light Co. 84/11/21. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp.', 28035:263. 24X 

Fiche: 50-416,84/11/21^ 8412210188. 


0411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Tran «f ormer 5. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50 - 000 , 84/11/27, 8411210360. 


0411280366 IE Info Notice 84-05, "Molybdenum Breakthrough From 
Tc~99ni Generators. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Si Inspection Programs (Post 
B301O3). 84/11/30. Consolidated Edison Co, of New York, Inc. 

08pp. 27967:086. 24X Fi che: 50-000, 84/11/30, 8411200366. 


— 8412310221 Forwards Insp Rept 50-416/84-37 on 840827-0914 & notice of 
violation. 

LEWIS, R.C. Region 2, Office of Director. 84/10/17. RICHARD. J.B. 
Mississippi Power Light Co. 2pp. 28135:086, 24X 

Fiche: 50-416. 84/12/10,8412310206. 


—8412310225 Notice of violation from insp on 840827-0914. 

* Region 2, Office of Director, 84/10/17, Ip. 28135:088. 24X 

Fiche: 50-416, 84/12/10, 8412310206. 


-8412310232 Insp Rept 50-416/84-37 on 840827-0914. None amp 1 i ance noted: 
failure to perform proper hydraulic control unit valve 
lineup verification. 

WAGNER, A. R., CALDWELL, J. L. , SEMIS, P. R. Region 2, Office of 
Director. 84/10/17. 8pp. 28135:089. 24X Fi c h e: 50-416, 84/ 12/10, 

8412310206. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17. 8412120541. 


8412120547 IE Info Notice 34-93, "Potential for Loss of Water from 
Refueling Water Cavity," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000. 84/12/17, 8412120547. 


R. Periodic operating reports 8c related correspondence 


8411280370 IE Info Notice 04-06, "Isolation Between Signals of 
Profcactlon Sys 8* Nonsafety-Related Equipment. " 

Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/11/30. Consolidated Edison Co of New 

York, Inc 116pp. 27965:224. 24X Fiche: 50 - 000 , 04/11/30, 8411280370. 


8412040179 Forwards "Degraded Core Accident Hydrogen Control Program, 
quarterly status rept far quarter ending 840930, in response 
to SBER 4 (NURE0-0S31). 

DALE, L. F. Mississippi Power 8c Light Co. 84/11/30, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 27744:139, 
24X Fiche; 50-416. 84/11/30, 8412040179. 
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B412270S75 Monthly operating rept for Nov 1984. W/94i214 Itr. 

CESARE, J. G, . DALE. L. F. Mississippi Power «< Light Co. 84/11/30. 
DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 9pp. 28113:287. 24X Fic he ; 50-416, 84/1 1 /30. 8412270575. 


S. Reportable occurrences, LERs & related correspondence 


8412010140 Forwards revised Vols 1-4, ‘TDI Diesel Generator Desion 
Review & Quality Revalidation Rept. ■■ Rept provides add! 
basis for conclusion that TDI diesel generators presently 
installed capable of performing intended safety function. 

DALE, L. F. Mississippi Power & Light Co. 84/11/28. DENTON, H, R 
Office of Nuclear Reactor Regulation. Director. 2pp 27716042 
24X Fiche: 50-416, 84/11/28, 8412010140. ' 


8412130494 Partial response to FOlA request for documents re TDI diesel 
generators at Shearon Harris nuclear plant U all lists of 
problems & defects which occurred w/TDI generators being 
used or tested. Documents listed in App A available in PDR, 

FELTON, J. M. Division of Rules and Records. 84/05/17. BELL, N. 
Nuclear Information & Resource Service. 5pp. 27923- 172 24X 

Fiche: 50-000, 84/05/17. 8412130494. 


8412060434 Further response to FOIA request for two categories of 
documents re TDI diesel g enerators. Forwards documents 
listed in App A. Documents available in PDR. 

FELTON, J. ri. Division of Rules and Records. 84/06/01. BELL, N. 
Nuclear Information 4: Resource Service. 2pp. 27828-185 24X 

Fiche: 50-000. 84/06/01, 8412060434. 


—8413010144 Revised VoU 1-4, "TDI Diesel Generator Design R.vi.e I 
Quality Revalidation Rept." 

-» TDI (Transamerica Delaval. Inc. ) Owners Group. 84/11/30 
B74pp, 27716:044. 24X Fi che: 50-416, 84/ 1 1/28, 84 1 2010 140, 


S4-iea: notifies of 841032 meeting o.ul, 
TDI Emergency Diesel Generator Owners Group in Bethesda.MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meeting agenda end. 

EISENHUT, D. G. Division of Licensing. 84/11/28 PALLADINO, 
OILINSKY. ROBERTS Commissioners. 7pp. 27883' 215 24X 

Fiche-: 50-000, 84/11/28, 8412060301. 


8412060441 Forwards potentially generic issue data sheet re 
deficiencies in Amerace Corp Agastat GP series relays, per 
TI 2500/3. 

LEWIS, R. C, Division of Project it Resident Programs. 83/09/23 
JORDAN, E.L. QA Branch. STAROSTECKI. R. Division of Project & 
Resident Programs. NORELIUS, C. E. Division of Project & Resident 
Programs. 2pp. 27828:187, 24X Fiche: 50-000, 84/06/01 , 8412060434. 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical relays. Forwards App A 
documents. App A & B documents available in PDR. Search 
continuing for documents re Items 2, 3, 4 & 5 of request. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information Sc Resource Service. 3pp, 27926-281 24 X 

Fiche: 50-000, 84/06/14, 8412130016. 


containment personnel air lock seals mfg by WJ Woolley Co 
seismically qualif ied. Not if ication would resolve util 
concerns re possible generic issue. 

^^^^ineering u Generic Communications Branch. 84/11/28. 
8412120189 2pp. 27912-312. 24X Fi ch e: 50-416, B4/I1/2S 

8406200178 Discusses 840423 memo re potential generic problem of 
seismic qualification of containment Sc drywell personnel air 
locks. Grand Gulf last site to upgrade air lock sys. No 


further action required. 

Engineering S< Generic Communications Branch. 84/06/12. 
LEWIS, R, C. Region 2, Office of Director. 

Fiche: 50-416, 84/11/28, 8412120189. 


2pp. 27912:320. 24X 


-8310130096 Summary of 830923 meeting w/util Sc QE re Agastat relay 
failures. Li St of participants end. 

H’ I"*^^umentation & Control Systems Branch. 83/09/30. 
HOUSTON, D, M. Licensing Branch 2. 6pp. 27926-290 24X 

Fiche: 5.0-000, 84/06/14, 8412130016. 


8412030389 PNO- 1 1-84-092: on 841129, high level in reactor vessel 
occurred due to increased speed of feedwater pumps. Reac tor 
manually tr ipped. Cause not stated. Fol lowup investigation Sr 
evaluation of incident by util will be monitored. 

STETKA, T. F. , DANCE, H. C. Region 2, Office of Director. 84/11/29. 
Ip. 27723:234. 24X Fich e: 50-416, 84/11/29, 8412030389, 


-8310130100 Forwards request for addl info to be sent to licensee re 
Agastat-type relay fai lures. More frequent testing of 
relays recommended. More frequent testing may be needed to 
operate plant consistent w/single failure assumptions. 

1^2, ,f 5°^’ ^ Assistant Director for Reactor Safety. 83/09/29 
Assistant Director for Licensing. 4pp. 27926:286 
24X Fiche: 50-000, 84/06/14. 8412130016 


8412100444 LER 84-049-00: on 841031, continuous fire watch on fire door 
not Bstab 1 ished. On 841029, smoke detector found inoperable. 

Caused by shift supervisor not realizing that conditions 
associated, W/84il30 Itr. 

HORTON, A. H. , DALE, L. F. Mississippi Power it Light Co. 84/11/30. 
3pp. 27858:315. 24X Fiche; SO-416, 84/1 1/30, 8412100444. 


8412260107 Further response to FOIA request for documents re failures 
in electrical relay s. Foruard s documents listed in App A 
App A documents available in PDR. Search for addl documents 
continues. 

FELTON, J. M. Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information ?< Resource Service. 3pd. 28074* pax 

Fiche; 50-416, 84/06/25, 8412260107. 


—8412260142 Notice of significant licensee meeting w/util on 830923 
Region II ofc to discuss Agastat relay failures it other 
i tems . 

* NRC - No Detailed Affiliation Given. 83/09/21 NRC - No 

Detailed Affiliation Given. 7pp. 28074: 196 24 X 

Fiche: 50-416, 84/06/25, 8412260107. 

consid. ration o, propoo.d aitarnatlv. po.t- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours it 
starts on engines. Response requested by 841001 

GEORGE, J.B, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. 84/09/21. DENTON. H. R. Office of Nuclear Reactor 

ellloSw?!' 5pp. 27392:170. 24X Fiche: 50-000, 84/09/21. 


8412010161 Forwards "Design Review of Elliott Model 90G Turbocharaer 
J Emergency Diesel Generator ® 

Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Groun rav r t 

"oi den™.h.r. 

24X Ficha: 50-000. 84/11/27, 


N-xl*! ’00 Turboch.Ts.r U.ad or 
DSR 48 & DSRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl. *' 

'^**®'^^****- EAAA 84-5-7. 1. 84/11/30 20dd 

27711:294. 24X Fiche: 50-000,84/11/27, 8412010161. 


8412100504 LER 84-050-00: on 841 102, c er ta in safe shutdown-related cabU 
raceways found u/o fire rated barriers. Continuous fire 
watches established. Fire barriers erroneously omitted in 
const documents. W/041203 Itr. 

Mississippi Power 8< Light Co. 84/12/03. 3pp. 

27858:231. 24X Fiche: 50-416. 84/12/03, 8412100504 , 


8412130530 LER 84-051-00: on 841102 it 03, two RCIC isolations occurred 
due to high flow on RCIC steam line. Caused by water 
collected in elbow top loop seals for steam flow 
transmitter. Pressure equal i zed. W/841203 Itr. 

HQRTQN, A, H. . DALE, L. F. Mississippi Power it Light Co. 84/12/03. 
3pp. 27916:140. 24X Fiche: 50-416, 84/12/03, 8412130530, 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 8< 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/12/04. BERLINGER. C. H. Office of Nuclear Reactor 
Regulation, Director. Ip. 27834:281. 24X Fiche: 50-000, 84/12/04, 

8412100196. 


8412180075 Forwards FaAA-B4-9-U. 1, "Design Review of TDI R-A !t RV-4 
Series Emergency Diesel Generator Cylinder Blocks. " Enel 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/12/13. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. Ip. 27960:164. 24X Fich e : 50-000, 84/12/13, 

8412180075. 


8412180094 Revised "Design Review of TDI R-4 it RV-4 Series Emergency 
Diesel Generator Cylinder Blocks. " 

* Failure Analysis Associates. FAAA-84-9-11. 1. 84/12/31. I25p?. 

27960: 165, 24X Fiche: 50-000, 84/12/13, 8412180075, 
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8^12240044 Foruards FaA/'.-a4-6-54. "Evaluation of Emergencg Diesel 
OeriBTator Crankshafts at Midland & San Onofne Nuclear 
Oenerating Stations" FaAA-84--3-i6, "Evaluation of 
Emergencg Diesel Generator Crankshafts at Shoreham. ..." 

RAYt C. L, TDI (Transameri ca Delaval< Inc. ) Owners Group. RAY* C. L. 
Duke Power Co. 84/12/13. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. Ip. 28042:241, 24X Fiche: 50~000. 84/12/13. 

8412240044. 

B4121702&6 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan. " 

RAYiC.L. TDI (Transamerica Delaval. Inc. ) Owners Group. RAY. C. L. 
Duke Power Co. 84/12/14. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. 2pp. 27932:171. 24X Fiche: 50-000. 84/12/14. 

8412170266. 


— S412170283 Rev 1 to "TDI Diesel Generators Owners Group Program Plan. 
4 TDI (Transamerica Delaval. Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fiche: 50-000. 84/12/14, 8412170266. 


8412260311 Revises Phase 1 Rep*t FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analgsis. No changes 
to conclusions warranted. 

RAY. C. L, TDI (Transamerica Delaval. Inc.) Owners Group. RAY, C. L. 
Duke Power Co, 84/12/19. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. Ip. 28057:328. 24X Fiche: 50-000. 84/12/19, 

8412260311. 


9412310072 PNO-1 1-84-105: on 841224, plant shut down whrn high 
conductivitg detected in f eeduater/condensat# sgs. During 
shutdouin, reactor tripped from high neutron flux signal. 

Apparent condenser tube leak being corrected. 

NIMH# S, , PANCIERA.V. Region 2. Office of Director. 84/12/26. Ip. 
28121:058. 24X Fiche: 50-416. 84/12/26, 8412310072. 


T. Hearing transcripts on non-antitrust matters 


9412060301 Board Notification 84-182: notifies of 841022 meeting w/utll 
8< TDI Emergency Diesel Generator Owners Group in Bethesda.MD 
re cracks in generator crankshafts (U overall evaluation of 
owners group program. Meeting agenda end. 

EISEJMHUT. D. G. Division of Licensing. 84/11/28. PALLADINO 
Commisaioners. 7pp. 27883:215. 24X Fiche: 50-000, 84/1 1/28, 

8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
MD re causes of cracks found in TDI generator crankshafts it 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. l61pp, 

27883:222, 24X Fi che : 50-000, 84/1 1 /28. 8412060301. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION. UNIT 2 


A. Ap p 1 ica t ion/constructl on stage documents it correspondence 


9412120193 Partial response to FOIA request for NUREO/CR-3301 . "Catalog 
of PRA Dominant Accident Se<iuence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FDIA Exemption 4). 

FELTQNf J. M. Division of Rules and Records. 84/06/05. SHOLLY. S. 
Union of Concerned Scientists. 2pp. 27948:095, 24X 

Fiche: 50-000. 84/06/05.8412120193, 


9412260107 Further response to FOIA request for documents re failures 
In electrical relays. Forwards documents listed in App A. 

App A documents available in PDR. Search for addl documents 
continues, 

FELTON. J. M, Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28074:162, 24X 

Fiche: 50-416. 84/06/25. 8412260107. 


9412210297 Forwards req.uost for add! info re TMI Action Item II.D. 1. 
"Analysis of Generic BWR Safety Relief Valve Operability." 

Info requested by 850118. 

ADENSAM. E. G. Licensing Branch 4. 84/12/12. RICHARD. U.B. 

Mississippi Power & Light Co. 3pp. 28041:310. 24X 

Fiche: 50-416, 84/12/12. 8412210297. 


8412200359 Forwards response to Generic Ltr 03-28, Item 3. 1 re 
post-maint testing of reactor trip sys components. Responses 
to other items of generic ltr will be provided per schedule 
discussed in util 831104 ltr. 

DALE, L. F. Mississippi Power it Light Co. 84/12/14. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 28020:167. 
24X Fiche: 50-416. 84/12/14. 8412200359. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8412130016 Further response to FOlA request for seven categories of 
documents re failure in electrical relays. Forwards App A 
documents. App A & B documents available in PDR. Search 
continuing for documents re Items 2. 3, 4 & 5 of request, 

FELTON, J M Division of Rules and Records 84/06/14 BELL, N. 
Nuclear Information 8: Resource Service. 3pp- 27926.281. 24X 

Fiche: 50-000. 84/06/14. 8412130016. 


— 8311140249 Forwards Instrumentation Control Sys Branch input to 
Suppl 5 of SER. Input includes one confirmatory item re 
instrument setpoint methodology & one open item re Agastat 
type relays in reactor protection sys. 

HOUSTON, R W. Assistant Director for Reactor Safety. 83/10/28. 
NOVAK. T. M Assistant Director for Licensing. 7pp. 28074:167. 
24X Fiche; 50-000. 84/06/14, 8412130016. 


8412040179 Forwards "Degraded Core Accident Hydrogen Control Program." 
quarterly status rept for quarter ending 840930, in response 
to SSER 4 (NURE0-0B31). 

DALE. L. F. Mississippi Power 8< Light Co. 84/11/30. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 27744:139. 

24X Fiche: 50-416. 84/11/30. 8412040179, 


F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/14, BELL, N. 
Nuclear Information it Resource Service. 3pp. 28052:318. 24X 

Fiche; 50-000, 84/06/14, 8412200033. 


8412050607 Forwards FEMA final rept re State of LA U Tensas Parish, LA 
participation in 040411 emergency exercise Assistance to 
correct deficiencies requested. W/o end. 

VERRELLI. D, M. Region 2. Office of Director. 84/11/02. RICHARD, J.B. 

Mississippi Power it Light Co. 2pp. 27781:082. 24X 

Fiche: 50-416. 84/11/02, 8412050607. 


8412050628 Informs that. within next 30 days, phone company will be 
modifying NRC health physics network <HPN> phone sys to 
increase reliability. Phone company should be provided 
w/access to HPN phones. 

BROWNLEE, V. L. Region 2. Office of Director. 84/11/14, RICHARD, J.B. 

Mississippi Power (k Light Co. Ip. 27781:052. 24X 

Fiche: 50-416. 84/11/14, 8412050628. 


8412060523 Comments on 340917 proposal for expediting unescorted access 
qualification training for NRC personnel. 

0 'REILLY, J. P. Region 2, Office of Director. 84/11/19 R ICHARD, J, P. 

Mississippi Power i< Light Co. 2pp. 27825:272, 24X 

Fiche: 50-416. 84/11/19, 8412060523. 


9412040204 Forwards schedule of corrective actions for deficiencies 
noted during 840411 offsite radiological emergency 
preparedness exercise at facility. 

KRIMM. R.W. Federal Emergency Management Agency. 84/11/29. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 4pp. 27744:076. 24X Fiche: 50-416, 84/11/29, 

8412040204. 


8412140204 Rev 6 to Emergency Plan Procedure lO-S-Ol-1, "Activation of 
Emergency Plan Safety-Related. " W/841206 ltr. 

DALE.L F. Mississippi Power it Light Co. 84/12/06. 0 'REILLY. J. P. 

Region 2. Office of Director. 33pp. 27920:001. 24X 

Fiche: 50-416. 84/12/06, 8412140204. 


J. Insurance 5< indemnity information 


8412240047 Forwards Amend 2 to Indemnity Agreement D-72. Amend deletes 
Item 3 it substitutes listed licenses, 

DALE. L. F. Mississippi Power it Light Co. 84/12/17. DENTON. H. R. 
Region 4. Office of Director. 2pp. 28042:227. 24X 

Fiche: 50-416, 84/12/17. 8412240047. 


Q. Inspection reports. IE Bulletins it correspondence 


8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical re lays. Forwards App A 
documents. App A & B documents available in PDR. Search 
continuing for documents re Items 2. 3. 4 & 5 of request. 

FELTON. J. M. Division of Rules and Records. 84/06/14. BELL. N. 
Nuclear Information St Resource Service. 3pp, 27926:281. 24X 

Fiche: 50-000. 84/06/14. 8412130016. 
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S4iil5C064 IE Infa Notice 84-83. “Various Battery Problems." Svc list 
and 

jaHDA.N. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301C3) 94/11/19. Consolidated Edison Co. of New 

york. Inc 120pp. 27837 058 a4X Fic he : 50-000. 84/1 1 / 1 9. 84 1 11 50064 


8412210188 Informs that review of IE Solletin 64-03. "Refueling Cavity 
Water Seal." complete Refueling cavity uiater sea 1. descr i b ed 
in bulletin, does not exist at fac i 1 i t y , Bui 1 etin 
inapplicable 

RICHARD, J B Mississippi Power & Light Co. 64/11/21 O'REILLY. J.P 
Region 2. Office of Director 3pp. 28035:263. 24X 

Fiche. 50-416. 84/11/21. 84122101^ 


84112103A0 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transf ormers. ” Svc list end. 

JORDAN. E.L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27 Consolidated Edison Co. of New 

Yorlr. Inc. 126pp- 27807 . 179 . 24X Fiche: 50-000. 84/1 1/27, 841 1210360. 


S. Reportable occurrences. LERs 8 < related correspondence 


8412130016 Further response to FOIA request for seven categories pf 
documents re failure in electrical r e lays. Foriuar rf * App A 
documents. App A & B documents available in PDR. Search 
continuing for documents re Items 2. 3, 4 & 5 of request. 

FELTON. J. M, Division of Rules and Records. 84/06/14. DELL. N. 
Nuclear Information & Resource Service, 3pp. 27926’ 201. 24X 

Fiche: 50-000, 84/06/14. 0412130016. 


8411080376 Requests NRC consi deration of proposed alternative post- 
reassembly diesel generator operability tes t ing . Pr opo a« d 
alternative testing would add fewer cumulative run hour# 8 * 
starts on eng ines. Response requested by 841001, 

GEORGE. J. B. Texas Utilities Electric Co. (formerly Texa# UtllUiti 
Generating Co.). 84/09/21. DENTON. H. R. Office of Nuclear ReatUr 

SPP 27392.170. 24X Fiche; 50-000. 84/09/21. 

641 1080370 . 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

^ Safeguards & Inspection Programs (Post 

0JO1O3). 84/11/30. Consolidated Edison Co. of New York. Inc. 

88pp. 27967 086. 24X Fiche: 30-000. 84/11/30, 8411 2B0366. 

84112S0370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 

S4/U/30, cansolid.t.d Edison Co of N.u, 

ork. Inc. llEp,. 27965'2?4. 24X Fic he: 50-000. 84/1 1/30. B4I12S0370. 

“•''l.Ftinn Induced h, 

Stratified Flow " Svc list end. 

JORDAN.E. L^ Division of Emergency Preparedness & Engineering 

84 / 12 / 03 , cc„sciu.t.i eSiSo" c"’ o. 

OTk. Inc. 117,0. 27965:340. 24X Fi che : 50-000. 84/12/03. 8412030021 , 

S4I203M2S lE^Info Notice 84-88. ‘Standbi, Gao Tr.at.ent Sue Problems. “ 

JORDAN. E.L^ Division of Emergency Preparedness it Engineer ino 
Response (Post S30I03). 84/12/03. Consolidated of New 

. c. 122 pp. 27966:093. 24X Fiche: 50-000. 84/12/03. 8412030028. 

8412180067 Submits listing of plants that use valves that do not 
contain locking feature for solenoid hold dow^ nJlas aiS 
in preparation of IE bulletin, per B4U28 meeting. Target 

Rock Corp. 84/12/04. POTAPOVS. J Vendor 

silllSSoIr''- 24X Fiche: 50-000. 84/I2/SJ. 

8412050081 IE Info Notice 84-89, "Stress Corrosion Crackino in 
JORDAN*FV^*‘^n^^t Stainless Steel." Svc list end. ^ 

R«pon;f ^Pos?^83JiSS,°^ T^niToy^ 

York. Inc. liBpp. 27966:332. 24X Fiche: 5O-00al4/J2/;7. 

S .. ... 

i^pp. .i/966.215. a4X Fiche: 50-000,84/12/07. 8412050090. 

M.t.„roio,ic.i 

V=rk. irc. U 6 ,P. 28032.130. 2« Flcb.'ooioSj.la/J^^JS, 8:i2S:05;4“. 

“pu.r’ou.if 

Rac.onka <Post*MOI03) e 4 /ll/t 7 * *■ Enginaarinj 

Vork. Inc, U9PP. 28123 : 131 . «X 

Rapponsa <Pp«t^re0103)°^ 84 / 12 / 17 * '’'"'J.''*''"*’* I" Enpinaarlnp 
York. Inc, I20PP 28124 Ml ? 4 k ..C«"«ll<latad Edison Co of N.u 

uopp. 48124,001. 24X Picba: 50-000,84/12/17. 8412120547. 

.■ raut.d corr..pond.nca 

8412040179 Forwards "Dearadad a •. 

quarterly status rept^for Control Program, " 

to SSER 4 fNURE0-083l> ^ 840930. in response 

Office of Nuc 1 m”rmJ tor ***RegdatiS^ ^Di DENTON. H. R. 

24X Fiche: 50-416. 84/11/35, a« 2 MJl 7 ?; ^pp. 27744:139. 


8412010161 Forwards "Design Review of Elliott Modal 900 Turbocharger 
Used on TDI DSR-4S & DSRV 16~4 Emergency Diesel OenarcHtor 
Sots - Nozzle Ring Assembly Suppl. " Rept represent# final <JA 
verified rept on subj. 

DENTDN^’h. ’ Owner# Group. B4/11/2? 


Office of Nuclear Reactor Regulation. Director 
24X Fiche: 50-000. 84/11/27, 8412010161. 


ip 


Elliott Model 900 Turbocharger Used cn 
TDI DSR 48 & DSRV 16-4 Emergency Diesel Generator Set# - 
Nozzle Ring Assembly Suppl. " 

Failure Analysis Associates. FAaa 84-5-7 1 ea/il/'to 

27711:294. 24X Fiche: 30-000. 84/ 1 1 /27. 84120101 6 1 . 


20 pp 


8412060301 Board Notification 04-182: not i fi es of 841022 meeting w/utU 
oiesel Generator Owners Group in Bethesda. MD® 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meeting agenda encl. 

UlYislon of Lic.nslnp 84/11/28. PALLADINO 
S'** Flch.: 50-000. S4/ll/aa, 

JP‘ “‘•••I Opn.optor Own.r* Croup r.ppDn.p to 
Items 1,2 «< 3 re crankshaft forging process it tensile ^ 

llrllTl engines. CranklUaft 

0 * 1 ®; ? ^ between manufacturer. 

BERLINQPP I u <T;;;«n5«merlca Delaval. inc. ) Owners Croup. 84/12/04 

Encl""* * 

supersedes 841211 FaAA Rapt 84-9-11 oiocks. Encl 

DENTON. H Delaval, Inc. ) Owners Croup, 84/12/13 

^''ififeneneraJJ^ ** Em-rg*nty 

Analysis Associates. FAAA-84-9-1 1 . 1 34 / 12/31 

27960: 165. 24X Fiche: 50-000. 84/12/13. 8412180075. 

E 6 .rp.nc 9 ?‘;»I O-n-Ptur Cr.nk.b.f c;,*;:,.:.' . . 

DENTON. H.R. Office of * nJ cleaJ^Relct ^ Owners Group, 04/12/13. 

=9042:241, =4X Picb.: 50-oi"S4/”/^3^B4^SS«^i^‘ "> 

B412170266 Forwards Rev l 
Program Plan. " 

DENTON, H R^^^Of f ice*of Inc.) Owners Croup. 84/12/M 

®’i’“'TDi®(TrIn.i 6 i?lc™,?i"J’ ““S"’ "’'Ojr.m PUn 

»4pp. 27932:173. =4X plJi;: 

In-lln. TT Y05. pf TOI 

instead of son uOO psi paak oil pressure 

*o^condusions warranted.****"^^* analysis.No change# 

DENTON. H. R^^^0ffiJrjf‘Njclear^RMrl:r.^”5‘ ^ Owners Croup. 04/12/19, 
28057:328. 24 x Firh«- mn R«fiulation. Director. Ip 

.(4X Fiche. 50-000. 04/12/19, 8412260311, ' 


to "TDI Diesel Generators Owner# Croup 
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T. Hearing transcripts on non— antitrust matters 


B4120&0301 Board Notification B4-1B2: notifies of S41022 meeting w/util 
ft TDl Emergency Diesel Generator Owners Group in Bethesda. MD 
re cracks in generator crankshafts & overall evaluation of 
ounars group program. Meeting agenda encl. 

EISENHUTj D. G. Division of Licensing. B4/11/28. PALLADINO 
Commissioners. 7pp. 27983:219. 24X Fiche: 50-000i 84/1 1/2B, 

841S060301. 


“-8412120396 Transcript of 841022 meeting ui/TDl Owners Group in Bethesda* 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluatfon of owners group program. 

♦ NRC - No Detailed Affiliation Given. 84/10/22. i61pp. 

27883:222. 24X Fich e : 50-000i 84/1 1 /2S. 8412060301 . 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A. Application/construction stage documents 8< correspondence 


5412120193 Partial response to FOIA request for NUREO/CR-3301. "Catalog 
of PRA Dominant Accident Sequence Info. " Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON* J. M. Division of Rules and Records. 84/06/05. SHDLLY.S. 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche: 50-000. 34/06/09, 8412120193. 


8412010131 Forwards response to ACRS questions re turbine generator 
averspeed tests PORV. 

COUNSIL* W. G. . SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G. Northeast Utilities. 84/10/19. 
YOUNOHLQQD, B. J. Licensing Branch 1. 4pp. 27710:317. 24X 

Fiche; 50-423, 84/10/19, 8412010131. 


8412010074 Forwards changes to FSAR re modal damping values utilized 
for dynamic analysis of piping sys. Changes will be included 
in subsequent FSAR amend. 

COUNSIL, W.G. Northeast Utilities. 84/11/09. YOUNGBLOOD, B. J. 
Licensing Branch 1. 5pp. 27704:357. 24X Fiche: 50-423, 84/1 1/09, 

0412010074, 


0412010090 Commits to propose suitable Tech Specs Sc resolve issue 
re limiting overtime for staff personnel, per NRC 841016 
position in response to 840702 Itr. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W, 0. Northeast Utilities. 84/11/09. 

HILLER, J. R. Operating Reactors Branch 3. ZWOLINSKI, J. A. Operating 
Reactors Branch 9. YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 
27709:215. 24X Fiche: 50-000, 84/1 1/09, 8412010090. 


8412060354 Forwards changes to FSAR Sc description of design basis for 
mod to solid state protection sys to be configured for 
3-aoop operation. Requests approval to operate unit w/three 
activa coolant loops in event of equipment failure in loop. 

COUNSIL, W.G, Northeast Nuclear Energy Co. Csubs, of Northeast 
Utilities). COUNSIL, W, 0. Northeast Utilities. 84/11/20. 
YOUNGBLOOD, B. J. Licensing Branch 1, 382pp. 27791:091. 24X 

Fiche: 50-423, 84/11/20, 0412060354. 


8412060350 Forwards Amend 3 to "Probabilistic Safety Study. " 
Transmittal forms Sc insertion Instructions encl. 

COUNSIL, W. G. , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUN8IL,W.O. Northeast Utilities. 84/11/28. 
YOUNGBLOOD, B. J. Licensing Branch 1. 6pp. 27786:001, 24X 

Fiche: 50-423, 84/11/28, 8412060350. 


—8412060358 Amend 3 to "Probabilistic Safety Study." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
64/11/30. 349pp. 27786:006, 24X Fiche: 50-423, 84/1 1 /2S, 

8412060350. 


B412140113 Forwards revised response to FSAR Question 480.9 re results 
of reanalysis of nodalization sensitivity study for 
preesurizer 4t steam generator subcompartments. Nodal Ization 
seneltivity study unnecessary. Revised FSAR section end. 

COUNQILi W, G. , SEARSiC.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. W.G. Northeast Utilities, 84/11/30. 
YOlWOBLDOD, B. U. Licensing Branch 1. 29pp, 27920:200. 24X 

Fiche: 50-423. 84/11/30, 8412140113. 


3412210166 Forwards addl info re qualification of turbine bldg vent, 
per NRC request. Design tornado sheer forces four times 
greater than sheer forces resulting from analysis for SSE, 

COUNSIL, W. 0. , FEE,W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), COUNSIL, W.G. Northeast Utilities. 04/12/06. 
YOUNGBLOOD, B, J. Licensing Branch 1. 3pp. 29035:256, 24X 

Fiche: 50-423, 84/12/06,6412210186. 


8412210231 Provides addl info re design of Reactor Coolant Pump P-1 
snubber support per DO Eisenhut 841108 Itr. Error in 
calculator not considered reportable per 10CFR50. 55. 

COUNSIL. W.G Northeast Nuclear Energy Co (subs, of Northeast 
Utilities), COUNSIL. W, G. Northeast Utilities. 84/12/07 
EISENHUT, D, G. Division of Licensing. 3pp. 28034' 016 24X 

Fiche; 50-423. 84/12/07. 8412210231. 


8412240021 Forwards marked-up draft STS for four loop operation of 
plant Draft STS for three loop operation forthcoming 
Requests meeting be arranged w/NRC for early Jan 1985 to 
discuss review process 6 future draft submittals 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. G. Northeast Utilities. 84/12/07. 
YOUNGBLOOD, B. J. Licensing Branch 1 567pp. 28045:184. 24X 

Fiche: 50-423, 84/12/07. 8412240021. 


8412190380 Supports approach taken to develop proposed generic Itr 
providing QA guidance for nonsafety-related ATWS equipment 
Existing quality practices for nonsafety-related equipment 
fully adequate. 

COUNSIL, W. G. Northeast Utilities. 84/12/10. GOLDBERG, S. M. QA 
Branch. 3pp. 27964:314. 24X Fiche; 50-000. 84/12/10. 8412180380. 


8412310011 Forwards comments on JR Benjamin & Assoc "Review of Revised 
Millstone Unit 3 Probabilistic Safety Study Seismic 
Fragility. " Seismic hazard analysis contained in 
probabilistic safety study reevaluated. Info not current. 

COUNSIL, W G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. B4/12/11. 
YOUNOBLDOD, B. J. Licensing Branch 1. 2pp, 28123:088. 24X 

Ficha: 50-423, 84/12/11* B412310011. 


— 8412310013 "Response to JR Benjamin Jk Assoc Review of Revised Millstone 
Unit 3 Probabilistic Safety Study Seismic Fragility." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
S4/12/31. 49pp. 20123:090. 24X Fi che : 50-423, 84/12/ 1 1 , 841231001 1 . 


8412170272 Advises that 841001 changes to QA program. submitted on 
841001, acceptable, per 10CFR50. 55. 

MARTIN, T. T. Division of Engineering 8« Technical Programs. 84/12/12. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 27931:357. 24X Fiche; 50-423, 84/12/12, 8412170272. 


C. Utility Environmental Report (ER). amends & correspondence 


8412210215 Forwards marked-up Amend 8 to environ rept.Revs address 
typos it updates of info as provided in comments on DES. Amend 
8 will be forwarded by 841218. 

COUNSIL, W. 0, , FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. 0. Northeast Utilities, 84/12/06. 
YOUNGBLOOD. B. J. Licensing Branch 1. 53pp. 28034:086, 24X 

Fiche: 50-423, 84/12/06, 8412210215. 


D. NRC Draft/Final Environmental Statements, suppls 8< correspondence 


8412040277 Informs of review of DES, Sections 4.2.3, "Water Use «< 
Treatment," 4.2.6, "Biocide Wastes." FES should state if 
chlorine will be used to control macro 8t microorganisms. 

ELLS, S F. Environmental Protection Agency. 84/09/12. Division of 
Licensing. 3pp. 27758:120. 24X Fiche: 50-423, 04/09/12, 0412040277. 


8412050346 Comments on DES (NUREG-1074) . Dose-design objectives of 
10CFR50 concerning operating stds of EPA 40CFR190 5< radwaste 
mgt sys provide adequate assurance that radiation doses meet 
protection stds. 

ROSENSTEIN, M, Food & Drug Administration. 04/09/14. 
YOUNGBLOOD, B. J. Licensing Branch 1. 3pp. 27779:005. 24X 

Fiche; 50-423, 84/09/14, 8412050346. 


B41206009B Forwards D Maddox 841102 Itr advising of completion of State 
of CT historic preservation ofc review of facility 
transmission line route Route affects no historic or 
architectural resources. Cone erns raised in DES resolved. 

COUNSIL, W.G. Northeast 14uclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/11/20. 

YOUNGBLOOD, B. J. Licensing Branch 1. 3pp. 27790:346. 24X 

Fiche: 50-423, 04/11/20. 8412060098. 


E. NRC Safety Evaluation Report (SER), suppls 8« correspondence 


8412100517 Notification of 041211 meeting w/util in Bethesda, MD to 
discuss SER Open Item 14 re fire protection. 

DOOLITTLE. E. L. Licensing Branch 1. 84/12/03. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp. 27864:342. 24X Fiche; 50-423, 84/12/03, 

8412100517 . 
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?° Capability of Millatona 3 

5™ Sai.mic Eicitation. , . '■ par 

=£ B»F;j’L5rr'“bT -- 

wwi^vrfluuuui a. vj. Licensing Branch 1. 2pp. 28035- 133 24X 

Fi Che: 50-423, B4/12/0A. 0412210207. -:4X 


SSER iPhich addr.p... 

mm. 4.J • Items (1>, <2) j< (3) ^ items raised at ACRS 

*■ !*PT»tdd »i..ii.. 

Licensing Branch 1. 84/12/10. COUNSiLiW 0 

27957 3ll Northeast Utilities).' 

27957,314, 24X Fiche; 50-423, 84/12/10, 841214031 1. 


2pp. 


generated missiles, protection against postulated breaks 
outyde containment & vent & drain sys 

Ficha: 50-423, S/lZ/lofediaidOSll!'*^"^**' 

0° ^ 

Fldba:5H23;s4/12J;"85j|a?5;;5.'' *®°36:053. 24X 

C?«p®piPl“rMld"vo?;™.J;if5,irj^^J“i’ " vPlu«.trie p, 
”T:ih* *'•*" -* po"i°-T pip" lu'- ^ 

^oiSsSuw G.‘“^orIh2a.:''i*",‘° "1""''*” ‘"‘P P''"Sr.™. 

Utilities) COUNSTL U a “*^^**^ ^^*^91/ Co. (subs, of Northeast 
vnuNom nJn B ^O^flL, W. O. Northeast Utilities. 84/12/13 
yOUNOBLOOD, B. J. Licensing Branch 1. 3pp 28034 • Ol*^ oav 

Fiche: 50-423, 84/12/13, 8412210243. ^B034. 013. 24X 

^ fire protection plans 

841^00045 Forwards response to NRC 840413 Itr & revls*ri *.^4,4. 

iS2lRl"79jr^""'"« Pl-n.Encl withheld iJef iScFR^Hl 

Fiche: 50-423, 84/08/02,8412100045. 242. 24X 

^ - 

=7727: i3,,- =4X F5c%.°^;'!^^rS4/n/20,%4'!S^3oj7r ^ =''’'‘' 

PTtpaTaL,t™*o?’DL"^v}U„''JJ‘ 0*1*198" •">*rg«ni:g 

Lliparlck & Shor.hai; ‘’®* -/ch.ng.. not.d for 

s"n%e:'''P4"lD5 Jo°*cp‘l::if op—‘i»n.. 
Ficb*:50:o0of8l;??l/L.8"2o:5i?;'"- =4X 

=7843:272 =4X Ficha: 50-423. ‘"’'■■ 

®''iSREH737rrs"c"J:^u.iri^n:5i;'tn*sAr;si;t''; u°? * *° 

BSOnS' ■*"’ P''*** '«C Cdncurp.nc. «4u..tM jj 

YOUNOBLOOD, 84/12/07. 

Flch»:50-423, 84/12/07, 8412210198, *’’’’' =4X 


I. Financial information 

ISSiF™'"’”'""™” '"" '•’ '""■ 

DEN™fH.f'''i,„u“oJ N^clai; R^acto T "rj!"*''' 

=8017:001. =4X Fich..50-000,84/II/!a8«l2oS«S'’' 


Annual Rept. " 


37fj 


—8412200454 "1983 Annual Rapt '• 

■85pr'%2oi7"jir'”2«‘^’ 

»upp. 4::«0I7. 120. 24X Fiche; 50-000. 84/12/18, 8412200449, 

"^^ifcHSLl’o ’!J'“ pSS*',"? 8P» *"">'•1 R«Pt 1983." 

44pp. isoix: 183. ' 24X B^^^;}!, 8;!I^JSo44“'‘^'‘- 

“S41220045A "Annual Rept 1983 " 

?■ ««in» Power Co, 83/12/31 

24X Fiche: 50-000, 84/12/ le, 8412200449. 


40pp. 28017:207, 


—8412200458 "Northeast Utils 1983 Annual Rept " 

Flch.;50-000"M/J“lB,MUMMJ9. ^‘'■PP- 260 1 7:247. 241 


'®*E??SSRN'‘j'F'*^r\“*“' ^”°P *"""*» 6*P‘ l’S3- ■• 

=8§™ Sis • MX*??*!" A.soclat... 83/12/31. 

28018. 055. 24X Fiche: 50-000. 84/12/18^ 8412200449. 


SOpp. 


Annual Rapt. Cantral v.rmont Public Svc Carp ■ 

=8018 153* 2« pT''K°"in'’Xi*‘'= ''"’'P 

PP 28018.153. 24X Fiche: 50-000. 84/12/18, 8412200449. 

—8412200468 "1983 Annual Rept 

2:r^J“b“:?5o“;so5,li;5^;ji,^i?5loS:49.“'‘=^^‘- 

-1--— °*''**4 A naly.l.^.port <F8AR) 4, amand. 

rnJo*’'"’ *"*"'’ “ •• '•'•PP''*** t' ..l.ct.d r„p,.t. 

So;?^bJ^;?Sb;au™r'’-^ouN2?r*l;*r‘ i:"''*"’- =“■ '••"•■ »' 

F?^®''5Hil''- ‘-‘""•‘''P 1- §?p.'’**=^75j‘28r*‘24X®*'“'“"- 

Fiche: 50-423. 84/11/27, 8412040042. Z4X 


“8412040050 Forwards Amend 11 to FSAR. 
SHAFFER, C.J. Northeast Utilities. 
Reactor Regulation, Director. Spo 
Fiche: 50-423, 84/11/27. 8412040042 


84/11/27. 
27750: 284. 


Office of Nucliar 
24X 


N"'!—- Plant Unitau/nln. 
M r. I? ^^®*Jres, Aperture cards available in PDR 

84/U/3S®^*loipS^“577Sr|L^°‘ J;*'*’*- Northeast Utilities). 
8412040042. 27750:289. 24X Fiche: 50-423, 84/1 1 /27. 

Bulletins & correspondence 

8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc HU 

?L*rjnV"”£“°*%°' '”‘'s-**'?”:tid"^3i:o*r^^.‘ 

20pp, 27807:058. 24X Fi che: 50-000, 84/1 1/19, 041115OOM. 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. " Svc list end 

5:FinV^°£“°‘%°' -*»'=- o,n.- 

126pp. 27807:179. 24X Fiche; 50-000, 84/11/27, 841 12i03W. 

Forward. Insp R.pt 50-423/84-10 on 940708-0818. No vloletion 

COUNS?L^w' r M °f Project «: Resident Programs. 84/11/27. 

S?iUd;^)®' Onn Northeast 

2pp. 27725:235. 24X Fiche: 50-423, 84/11/27, 8412030092. 

P'P* »0-A=3/a4-10 on 840708-0818, No violation not.,. 
oJtantflT testing program, 

7 ^ flooding anomaly, electrical anomaly. QA/QC third 
REBELoiSiJ? ? significant deficiencies. 

Director RO®E«TSON, J. Region 1. Office of 

8412030092 27725:237. 24X Fiche: 50-423, 84/11/27. 
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0411280366 IE Info Notice B4--85. "Molybdenum Breakthrough From 
Tc-*99in Generators. " Svc list end. 

GRACE* J. N. Division of QA. Safeguards & Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York* Inc. 

08pp. 27967:086. 24X Fi c he : SO-000. 84/11/30* 041 1280366. 


8412280007 Forwards Insp Rept 50-423/84-20 on 840930-1110 & notice of 
violati on, Updated program for Tubeco radiographs requested. 
WENZINOER. E. C. Region 1, Office of Director. 84/12/21. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28110:078. 24X Fiche; 50-423. 84/12/21. 8412280007. 


0411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsafety— Related Equipment. " 

Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000. 84/1 1 /30, 8411280370. 

8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Sfcratl-fied Flow." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 04/12/03. Consolidated Edison Co. of New 

Yorki Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 

0412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems," 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


0412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 630103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


B412050090 IE Info Notx... 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc, 114pp. 27966:215. 24 X Fiche; 50-000, 84/12/07. 8412050090. 


— 8412280011 Notice of violation from insp on 840930-1110. 

* Region 1, Office of Director. 84/12/21. Ip. 28110:080. 24X 

Fiche: 50-423, 84/12/21. 0412280007. 


— 8412200016 Insp Rept 50-423/84-20 on 840930-1 1 10. Violation noted: 
six welding electrodes exposed to industrial environ by 
placement inside tubular pipe support. 

REBELOWSKI. T. A. , LIPIN3KI, D. R. . WALTON. G. A. Region 1, Office of 
Director. 84/12/21. iSpp. 28110:081. 24X Fiche: 50-423, 84/12/21 

8412280007. 


S. Reportable occurrences, LERs it related correspondence 


8412060703 Potential Significant Deficiency Rept SD-48 re main control 
board lugs. Initially reported on 3311 10. Seismic testing it 
repairs comp leted. Final test rept being prepared. Next rept 
due by SS0227. 

GOUNSIL, W. O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILiW.O. Northeast Utilities. 84/11/20. 

HURLEY, T. E. Region 1, Office of Director. 2pp, 27825:097. 24X 

Fiche; 50-423. 04/11/20, 8412060703. 


8412200390 Final Significant Deficiency Rept SD-22 re Robertshaw 
thermostatic control valves in diesel generator cooling 
sys. Initially reported on 820628. Lower over-run 
assemblies replaced S* 0 rings removed from valves. 

COUNSIL, W. 0. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), COUNSIL, W.G. Northeast Utilities. B4/11/2B. 
HURLEY, T. E. Region 1, Office of Director. 3pp. 28031:165. 24X 

Ficha: 50-423.84/11/28. 8412200390. 


6412060394 IE Info Notice 84-91. "QC Problems of Meteorological 
Measoraments Programs." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 04/12/10, 8412060594. 


0412170139 Forwards Insp Rept 50-423/84-14 on 840819-0929. No violations 
noted. 

WENZINOER. E. C, Division of Project it Resident Programs. 84/12/11, 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 27937:062. 24X Fiche: 50-423. 84/12/1 1, 8412170139. 


—0412170143 Insp Rept 50-423/84-14 on 040819-0929, No violations noted. 
Major areas inspected: preoperational testing, open NRC items, 
in-core thermocouple replacements, structural settlement 
monitoring program, procedures Sc fuel storage. 

REBELOWSKI# T. A. , LIPIMSKI.D. , MCCABE, E. Region 1, Office of 
Director. 84/12/07. 9pp. 27937:064. 24X Fiche: 50-423, 84/12/U, 

8412170139. 


B4121702S2 Forwards Insp Rept 50-423/84-21 on 841015-19. No violation 
noted. 

MARTIN, T T. Division of Engineering & Technical Programs. 84/12/11. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 27936:336. 24X Fiche: 50-423, 84/12/1 1. 8412170252. 


— 841217025/ Insp Rept 50-423/84-21 on 041015-19. No violation noted. Major 
areae inspected: facility tour, pipe & support welding, 
copper-nickel welding, repair welding of high strength, low 
alloy supports 8« review of open items. 

REYNOLDS, S. D. , GRAY, E. H. , DURR# J. Region 1# Office of Director. 
84/12/09. 7pp. 27936:338. 24X Fiche: 50-423, 84/12/1 1. 8412170252. 


8412210243 Forwards response to SER (NUREO-1031) re volumetric exam of 
Class 2 piping welds. Volumetric exam performed on 7. 5X 
sample of welds larger than 4 inches nominal pipe size & 

4-'inch HPSI sys welds added to preservice insp program. 

COUNSIL# W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 84/12/13. 
yOUNfOBLOOD# B. J. Licensing Branch 1. 3pp. 28034:013. 24X 

F i C h e : 50-423, 84/ 1 2/ 1 3# 84 1 221 0243. 


8412270208 Final Significant Deficiency Rept SD-63 re auxiliary 
feedwater pump wear rings supplied by Bingham Willamette Co. 
Initially reported on 841 107. Vendor will repair impeller 
wear rings. 

COUNSILiW.O. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSILiW.O. Northeast Utilities. 84/12/07. 

HURLEY, T. E. Region 1# Office of Director. 2pp. 28114:317. 24X 

Fiche: 50-423, 84/12/07, 8412270208. 


8412270217 Interim Deficiency Rept SD-62 re improper mounting 
installation of fan motors in Flakt-Bahnson air conditioning 
units in control bldg. Initial ly reported on 841107. 

Evaluation indicates no significant dsficiency exists. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COLWSIL. W. G. Northeast Utilities. 84/12/07. 

HURLEY, T. E. Region 1. Office of Director. 2pp. 28114:319. 24X 

Fiche-: 50-423. 84/12/07# 8412270217. 


DOCKET 50-424 VOOTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents it correspondence 


8412130071 Appeals denial of FOIA request for documents re 
implementation of facility QA it QC. 

DOMBY#A,H. Troutman# Sanders, Lockerman it Ashmore. 83/10/10. 
Office of the Executive Director for Operations. Ip, 27925:290. 
24X Fiche; 50-424# 83/10/10# 8412130071. 


8412260075 FOIA request for documents re Charleston earthquake of 1886 
it seismic design for Vogtle Nuclear Power Plant. 

BELL#N. Nuclear Information 8e Resource Service. 84/05/23. 

FELTON, J, M. Division of Roles and Records, 2pp. 28074:001. 24X 

Ficha: 50-424. 84/05/23, 8412260075. 


8412130086 Responds to appeal re denial of FOIA request for documents 
re implementation of facility QA it QC, Documents noted in 
end index available in PDR. Certain documents withheld (ref 
FOIA Exemptions 7A it D), 

CHILK, S, J. Office of the Secretary of the Commission. 84/06/04. 
DOMBY#A. H. Troutman, Sanders, Lockerman it Ashmore. llpp. 
27925:299. 24X Fiche: 50-424, 04/06/04, 8412130006. 


0412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
R»sponee (Poet 830103). 84/12/17. Consolidated Edison Co. of Now 

York, Inc. Il9pp. 28123:131. 24X Fiche: 50-000# 04/12/17. 8412120541 . 


8412120547 IE Info Notice 84-93# "Potential for Loss of Water from 
Rmfueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Rmaponse (Poet 830103). 84/12/17. Consolidated Edison Co 

York, Inc. i20pp, 28124:001. 


of New 

24X Fiche: 50-000# 84/12/17# 8412120547. 


84122600B1 Partial response to FOIA request for six categories of 
documents re Charleston earthquake of 1886 & seismic design 
for Vogtle Plant. RFP RS-RES-B4-128 available in PDR. Review 
continuing. 

FELTON, J, M. Division of Rules and Records. 84/06/14. BELL# N. 
Nuclear Information it Resource Service. Ip. 28074:003. 24X 

Fiche; 50-424# 84/06/14# 8412260081. 
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c4i2D5064C Advises t^at L Meilen successfully completed NRC generic 
‘•ealtfi ?hjs:cs trainirig h requests that trainee be given 
only s : te-spec L f ic training to gam access to radiation 


rones 
GCCSE- R W 
'’oilier Co. 


icn 2< a# 
S7731 CS9 


rice of Director 84/11/09 NIX. H. Georgia 
24 X Fiche 50-000.84/11/09,8412050640. 


S4:e050«i9c rcrj^aris list of documents requested for review during 
facility design audit meeting w/ut 1 1 . Westinghouse J< Bechtel 
at plant site on 841108-09 

RCOASAUOh. E C EC Rcdabaugh Associates, Inc 84/11/10. 
fdCGRE. S E Cak Ridge fJaticnal Laboratory. 5pp. 27811:217 
Fiche. 50-424. 84/11/10, 8412050292 


24X 


a*tl2u.,004i Notification of 841212 meeting w/Bechtel & Southern Co Svcs, 
Inc in 3sthesda,M3 to discuss renaming questions i, open 
Items Identified m power sys area. 

MILLER.M Licensing Branch 4 84/11/26 ADENSAM, E, G Licensing 

Branch 4 3pp 27733:239 24X Fiche. 50-424, 84/11/26, 8412050041. 

8412280445 Confirms 841212 mgt meeting at site to discuss applicant 
continued progress & activities on readiness review pilot 
program, per 841119 telcon. 

0 'REILL V.J.P Region 2, Office of Director. 84/11/30. KELLY, R J 

SMsIeO^r" 2« Ficft,:50-424.B4/n/30. 

B412110388 Mvisn of finiings iuring OA audit designed to verifn 
qua I ica.ions of insp, exam t testing of personnel, per 
5»eneric Ltr 81-01. Nine inspectors certified w/o appropriate 
obtain GED diploma by 850101. 

FOSTcRaD 0 Georgia Power Co. 84/12/04. EISENHUT, D. G. Division of 
Licensing 2pp 27851:104 24X Fiche : 50-424, 84/12/04. 84 l^UOSsS. 

m.eting u,/util 8, Southern Co Svcs. Inc in 
Sethesda.MD re plans for right-of-way for Vogtle/Mclntosh 
Snli'S” Vogtl./Th.lnen Irensniission I.n^ 

onci 

nurjMNb, j. s Licensing Branch 4 84/15/10 i , 

3pp, 23040.239. 24X Fi c h e : 50-424, 84/12/12, 8412200436, T'anch4. 

-8412200438 a.v 11 to “Eerth^orl 5 , Related Site Activities " 

FicL' 5 ^!U"S/i 2 /f 2 r§:.^^io 43 r'°"^‘" «>< 

Crossings are in association w/facility Thalman 500 Kv 
Brf,^' 4 :° 18 pp°’' 1 |o 8 s“ 34 s"°' 24 r^'®h‘®,n Ulceneing 

i«pp 28088.346. 24X Fiche; 50-424. 84/12/18, 8412270231 

8412280018 Summarizes status of installatian k- 

FOSTER. D 0 Georgia Power Co. 84/12/21 AnnuoaM r n , . 

Branch 4. 2pp, 2BU2. 003 2RX Ficha: 50-424^ 




correspondence 


^^MIRSNOMSKl'i ^"•11'*,=*' BES.No coomants offered. 

resource cgt plan follouad ‘”>Pl«”4ntatIon of 

J: r «t. “ 

S412210020 Comments on DES. 

SIEBERT, J. k». Army. Dept, of, 

Licensing. 2 pp 

8412210020. 


Engineers. 84 / 12/14 
88034 : 201 . 34* Fiche: 30-424, 84/12/14, 


®T 8 .“°?°i"irBiti:nd.".jo to'di “^f^'Shuthem co svcmc 

i:rs& 


8412050061 Notification of 841213 meeting w/utl 1 . Sou them Co Svca, Int 
& Bechtel in Bethesda.MO to discuss open items identified 
in 841106 draft SER re training programs. 

MILLER, M. Licensing Branch 4. 84/11/26. Licensing Branch 4 

3pp. 27809:043. 24X Fiche: 30-424, 84/1 1/26, 8412030061 . 

8412040130 Forwards proposed schedule for turitten responses to open 
items identified in draft SER, per 841106 request. Items 
identified as closed will be discussed at 841213 meeting. 

FOSTER, D. 0. Georgia Power Co. 84/11/30. ADENSAM, E. O. Llcenslni 
Branch 4. 9pp. 27749:098 24X Fiche: SO-424, 84/11 /30, 041 2040130, 

8412190496 Notification of 8S0123 meeting w/uti 1 , Bech tel «< Southern Ci 
Svcs in Bethesda,MD to discuss open items in geotechnical 
area identified in 841106 draft SER. 

MILLER, M. A. Licensing Branch 4. 04/12/13. ADENSAM, E. O. LIcinilnj 

Branch 4. 3pp. 28016:315. 24X Fiche: 50-424, 84/12/13, 8412190496. 

of 850108-10 meetings w/West i nghouse, Bechtel. 
QRNL t. Southern Co Svcs in Norwalk, CA to discuss mechanical 
engineering open items in 841106 draft SER & continue 
review of 841108-09 design specs «< repts. 

5 ADENSAM,E. O. LlcenMrj 

Branch 4, 2pp. 28032:361. 24X Fich e: 50-424, 84/12/17, 8412200608, 

emergency Sc fire protection plans 

B412050050 Notification of 841214 meeting ui/oti 1 , Sou thorn Co Svcs, Ifst 
in^B 4 iiJi discuss open items identified 

MTi draft SER re fire protection. 

MILLER, K. Licensing Branch 4, 84/11/26. ADENSAM, E O LirantinM 

Br.nch 4, 3pp, 27783:235. 24X Flch,: 50-424, a4/li%2; 8412050030* 

'"“'•“•xd. month Ig r.pt r. ptatu. of off.lt. .m.rg.ncg 
unchTlh.'°:h°m. u/chong.. not.d for 

B4/ll%s '* PALLlifm°*’n‘'"'.^”r‘'“'" “‘x.ctoT for Op.ratlon., 

Fich“f?o:ooo"B4/?j:;s8.8:?si:;iT'^ 

"'piinrunltr“*&'’2 Em.rgincg%lin'**'"lnd*° El.ctrlc 0,n.r>t,n| 

design «< const 

=r.„ch' 4”: 7pr •=“=4X^^^ .^^So.42TaT7; ^3?: 

^*initV}V2^L‘.rgJcv%lln ” *° O.n.r.tlng El.n. 

■■“B4i“?"!L's:*ej:iij,'„"ro«'i;.‘;,.’°;«y84-33 ^ 50 - 4 = 5 / 84-33 

iithh^Jf '(ririOCFRr75o*Jl ** P 1 «nt ^ouj "'SlJa 1 1 s 

''^“^0"" ‘o‘du".rr”°ir,::!*Jj» 1" Ml.nt.,GA for util. N/„„p. 

e.orgl, Pow^r Co.'°‘5jp!*' SsIas'sSs "’‘SlS*.!’ v KELLV.fl.J. 

8412280423. *^8125.303. 24X FI che; 50-424* 04/ 1 2/12, 

®^^2310359 Forwards Paae* 7 n • i“» n.. 

Vogtle Electric Oene?atlnI, PU^t r>T'ift Rates at 

from some copies Paaes 9-15 jt. «•»* * ^Dadvertently omitted 
FOSTER. D.O. o”rflir?ou.i rS blank. 

Branch 4, 4 pp. 28122 ’ 273 24 X Licensing 

KP .^73, 24 X Fiche: 50 - 424 , 84 / 12 / 21 , 8412310359 

Q- Ad judi catory correspondence 

maSies;m!b:, paris?o h'’*"linenbeS2®* 

Lic.nilng Bo.rd P.n.l aL ’■ Atomic Saf.tg and 

0412010083. =^705:319. 24X Flch.: 50-4=4, 84 / 11 / 27 , 
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S412040301 Forwards otil response to intervenors first set of 
interrogatories requests for production of documents. 

Ralatqd correspondence. 

JOItJER* J. E. Troutman^ Sanders. Lockerman it Ashmore. JOINER. J. E. 
Georgia Power Co. #*184 433. 84/11/29. FOWLER. L. Legal 

Environmental Assistance Foundation. 2pp. 27736:213, 24X 

Fiche: 30-424. 84/11/29. 8412040301. 


— 8412040305 Response to first set of interrogatories it request for 
production of documents. Certificate of Sve end. Related 
c orrespondence. 

JDINERiJ. E. Georgia Power Co. #484 433. 84/11/29. Georgians 

Against Nuclear Energy. 108pp. 27756:215. 24X 

Fiche: 50-424. 84/11/29. 8412040301. 


0412040303 Reply opposing , app 1 1 cant 841114 motion to correct ASLB 
041105 memorandum it order on Contention 8 re concrete 
quality test records. Cert if icate of Sve encl. 

FOWLER. L. Campaign for Prosperous Georgia. FOWLER, L. Georgians 
Against Nuc lear. Energy . FOWLER. L. Legal Environmental Assistance 

Foundation. #4*84 444 . 84/11/30. Atomic Safety and Licensing 

Board Panel. 5pp. 27756:207. 24X Fiche; 50-424. 84/1 1/30. 8412040308. 


0412130144 Forwards intervenors response to applicant 841105 first set 
of interrogatories it request for production of documents. 

Affidavits verifying interrogatory responses will be 
forwarded. Related correspondence. 

FOWLER, L. Legal Environmental Assistance Foundation. #484 573. 
04/12/03. NRC - No Detailed Affiliation Given. Ip. 27906:164. 

24X Fiche: 50-424/ 84/12/03. 8412130144. 


— 8412130154 Intervenors response to applicant 841105 first set of 
interrogatories & request for production of documents. 

Certificate of Sve encl. Related correspondence. 

JOHNSON, T. Campaign for Prosperous Georgia. JOHNSON,!. Georgians 
Against Nuclear Energy. 84/12/05. Atomic Safety and Licensing 
Board Panel. 46pp. 27906:165. 24X Fiche: 50-424, 84/12/05, 

8412130144. 


0412130384 Forwards second set of interrogatories & requests to produce 
documents from Campaign for Prosperous Georgia & Georgians 
Against Nuclear Energy. Re lated correspondence. 

JOHNSON, T. Campaign for Prosperous Georgia. #484 575. 84/12/07. 

TROWBRIDGE. 0. F. Shaw. Pittman. Potts Trowbridge. Ip. 27904:048. 
24X Fiche: 50-424. 84/12/07, 8412130384. 


— 8412130308 Second set of interrogatories & requests to produce 
documents re Contention 8. Certificate of Sve encl. Related 
correspondence. 

JOHNSON,!. Campaign for Prosperous Georgia. TEPER, D. Georgians 
Against Nuclear Energy. 84/12/07. 10pp. 27904:049. 24X 

Fiche: 50-424. 04/12/07. 8412130384. 


8412130099 Memorandum 8t order denying applicant 841114 motion seeking 
rev of ASLB 841105 order on Contention 8 re QA. Served on 
841212. 

MAROULIES, M. B. , LINENBEROER, 0. , PARRIS. O. H. Atomic Safety and 
Licensing Board Panel #484 572. 84/12/10. Georgia Power Co. 

4pp. 27904:297. 24X Fiche: 50-424. 84/12/10, 8412130099. 

8412140273 Forwards response to NRC Interrogator ies 1-7. Related 
correspondence. 

JOHNSON.!. Campaign for Prosperous Georgia. JOHNSON,!. Georgians 
Against Nuclear Energy. #484 616. 84/12/10. BORDENICK, B . M. 

Hearing Branchs. Ip. 27920:295. 24X Fiche: 50-424, 84/12/10. 

8412140273. 


— 8412140279 Response to NRC Interrogatories 1-7. Certificate of Sve encl. 
Related correspondence. 

JOHNSON.!. Campaign for Prosperous Georgia. JOHNSON.!. Georgians 
Against Nuclear Energy. 84/12/10. Office of the Executive Legal 
Director. 7pp. 27920:296. 24X Fiche: 50-424, 84/12/10, 8412140273. 


8412170204 Motion to order that T Johnson responses be made under oath 
or af f irmation. Certlf icate of Sve encl. Related 
correspondence. 

BORDENICK. B. M. Hearing Branch 3. #484 689. 84/12/18. Atomic 

Safety and Licensing Board Panel. 4pp. 28009: 199. 24X 

Fiche: 50-424. 84/12/18. 8412190204. 


8412270610 Forwards response to NRC second set of interrogatories. 
Raaponse available for Insp 8< copying at ofes of Citizens 
for Prosperous Georgia. Related correspondence. 

JOHNSON.!. Campaign for Prosperous Georgia. TEPER. D. Georgians 
Against Nuclear Energy. #484 811. 84/12/19. BORDENICK. B. M. 

Hearing Branch 3. Ip. 28107:288. 24X Fiche: 50-424, 84/12/19. 

8412270610. 


— 8412270613 Response to NRC second set of interrogator ies. Certl f icate of 
8vc end. Related correspondence. 

JOHNSON. T. Campaign for Prosperous Georgia. TEPER, D. Georgians 
Against Nuclear Energy. 84/12/19. Office of the Executive Legal 
Director. 10pp. 28107:289. 24X Fiche: 50-424, 84/12/19. 8412270610. 


8412270556 Forwards author affirmation of responses prepared for 
interrogatories in proceeding, Certificte of Sve encl Related 
corresp oiidence. 

JOHNSON,!. Campaign for Prosperous Georgia. #484 812, 84/12/20, 

BORDENICK, D. M. Office of the Executive Legal Director. 4pp. 
28107:305. 24X Fiche : 50-424, 84/ 12/20, 8412270536. 


8412270560 Forwards affirmations of W Lawless. H Deutsch If ! Johnson re 
info provided in response to util discovery questions in 
licensing proceed ing. Cert if icate of Sve end. Related 
correspondence. 

JOHNSON,!. Campaign for Prosperous Georgia. #484 813. 84/12/20. 

!ROWBRIDGt-, G. F. Shaw, Pittman, Potts & !rowbridge. 6pp. 28107:299. 
24X Fiche; 50-424, 84/12/20. 8412270560. 


Q. Inspection reports. IE Bulletins St correspondence 


B412270S35 Forwards Insp Repts 50-424/84-27 Sc 50-425/84-27 on 
841001— 04. No violation or deviation noted. 

DANCE.H.C. Region 2. Office of Director. 84/10/19. KELLY, R. J. 
Georgia Power Co. 2pp. 28113:192. 24 X Fiche: 50-424, 84/10/19. 

8412270535. 


— 8412270542 Insp Repts 50-424/84-27 U 50-425/84-27 on 841001-04. No 
violation or deviation noted, Major areas inspected: 
foundation work activities quality record s, c ontai nment 
post— tens i oning QA & Sve Level I coatings. 

LENAHAN, J. J. , CONLON, !. E. Region 2. Office of Director. 84/10/17, 
6pp. 28113:194. 24X Fiche; 50-424. 84/10/19. 8412270535. 


8412270605 Forwards Insp Repts 50-424/84-28 8, 50-425/84-28 on 
841016-19. No violation or deviation noted, 

BROWNLEE. V. L. Region 2, Office of Director. 84/11/07. KELLY, R, J. 
Georgia Power Co. 2pp. 28113:055. 24X Fiche; SO— 424, 84/1 1/07. 

8412270605. 


— 8412270607 Insp Repts 50-424/84-28 it 50-425/84-28 on 841016-19. No 
violation or deviation noted. Major areas inspected: 
independent insp. electr ical work, work activities «, quality 
records review. 

GIBBONS, !. D. , CONLON, !. E. Region 2. Office of Director. 84/11/02. 
4pp. 28113:037. 24X Fiche; 50-424, 84/1 1/07, 8412270605. 


8412010025 Advises that Westinghouse relays in reactor protection sys 
not prone to malfunction as GE Lexan nylon relays described 
in IE Bulletin 84-02. Util will perform periodic surveillance 
tests on Westinghouse relays. 

FOS!ER, D. 0. Georgia Power Co. 84/11/13. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 27709:180. 24X FI ch e: 50-424. 84/1 1/13. 

8412010025. 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Sve list 
encl, 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:050. 24X Fi c he: 50-000. 84/1 1 / 19, 841 1 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
!ransfarm#rs. " Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27. 8411210360. 


8411200366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
!c-99m Generators. " Sve list encl. 

GRACE. J. N. Division of QA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X Fiche : 50-000, 84/11/30. 841 1280366. 


8411280370 IE Info Notice 04-96, "Isolation Between Signals of 
Protection Sys It Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN. E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 04/11/30. Consolidated Edison Co. of New 

York. Inc, 116pp. 27965:224. 24 X Fiche: 50-000, 84/1 1 /30. 841 1280370. 


8412030021 IE Info Notice 84-87, "Piping !hermal Deflection Induced by 
Stratified Flow. " Sve list encl. 

JORDAN. E.L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. U7pp. 27965:340. 24X Fiche: 50-000. 84/12/03, 8412030021 . 

8412030028 IE Info Notice 84-88, "Standby Gas !reatment Sys Problems. " 
Sve list end, 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24 X Fiche; 50-000. 84/12/03. 8412030020. 
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8412280376 Ac k receipt of 841114 Itr informing NRC of steos taken to 

50-424/84-26 & 

BROWNLEEj V. L. Region 2i Office of Director. 84/12/04 KPI i v R i 

“®''sO-424%4-2rrM 4«/«4 ll'r" “l '"“■•““n* "of" in In,p R.pt. 

30-425/04-26, Corrective actions: stutf welding 

fl°« tiH “« Of *au»,lnum d.o,idii2r 

riux tips as essential variable. 

affir^?#°n 4 Co. 84/11/14. DANCEfH. C. Region 2, 

841 ^ 80376 .^^**^*°*'’ 28126 : 201 . 24X Fiche : 50-424. 84/12/04, 

orwHlti".’’ =0-424/84-24 4. 50-428/84-28 on 840725-28 

DANCE, H.C. Region 3 , Office of Director. 84/10/17 KELLV R J 
SSa'r" =4X Flfp..5oi4b4.8l/I2>S4:^' 


412280399 Notice of violation from insp on 840925-28. 

cr- k***Bft" Office of Director. 84/10/17 Ip 28126*205 
Fiche: 50-424, 84/12/04, 8412280376. *°®* 


24X 


- 8412280404 Insp Repts 50-424/84-26 & 50-425/84-26 on 840925-28 

«lufl>inutn deoxidizer flux tips. 

B 4 / 10 /? 0 ^^' a ”*3^°*? 2, Office of Director. 

app, 2 Ble. 6 ; 206. 24X Fi c he: 50-424, 84/12/04, 8412280376. 

®''searRf3i2r*°J?* 1° Bulletin 84-03 re refueling cavity water 
seal. Review indicates current design capable of mitioatinn 

corrective cavity seal w/o uncovering fuel. No 

corrective action necessary 

siS;S‘'=‘‘ 

BROWNLEE, V. L. Region 2. Office of Director 84/12/oa Kpi j v d . 
Georgia Power Co. 2pd 27053-334 ^ KELLY, R.J. 

8412110224. 324. 24X Fiche; 50-424, 84/12/06. 

PH. «:/v64s. 24X Fiche: 50-000, 84/12/07, 8412050081, 

‘i™"" ■'-• ■■ 

PP. -:/Y66.215. 24X Fiche: 50-000, 84/12/07, 8412050090. 

V=r», Inc. n6pp. 38033:130. S4X Flch.: SO-O^rsd/Ja”?. IJlsSloo?” 

licensing issues. Agenda end P*«evor 

8412280423. 303. 24X Fiche. 50-424, 84/12/12, 

RSS“n;f <Po.?‘ 83 ;}SSi°' ’’’'•r’'"'?!!*.*' 

von. xnd. ii,pp,‘ 

Respanse ^Post ^S30103>.°^ S4/l|/17'^ ^^'coUldiJItlld^Ed ■ 
vork, Inc. 120 pp. 2el24:OOl"^^4XFi^h°:.“;J^S;o^•^^^^^^ 


^ correspondence 

8411080376 Requests NRC consideration of proposed alternativ* ,., 5 . 4 . 
reassembly diesel generator operab i 1 i ty%e5 ting. Proposed ^ 

cumulative run hours i 
engines. Response requested by 841001 
GEORGE, J.B. Texas Utilities Electric Co. <formerlu Tere« 
Generating Co. ). 84/09/21. DENTON. H. R. Office of NudLr^flilJi** 

R.aulation. Din.cton, Spp. 37393:170. 24X Flch,: SO-OOorSdwJlr 


Regulation. 

8411080376. 


8412030006 Deficiency Rept 0N-39a re TDI 

bearings. Initially reported on 840801. CorrectlJ^ actions^^^'^** 
will be completed by 850601. vorrecrive actions 

FOSTER, D. 0. Georgia Power Co. 84/11/12 O'RElLfv id d , 

B«3S5oSL°‘-'‘°" =^^33^354. 34X Fiche: SoLidisd/IJ^S,"' 

^'^Linltoffurm*!^'” ^®Pt unqualified motors supplied en 

valves. QA & engineering evaluation 

FOSTER. D.b. Georgia Powir*Co°^ 84/11/12 *^*’o'REILLy'^J^P^^^^ 

=^^“.-304. 34X Fiche: S 0 -:a 4 ,b 4 /imr 

rept re radius on coped structural 
r:?;iu?e3"o^SM!35*‘’°''‘*‘' Ne,t rept will b. 



verified rejj orSuhr*"'’ represent, ,i„el QA 

DeJItom‘'h DfI.v. 1, Inc. ) Omer. Oroup. 84/11/37 

«£//! 1 . 2 ' 73 . 24X Fiche: 50-000, 84/11/27, 8412010161. ^ 

■■®''T“‘SsR-4B°ril5v'’irrF“' M-X- ^O® Turb.ch.r,er Used ,„ 

'^®*°‘'i®*®»* FAAA 84-5-7. 1. 84/11/30 20 bo 

27711.294. 24X Fiche: 50-000. 84/11/27, 8412010161. 

Notification 84-182: noti fles of 841022 meeting w/otll 
& TDI Emergency Diesel Generator Owners Oroup in Bethesda.MD* 
re crack, in generator crankshafts & overa?l%vdu!d“ Si 
P^®9^*«>*»®®ting agenda end. 

EISENHUT, D. 0. Division of Licensing. 84/11/28. PALLADINO 

OdTaO^SaS;.*”- Fiche: 50-000"MmJ38, 

that TDI Diesel Generator Owner. Group respons. tp 
Item. 1,2 & 3 re crankshaft forging process 8< tensile 
fSSoinS^* generic to Owners Group eng ines. Crankshaft 
? ** between manufacturer. 

BERdNOER c H D.laval, Inc. ) Owners Group. 84/12/04. 

27834 20? Sav ^ Reactor Regulation, Director. Ip. 

27834,281. 24X Fiche: 50-000, 84/12/04, 8412100196. ^ 

»F TDI R-4 h RVh-d 

Series Emergency Diesel Generator Cylinder Blocks •• End 
supersede. 841211 FaAA Rept 84-9-11 aiocxs. End 

DENTON*"^ Delaval. Inc. ) Owners Oroup. 84/12/13. 

279 lod 64 ^' Reactor Regulation, Director. Ip. 

27960.164. 24X Fiche: 50-000, 84/12/13, 8412180075. 


irgvncy 

123pp. 


—8412180094 Revised "Design Review of TDI R-4 & RV-4 Series Em 
Diesel Generator Cylinder Blocks. '• 

Associates. faaa-84-9-1 1 . 1 . 84/12/31, 

27960:165. 24X Fiche: 50-000, 84/12/13, 8412180075. 

F.AA-84-6-54, "Evaluation of Epi.rj.nc, Dia.al 
oIn!niJ?L i! J*.'* Mifl'nl «■ San Onofra Nuclain 
Generating Stations" << FaAA-84-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . . " 

DENTON H B Delaval, Inc. > Owner. Oroup. 84/12/13. 

28042^241^' Reactor Regulation. Director. Ip. 

28042. 241. 24X Fiche; 50-000, 84/12/13, 8412240044. 

^ Generators Owners Oroup 

D.laval, Inc. > Owners Group. 84/12/14. 
27932 d?'t^' Nuclear Reactor Regulation, Director. 2pp. 

27932:171. 24X Fiche; 50-000, 84/12/14, 8412170266. 

—841^170288 Rev 1 to "TDI Diesel Generators Owners Oroup Program Plin. 

Delaval, Inc. ) Owners Oroup. 84/12/14. 

324 pp. 27932:173. 24X Fiche: 50-000, 84/12/14, 8412170266 . 
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8412240311 Revises Phase 1 Rept FaAA 04-3-13 re connecting rods of TDI 
in-line generators* to read 5*000 psl peak oil pressure 
instead of 500. Correct ^pressure used in analysis. No changes 
to conclusions warranted. 

RAYi C. L. TDI (Transamer ica Delaval* Inc. ) Owners Group. 04/12/19. 
DENTON* H. R. Office of Nuclear Reactor Regulation* Director. Ip. 
28057:328. 24X Ficho: 50-000* 84/12/19* 8412260311. 


T. Hearing transcripts on non-antitrust matters 


8412060301 Board Notification 84-182: notifies of 841022 meeting ui/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
re cracks in generator crankshafts 8t overall evaluation of 
ouncrs group program. Meeting agenda end. 

EISENHUT. D. 0. Division of Licensing. S4/11/28. PALLADINO 
Commissioners. 7pp. ‘ 27083:215. 24X Fiche : 50-000. 84/1 1/28* 

8412060301. 


— 3412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda* 
MD re causes of cracks found in TDI generator crankshafts it 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222. 24X Fiche: 50-000* 84/1 1/28. 8412060301. 


V. Operator Examinations 


8412280423 Notifies of 850109 meeting in Atlanta* OA for utils w/naar- 
term QLs to discuss recent insp findings St operator 
licensing issues. Agenda end. 

□ 'REILLY* J. P. Region 2* Office of Director. 84/12/12. KELLY.R. J. 
Georgia Power Co. 5pp. 28125:303. 24X Fiche: 50-424* 84/12/12* 

3412280423. 


DOCKET 50-425 VOOTLE ELECTRIC GENERATING PLANT 
A, Application/construction stage documents S< correspondence 


8412130071 Appeals denial of FOIA request for documents re 
imp lementat ion of facility QA 8t QC. 

DOMBY*A. H. Troutman, Sanders* Lockerman St Ashmore. 83/10/10. 
Office of the Executive Director for Operations. Ip. 27925:298. 
24X Fiche: 50-425*83/10/10*8412130071. 


8412260075 FOIA request for documents re Charleston earthquake of 1886 
St seismic design for Vogtie Nuclear Power Plant. 

BELL.N. Nuclear Information St Resource Service. 84/05/23. 

FELTON* J. M. Division of Rules and Records. 2pp. 28074:001. 24X 

Fiche: 50-424* 84/05/23* 0412260075. 


8412130066 Responds to appeal re denial of FOIA request for documents 
re implementation of facility QA St QC. Documents noted in 
end index available in PDR. Certain documents withheld (ref 
FOIA Exemptions 7A St D). 

CHILK, B. J. Office of the Secretary of the Commission. 84/06/04. 

DOMBYt A. H. Troutman* Sanders* Lockerman Sc Ashmore. llpp. 

27925: 299. 24X Fiche: 50-424* 84/06/04, 8412130086. 


8412260031 Partial response to FOIA request for six categories of 
documents re Charleston earthquake of 1886 St seismic design 
for Vagtie Plant. RFP RS-RE8-84-128 available in PDR. Review 
continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information St Resource Service. Ip. 28074:003. 24X 

Fiche-: 50-424. 84/06/14, 8412260081. 


8412050640 Advises that L Mellen successfully completed NRC generic 
health physics training St requests that trainee be given 
only site-specific training to gain access to radiation 

GOODE* R.W. Region 2* Office of Director. 84/11/09. NIX* H. Georgia 
Power Co. Ip. 27781:089. 24X Fiche: 50-000* 84/11/09* 8412050640. 


8412050292 Forwards list of documents requested for review during 
facility design audit meeting w/uti 1* Westlnghouse Sc Bechtel 
at plant site on 841108-09. 

RODABAUGH* E. C, E. C. Rodabaugh Associates* Inc. 84/11/10. 
MOCMEtS. E. Oak Ridge National Laboratory. 5pp. 27811:217. 24X 

Fiche: 50-424* 84/11/10* 8412050292. 


8412050041 Notification of 841212 meeting w/Bechtel Sc Southern Co Svcs* 
Inc in Bethesda, MD to discuss remaining questions St open 
items identified in power sys area. 

MILLER. M. Licensing Branch 4. 84/11/26. ADENSAM* E. 0. Licensing 
Branch 4. 3pp. 27783:288. 24X Fiche: 50-424, 84/11/26. 8412050041. 


8412280445 Confirms 841212 mgt meeting at site to discuss applicant 
continued progress St activities on readiness review pilot 
program, per 841119 telcon. « , 

O 'REILLY* -J. P. Region 2* Office of Director, 84/11/30, KELLY.R, J. 
Georgia Power Co. Ip. 28125:288. 24X Fiche: 50-424, 84/11/30* 

3412280445 . 


8412110388 Advises of findings during QA audit designed to verify 
qualifications of insp* exam Sc testing of personnel* per 
Generic Ltr 81-01. Nine inspectors certified w/o appropriate 
educ. Inspector required to obtain GED diploma by 850101. 

FOSTERiD.a. Georgia Power Co. 84/12/04. EISENHUT. D. 0. Division of 
Licensing. 2pp. 27851:104. 24X Fiche: 50-424* 84/12/04* 84121 10388. 


8412170410 Summary of 841003 meeting w/util St Southern Co Svcs, Inc in 
Bethesda* MD re plans for right-of-way for Vogtle/Mclntosh 
portions of Vog tle/Thalman transmission line. 

HOOD, D. S. Licensing Branch 4. 84/12/07. Licensing Branch 4. 

6pp. 27972:355. 24X Fiche: 50-424, 84/12/07* 8412170410, 


8412200436 Trip ropt of 840306-09 site visit re geotechnical St reactor 
sys reviews. Rev 11 to Spec X2AP01,Div C2. Section C2. 2* 

"Earthwork St Related Bite Activities" end. 

HOPKINS, J.B. Licensing Branch 4. 84/12/12. Licensing Branch 4. 

3pp. 28040:289. 24X Fic he: 50-424* 84/ 12/12* 8412200436, 


— 8412200438 Rev 11 to "Earthwork St Related Site Activities. " 

# Bechtel Corp. X2AP01 Rll. 84/02/17. 57pp. 28040:292. 24X 

Fiche: 50-424* 84/12/12. 8412200436. 


8412270236 Forwards US Corps of Eng ineers, Savannah District, public 
notices for aerial crossings for Ebenezer St Briar Creeks. 

Crossings are in association w/facility Thalman 500 Kv 
line. 

FOSTER, D. 0. Georgia Power Co. 84/12/18. ADENSAM* E. G. Licensing 
Branch 4. 18pp. 28088:346. 24X Fiche: 50-424* 84/12/18, 8412270236. 


8412280018 Summarizes status of installation of whip restraints St jot 
barriers, in support of request for alternate pipe break 
design considerations. 

FOSTER* D, O. Georgia Power Co. 84/12/21. ADENSAM* E. 0, Licensing 
Branch 4. 2pp, 28112:003. 24X Fiche: 50-424. 84/12/21, 8412280018. 


D. NRC Draft/Final Environmental Statements, suppls St correspondence 


8412100440 Ack receipt of DES. No comments offered. 

MIRANOWSKI, J. A. Agriculture, Dept. of. 84/11/30. ADENSAM* E. 0. 
Licensing Branch 4. Ip. 27858:318. 24X Fiche: 50-424* 84/11/30* 

8412100440. 


8412170131 Advises that State of OA, Dept of Natural Resources Historic 
Preservation Section has prepared review process for DES. 

Project acceptable* If survey * sys, review Jt implementation of 
cultural resource mgt plan followed. 

LYON* E. A. Georgia* State of. 84/12/10, ADENSAM, E. B, Licensing 
Branch 4. Ip. 27937:061. 24X Fiche: 50-424* 84/12/10. 8412170131. 


8412210020 Comments on DES. 

SIEBERT.J. W. Army. Dept, of* Corps of Engineers. 84/12/14. 

Division of Licensing, 2pp. 28036:201. 24X Fiche: 50-424* 84/12/14, 

B412210020. 


E. NRC Safety Evaluation Report (SER), supple fc correspondence 


8412050050 Notification of 841214 meeting w/uti 1* Southern Co Svcs* Inc 
Sc Bechtel in Bethesda, MD to discuss open items identified 
in 041106 draft SER re fire protection. 

MILLER* M. Licensing Branch 4. 04/11/26. ADENSAM* E. 0. Licensing 

Branch 4. 3pp, 27783:285. a4X Fich«: 50-424, 84/11/26, 8412050050. 


8412050061 Notification of 841213 meeting w/util. Southern Co Svcs* Inc 
Sc Bechtel in Bethesda* MD to discuss open items identified 
in 841106 draft SER re training programs. 

MILLER, M. Licensing Branch 4. 84/11/26. Licensing Branch 4. 

3pp 27809:043, 24X Fiche: 50-424, 84/11/26, 8412050061. 


8412040130 Forwards proposed schedule for written responses to open 
items identified in draft SER, per 841 106 request. Items 
identified as closed will be discussed at 841213 meeting, 

FOSTER* D. 0. Georgia Power Co. 84/11/30. ADENSAM* E. 0. Licensing 
Branch 4. 9pp. 27749:098. a4X Fiche: 50-424, 84/11/30, 0412040130. 


B412190496 Notification of 850123 meeting w/util* Bechtel Sc Southern Co 
Svcs In Bethesda.MD to discuss open items in geotechnical 
area identified in 841106 draft SER. 

MILLER, M. A. Licensing Branch 4. 84/12/13, ADENSAM, E. 0. Licensing 

Branch 4. 3pp. 28016:315. 24X Fiche: 50-424* 84/12/13, 8412190496. 


8412200608 Notification of 850108-10 meetings w/Mestinghouse* Bechtel* 
ORNL Si Southern Co Svcs in Norwalk, CA to discuss mechanical 
engineering open items in 641106 draft SER Sc continue 
review of 841108-09 design specs S< repts. 

MILLER, M. A. Licensing Branch 4. 84/12/17, ADENSAM, E. 0. Licensing 

Branch 4. 2pp, 28032:361. 24X Fiche: 50-424. 84/12/17. 8412200608. 
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F Security, medical, emergency & fire protection plans 


3412050050 Notification of 841214 meeting u/uti 1. Southern Co Svcs. Inc 
& Bechtel in Bethesda.HD to discuss open items identified 
in 841106 draft SER re fire protection. 

MIIXER. M Licensing Branch 4. 84/11/26. ADENSAK, E. 0 . Licensing 

Branch 4 . 3 pp, 277S3 285 24X Fiche : 50-424. B4/1 1 /26. 941 2050050. 


S41206C679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Lioiericit & Shoreham 

DIRCKS. W J. Office of the Executive Director for Operations. 
84/11/28. PALLADI^KJ Commissioners. 5 pp. 27831-259 24X 

F i c h e : 50-000 .84/11 /28. 84 1 2060679. 


8412130144 Forwards intervenors response to applicant B41105 first s*t 
of interrogator ies & request for production of documents. 

Affidavits verifying interrogator y responses will be 
forwarded. Related correspondence. 

FOWLER. L. Legal Environmental Assistance Foundation. #404 573. 
84/12/05. NRC - No Detailed Affiliation Given. Ip. 27906:164, 
24X Fiche; 50-424. 84/12/05. 8412130144. 


— 8412130154 Intervenors response to applicant 041105 first set of 
interrogatories & request for production of documents. 

Certificate of Svc end. Related correspondence. 

JOHNSON. T. Campaign for Prosperous Georgia. JOHNSON* T. Oeorglam 
Against Nuclear Energy. 84/12/05. Atomic Safety and Licensing 
Board Panel. 46pp. 27906:165. 24X FI che; 50-424* 04/ 12/05. 

8412130144. 


8412120109 Forwards Vols 1 & 2 of Rev 0 to "Vogtle Electric Generating 
Plant Units 1 & 2 Emergency Plan. " Index of responses to NRC 
840425 Itr also end. Some aspects of plan will be added 
later due to status of design & const. 

FOSTER, D 0 . Georgia Power Co. 84/11/30. ADENSAM. E. G. Licensing 
Branch 4. 7pp. 27880:001. 24X Fiche: 50-424. 84/11/30. 8412120109. 


■ V w w ST 


— S412120I15 Vols 1 & 2 of Rev 0 to ■ 
Units 162 Emergency Plan. “ 

# Georgia Power Co. 84/11/30. 
Fiche: 50-424. 84/11/30. 8412120109. 


■Vogtie Electric Generating Plant 
410pp. 27880:008. 24X 


50-424/84-33 6 50-425/84-33 
on 841119-20. No violations or deviations noted. 

BR0W4^E. V. L. Region 2. Office of Director. 84/12/06. KELLV. R J 

Fiel..: 50-424, 84/ia/Oi, ■ ■ 

50-''a4/B4-33 & 50-425/84-33 on 
841114-20. No Vloutlon. or doviations notad. Major araai 

»*curity mgt meeting 6 plant tour Details 

withheld (ref iOCFR 2 . 790 6 73 . 21 ). ^our. ueiia 1 1 s 

2 , Office of Director. 84/12/05 Id 
27852:326. 24X Fiche: 50-424, 84/12/06. B4121 10224. 

Natifla. 0 * 850109 Na.tinj in Atlanta, OA for utiU 0 ,/na.r- 
".SCO., r.cant In.f findinjs S, oparator 
licensing i ssues. Agenda end 

fsrTE5.”s,v°'o"r4'rPo3 ;J\r . 

Branch 4 . 4 pp. 28122:273. 84X Ficha: 50-424, 84/li/2?; a4'[23l35K“ 


G, 


Adjudicatory correspondence 


8412010083 Discusses applicant motion to correct ASLS bai in.. 

& order filed on 841114 ADDlicant f < i 841105 memorandum 

B^'-nch 3. #484 363. 84/11/27 

“■ “■ e4J‘Fr=h%f;J-4l4rSJ/i 1/27, 

—8412040305 Response to first n# {a.^. 

^i*";''N9cla“"E«;,;““*IoSp“p. *S75"ii5 
Fltha: 50-424, S4/ll/29;841204rai)l. 

Again.; PAjcurE^nsT I- e*"r»l-n. 

Pcundation. «4B4 444 84m^ IJli- Asaiatane. 

.9.74 Pan.:, 8PP. ,7758:207. «X 


8412130384 Forwards second set of interrogatories «« requests 
documents from Campaign for Prosperous Georgia 8* Georgians 
Against Nuclear Energy. Related correspondence. 

JOHNSON. T. Campaign for Prosperous Georgia, #404 575. Q4/12/07. 

TROWBRIDGE. G. F. Shaw. Pittman. Potts 6 Trowbridge. Ip. 27904- OAQ 
24X Fiche: 50-424. 04/12/07* 0412130384. 

8412130388 Second set of interrogatories lit requests to produce 
documents re Contention S. Certificate of Svc end. Related 
correspondence. 

JOHNSON.!, Campaign for Prosperous Georgia, TEPER, D. Oeorglahl 
Against Nuclear Energy. 84/12/07. 10pp. 27904: 049. 24X 

Fiche: 50-424, 84/12/07. 8412130304. 

8412130099 Memorandum 6 order denying applicant 041114 motion saeUng 
841212 order on Contention 0 re QA. Served on 

MAROULIES. M. B. . LINENBEROER. O. . PARRIS, 0. H. Atomic Safety and 
Licensing Board Panel. #404 372. 84/12/10. Georgia Power Co. 

4pp. 27904:297. 24X Fiche: 30-424* 84/12/10, 8412130099. 

Forwards response to NRC Interrogatories 1-7. Related 
correspondence. 

®*°X91«. JOHNSON. T. <]9lir||l,ni 
AsAln,t Nuclear En.raa, 8484 416. 84/12/10. BORDENICK, B H 

S4mSo27a 2A* Fiche: =0-424.84/13/10, 

interrosatorle. 1-7. Cart t f Ic.ta of Bvc a«t 

Related correspondence. 

Prosperous Georgia. JOHNSON* T. Oeorglaht 
Against Nuclear Energy. 84/12/10. Office of the Executive Lejfl 
or. 7pp. 27920:296. 24X Fiche: 30-424, 84/12/10. 0412140273 

"I?" ‘"'i I ''“•’"•on ra.pon.ae b. m.4. und.r oath 
°or;;;fo“^n°:. -ncl.R-latad 

BORDENICK, B, M. Hearing Branch 3. #404 689. 84/12/iB Atomic 

Licensing Board Panel. 4pp. 20009’ 199 24X 

Fiche: 30-424.84/12/18, 8412190204. wuuy. xyy. 24 X 

IvIuIbJ.-Ier”?" *; •“ infrroB.torl... 

n«»ponse available for insp 6 copying at ofcs of Citl;d»n« 

jSJInsSnT'T co^reJpondenci. 

OHNSON. T. Campaign for Prosperous Georgia TEPER, D q« n****! *., 9.1 

Ajainet Nucl.ar Enargu. *484 811. elAs/U BOrS^ICH S 

*“ ‘■’‘-ro.aburl...C.rb.flb.U.. 

cr-JuciSaT^iJr-g:." . 

i>i7.cbor. logp. 28;27:289. =« rich°'So=; 2 r 8 :ji 2 /j;rs:}S 57 ^:n‘ 

®'i‘nf:?r”gat:M:r;„*;;r‘S“:.;i:r?:r‘«;i°: pp-p-r- *»* 

corratpondance. PP°“*P‘na- Cartif uta of Sve and. H.lat.d 

B0RKcK;B.M*'"'’aP?lcI“of’’;jrE«c!ltlJ°7‘'‘ 1 aA/ 12 / 20 . 

BB107:305. 24X Flcba: 50-421, SadS/J^rSaiSl^isSr*'*”’'- 

“i“r“Lr;:nrr::p7;::n:":tn «< t jobn.o„ » 

TROWBMDOE, o!^?"'’* 8 hau,*'°JltlMlS"pott?"r?‘'''A 84/12/20. 

B4X Pieha: 50-424, 84/12%aSJ7i27Sil;. =8107:299. 

eorraapondenc. 
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— B4 1 2270S42 Insp Repts 50-424/84-'27 & SO-425/04-27 on 841001-04. No 
violation or deviation noted. Major areas inspected: 
foundation work activities «c quality recordsi containment 
p o«t-tensi onlng QA 8c Svc Level I coatings. 

LENAHAN. J. J. , CDNLON, T. E. Region 2, Office of Director. 84/10/17. 
6pp. 28113:194. 24X Fiche:S0-424. 84/10/19. B41227053S. 


8412270609 Forwards Insp Repts S0-424/84-2B 8c 50-425/84-28 on 
841016-19. No violation or deviation noted. 

BROUNLEEi V. L. Region 2. Office of Director. 84/11/07. KELLY. R. J. 
OsoTSia Power Co. 2pp. 28113:055. 24X Fi ch e: 90-424. 84/1 1 /07. 

8412270605. 


— 8412270607 Insp Repts 50-424/84-28 8i 50-425/84-20 on 841016-19. No 
violation or deviation noted. Major areas irt^pected: 
independent insp. electrical work, work act^itles 8c quality 
records review. 

GIBBONS. T. D. . CONLON. T. E. Region 2, Office of Director. 84/11/02. 
4pp. 28113:057; 24X Fic he: 50-424, 84/1 1 /07. 8412270609. 


8412010025 Advises that Westinghouse relays in reactor protection sys 
not prone to malfunction as GE Lexan nylon relays described 
in IE BulletiY* 84-02. Util will perform periodic surveillance 
taata on Westinghouse relays. 

FOSTER. D, 0, Georgia Power Co. 84/11/13. □ 'REILLY. J. P. Region 2. 

Office of Director. 2pp. .27709:180. 24X Fiche: 90-424. 84/11/13. 

8412010025. 

8411100064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
«nc 1. 

OORDANt E. L. Division of Emergency Preparedness 8c Engineering 
Rasponsc (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. I2'0pp. 27807:058. 24X Fiche: 50-000. 84/11/19. 8411150064. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 8c Engineering 
Rosponse (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York* Inc. i26pp. 27807:179, 24X Fiche: 90-000. 84/1 1/27. 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc~99m Ganerators. " Svc list end. 

GRACE. J.N. Division of QA. Safeguards 8< Inspection Programs (Post 
S3O103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

88pp. 27967:086. 24X FI che : 50-000. 84/1 1/30. 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protactlon Sys 8c Nonsafety-Related Equipment. " 

Svc list end. 

vIDRDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Raaponse (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York* Inc. 116pp. 27969:224. 24 X Fiche: 50-000, 84/11/30. 8411280370, 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. '* Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 8< Engineering 
Raapanse (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 137pp. 27965:340. 24 X Fiche: 50-000. 84/12/03, 8412030021. 

8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. i22pp. 27966:093. 24X Fiche: 90-000, 84/12/03, 8412030028. 


8412280376 Ac k receipt of 041114 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-424/04-26 8c 
SO-425/84-26, 

BROUfR-EE, V. L. Region 2. Office of Director. 84/12/04, KELLY, R.J. 
Georgia Power Co, ip. 28126:200. 24X Fiche: 90-424, 84/12/04. 

84 1 2280376. 


— 84122B0387 Responds to NRC 841017 Itr re violations noted in Insp Repts 
90 - 424 / 84-26 8< 50-429/84-26. Corrective actions: stud welding 
procedure spec revised to address use of aluminum deoxidizer 
Alux tips as essential variable. 

FOSTER. D. 0. Georgia Power Co. 84/11/14. DANCE. H. C. Region 2, 
OP-fice of Director. 2pp. 28126:201, 24X Fiche; 50— 424, 84/12/04. 

8412280376. 


— 8412280394 Forwards Insp Repts 90-424/84-26 8c 90-429/84-26 on 840925-28 
notice of violation. 

DANCE, H. C. Region 2, Office of Director, 84/10/17. KELLY. R.J. 
Georgia Power Co. 2pp. 20126:203. 24X Fiche: 50-424. 84/12/04, 

8412280376. 


— 8412280399 Notice of violation from insp on 840925-20. 

* Rag ion 2. Office of Director. 84/10/17. Ip. 28126:209. 24X 

Fiche: 50-424, 04/12/04.8412280376. 


— 8412280404 Insp Repts 50-424/84-26 8< 50-425/84-26 on 840925-28. 
Violation noted: failure of stud welding procedure spec to 
address use of aluminum deoxidizer flux tips. 

KLEINSORGE, W. P. . BLAKE, J. J. Region 2, Office of Director. 
34/10/10. Spp. 28126:206. 24X Fiche: 50-424, 84/12/04, 8412280376. 


8412210187 Responds to IE Bulletin 94-03 re refueling cavity water 
seal. Review indicates current design capable of mitigating 
failure of refueling cavity seal w/o uncovering fuel. No 
corrective action necessary. 

FOSTER, D. 0. Georgia Power Co. 84/12/05. 0 'REILLY, J. P . Region 2, 

Office of Director. 3pp. 28035:270. 24X Fiche: 50-424, 84/12/05. 

8412210187. 


8412110224 Forwards Safeguards Insp Repts 50-424/84-33 50-429/04-33 

on 841119-20. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/06. KELLY, R. J. 
Georgia Power Co. 2pp. 27892:324. 24 X Fiche: 50-424, 84/12/06, 

8412110224. 


— 8412110252 Safeguards Insp Repts 50-424/84-33 8t 90-425/84-33 on 
041119-20. No violations or deviations noted. Major areas 
inspected: initial security mgt meeting 8* plant tour. Details 
withheld (ref 10CFR2, 790 & 73.211. 

MOORE, D.E., MCGUIRE, D. R. Region 2, Office of Director. 84/12/05. 
Ip. 27852:326. 24X Fiche : 50-424, 84/12/06, 84121 10224. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsens 1 tized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24 X Fiche: 50-000, 84/12/07, 8412050081. 


8412090090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:219. 24X Fiche: 50-000, 84/12/07, 8412050090. 


B412060994 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. ** Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «« Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. I16pp. 28032:130. 24X Fiche: 50-000. 84/12/ 10, 8412060594. 


8412200423 Notifies of 890109 meeting in Atlanta, GA for utils w/near- 
term OLs to discuss recent insp findings operator 
licensing issues. Agenda end, 

0 'REILLY, J. P, Region 2, Office of Director. 84/12/12. KELLY, R, J. 
Georgia Power Co. 9pp. 23129:303, 24X Fich e: 90-424, 84/12/12, 

8412280423. 


8412120941 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. U9pp. 28123:131. 24X Fiche: 50-000. 84/12/17, 9412120941. 


8412120947 IE Info Notice 84-93, "Potential for Loss of Mater from 
Refueling Water Cavity." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24 X Fiche: 90-000, 04/12/17, 8412120547. 


S. Reportable occurrences, LERs fc related correspondence 


8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing, Proposed 
alternative testing would add fewer cumulative run hours ii 
starts on engines. Response requested by 041001. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co ). 84/09/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 9pp. 27392:170. 24X Fiche; 90-000, 84/09/21, 

8411000376. 


8412030006 Deficiency Ropt 0N-39S re TDI diesel generator thrust 
bearings. Initially reported on 840801, Corrective actions 
will be completed by 850601. 

FOSTER, D. 0. Georgia Power Co. 84/11/12. O'REILLY. J. P. Region 2, 
Office of Director. 2pp. 27733:394. 24X Fiche: 50-424, 84/1 1/12, 

8412030006. 


8412030226 Interim deficiency rept re unqualified motors supplied on 
Limitorque motor operated valves. QA tt engineering evaluation 
Initiated. Results of evaluation will be submitted by 841221. 

FOSTER, D. 0. Georgia Power Co, 04/11/12. 0 'REILLY, J. P. Region 2. 

Office of Director. Ip. 27732:304, 24X Fiche; 90-424. 84/1 1/12, 

8412030226. 
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94i2C300iC Interim defjciencv rept re radius on coped structural 
aeaSser* Initially reported on 841019 Nert rept will be 
submitted cn B50123 

FOSTEF?, D. 0 Georgia Pct;er Co. 84/11/15. O'REILLYi J. P. Region 2 > 
Office of Director Ip. 27733:353. 24X Fiche: 50-424. 84/11/15, 

8412030010 

8412010161 Fcruards "Design Review of Elliott Model 90G Turbocharger 
Used or. TDI DSS-4S & DSRV 16-4 Emergency Diesel Generator 
Sets - Nsiile Ring Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

RAV. C L. TDI <Trar.sa*erica Delaval. Inc.) Owners Group. 84/11/27. 
DENTOM, H R. Office of Nuclear Reactor Regulation, Director. Ip 
27711:293, 24X Fiche; 50-000, 84/11/27, 8412010161. 

84X2010173 "Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-4S & DSRV 16-4 Emergency Diesel Generator Sets - 
No2z 1» Ring Assembly Suppl. “ 

Analysis Associates. FAAA 84-5-7. 1. 84/11/30. 20pp. 

24X Fiche. 50-000,84/11/27,8412010161. 


2771 1 ■ 294. 


8412^0301 Board Notification 84-182: notifies of 841022 meeting w/util 
6 TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts t overall evaluation of 
owners group program. Meeting agenda end. 

EISEJWT, D. G. Division of Licensing. 84/11/28. PALLADIND 
Commissiofiers. 7pp. 27883:215 24X Fiche: 50-000, 84/1 1/28, 

1 tfvQrw30 1 

8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 8t 3 r* crankshaft forging process & tensile 
specimens generic to Owners Croup engines. Crankshaft 
forging process may vary between manufacturer. 

Delaval, Inc.) Owners Group. 84/12/04. 
278^^81 R»«ctor Regulation. Director. Ip. 

27834.281. 24X Fiche: 50-000, 84/12/04, 8412100196. ^ 

TDI R-* s, RV-4 

Series ^ergency Diesel Generator Cylinder Blocks » Enel 
supersedes 841211 FaAA R#pt 84-9-11 

Da5T0N^H Broup. 84/12/13. 

r '"§■ ’ ?rr 

28042:241. 24X Flcli,: 50-000, 84/12/13, 84*1240044"' ‘’‘'"•ttof. Ip. 

a,„.r. Oropp 

BENTDNl‘H.R.™oi«"*J**SucJ,°JI*R)[*cL'",' ’ Oroup. 84/12/14. 

27932:171. 24X Flch,: 50-000. 84/12/14re4lll7026"' 

'■T-sT.m pi.n. - 

3=4„. 27932:173. 24j‘?r:J;: 

S41226031I Revises Phase 1 Rept FaAA 84 - 3 - 1 -^ 

in-lina generators, to read 3.000 osi of TDI 

instead of 3O0. Correct pressure n*»»urt 

to conclusions warranted. «nal«sis. No changes 

Do^roN^H.R™'om«'"'^^^.^J*RM'U^"R ’ f'Jr' 

28057:328, 24X Fich.: SO-OojrMnSJJlra^lSiSjlr 

T. HwTln j transcript, ^non-.ntltru.t 

8412060301 Board Notification 84 - 182 - nn 4>4 • - 

t( TDI Emergency Diesel Generator Owners «teting u/util 
re cracks in generator crank.h!^^ ® B»thesda. MD 

Commies ientrs. 7 pJ.* PALLADINO 

8412060301, < 27883 . 215 . 24X Fiche: 50-000, 84/1 l/as, 

—8412120396 Transcript 0 # samso 

W> re causes of cracks found in TDl"JenoJL?^*^* Bethesda, 

27883:222, =« F,CH.: 50-iJ;.*a/.?J^Sr84Sr 


Operator Examinations 


0412280423 Notifies of 850109 meeting in Atlanta. OA for utils w/near 
term OLs to discuss recent insp findings & operator 
licensing issues. Agenda end. 

0 'REILLY, J. P. Region 2, Office of Director. 84/12/12. KELLY.R J 
Georgia Power Co. Spp. 28125:303. 24X Fiche; 50 - 424 , B4/1 2 / 12 , 

8412280423. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 
Q. Inspection reports, IE Bulletins S< correspondence 


8411150064 IE Info Notice 84-83, 
end. 


‘Various Battery Problems. " Bve list 

JORDAN, E.L Division of Emergency Preparedness «» Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co of New 

York. Inc. 120pp. 27807:058. 24X Fiche : 50-000, 84/1 1 / 1 9, 041 1150064. 

8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers." sve list end. 

R«nJnlf‘VD Emergency Preparedness & Engineering 

Response (Post 830103). 84/11/27. Consolidated Edison Co of New 

ork, Inc. 126pp, 27807 : 179 . 24X Fiche: 50-000, 84/1 1 /27» 04 U210360, 

""‘n" ??"!“■ Br«kthrou9h From 

Tc“99m Generators." Sve list end. 

S 30103 f'^' 84 /M/ 3 O°" '' '"'P*'*!"" ProBram. (Po.t 

830103) 0yn/3O. Consolidated Edison Co. of Neuj York, Inc 

08pp. 27967:086. 24X FI che ; 50-000, 04/11/30, 8411280366. 

8411280370 IE Info Notice 84-86, "Isolation Between Sionmls of 
Protection Sys «. Non.af et y-Re lated Equipment" 

Bve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Fnn ^ n • at* 1 nn 

84/n/3o“ ES5::rc:‘ o, 

U 6 pp. 27965:224. 24X Fiche; 50-000, B4/1 1 /30, 8411280370, 

i:;rs;s3'' 

York, Inc. I17RP. =7965:340. 24X F, c R.: si-OM.'w/JaJSS, aSisSjooS^ 

"St.PdbB 04. Tr.atm.nt 8 «. PrpbUp.." 

R«?Jn«f (Pii,?*M 0103)°* a 4 /TS/nn“ '’’'•P*'"*'*"*.. «• EnBln».rlnB 
Vork, l„c. . 33 PP, =7966:0,3. =4X 

■“SSf- 

app. Z7966.332. 24X Fiche: 50-000, 84/12/07, 8412050081. 

pp. £7966.215. 24X Fiche: 50-000. 84/12/07, 8412050090. 

Response (Post 830103 )°^ 84 / 12 / 10 ^ PTeparednesi «< Engineering 
Vork, Inc. U&pp 28032- of New 
iopp. ,28032. 130. 24X Fiche: 50-000, 84/12/10, 8412060594. 

Sdan‘"*“ iineJ'’'*"” ’'‘''"'■••I* on CuBBln. Flp, 

Response (Post 830103)°^ 84 / 12 / 17 '^ FTeparedness $< Engineering 
York, Inc. 119pp 28123 Consolidated Edison Co of New 

lYpp. 28123.131. 24X Fi che: 50-000, 84/12/ 17, 0412120541 . 

pp. ,^0124. 001 . 24X Fiche: 50-000, 84/12/17, 8412120547. 
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fjOCKET 50-438 BELLEFONTt NUCLFAR PLANT. UNIT 1 


p,. Application/construction stage documents Sc correspondence 


0412310416 Summary of 840308 meeting w/B&W Owners Group re application 
of leat-bef ore-break concepts to B&N p lants . At tendance list, 
vleugraphs Sc addl info end. 

KADAMBIrN. P. Operating Reactors Branch 4. 84/12/11. Operating 

Reactors Branch 4. 53pp. 28152:263. 24X Fiche • 50-000. 84/12/1 1, 

8412310416. 


04121BO199 Forwards BScW 841015 rept. "Best Estimate. Steam Generator 
Tube Rupture Analysis. " per util 830916 commitment re TMI 
Action Item II. K. 3. 5. Rept utilizes BSiN Version 5. QA of 
REDBL5 computer code. 

DOMER. vJ. A. Tennessee Valley Authority. 84/12/13. ADENSAM. E. 
Licensing Branch 4. 1-p. 27962:253. 24X Fiche: 50-438. 84/ 12/13. 

8412180199. 


..>•-8412180211 "Best Estimate. Steam Generator Tube Rupture Analysis." 
* Babcock «< Wilcox Co. 84/10/15. 34pp. 27962:254. 24X 

^Iche: 50-438, 84/12/13, 8412100199. 


0412190003 Forwards "PORV Reliability Study S« Setpoint Analysis." In 
response to NUREO-0737. Items II. K. 3.1 & 1 1. K. 3. 2. Enel rept 
provides justification for using original as-designed trip 
setpoints on 205 fuel assembly isolation sys. 

DDMER.J. A, Tennessee Valley Authority. 84/12/13. ADENSAM. E. 
Licensing Branch 4. Ip. 20009:117. 24X Fiche: 50-438. 84/ 12/13. 

8412190003. 


— 8412190006 “PDRV Reliability Study S< Setpoint Analysis. " 

a Babcock e< Wilcox Co. 84/12/13 68pp. 20009:118. 24X 

Fiche: 50-438. 04/12/13. 8412190003. 


F. Security, medical, emergency it fire protection plans 


8412050645 Notification of 841204 meeting w/util in Bethesda.MD to 
discuss problems associated w/mods to control room design 
reviews. 

KENYON, T.J. Licensing Branch 4. 84/11/27. ADENSAM. E. 0. Licensing 

Branch 4. 6pp. 27783:321. 24X Fiche; 50-000, 84/11/27. 04 1 2050645. 


J. Insurance 6 Indemnity information 


8412280154 Forwards Endorsement 24 to NELIA Policy NF-258. 

DUCK, J. R. Marsh McLennan, Inc. 84/12/20. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. Ip. 28108: 121. 24X 

Fich»: 50-438. 84/12/20, 8412280154. 


Q. Inspection reports. IE Bulletins S: correspondence 


8412010177 Informs that corrective actions re inadeciuate field mod of 
letdown cooler supports cited in 811208 response to Insp 
Repts 50-438/81-29 it 50-439/81-29 will be completed by 
841111 for Unit 1 6 861111 for Unit 2. 

MIILLS. L. M. Tennessee Valley Authority. 84/06/06. O 'REILLY. J. P. 
Region 2, Office of Director. Ip. 27711:314. 24X 

Fiche: 50-438. 84/06/06, 0412010177. 


8412010058 Submits results of survey to determine extent of missing 
ufeshers on wedge bolts, per initial 840330 response to Insp 
Repts 50-438/84-03 *c 50-439/84-03. QC procedure re bolt 
anchors set in concrete revised. 

MILLS. L.M. Tennessee Valley Authority. 84/08/03. □ 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 27704:287. 24X 

Fiche: 50-438. 84/08/03. 8412010058. 


9412050506 Forwards Insp Repts 50-438/84-19 8c 50-439/84-19 on 
040910-21. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director, 84/10/22. PARRIS.H. G. 
Tennessee Valley Authority. 2pp. 27781:307. 24X 

Fiche: 50-438. 84/10/22. 8412050506. 


"-8412050512 Insp Repts 50-438/84-19 8t 50-439/84-19 on 840918-21. No 
violation or daviatlons noted. Major areas inspected: 
enforcement matters, licensee identified items. inspector 
followup item 8t instrunentat ion work it work activities. 

GIBBONS, T. D. . CONLON,T.E, Region 2. Office of Director. 84/10/19. 
app. 27781:309. 24X Fiche: 50-438, 84/10/22, 8412050506. 


S 41 1 150064 IE Info Notice 84-83. "Various Battery Problems.” Sve list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 04/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50 - 000 , 04/1 1/19. 8411 150064. 


8411210360 IE Info Notice 84-84. “Deficiencies in Ferro-Resonant 
Transformers." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000. 84/1 1/27. 8411210360. 


8411230366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list end. 

GRACE, J. N. Division of QA. Safeguards U Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

BOpp. 27967:086. 24X Fi ch e : 50-000. 84/ 1 1/30. 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Equipment. " 

Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. I16pp. 27965:224. 24X Fiche: 50-000. 84/1 1/30. 8411280370. 


8412030021 IE Info Notice 34-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. Il7pp. 27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 

S41203002B IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103), 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093, 24 X Fiche: 50-000. 84/12/03, 8412030028. 


0412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsens it i zed 316 Stainless Steel." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llBpp. 27966:332. 24X Fi che: 50-000. 84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90. "Main Steam Lino Break Effect on 
Environ Qualification of Equipment." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07. 8412050090. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Sve list end. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post S30103). 84/12/10. Consolidated Edison Co, of New 

York, Inc. U6pp. 20032:130. 24X Fiche: 50-000. 04/12/10. 8412060594. 


8412280088 Ack receipt of 841130 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/04-21 
50-439/84-21. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/12. PARRIS, H. G. 
Tennessee Valley Authority, Ip. 28120:330. 24X 

Fiche-: 50-438. 84/12/12, 8412280088. 


— 8412280093 Responds to NRC 841030 Itr re violations noted in Insp Repts 
50-438/84-21 St 50-439/84-21. Correct ive actions: upon 
inclusion of new levelness requirements on drawing, site 
QC procedure will be revised. 

HUFHAM. J. W. Tennessee Valley Authority. 84/11/30. O'REILLY, J. P. 
Region 2. Office of Director. 3pp. 28128:332, 24X 

Fiche: 50-438. 84/12/12. 8412200088. 


— 8412280098 Forwards Insp Repts 50-438/84-21 it 50-439/84-21 on 
840801-0930 Sc notice of violation. 

VERRELLI, D, M. Region 2. Office of Director. 84/10/30, 

PARRIS. H.G. Tennessee Valley Authority. 2pp. 28128:335. 24X 

Fiche: 50-438. 84/12/12. 8412280088. 


— 0412200101 Notice of violation from insp on 840801-0930. 

* Region 2. Office of Director. 84/10/30. Ip. 28120:337. 24X 

Fiche: 50-438, 84/12/12. B4122S008B. 


— 84122B0113 Insp Repts 50-438/84-21 it 50-439/84-21 on 840001-0930. 
Violation noted: failure to follow drawings for HVAC support 
erection S: insp. 

YORK, J, W. . WEISE.S.P. Region 2, Office of Director. 84/10/29. 

8pp. 28128:338. 24X Fiche: 50-438- 84/12/12, 8412200088. 

8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fi che: 50-000. 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Sve list encl. 

JORDAN, E. L, Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 23124:001. 24X Fiche; 50-000. 84/12/17. 8412120547. 
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f— ^ related correspondence 


consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing mould add femer cumulative run hours & 
starts on eng mes. Respons e requested by 841001 
GEORGE. J. B. Texas Utilities Electric Co. (formerlu Texas 
O.neratjnj Co.,. B.,/09/2,. DENTON, H, R Omco oj R«cior 

a 4 ??olo 376 =’’^’2,170, a4X Riche: SO-000, 84/09/21, 


fo? J ."fr." defici.oc, r.pt re oncon.ervative procedure 

Itress seismic anchor movement stress from thermal 

L i . ^ reported on 830927. Secondary stress range 

revised. Next rept expected by 850805. 

MUFHAMdJ.W. Tennessee Valley Authority. 84/11/19 n^PFiLtY ip 
Region 2i Office of Director 2pp. 27/35 127 24 X 

Fi Che; 50-438, 84/11/19, 8412030486 ^ 


Deficiency Rept NCR 2684 re in-core monitoring sys 
0 ^ 83123^ 4 ??^''*’* 1/2 inches too long. Ini tial ly reported 

?Ja?ninfh i to acceptable length. 

held for instrumentation personnel. 

HUFHAM, J.W. Tennessee Valley Authority, 84/11/19 n^RFiMV ip 
R egion 2 , Office of Director. 2 pp. 27916 084 Lx 
Fiche: SO-438, 84/11/19, 8412130618 


^ Deficiency Repts NCR 2318 J* 2917 re defects 
Zntl/au:T\^'r initially Sported on 8304^ 

HUFHAM, J.W. Tennessee Valley Authority. 84/11/19 q^rptliv jd 
R egion 2 , office of Director. 4pp. 27916 053 "ix 
Fiche: 30-438, 94/11/19, 8412130626. 


HUFHAM, J. W. Tennessee Valley Authority. 84 / 11/19 D'RPrLlv i p 
R egion 2 , Office of Director 3pp. 2^54 361 Lx P* 

Fiche: 30-438, 84/11/19, 8412140116. 


determine corrective action. ® 

HUFHAM, J.W. Tennessee Valley Authority. 84/11/20 n'RPriiv id 
R egion 2 , Office of Director. 2 pp. 2^54 333 Ly REILLV,J. P. 
Fiche: 30-438,84/11/20.8412140234 


verified rept represents final QA 

DELaNi”H. R^°^OfficrorNiclear^Re«to^"R' ^ Owners Group. 84/11/27. 

27711:293. 24X Fiche: 50-000, 84/1 1/27 !'b41201016i”* ^P- 




277U:'2L* '‘Li''L'cht'5S!oSo,*L/li%7. l4rL[o}6l. ^^PP- 


S' 2^: 0.RHILLV.O.R. 

Rich.: 50-438.B4/tl/27, 841213054 


831004. ModuU. r.uorSed 6 9.131", p^c.dSi. ^iiJ.rd"’"* 
ShrSIS'I*,,*""' ““Rin'd. T*vi..d. 

8 ., 4: 2 : “off[c':'’p%"2*r44r'." 

Rich. :30-43S, 84/11/27, 8412140227 "^ a 7 ? 54 . 336. 24X 


1SrHE;l-=^ 

«4;?n;’4^Ma‘.“rr^" .v.i„.tipn o, 
“N^!!up?.r., “^r'"7883"25r"aJx 

8412060301. 27883.215. 24X Fjche: 50-000, 84/ 1 1 / 28 . 


Fiche; 50-438. 84/11/28. 8412120416. v. u^/. S 4 X 


iSvestiaati^n analysis. Initially reported on 841025 

Investigation underlay. Ne xt rept mill be submitted by 

Re^^' i: "off[:ro%*^sLr:jj:.^ 

Fiche; 50-438, 84/11/28. 8412130601 


Ani uJZrfSr'* drawings. Initially repo;ted on 

SipHAM rLt "unlTe sL'mItJL*®! 

R.gicn' i: "offIcT:rSLr:Jir.^ 

4{«tYn*BL®ip? no4I« 

hS™I|$'S S" «*“ '••l>‘ “‘11 be subNi".^ 8M603 

Fiche: 50-438, 84/11/29. 8412130611 ^vio. uyj. 24X 


8412120086 Final Deficiencu Rent NCR inovi « 

a5;w?;rb""^* " “•“••‘n‘«4Jirr:p:r::j^;n°'’ 

be compleied according to draoiing. Reuiork to 

Fiche: 50-438, 84/11/30. 8412120086 ^ 


840221 P<nV.,« t Puniping station. Initially reported on 
'^°rk in progress based oS revised 
insulation. Next rept by 850815. 

HUPHAM.J.W. T.nn.ss.s Vall.g Authoritu 84/11/30 n'HRliiv in 

SfP- 27910r34a 24X 

Fiche, 50-438, 84/1 1/30, 8412120101. 


lp::Ltns T '-glng ;;:c.;.Tt.n.nr' 

fo^inn nrSr *' '"S In.s, Cr«n k sha f t 

RAV^r ? between manufacturer. 

BErLinLr r i <Transamerica Delaval. Inc.) Owners Group. 84/12/04 
2783^ am Ly Nuclear Reactor Regulation, Dire^or ip 

27834.281. 24X Fiche: 50-000, 84/12/04, 8412100196 . T^ecsor. ip. 

8412180075 Forwards EaAA— 84— o—i i i ••n— r. 

S» 7 V|»« 9-11.1, 'Design Review of TDI R-4 & RV-4 

Series Emergency Diesel Generator Cylinder Blocks “ End 
supersedes 8412U FaAA R.pt 84-9-11 ‘^^ocks. End 

deJtonI’h R'^°'a«rci;’:rM‘''? “"r*': '"=• > st-up. 34 / 12 / 13 . 

=7960: .64.- =4XFlRb.:5S-oJ“S4/r2/J"8«l;^075"' *'• 

c?nns:/sr«r.°^ ''■* ‘ 

Associates. FAAA-84-9-11. 1. 84/12/31 125pp 

27960.165. 24X Fiche: 50-000. 84/12/13, 8412180075. 

"Evaluation of Emergency Diesel 
oenerator Crankshafts «t Midland & San Onofre Nuclear 
Generating Stations" «< FaAA-84-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . . •' 

DENTDN w B Delaval, Inc. ) Owners Group. 84/12/13. 

280 I 2 iJl 22J FJchr-!{''nirLv?;^/°^ Regulation. DirJctor. Ip. 

24X Fiche; 50-000, 84/12/13, 8412240044, 

‘ *° ®-’*74t»T« Obrn.r. Or.up 

reil!;™!':, D,1 jv.1, i„c. > Ob,n«r. Srou,. 84/12/14. 

27932 iL Reactor Regulation. Director. 2pp. 

2/Y3Z. 171, 24X Fiche: 50-000. 84/12/14, 8412170266. 


^^i°^TDI^?Trf^ ^ Diesel Generators Owners Group Program Plan. 

* TDI (Transamerica Delaval, Inc. ) Owners Group 84/12/14 

32YP. =7932:173. 24X Rich.: 50-000, 84/II/;"841=17M6f 


in-Hn« I Z * O't-a-ij re connecting rods of TD 

inst^J nJ ‘’Z***' PT«»ur. 

to pressure used in analysis. No changes 

to conclusions warranted. 

DENTON^H !"*:•> Owners Group. 84/12/19. 

28057^^^' Reactor Regulation, Director. Ip. 

i£H057,a28. 24X Fiche; 50-000. 84/12/19, 8412260311. 
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T. Hearing transcripts on non-antitrus t matters 


8412060301 Board Notification 84-182; notifies of 841022 meeting ui/util 
Se TDI Emergency Diesel Generator Owners Group in Bethesda* MD 
re cracks in generator crankshafts & overall evaluation of 
ouners group program Meeting agenda end. 

EISENHUT. D. 0. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp.. 27803:215. 24X Fiche: 50-000. 84/1 1/28, 

8412060301. 


— S412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda. 
MD TV causes of cracks found in TDI generator crankshafts 8( 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222, 24X Fiche: 50-000, 84/1 1/28, 8412060301. 


DOCKET 30-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. .Application/construction stage documents & correspondence 


8412180199 Forwards B8«W 841015 ‘rept, "Best Estimate, Steam Generator 
Tube Rupture Analysis, " per util 830916 commitment re TMI 
Action Item 1 1. K. 3. 5. Rep t utilizes B«<W Version 5. OA of 
REDBL9 computer coda. 

DDMER,J. A. Tennessee Valley Authority. 04/12/13. ADENSAM, E. 
Licensing Branch 4. Ip. 27962:253. 24X Fiche: 50-438, 84/ 12/13, 

8412180199. 


— 8412180211 "Best Estimate, Steam Generator Tube Rupture Analysis.” 
* Babcock & Wilcox Co. 84/10/15. 34pp. 27962:254. 24X 

Fiche: 50-439. 84/12/13, 8412180199. 


8412190003 Forwards "PORV Reliability Study & Setpoint Analysis." in 
rasponse to NUREG-0737, Items II. K. 3.1 & II. K. 3. 2. Enel rept 
provides justification for using original as-designed trip 
latpoints on 205 fuel assembly isolation sys. 

DDMERrJ.A. Tennessee Valley Authority. 84/12/13. ADENSAM, E. 
Licensing Branch 4. Ip. 28009:117. 24X Fiche: 50-438, 84/ 12/13. 

8412190003, 


—8412190006 "PORV Reliability Study & Setpoint Analysis. " 

♦ Babcock Wilcox Co. 84/12/13. 68pp. 20009:118. 24X 

Fiche: 50-438, 84/12/13, 0412190003. 


F. Security, medical, emergency & fire protection plans 


8412050645 Notification of 841204 meeting w/util in Bethesda, MD to 
discuss problems associated w/mods to control room design 
reviews. 

KENYON, T. J. Licensing Branch 4. 84/11/27. ADENSAM, E. 0. Licensing 

Branch 4, 6pp. 27783:321. 24X Fiche: 50-000, 84/11/27, 8412050645. 


J. Insurance & indemnity information 


8412280134 Forwards Endorsement 24 to NELIA Policy NF-258. 

DUCKivJ. R. Marsh & McLennan, Inc. 84/12/20. SALTZMAN. U. Assistant 
Director for State 8t Licensee Relations, Ip. 28108: 121. 24X 

Fiche: 30-438, 84/12/20, 8412280194. 


<3. Inspection reports, IE Bulletins it correspondence 


8412010177 Informs that correctivs actions re inadequate field mod of 
letdown coaler supports cited in 811208 response to Insp 
Rapts 90-438/81-29 i 90-439/81-29 will be completed by 
841111 for Unit 1 861111 for Unit 2. 

MILLS, L.M, Tennessee Valley Authority. 84/06/06. O'REILLY, U. P. 
Region 2. Office of Director. Ip. 27711:314. 24X 

Fiche: 30-438, 84/06/06,8412010177. 


8412010038 Submits results of survey to determine extent of missing 
waahers on wedge bolts, per initial 840330 response to Insp 
Repts 30-438/84-03 & 90-439/84-03.00 procedure re bolt 
anchors set in concrete revised. 

MILLS, L. M. Tennessee Valley Authority. 84/08/03, O'REILLY, J, P. 
Region 2, Office of Director. 2pp. 27704:287. 24X 

Fiche: 30-438, 04/08/03, 8412010098. 


8412030506 Forwards Insp Repts 30-438/84-19 k 30-439/84-19 on 
840918-21. No violations or deviations noted. 

VERRELLI, D, M. Region 2, Office of Director. 84/10/22. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 27781:307. 24X 

Fiche; 30-438, 84/10/22, 8412090906, 


— 8412090512 Insp Repts 50-438/04-19 k 90-439/84-19 on 840918-21. No 
violation or deviations noted. Major areas inspected; 
on-forcement matters, licensee identified items. Inspector 
followup item fc instrumentation work work activities. 

GIBBONS, T. D, , CDNLON, T. E. Region 2, Office of Director. 84/10/19. 
8pp. 27781:309. 24X Fiche: 90-438, 84/10/22, 8412090906. 


8411150064 IE Info Notice 84-83, “Various Battery Problems.” Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19, Consolidated Edison Co, of New 

York, Inc. 120pp. 27807:058. 24X Fi c he; 50-000, 84/1 1 / 19, 841 1 1 50064. 


S411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. •' Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fi che : 50-000, 84/11 /27. 841 1210360. 


B4112B0366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Sve list end. 

GRACE, J. N. Division of QA, Safeguards k Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

SBpp. 27967:086. 24X Fi che: 50-000. 84/11/30, 841 1280366. 


0411280370 IE Info Notice 84-86, ' "I so lat i on Between Signals of 
Protection Sys & Nonsafety-Related Equipment. " 

Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965; 2?4. 24X Fiche: 50-000, 84/11/30. 8411280370. 


0412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

York, Inc. 117pp. 27969:340. 24X Fi c he: 50-000, 84/12/03. 041203002 1 . 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fi che: 90-000, 84/12/03, 8412030028 


8412090081 IE Info Notice 04-89, "Stress Corrosion Cracking in 
Nonsensiti zed 316 Stainless Steel." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 90-000, 84/12/07, 0412090031. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. U4pp. 27966:219. 24X Fiche: 50-000, 84/12/07, 8412090090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Sve list end. 

JORDAN, E. L, Division of Emergency Preparedness k Engineering 
Response (Post 830103). 04/12/10, Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 90-000, 84/12/ 10, 8412060594, 


8412280088 Ac k receipt of 841130 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 30-438/04-21 k 
50-439/84-21. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/12. PARRIS,H. G. 
Tennessee Valley Authority. Ip. 28128:330. 24X 

Fiche-: 50-438, 84/12/12, 8412280088. 


— 8412280093 Responds to NRC 841030 Itr re violations noted in Insp Repts 
90-438/84-21 k 90-439/84-21 . Correct ive actions; upon 
inclusion of new levelness requirements on drawing, site 
OC procedure will be revised. 

HUFHAK, J. W. Tennessee Valley Authority. 84/11/30. D 'REILLY, J. P. 
Region 2, Office of Director, 3pp. 28128:332. 24X 

Fiche: 90-438, 84/12/12, 8412280088. 


— 8412280098 Forwards Insp Repts 50-438/84-21 k 50-439/84-21 on 
840801-0930 k notice of violation, 

VERRELLI, D. M. Region 2, Office of Director. 84/10/30. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 28128:339. 24X 

Fiche: 90-438, 84/12/12,8412280088. 


— 8412280101 Notice of violation from insp on 840901-0930. 

* Region 2, Office of Director. 84/10/30. Ip. 28128:337. 24X 

Fiche: 90-438, 84/12/12,8412280088. 


— 8412280113 Insp Repts 90-438/84-21 k 50-439/84-21 on 840801-0930. 
Violation noted: failure to follow drawings for HVAC support 
erection k Insp. 

YORK, J. W. , WElSEiS.P. Region 2, Office of Director. 84/10/29. 
8pp, 28128:338. 24X Fich #; 50-438. 84/12/ 12, 8412280088, 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 04/12/17. 8412120541. 
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8412120547 IE Info Notice ,84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. water rrom 

JORDAN. E. L. Division of Emergency Preparedness «e Enaineerino 
Response (Post 830103) 84/12/17. Consolidated of Neu, 

c. I 20 pp. 2Q124. 001 . 24X Eiche: 50-000. 34/12/ 17. 041212OS47. 

occurrences, LEfts U related correspondence 


8412130609 Seventh interim deficiencu rent 

Anllg'irfor'’ ■':*“'"?*• r.poSt.d on 830225* '“““•''V 

Analysis for vent, drains & cooling (jiater interconnecf i nn 

HUFHAH.J. W. Tennessee Valley Authority. 34/11/23 n'RPTuv 
Region 2. Office of Director. Ip. 27916- 004 24 x RElLLY.J.f, 

Fiche: 50-438. 84/11/23, 8412130609. 


8411080376 Requests NRC consideration of proposed alternative oost- 
rea.sembly diesel generator operabi Hty%e;ting. piop^sed 
llltlT ^®»ting would add fewer cumulative run hours U 
engines. Response requested by 841001 
OEOROE.J. B. Texas Utilities Electric Co. (formerly Texas Utlllti.. 
0.n.T.t ns Co. ). 84 / 09 / 21 . DENTON.H.R. 0«lc. of 

interim deficiency rept re unconservative procedure 
Ttreis anchor movement stress from thermal 

rhlJ! reported on 830927. Secondary stress range 

HUFHAM / revised. Next rept expected by 850303. 

MUFHAM. J. W. Tennessee Valley Authority. 84/11/19 o^rpiliv j p 

Region 2. Office of Director. 2 pp 27ra3 l27 5ay ^‘"^’'^*^- 

Flch.:50-438.84/ll/19.841203b486 

^^in^TTT^r *' Repts NCR 2318 & 2917 re defects 

TwentI clamps. Initially reported on 830406. 

Fiche; 50-438, 84/11/19, 8412130626. 

8412140234 First interim Part 21 & Deficiency Rept NCR 3511 re L*n.hrf> 

S/B&W t^dit!*' reported on 841025. Util working 

datermine corrective action. ^ 

MUFHAM.J. W. Tennessee Valley Authority. 84/11/20 a'RFliiv id 

DENTDu‘'h 'Ir*’’**”*'-!-:* D.UVPI, Inc., Oun.rp Oroup. 84/11/27 

27711 iSi "'■"I'tion, DlnJctor Ip 

27711.293. 24X Fiche: 50-000, 04/11/27, 8412010161. 

“®"D?‘SsRf48°rD8Sv'’jr:V' "--"l ’OS Turl,pck.r,.r U..d on 

Noirirp;: *'/SRV 16-4 Emergency Diesel Oenerator Sets - 
Nozzle Ring Assembly Suppl. '• 

* Failure Analysis Associates. FAAA 84 - 5-7 l 

27711:294, 24X Fiche; 50-000. 84/1 1/27. 8412010161. 20 pp, 

^'^d^Jectii/cir 21 «< Deficiency Rept NCR 3615 r. 

^***Sory I components & miscellaneous steel, 
reported on 841029. Investigation underway to 
HUFHAM^J u problems 8 c corrective actions. 

HUFKAM, J. W. Tennessee Valley Authority. 84/11/27 q^rptiiv id 
D irector 2 pp. 27916^126 24X P’ 

Fiche; 50-438,84/11/27,8412130544 i.J 6 . 24X 

Alignment tool will be obtained ‘="“‘^re revised. 

nZlT.- i: “if "■ 

Flch.: 50-438, 84/11/27, 8412uij227 =”’■•• 34X 

EISENHUT, D. G. Division of Licensing. 84/11/28 PALI Anrwn 
Commissioners. 7do 27SS3 - di 5 osv f i. ' ^^LADINO 

8412060301 . 27883.215. 24X Fiche: 50-000, 84/1 1 / 20 , 

Fiche; 50-438, 84/11/28,8412120416.*^^ YIO, 047, 24X 

rnv..tip.cip„ 

Flch»: 50-438, 84/11/28, 8412130801 24X 


i: “officT:rs!nr:ji- 

Fiche: 50-438, 84/11/29, 8412130611 
8412120086 Final Deficiencu Rest NCR moa 

i^oizirAvr “ 5nni:rir“:nr::'‘;n"’' '*“• 

b','‘sio5Sa’“*'' --f‘nSB.b,b7: *» 

HUFHAM,J.W. Tennessee Valley Authority. 84/11/30 n/Dentv.A 

- •: 

Fiche; 50-438,84/11/30, 8412120101 910.348. 24X 

^'’itimriVr^”* ‘'•'‘J”' O.n.r,tor Obm.r. Croup r..pon>. to 

Items 1,2 8, 3 re crankshaft forging process & tensile ^ response to 

• publoi.n. a.n.rlc to Ounor. OroGp .nbl^H. CrontIIlJ{ 
forgina Proc... v.rg b.bo...n monSf.JL;:;" * 

BERLIMofr r u ica Delaval, inc. ) Owners Oroup. 84/12/04 

supersedes 841211 FaAA Rept 84-9-11 biocxs. Enel 

OENTObf^H R*^*^^Offlc#*of *w,*.*? * Ownoro Croup. 84/12/13. 



js: ;:i: V : ^ . . 

DENToiM^H R Inc. ) Owners Group. 84/12/13. 

2804^241 ■ u R®®ctor Regulation, Director. Ip. 

28042.241. 24X Fiche; 50-000, 84/12/13, 8412240044. ^ 

Dan.r.tor. Owners Group 

DENTDN*"h > Owners Oroup. 84/12/14, 

27932 171 sSJ Regulation, Director. 2pp. 

-:7932. 171. 24X Fiche; 50-000, 84/12/14, 8412170266. 

—8412170288 Rev 1 "TDI Diesel Generators Owners Group Progroa PUn. “ 
__ (Transamer 1 ca Delaval, Inc. J Owners Group. 84/12/14 

324pp- 27932:173. 24X Flcbu: 50-000, 84/12/14. 8412170266. 

'■"I” ‘ 7, conr.etlna r»d. of TDI 

ln>t»d oJ J™*?’’”*"/"" ®’°°° '■** I’"'' 

tS c^nflutlf^' PPPPPU^p UMd In onolyilp. No changti 
ZfO conclusions warranted. 

DENTQN^m Delaval, Inc. ) Owners Oroup. 84/12/19. 

28057 32 a” ’ sSI Reactor Regulation, Director. Ip. 

2B057.328. 24X Fiche: 50-000, 84/12/19, 8412260311. 


T. 


Hearing transcripts on non-antltrust matters 


Notification 84-182: notifies of 841022 meeting w/uti: 
^ TDI Emergency Diesel (Generator Owners Group in Bethesda, MD 
r." generator crankshafts & overall evaluation of 

Licensing. 84/11/28. PALLADINO 
8412060301 27883:215, 24X Fiche: 30-000, 84/1 1/28, 

Transcript of 841022 meeting w/TDI Owners Group in Bsthii 
t**^*®? cracks found in TDI generator crankshafts & 

2 evaluation of owners group program. 

Detailed Affiliation Given. 84/10/22. I61pp. 

27883 ; 222 . 24X Fiche: 50-000, 84/1 ] /SBi 841206030^1 . 
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docket 30-4^0 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. App 1 Icat ion/constructlon stage documents ?< correspondence 


B412140209 Forwards response to inquiries on what plant-specific 
action must be taken re reliability qualification of 
TDI diasel generators installed prior to licensing. 
YOinsKJBLOODi B. J. Licensing Branch 1. 84/12/10. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 7pp- 27998:125. 24X 

Fiche: S0-440» 84/12/10. 841214020S. 


8412210332 Forwards INEi Nov 1984 Trip Rcpt E<50-EA-6716. "Audit of 
Pump Valve Operability Assurance Program for Perry Nuclear 
Power Plant Unit 1." for transmission to app licant. Rept more 
detailed than JP Knljjht 841018 memo & SER on subj. 

NOONAN « V. S. Equipment Qualification Branch. 84/12/13. 

YOUNOBLOQOi B. J. Licensing Branch 1. Ip. 28048:310. 24X 

Fiche: 30-440. 84/12/13. 8412210332. 


— -8412210336 "Audit of Pump & Valve Operability Assurance Program for 
Perry Nuclear Power Plant Unit 1. '* 

KIDOfC.f MILLER. O.F. Idaho National Engineering Laboratory. FIN 
A-4415. EEO-EA-6716. S4/l'l/30. NRC - No Detailed Affiliation 

Given. 36pp. 28049:311. 24X Fiche: 90-440. 84/12/13. 8412210332. 


8412280033 Forwards info re NUREO-0737# Item lI.E. 4. 2 concerning 
containment purge valve operability, including vendor 
analysas on 18- Sc 42-inch purge valves & drawings. Four 
overeize drawings end. Aperture cards available in POR. 
EDELMAN. M. R. Cleveland Electric Illuminating Co. 84/12/19. 
YOUNGBLOOD. B. U. Licensing Branch 1. 2pp. 28109:183. 24X 

Fiche: 30-440, 84/12/19,8412280093. 


— 8412280099 "Isolation/Purge Valve Analysis for 18 Inch-1200 Butterfly 
Valve. " 

KAZA* R. . BALLUM, U. V, Oilbert/Commonwealth. Inc. (formerly Gilbert 
Aeeociates. Inc. >. 83/09/21. 124pp. 28109; 186. 24X 

Fiche: 90-440.84/12/19. 8412280093. 


— 9412280073 "Isolation/Purge Valve Analysis for 42 Inch-i200 Butterfly 
Valve (Blocked at 90 Degrees). " 

KAZAfR.N. . BALLUM. J. V, Oilbert/Commonwealth. Inc, (formerly 
Gilbert Associates, Inc.). 83/09/21. 126pp. 28109:310. 24X 

Fiche; 90-440. 84/12/19. 8412280093. 


8412270328 Updates progress of Unit 1 to assist in obtaining staff 
resources necessary to support effort for OL issuance. Util 
presently 39 days negative on primary critical path to 
SSOA14 planned fuel load date. Other notable events listed. 
EDELMAN, M.R, Cleveland Electric Illuminating Co, 84/12/20. 
YOUNGBLOOD, B. J. Licensing Branch 1. 9pp. 28087:279. 24X 

Fiche: 30-440. 84/12/20, 8412270328. 


E. NRC Safety Evaluation Report (BER), suppls (k correspondence 


8412040262 Forwards 88ER based on response to 801222 generic Itr re 
control of heavy loads. Phase I. (NUREO-0612). Enel technical 
evaluation rept will be incorporated in next SSER. Response 
to Phase II requested prior to Unit 1 licensing. 

YOUNGBLOOD, 8. J. Licensing Branch 1. 84/11/20. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 4pp. 27762:315. 24X 

Fiche: 30-440. 84/11/20, 8412040262. 


— 8412040268 "Control of Heavy Loads at Nuclear Power Plants. Cleveland 
Electric Illuminating Co. Perry Nuclear Power Plant, Units 1 & 

2 (Phase I). " 

SEKOT, J. P.i BTICKLFY, T. H. Idaho National Engineering Laboratory. 
FIN A-6497. EOO-HS-6264, 83/04/30. NRC - No Detailed 

Affiliation Given. 30pp. 27762:319. 24 X Fiche: 90-440, 84/11/20, 

8412040262. 


8412120322 Summary of 841115 meeting w/util, BNL, C-E, GAP & Gilbert 
Assocs in Bethesda, MD re containment bypass leakage design tt 
LOCA-related pool dynamic loads per SER Outstanding Issue 9. 
STEFANO.J. J, Licensing Branch 1. 84/12/06. YOUNGBLOOD. B. J. 

Llcanslng Branch 1. 18pp. 27913:089. 24X Fiche; 90-440, 84/12/06. 

8412120322. 


8412200022 Notification of 890103 meeting w/util in Bethesda, MD to 
discuss SER Outstanding Issue 9 re containment suppression 
pool dynamic loads, 

STEFANOiU.J, Licensing Branch 1. 84/12/12. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp. 28039:394. 24X Fiche: 90-440. B4/12/12, 

8412200022 . 


F. Security, medical, emergency *« fire protection plans 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners. 9pp. 27831:259. 24X 

Fiche-: 90-000, 84/11/28. 8412060679. 


8412200109 Forwards "Conformance to Reg Guide 1.97, Perry Nuclear Power 
Plant Units 1 & 2, " re emergency response capabilities. 

Response to identified open Items requested within 60 days 
of Itr receipt. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/11. EDELMAN, M.R. 

Cleveland Electric Illuminating Co. 4pp. 28041:001. 24X 

Fiche; 90-440. 84/12/11. 8412200109. 


— 8412100019 "Conformance to Reg Guide 1. 97, Perry Nuclear Power Plant, 
Units 1 8, 2. " 

UDY, A. C. EG&G, Inc. FIN A-6493. 84/12/31. NRC - No Detailed 

Affiliation Given. 13pp. 28041:009. 24X Fiche: 90-440. 84/12/11, 

8412200109. 


8412310490 Requests submittal of annual emergency exercise objectives 8< 
detailed scenarios for NRC review on 45-day schedule instead 
of 20— day schedule as requested on 820112 & 830826. Schedul c 
for exercises occurring after 890301 provided. 

PAPER lELLO, C.J. Region 3, Office of Director. 84/12/14. 

EDELMAN. M.R. Cleveland Electric Illuminating Co. 2pp. 28134:227. 
24X Fiche: 50-440,84/12/14, 8412310450. 


8412260408 Forwards applicant 840620 St 1029 Itrs containing 
clar 1 f 1 cat i ons to SER review comments on Rev 3 to Emergency 
Plan 0M-15A. Clarifications will be incorporated into Jan 
1989 rev to emergency plan. Sve list end. 

SWIGER, M. A. Shaw, Pittman. Potts 8* Trowbridge. SWIGER. M. A. 
Cleveland Electric Illuminating Co. #484 781. 84/12/21. 

GLEASON. J. P. . KLINE, J.R,. BRIGHT. G.O. Atomic Safety and Licensing 
Board Panel. 29pp. 28064:104. 24X Fiche: 50-440, 84/12/21 , 

8412260408. 


G. Adjudicatory correspondence 


8412110489 Forwards Aug 1984 rept of Caseload Forecast Team re 
facility, per 841207 telcon.W/o end. Related correspondence. 

WOODHEAD. C. P. Hearing Branch 4. #484 961. 84/12/10. GLEASON, J. P. . 

BRIGHT, G.O. . KLINE. J.R. Atomic Safety and Licensing Board Panel, 

Ip. 27872:271. 24X Fiche: 90-440, 84/12/10. 84121 10489. 


8412180526 Advises that Commission approved hydrogen control rule 
contained in SECY-S3-357A w/mod to method of establishing 
implementation date. Related correspondence. 

WOODHEAD, C. P. Hearing Branch 4. #484 666. 84/12/10. GLEASON, J. P. , 

BRIGHT, G.O. , KLINE. J.R. Atomic Safety and Licensing Board Panel. 

Ip. 27959:039. 24X Fiche: 90-440. 84/12/10, 8412180526. 


8412180927 Forwards NRC 841210 request for info re Issue 16 concerning 
TDI diesel generator reliability verification required for 
licensing of p lant. Related correspondence. 

WOODHEAD. C. P. Hearing Branch 4. #484 663. 84/12/13. GLEASON, J. P. . 

KLINE, J. R. , BRIGHT, 0.0, Atomic Safety and Licensing Board Panel. 

Bpp. 27959:019. 24X Fiche: 90-440, 84/12/13, 8412180927. 


8412240114 Notice of ASLAB rec onst i tut i on. AS Rosentha 1, chairman & 

WR Johnson OJ Edles, members. Served on 841221. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #484 756. 
04/12/20. Ip. 28042:026, 24X Fiche : 50-440, 84/12/20, 84122401 14, 


8412240116 Notice of ASLAB rec onsti tution. AS Rosentha 1, chairman & 

WR Johnson OJ Edles. members. 

ROSENTHAL, A. 8. Atomic Safety and Licensing Appeal Panel. #484 794. 
84/12/20, Atomic Safety and Licensing Appeal Panel. Ip. 
28042:039, 24X Fiche: 90-440, 84/12/20, 84122401 16, 


S412260408 Forwards applicant 840020 1029 Itrs containing 

clarif Ications to SER review comments on Rev 3 to Emergency 
Plan Of1-15A. Clarifications will be incorporated Into Jan 
1969 rev to emergency plan.Svc list end. 

SWIGER, M. A. Shaw, Pittman. Potts 8t Trowbridge. SWIGER. M. A. 
Cleveland Electric Illuminating Co. #484 781, 84/12/21. 

GLEASON, J. P. , KLINE. J.R. . BRIGHT. 0.0. Atomic Safety and Licensing 
Board Panel. 29pp. 28064:104. 24X Fiche; 50-440. 84/12/21 , 

8412260408. 


Q. Inspection reports. IE Bulletlni 8c correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problem*. " Sve list 
end. 

JORDAN. E.L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. I20pp. 27807:098, 24X Fiche: 90-000. 84/11/19. 8411190064. 
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8412030367 Ac k receipt of 841109 Itr inforfliing NRC ef steps taken to 
90^441/84-14°"’'’^^^"^* 50-440/84-15 S< 

* Region 3, Office of Director. 84/11/26. Cleveland Electric 
841203036^®^°’ Fic h e: 50-440. 84/1 1 /26, 

■“®''io-440%4-l?'’r5S ll'ial Violations noted in Insp Repts 

Corrective actions: test program 
manual uiill fae revieuied & conf irmatory use of air particle 
counter will be performed by 850220. ^ 

UARNr^u'?’ P Electric Illuminating Co. 84/11/09. 

WARWICK, R.F. Region 3, Office of Director. 5pp 27724-203 

Fiche: 50-440, 84/11/26. 8412030367. 


24X 


"Deficiencies in Ferro-Resonant 


6411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Enaineerinn 

?onsaUdated Edjrco.^ of Ne. 
York, Inc. 126pp. 27807:179. 24X Fiche: 50-000. 84/1 1/27. 8411210360. 

8412060041 Forwards summary rept in response to IE Bulletin 84-03. 
Refueling Cavity Water Seal," Failure of seal not concern 
due to type of seal utilized. 

83Sl03f "'s4/}T‘4i°'’ °^°''' «• In.p.ction Progr.4. (Po.t 

aa„; OTo!^ ‘’■...V Co. of N.o/ 7orl, Inc 

Bapp. 279A7:0B4. 24X Fiche: 50-000, B4/11/30, 8411280364. 

8411280370 IE Info Notice 84-86, "Isolation Betueen Sionals of 
Protection Sg. & Non.af ,tg-Rel.t.d Egulpmen"" "f 

Svc lift end. 

JORDAN.E. L, Division of Emergency Preparedness it Enoineerinn 
Response (Post 830103). 84/11/30.^ Consdldated ESisor^^.' of New 

i Inc. I16pp. 27965:224. 24X Fiche: 50-000, 84/11/30, B411280370. 

Deflection InOoc.d hg 

--- Of N.. 

17pp. 27965.340. 24X Fiche; 50-000. 84/12/03, 8412030021, 


"Standby Oas Treatment Sys Problems, " 


8412030028 IE Info Notice 84-88, 

Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Enoineerino 

Yo”^"";n%.'"°!22pp.'''°27966f^^^^ Fich::wio;5.l4/?2/SS. 8412^30^28^ 

^po,?‘b3Si‘oS,°' izw 

vorh. Inc, llBpp. 27966:332. =ix Fiche: 50-000 , 'b./JjJo", MlsS^oSir 

S412050090 IE Info Notice 84-90. “Main Stean Line Break Effect on 

oS^dIn"e svc U.t enc^ 

R..pon;f <po.?‘^ 35 !ss,“' '"•?:;:oJ:d“ted"L“‘"*"^''“ 

y-t. rnc. Ii4pp, 27966:215. 24X Fiche: SO-oSaBd/JiJS?, adisMoX 

B412060594 IE Info Notice 84-91, "QC Problems of MBi+.n*. . i 
M.*.ur.„.„t. Program.... Svc li.l enH Wt.orologlcal 

Vork, Inc. U6PP, 28032:130, 24X 

®‘'ifi?Jtion''^i r'hJ"?/' '-..pon.e to 840328 notlca of 

herbicide usage in transmission line 

‘Jll lnfo,Non<:ompliance 

NORELIUSfC. E, Region 3. Office of Director 84/12/ic entn ma.u a 
Cleveland Electric Illuminating Co. 2pp 27962 %i M. R. 

Fiche: 50-440.84/12/12,8412180580, -:/Y62. 121. 24X 

6412160415 Forwards revised preservice in«n, i 

Fiche: 50-440, 84/12/14, 8412180415. 24X 

--8412180428 Rev 3 to S0A4422. "Preservi rr- Te,-.. d 

* Nuclear Energy Services. In^ sl5?n/Sl’^ ^10^*"' Sys. " 

a4X Fiche: 50-440, e4/,S/lJ, a4l21804f5, 28005:104. 


8412180434 Rev 3 to eOA4423, "Preservice Inso PrnnT.xi« ow . ■ «« 

* Nuclear Energy Servicesj Inc Pi^r:LPCS. " 

Fiche: 50-440. 84/12/14. 8412180415. 2800 5:299. 241 

8412180437 Rev 3 to S0A4424, "Pref!PT•v/^ t.>„ a 

* Nuclear Energy Serviced Inc sl/fn/Sl" f'*": HPCS. • 

Fiche: 50-440. 84/i!2/14,84lliBMS3. 28005:334. S4I 

—8412180445 Rev 3 to 80A4425, "Preservice Insp Program Plan-BCIC ■ 

* Nuclear Energy Service®. Tnr m-," 

Fiche: 50-440, 84/12/14, 8412180415. 28006:015. i,l 

-8412180451 Rev 3 to 8044426. "Preservice Insp Program PUn:F..d«t„ 

?ici:e“:5oij4aS:?;2/ura4r2.8M55. «■ 

"Preservice Insp Program Plan:M.l„ si... 
?ich;:50"4orS:?!2/Mre:!ll8i;jB, 2800^^085. 


“”8412180462 Rev 2 to Q0A4428, 

Recirculation Sys. " 

?i=h:;: 5 S" 4 or 8 ;?; 2 /nr 8 « 2 i 8 i:; 5 . =« 


"Preservice Insp Program Plan:R*ector 


■■^^^"“"fea'nup^;: --R-™ Plan: Reacts, 

«=?.": 5 S-; 4 ^:s;;! 2 ^nr 85 !ii 8 «; 5 . «« 

— B412180475 Rev 2 to 80A4430. "Preservice Insp Program Plan’CRDBy, « 

?ic:::'j"; 4 ^rs;;! 2 ^nr^:!ii 8 ^:; 5 . 

^^^Puir^iesel Enjine».*"‘'svru»i Flywheels on Cummini Fi« 

"•s-:^ud*:tid"?3i::r^:.“ n. 

' 119pp. 28123:131. 24X Fi che: 50-000, 04/12/17, 8412120541. 

8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Cavity." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Enaineerlnn 

consolidated of n.u 

York. Inc. l20pp. 28124:001. 24X Fi che : 50-000, 84/12/17, 8412J20H7, 

^ related correspondence 


iiasselbl^d i consideration of proposed alternative post- 
a^^^T'ator operability testing. Proposed 
testing would add fewer cumulative run hours & 

0- engines. Response requested by 841001. 

GEORGE, J.B. Texas Utilities Electric Co. (formerly Texas Utllitlei 
RinoIatioJ DENTON, H.R. Office of Nuclear Reactor 

0411080376.' ^PP- 27392:170. 24X Fiche: 50-000. 04/09/21, 

^'^iuoilied u*'’* T-e improper design 8t mfg of 20-inch gate valv. 

Borg-Warner Corp. Vendor in cooperation w/util is 
^'^*P ^ corrective action plan to resolve 
aericxcT^cieSa 
HILINAZZO, P. L, 

Office of D 
8412010035. 


Dfflre n,-9, Bn»'9~Wanner Corp. 84/11/21. MARTIN, J.B. Region 9. 
Office of Director. 4pp. 27704:052. 24X Fic ha.: 50-440, 84/11/21, 


Significant Deficiency Rept CROC 76(B3>3 re actuators 
''®* supplied by GE. Initially reported on 
1 completed 

EDELMaS M p" '** consistent w/const schedule. 

KEPPLFp'^n Cleveland Electric Illuminating Co. 84/11/21. 
KEPPLER.J. G. Region 3, Office of Director. 2pp. 27827’ 197 

Fiche: 50-440, 84/11/21,8412060097. 270Z/. 197. 


24X 


Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator 

Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

_'''^^„<7ransamerica Delaval. inc. ) Owners Group. 84/11/27. 

Nuclear Reactor Regulation, Director. Ip. 
27711.293. 24X Fiche: 50-000, 84/11/27. 8412010161. 

"Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-4S & DSRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl. " 

FAAA 84-5-7. 1. 84/11/30. 20pp. 

27711:294, 24X Fiche: 50-000. 04/1 1/27, 8412010161. 
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S412110243 Final Deficiency Rept CRDC 77(83)3 re actuators on MSIV 
supplied by QE. Initially reported on 830708. Seals on 
actuAl^ors changed. Actuators meet NUREG— 0S88 std. Item not 
rapoTtable per 10CFR50, S5 C e > . 

EDELMANi M, R, Cleveland Electric Illuminating Co. 84/11/27. 

KEPPLEH* J. 0. Region 3, Office of Director. 2pp. 27893:149. 24X 

FI Che: 30-440. 84/11/27. 8412110243. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis.No changes 
to conclusions warranted. 

RAY. C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/19, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28057:328. 24X Fiche: 50-000, 84/12/19, 841226031 1. 


@412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
T« CTaicks in generator crankshafts & overall evaluation of 
ouiners group program. Meet ing agenda end. 

EISENHUT, D. 0. Division of Licensing. 84/11/28. PALLADINO 
Comntl fis i oner s. 7pp. 27883:215. 24X Fiche: 50-000, 84/1 1/28, 
8412060301. 


8412110385 Part 21 & interim deficiency rept CRDC 121(84)3 re failure 
of Borg-Marner gate valve to properly operate. Initially 
reported on 841031. Gate guide replaced ^ alignment problems 
corrected. Next rept by 850315. 

EDEL.HAN. M. R, Cleveland Electric Illuminating Co. 84/11/28. 

KEPPLER. J. 0. Region 3, Office of Director. 2pp. 27891:347. 24X 

Fiche; 50-440, 84/1 1/28, '84121 10389. 


T. Hearing transcripts on non-antitrust matters 


8412060301 Board Notification 94-182: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts & overall evaluation of 
owners group pTogram. Meeting agenda encl. 

EISENHUT, D. G. Division of Licensing. 84/11/28, PALLADINO 
Commissioners. 7pp. 27893:215, 24X Fiche : 50-000. 84/1 1 /2B, 

8412060301. 


— 8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883-222. 24X Fiche: 50-000, 94/1 1/28, 8412060301. 


8412110405 Final Significant Deficiency Rept RDC 11120(84)3 Part 21 
r® Class IE inverters mfg by Topai. Initially reported on 
841024. Testing of Unit 1 inverters will be completed by 
850106. Unit 2 completion consistent ui/const schedule. 

EDELfiAN, «. R. Cleveland Electric Illuminating Co. 84/11/20. 

KEPPLER, U. 0. Region 3, Office of Director. 2pp. 27892:166. 24X 

Fich«: 50-440, 84/11/28, 8412110405. 


8412110263 Transcript of 841207 telephone conference in Mash ing ton, DC. 
Pp 1,981-2,026. 

* Atomic Safety and Licensing Board Panel. 84/12/07. 45pp. 

27850:054. 24X Fiche: 50-440, 84/12/07, 8412110263. 

V. Operator Examinations 


8412110523 Final Deficiency Rept CRDC 119(84)3 re Dresser Industries 
diaphragm seal globe valves. Initially reported on 841029. 
Preoparational test procedures revised to utiliie flow to 
verify position of Dresser valves. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/11/28. 

KEPPLER, U. 0. Region 3, Office of Director. 2pp. 27893:289. 24X 

Ficha: 50-440, 84/11/28. 8412110523. 


8412210064 R#q.uests approved ref matl listed in Encl 1 by 830815 to 
meet schedule for administration of operator 8t senior 
operator licensing simulator «« uritten/oral exams on 830822 
& 1003, respect ively. W/o encl. 

STREETER, J. F. Region 3, Office of Director. 83/06/01. EDELMAN, M.R. 

Cleveland Electric Illuminating Co. 2pp. 28052:081. 24X 

Fiche: 50-440, 03/06/01, 8412210064, 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
1,2 & 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

RAYi C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINOER, C. H. Office of Nuclear Reactor Regulation, Director. Ip. 
2783-4:281. 24X Fiche: 30-000, 84/12/04, 8412100196. 


8412310292 Notifies that 841113 Itr reviewed re addl training received 
by first cold license class. Addl training adeauate 8t group 
of cold license applicants scheduled for oral exams in Feb & 

May 1935 will not have to repeat written exam. 

LITTLE, W.S. Region 3, Office of Director. 84/12/24. EDELMAN, M, R. 
Cleveland Electric Illuminating Co. 2pp. 28122:288. 24X 

Fiche: 50-440, 84/12/24, 8412310292. 


8412120518 Final Deficiency Rept CRDC 110(84)3 re concave unequal leg 
fillet welds installed in reactor bldg by Johnson Controls, 

Inc. Initially reported on 840718. Procedure revised to 
include detailed acceptance criteria. 

EDELMAN, M.R, Cleveland Electric Illuminating Co. 84/12/04. 
KEPPLER, J.G. Region 3, Office of Director. 2pp. 27909:354. 24X 
Fiche: 50-440, 84/12/04, 8412120518. 


— 8412310297 Responds to 841005 request for info re addl training 
received by first cold license c lass. Mr itten or simulator 
reexam unnecessary for candidates successfully passing 
previous exams. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/11/13. 
LITTLE, W, Region 3, Office of Director. 21pp. 28122:290. 24X 

Fiche: 50-440, 84/12/24, 0412310292. 


8412200428 Part 21 U interim Deficiency Rept CRDC 122 (84)3 re improper 
aasumptlon used in designing postulated pipe rupture of 
raactar feedwater sys. Initially reported on 841109. Addl 
shielding «</ar shielding mods will be designed & installed. 

EDELMAN. M. R. Cleveland Electric Illuminating Co. 84/12/07, 

KEPPLER, J. O. Region 3, Office of Director. 2pp. 28031:141. 24X 
Flch«: 30-440, 84/12/07, 8412200428. 


84I21S0075 Forwards FaAA-84-9-11. 1, “Design Review of TDI R-4 (k RV-4 
Sorias Emergency Diesel Generator Cylinder Blocks." Encl 
suporsedes 841211 FaAA Rept 84-9-11. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 04/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27960:164. 24X Fiche: 50-000, 84/12/13, 8412180075. 


— 8412160094 Revised "Design Review of TDI R-4 & RV-4 Series Emergency 
Diesel Generator Cylinder Blocks. " 

* Failure Analysis Associates. FAAA-84-9-11. 1. 84/12/31. i25pp. 

27960: 165. 24X Fiche: 50-000, 84/12/13. 8412180075. 


8412240044 Forwards FaAA-a4-6-54, “Evaluation of Emergency Diesel 
Oanarator Crankshafts at Midland 8c San Onofre Nuclear 
Oanarating Stations" 8< FaAA-84-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . . " 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/13. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 
26042: 241. a4X Fiche: 50-000, 84/12/13, 8412240044. 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan. *' 

RAY* C, L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/14. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
27932:171. 24X Fiche: 50-000, 84/12/14, 8412170266. 


DOCKET 50-441 PERRY NUCLEAR PONER PLANT, UNIT 2 


A. Application/construction stage documents *c correspondence 


8412140205 Forwards response to inquiries on what plant-specific 
action most be taken re reliability qualif icati on of 
TDI diesel generators Installed prior to licensing. 

YOUNGBLOOD, B. J. Licensing Branch 1. 04/12/10, EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 7pp. 27958: 125. 24X 

Fiche; 50-440, 84/12/10, 8412140205, 


8412280053 Forwards info re NUREO-0737, Item 11. E. 4. 2 concerning 
containment purge valve operability, including vendor 
analyses on 18- 8< 42-inch purge valves 8t drawings. Four 
oversixe drawings encl. Aperture cards available in PDR. 
EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/12/19. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 28109:183, 24X 

Fiche: 50-440, 84/12/19, 8412290053. 


— 8412280059 " I solation/Pur g i Valve Analysis for IB Inch-1200 Butterfly 
Valve. “ 

KAZA, R. , BALLIXI, J. V. Gi 1 b ert/Commonwea 1 th, Inc, (formerly Gilbert 
Associates, Inc.). 83/09/21. 124pp. 28109:186. 24X 

Fiche: 50-440, 84/12/19, 8412280053. 


— 0412280073 "Isolation/Purge Valve Analysis for 42 Inch~i200 Butterfly 
Valve (Blocked at 50 Degrees). " 

KAZA, R. N. , BALLUM, J. V. Gilbert/Commonwealth, Inc. (formerly 
Gilbert Associates, Inc.), 83/09/21, 126pp. 28109:310. 24X 

Fiche: 50-440, 84/12/19,8412280053. 


— B4iai70288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan. " 
-e TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/14, 

324FP. 27932:173. 24X Fiche: 50-000, 84/12/14, 8412170266. 
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8412270323 Updates progress of Unit I to assist in obtainlno staff 

negative on primary critical path to 

date. Other notable eveSts listed. 
VaUNOBLOOD R Cleveland Electric Illuminating Co. 34/12/20. 
yaU^BLOODi B. J. Licensing Branch 1, 9pp, 2S087 - 275 24X 

Fi Che: 50-440,84/12/20, 8412270328. -Joua/.azs. 24X 


E- NRC Safety Evaluation Report (SER), 


suppls 8s correspondence 


based on response to 801222 generic Itr 
control of heavy loads, Phase I, (NUREG-0612) . Enel technical 
incorporated m nex t ssk Re^p^^^i 

YDUN0BLmi^n^*.‘^“7? ^ licensing. ^ 

YuUNOBLQOD, B . J. Licensing Branch 1 

Cleveland Electric Illuniinating Co.' 

Fiche; 50-440, 84/11/20, 8412040262. 


nsing. 

S4/1 1/20. EDELMAN, M. R. 
4pp. 27762:315. 24X 


—8412040248 “Control o, Hoovg Uoad. at Noclear Poiaor Plants, Cl.valanO 
r'pifl« Co.Parru Mncl.ar Poy.r Plant, Unit, 

wlsoiSslr =« Flcl..:M^44i, '84/11/20. 

STEFANO^J^J** '*1°?^ dynamic loads per SER Outstanding issuS 9 

SLv'-“ 

f ^ic«"*ing Branch 1. 84/12/12. YOUNOBLOOD. B j 

a^SSJoSS? ®®°39:3S4. 24X Plcha: OO-^S, 84>12/12, 

plans 

oJ Slthin 40 k.v. 

Fiche: 50-440,84/12/11,8412200109. <ou-*i.uoi. 24X 

"■®‘'initf}®&"s.°"'°'''"*"" *° 1.97,P.rrg Nucl.ar Pouor Plant, 

A«lliatlon°oivem'' I3pp'^ ^aM41 '■ OOS^^^M/'ri ‘’•‘'‘I*" 

8412200109. 28041.005. 24X Fiche ; 50-440, 84/12/1 1 , 

pb,.ctiv„ & 

SWIOeS M 1 Pl«n.Svc list end. 

o”SiN:5;p.®'’J?;„" ‘ ^''‘‘f'-id,.. .ast /ei. b4/,2/2i. 

=8064: 104. 24X FlcO.: SO- 44 S, SI/lB/aJ.'^lalMSl, 


0, Adjudicatory correspondence 


8412110439 Foru/ards Auo 1934 T'sn-f* nf n.. ■, j i- 

facHity,per 841207 telcon. W/o end Rdat^rf ^ 0 ^^*^*** 

WOODHEAD, C. P. Hearina Branrh a correspondence. 

BRIGHT, G. 0. , KLINE, J, R ^ Atoml^ Saf!?"^ GLEASON. J. P. 

:n-8S;sji— - - 

Fiche; 50-441,84/12/10, 8412110535. 24X 

BRIOHT, O. 0 . , KLIWeraR *'Atornlc'saJit^ ®l-EASON, J. P. , 

Ip. 27959:035. 24X Pi ch e: 50-440. 84/12/JI 


Porwards NRC 841210 reauest for info re Is.ti. ia 
KLINE, 0. R, : BRim?ro"a ®'■A^nAl^ S.^a^J “p' OLEASON,d, P. , 

app. =7959:0.5. 24X Flc ta: 50-440, B^lJ.S/Jal'^ArSJsSSE?.""’ 

sSo^AKErV'®* 841=2!'"*""' *■ 

84/12/20, ' =8S«*oi:.^'‘24rF.c^:';ii;?o:'25“2/S:2i.22;;?!a'“ 

®''i“3ah“tprLl: ldwfI-!;L^:!r’“*"“°" «P«nth.l,cta.aaan E 

=8042:035. =4X Flch a: 50:^42:24/ 

®^*la^?^?Lt?n^''^‘ *- *02’ >t7» containing 

I^Ier'm 1° 'S"p.ncg plan. SVC list and" "*“ 

Bulletins 8: correspondence 

8411150064 IE InPo Notic. 84-83, "Various Datt.rg Protl.as. “ Sve 

R»?on;f <Po.?‘^;}S3,°* ""r"'?!!*,*- 

Yon, Inc, laopp 27^07 0M 2ix "• “'N'" 

i-iupp. «:/bo 7.058. 24X Pi che; 50-000, 84/1 1 /19, 8411150064, 

iiisii;-' """'■' 

■■^^Jo-JJoJIodJTSS-^i^UrS^rL*!," -f - *" >P-P «.Pt. 

™j i performed by S5022S. particle 

WAHNICKP P ^i®Y*iand Electric Illuminating Co. 64/11/09 

Flch.:5i-44b,84dl!36f84?203M67." ®'"’ =^*'*‘*•“0. *« 


’’Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. " Sve list end 

~f- "po.r^;}SS.,“' 

Van, Inc. . 26 pp. 27807 : 179 , =4X F.cha: 5il2S5.'B4/?.‘!2?. 

KEPPLEr' n Cleveland Electric Illuminating Co. 84/11/27 

Flcn.:5i-440,a4dl!27fb4?2jiS;4?.'’ 2 -** 

®'^^“?fo.n^i;:!s"'“‘s" ?uf ‘‘^Yougn Froo 

BAnVAo”"' 'V®"’ ?*J»;"*7d, & In.p.cticn Propr.A, (Post 
SBod izoli ‘a,.„ Consolidated Edison Co. of New York, Inc 

pp. 27967.086. 2^X Fiche; 50-000, 84 / 11 / 30 , 841 1280366. 

“---Ks;;.:;:-;;;!::.:;-;- •■■■■■■ •■ 

116 pp. 27965:224. 24X Fiche: 50-000, 84 / 11 / 30 , 8411280370 , 

""">*» ->•’>«“»" Indued dg 

S*r!nV'’”!‘>T‘%;i¥F““ „ n.^ 

117pp. 27965:340. 24X Fiche: 50-000, 84 / 12 / 03 , 8412030021 . 

®« Traatmant Su> Prablans. " 

C. 122pp. 27966:093, 24X Fl che; 50-000, 84/12/03, B41203002S. 
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8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonseneitized 316 Stainless Steel." Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Rssponae (Post 830103}. 84/12/07. Consolidated Edison Co. of New 

York. Inc, 118pp. 27966:332. 


24X Fiche: 50-000.84/12/07, 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
ResDOnee (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York* Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Heaiiuremedts Programs. •' Svc list end. . ^ , . 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010S). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 


28032: 130. 24X Fiche: 50-000,84/12/10, 8412060594, 


S. Reportable occurrences, LFRs It related correspondence 


8411080376 Req,UBsts NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours fc 
starts on engines. Response requested by B41001. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON, H.R. Office of Nuclear Reactor 

Regulation, Director. 5pp. 27392:170. 24X Fiche: 50-000, 84/09/21, 

841 1080376, 


8412010035 Part 21 rept re improper design & mfg of 20-inch gate valve 
supplied by Borg-Warner Corp. Vendor in cooperation w/utll is 
formulating insp 8< corrective action plan to resolve 

deficiencies. » „ ^ - 

MILINAZZO, P. L. Borg-Warner Corp. 04/11/21, MARTIN, J. B. Region S, 
of Director, ^pp> 277(J4: 052. 24X Fiche: 50— 440. 84/11/21, 

8412010035. 


8412180560 Ac k receipt of 840425 response to 840328 notice of 
violation re herbicide usage in transmission line 
right-of-ways. Info does not provide addl info. Noncompliance 

NORELIUS, C. £. Region 3, Office of Director. 84/12/12. EDELMAN. M. R. 

Cleveland Electric Illuminating Co. 2pp. 27962: 121. 24X 

Fiche: SO-440, 84/12/12. 8412180590. 


B412060097 Final Significant Deficiency Rept CRDC 76(83)3 re actuators 
on safety relief valves supplied by GE. Initially reported on 
830630. All corrective actions for Unit 1 will be completed 
by 850601. Unit 2 repair will be consistent u/const schedule. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/11/21. 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 27827:197. 24X 

Fiche: 50-440,84/11/21, 8412060097. 


8412180415 Forwards revised preservice insp program plans, including 
RHR sys. LPCS, HPCS, RCIC sys, feedwater sys, main steam sys & 

& reactor recirculation sys. 

ED£LMANiM. R. Cleveland Electric Illuminating Co. 84/12/14. 
YOUNGBLOOD* B. J. Licensing Branch 1. Ip. 28005:102. 24X 

Fiche: 50-440, 84/12/14. 8412180415. 


— 8412180428 Rev 3 to B0A4422, "Preservice Insp Program 
♦ Nuclear Energy Services, Inc. 84/10/24. 194pp. 

24X Fiche; 50-440, 84/12/14, 8412180415. 


Plan: Sys. " 

28005: 104. 


— 8412180434 Rev 3 to 80A4423, "Preservice Insp Program Plan:LPC8. 
* Nuclear Energy Services, Inc. 84/10/24. 35pp. 28005:299. 

Fiche: 50-440* 84/12/14, 8412180415. 


24 X 


— 8412180437 Rev 3 to S0A4424, "Preservice Insp Program Plan:HPCS. 
■» Nuclear Energy Services, Inc. 84/10/24. 43pp. 28005:334. 

Fiche: 50-440, 84/12/14, 8412180415. 


24X 


— B4121B0445 Rev 3 to B0A4425, "Preservice Insp Program Plan;RCIC, 
* Nuclear Energy Services, Inc. 84/10/24. 42pp. 28006:015. 

Fiche; 50-440, 04/12/14. 8412180415. 


24X 


— 8412180451 Rev 3 to 80A4426, "Preservice Insp Program plan; Feedwater 

«'**Nuclear Energy Services, Inc, 84/10/24. 28pp. 28006:057. 24X 

Fiche: 50-440* 84/12/14, 8412180415. 


8412010161 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator 
Sets - Nozzle Ring Assembly Suppl. " Rept represents final QA 
verified rept on subj. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 04/11/27. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, Ip, 
27711:293. 24X Fiche: 50-000, 84/11/27, 8412010161. 


—8412010173 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI DSR-48 & DBRV 16-4 Emergency Diesel Generator Sets - 
Nozzle Ring Assembly Suppl." 

# Failure Analysis Associates. FAAA 84-5-7. 1 . 84/11/30. 20pp. 

27711:294. 24X Fiche: 50-000, 84/1 1 /27, 8412010161 , 


8412110243 Final Deficiency Rept CRDC 77(83)3 re actuators on MSIV 
supplied by OE, Initially reported on 030708. Seals on 
actuators changed. Actuators meet NUREO-0508 std. Item not 
reportable per 10CFR50. 55(e>. 

EDELMAN, M. R. Cleyeland Electric Illuminating Co. 84/11/27. 

KEPPLER.J.G. Region 3, Office of Director. 2pp. 27893:149. 24x 

Fiche: 50-440,84/11/27, 8412110243. 


8412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts !« overall evaluation of 
owners group program. Meet ing agenda end, 

EISENHUT, D. 0, Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27083:215. 24X Fiche: 50-000, 84/1 1/20. 

8412060301. 


— 8412180456 Rev 2 to 80A4427, "Preservice Insp Program Plan: Main Steam 

Nuclear Energy Services, Inc. 84/10/24. 48pp. 28006:085. 24X 

Fiche: 50-440* 84/12/14,8412180415. 


— 8412180462 Rev 2 to S0A4428, "Preservice Insp Program Plan: Reactor 

Racirculat ion Sys." _ r,„v 

Nuclear Energy Services, Inc. 84/10/24. 61pp. 28006:133. 24X 

Fiche: 50-440* 84/12/14, 8412180415. 


— 8412180472 Rev 2 to 80A4429, "Preservice Insp Program Plan; Reactor 

Nuclear Energy Services, Inc. 04/10/24. 33pp, 28006:194. 24X 

Fiche: 50-440, 84/12/14, 8412180415. 


8412110385 Part 21 & interim deficiency rept CRDC 121(84)3 re failure 
of Borg-Warner gate valve to properly operate. Initially 
reported on 841031. Gate guide replaced 8« alignment problems 
corrected. Next rept by 850315. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/11/28. 

KEPPLERtJ, G. Region 3, Office of Director. 2pp. 27891:347. 24X 

Fiche: 50-440, 84/11/28, 8412110385. 


8412110405 Final Significant Deficiency Rept RDC C120(S4)3 8c Part 21 
re Class IE inverters mfg by Topaz. Initially reported on 
841024. Testing of Unit 1 inverters will be completed by 
850106. Unit 2 completion consistent w/const schedule, 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/11/28, 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 27892:166, 24X 

Fiche: 50-440, 84/11/20* 8412110405, 


— 8^12180475 Rev 2 to 80A4430, "Preservice Insp 
a- Nuclear Energy Services* Inc. 84/10/24. 
Fiche; 50-440, 84/12/14,8412180415. 


Program Plan: CRD Sys. “ 
25pp, 28006:227. 24X 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
pump Diesel Engines." Svc list end. , - , 

JCmOANp E. L. Division of Emergency Preparedness & Engineering 
Rmaponee (Post 030103). 84/12/17. Consolidated Edison £«♦ 

Yaric* Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Watar from 
Rm-fueling Water Cavity. " Svc list end, . _ . ^ 

JORDAN* E. L. Division of Emergency P^®P*^***”f 
R»«pon«e (Post 830103). 84/12/17 

York* Inc, 120pp. 2S124: 001 


Consolidated Edison Co. of New 
24X Fiche: 50-000* 84/12/17, 0412120547. 


8412110523 Final Deficiency Rept CROC 119(84)3 r# Dresser Industries 
diaphragm seal globe valves. Initially reported on 841029. 
Preoperational test procedures revised to utilize flow to 
verify poeition of Dresser valves. 

EDEU1AN,M. R. Cleveland Electric Illuminating Co. 84/11/28. 
KEPPLERfJ. G. Region 3, Office of Director. 2pp. 27893:289. 24X 

Fiche: 50-440, 84/11/28, 0412110523. 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process k tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer, 

RAY,C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINGERi C. H. Office of Nuclear Reactor Regulation, Director. Ip. 
27834:261, 24X Fiche: 50-000, 84/12/04, 8412100196. 
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B412300428 Part 21 interim Deficiencg Rapt CROC 122 <04)3 re 
assumption used in designing postulated pipe rupture of 
reactor feedwater sys Initially reported on 841109.Addl 

ieJ'Jing mods will be designed & installed. 
KEPPLFR’Tr Electric Illuminating Co B4/12/07. 

E PLER* J. G. Region 3, Office of Director. 2 pp. 28031-141 

Fiche: 50-440. 84/12/07, 8412200428 * 


improper 


24X 


8412180075 Forwards Fa AA-84-9- 1 1 . 1 . ''Design Review of TDI R-4 & RV -4 
tteries Emergency Diesel Generator Cylinder Blocks " End 
supersedes 841211 FaAA Rept 84-9-11. 

DENTDN^'h Delaval. Inc ) Owners Group. 84/12/13. 

27960 164 Reactor Regulation. Director. Ip. 

27960.164. 24X Fiche; 50-000, 84/12/13. 8412180075. 

—8412180094 Revised "Design Review of TDI R-4 & RV -4 Series Emergency 
Diesel Generator Cylinder Blocks." aeries tmergency 

“ = Associates. FAAA-S4-9-1 1 . l. 84 / 12/31 125pp. 


27960 165. 24X Fi c h e : 50-000. 84/ 12 / 13f84121 80075 . ' 


8412240044 Forwards FaAA-84-6-54. "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland L San Dnofre Nucleir ^ 

Generating Stations" & FaAA-a4-3-16. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . » 

DENTOM^H R nilrcrorrV"? J ©roup. 84/12/13. 

28042 241 Reactor Regulation. Director. Ip. 

28042.241. 24X Fiche; SO- 000 . 84/12/13. 8412240044. 


to "TDI Diesel Generators Owners Group 


8412170266 Forwards Rev 
Program Plan. " 

DFMVnM*"^ fy^^nsamerica Delava 1. Inc. ) Owners Group. 84/12/14 

27932 171 Regulation. Director. 2 pp.' 

27932.171, 24X Fiche: 50-000. 84/12/14, 8412170266. 

— 84121702BS Rev 1 to "TDI Diesel Generators Owners Group Program Plan 
Delaval. Inc J Owners Group. 8^/12/?^ 

324pp. 27932:173. 24X Fi ch e: 50-000, 84/12/14, 0412170266. 

Revises Phase l Rept FaAA 84-3-13 re connecting rods of TDI 

pressure 

pressure used in analysis.No changes 
to conclusions warranted. cnanges 

DENTOw^m Delaval, Inc. ) Owners Group. 84/12/19 

28057 328 pSJ Reactor Regulation. Director. ip.^ 

28057.328. 24X Fiche; 50-000. 84/12/19. 8412260311. ^ 

T. Hearing transcripts on nan-antitrust matters 

B412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
St TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
generator crankshafts J. overal/evalultion oi 
Program. Meeting agenda end. 

EIBENHUT, D. G. Division of Licensing. 84/11/28. PALLADINO 

a4x Fiche^so-ooDr^mJaa. 

—8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda 
MD re causes of cracks found in TDI generator crankshafts & 
evaluation of owners group pJogram. 

Jtbp? ooo Affiliation Given. 84/10/22. 16Ipp. 

27883.222. 24X Fiche : 50-000. 84/1 1/28, 8412060301. ^ 

‘•I'P'-one conf.renc. in Wash tnston, DC. 


Safety and Licensing Board Panel 84 / 12/07 

27850:034. 24X Fiche: 50-440. 84/12/07. 8412110263. ^ 


V, Operator Examinations 


45pp. 


aiiV ‘ 

Region 3. Office of Director. 84/12/24 edpi makj m o 
c!T <=“• 2PP' SB132:ZBe g^LMAN, M, R. 

Fiche: 50-440. 84/12/24, 8412310292, ««:. gijx 

br?irst ’■"'“r* tr.lhins 

received by first cold license c lass. Written or simulafco-P 

llltTouTTxZV'''''' candidates successfully passing 

Cleveland Electric Illuminating Co, 84 / 11/13 
LITTLE. W. Region 3. Office of Director. 21pp 29122 290 day 

Fiche: 50-440. 84/12/24, 8412310292 28122.290. 24X 


DOCKET 30-443 SEABROQK NUCLEAR STATION, UNIT 1 

documents S: correspondence 

B412120549 Summary of 841012 meeting w/util in Bethesda MD r* « * 1 . .. 
to accomplish task analysis 8 < status on human enqineerinn 

eidj specifir^x:: !:r 

841115. List of attendees end. * 

NERSES, V. Licensing Branch 3 S 4 / 12 /OA 1 . 

5pp. 27912: 338. 24X Fiche: 50-443, 84/12/06. 

f— ’“ppi' *< corre.pond.n:, 

8412040110 Forwards Westinghouse nonproor Ictam Jt nr.nr,«,.. *. 

RCS*^flormr*^ Outstanding IssJe 7 ’'**P®"** 

uncertainty & application fo 
withholding proprietary info (ref 10CFR2. 790). 


KNIGHTON^IV' .^“‘’^^rServicB Co. of New' Hampsh ire. 
KNIGHTON, aw. Licensing Branch 3. 3pp. 27749:001 

Fiche: 50-443. 84/11/29,8412040110. *f^ vui. 


84/11/29. 

24X 


—0412040116 Reguests withholding of proprietary re«„nn«- kjap 
10CFRZ 790)^° measurement uncertainty (ref 

MIESEMANN, R. A. Westinghouse Electric Corp. 84/11/13 DENTON H 
Division of Licensing. 35 pp. 27749' 004 24X DENTON, H. 

Fiche: 50-443. 84/11/29, 8412040110 

PPPt-accid.nt samplinj >u. (PASS) 
S SER open itom. Changes reflect removal of 

pressurizer relief tank sample. PASS piping & instrumentation 
revised during design evolution of sub. 

KNIOHTON^gV' Service Co. of New Hampshire. 84/12/18 

KNIGHTON, G. W. Licensing Branch 3. 2 pp. 28045- 152 24 X 

Fiche: 50-443, 84/12/18. 8412240043. 

®'"®^ 5 ency & fire protection plans 
8412060679 Forwards monthly rept re status of offsite emeroencu 

tiric-rriho'^hi^'^^*” -ch.ns..‘:.;:r?r' 

Op.r.tior., 


PALLADINO Conmi s s 1 oner 5 
Fiche: 50-000, 84/11/28, 8412060679. 


5pp, 27831:259. 24X 


T Sftion Fir. Prot.htion Pr.jr.m: 

9 5 -? Inn A ^ Branch Technical Position APCSB 

.vAiilCSSn^, ToiFZoXVn':''^’"”' *■ 

KNIOHTON^G^u'^’ Service Co. of New Hampshire. 84/11/29. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 27752; 212 24X 

Fiche: 50-443, 84/11/29, 8412040157. 

""^"^Evaluition®! f Station Fire Protection Program: 

AP?sr9 S-l^Apr^" Position 

27732 !*^?^ Hampshire. 84/08/31. 596pp. 

27752.215. 24X Fiche: 50-443. 84/1 1 /29i 8412040157. ^ 

I. Financial information 

[tltr"’ fin.nci.l r.pt, for joint oora.r. of 

joint owners end. 

DENTON^H^r''^naAr"'’“! Service Co. of New Hampshire. 84/12/13, 
2S017!^001 daJ R**ctor Regulation. Director. 3pp. 

28017.001. 24X Fiche: 50-000, 84/12/18, 8412200449. 

'”®’sh^o’n.«!'“‘' Hao,p.hir. 1983 Annual R.pt to 

S3/?2/i5'''’'^!n’ S.rvic. Co, of N.p, H.Ap.hir., 

83/12/31. BOpp. 28017:006. 24X Fiche: 50-000, 94/12/18. 8412200449 . 

1983 Annual Rept." 

2001 7 ^n«n^' ' Illuminating Co. 83/12/31. 37pp. 

28017.088. 24X Fiche; 50-000. 84/12/18, 8412200449. 


-8412200454 "1983 Annual Rept. " 

HUEHMERfH. , KING, F. H. Massachusetts Municipal Wholesale Co. 

SOpp. 28017:128. 24X Fiche: 50-000, 84/12/18, 8412200449. 


83/12/31. 


-0412200455 "New England Electric Sys Annual Rept 1983. " 

^"Sland Electric System. 83/12/31. 
44 pp. 28017:163, 24X Fiche: 50-000, 84/12/18, 8412200449. 


-8412200456 "Annual Rept 1983. " 

W. Central Maine Power Co. 83/12/31, 
24X Fiche: 50-000, 84/12/18, 8412200449, 


40pp. 
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— B412200458 "Northeast Utils 1983 Annual Rept. " 

ELLISiW. B. , FERLAND, E. J. Northeast Utilities. 83/12/31. 56pp. 

28017:247. 24X Fiche: 50-000, 84/12/18, B412200449. 


— 8412200460 "Commonwealth Energy Sys Annual Rept 1983. " 

ANDERSON, G. E. Commonuealth Energy System, 83/12/31. 40pp. 

28017:303. 24X Fiche: 50-000, 84/12/18, 8412200449, 


— Q4122Q0464 "Eastern Utils Assoc Annual Rept 1983." 

EICHORNf J. F. Eastern Utilities Associates. 83/12/31. 50pp. 

28018:053, 24X Fiche; 50-000, 84/12/18, 8412200449. 


— 0412200465 "Bangor Hydro-Electric Co Annual Rept 1983. " 

HASKELL, R, N. , OREENQUIST, T. A. Bangor Hydro-Electric Co. 83/12/31. 
44pp. 28018:109. 24X Fiche: 50-000, 84/12/18, 8412200449. 


— 0412200466 "1983 Annual Rept, Central Vermont Public Svc Corp. " 

MEREDITH, L, D. ORIFPIN, J.F. Central Vermont Public Service Corp, 
83/12/31. 40pp. 28018:153. 24X Fiche* 50-000, 84/12/18, 8412200449. 


— 84 12200467 "Maine Svc Co 1903 Annual Rept, " 

HOVEY, Q. M. Maine Public Service Co. 83/12/31. 121pp. 28018:204. 

24X Fiche: 50-000, 84/12/18, 8412200449. 


— 0412200468 "1983 Annual Rept." 

TENNEY. C.H, Fitchburg Oas i* Electric Light Co. 83/12/31. 36pp. 

28018:331. 24X Fiche: 50-000, 84/12/18, 8412200449. 


Q. Inspection reports, IE Bulletins & correspondence 


8412050455 Provides revised/addl responses to closeout insp conducted 
on 841107-09 re violations noted in Integrated Design Insp 
Rept 50-443/83-23. Finding 4-10 on analysis of eccentricity 
left open pending rev to FSAR. 

DEVINCENTIS, J. Public Service Co. of New Hampshire, 84/11/16, 
GRACE, J. N. Division of QA, Safeguards & Inspection Programs (Post 
B301031. 26pp. 27765:042. 24X Fic he : 50-443, 84/1 1 /16. 841 2050455. 


0411150064 IE Info Notice 84-03. "Various Battery Problems." Svc list 
enc 1. 

JORDAN. E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:058, 24X Fiche: 50-000. 84/11/19, 8411150064. 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 030103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412120398 Forwards Insp Rept 50-443/84-15 on 841015-19. No violation 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/05, 
HARRISON, R. J. Public Service Co. of New Hampshire. 2pp. 

27874:208. 24X Fi che: 50-443. 84/ 12/05, 8412120398. 


— 8412120402 Insp Rept 50-443/84-15 on 841015-19. No violation noted. 
Major areas insp acted ; proc ed ures for work performance & insp 
of HVAC sys, as-built conditions 5t preparation of as-built 
records. 

NARROW, L., DURR.J. P. Region I, Office of Director. 84/12/05. 
4pp. 27874:210. 24X FI ch e: 50-443. 84/12/05. 8412120398. 


8412100312 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal. " Facility design utilizes passive compressed gasket 
seal. Gross failure of seal not credible event. W/one oversize 
drawing. Aperture card in PDR. 

JOHNSON, W.P. Public Service Co. of New Hampshire. 84/12/06. 
MURLEY.T.E. Region 1, Office of Director. 3pp. 27832:140. 24X 

Fiche: 50-443, 84/12/06, 8412100312. 


B412050081 IE Info Notice 84-39, "Stress Corrosion Cracking in 
Nonsens iti zed 316 Stainless Steel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llSpp. 27966:332. 24X Fiche: 50-000. 84/12/07. S4120500S1. 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/07. Consolidated Edison Co. of New 

York. Inc. Il4pp. 27966:215. 24X Fiche: 50-000. 84/12/07. S412050090. 


8412130140 Clarifies two statements made in 841010 response to Insp 
Repts 50-443/84-12 & 50-444/84-06. Add 1 invalid signature 
found U radiography performed on weld subsequent to needed 
repair. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/12/07. 
MARTIN, T.T. Division of Engineering & Technical Programs. 3pp. 
27906:159. 24X Fiche: 50-443, 84/12/07, 8412130140. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc, 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27. 8411210360. 


0412030213 Forwards Insp Repts 50-443/84-13 S( 50-444/84-05 on 040827- 
1026 notice of violation. 

KISTERiH. B. Division of Project & Resident Programs. 84/11/27. 
HARRISON, R. J. Public Service Co. of New Hampshire. 2pp. 27727:064. 
24X Fiche: 50-443. 84/11/27. 8412030213. 


8412060594 IE Info Notice 84-91. “QC Problems of Meteorological 
Measuremeftts Programs. *• Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/10, 0412060594. 


8412170160 Forwards Insp Rept 50-443/84-16 on 841029-1102. No violations 
noted. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/12/11. 

HARRISON. R. J. Public Service Co. of New Hampshire. 2pp. 

27937:076. 24X Fiche: 50-443. 84/12/11, 8412170160. 


— 0412030218 Notice of violation from insp on 840827-1026. 

* Region 1. Office of Director. 84/11/27. Ip. 27727:066. 24X 

Fiche: 50-443. 84/ 1 1 /27 . 84 1 20302 13, 


— 8412030228 Insp Repts 50-443/84-13 8t 50-444/84-05 on 840827-1026. 
Violation noted: records documenting work performance & matl 
traceability for steam generator lateral support members 
Inadequate. , n a m 

CERNE:. A. C. . WESCOTT. H. M. Region 1, Office of Director. GALLO. R.M. 

Division of Project «< Resident Programs, 84/11/21. Upp. 
27727:067. 24X Fiche: 50-443, 84/1 1/27, 8412030213. 


0411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc— Wm Generators. " Svc list end. 

ORACE. J. N. Division of QA, Safeguards Inspection Programs (Post 
830103). 04/11/30. Consolidated Edison Co. of New York, Inc. 

aepp. 27967:086. 24X Fiche: 50-000, 84/11/30. 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys Nonsafety-Related Equipment. " 

Svc list end. . « 

JORDAN. E. L. Division of Emergency Preparedness «c Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co 

York. Inc. Ii6pp. 27965:224, 


of New 

24X Fic he *^50-000, 84/11/30. 8411280370. 


0412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. . 

JORDAN. E.L. Division of Emergency ^'’'•P*’^*'*"*** . New 

Response (Post 830103). 84/12/03. Consolidated Edison J®* 

YoJk.lJc 117pp. 27965: 340. 24X Fiche: 50-000. 84/12/03. 8412030021, 


— 8412170165 Insp Rept 50-443/84-16 on 841029-1 102. No violations noted. 
Major areas inspected: activities in repair of reactor 
pressure vessel nozzle to safe-end welds, review of welding 
procedures & welder performance qual if ication. 

GRAY, E. H. , GRANT, J.M.. DURR. J. P, Region 1, Office of Director. 
84/11/29. 6pp. 27937:078. 24X Fiche: 50-443, 84/12/1 1, 8412170160. 


8412170332 Ack receipt of 840928 Itr informing NRC of steps taken to 
correct violations noted in Const Appraisal Team Insp Rept 
50-443/84-07. Violation re maint of proper torque on Hiltl 
concrete expansion anchor bolts rescinded. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/12/11. 
HARRISON, R. J. Public Service Co. of New Hampshire. 2pp. 27937:084. 
24X Fiche: 50-443,84/12/11,8412170332. 


— 8412170335 Responds to NRC 840829 Itr re violations noted in Const 
Appraisal Team Insp Rept 50-443/84-07, Corrective actions: 
comprehensive improvements in project organization underway 
since 840301. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/09/2B. 
STAROSTECKI, R. Division of Project it Resident Programs. 13pp. 
27937:086. 24X Fiche: 50-443, 84/12/11, 8412170332. 


J412120541 IE Info Notice B4-92> "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 


on 1 • 1 r? t 


. nn-mnn. n4./io/i7, B412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
ResDonse (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, B412120547. 



310 


DOCKETED ITEMS 


3 Reportable occurrences. L£Rs h related correspondence 


8412010032 Part 21 rept re slippage of raceway support bolted strut 
fittings Retrofit of fittings will be completed prior to 
fuel load for Seabrsok station. Identified tray support mods 
will be incorporated upon resumption of WPPSS-1 const. 

KREIDER.H G United Engineers & Constructors. Inc. (subs, of 
Raytheon Co,). 04/11/26 Director's Office. Office of Inspection 

and Enforcement 3pp. 27704:226 24X Fich e : 50-000. 84/1 1 /26. 

8412010032 


8412200434 Interim deficiency rept re f erroresonant transformer defects 
in WestinghousB 7. 5 kVA inverters. Initially reported on 
841018, Westinghouse issuing technical bulletins describing 
insp it test inverter procedures. 

DEVINCEMTIS. J. Public Service Co. of New Hampshire. 84/11/28, 
STAROSTECKI. R. Division of Project & Resident Programs. 3pp. 
28031:070 24X Fichf 50-443. 84/11/28, 8412200434. 


I. Financial information 


8412200449 Forwards 1983 annual financial repts for joint auinari of 
fac ility. Listing of joint owners end. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/18. 
DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 3pp, 
28017:001. 24X Fiche: 30-000, 04/12/10, 8412200449. 


—8412200432 "Public Svc of New Hampshire 1903 Annual f^ept to 
Shareowners. " 

HARRISON, R. J. , TALL HAN, W. C, Public Service Co. of New Hampshire 
83/12/31, aOpp. 28017:006. 24X Fi che: 50-000, 84/12/ 10 . 0412200449 


— 8412200433 "United Illuminating 1983 Annual Rept. ” 

FASSETT, J. D. , COBEY, J. F. United Illuminating Co. 03/12/31. a7pp 
28017:088. 24X Fiche: 30-000, 84/12/18, 8412200449. 


8412270203 Interim deficiency rept re seismic q.uaUf icati on of CRD 
mechanism shroud. Initially reported on 840S20 Work w/ 

Westinghouse to seismically qualify CRD mechanism shroud 
underway. Next rept expected by S50201. 

dev INDENT I Si U Public Service Co. of New Hampshire. 84/12/06. 

STAROSTECKI , R. Region 1, Office of Director. 2pp 28114' 271 24X 

Fiche; 30-443, 84/12/06, 8412270205. 


—8412200434 "1983 Annual Rapt. " 

HUEHMER.H. , KINO, F. H. Massachusetts Municipal Hholesal* Co. 
83/12/31. eOpp, 28017:128. 24X Fiche: 30-000, 04/12/10. 0412200449 


— 8412200455 "New England Electric Sys Annual Rept 1903. " 

NICHOLS, 0. W, , BOK, J. T. New England Electric System. 03/12/31. 
44pp. 28017:163. 24X Fi c he : 50-000. 04/12/18, 84 1 2200449, 


8412270247 Interim deficiency rept re control circuit cable lengths 
Initially reported on 840830. Review to determine extent of 
problem Zt to identify corrective actions still in progress 
Addl rept anticipated fay B50630 

Service Co. of New Hampshire. 84/12/06. 
Project & Resident Programs. 2pp 
28114:296. 24X Fiche: 50-443. 84/12/06, 8412270247. 


84 2140277 Part 21 rept re CRD mechanism heavy drive rod assemblies 
Issue does not constitute immediate safety concern. Repair 
developed to ensure guide screw locked in place. 

RAHE, E P Westinghouse Electric Corp. 84/12/07. DEYOUNG, R C 
27 JJo Inspection and Enforce^nt. 6pp 

27920.289. 24X Fiche: 50-000, 84/12/07, 8412140277. 


DOCKET^ 50-444 SEABROOK NUCLEAR STATION, UNIT 2 

correspondence 


Forwards Westinghouse nonproprietary 8. proprietary respons 
to NRC request for addl info r. SER Outstanding issJe rJ.'' ^ 

uncertainty it application for 
withholding proprietary info (ref 10CFR2. 790). 

KNIWTON^^w"'' Service Co. of New Hampshire. 84/11/29 

KNIWTON,G W. Licensing Branch 3. 3pp. 27749:001 24X 

Fiche: 50-443,84/11/29,8412040110. 


— 8412200436 "Annual Rept 1983. " 

ROWE, U. W. Central Main# Power Co. 83/12/31. 40pp 20017' 207 
24X Fiche: 30-000, 84/12/18, 8412200449. 


—8412200438 "Northeast Utils 1983 Annual Rept. " 

ELLIS, W. B. , FERLAND, E. J. Northeast Utilities, 83/12/31, 
28017:247. 24X Fiche: 30-000, 84/12/10, 8412200449. 


36pp. 




ANDERSON, G. E. Commonwealth Energy System. 83/12/31. 
28017:303. 24X Fiche; 30-000, 84/12/10, 8412200449, 


40pp, 


—8412200464 " 
EICHORN, J. 
28018: 035. 


'Eastern Utils Assoc Annual Rept 1983. " 

F. Eastern Utilities Associates, 83/12/31. 
24X Fiche: 50-000, 84/12/10, 8412200449. 


50pp. 




' mnnuai nepc J.V03, 


oangor ny aro-t l ec tr 1 C _ 

HASKELL, R. N. , OREENQUIST, T. A. Bangor Hydro-Electric Co. 
44pp. 28018:109. a4X Fiche: 50-000, 84/12/18, 8412200449. 


83/12/31 


—0412200466 " 
MEREDITH, L 
83/12/31. 


1983 Annual Rept, Central Vermont Public Svc Corp," 

D. , GRIFFIN, J. F, Central Vermont Public Service Corp, 
40pp, 28018:153. 24X Fiche: 50-000, 04/12/ 18, 0412200^49 


Fiche; 50-443,84/11/29.8412040110. 

Fiche; 30-443, 84/12/18, 8412240043. 132. 24X 


F. Security, medical, 


emergency ^fire protection plans 


avaluation Of ^OCF^si, App % resulting from review & 


Public Service Co. 83/12/31, 
24X Fiche: 50-000, 84/12/18, 8412200449. 


121pp. 28018:204 


8412200468 "1983 Annual Rept, " 

Gas & Electric Light Co. 80/12/31 36pd 
28018.331. 24X Fiche: 50-000, 84/12/18, 8412200449. 

Bulletins & correspondence 

S411150044 IE In,» Notlc. 84-83, “Varlou. B.tt.ru Probl.m., Svc U.t 

o,..v 

20 pp. 27807:038. 24X Fic he: 30-000, 84/1 1 / I 9, 041 1 1 30064 . 

m F.rro-R...n.nt 

York, Inc 126dd 27fln7- Edison Co. of New 

a6pp. 27807.179. S4X Fiche; 30-000, 84/1 1 /27, 0411210360, 

^ 90 - 444 ,B 4-08 on 840 BE 7 - 

HiRR^soN; r: J. airwci'co 

24X F, Ch.: 50-443, 84/11 JJr. lIliSsolIs 

trac#»h<m. ’'•"•r'coros documenting work performance 8c mail 

ofrio o, mr.ctor. ballq,r«. 
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B41 1280366 IE Info Notice S4-85. “Molybdenum Breakthrough From 
TC“99m Oeneratora. ** Svc liat end. 

GRACE. J.N. Diviaion of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

SSpp. 27967:086. 24X Fi che : 50-000. 84/1 1/30. 841 1280366. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys 8« Nonaaf ety-Related Equipment. " 

Svc liat end. j 

JORDAN. E. L.. Division of Emergency Preparedness «( Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. 

York. Inc. 116pp. 27965:224. 


of New 

24X Fi Che: 50-000.84/11/30. 8411280370. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc, list end. . ^ . 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 


27965:340. 24X Fiche: 50-000. 84/12/03. 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems." 
Svc list end. . ^ . 4 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000. 04/12/03, 8412030028. 


8412100312 Responds to IE Bulletin 84-03. "Refueling Cavity Water 
Seal." Facility design utilizes passive compressed gasket 
seal. Gross failure of seal not credible event. W/one oversize 
drawing. Aperture card in PDR. 

JOHNSON. W.P. Public Service Co. of New Hampshire. 84/12/06. 
HURLEY. T. E, Region 1. Office of Director. 3pp. 27832:140. 24X 

Fiche: 50-443, 84/12/06, 8412100312. 


8412200434 Interim deficiency rept re f erroresonant transformer defects 
in Westlnghouse 7.5 kVA inverters. Initially reported on 
B41013. Westinghouse issuing technical bulletins describing 
imp 8( test inverter procedures. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/11/28. 
BTAROSTECKI. R. Division of Project 8< Resident Programs. 3pp. 
28031:070. 24X Fiche: 50-443. 84/1 1/28, 8412200434. 


8412270205 Interim deficiency rept re seismic qualification of CRD 
mechanism shroud. Initial Ly reported on 840820. Work u/ 

Westinghouse to seismically qualify CRD mechanism shroud 
underway. Next rept expected by 850201. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/12/06. 
BTAROSTECKI, R. Region 1, Office of Director. 2pp. 28114:271. 24X 

Fiche: 50-443. 84/12/06, 8412270205. 


8412270247 Interim deficiency rept re control circuit cable lengths. 
Initially reported on 840830. Review to determine extent of 
problem to identify corrective actions still in progress. 

Addl rept anticipated by 850630. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/06. 
STAROSTECKI. R. Division of Project it Resident Programs. 2pp. 
28114:296. 24X Fiche: 50-443. 84/12/06, 8412270247. 


8412140277 Part 21 rept re CRD mechanism heavy drive rod assemblies. 
Issue does not constitute immediate safety concern. Repair 
procedure developed to ensure guide screw locked in place. 

RAHE, E. P. Westinghouse Electric Corp. 84/12/07. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. 6pp. 
27920:289. 24X Fiche : 50-000, 84/12/07, B412140277. 


DOCKET 50-443 COMANCHE PEAK STEAM ELECTRIC STATION 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking In 
Nonsansitlzed 316 Stainless Steel." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, 

York. Inc. 118pp. 27966:332, 


of New 

24X Fiche: 50-000. 84/12/07. 8412050081. 


8412030090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:213. 


24X Fiche: 50-000, 84/12/07. 8412030090. 


0412130140 Clarifies two statements made in 841010 response to Insp 
Repts 50-443/84-12 «< 50-444/84-06. Add 1 invalid signature 
Pound Zt radiography performed on weld subsequent to needed 

DEVINCENTIS, U. Public Service Co. of New Hampshire. 84/12/07, 
MARTIN. T. T. Division of Engineering «t Technical Programs. 3pp. 
27906; 159. 24X Fiche; 50-443. 84/12/07, 8412130140. 


A. Application/construction stage documents & correspondence 


8412120366 Forwards telcon repts associated w/Phase 3 of independent 

WILLIAMS. N. H. ^CYONA Energy Services. 84/05/22. ELLIS. J. Citizens 
Association for Sound Energy. 55pp. 27873:099. 24X 

Fiche: 50-445, 84/05/22, 0412120366. 


8412110298 Requests proposed meeting w/BNL re protective coatings be 
delayed pending resolution of FSAR mod. 

GEORGE, J.B, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/12. BANGART.R.L. Region 4, □f^’ice of 

Director. Ip. 27855:349. 24X Fiche: 50-445. 84/06/12, 8412110290. 


8412120340 Forwards RE Ballard 840611 Itr containing addl responses to 
CYONA pipe stress questions. 

WILLIAMS, N. H. CYONA Energy Services. 84/06/18. ELLIS, J. Citizens 
Association for Sound Energy. 206pp. 2/879:072. 24X 

Fiche: 50-445. 84/06/18. 0412120340. 


8412060394 IE Info Notice 84-91, "QC Problems of Meteorological 
Haasurements Programs. " Svc list end. » - . 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

Yod? Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/ 10. 8412060594. 


8412120347 Forwards Telcon Transmittal 6 re telcon repts associated 
w/Phase 3 independent assessment program. 

WILLIAMS, N. H. CYONA Energy Services. 84/06/18. ELLIS, J. Citize 
Association for Sound Energy. 22pp. 27885:009. 24X 

Fiche: 50-445, 84/06/18, 8412120347. 


84 1 2120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Rasponse (Post 830103). 84/12/17, Consolidated Edison Co. of New 

YoJk“ lIIc. 119pp. 28123: 131. 24X Fiche: 50-000. 84/12/17. 8412120541. 


0412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. . ^ . 

JORDAN. E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. ofNew 

York, Inc. 120pp. 28124:001, 


24X Fiche: 50-000.84/12/17. 8412120547. 


S. Reportable occurrences. LERs St related correspondence 


B412010052 Part 21 rept re slippage of raceway support bolted strut 
4»ittlngs. Retrofit of fittings will be completed prior to 
-fuel load for Seabrook station. Identified tray support mods 
will be incorporated upon resumption of WPPSS-1 const, 

KREIDER.H, O. United Engineers St Constructors. Inc. (tubs, of 
Raytheon Co. ). 84/11/26. /J 

and Enforcement. 3pp. 27704:226. 24X Fiche: 50-000, 94/1 1 /26. 

0412010052. 


8412040125 Part 21 rept re swelling of seals within actuator . increasing 
max closing time above max allowable time of 3 i. Swelling 
may result from long-term storage or use of improper 
lubricants during assemb ly. Testing underway. - 

KNARTZERf J Greer Hydraulics. 84/11/26. Region 5. Office of 
S^JSdor! 2pr 27748^299 24X Fiche: 50-444, 84/11/26, 8412040125. 


8412120393 Forwards Gibbs St Hill responses to CYGNA pipe stress 
questions. W/one oversiie graph. Aperture card available in 

WILLIAMS, N. H. CYONA Energy Services, 84/06/20. ELLIS, J. Citizens 
Association for Sound Energy. 4aSpp. 27882:084. 24X 

Fiche: 50-445, 04/06/20. 8412120393. 


8412120336 Forwards addl responses to CYGNA design control. pipe 
support «t pipe stress questions per Phase 3 to independent 

WILLIAMSON. H, **^CYONA Energy Services. 84/06/30. ELLIS. J. Citizens 
Association for Sound Energy. 2l4pp. 27878:016. 24X 

Fiche: 50-445. 84/06/30, 8412120336. 


8412110032 Responds to open NRC questions re independent assessment 
program - Phases 1 *t 2, Reviews of cable tray supports still 
ongoing. General notes to pipe support checklist ^ ^ 

WILLIAMS. N. H. CYONA Energy Services. 

No Detailed Affiliation Given. 15PP* 

Fiche: 50-445, 84/11/06. 8412110032. 


84/11/06. 
27052: 190. 


BURWELL. S. 
24X 


8411290385 Board Notification B4-1B0; alleges that qualifications it 
certifications of certain QC inspectors falsified. 

EISENHUT, D. G. Division of Licensing. 84/11/26. BLOCH. P.. 

JORDAN. W. , MCCDLLOM. K. Atomic Safety and Licensing Board Panel. Ip. 
27750:280. 24X Fiche; 50-445, 84/11/26, 841 1290385. 
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re,u«t for add! info pe util 
submittal on containmant sump performance. Responses 
requested by B41207. 

S^FN^PMn' Technical Review Team. 84/U/27 

SPENCE. M. D. Texas Utilities Electric Co. (formerlu Texas 

2«Fich,:wIi^Jli"i/27.““" 

B412070303 Forwards SSEK re overhead heavy load handlinq suSfSALP ineut 
& oontr.ctcr r.pt, •'Control of H.ovd Load, at Nuclalr’p^io; ' 

Steam Electric Station, Units 1 & 2 
(Phase 1).“ Item closed. 

Uti ,‘-^ = *"*^"3 Branch 1. 84/11/27. SPENCE. M. D Texas 

Utilities Generating Co ) 

3pp. 27846.122, 24X Fic he; 50-445. 84/1 1/27, 8412070303. 

FiN'A:Mi7/'^SofHsii72=. s:.?;:.*"’- 

4..oci.t?on 5r?"2ound*l:i.^;r‘”7pp. 009 '"' ^ 4 X 

Flch,: 30-443,84/11/28, 8412120240. ' 

Fiche: 30-445, 84/11/28, 8412120249. 

84121^304 Foruard. communicationa rapti r. Pbaaa 4 indepandant 

j.”;:’:rd‘.:rp°rj:.;j;".‘"" -wa.* 

OLDAO.D. CYGNA Energy Services. 84/11/28 ELLIS. J Ci-b-iT-n 

2 JT ‘ 3 APP- S 7 Bb -001 2 ix 

Fiche; 50-445, 84/11/28. 8412120304. 

8412120331 Forwards Communication Kept 15 re Phase 3 ind-n*nw»«*. 

OLDAGiD. CYGNA Energy Services. 84/11/28 ELI TR t ra *2 

Ataociatian far Sound Enarjg. 44,^ "ress ofo iax Ctllana 

Fieha: 50-445, 84/11/28,8412120331 27885.060. 24X 

®\‘?2J?fi®for°'‘“;i{L«'‘l„':^ I" •'“'i f"'“ '•• “'•vlllanc. 6 ta.t 

PP 27846 . 177 . 24 X Fiche: 50 - 445 , 84 / 11 / 29 , 8412070315 . 

8412280190 Forwards reouest for aririi ■inx! 

“?f7^^I;‘’E?.ctrl‘r^^”^;:r«i"^T:;«s^^!!:^■ r.xa. 

i=pp. 28133:113. =4x 8,0^:: 

“IHr-rr 

Pu«p 830201 aJ.lSiu “ot.d""'’*'®*"*''*' •»'•••■"•"* f/PdciPlc 

“»i”;i^u;r2l.c?r?oT 4P*H«P.t,on Of 


8412130538 SSER input supporting util definif-jnr, * i 
seismic & dynamic qualification of safety-related 
electrical & mechanical equipment. 

Mx^?;c!::r;o-?43,‘84/5i/or84;i;3S5i9"‘''‘^"°^' 

Measurement Sus (TTFM) nocrm- «4-a to 

‘o nSc pg flra?'^:j;:fln; 

RAHE. E. P. Uestinshouse Electric Corp. 84/12/03 TunMAS r n 

*° express concerns re project. 

Generating' Co^J.^'^^^/lB/O^** EISENHUT D°o Te*«3 Utilities 

martin R.g. papio^ ic.'ofSirli^or' ? " 

Fiche: 50-443, 84/12/07, 8412140097. 27920.250. 24X 

"i?‘Pn’°a^“r::i!^;„‘rl:cb“!^.rR1efa:“^“:r:t^?u^r^^ *" 

JORDAN^W r MCCOLLaM*K°" aJ ‘■J'TJ"!' 84/12/10. BLOCH, P. , 

27920:338. 24X Fi;h.: 50-44s‘e4/l2jSo“S3l2lSSS9a ® 

n«? SeS >^‘", 108. cm ba incorporatad Into 

:FS‘s;r‘S;LTS-::'“"“"-- 

KK 2^X Fiche: 50-445, 84/12/11, S412200097, 



B4l;S4i??4®''*"''’ '• 88039:124. 24X Ficba^'So^^^^S/j's/M. 

yntri‘::nn-„:r^^L";^‘If’o“^:a“c-.--- - 

D * J**** Utilities Electric Co. (formerly Texas Utillt'lBs 

Generating Co. ). 84/12/17. YOUNGBLOOD B j l • n 

22pp. 2 S 0 S 4 nsp oa.v e, L «« a L icensing Branch 1. 

PP. 8i«U3A.O80. 24X Fiche: 50-445, 84/12/17, 8412260370. 

-rtion. o, 

BECK.J. W. Texas Utilities Electric Co. (formerlu Texas Utlnti-« 

2pp*^*28089M97 24X^Fi^h' 5 n° 44 ?^RA°^' Branch 1. 

PP- .ctiutfv. 197. 24X Fiche: 50-445, 84/12/21, 8412270005. 

Forwards response to NRC Question Q022. 22 & revised FSAR 

SF^SioSl' j- "HrLSSo-i-r-iiJainn,’ B^r‘i“b“r 

PP. «ie090. 352. 24X Fiche: 50-445, 84/12/21, 8412270192. 

E . NRC Safatg Evalua tion R.port (SER), auppli & corra.pondanc. 

t 31 “in b. cbarp.P 

sLam unlikelihood of 

UMt I liJe^sing b®ing settled before 

U?ilitie?°Efectrlc^cr*J2® 1. 84/11/27. SPENCE, M. D. Texas 

3pd 27829 Utilities Generating Co.). 

Pp. 27829.008. 24X Fiche; 50-445, 84/1 1/27, 8412060557. 

SAFETY evaluation REPORT RELATED TO THE OPERATION OF 
COMANCHE PEAK STEAM ELECTRIC STATION, UnIts 1 AND ^“*1,? 

NOK 30-445 And 30-446. iTaxa. UtiUtia. G.n.raJjng^ocJang, 

‘-l9*''»lns. NUREe-0797 S06. 84/11/30 aSOoo 

mImSSmo 87808:018. E4X Flch.:30-445fei/;i/30, 
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0412140053 Informs of resolution of SSER 6 Confirmatory Issues 2 & 3. 
Enel evaluation addressing issues will be incorporated in 
next BSER. 

YOUNGBLDODj B. J. Licensing Branch 1. 84/12/06. SPENCE»M. D. Texas 

Utilities Electric Co. <formerly Texas Utilities Generating Co. ). 
5pp. 27958:001. 24X Fiche: 50-445. 84/12/06i 8412140053. 


— 8412180564 Insp Rept 50-445/84-37 on 840924-1012. No violations or 
deviations noted. Major areas inspec ted: previous insp 
finding s. security program. access control . detection aids & 
c ommun i ca t i on s. De ta i 1 s withheld (ref 10CFR73. 21), 

CALDWELL. R. A. . EVANS. C. A. . EVERETT. R. J. Region 4. Office of 
Director. 84/12/06. Ip 28002:338. 24 X Fiche: 50-445. 84/12/14. 

8412180558. 


8412140171 Forwards SSER outlining changes to Rev 3 to Training 
Procedure TRA-204 re operator requalification training 
program. 

YOUNGBLOOD, fl. J. Licensing Branch 1. 84/12/07. SPENCE. M.D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
6pp. 27958:078. 24X Flche: 50-445. 84/12/07. 9412140171. 


8412270151 Forwards Vols 1 (k 2 of "Fire Protection Program Review." in 
response to 841106 questions re safe shutdown following 
postulated fires. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/18. YOUNGBLOOD. B. J. Licensing Branch 1. 

Ip. 28146:001. 24X Flche: 50-445. 84/12/18. 8412270151. 


0412200131 Forwards FEMA 841129 supplemental interim finding re offsite 
emergency preparedness for facilities, per App Q of SSER 6. 

Findings will be incorporated in next SSER. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/12/12. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

3pp. 28040:349, 24X Flche: 50-445, 84/12/12, 8412200131. 


B412260364 Informs of resolution of SSER 6 Confirmatory Issue 18 re 
environ analysis of N-16 detector U junction box. 

YOUNGBLOOD, B. J. Licensing Branch 1, 84/12/14. SPENCE, M.D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
3pp. 28069:355. 24X Flche: 50-445, 84/12/14. 8412260364. 


— 8412270152 Vols 1 8c 2 of "Fire Protection Program Review. " 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/31. 800pp. 28146:002. 24X 

Fiche: 50-445. 84/12/18, 8412270151. 


8412270289 Responds to 841106 request for addl info re safe shutdown 
alternate safe shutdown design of fac i I iti es. Uti 1 will 
complete associated circuit analysis rept prior to 
exceeding SX power. 

BECK, J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/12/20. YOUNGBLOOD. D. J. Licensing Branch 1. 

9pp. 28088:222. 24X Fiche: 50-445. 84/12/20. 8412270289. 


F. Security, medical, emergency 8c fire protection plans 


04 1 2260195 FOIA request that exercise repts for Waterford 3 & Comanche 
Peak re emergency preparedness exercises held in 1983 & 1904 
be placed in PDR. 

WILLIAMS, 0. G. JRA Associates. 84/06/15. FELTON, J, M. Division of 
Rules and Records. Ip. 28073:360. 24 X Fiche: 50-000. 84/06/15. 

0412260195. 


8412260200 Response to FOIA request that repts for Waterford 3 it 
Comanche Peak re emergency preparedness exercises held In 
1983 it 1984 be placed in PDR. Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/28. WI LLIAMS, □. G. 

JRA Associates. Ip. 23073:361. 24X Fiche: 50-000, 84/06/28, 

0412260200. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick it Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/20. PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche; 50-000,84/11/28. 8412060679. 


G. Adjudicatory correspondence 


8412010114 CASE motion for sanctions to ensure applicant does not 
profit from improper tactics, impose punishment as deterrence 
for future conduct it thwart applicant effort to isolate 
liner plate incident to Unit 2. 

ROISMAN, A, Z. Citizens Association for Sound Energy. ROISMAN, A. Z. 
Trial Lawyers for Public Justice. #484 359. 84/10/18. Atomic 

Safety and Licensing Board Panel. 6pp. 27709:259. 24X 

Fiche: 50-445, 84/10/18, 8412010114. 


8412040138 Forwards affidavit i transcript of 830819 investigative 
interview of OF Clancy re QA problems. Sve list end. Related 
correspondence. 

HICKS, R. Texas, State of. #484 420. 84/11/27. BLOCH. P. B. . 

OROSBMAN.H. , JORDAN. W. H. Atomic Safety and Licensing Board Panel. 
3pp. 27749:107. 24X Flc he: 50-445, 84/1 1/27, 8412040138. 


— 8412040142 Affidavit of OF Clancy re QA problems & intimidation of QA 
personnel at p lant. Related correspondence. 

CLANCY. O F. Texas. State of. 84/10/26. 17pp. 27749:110. 24X 

Fiche: 50-445, 84/11/27, 8412040138. 


0412040206 Forwards "Second Interim Finding on Comanche Peak Steam 
Electric Station Offsite Emergency Preparedness. Texas State 
Plan." Plans adequate. 

KRIMM, R.W. Federal Emergency Management Agency. 84/11/29. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). Ip. 27744:049. 24X Fiche: 50-445. 84/1 1/29, 

B4 12040206. 


— 0412040210 "Second Interim Finding on Comanche Peak Steam Electric 
Station Offsite Emergency Preparedness. Texas State Plan. " 

-» Federal Emergency Management Agency. 84/10/12. 26pp. 

27744:050. 24X Flche: 50-445. 84/11/29, 8412040206. 


04 1 2120619 Forwards SER re safety parameter display sys. Review 
predicated on response to Generic Ltr 82-33 it info in Amend 
36 to FSAR. Upon receipt of requested info, site audit to 
resolve Outstanding Issue 35 will be scheduled. 

YOUNGBLOOD, B. J, Licensing Branch 1. 84/12/05. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
5pp. 27912:001. 24X Fiche: 50-445, 84/12/05, 8412120619. 


— 8412040149 Transcript of 830819 investigative interview of OF Clancy 
in Austin, TX re QA problems it intimidation of QA personnel. 

Related correspondence. 

* Commissioners. 83/08/19. 73pp. 27749: 127. 24X 

Fiche: 50-445, 84/11/27, 8412040138. 


8412010061 Forwards response to 840801 request re NRC actions that 
resulted in public availability of CASE witness name it 
transcript of deposition given by witness under protective 
order in licensing proceedings. 

CHILK, S. J. Office of the Secretary of the Commission. #484 380. 
84/11/28. ROISMAN, A. Z. Trial Lawyers for Public Justice. 5pp. 
27704:324. 24X Fiche: 50-445, 84/1 1/28, 8412010061. 


8412030494 Response to CASE 841018 discovery request re crossover leg 
restraints. Certificate of Sve end. Related correspondence. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell «c 
Reynolds. #484 385. 84/11/30. Citiiens Association for Sound 

Energy. 25pp. 27724:061. 24X Flche: 50-445, 84/11/30, 8412030494. 


S412120621 Safety evaluation re SPDS. 

* NRC - No Detailed Affiliation Given. 84/12/05. 23pp. 

27912:006. 24X Fiche: 50-445, 84/12/05, 8412120619, 


8412200131 Forwards FEMA 841129 supplemental interim finding re offsite 
emergency preparedness for facilities, per App G of SSER 6, 

Findings will be incorporated in next SSER. 

YOUNOBLDOD, B. J, Licensing Branch 1. 84/12/12. SPENCE, M, D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

3pp. 28040:349. 24X Fic ho: 50-445, 84/12/12, 8412200131. 


0412180558 Forwards Insp Rept 50-445/84-37 on 840924-1012. No violations 
or deviations noted. 

HUNTER, D. R. Region 4, Office of Director, 84/12/14. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28002:336. 24X Fiche : 50-445, 04/12/14, 8412180558. 


8412030604 Motion for extension of time, to it including 841224, to 
respond to applicant 841126 motion to vacate 841116 
memorandum. Extension necessary due to other commitments. 

W/Certif icate of Sve. a -r 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A, Z. 
Trial Lawyers for Public Justice, #404 416. 84/11/30. Atomic 

Safety and Licensing Board Panel. 4pp. 27732:067. 24X 

Fiche: 50-445, 84/11/30, 8412030604. 


9412060002 Forwards SSER 6 for info. W/o enc Is. Related correspondence. 
MIZUNO,G. S, Hearing Branch 1. #484 465. 84/11/30. BLOCH, P. B. , 

JOHNSON, E. B, , GROSSMAN, H. Atomic Safety and Licensing Board Panel, 
Ip, 27789:351. 24X Fiche : 50-445, 84/1 1/30, 8412060002. 


8412060310 Forwards Commission 841121 Memorandum & Order CLI-S4-21 re 
application of Commission regulations to loading 8c other 
phases of low power operation. Related correspondence. 

SCINTD, J. F. Hearings Division, #484 466. 84/11/30. BLOCH, P.B., 

JOHNSON, E. B. , MCOLLOM, K, A. Atomic Safety and Licensing Board Panel. 
7pp. 27793:001. 24X Fiche: 50-445, 84/1 1/30, 8412060310. 
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** applied mechanics 

of matls guidance for procurement 

audit mill be transmitted 
HqS?n i «? end. Related correspondence. 

Teaaa *“ Reynolds. HORIN, W. A. 

Co ) ^ Texas Utilities Generating 

Energy gpo ^^ 2775 a^i?q°^’ <^**' i*e'^* Association for Sound 
Sy. 2 pp. 27756. 1S9. 24X Fiche; 50”445i 84/12/03, 8412040241 . 

response to NRC auestions re applicant 

illut. inZ pipe support deslgr 

1*SU«1. Info responds to questions remaining in 840924 
wni?S"u*‘ ^®^®**‘* correspondence. 

ToLs' U tilitil!^??' Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 

Co ? <^°T*merIy Texas Utilities Generating 

277S7-337 Hearing Branch 1. 64pp. 

27757.337. 24X Flche: 50-'445. 84/12703, 8412040266. 

'hot <’unctionart«tinJ^rLdU^escribed‘*b« RE CaSJ ®‘'PP°'‘*®- 

HOR IN, W. A. Te xas Utilities 'Elrfc trie Co. (formerlu Texas Utilities 

Reynolds. #484 440. 84/12/03. 6pp. 27756:329. 24x 

Fiche: 30-445,84/12/03, S412040272. 


®''jc‘FinnLamj%*‘’'"**“'"' 941203 afflPavlts »f RC Ipttl 

JC Finneran i re Camp re ASLB InRuirg concernino hot ‘ 

‘r* results. Related corr^pondenc^® 

T..« UUHt?i:1;;ctru'’'cr' <'ar°m;rl“"::L^tirtJ''" c * 

Co. ). »484 528. 84/12/06. CLEMeNTs!^W L 000,01^0^6 r"?**"® 

Branch. 3pp. 27848,- 328 24X Fiche: S 0 I 443 , S4/ll^o2?8412'Sw7,* 

8412100515 Forwards two oversize drawings consistino of K/eTtr<r i 
cro.a-e.ction through Unit 1 containmLt c"ni^rline & Hln 
View for Elevation 808.0 ft for Unit 1 reactor hin! a ^ t 

correspondence. 

TelaTudlitfis'^ESUtric'^:"' ( 'or^^Lr 0 ^• 

CO.) #484 516. 84/12/07. BLoJ"? 

Atomic Safety and Licensing Board Panel. Ip 27848*273 24 x 

Fiche: 50-445,84/12/07, 8412100515. «J7B4B. 273. 24X 

®'e4U2fh.L":r'‘ — “'"l-tieo „ 

to dc irtr-’nd f^c^i^^g g“:n .: 

Fiche: 30-445. 84/12/07, 8412100536. 2^848.361. 24X 


- 8412040275 Affidavit of RC lotti & JC Finneran re ASLB inquiry 
hot functional test results. inquiry 

Co. (formerly 

rexas Utilities Generating Co.). lOTTI.R. C. Ebasco Services, Inc 
e? ^“^P- 8-»>'12/03. 5pp. 27756*335 24X ^ 

Fiche: 50-445, 84/12/03,8412040272. i?4X 

'■' tontarning hot 

^ ^ i*** Certificate of Sve end. 

oJn^^tino IVV ^‘•'‘’•ic Co. (form.rlg T.,.. UtiUti.a 

venerating Co.). 84/12/03. 7pp. 27756:340. 24X 

Fiche: 50-445, 84/12/03,8412040272. 

^''s41113^m.!jy“*’''“ rosponst to NRC guastioni di,cu«»ad at 

rM^iflnJ! R ? ” »<“ •f" B.ierator uppar lat.ral 

restraints. Related correspondence. 

Taxis' ‘:*h®nman. Cook, Purcell & Reynolds. HORIN.W.A 
Enorgg. ,3pp, ’ 87756: 347. ' 24* Fi^a: 5"«"S:/?J/ol‘MilS40=L®““"^ 

®*s“«d"on '^84^04.°'’ ftom 841216-850126. 

S 4 /i$ 7 nA 1 «nd Licensing Board Panel. #484 498 

84/12/04. Ip. 27769:291. 24X Fich e; 50-445, 84/12/04, 8412050196. 

®''8«2?!-a52?ll"a;«;*:;°sSJ^o5.’''‘"’' 

4 Safety and Licensing Board Panel #484 449 

84/12/04, ip. 27769:300. 24* Fich.: 55-445, 84/lS/04,84llo5ral3. 

®'‘isLB‘’eS?oirconc.r«.‘" ““"® S®120® r.spons. to 

CLEMENTS, W^L Docketing & Services Branch. #484 468 84/12/05 

Docketing & Services Branch. Ip. 27789:340. 24X 

Fiche: 50-445,84/12/05,8412060003. 

Fiche: 50-445, 84/12/05, 8412060005. 

0412070333 Applicant response to questions raised in ASLB „ 

whether composition of A36 &: A3S7 steel used in tisS re 

r5”F"Mr‘ir,n^!"*“‘ “**" '*•'’*'• ''"f'vit Of RC lottl 

MORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utim-^«« 
Generating Co. ). HORIN.W.A. Bishop. Libermlm Cook Purcin J 
84/12/05. 2pp. 27814:006 ^ix 
Fiche: 50-445, 84/12/05, 8412070353. 

lOTTI.R.C.f FINNERAN, U.C. Texas Utilities Electric co 
Texas Utilities Generating Co.) lOTH R c fJI. o 

Of Enserch Corp. ). ® eS/ls/or' zJp"- 278^' So8‘""2Jx*" 

Fiche: 50-445, 84/12/05,8412070353. ooa. 24X 

8412070371 Informs of in camera filing of 841204 aoHiicAnfe 

ASLB 841001 concerns. applicant response to 

CLEMENTS, W. L. Docketing it Services Branch. #484 487 pa/io/mA 
Docketing & Services Branch. Ip. 27aJS 255 24X 

Fiche; 30-445, 84/12/06. 8412070371. 


*■ ‘"‘"''•no, .or addl info „ 

CT nrllon Steel liner travelers, per cross-examination of 
on 841126—27. Requests extension until 841211 to 

Sniit?U ESictiJrr"' P“7toU i R.guoioo, WATK1NS,M. 
i«A«a wi»a.Ai,vies cJl9Ct;ric Co, (formerly Tpyaci t j 4®4 i ^ «. 4 a.a. ^ j_* 

At^iic d rr «'-“»■ « ®®os 8 ^i;.“.^"u 2 R's;jri‘^» 

Fich.:50-445!'Bl/j2/07"ll‘Sl00?M'’ 

-•sp;: t;-;;.*::;;!;;:.;;™ 

iLf^i •ncl.R.i.t.d corrospond.nc. u.rt.ficat. 

Z^?I;inJ co^r"84^'2/57" =” T.„. utiiiti,, 

Panel 2 Jb 27 P 4 s iif ;,Av and Licensing Board 

ppp. 27848.276. 24X Fiche: 50-445, 84/12/07, 8412100553. 

8412110466 Response in opposition to CASE 841103 ' 4 -hi'T>A a 

PIOOTT, D. R. CYGNA Energy Services PICOTT. n R u 

it Sutcliffe #APA lAA ^ 0 AyVX,«^ PiGUTT, D. R. Orrick, Herrington 

Board Panel 9 dd 24x F?^h Atomic Safety and Licensing 

ooaro i-anei. 9pp. 24X Fi ch e; 50-445, 84/12/07, 84121 10466. 

8412110586 Forwards three sets of CASE Lipinsky exhibits received in 
TR. 20,087-8. Exhibits should^e incIideS in 

Related cor^e^** ^ filled w/appropr iate ofc of NRC. 

Related correspondence. 

RDISMAN, A. Z. Trial Lawyers for Public Justice. ROISMAN.a 7 

Aci^Fider^T*o‘^^^*i°" Energy. #484 551. 84/12/07 

Ip. 27872:353. 24X 

Fiche: 50-445,84/12/07, 8412110586. 

3412110509 Forwards CYGNA response in opposition to CASE third motinr 
for summary disposition re lack of InSependence &/of 
NH*2i?Ji Of CYGNA & affidavit of CYGNA witness 
NH Will iams. Related correspondence. 

CLEhStp w. ':‘®^^i"9ton «c Sutcliffe, #484 552. 84/12/07. 

CLEMENTS, W. L. Docketing & Services Branch. Ip 27872*352 24 X 

Fiche: 50-445, 84/12/07, 8412110589. 352. 24X 

Response supporting CASE 841105 motion re ASLB request for 
info concerning clnched-down U-bolts. Certificate of Sve ^ 

l. #484 ses. 04 / 12 / 07 . Atomic Safety 
and Licensing Board Panel. 9pp. 27904:303. 24X 

Ficha: 50-445, 84/12/07, 8412130055. 

e®‘108-09 hn.fing.W/o .ntl, 

TREBY, S. A. Hearing Branch 1. #484 584 84 / 12/10 ni nrw p b 

'r“S79o::33r°"i:rF?- h 

p. 27904.339. 24X Fiche: 50-445, 84/12/10, 8412130035. 

8412130123 Forwards 841207 affidavit of RC lotti & JC Finneran, 
correcting 841026 affidavit replying to CASE anLer 

hS^MpohS.^r*'''' "'f't of B*,,. Belated 

T^jfU’utf'n Cook, Purcell & Reynolds. HORIN, H.A. 

Co ) '^aiaa^ill ‘^“’’merlg Teeas Utilities Oeneratlng 

A?Lmic a By la/1 1. BLOCH, P. B. , HCCOLLOM, K. A. , JORDAN, H R 

F* ^ **’'* Licensing Board Panel. Ip. 27904:337. 24X 

Fiche: 50-445, 84/12/11, 8412130123. ^ 
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^-8412130131 Affidavit of RC lotti JC Finneran. correcting 841026 
affidavit raplying to CASE answer to motion for summary 
disposition re effects of gaps. Related correspondence. 
lOTTliR.C. I finneran, J, C. Texas Utilities Electric Co. <formerly 
Texas Utilities Oenerating Co.). 84/12/07. Ip. 27904:330. 24X 

Flche: 30-445. B4/12/11. 8412130123. 


0412130149 Forwards Insp Procedure CP-QCP-2. 11. "Insp of Stainless 
Steel Pool Liner S«s” & 780110 rev. Related correspondence. 

WATKINS. M. Bishop. Liberman. Cook. Purcell & Reynolds. WATKINS. M. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). #484 563. 84/12/11. BLOCH. P. B. . GROSSMAN. H. . JORDAN, W. H. 

Atomic Safety and Licensing Board Panel. 19pp. 27906:211. 24X 

Flche; 50-445. 04/12/11. 8412130149. 


0412140038 Forwards transcript of 841205 meeting re summary disposition 
on upper lateral restraint. W/o end. ^ ^ , 

BURWELL. S. B, Licensing Branch 1. 84/12/11. ELLIS, J. Citiiens 

Association for Sound Energy. Ip. 27958:013. 24X 

Flche: 50-445, 04 / 12 / 1 1 . 8412140058. 


0412130189 Forwards NRC audits of Oibbs & Hill Applied Mechanics Croup 
three pages of vendor Spec MB-46A. governing QA activities, 
par author 841203 commitment it ASLB request. W/o end. Related 
correspondence, 

HORIN, W.A. Bishop, Liberman, Cook. Purcell & Reynolds. #484 672. 

Q4/12/14. ELLIS. J. Citizens Association for Sound Energy. 2pp. 

27960:297. 24X Fiche: 30-445. 84/12/14, 8412180189. 


04121SO23O Requests any CASE filing w/documents be subj to protective 
agreements u/Westinghouse or ITT Crinnell Corp in order to 
Facilitate compliance u/ASLB 841129 memorandum. Related 
correspondence. 

HORIN, W- A. Bishop, Liberman. Cook. Purcell it Reynolds. #484 671. 
B4/12/14. ELLIS. J. Citizens Association for Sound Energy. Ip. 

27960:353. 24X Fiche: 50-445. 84/12/14, 8412180230. 


8412190251 Forwards document possibly responsive to intervener request 
For security investigation rept re document allegedly stolen 
Fx'om E Mauser. Search of counsel & util files for document 
UTiproductive. Related correspondence. m 

WATKINS. M. Bishop. Liberman, Cook, Purcell & Reynolds. WATKINS. M, 
Texas Utilities Electric Co. (formerly Texas Utilities (Jenerating 
Co. ). #484 680. 84/12/17. BLOCH. P. B. . JORDAN. W. . GROSSMAN, H. 

Atomic Safety and Licensing Board Panel. 2pp. 

Fiche: 30-445. 84/12/17. 8412190231. 


20008: 063. 24X 


8412310177 Submits sve list change of address for LA Sinkin. 

ELLIS, J. Citizens Association for Sound Energy. #484 841. 
84/12/19. Ip. 28120:155. 24X Fiche; 50-445. 84/12/19, 8412310177. 


8412210304 Memorializes 841220 telcon 8 t ASLB concurrence of schedule of 
providing response to CASE answer to motion for summary 
disposition of CASE allegations re AWS & ASME Code 
provisions. Related correspondence. 

PHILIPS, M. H. Bishop, Liberman, Cook, Purcell & Reynolds. 

PHILIPS, M H Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co ). #434 716. 84/12/20. BLOCH, P. B. Atomic Safety and 

Licensing Board Panel. Ip. 28033:001. 24 X Fiche; 50-445, 84/12/20, 

8412210304. 


8412260462 Memorializes 841220 telcon concurring w/schedule of B30H1 
for response to CASE answer to applicant motion for summary 
disposition of certain CASE allegations r# AWS it ASME Code 
provisions on design issues. 

PHILIPS. M. H. Bishop, Liberman, Cook, Purcell & Reynolds. 

PHILIPS, M. a Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). #484 797. 84/12/20. BLOCH, P. B. Atomic Safety and 

Licensing Board Panel. Ip. 28064:058. 24X Fiche: 50-445, 84/12/20, 

8412260462. 


8412260406 Objections Jc response to interrogatories Sc request for 
documents re liner plate. Certificate of Sve end. Related 
correspondence, , ^ a t 

RDISMAN, A. Z. Citizens Association for Sound Energy. RQISMAN, A. Z. 

Trial Lawyers for Public Justice. #484 785. 84/12/21. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
7pp. 28064:129. 24X Fiche: 50-445, 84/12/21. 8412260406. 


8412270002 Responds to chairman request for add! info re applicant 
841207 filing on stainless steel liner travelers. Problems 

w/documentation identified. Related correspondence. ...tutkic m 

WATKINS. M. Bishop, Liberman, Cook, Purcell 8 < Reynolds. WATKINS, n. 
Texas Utilities Electric Co. (formerly Texas Utilities Oenerating 
Co,), #484 803, 84/12/21. BLOCH, P. B. . GROSSMAN, H. . JORDAN. W, 

Atomic Safety and Licensing Board Panel. 2pp. 28090:311. 24X 

Fiche; 50-445, 04/12/21,8412270002. 


8412270021 Memorandum setting forth stds that appear to bo applicable 
to pending motions it that appear not to have been 
prominently discussed. Testimony indicates sys performance 
did not meet acceptance criteria. Served on 841224. 

BLOCH. P.B. Atomic Safety and Licensing Board Panel. #484 769. 
84/12/21. 3pp. 28090:360. 24X Fiche: 50-445. 84/12/21. 8412270021. 


8412190262 Memorandum reopening discovery until 850221 re questions on 
samples, tests or credibility of testimony or representations 
of util in proc eeding. Served on 841218. ^ j 

BLOCH. P.B. . MCCOLLQM. K. A, , JORDAN. W, H. Atomic Safety and Licensing 
Board Panel. #484 693. 84/12/18. Office of the Executive Legal 

Director. 10pp. 28008:137. 24 X Fiche: 50-445. 84/12/18, 8412190262. 


8412190322 Memorandum ordering staff analyses of applicant responses 
re preheat it repair welding which will be considered in 
proceeding. D it H Stiner welding allegations w/o merit. 

Served on 841218. , , ^ . 

BLOCH. P. B. . JORDAN. W. H. . MCCOLLOM. K. A. Atomic Safety and Licensing 
Board Panel. #484 694. 84/12/18. Office of the Executive Legal 

Director. a2pp. 28012:215. 24 X Fiche: 50-445. 84/12/18. 8412190322. 


8412210324 Forwards 841130 recommended decision it order of Dept of 
Labor re W Dunham record, dismissing proceeding to impose 
sanctions per provisions of Energy Reorgani zation Act. 

Related correspondence. 

RDISMAN. A. Z. Texas Utilities Electric Co. (formerly Texas Utilities 
Oenerating Co.). RDISMAN, A, Z. Trial Lawyers for Public Justice. 
#484 727. 04/12/10. BLOCH. P. B. . GROSSMAN, H. . JORDAN. W. H. Atomic 

Safety and Licensing Board Panel. 17pp. 28033:215. 24X 

Flche: 30-445, 84/12/18,8412210324. 


S412270107 Responds to ASLB request for addl info re 841207 filing. 
Tessler reviewed refueling cavity liner plate travelers as 
followup to indicated documentation. Related 

WATKINS, M. Bishop, Liberman, Cook. Purcell it Reynolds. WATKINS. M. 
Texas Utilities Electric Co. (formerly Texas Utilities Oenerating 
Co.). #484 793. 84/12/21. BLOCH, P. B. , GROSSMAN. H, , JORDAN. W. 

Atomic Safety and Licensing Board Panel. 2pp. 28090:291. 24X 

Fiche: 30-445. 84/12/21, 8412270107. 


412270581 Advises that rept re investigation of attempt to coerce 
hearing witness R Jones will not be submitted prior to 
841225 due to insufficient documentation. Served on 841226. 

HAYES, B.B. Office of Investigation. oniio-07A 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. Ip. 28110,076. 


H. General correspondence 


0412070018 Forwards transcript of 841121 conference call 
CYONA Phase 3 review of plant, W/o end. , 

BURWELL. S.B. Licensing Branch 1, 84/11/20. ELLIS, J. 

Association for Bound Energy. Ip- 27843:271. 24X 

Fiche: 50-445. 84/11/20* 8412070010. 


re scope of 
Citizens 


8412310164 Forwards original executed affidavit of CASE witness 
M Walsh, attached to 841219 fourth round answer to applicant 
■reply to CASE answer to applicant motion for summary 
disposition re effects of gaps. 

ELLIS. J. Citizens Association for Sound Energy. #484 840. 
04/12/19. Docketing Zt Services Branch. Ip. 28121:114. 24X 

Fiche: 50-445, 84/12/19, 8412310164. 

■ — S412310170 Forwards fourth round answer to applicant reply to CASE 
answer to applicant motion for summary disposition re 
effects of gaps. per Board 841031 memo. PI ead ing in form of 
M Walsh affidavit. ^ ^ 

ELLIS, J. Citiiens Association for Sound Energy. ^ 

Atomic Safety and Licensing Board Panel. Ip. 28121:113. 24X 

Fiche: 50-445. 04/12/19. 8412310164. 

' — 0412310172 Fourth round answer to applicant reply to CASE answer to 
applicant motion for summary disposition re effects of gaps. 

In form of affidavit of CASE witness M Walsh. Certificate of 
Sve end. ^ ^ 

WALSH, M. Citizens Association for Sound Energy. 84/12/16. 
Atomic Safety and Licensing Board Panel, 13pp, 28121.116. 

Fich e: 50-445, 84/12/19. 8412310164. 


8412280449 Responds to constituent HO Haby 841102 Itr, Licensees 
applicants for OL not required to submit data re sys load, 
operating capacity it reserve capacity. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/12/10. BENTSEN. L. Senate. Spp. 28133:017. 24X 
Fiche: 30-445. 84/12/10* 8412280449. 

— 0412200451 Forwards constituent HG Haby 841102 Itr re delays in 
facility licensing process resulting in higher costs. 

BENTSEN, L. Senate. 84/11/15, .. 

Congressional Affairs. Spp. 28133:027, 24X Fiche: 50-445. 

04/12/18, 8412280449. 


Q. 


Inspection reports. IE Bulletins it correspondence 


8412130541 FOIA request for Ofc of Inspector it Auditor documents re 
Region IV investigation It insp of fining C Atchison, 
including Repts 4-83-001 It 4—33—013. 

GARDE, B. P. Government Accountability Project. 34/03/21. Office 

of Administration. 2pp. 27922:038. 24X Fiche: 50-445, 84/03/21. 

8412130541 . 
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request for investigation rept re flexible metal 
^uAOAoor!' fittings supplied to facilities. 

Co, eq/OS/ie, office of the Secretary 

alljatoosr ”■ 28048:214. 24X Fi che: 50-445, 84/03/ la 

0412130330 Further response to FOIA request for five categories of 
documents. Forwards documents listed in app. Documents alL 
Review of addl documents continuing 
FELTON, J.M. Division of Rules and Records, 84/06/11 GARDE. B P 
Government Accountability Project. 2pp. 27922:040. 24X 

Fichfr: SO-445. 04/06/11. 0412130550. 

re.quest for investigation rept re flexible 
metal conduit & associated fittings supplied to facilities 
tentatively expected to be completed by Fall' 

1904. Final rept will be provided. ^ 

rMAUARSTA^i Records. 84/06/25. 

CHAVARRIA, J. N. ServlcAir Co. Ip. 28048:215 24X 

Flcha: SO-445, 84/06/25. 841221 0085. 

Itr re .ate of terminal 

Notice eo oq ?nT°^ dietel generators identified in Info 
generators at facility not mfg during 
RAv^r^^^*’ blocks considered acceptable. 

S4/U>1 a' ‘>•'*'" 1' Ixf- > Oumer. Orouf. 

niP-r+.«T.* Of Nuclear Reactor Regulation, 

Director. 2 pp. 27711:336. 24X Fiche: 50-445, 84/11/16, 8412010189 . 

3411150064 IE Info Notice 84-33, "Various Battery Problems." Svc list 

RasDM^' Emersencs Preparedness i, Engine.rins 

Inc l^n Consolidated Edison Co of N.e. 

York. Inc. 120pp. 27807:038. 24* Pi cha: 50-000. 84/1 1 719. 341 1 1 50064 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. '• Svc list end. 

Of Nom 

26 pp. 27007.179. 24X Fiche: 50-000, 84/1 1/27, 8411210360. 

"'sJoJSS-Os'NrWdad:: IXl - 50-446/84-12 on 

0- 2pp, 27954.338. 24X Fich e : 50-445, 84/1 1 /28a 8412140042. 

SO-443/84-33 «, 30-446/84-12 on 840904-03. No 
a ^ areas inspected : c hemi stry &, 

radiochemistry program, inc 1 udlng review of outstanding open 

8i57?/m 4. Office of Director 

84 11 / 01 . 10 pp. 27954:340. 24X Fiche: 50-445, 84/1 1 / 2 S, 8412140042. 

®''b««“!zT 5'3IJ9 of e.ams adminl.t.red on 

HUNTER, D. R, Region 4, Office of Director 84/11/29 ri fmpmtc d o 

Co.). 2 pp. 27746:103, 24X Fiche: 50-445. 84/1 1/29, 8412040232. ^ 

79PP. ''' ^77,;: ?SS^^''i4X%icL'?5S-4«. 3"J"2;f3M2S:Jl32. 

^ Improper shortening of anchor bolts in steam 
generator upper lateral supports. 

EISCNHUT, D. G, Division of Licensing. 84/11/29 oocMrc mm .*• 
i'sp"‘^27846*l77‘" 24X Fl°r'Sii4lrr Oaneratinj Co. >.'**' 

izpp. 27846.177. 24X Fiche: 50-445, 84/11/29,8412070315. 

°'’^c‘-9?fo.«r«'r°.''"*s:c' ?uf Lc?"'"""'™" Fyos, 

SBpp. 27967.086. 24X Fi che : 50-000, 84/11 /30, 841 1280366. 


e^c{"'° Treatment Bps Pr.pi.m, . 

R°:p::^;f^Fosr^^^loS,°' iTAiToi'^ 

vort, Inc. 122pp. 27966.093 24X Fi c he : 50-000r84/?2%S, 

Bulletin 84-03, "Refueling Cavity Water 
Seal. Dross seal failure highly unlikely since seal 
permanently stainless steel ring welded to cavity liner on 
CLEMENTS R p®^**?*^ reactor vessel seal ledge on other. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas lu-in*. 
Generating Co. ). 84/12/04. DEYOUNG, R. c. Director's Of f i ce^^Of f 

of Inspection and Enforcement. 4pp. 27833- 244 24X ffice 

Fiche; 50-445, 84/12/04, 8412100030. 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Stainless Steel. " Svc list end. 

UORDAN, E. L. Division of Emergency Preparedness & Enoineerinfl 
Response (Post 830103). 84/li/07 ConsoUdatL Ed sor^o® m 

ork, Inc. llOpp. 27966:332. 24X Fi che : 50-000, 84/12/07, 8412050081^ 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 

Consolidated eHVoI co of Ntu 
14pp. 27966.215. 24X Fic he: 50-000, 84/12/07, 8412050090, 

preparation of statement re position on spent fuel 
pool liner. Statement will be used to demonstraSe to aUegeJ 

NOONAN, V. S. Division of Licensing. 84/12/07 PARR, O Auxiiiami 

ASjR‘;ro“;""'S4 "ecLmca, En°rnPeri"^2po„? 

3«22!Ji?35: “ ®'-anch. 3pp. 28059:290. 24X FIch ,: 50-445, 84/12/07, 

Foruiards Imp Repts 50-445/77-13 6 50-446/77-13 00 771128- 
1202. No noncompllamo or deviations noted. on 771128 


. - 77/ 1 2/20. GARY, R. J. Texas Utili-fci»s Fl*rft«<^ rn 

(formerly Texas Utilities Generating Co > “ 

Fiche: 50-445, 84/12/07, 8412240135. 


2pp. 28059:293. 24X 


—8412240138 Insp Repts 50-445/77-13 & 50-446/77-13 on 771128-1202 No 

Jecorrii:^' inspected: work performing? 

record review of dome liner & fuel pool liner fabrication & 
safety-related piping shop. 

oI fe? n 1 HUBACEK, W. G. , GILBERT, L. D. Region 4. Dallas, Office 
of the Director. 7//12/20. 7pp. 28059:295 24X 

Fiche; 50-445, 84/12/07, 8412240135. 

60-495/79-15 6 50-446/79-15 on 790529- 
errn noncompliance or deviations noted. 

Dallas, Reactor Construction tt Engineerino 
Support Branch. 79/07/02. GARY, R. j. Texas UtiliUes Elec“Ic Co 
(formerly Texas Utilities Generating Co.). 2pp 28059*302 24X 

Fiche:50-445, 84/12/07, 8412240135. 28039.302. 24X 

"'’’i’ 50-445/79-15 8. 50-446/79-15 on 790529-0604. No 
noncompliance or deviations noted. Major areas inspected: 
allegation re improper & potentially poor welding of 
inter-plate scams in Unit 1 refueling pool 

On! «'’!Sion 4, Dallas, Office of the Director, 79/06/21. 

9pp. 28059:304. 24X Fi c h e: 50-445, 84/12/07, 8412240135. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. ^ 

JORDAN, E.L Division of Emergency Preparedness S< Engineering 
YoJr"JJc Consolidated Edison Co of New 

» Inc. H6pp. 2803«i: 130. 24X Fiche: 50-000, 84/12/10, 8412060594. 

CP-QCP-2. 11, "insp of Stainless 
WA?J}ns 2 R?®r rev. Related correspondence. 

Texas f ^=^Jerman, Cook, Purcell «e Reynolds. WATKINS, M. 

cl ) Texas Utilities Generating 

Atnilr BLOCH, P.B., GROSSMAN, H., JORDAN, W.H 

Atomic Safety and Licensing Board Panel. 19pp 27906*211 24X 

Fiche: 50-445, 84/12/11, 8412130149. *^/906.an. 24X 


'5: InFo Notlc. 84-86. "I,oUtion B.t«,..n Signal, of 
Protection Sys & Nonsafety-Related Equipment " g e » oi* 

Svc list end. 

York, Inc. 116„. = 7965 : 224 . 24 X Fich.: 50-000, 84/?l”S, 

®*™?!.fF!o:°"''s“"ifnml"'’‘^‘"“ D.Flechton Indued hg 

York, Inc. Ii7pp. 27963:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


i"®*" 50-445/84-37 on 840924-1012. No violations 

or deviations noted. 

f' °^^ice of Director. 84/12/14. SPENCE.M.D. 

Co t Texas Utilities Generating 

0.). 2pp. 28002.336. 24X Fiche: 50-445, 84/12/14, 8412180558, 

Insp Rapt 50-445/84-37 on 840924-1012. No violation, pf 
deviations noted. Major areas inspec ted: previous insp 

J control, detection aids U 

^***^1* withheld (ref 10CFR73. 21) 

Dlmcfo EVERETT, R.j. Region 4, office o, 

8412180558 °^'^*^“^°*' *’’' 28002:338. 24X Fiche: 50-445, 84/12/14. 
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5412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. „ ^ 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of 

Yorkr Inc. 119pp. 


28123,131. 24X Fi c he ; 50-000, 84/12/ 17. 84 12120541 . 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity. " Bvc list end. . ^ , 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison ^ 

Vorki Inc 120pp. 28124:001. 24X Fiche- 50 - 000 . 84/12/17. 8412120547. 

S. Reportable occurrences. LERs & related correspondence 

8409130428 Interim Deficiency Rept SDAR-136 re temp envelope 
requirements on environ qualification of equipment outside 
containment or high energy line breaks. Initial ly reported on 
S40604. Westinghouse program developed to address issue. 

CLEMENTS, 3, R. Texas Utili-fc-ies Electric Co, (formerly Texas Utilities 
(Generating Co.). 84/08/30. JOHNSON, E. H. Region 4. 

Director.^ Ip. 26465:134, 24 X Fiche: 50-445. 84/08/30, 8409130428. 

8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing, Proposed 
alternative testing would add fewer cumulative run hours & 
starts on engines. Response requested by 841001. 

GEORGE. J. a. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/09/21. DENTON, H. R. O^^i^e of Nuclear Reactor 

Regulation. Director. 5pp. 27392:170. 24 X Fiche: 50-000. 84/09/21. 

B41 1080376. 

8412050162 Deficiency 8t Part 21 Rept 9DAR-156 re Rosemount transmitters 
u/potential leakage path between sensor module «< housing. 

Instruments removed will be installed prior to plant 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/11/19. HUNTER. D. R. R® 9 ion 4, Office of 

Director,^ 2pp. 27778:008. 24X Fiche: 50 - 445 . 84/1 1/19, 8412050162. 

8412050235 Deficiency Rept SDAR-158 re ITT Barton differential pressure 
switches experiencing setpoint shifts in excess of specs 
uihen operated at temps above 225 F. Condition not reportable 
per 10CFR50. 55(e). , ^ 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/11/19. HUNTER, D. R. Region 4. 

Director. Ip, 27778:361. 24X Fiche: 50-445, 84/11/19. 8412050235. 

B412050321 Deficiency Rept SDAR-156 re safety glass of instrument lines 
ui/plping downstream of root valve. Ini tial ly reported on 
840918. Condition not reportable per 10CFR50. 55( e ). 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 04/11/19. HUNTER, D. R. R® 9 ion 4. Office of 

Director. Ip. 27778:362. 24 X Fiche; 50-445, 04/11/19, 8412050321. 

8412050287 Deficiency Rept SDAR-i52 re ventilation exhaust dampers 
designed/installed to fail closed &'''divert radioactive 
releases to operator rooms. Initi.al ly reported on 840913. 

Completion expected by 841221. 114 . 4144 .^ 0 = 

CLEMENTS, a. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/11/20. HUNTER, D. R. Region 4, Office of 

Director. Ip. 27778:353. 24X Fiche : 50-445, 84/1 1/20, 8412050287. 

8412010161 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-48 DSRV 16-4 Emergency Diesel Generator 
Sets - Noizle Ring Assembly Suppl." Rept represents final QA 

verified rept on subj. oa/i 4 / 0-7 

RAY* C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/11/27. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ip. 
27711:293. 24X Fic h e: 50-000, 84/1 1/27, 8412010161, 

—8412010173 "Design Review of Elliott Model 90Q Turbocharger Used on 
TDI DBR-4S & DSRV 16-4 Emergency Diesel Generator Sets 

Nozzle Ring Assembly Suppl." 1 oA/n/njA oonn 

■» Failure Analysis Associates. FAAA 84-5-7.1. 84/11/30. 20pp. 

27711:294. 24X Fiche: 50-000, 84/11/27, 8412010161. 


8412180628 Deficiency Rept SDAR-148 re preoperationa 1 testing 
activities at facilities. Initially reported on 840829. 

Complete investigation concluded that condition not 
reportable per 10CFR50. 55 ( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/04. HUNTER, D. R. Region 4, Office of 
Director. Ip 27974:135. 24X Fiche; 50-445, 84/12/04, 8412180628. 

8412130410 Deficiency Rept SDAR-147 re Conax penetration connector that 
came off during removal of protective endcap. Initially 
reported on 840824. Cond it ion determined to be not reportable 
per 10CFR50 55(e). . . 

CLEMENTS, B. R Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/05. HUNTER, D. R. Region 4, Office of 

Director. Ip. 27903:280. 24 X Fiche : 50-445, 84/ 12/05, 8412130410. 

8412200015 Deficiency Rept SDAR-159 re voltage balance relays outside 
specs for operating tine. Initial ly reported on 841115. 

Condition determined not reportable per 10CFR50. 55(e). 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating' Co. ). 04/12/10. 

Director. Ip. 28031:305. 


HUNTER. D.R. Region 4, Office of 
24X Fiche; 50-445. 04/12/10, 8412200015. 


8412180075 Forwards FaAA-a4-9-l 1. 1 , "Design Review of TDI R-4 !c RV-4 
Series Emergency Diesel Generator Cylinder Blocks." End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/13. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27960:164. 24X Fich e: 50-000, 84/ 12/ 13. 8412180075. 

—8412180094 Revised "Design Review of TDI R-4 «c RV-4 Series Emergency 
Diesel Generator Cylinder Blocks. " .on 

* Failure Analysis Associates. FAAA-84-9-1 1. 1, 84/12/31. i25pp. 

27960- 165. 24X Fiche: 50-000, 04/12/13, 8412180075. 

0412240044 Forwards FaAA-B4-6-54. "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland & San Onofre Nuclear 
Generating Stations" 8< Fa AA-S4— 3— 16, "Evaluation of 

Emergency Diesel Generator Crankshafts at Shoreham " 

RAYi C, L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/13. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28042:241. 24X Fich e: 50-000, 84/12/13, 8412240044, 

8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan. " ^ 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/14. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
27932:171. 24X Fiche: 50-000, 04/12/14, 0412170266. 

—8412170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan. ' 
-e TDI (Transamerica Delaval. Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fi che: 50-000, 84/12/14. 8412170266. 

8412260367 Submits evaluation of revised TDI Diesel Generator Owners 
Group rept re adequacy of diesel generators. Final rept 
anticipated by B50101. n+jn*,.. 

OEOROE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generatino Co ) 84/12/17. DENTON. H. R. Office of Nuclear Reactor 

R^Jdadon. Director. 13pp. 28054:110. 24X Fiche: 50-445, 84/12/17, 

8412260367. 

8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5,000 psi peak oil pressure 
instead of 500 . Correct pressure used in analysis. No changes 
to conclusions warranted. c/i-j/io 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/19, 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director. Ip. 
28057:328. 24X Fiche: 50-000, 84/12/19, 8412260311. 

T. Hearing transcripts on non— antitrust matters 

8412070248 Transcript of 041024 prehearing conference call in 
Bethesda. MD, Pp 19.328-19,429. 

» Atomic Safety and Licensing Board Panel. 84/10/24. 103pp. 

27814:075. 24X Fiche: 50-445, 84/10/24, 8412070248. 


8412060301 Board Notification 84 - 182 : notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts & overall evaluation of 
oufners group program. Meeting agenda end. o*, , Anrion 

eiSENHUT, D. O. Division of Licensing. 

Commissioners. 7pp. 27883:215. 24X Fiche: 50-000, 84/11/28, 

0412060301. 

8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1, 2 Sc 3 re crankshaft forging process 8< tensile 
specimens generic to Owners Group engines, Crankshaft 
forging process may vary between manufacturer. aA/i 5 ,/na 

RAY, C.L TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINOER, C. H, Office of Nuclear Reactor Regulation, Director. p- 
27834:281. 24X Fiche: 50-000, 84/12/04, 8412100196. 


B412040138 Forwards affidavit & transcript of 830819 investigative 
interview of OF Clancy re QA problems, Svc list end. Related 
correspondence. , , c 

HICKS, R. Texas, State of. #484 420. 84/11/27. p , 

GROSSMAN, H., JORDAN. W. H. Atomic Safety and Licensing Board Panel. 
3pp. 27749:107. 24X Fiche; 50-445, 84/11/27, 8412040138. 

—8412040149 Transcript of 930019 investigative interview of GF Clancy 
in Austin, TX re QA problems & intimidation of QA personnel. 

Related correspondence. 

* Commissioners. 83/08/19. 73pp. 27749:127. 24X 

Fiche: 50-445, 84/11/27. 8412040138. 
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"“”"5 B»th.5da,MD. 

Pp 2i» 09t-21- 405. Supporting documentation end. 

Safety and Licensing Board Panel 84/11/29 
27715: Oaa. 24X Fiche: 50-445, 84/11/28, 8412010148 


314pp. 


84-lB2:notifJes df 841022 ne.tinj 
t* TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
r. crackd In gdn.raton crankshafts i ovarall av.luaticn of 
program. Meeting agenda end. 

o<‘ Licensing. 84/11/28. PALLADIWO 
BalMloSo"'”' S-** Fich.: 50-000,34/11/28, 


Dsractor. Ip 27855:349. 24X F, c h e: 50-445‘i:/S6)i2 bI 1 2^ 0298 

8412120340 Forwards RE Ballard 840611 Ur containmn ^MA^ „ 

CYGNA pipe stress auestions. containing addl responses t. 

WILLIAMS, N. H. CYGNA Energy Services. 84/06/18 PL l 19 i r *. ■ 

Association for Sound Energy. 206pp. 27879- 072 

Fiche: 50-445,84/06/18,8412120340. 27879.072. 24X 


8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesd 
MD re causes of cracks found in TDI generator crankshafts & 
evaluation of owners group program. 

B7bS^'2;2"“ 

- cipan.tt. 

^efety and Licensing Board Panel 84/12/03 

27790:001. 24X Flcha: 50-445, 14/12/03, 84!2b600ol 

®^2“oor* Transcript «, 841204 h.arinj l„ B.th.sdi, MD. Pp 21,749- 
27820°013 a‘>712/04. 257pp. 

Z7820.015. 24X Fiche: 50-445, 84/12/04, 8412070276. 

Transcript of 841205 haaring m SathasPa. MD. Pp 22,007- 

27B32°?4i 4""“"® ®°*Td Panal. 84/12/05. 247pp. 

27832,146. 24X Fi che: 50-445, 84/12/05, 8412100275, 

^'^PrSf^sI^r^a ■“ f.l.faring t.lcpn in Wash ing ton, DC. 

Safety and Licensing Board Panel. 04/12/12 ■i*;nn 

27934:038. 24X Fiche: 50-445, 84/12/12, 8412170232. 

^‘‘JJirJnnf ^“’■p.ards Ir.nscript Pag.. 20,454 & 20,455 for 841126 
filing ?s °4 '''Tther ruling on multiple 

TomnJ’m '■''*****® t orr aspondanca. ® 

TREBY, S. A Hearing Branch 1 . #484 660. 84/12/12 piLrct i 

“'’pf^f^ala^sSl"”' ■‘•petition in Washington, DC. 

sz':;?'.n^ ci’r 

Fiche: 30-445. 84/12/18, 84122003^ 48020.172. 24X 

V. Operator Examinations 

B412040232 Forwards Exam Rept 50-445/0L-95-ni n# mv> ^ 

840910-12 & 18-19 as 01 of exams administered on 

r.7;,|i?iti::i?:c:;ir^i"<;:rm"rTr?:s.,^jiii^-. 

0 - 2 pp, 27746.' 103. 24X Fiche; 50-445, 84/11/29, 8412040232. 

43pp. 28^35:332. %4j=^!:h.: 

POCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION 

4. Appllcation/canatTu ctlon •t.g^docum«tr&Torr..pond.nc. 

3 Of indapandant 

WILLIAMS, N. H. CYGNA Energy Services. 84/05/22 ELLIS J 
Association for Sound Energy. 55pp. 27875 099 fit ' 

Fiche: 50-445, 84/05/22, 8412120366. 


Assuci4?;"„^un‘=^rd"2n"?“g®'%=r' 

Fiche: 50-445, 84/06/18, 8412120347. 

®'‘ou«??!n.'"S/'"'"'''‘ *• ’■•tponsas to CYONA pipe stress 

PDR ^ oversize graph. Aperture card available in 

WILLIAMS, N. H. CYGNA Energy Services. 84/06/20 ELLIS, J Citi 7 «n 

F?rr ^"•’•gg. 4Sapp. 27882:084. MX 

Fiche; 50-445, 84/06/20, S412120393, 

8412120336 Forwards addl responses to CYGNA design control nin,, 

WILLIAMS, N. H. CYONA Energy Services. 84/06/30 ELLIS J ritt,* 

r Energy. 214pp. 27878:016 

Fiche; 50-445, 84/06/30, B412120336. 

^'';?ijra“-”pha::t‘i*8 T. indapandant as. 

Kiugram rnases 1 & 2. Reviews of cable trau suDoort* i 

WILLIAMB°N''H'^“LCoJl“m*° tupport checklist and. 

No D^tdieAffUiatifn'er BURWELL, S. NRC - 

Fiche:;o-445r8"u;orM?2r"o32,'""' 

^'‘ddlfiLtir'’ B4-180:.nagas that gualification. 6 

EIsmwiJT n ? Sf "r*"" 8<: inspectors falsified. 

Division of Licensing. 84/11/26 BLorw P 

=77So; 28i. 5S!4°;5,'84/u)^6r84U2;oSl5.'’'' *' 

^^ip?rp:T.x %":n;r'or:rs:-urL:L‘“:? 

(P^hs:'^^""u:/:?Lfd^""" station, umts 1 . 2 

util i ti«?^p?‘ Licensing Branch 1. 84/11/27. SPENCE, M D Texas 

3pJ 27Q4f'iir'%ix Generating Co }. 

pp. ««/aA6. 122 . 24X Fiche: 50-445, 84/11/27, 8412070303. 

“®‘*NSR2-0dncc^p'tadI.''“‘’ sgs.Phasa 1 ef 

Fic?:;r5oi«?jj/‘n/27®84y22703ol'”'^"- =®X 

“"^Jir^ja^i^ijgic^ r.^rrLT’n. 

FIN A-2«7""1S^!H"bl6?22. 

®''««ciiL?r./Sr''‘ ’•"P"*” lu.stions from various disciplines 
OlSm.S S •'“Pt-nt program. 

Assoc 34/11/28. ELLIS, J. Citizens 
Association *For Sound Enargo, 87 dp 279 ftA-onQ oav 

Fiche: 50-445, 84/1 1/28. a412;2b240. =7886.009. 24X 

®*p?«“rof°In;L":nJa*^r"*" *° ‘>“••* 100 . fro™ various dlsciplln.s r. 
n, Z independent assessment program. 

AtsociStion S4/il/2S. ELLIS, J. Citizens 

Association for Sound Energy. 123pp 27886- 09 A Dav 

Fiche: 50-445, 84/11/28, 8412120249 

®'‘«i«?mant°or^riL'r"'“"“**“’"‘ T* Phm.e 4 indapandant 

ungr^rdasisn^ad^gT"” '•“* 

A«?^uitor?o? ^'’''“7=8- El-LIS.J, Cltlt.ns 

Firh^^n 2!.. 27873:001. 24X 

Fiche. 50-445, 84/11/28, 8412120304. 

Rept 15 re Phase 3 independent 
aaieismant program of facilitg covering mass oarticioatlon. 

rUH'itr ' ^ mach.nica? r,W,r:!^ 

A««'i°;iorfoJ 8''''“/2S- ELLIS, J. Cltil.ns 

Fihhh*in Energy. 44pp. 27885:060. 24X 

Fiche. 50-445, 84/11/28, 8412120331. 
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3412070315 Faruards request for addl info re surveillance & test 
progrant for coatings, insp for certain types of skewed welds 
in supports & improper shortening of anchor bolts in steam 

aenerator upper lateral supports. 

IlSENHUT. D. G. Division of Licensing. 84/11/29. SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 

12pp. 27846:177. 24X Fi c he : 50~445. 84/11 /29. 8412070315. 

3412280190 Forwards req,u#st for addl info necessary for NRC to reach 
decision re facility licensing. Util should submit program & 
schedule for completing detailed assessment of issues m 

eJIkHUT.D.S. Division df Licnsing. B4/II/29. SPENCE, M. D T.«as 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
I2pp. 28133:115. 24X Fiche: 50-445. 84/11/29. 8412280190. 

0412110088 Forwards evaluation rept & staff position re detection of 
linear indication on multi-vane diffuser shroud in Pacific 
Pump Co safety injection pump s. Genera 1 agreement w/Pacific 
Pumo 830201 analysis noted. _ ^ _ 

YOUNOBLDDD. B, J. Licensing Branch 1. 84/12/03. SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
23pp. 27899:310, 24X Fiche: 50-445. 84/12/03. 8412110088. 

0412120023 Advises that facility used portions of ASME Boiler 8t 
Pressure Vessel Code contained in Winter 1982 Addenda to 
1980 Edition & In 1983 Edition, per NRC 841114 request. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Oeneratinq Co.). 84/12/04. YOUNGBLOOD. B. J. Licensing Branch 1. 

Ip. 27889:003. 24X Fiche: 50-445. 84/12/04. 8412120023. 

8412130519 Forwards SSER r* seismic/dynamic qualification of 
safety-related electric mechanical equipment. Qual if icati on 
program & justifications for interim operation acceptable. 

OL should include conditions listed in SSER. 

YOUNGBLOOD, B, U. Licensing Branch 1. 84/12/04. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
3pp- 27918:284. 24X Fiche: 50-445, 84/12/04, 8412130519. 

— 8412130538 SBER input supporting util definition & implementation of 
seismic & dynamic qualif ication of safety-related 
electrical 8t mechanical equipment. n-roici.Dn? 

* Equipment Qualif ication Branch. 84/12/04. 14pp. 27910,207. 

24X Fiche: 50-445. 84/12/04. 8412130519. 

8412190396 Advises that addl info requested during 841008 meeting re 
WCAP-9172(P)/9264(NP). "N-16 Transit Time Flow . 

Measurement Sys (TTFM) Description «< Performance will he 
provided to NRC by first refueling r n 

RAHE. E. P. Westinghouse Electric Corp. 84/12/05. 

Standardi ration & Special Projects Branch. Ip. 28012.189. 

Fiche: 50-445. 84/12/05, 8412190396, 


8412270192 Forwards response to NRC Question Q022. 22 8( revised FSAR 
text re containment integrated leak rate test. Changes will 
be part of Amend 54 to FSAR scheduled for transmittal in 

BECK^J^W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/21. YOUNGBLOOD, B. J. Licensing Branch 1. 

5pp. 28090:352. 24X Fiche: 50-445, 84/12/21. 8412270192. 


NRC 


Safety Evaluation Report (SER). suppls correspondence 


8412060557 Advises that SSER 6 Outstanding Issue 31 will be changed 
to license condition in next SER based on unlikelihood of 
steam generator tube rupture issue being settled before 

YOUNGBLOOD. B. J. ** Licensing Branch 1. 84/11/27. SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

3pp 27829: OOB 24X Flc he : 50-445. 84/1 1/27. 8412060557. 

8412050040 SAFETY EVALUATION REPORT RELATED TO THE 

COMANCHE PEAK STEAM Ei ECTRIC STATION. UNITS 1 AND 2. Docket 
Nos. 50-445 And 50-446. (Texas Utilities Generating Company, 

a Division of Licensing. NUREO-0797 S06. 84/11/30. 

Available at NRC. «6. 50. 27800:018. 24X Fiche: 50-445. 84/11/30, 

8412050040. 

8412140053 Informs of resolution of SSER 6 Confirmatory Issues 2 «. 3. 
End evaluation addressing issues will be incorporated in 

?SuNOOLo5i).B.J. Llc.n.lnj Branch 1. 84/12/04. SPENCE, M. D. T.X.. 

Utilities Electric Co. (formerly Texas Utilities Generating Co. >. 
sjp 2795 B:So1 24X Fiche: 50-445. 84/12/06, 8412140053. 

8412140171 Forwards SSER outlining changes to Rev 3 to Training 
Procedure TRA-204 re operator requalification training 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/12/07. SPOJCE. M. D. Texas 
Utilities Electric Co. (formerly Texas '^*j-i*£*** 

6pp. 27959:078. 24X Fich e: 50-445, 84/12/07. 8412140171. 

8412200131 Forwards FEMA 841129 aopplaoiantal Intarim 

amargancy praparadnass for faclUtiai, par App 0 o, SSER 6. 

iurnH^raJaich"!.”* 1 * 12 / 12 . spence, «. a. t.... 

Ottlltlaa Elactric Co. (PoroiorU Taiat Jl‘*i** *' 

3pp. 28040:349. 24X Fiche: 50-445, 84/12/12, 0412200131. 

B412260364 Informs of resolution of SSER 6 Confirmatory Issue 18 re 

TO... 

utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
3pp. 28069:355. 24X Fiche: 50-445, 84/12/14. 8412260364. 


8412140097 Advises that new program developed 

opportunity for exiting employee to have confidential 
interviews to express concerns re project. 

SPENCE. M. D. Texas Utilities Electric Co. (formerly Texas Utilities 
O.nar.ting Co. >. 84/12/07. EISENHUT, D. 0. 

MARTIN. R.D. Region 4, Office of Director. ip. 27920.250 . 24X 

Fiche: 50-445. 04/12/07, 8412140097. 

8412120290 Board Notification 84-185: forwards DG Eisenhut 841129 Itr to 
MD Spence providing Technical Review Team status rept on 
protective coatings review & requesting addl info in 
mechanical & miscellaneous areas. o,au p 

E ISENHUT, D. G. Division of Licensing. 84/12/10. BLOCH, P. , 

JORDAN, W., MCCOLLDM.K. Atomic Safety and Licensing Board Panel. ip. 
27920: 338, 24X Fiche: 50-445, 84/12/10, 8412120290. 

8412200097 Advises that design mods made «< planned, per Generic Ltr 
83-2a, "Automatic Reactor Trip Sys Actuation of Breaker 
Shunt Trip,'* acceptable. Findings will be incorporated into 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/11. C_^j*** 

Utilities Electric Co. (formerly Texas 

4pp. 28032:344. 24X Fiche: 50-445. 84/12/11. 8412200097. 

8412260370 Forwards Oibbs h Hill 841213 ltr & Westinghouse 841210 ltr 
providing analyses «c answers to NRC 841127 request for info 
re evaluation of paint h insulation debris effects on 
containment energy sump performance. i, 4 .di 44 . 4 «« 

BECKi J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/17. YOUNGBLOOD. B. J. Licensing Branch 1. 
ISpjr 2So54:08B. 24X Fiche: 50-445. 84/12/17. 0412260370. 

8412270005 Requests staff approval for usage of listed portions of 
ASME Code Section III, Subsection NF. 

BECK-J. W. Texas Utilities Electric Co. (formerly Texas 
Generating Co,). 84/12/21. YOUNGBLOOD, B. J. Lie enj^ng Branch 1. 

2pp. 20089:197. 24X Fiche: 50-445, 84/12/21. 8412270005. 


F. Security, medical, emergency 

84122*0193 FOIA r.io.it that .«.rei.. f 

Peak re emergency preparedness exercises held in 1983 k 19B4 

M*LuImsI'o‘S.'’°J 1A Afocl.t... 84/OA/lS. FELTON, J.M. DlvUion of 
RulM and Racordi. If. 28073:360. 24 X Flcha: 30-000, 04/06/13, 

8412260195 . 

8412260200 Response to FOIA request that repts for ^ ** 

Comanche Peak re emergency preparedness •*•;“•** 

1983 «, 1984 bs placed in PDR. Documents oi/nl/oS WILLIAMS, 0 G 

ppi rnWa J M Division of Rules and Records, 84/06/28. WiLLlAna, u. w. 

'^JRn;»oci.h« ip. 280,3:361. 24X Fich.: 30-000, 84/06/28, 

8412260200. 

8412040206 Forwards “Second Interim Finding on Comanche Peak Steam 
Electric Station Offsite Emergency Preparedness, Texas State 

Plan." Plans adequate. oa/h / oo 

KRIMM/R.W, Federal Emergency Management Afl®Ticy. 84/11/29. 
tnonAMi g L Division of PrwpArodimss 8c Enjjin^orinji 

<Pd.? BsSiSSi " If, '27744:049. 24X Flch.:30-443.84/ll/29, 

B412040206. 

—8412040210 “Second Interim Finding on Comanche Peak Steam Electric 
Station Offsite Emergency 

* Federal Emergency Management Agency. 84/10/12. 26pp. 

27744:050. 24X Fiche; 50-445, 84/1 1/29, 8412040206. 

8412120619 Forwards SER re J*' 

predicated on response to Generic Ltr 82-33 & info in Amend 
36 to FSAR. Upon receipt of requested info, site audit to 
resolve Outstanding Issue 35 will be icheduled. 

YOUNOBLOOD. B, J. Licensing Branch 1. 84/12/05. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. >. 

5pp 27?12;Soi 24X Fiche: 50-445. 84/12/05. 8412120619, 
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8412120621 Safety evaluation re SPDS. 

~ Detailed Affiliation Given. 84/12/05 

37912,006 . 24X Fiche: 50-445# 84/12/05. 8412120619. 


23pp. 


B’lia? supplemental interim finplne re offsite 
emergency preparedness for facil ities, per App G of SSER 6® 

U?iUties Efeetric^r'lr SPENCE, M, D. Tesas 

pp. 20088 222. 24X Fiche: 50-445. 84/12/20. 8412270289. 

0. Adjudicatory correspondence 

•• '■•■■*• 

4nd Licn.lnj Board plnll. I 77 OP M9°'*24X 

Fiche: 50-445. 84/10/18. 84120101 14. *i//09.259. 24X 

•' “ 

* Commissioners. 83/08/19. 73pp. 27749 - 127 sav 

Fiche: 50-445. 84/11/27, 8412040138 

o‘r7:r77it:„7SB-;r7t7.3i„7r“ 

84/1 1/2b!^' ROlSMAlS. **’* ^‘’'"'"ission. #484 380. 

27704:324. 24X Fiche: 50-445# B4/n/2S.%412010oll.*^ Justice, 5pp. 

®'J»?r°:i:t:'c:7!;ic7t^7f i:‘7nt;.7:7::s ::;r::L7 

S^7?a?i;s' Co. ).'''7 IynS^DS,*n7 ^‘b77; Co (form.^B'?^#. Utilities 
Reunolds, “ «4S4 3BS. 84/n%o 77?;»n r""'- «- 

Energy, 25pp 27724' 061 2Ay irjrh Association for Sound 

PP. -27724.061. 24X Fiche: 50-445.84/11/30, 8412030494. 

W/C^r«f7a77rs7. “""’“"'•nts. 

Tr!aTL;;,e7, 5or“pu7!ir 7:77.°" 7^/77 77! 

Safotv and Ulcenslns Board Panel 4 do srVto AtamJc 

Fiche: 30-445,84/11/30,3412030:7: 2*!' 

MIZUNofo. a°''7:::in87r:n:°"7"747°4:5°^’aa:i?‘'‘' '“Frespondence, 
UOHNSON,E.B. , SpoeSMANrS Atimi? «:# f ?'''^1‘'S0. BLOCH, P. B. , 

IP. 277B9:351. 24X Flci..: SO^^^, 7773;74TOffi= '’*’’•*■ 

low POIUKI^ QDfiTAirinn Ptt1.a^aW ^ OtJnCT^ 

apTMTH I e " operation. Related correspondence 

JOHNSON, E,k,7cOLLOM,K*A*’7toiiii7s:f ^7' BLOCH. P. B, , 

7pp. 27793:001, 24X pi Che: 30-443, BA^^a^^lE^S^S.® '’“"'I- 

A7T:rs7:‘Hi!7A%“77 "---ics 

Of man. 7.,uipm.:t.°NR? a^jiru^i" 7;r"::.:m:r“"'"’'"* 

.ncl. Related torr..pond.:7"'‘”’“*''' 

Tesa. uilllti.: 7;ctr!rcr'<77;r7’'T:7.77l!:!''' o 

Co,). #484 439. 84/12/03, ELLIS# J ^ Generating 

Energy, 2pp, 27756:159. 


8412040266 Forwards addl info in response to hJRC #>..#3.n-- 

motions for summary disposition on pipe sSpp^t ” 'P'’’*”"' 

7:p“::.e'"7°.a"t°:rc"7r:s°po7d':n7:"° 

?e7^u7.it7:7!;c:7c°7:"' <fo°r°7r7"^::ia77!-‘-«- 0 

Co. ). #484 442. 84/12/03 MIZUND u ^ ^ ^ s Generating 

=7737 337. 24X Fit he 7o-44B. B^/iE^a ’ “*”• 


^7r?pt77?"::s7nrris^?7°:e:7!7r:: 77° 

rr7pr:„p7„:f7t7''^“°"' '•^‘ = '4 an^ safeti, question 

o“7:;ti7 clT’ H75N.‘i7 "7:s‘7: T,.as utinti.. 

Reynolds.'’ 4484 44r'7/i7o3 7 ! 77;rS29‘=°°7x"""°'‘' ‘ 
Fiche: 50-445.84/12/03# 8412040272. 2/736.329. 24X 

■■®’=n7nrh7r7:c7on7.’t°e‘7 7^77"""°" 

Texas'Stfl'itierSne;at5ng llT ""e 

77:-: 3747.77;E7:.7:i:o!o7^|-= 

“'l=°■"“*""-t:7:r7!f:c^t^:f 

a.n.;ati„B Jrr 7:/77i.^7:p*"‘'2736‘3:r"V°*“ 

Fiche. 50-445# 84/12/03, 8412040272, 
r«tr.lnt..Re!at.d c^^^o^d.::: ‘"’I’" ‘4‘'7al 

r«i^utn.t7:l!;c7;r7"' 

Co. ). #484 441. 84/12/03 ' ELLIS Generating 

Energy. i3pp. 27756:347.' 

^'^sf^^eron *^841204.°^ temporary change of address from 841216-850126. 
S4/12%4 lp'*'^°27769^29l^ Board Panel. #484 498. 

p. 27769.291. 24X Fich e; 50-445. 84/12/04# 8412050196. 

"7SB7o7li7.7.d‘'7°:72o7°"=° 

M/?2/i4 ‘-*“'”>‘ng Board Panel. #484 449, 

P. 27769.300. 2AX Fiche: 30-443. 84/12/04, S412OS0263. 
®7i“°8«o77°r.::,‘" ^PPHcant 341204 r..p.0„ to 

»«pin;“7s.r”!7:‘7!„7"'"r7'°2^;7°7o*7:x‘'“' 

Fiche: 50-445# 84/12/05, 8412060003. 

"7“:i:ri7:°7:ns°cM:t'°"*"° »' “PP^-nt 84.204 motlpn for 

Fiche, 50-445# 84/12/05# 8412060005. 

^=r“c:7777n"77srt,733r:7:ru::r!: 7st:“ - 

rs:'77:7r.„7i"°“' pi-tcAffiSaiu^^Ro .ott. 

Owilriti^g cl')*° HORi 771 ^777' ^°' 'P^^merlg Texas Utilities 

Regnoid:-’ 7ai-48r77.S/o3°‘77: 77r:rsi6^°°7x'’°"°*“ ‘ 

Fiche. 50-445# 04/12/05# 8412070353. 

8412070356 Affidavit of Rc Tnr+'i i. ir c- 

of A36 & A307 steB] M. H 1^1 ^ Finneran re whether composition 

!7?i7 

Utilities Electric Co. (formerly 
(lutl ni Generating Co. ). lOTTI.R.C. Ebasco Servicirinc 

.rf 5 >• 04/12/05. 17pp. 27814-008 24X 

Fiche: 50-445, 84/12/05. 8412070353. ^ -^/«14. 008 . 24X 

AsS°a41001^conce?ns.^" camera filing of 841204 applicant response to 

Docketino*^*.^*; feting it Services Branch. #484 487. 84/12/06. 

uoCKeting & Services Branch. Ip. 27813-255 24y 

Fiche: 50-445. 84/12/06, 8412070371! 

841203 affidavits Of RC lottl# 
Camp re ASLB inq.ulr« concerning hot 

hSS5m S ! test results. Related correspondence. 

TexiB'utilitiirE2Lcti^*^?^'’\S°°''' & Reynolds. HORIN/W A. 

Co ) #484 52ft nA7i3/ni°’ Texas Utilities Generating 

r^b«;.k 04/12/06. CLEMENTS, w. L. Docketing & Services 

pp. 27848:328. 24X Fiche: 50-445# 84/12/06, 8412100567. 
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12100515 Foruiards two oversize drawings consisting of vertical 
cross-section through Unit 1 containment centerline & plan 
^ieu Elevation 808.0 ft for Unit 1 reactor bldg. Aperture 
cards available in PDR. Related correspondence. 

4 ^TKIMSj M. Bishopj Liberman* Cook. Purcell & Reynolds. WATKINS. M. 
r*jas Utilities Electric Co. (formerly Texas Utilities Generating 
-jj j #484 516. 84/12/07. BLOCH. P. B. . GROSSMAN. H. . JORDAN. W. H 

atomic Safety and Licensing Board Panel. Ip. 27848:273. 24)C 

f iche: 50-445. 84/12/07. 8412100515. 


12100536 Forwards <JW Chaney Exhibits 1,2 8< 3. per cross-examination at 
341126 hearing. 

jATKINSi K. Bishop. Liberman. Cook. Purcell & Reynolds. WATKINS. M, 
reias Utilities Electric Co. (formerly Texas Utilities Generating 
:c. ). #484 515. 84/12/07. BLOCH. P. B. , GROSSMAN. H. , JORDAN. W. H. 

atomic Safety and Licensing Board Panel. Ip. 27848:361. 24X 

riche: 50-445, 84/12/07. 8412100536. 


L2100553 Responds to requests by ASLD & intervener for addl info re 
itainless steel liner travelers, per cross-examination of 
:T Brandt on 841126-27. Requests extension until 841211 to 
Foruard revs to CP-QCP-2. 11. Related correspondence. 

J4TKINS. M. Bishop, Liberman. Cook, Purcell & Reynolds. WATKINS. M. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
:o. ). #484 510. 84/12/07. BLOCH. P. B. , GROSSMAN, H. , JORDAN. W. H. 

Vtomic Safety and Licensing Board Panel. 2pp. 27848:274. 24X 

riche: 50-445, 84/12/07. 8412100553. 


3412100 5 58 Affidavit of CT Brandt re liner plate trave I ers . W/one 
oversize drawing. Aperture card available in PDR. Certi f icate 
of Sve end. Related correspondence. 

BRANDT, C.T. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, 1. 84/12/07. Atomic Safety and Licensing Board 

Panel. 6pp. 27848:276. 24X Fiche: 50-445. 84/12/07. 8412100553. 


12110466 Response in opposition to CASE 841102 third motion for 
stfflinary disposition re lack of independence 8</or credibility 
jf CYONA Energy Sves, Inc. Dismissal or denial of CASE motion 
iuggested. Certificate of Sve end. 

•lOOTT. D. R. CYONA Energy Services. PICJOTT. D. R. Qrrick. Herrington 
k Sutcliffe. #484 544. 84/12/07. Atomic Safety and Licensing 

3ciard Panel. 9pp. 24X Fiche: 50-445. 84/12/07. 84121 10466. 


12110586 Forwards three sets of CASE Lipinsky exhibits received in 
svidence at TR. 20, 087-8, Exhibits should be included in 
xfflclal record of CASE U filled w/appropr iate ofc of NRC. 
dilated correspondence. 

ID18MAN. A. Z. Trial Lawyers for Public Justice. ROISMAN, A. Z. 
citizens Association for Sound Energy. #484 551. 84/12/07. 

Ut-Federal Reporters, Inc. Ip. 27872:353. 24X 

Mche: 50-445. 84/12/07, 8412110586. 


12110589 Forwards CYONA response in opposition to CASE third motion 
For summary disposition re lack of independence 8</or 
iredibility of CVONA affidavit of CYONA witness 
'(H Williams. Related correspondence. 

’IGOTT, D. R. Qrrick. Herrington it Sutcliffe. #484 552. 84/12/07. 

:LEMENTS, W. L. Docketing & Services Branch. Ip. 27872:352. 24X 

‘iche: 50-445. 84/12/07, 8412110589. 


L2130055 Response supporting CASE 841105 motion re ASL8 request for 

Lnfo concerning cinched-down U-bo Its, Cert if icate of Sve 

incl. 

inUNQ. G. S. Hearing Branch 1. #484 582. 84/12/07. Atomic Safety 

ind Licensing Board Panel. 9pp. 27904:303. 24X 

‘iche: 50-445. 84/12/07. 8412130055. 


8412130149 Forwards Insp Procedure CP-QCP-2. 11, "Insp of Stainless 
Steel Pool Liner Sys" !t 780110 rev. Related „ 

WATKINS. M. Bishop. Liberman. Cook, Purcell 8c Reynolds. WATKINS, n. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
ci r #i84 5ia. B4/12/n. BUOCH, P. B. , GROSSMAN, H. , pi 

Atomic Safety and Licensing Board Panel. 19pp. 

Fiche: 50-445, 84/12/11. 8412130149. 


JORDAN. W. H. 
27906:211. 24X 


0412180189 Forwards NRC audits of Gibbs 8c Hill Applied Mechanics Group 
& three pages of vendor Spec MS-46A, g overning QA activities, 
per author 841203 commitment & ASLB request. W/o end. Related 

correspondence. ^ ^ a-xo 

HORIN.W.A. Bishop, Liberman. Cook, Purcell 8c Reynolds. #484 672. 
84/12/14. ELLIS. J. Citizens Association for Sound Energy. 2pp. 

27960:297. 24X Fiche: 50-445. 84/12/14, 8412180109. 


8412180230 Requests any CASE filing w/documents be subj to protective 
agreements w/Westinghouse or ITT Orinnell Corp in order to 
facilitate compliance w/ASLB 841129 memorandum. Related 

correspondence. ^ a-ti 

HORIN.W.A. Bishop. Liberman. Cook. Purcell 8< Reynolds. #484 671, 
84/12/14. ELLIS. J. Citizens Association for Sound Energy. Ip. 

27960:353. 24X Fiche: 50-445, 84/12/14, 8412180230. 


8412190251 Forwards document possibly responsive to intervener reques 
for security investigation rept re document allegedly stolen 
from E Mouser. Search of counsel & util files for document 
unproductive. Related correspondence. uatutkj.3 m 

WATKINS, «. Bishop. Liberman. Cook, Purcell . 

Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co ). #484 680. 84/12/17. BLDCH, P. B. . JORDAN. W. , GROSSMAN.H. 

Atomic Safety and Licensing Board Panel. 2pp. 28008:063. 24X 

-h-. sn-aAR. «a/13/17, 8412190251. 


8412190262 Memorandum reopening discovery until 950221 re questions on 
samples, tests or credibility of testimony or representations 

BLOCh'p. b". ''MCCOLLOM?K*A!' r'oOROAN, M. H. Atomic ard Llc.n.lnj 

Board Pan.l, *434 693. 84 /ia/ie. _ _ Off ic. o9 the Ej.cut v. Lajal 


8412190322 Memorandum ordering staff analyses of applicant responses 
re preheat 8« repair welding which will be considered in 
proceeding. D it H Stiner welding allegations w/o merit. 

BLOCH?P°B. f^JORDAN.W.H. . MCCOLLOM. K. A. Atomic Safety and Licensing 
Hoard Panel #484 694 84/12/10. Office of the Executive Legal 

aap? 24X Pich.:SO-445,B4/12/lB.S412190322. 


8412210324 Forwards 841130 recommended decision it order of Dept of 
Labor re W Dunham record, d ismissing proceeding to impose 
sanctions per provisions of Energy Reorganization Act. 

ROISMAN. A°2!'**Texirutilities Electric Co. (formerly Texas Utilities 
Generating Co.). ROISMAN. A. Z. Trial Lawyers for Public Justice. 
#484 727,^ 84/12/10. BLDCH, P. B. , GROSSMAN.H., JORDAN, W.H. Atomic 
Safety and Licensing Board Panel. I7pp. 28033:215. 24X 

Fiche: 50-445. 84/12/18, 8412210324. 


8412310164 Forwards original executed affidavit of CASE witness 
M Walsh, attached to 841219 fourth round answer to applicant 
reply to CASE answer to applicant motion for summary 
disposition re effects of gaps. 

ELLIS. J. Citizens Association for Sound 

84/12/19. Docketing h Services Branch. Ip. 2B121: 114, 24 

Fiche: 50-445. 84/12/19, 8412310164. 


12130035 Forwards transcripts of EG&O 841108-09 briefing. W/o end. 
{•Uted correspondence, 

FREBY, S. A. Hearing Branch 1. #484 584. 84/12/10. BLOCH, P. B. . 

JORDAN, W.H. . GROSSMAN.H. Atomic Safety and Licensing Board Panel. 
Ip. 27904:339. 24X Fich e: 50-445. 84/12/10. 8412130035. 


12130123 Forwards 841207 affidavit of RC lottl it JC Finneran. 
:orrecting 841026 affidavit replying to CASE answer to 
notion for summary disposition re effect of gaps. Related 
rorrespondence. 

HORIN. W. A. Bishop. Liberman. Cook, Purcell 8t Reynolds. HORIN.W.A. 
Tixas Utilities Electric Co. (formerly Texas Utilities Generating 
:o. ). #484 569, 84/12/11. BLOCH. P. B. . MCCOLLOM. K, A. . JORDAN, W. H. 

Ntomic Safety and Licensing Board Panel. Ip. 27904:337. 24X 

■iche: 50-445. 84/12/11. 0412130123. 


-8412310170 Forwards fourth round answer to applicant reply: to CASE 
answer to applicant motion for summary disposition re 
effects of gaps. per Board 841031 memo. Pleading in form of 

M Walsh affidavit. oA/tn/io 

ELLIS. J. Citizens Association for Sound Energy. 8^12/19. 
Atomic Safety and Licensing Board Panel. Ip. 28121:115. 

Fiche : 50-445. 84/12/19, 8412310164. 


-8412310172 Fourth round answer to applicant reply to CASE answer to 
applicant motion for summary disposition re *J^*^^* 
in form of affidavit of CASE witness M Walsh. Certificate of 
Sve end. . ^ 

WALSH, M. Citizens Association for Sound Energy. 84/12/16. 

Atomic Safety and Licensing Board Panel. 13pp. 28121.116. 

Fiche: 50-445, 84/12/19,8412310164. 


24X 


3412130 131 Affidavit of RC lotti it UC Finneran. correcting 841026 
affidavit replying to CASE answer to motion for summary 
disposition re effects of gaps. Related correspondence. 
lOTTI.R.C. , FINNERAN, J, C, Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co. >• 84/12/07. Ip. 27904:338. 24X 

Fiche; 50-445, 84/12/11, 0412130123. 


J412310177 Submits sve list change of address for 
Pt I rs.J Citizens Association for Sound Energy. #484 841, 
84/12/19 Ip. 28120:155. 24X Fiche; 50-445, 84/12/19, 8412310177. 
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a.H220 t.Uon S. aslb concurrence of scheOule of 

dioposttion CASE allegations re AWS & ASME Code 
provisions. Related correspondence. 

PHILrpq'MH Cook. Purcell i Regnolds. 

PHILIPS. M. H. Texas Utilities Electric Co. (formerly Texas UfciUfi-. 

UuI^Ina’Bor^P *T BLOCH. P.B. “Atomic SafUJ anO 

8412210304 " 24X Fic he: 50-445, 84/12/20. 

concurring u/schedule of 850111 
for respo.ise to CASE answer to applicant motion for summary 
allegations re AWS «, ASME Code^ 

provisions on design issues. 

philips' MH Purcell & Reynolds. 

Oenerating Co. > .'’'"J4Sr797.' '*84)?2%o' "^BLOCa ' VomJc 
siJ22lo362'^°^''‘‘ 28064- 058. 24X Fiche: 50-445. 84/1 1/20^" 

8412260406 Objections & response to interrogatories & reouest for 
put*, certificate of sic encL Relinr 

correspondence. 

^ ^ Citizens Association for Sound Energy. ROISMAN. A 2 
!°r ‘Justice. #484 785. 84/1^21 T.ias 

Utilities Electric Co. (formerly Texas Utilities (Seneratlno Co i 
7pp. 28064:129. 24XFich.:50-445.84/12/21.B4lL6SJ^r'"®^°'’- 

^"^041207°?! reciuest for addl info re applicant 

041207 filing on stainless steel liner travelers Problems 

cj ) #is4 aSa u.nJlH'I''' O.n.rAting 

A^nmir e * ^^^2/21. BLOCH. P.B. , GROSSMAN, H. . JORDAN, W 

Atomic Safety and Licensing Board Panel 2pp 28090-311 OAv 

Fiche: 50-445, 84/12/21, 8412270002. ^eOTO.311. 24X 

8412270021 Memorandum setting forth stds that appear to be aDoHr.ahi» 

sy. performance 

BLOCH P n criteria. Served on 841224. 

B4/12/J21 T Licensing Board Panel. #484 769 

84/12/21. 3pp. 28090:360. 24X Fiche: 50-445. 84/12/21 . 8412270021. 

8412270107 Responds to ASLB request for add! info re 841207 flUnn 
T.ssl.r reviewed refueling cavity liner pl-ti; trlJel^iris 

rs:::^jsr"^:ATKiNs m 

Licensing Board Panel. 2pp. 28090-291 24X 

Fiche; 50-445,84/12/21,8412270107. •JHWVO.avi. 24X 

of attempt to coerce 
^ ^2?*? submitted prior to 

HAYES^B^b documentation. Served on 841226. 

BLOCH p'b‘ °^^^"''»**J 3«tlon. #484 810. 84/12/21. 

Safety and Licensing Board Panel ip 28110' 07A 

24X Fiche: 50-445, 84/12/21, 8412270581, 28110.076. 

H- General correspondence 

8412280449 R«<|ioiid> to eonttitu.nt HO Hjbu B41102 Itr Lir.n.... f. 
•ppllc.nt. for OL not r.,uir.<l to .ubml? Ht. ro .I, fo!; 

«■ '-...ru. cap.cltt, ” 

84/12/18 BEMTSEN*L°^ o'" ?“*“'**''* Director for Oporationi. 

Flch^fio-44?"aI/fS>t8,84rSS8;449®”- =« 

-8412280431 '"-tltu.nt HO Hat, 841102 Itr r. dal.^a i„ 

PFWTQcw . process resulting in higher costs 

®*”***- 84/11/15. KAMMERER, C. C. Office of 

Congressional Affairs. Spp. 28133-027 24X Firh-.«in aa»s 

84/12/18,8412280449. jj. 037. 24X Fiche : 50-445. 

Bulletins & correspondence 

includinj R.pt. 4-83-001 «, 4-83-013 ’ AtohUon, 

8412130541. ^^’22.038. 24X FI che: 50-445, 84/03/21. 

8412210082 FQ I A request for investigation rept re flexible 

crA^R^A^;”."'‘l:r•:l:*^rc"r 
i: j^ro^ir -S48:i?f 


8412130550 Further response to FOIA request for five rafc4a„„p- 
documents. Forwards documents listed in ap p . dL ument a 1 « 

FElI™ i'tt PDR.Faviau addl docufantrcontin'ing. 

. . M. Division of Rules and Records. 84/06/11 CAnnc a a 

F°cbTSS-443ra4%I/;!,‘a:?2lSoiSS‘' 

J58T^Js:.“r":pr:j?rn'jr-;d':d‘'“ 

CHaJSbhta'^', And Racorda. B4/04/2S 

CHAVARR I A, J. N. ServicAirCo. Ip. 28048:215 24x 

Fiche: 50-445, 84/06/25, 8412210085. 

8412010139 Forwards Multi-Amp Corp 840214 Itr re mfo date of , 

blocks used on TDI diesel generators identified ij Jnfo 

4ipp. 2//H.336. 24X Fiche: 50-445, 84/11/16, S4120101B9 

8411,50044 IE Info NotU. 84-83, "Various Battor« ProbUo,.. " Svc n„ 

R«?on;f <Po,?‘s30l‘oS,.°' iTAwTA '’'''con'o?'da%!:d^E2}"*'''d"“ 

V.rt, tnc ,20pp. 27007:058. 247 Ficho: 50-OoX/n‘“S, SdiaMOM. 

^ ‘ ‘ » - F.rro-R.son.nt 

Vort, Inc. .26PP. 27007:179. 24X Plcho: 5o“§a L/U?!?, aSuaJoSlS 

«■ B0-444/B4-1= on 

f Blroctor. 34/11/28. SPENCE, R.5. 

Co” 2 po I79M Uti'iti.f Oon.ratins 

-iPp. 27954.338. 24X Fiche; 50-44 5, 84/11/28, 8412140042. ^ 

“®'^Wo?a?ion'n^E.rMa^ =°-A‘'5/SJ-33 «■ 50-444/64-12 on 84 0904-03. Mo 
- ^ areas inspected: cheml stry & 

itVml " B’-AfAP'includin, rovi.o, of outstanding op.n 

ai/??/of' ?o;p‘"®l7?5i 3an'''"'iL /Agion 4, Off, to of Dlr.ttor. 

iOpp. 27954.340. 24X Fiche: 50-445. 84/11/28, B412140042. 

request for addl info re surveillance & test 
in SuoLrJ^ coatings, insp for certain types of skewed tueld^ 
g.n:r“:?c°;”p?.r;a”:"/j-t„t;» -ou. ,t.ap 

Utilitir5°kl.ctfirCo°"(r 84/11/29. SPENCE,M.0. T,,.. 

12pp. 27844: ijx ="■ >■ 

®''Tj- 9 ?fo.ieri?or°.''"'’s" “’•■"“'•rAugl. From 

aaSJoaf^' 84/1^/30°" '• '"Apoctlon Progr.n, (Post 

SHnn -5.4, Consolidated Edison Co. of New York, Inc 

BBpp. 27967.086. 24X Fi c he : 50-000, 84/1 1 /30. 841 1280366. 

®'^Prafc«t?«n^c^"^° "Isolation Between Signals of 

encl* Nonsafety-Related Equipment." ® 

JORDAN, E. L. Division of Emergency Preparedness St Enoineerlno 
Response (Post 830103) . 84/11/30." ConsoJLated eSJ^oh cS' of Ncu 

116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 

R^n^nlfri 8"'*79«n':9 Pr.paredn.ss 8. Engin.ering 

York Inr ^ 84/12/03. Consolidated Edison Co. of Niu 

- 17pp. 27945:340. 24X Fiche: SO-OOOi 84/12/03. S41203002I 

8412030028 lE^Info Notlc. 84-88. "Standbg Gas Tr.atm.nt Sg. Probl...." 

Of N.P 

c. 122pp. 27966:093. 24X Fi che: 50-000, 84/12/03, 8412030028, 

Bulletin 84-03. “Refueling Cavity Water 
seal failure highly unlikely since seal 
iide i",.!?! U !** welded to cavity liner on 

CLEMENTS 0 reactor vessel seal ledge on other. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas UtiHtlej 

olTnVoecLln^'A °^"O^NG,R.c. DlrecL'ij SmC 0^^“: 

el irspsction and Enforcement. 4pp. 27833:244 24X 

Fiche: 50-445. 84/12/04, 9412100080. 
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841205OOBI IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel." Svc list end 
JORDAN. E L. Division of Emergency Preparedness & Engineering 
Rdsponse (Post 830103). 84/12/07. Consolidated Edison Co of New 

York. Inc. USpp. 27966:332. 24 X Fiche; 50-000, 84/12/07, 8412050031. 

8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Resoonse (Post 830103). 84/12/07. Consolidated Edison Co. of New 

5"?^ Inc n4pp 27964:215. 24X Fiche : 50-000, 84/12/07, B4120S0090. 

8412240135 Requests preparation of statement re position on spent fuel 
pool liner. Statement will be used to demonstrate to allegers 
that criteria for accepting facility design used for other 
plants of same vintage. 

NOONAN, Y S Division of Licensing. 84/12/07. PARR, 0. Auxiliary 
Systems Branch. BOSNAK.R.J. Mechanical Engineering 

ANKRUMi G. T. QA Branch. 3pp. 28059:290. 24X Fiche: 50-44 5, 84/12/07, 

B4122A0135. 


— 8412240136 Forwards Insp Repts 50-445/77-13 & 50-446/77-13 on 771128- 
1202. No noncompliance or deviations noted. . 

SEIDLE, W C Region 4, Dallas, Reactor Construction & Engineering 
Support Brapch. 7//12/20. OARV, R. J. Tya. UtiUti« Electric Co. 
(formerly Texas Utilities Generating Co.). 2pp. 28059.293, 24X 

Fiche: 50-445, 84/12/07, 8412240135. 

— S41 2240 138 Insp Repts 50-445/77-13 ti 50-446/77-13 on 771 128-1202. No 
noncompUance noted. Major areas inspected : work performance ?< 
record review of dome liner & fuel pool liner fabrication 
follow-on review of saf ety-related piping shop. 

STEWART, R. C. . HUBACEK. W. G. , GILBERT, L. D. Region 4, Dallas, Office 
of the Director. 7//12/20. 7pp. 28059:295. 24X 

Fiche: 50-445, 84/12/07, 8412240135, 

— 8412240141 Forwards Insp Repts 50-445/79-15 8< 50-446/79-15 on 790529- 
0604, No noncompliance or deviations noted. 

SEIDLE, W.C, Region 4, Dallas, Reactor Construction Engineering 

Support Branch. 79/07/02. GARY, R. J. Texas Utilities Electric Co. 

T.,« Utiliti., <5cn.ratins Co. ). =pp. 28059:308. 24X 

Fi c he: 50-445, 04/12/07, 8412240135. 

— 8412240144 Insp Repts 50-445/79-15 & 50-446/79-15 on 790529-0604. No 
no n c omp 1 ianc e or deviations noted. Major areas inspected, 
allegation re improper 8< potentially poor welding of 
inter-plate scams in Unit 1 refueling pool. 

TAn-OR, R. G. Region 4, Dallas, Office of the Director. 79/06/21. 
9pp. 28059:304. 24X Fiche: 50-445, 84/12/07, 8412240135. 

8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list ®nd. - e- • 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Riiifinanse (Post 830103) 84/12/10. Consolidated Edison Co. of New 

Vork“ ?nc. ^6®; Mi>32ri30 24X Flch.: 50-000,84/12,10. 8412060594. 

8412130149 Forwards Insp Procedure CP-QCP-2. 11, "Insp of Stainless 
Steel Pool Liner Sys" 780110 rev. Related 

WATKINS, M. Bishop, Liberman, Cook, Purcell 8< Reynolds. #484 563. 
84/12/11, BLOCH, P.B- Atomic Safety and Licensing Board Panel. 

19pp. 27906:211. 24X Fiche: 50-445, 84/12/1 1, 8412130149. 

8412120541 IE Info Notice 04-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 

fPoat S30103) 84/12/17. Consolidated Edison Co. of New 

Yorh, Inc. 119pp. 28123:131. 24 X Fiche; 50-000, 84/12/17, 8412120541. 

8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refoaling Water Cavity." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 

Response (Post 830103). 84/12/17. Consolidated Edison 

YorS^ Inc. 120pp, 28124:001. 24X Fiche: 50-000, 84/12/ 17, 8412120547. 

S. Reportable occurrences, LERs & related correspondence 

0409130428 Interim Deficiency Rept SDAR-136 re temp envelope 
requirements on environ qualification of equipment outside 
containment or high energy line breaks. Initially reported on 
840604. Westinghouse program developed to address i*«ue. 

CLEHENTS, B. R. Texas Utilities Electric Co, (formerly Texas Utilities 
Oeneratlno Co ). 04/08/30. JOHNSON, E. H. Region 4, Office of 

Dlractor. Ip. 26465:134. 24X Fiche: 50-445, 84/08/30, 8409130420. 

0411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alte-rnative testing would add fewer cumulative run hours it 
starts on eng ines. Response requested by 841001. ,n,,n4.4*- 

OEQROE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Oenaratlng Co.). 84/09/21. DENTON. H. R. Office 

Director, 5pp. 27392:170. 24 X Fiche: 50-000, 84/09/21, 

841 1080376. 


8412050162 Deficiency It Part 21 Rept SDAR-156 re Rosemount transmitters 
w/potential leakage path between sensor module it housing. 

Instruments removed will be installed prior to plant 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 04/11/19. HUNTER. D.R. Region 4, Office of 
Director. 2pp. 27778:008. 24 X Fi che: 50-445, 84/ 1 1 /19, 8412050162. 

8412050235 Deficiency Rept 3DAR-158 re ITT Barton differential pressure 
switches experiencing setpoint shifts in excess of specs 
when operated at temps above 225 F. Condition not reportable 
per 10CFR50. 55(e). ^ ^ ,.4.4,44.44.. 

CLEMENTS. S. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). B4/11/19. HUNTER.D.R. Office of 

Director. Ip. 27778:361. 24X Fiche: 50-445. 84/1 1/19, 8412050235. 

8412050321 Deficiency Rept SDAR-156 re safety glass of instrument lines 
u/piping downstream of root valve. Initially reported on 
840918 Condition not reportable per 10CFR50. 55 ( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 34/11/19. HUNTER.D.R. Region 4, 

Director. Ip. 27778:362. 24X Fi che ; 50-445, 84/t 1/19, 8412050321. 

8412050287 Deficiency Rept SDAR-152 re ventilation exhaust dampers 
designed/installed to fail closed it divert radioactive 
releases to operator rooms. Initially .reported on 840913. 

Completion expected by 841221. i,i.4,44.4„« 

CLEMENTS, B R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/11/20. HUNTER.D.R, Region 4, = 

Director,^ Ip. 27778:353. 24 X Fich e : 50-445, 84/1 1/20, 8412050287. 

8412010161 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-4a & DSRV 16-4 Emergency Diesel Generator 
Sets - Noizle Ring Assembly Suppl. " Rept represents final QA 

verified rept on subj. oa/it/OT 

RAYiC.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/11/27. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27711:293. 24X Fiche: 50-000, 84/11/27, 8412010161. 

—8412010173 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI DSR-48 & DSRU 16-4 Emergency Diesel Generator Sets - 

FAA6 84-=-7.1. 84/1./30. DOpp, 

27711:294, 24X Fiche: 50-000, 84/11/27, 8412010161. 

B412060301 Board Notification 84-1B2: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Betheada,MD 
re cracks in generator crankshafts 8, overall evaluation of 
owners group program. Meet ing agenda o*. , x^Tivin 

EISENHUT, D. 0. Division of Licensing, 84/11/28. PALLADIND 
Commissioners. 7pp. 27883:215. 24X Fiche : 50-000, 84/1 1/28, 

8412060301. 

8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process it tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

ray, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINOER, C. H, Office of Nuclear Reactor Regulation, Director. Ip. 
27834:281. 24X Fiche: 50-000, 84/12/04, 8412100196. 

8412100628 Deficiency Rept SDAR-14a re preoperational testing 
activities at facilities. Initially reported on 840829. 

Complete investigation concluded that condition not 

reportable per 10CFR50. 55 ( e ) , ii 4 .jh 4.4 b. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 04/12/04. HUNTER.D.R. 

Director.^ Ip. 27974:135. 24X Fiche: 50-445, 84/12/04, 8412180628. 

8412130410 Deficiency Rept SDAR-147 re Conax penetration connector that 
came off during removal of protective endcap . Ini tially 
reported on 840824. Condition determined to be not reportable 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/05. HUNTER.D.R. Region 4, Office oj 

Director.^ Ip. 27903:280. 24X Fiche: 50-445, 84/12/05. 8412130410. 

8412200015 Deficiency Rept SDAR-159 re voltage balance relays outside 
specs for operating time. Initially reported on 841115. 

Condition determined not reportable per 10CFR50. 55(e). ,,4-4H + 4*m 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/12/10. HUNTER.D.R. Region 4, of 

Director.^ Ip. 28031:305. 24X Fiche : 50-445, 84/12/10, 8412200015. 

8412180075 Forwards FaAA-84-9-ll. 1- "Design Review of TDI R-4 it RV-4 
Series Emergency Diesel Generator Cylinder Blocks. " End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27960:164, 24X Fiche: 50-000, 84/12/13, 8412180075. 
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'';''*-S‘‘-4-5‘>' "Evaluation of Enargoncu Diesel 
Cjaniahafts at MiOlanO S. San Onofre Nutlear 
Oenerating Stations" i FaAA-S4-3-IS. "Evaluation of 
Energenog Diesel Seneraton Crankshafts at Shorehaei. . . . " 

DENToij^w ‘I^ansamerica Delaval, Inc. ) Ouiners Group. B4/12/I3 

4*:b 042.241. 24X Fichs: 50-000. 04/12/13,8412240044. ^ 


to *'TDI Diesel Generators Ouners Group 


8412170266 Forwards Rev 
Program Plan. " 

DPMTnw*”u Delaval. inc. ) Owners Group S4/12/14 

27932 171 Regulation. Director. 2np 

•i7^3Z.171. 24X Fxche; 50-000. 84/12/14, 8412170266 


8412100336 Forwards transcript Pages 20,454 & 20,455 for B4I1PA 
hearings. Pages contain ASLB further ruling on muUiple 
filing issue Related correspondence. ® multiple 

TREBY, S. Hearing Branch 1. #484 660. 84/12/12 ELLIS i 

p Energy. ip, 27999' 

Fiche: 50-445, 84/12/12, 8412180336. «i^V99 3i8. 24X 



= -^position in Wash in, ton, DC 

sria?;^g cl."" 

Fiche. 50-445, B4/ia/ie.B412200373 =®°2° I72. 24X 


-8412170288 Rev 1 to "TDl Diesel Generators Denars Group Program Plan 

324pp. 27,srT;s.’"2?x'^rc;;: 

pr«:uJr“ 

to c“?, unions' S,°;ra"J.T'”“"' = thang.s 

DENToiv^w Delaval, Inc, > Owners Group 84/12/19 

28^7 328 Regulation. Directo^ 

*ia037. 328. 24X Fiche; 50-000, 84/12/19, 841226031 1. 

"on-antitrust matters 

conference call in 

HICKS. R. Texas, State of. #484 420. 84/11/27 m nru p n * 4 . ■ 

Safety and Licensing Board Panel. 3pp 27749 107 dSy 
F iche: SO-445, 84/11/27. 8412040138. 

* Commissioners. 83/08/19. 73pp. 27749 127 24 X 

Fiche: 50-445, 84/11/27. B41204013S ^ 

®''pD°2l‘o92ljrini;‘S'‘ hiring in Bethesde.MD, 

♦ ^ Atomlf |‘;^°®-®“PP°''ting documentation end. 

2771=:0Br'^^JV:?2.^^S!S:J:|4^??;^erB4!^01D?4T‘'=®' 

EISENHUT. D. 0. Division of Licensing. 84 / 11/28 PALLADthin 

B4T2i:;3o;"’- ®ichi‘io?ooor«/u;s^. 

r*SR^‘ ->Dati n*^J*o:"n"^ g^o:^ pi::;;i*.‘" — ^ 

27883 222 miJ'oJ'J Siven. 84/10/22. liip- 

27883.222, 24X Fiche: 50-000. 84/11/28. 8412060301. 

®‘’Fut“°?nd;."*rp;‘2?,%o:-l??7r'‘"’ ““"»-*■«“ 7. Cigarette 

of 841204 hearing i„ B.thesd. 

Safety and Licensing Board Panel 84 / 12/04 
27820: 015. 24X Fiche: 50-445. 84/12/04: 84^2070271 


>. Pp 21 . 749- 
257pp. 


®''2l,*Mf® 811205 hearing m D.th.sda, MD. Pp 22,007- 

27 B 3 ^?IiI®*^:JVuh‘.^«! 3 «ri 4 dJ% 5 !’ 8 " 210027 ^.'^'°’- 

°'‘prS““5S"308,‘'’* -'••■'•a'-ln, telcon in Washington, DC. 


V. Operator Examinations 

advisors qualified to perform advisory duties on operatina 
startup t, facllitg operation. “'■"ating 

43pp. 2sS35:332. 34ii=^i:he: 

DOCKET STN-50-447 GESSAR-23a 

‘'f4‘""s"ts t, correspondence 



cm vnf. available in PDR. 

iifTl? 4 Rifles and Records. 84/05/24 SHOLLY S 

d«?dons‘’Judnronod^rPRA^OMSA^ln r^evi^w SubsUntlC 
mod”:t'"v L'^h'edSrl l.cision. on GESSAR-II „/ 

vSlSr:;;: Swido" 0 °^ l^g1n'::ri'n"g‘.'“l^^JS,{%“" ^AtuiL ef 

Safetg Technology. 83/06/24. EISENHUT, D. G Division sf 

Sing, 2 pp. 27690 : 108 . 24 X Fi c he ; 50 - 447 , 84 / 05 / 24 . B 4 U 29020 L 

^^signifiLnt'^desion^i*^ auestions, issues, studies & analyses re 

HOUSTON. R.W. Assistant Director for Reactor Safetit OT/nn/ni 
Fiche %p "’27f9^ 0 ? 24X 

Fiche: 50 - 447 , 84 / 05 / 24 . 0411290201 . e.oTu.uBs. 

IF'ttions identified bg Auxlliarg Sgs & Ppuer Bus 

?E8S^S'h'jrr::;:jg‘''::e::‘::t"“‘- 

B 3 /M/u"''HWST 0 N,''"S‘"Lsllr'Tn''°'' J"' '' 

IP. 276,0: 08^. ^ich:'l^!::5,‘8?;;5^^r8dl2"o20r^ 

Houston' R U Human Factors Safety. 83/09/01. 

27A9o°oo^' Director for Reactor Safety. Ip, 

27690.095. 24X Fiche: 50-447, 84/05/24. S4U290201. 

potential design improvements for 
received in response to 830801 request. 

^ proposed process to solicit GE 
response requested by 840109. 

Di v?I?n e Director for Reactor Safety. 84/01/06. 

K Integration (post 811005). 5pp. 27690:070. 

24X Fiche:50-447, 84/05/24. 8411290201. 

w/proposed GE response procedure & list of potential 
!!«n ? improvements for OESSAR-II.in response to 840106 
advanced computer-aided alarm 
annunciator sys recommended. 

H^TOIj'd u ®*'=‘4T. Sdf.tg. 84/01/17. 

2TA?n°nBA nxO’Jj’?'’"*' Director for Reactor Safety. Ip. 

27690.084. 24X Fiche: 50-447, 84/05/24, 841 1290201 , 

GESSAR-II potential design 
improvements. Recommendations being made to resolve 
Safety Issues A-l,A-43 ii A-44. 

HOUSTnw^n'u' Director for Generic Projects, 84/01/23. 

Assistant Director for Reactor Safety. 4pp. 

27690:071. 24X Fiche: 50-447, 84/05/24, 841 1290201 
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B4020J0113 Foruiards coiriments on GESSAR-II design improvementSi per 

040106 memo. Potential design improvements in structural sys 
analysis should be p ursued . Meeting w/GE recommended. 

RQWSOME* F Assistant Director for Technology Review. 94/01/23. 
HOUSTONi R. W. Assistant Director for Reactor Safety. 4pp. 
27690:09 7 24X Fich e: 50-447» 84/05/24/ 041 1290201 . 


— 0402030029 Comments on list of potential design improvements in 
response to 840106 memo. 

RUSENSTEINi L. S- Assistant Director for Core & Plant Systems. 
84/01/20. HOUSTON. R.U. Assistant Director for Reactor Safety, 
Ip. 27690 096. 24X Fi c h e : 50”447i 84/05/24/ 841 1290201 . 


— 8411290259 Comments on current list of potential design improvements 
for GESSAR-II design. Process proposed to solicit GE response 
to final list should include definition of actions to be 
independently taken by NRC in ranking each item. 

LAINASj G. C. Assistant Director for Operating Reactors. 84/01/19. 
HOUSTON/ R. W. Assistant Director for Reactor Safety. Ip. 

27690:083. 24X Fiche: 50-447/ S4/05/24i 841 1290201. 


— 8412260164 Notification of 840320 meeting w/GE in Bethesda.MD to 
discuss GESSAR-II source term reanalysis, 

SCALETTI/D, Standardization & Special Projects Branch. 64/03/15 
THQMASi C Q. Standardization Special Projects Branch. 7pp. 

28068:268 24X Fiche: 50-447, 84/07/10. 8412260143. 


8412110022 Req.uests review of proposed NUREG/CR-4025 for GE proprietary 
info before ACRS subcommittee 841204-05 meetings in 
Los Angeles. CA to discuss staff consultant rept dealing 
Uf/neuJ or improved mitigation sys for GESSAR II. 

THOMAS/C. 0. Standardization 8( Special Projects Branch. 84/11/29. 
SHERWOOD/ G. G. General Electric Co. 2pp. 27894:359. 24X 

Fiche: 50-447, 84/11/29, 8412110022. 


8412170487 Forwards proprietary containment pressure carrying 
capability study responses to informal nuestions on design 
mods. Ends withheld <ref 10CFR2. 790). 

QUIRK/J.F. General Electric Co. 84/12/03, EISENHUT, D. 0. Division 
of Licensing. 6pp. 27973:291. 24X Fiche: 50-447, 84/12/03, 

8412170487, 


— 8411290313 Foruiards first draft of list of potential design 
improvements based on responses to RW Houston 830301 memo 
for review St comxent. Fina I list will be discussed w/GE in 
near future, 

HARDIN/ B. NRC - No Detailed Affiliation Given. B3/11/14. 
No Detailed Affiliation Given. 4pp. 27690:097. 24X 

Fiche: 50-447,84/05/24, 8411290201. 


— B411290320 Foruiards latest recommended GESSAR-II severe accident review 
schedule. Handwritten note requests if Containment Sys Branch 
would support schedule. 

SCALETTI/D. NRC - No Detailed Affiliation Given. 03/11/07. 

DENTON. H. Office of Nuclear Reactor Regulation, Director. Ip. 
27690:104. 24X Fi che : 50-447, 84/05/24, 841 1290201 . 


0412060595 Further response to FOIA request for four categories of 
documents re GESSAR-II. App A documents available in PDR. 

App B documents being reviewed by GE to determine if 
proprietary claim applicable. v, 

FELTON. J. M. Division of Rules and Records. 84/06/01. SHDLLY.S. 
Union of Concerned Scientists. 3pp. 27930:104. 24X 

Fiche: 50-447. 84/06/01, 8412060595, 


— B412060590 Summary of 820518 8« 19 meetings w/GE, UCLA, DNL, I ntermountain 
Technologies, Inc & Sandia in Bethesda.MD re review of PRA 
fore severe accident design. List of attendees end. 

FAULKNER. H. J. Standardization 8* Special Projects Branch. 

82/06/07, BERNARD, H. Standard i zat ion 8< Special Projects Branch. 
131pp. 27830:109. 24X Fi che: 50-447, B4/06/01, 8412060585. 


8412260143 Further response to FOIA request for four categories of 
documents re GESSAR-I I. Ap p A documents end & available in 
PDR, App B documents being reviewed by GE for proprietary 

FELTON, J. M, Division of Rules and Records. 84/07/10. SHQLLY, S. 
Union of Concerned Scientists. 4pp. 28068: 188. 24X 

Fiche: 50-447,84/07/10, 8412260143. 


8412240046 Forwards Rev 21 to App A of Response 3.84 re GESSAR. 
concerning calculations assumptions for auxiliary 8, 
control bldg sliding stability analysis. 

SHERWOOD. G. G. General Electric Co. 84/12/10. EISENHUT. D. 0, 
Division of Licensing, 12pp. 28042:229. 24X Fiche: 50-447, 84/12/10, 

8412240046. 


E. NRC Safety Evaluation Report CSER), suppls it correspondence 


8412050032 SAFETY EVALUATION REPORT RELATED TO THE FINAL DESIGN 
APPROVAL OF THE GESSAR 11 BWR/6 NUCLEAR ISLAND DESIGN. Doc k et 
No. 50-447. {General Electric Company) 

* Division of Licensing. NUREO-0979 802. 84/11/30. 131pp. 

Available at NRC. *5.50. 27808:272. 24X Fiche: 50-447, 84/1 1/30. 

8412050032. 


8412070322 Forwards SSEK 2 to GESSAR II < NURE0-0979> . 

THOMAS. C. 0. Standard! zation & Special Projects Branch, 84/11/30. 
SHERWOOD, G. G. General Electric Co. 3pp. 27846:282. 24X 

Fiche: 50-447. 84/11/30, 8412070322. 


8412280506 Forwards draft SER input for GESSAR-II SPDS. Review it 
schedule for responding to open items addressed in rept 
requested by 841231. 

THOMAS, C. 0. Standardization & Special Projects Branch, 34/12/18. 
SHERWOOD, 0. 0. General Electric Co. 25pp. 28133:058. 24X 

Fiche: 50-447. 84/12/18. 8412280506. 


F. Security, medical, emergency it fire protection plans 


8412280506 Forwards draft SER input for OESSAR-II SPDS. Review 
schedule for responding to open items addressed in rept 
requested by 841231. 

THOMAS. C. 0. Standardization & Special Projects Branch. 84/12/18. 
SHERWOOD. G, G. General Electric Co. 25pp. 28133:058. 24X 

Fiche: 50-447, 84/12/18, 8412280506. 


— 8206290560 Discusses treatment of external events for GESSAR 
probabilistic risk assessment based on 820616 meeting w/BNL 
8i GE Questions whether GE should be redirected on issue. 

THADANI,A, Reliability it Risk Assessment Branch. 82/06/21. 
HANAUER.S. H. Division of Safety Technology. Ip. 28068:262. 24X 

Fiche: 50-447. 84/07/10. 8419260143. 


8412270476 Submits addl info re GESSAR II SPDS, per NRC request. Info re 
display clutter h reliability analysis submitted, 
p pepper L EN, H. C. General Electric Co. 84/12/20, BELTRACCHI , L. 

Human Factors Engineering Branch. 4pp. 28086:200. 24X 

Fiche: 50-447. 04/12/20, 0412970476. 


— 8207140317 Comments on treatment of external events for facility 
probabilistic risk assessment (PRA) . External events should 
be Included in std plant PRAS. 

MATTSON. R.U. Division of Systems Integration (post 811005). 
82/07/08. HANAUER.S. Division of Safety Technology. Ip. 
28068:264. 24X Fiche: 50-447, 84/07/10, 8412260143. 


— 8302090515 Comments on Jan 1983 status rept on review of standardized 
plants, in response to 830117 memo. 

SHERON. B.W. Reactor Systems Branch, 83/01/31. 

Assistant Director for Safety Assessment. 3pp. 

Fiche: 50-000, 84/07/10, 0412260143. 


MIRAGLIA. F. J, 
28060: 265. 24X 


— 8308170188 Forwards Itr rept, “Review & Evaluation of OESSAR-Il 
Probabi listlc Risk Assessment - Containment Failure Modes it 
Fission Product Release. “ Comments requested by 830901. 

SHERON. B. W. Reactor Systems Branch. 83/00/08. THOMAS, C. □. 
Standardization it Special Projects Branch. Ip. 28068:214, 24X 

Fiche: 30-447, 84/07/10, 8412260143. 


— 8412260151 Forwards “Guidance for GESSAR Seismic PRA. " NRC will 
continue to work w/OE on PRA. Quantification of uncertainty 
should be carried through analy Us. Support would be 
pprec 1 a ted. 

SULLIVAN, E. J. Division of Engineering. 83/05/18, THADANI, A. 
Reliability it Risk Assessment Branch. 4pp. 28068:215. 24X 

Fiche; 30-447, 84/07/10, 8412260143. 


T. Hearing transcripts on non-antitrust matters 


8412120287 Transcript of Combined ACRS Subcommittee on GESSAR H 
Reliability it Probabilistic Assessment 841204 meeting in 
Los Angeles. CA re GESSAR II final design approval review. 

Pp 1-219, Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/04. 
27878:001. 24X Fiche: 50-447, 84/12/04, 8412120287. 


& 


15pp. 


8412120367 Transcript of combined ACRS Subcommittees on GESSAR II 8< 
Reliability it Probabilistic Assessment 841205 proceeding in 
Los Angeles. CA re GESSAR II final design approval review. Pp 
1-263. Supporting documentation encl.Pp 111-155 withheld, 
a ACRS - Advisory Committee on Reactor Safeguards. 84/12/05, 
23Bpp. 27875:341. 24X Fi ch e; 50-447. 84/12/05. 8412120367. 


DOCKET STN-SO-454 BYRON STATION, UNIT 1 

F, Security, medical, emergency 8e fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault, App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/06/14. BELL, N. 
Nuclear Information it Resource Service. 3pp. 28052:318. 24X 

Fiche-: 50-000, 84/06/14, 8412200033. 
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8412010007 Rev J to efflet'gency plan annex, 

MOOREfR.D. Commonwealth Edison Co. 84/09/30. 
24X Fichs- 50-454, 84/09/30i 8412010007. 


75pp. 27706:109. 


8412060615 Further response to FOIA request for 10 & 50~mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
until agreement to pay costs reached. 

FELTON, J. M. Division of Rules and Records. 84 / 11/13 BERLIN, M 
8412060615^^ Edison Co. Ip, 27831:040. 24X Fiche; 50-000, 84/1 1/13, 

8412060360 Revised emergency plan implementing proc ed ures , i nc ludi ng 
implementing procedures index & Rev O to 
BZP 400-4 re technical support ctr Inoperability. 

* Commonufealth Edison Co. .84/11/21. 4pp. 27784-260 24X 

Fiche: 50-454, 84/11/21. 8412060360. ^ ® ^ 

8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

oi of the Executive Director for Operations. 

84/11/28. PALLADINO Commissioners, 5pp. 27831-259 24X 

Fiche: 50-000. 84/1 1/28, 8412060679. * 24X 

8412310219 Forwards public version of revised generating stations 
telephone directory. W/841219 release memo. 

MOORE, R D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch <Document Control Desk). 5pp. 28137:280. 24 X 

Fiche: 50-000, 84/11/30, 8412310219. 


" ion of revised generating stations emergency plan 

telephone directory. 

GALLE, D. P. Commonwealth Edison Co. 84/11/08. 

24X Fiche: 50-000,84/11/30, 8412310219. 


53pp. 28137:285. 


8412100055 Informs that Revs 4 & 4A to generating stations emergency 

1OCFR50. 54(a > requirements & do not decrease plan 
effectiveness. 

PAPERIELLO. C. J. Region 3, Office of Director. 84/12/04. REED, C 
S 4 lSl 0 O 05 i 27835:058. 24X Fiche: 50-000, 84/12/04. 

8412110044 Notification of 841212 meeting w/util in Bethesda.MD to 
discuss control room ventilation sys mod required to meet 
License Condition 2. C(18) of License NPF-23 
OLSHAN.L. N Licensing Branch 1 . 84/12/04. VOUNOBLOOD. B J 

fl45aUoS?4 Fieh.: 50-454. 84/12/04, 

EP-^-IFncg Plan Impl.m.nting 
o! ^2 Po,t-Accident Vent Stack Sampling of 


Wide-Range Gas Monitor, « 

MCOUIRE, L, A. Commonwealth Edison Co. 
24X Fiche: 50-454, 84/12/04, 8412170114. 


84/12/04. 4pp. 27937:052. 


Requests submittal of annual emergency exercise objectives 5 , 

schedule instead 

day schedule as requested on 820112 & 830826. Sc he dul e 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J. Region 3, Office of Director. 84 / 12/14 REED, C 
SoJ^r 28134:225. 24X Fiche^i-OOO 84/i2>14, 

Implementing Procedure BZP 310-5, 
Acting Station Director (Primary Responsibility-Shift 
eng ineer / . ” 


* Commonwealth Edison Co. 84 / 12/17 
Fiche: 50-454. 84/12/17, 8412280021. 


11pp. 28113:029. 24X 


iPPlnF.ntlng pnocaduraa, incluging 
BZP 600-Al re prioritized call listing for staff 
augmentation purposes & BZP 600-A4 re telephone directoru 
* Commonwealth Edison Co. 84/12/19. 58pS. 28108:062 24X 

Fiche: 50-454, 84/12/19, 8412280159. ^ 

O. Adjudicatory correspondence 

^'‘Jfsvc^ncr*" ’"‘''"■'’•‘'“•I o' •PPMFance in proc.dlng. C.rtiflcat. 

ZIMMERMAN, S. P. Joint Intervenors - Byron. #484 377 84 / 11/07 

3pp. 27711^330. 24X Ficha: 50-454, 84/11/27, 6412070^6. 

«■ corr.spondetice ra plant nparation for 
permanent record. Served on 841207, 
o ^ A ^®P- SI7. 84/12/04. CHILK. S.J. Office of 

the Secretary of the Commission, 4pp. 27848:352 24X 

Fiche: 50-454,84/12/04, 8412100540. 


'"^'*KNAp”c‘' ^NoIJh^rn operation of facUitu 

KNAPP, Northern Illinois Unlv , De Kalt, IL. 84/11/21 ^ 

Atomic Safety and Licensing Appeal Panel. ip. 27848-353 oay 

Fiche: 50-454. 84/12/04,8412100540. «:/a48. 353. 2 « 

—8412100548 Sutmits concerns re safety of local residents in event., 
Jacn^J. cost of projected operation of 

CHAKOUR,D. , STARK, W^D., G^AN, B. Northern Illinois Univ. , De Kelt. 

''‘‘tonic Safety and Licensing Appeal Panel Onn 

27849:354. 24X Fiche; 50-454, 84/12/04. 8412100540.^ 

ALAe-793 affirming ASLB 841016 supplemental initial 
decision portion of aSLD 840113 initial decision re issues * 
not covered by ALAB-770 remand. Served on 841220 

Licensing Appeal Panel d 4 B 4 733 

84/12/20. 70pp. 28034:155. 24X Pic h e: S0%54. 84/ 12 /SS, B41M1M6? 

J. Insurance & indemnity information 

8412030455 Forwards Endorsements 1-6 to MAELU Policy MF-114 tc 
Endorsements ll «e 12 to NELIA Policy NF-277. 

□STER,J, Commonwealth Edison Co. S4/U/26. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 16pp. 27724 - 128 34 V 

Fiche: 50-454, 84/11/26. 8412030455. «i/724, 128 . 24X 


N-93 & 


Forwards Endorsement 1 to NELIA «< MAELU Polici 
M-93, respectively. uuci 

OSTER.J. Commonwealth Edison Co. 84/11/26. SALTZMAN. U Assistant 
Li‘=«nsee Relations. 3pp. 27765 ^39 2AX 

Fiche: 50-454, 84/11/26, 8412050438. 24X 

documents & correspondence 

0412040101 Forwards revised FSAR table containing abstracts of startup 

ame^d Testing*?! '’® incorporated into next FSAR 
amend Testing will proceed in accordance w/revs unless NRC 


objects. 

TRAMM, T. R. Commonwealth Edison Co. 84/11/29 
of Nuclear Reactor Regulation, Director. 7pd 
Fiche: 50-000, 84/11/29. 8412040101. 


DENTON, H.R, DPflte 
27748; 284. 24X 


8412110013 Notices of environ assessment Si finding of no significant 

r7oulre2n:"'i 7*^"*^** ^^ME Code ® 

requirements for pumps h accumulator check valves in nuclear 
safety sy s. 

Licensing. 84/12/04. 6pp. 27896-299 24X 

Fiche: 50-454, 84/12/04, 8412110013. «i/oTO. cvv. 

841031 License NPF-23. Attachment 1 to license 
identified unresolved item re acceptance of test results 
movements of mechanical snubbers. 

‘-‘''"•‘''S Branch 1. 84/12/04. FARRAR. D.L. 

8«27JooJ“ ^ 24X Fiche: 50-454. 64/12/04. 

request for relief from certain ABME 
™ tnservica testing requirements. Relief 
NOVAK 't' 4 ^ notice 5 notice of environ assessment end. 

Comm;.I;.lte?';l? *" ‘-‘anting. 84/12/10. FARRAR.D.L 

84d2dS,"«2lIoi3r =4X Fiche: 50-454, 

—8412180639 Safety evaluation supporting relief from certain ASME 
valves inservice testing requirements for pumps & 

Affiliation Given. 84/12/10. 2pp. 

28014,034. 24X Fiche: 50-454, 84/12/10, 8412180637, 

of granting of relief from certain requirements of 
ASME Code Section XI inservice testing requirements for 
teating of pumps & valves. 

Licensing Branch 1. 84/12/10. 4pp. 28014:036. 

24X Fiche: 50-454, 84/12/10, 8412180637, 

Notice of environ assessment «: finding of no significant 
7 g^«»^ting Of relief from certain requirements of 
ASME Code Section XI inservice testing requirements for 
pumps « valves. 

Assistant Director for Licensing. 84/12/10. 4pp, 
28014:040. 24X Fiche; 50-454, 84/12/10, 8412180637, 

request for addl info re vol reduction sys.Respons. 
within 20 days of Itr receipt requested. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/14. FARRAR.D.L. 

8412260041*^ Edison Co. 5pp. 28074:350, 24X Fiche: 50-000. 84/12/14, 
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Q. Inspection reports- IE Bulletins & correspondence 

B412030056 Foriuards Insp Rept 50-454/84-80 on 041107. No none ompl iance 

BPESSARD.R L Region 3. Office of Director. 04/11/14, REED- C. 
CanmoJ'^Ith' Edison CO. 2pp, 27734:035. 24X Fich e: 50-454, 84/1 1 /14, 

0412030056. 

—6412030060 Insp Rept 50-454/84-80 on S41107. No noncompliance noted. 
Major areas insp ec ted : 1 i cens ee action on previous insp 

UALKER?H. A. , HAWKINS- F. C. Region 3- Office of Director 84/11/13. 
3pp. 27734:037. 24X Fic h e : 50-454, 84/1 1 / 14- 8412030056. 

8412120069 Forwards Insp Repts 50-454/84-55 «< 50-455/84-38 on 840831- 

Of Director. 84/11/15. REED.C. 
Edin; CO. 2pp. 27911:215. 24X Flche: 50-454, 84/11/15, 

B4 12120069. 

8412120073 Notice of violation from insp on 840801-1003. 

STREETER- J. F. Region 3. Office of Director. 84/11/15. 2pp. 

27911:217. 24X Fich e : 50-454- 84/ 1 1/ 15- 8412120069. 

—84 1 2120079 Insp Repts 50-454/84-55 8t 50-455/84-38 on 840801-1003. 
Noncompliance noted: fai lure to identify measure time 
response of valves req,uired to actuate on receipt of ESF 

STREETER- J. F. Region 3- Office of Director. 84/11/13. 20pp. 

27911:219. 24X Fich e : 50-454- 84/ 1 1 / 1 5- 8412120069. 

8411150064 IE Info Notice 84-83- "Various Battery Problems." Sve list 

JORDAN- E.L. Division of Emergency Preparedness !< Engineering 
R««Danse (Post 830103) 84/11/19. Consolidated Edison Co. of New 

Y“E! i;c. !20pr 27807 058. 24X Fi c he : 50-000, 84/1 1/ 19. 8411150064. 


"Deficiencies in Ferro-Resonant 


6412110510 Forwards Insp Repts 50-454/84-66 8< 50-455/84 44 on 
840913-14,18-21,1009-12 U 15-17 8c forwards notice of 
vi elation, 

OREGER, L. R. Region 3, Office of Director. 

Commonwealth Edison Co. 2pp. 27893:223. 

8412110510. 


84/11/21. REED, C. 

24X Fiche: 50-454. 84/11/21- 


— 0412110514 Notice of violation from insp on 840913-14,18-21,1009-12 8< 
15-17. 

GREGERiL. R, Region 3, Office of Director. 84/11/21. 

27893:225. 24X Fiche: 50-454- 84/1 1/21. 8412110510. 


Ip- 


8411210360 IE Info Notice 84-84, 

Transformers. " Sve list end. . _ . , 

JORDAN. E.L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison ^o. of New 

York, Inc. 126pp. 27807:179. 24 X Fiche : 50-000, 84/11/27, 841 1210360. 

8412170241 Forwards Insp Rept 50-454/84-77 on 041017-19 8. 23-26. No 
noncompliance noted 


Commonwealth Edison Co. 
8412170241. 


2pp. 


84/11/27. REED. C. 

24X Fiche: 50-454, 84/11/27, 


—8412170247 Insp Rept 50-454/84-77 on 841017-19 8c 23-26. No noncompliance 
or deviations noted. Major areas inspected : comparison of 
plant const to FSAR. 

LERCH-R., STREETER. J. Region 3, Office of Director. 84/11/27. 

3pp. 27969:331. 24X Fich e: 50-454, 84/1 1/27, 8412 1 70241. 

8411280366 IE Info Notice 84-05, "Molybdenum Breakthrough From 

Tc-99ffl Generators." Sve list end, x, n - + 

GRACE, J.N. Division of QA. Safeguards 8. Inspection Programs ( Post 
830103) B4/11/30. Consolidated Edison Co. of New York, 

38pp. 27967:086. 24X Fic h e : 50-000, 84/ 11 /30, 841 1280366. 


Inc. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Eq,uipment. 

JORDAN, E. L. Division of Emergency 
Response (Post 030103). 84/11/30. 

York, Inc. il6pp. 27965:224. 


Consolidated Edison Co. of New 
24X Fiche: 50-000,84/11/30. 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Sve list end. , -r , 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 

(Post 830103 ) 84/12/03. Consol idiated Edison Co. of New 

Y0^Sr?nc U7pp 27965 34i. 24X Fiche: 50-000,84/12/03,8412030021. 

8412030028 IE Info Notice 94-83, "Standby Gas Treatment Sys Problems. " 

Jordan! E. Division of Emergency Preparedness 8c Engineering 

Qaennnsa (Post B30103) 84/12/03. Consolidated Edison Co. of New 

YoJS! Inc 27966 093. 24X Fiche: 50-000- 84/12/03, 8412030028. 

8412060056 EN-a4-072: on 841205, notice of violation & proposed 
imposition of civil penalty in amount of *40.000 issued. 

Action based on matl false statement re source insps of 

Director-, O.Fic Of He. o, In.p.ctl.n .oO 
6nJo?»”:-ot : B4/1=/0D: IP. 27790:343. 24X Fich.: 30-434, B4/.2/05, 

84120600S6. 


— 8412110520 Insp Repts 50-454/84-66 8c 50-455/84-44 on 840913-14.18-21. 
1009-12 8( 15-17, Violati on noted : fai lure to rept 8c 
disposition nonconformances per QA procedures for air 

HUETER?L. J^!’ OILL.C, F. . LOVENDALE, P. C. Region 3, Office of 
DirLtor. 84/11/21. 12pp. 27893:226. 24X Fiche: 50-454, 84/11/21- 

8412110510, 

B4 1 207003B Forwards Insp Rept 50-454/84-73 on 841002-1106 8c notice of 
^^i.olation. ccrcn ^ 

SPEBSARD, R. L. Region 3, Office of ^ V. . ,23. 

27821:065. 24X Fiche: 50-454, 84/11 /23* 


Commonwealth Edison Co. 
8412070038. 


2 pp. 


3pp. 


— B412070041 Notice of violation from insp on 841002 

SPESSARD, R. L. Region 3- Office of Director. 84/11/23. 

27821:067, 24X Fiche: 50-454, 84/1 1/23, 8412070038. 

—8412070044 Insp Rept 50-454/84-73 on 841002-1 106. Noncompl iance noted: 
failure to perform adequate test results review 8c failure 
to specify correct retesting on diesel generator fuel oil 

RING, M. . WILLIAMS. D. , FERRELL, R. Region 3, = ® 

84/11/23. 15pp. 27821:070. 24X Fic he; 50-454, 84/1 1/23. 8412070038. 


8412130078 Discusses insp on 840426-0717 8. forwards notice of violation 
8c proposed imposition of civil penalty, PFPn c 

KEPPLER,J. G. Region 3. Office of Director. 84/12/05. REED, C. 
Commonuteo 1th Edison Co, 4pp. 27916.253. 

8412130078. 


84/12/05. 

24X Fiche: 50-454. 94/12/05, 


—8412130082 Notice of violation 8c proposed imposition of civil penalty 
in amount of *40. 000. Noncompliance noted: all safety-related 
equipment shipped since 800201 hot 

welding by Pittsburgh Testing Lab as „„„ 

KEPPLER.J. G. Region 3. Office of Director. 84/12/04. 2pp. 
27916:257. 24X Fiche: 50-454. 84/12/05, 3412130078. 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiied 316 Stainless Steel. " Sve list 
JORDAN, E.L. Division of Emergency 

R.^nonee (Post 830103). 84/12/07. Consolidated Edison Co. of New 

Y"k° Inc !«pp 27966: 332. 24X Fiche: SO-000, 84/12X07. 8412030081. 

8412050090 IE Info Notice 04-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list , 

JORDAN, E.L. Division of Emergency Preparedness 8t Engineering 
R»«nc3n&e (Post 830103) B4/12/07. Consolidated Edison Co. of New 

27966: 21S. 24X Fich.: SO-OOO, 84/12/07, B412050090, 


B412170495 Forwards Insp Repts 50-454/84-70 8c 50-455/84-48 on 
041004-1102. No noncompliance noted. 

BTREErER.J.F. R.plon 3, 84/11/26, 


REED, C. 


Commonwealth Edison Co. 
8412170495. 


2pp. 


— 0412170503 Insp Rept 50-454/84-70 8c 50-455/84-48 on 841004-1 102. No 
noncompliance noted. Major areas inspected; licensee action 
on SER items 8c previous insp findings, IE bulletins, 
preoperational test results review 8c Tech ... - 

HINDS. J. M. , CONNAUGHTCN. K. , BROCHMAN. P. G. LcA^Iil sA/ 11/26, 

Director. 84/11/26. 11pp. 27968:170. 24X Fiche: 50-454. 84/11/26. 

B412170495, 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '* Sve list end. . ^ . , 

JORDAN, E.L. Division of Emergency 


York. Inc, 116pp. 


Consolidated Edison Co. of Now 
28032: 130. 24X Fiche; 50-000, 84/12/10. 8412060594. 


0412170374 Board Notification 84-186; provides 8411 15 Itr forwarding 
Insp Repts 50-454/84-55 8c 50-455/84-38 8c 1205 Itr 
forwarding Insp Repts 50-454/84-32 8c 50-455/84-25 8c notice 
of violation 8< proposed imposition of civil penalty. 

EISENHUT, D. G. Division cjf Licensing. 84/12/13. 

GILIN8KY, ASSELSTINE Commissioners. Ip. 28011:0/5. 

Fiche: 50-454, 84/12/13, 8412170374. 
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Forwards addl info in response to NRC Finding 2-1 identified 
in Integrated Design Insp Kept 50-454/83-32 & Rev 3 to 
'Attxiliarg Bldg Flood Level Calculations. " Flood level 
predictions in four zones reduced. 

TRAMMj T. R. Commonwealth Edison Co. 84/12/14. DEVCXJNOi R C 

Office of Inspection and Enforcement. ' 2 pp. 

28077. 007. 24X Fiche: 50-454i 84/12/14^ 8412270428. 


—8412270429 "Auxiliary Bldg Flood Level Calculations. 
PETERSON, R. J. Commonwealth Edison Co. 84/03/01 
28077:009. 24X Fiche: 50-454. 84/12/14, 8412270428. 


62pp. 


"C^-acking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. Division of Emergency Preparedness & Engineering 

Con,oUd„ted E^isdn Co of N.d, 
ork, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541 . 

84121205^ IE Info Notice 84-93. "Potential for Loss of Water from 
Kflfufliling CAvl 1 ;y. ** Svc list? encl. 

JORDAN, E.L Division of Emergency Preparedness U Engineering 
Response (Pest 830103). 84/12/17. .Consolidated Edison Co of New 

York, Inc. 120pp. 28124:001. 24X Fi che; 50-000, 84/12/ 17, 8412120547. 

occurrences, LERs & related correspondence 

04 - 001 - 00 : on 841104 . hourly fire watch patrol not 
areas w/degraded fire barriers. Addl instruction 
re staffing for fire watches provided to security 
supervisors. W/a 41 l 27 Itr. 

Commonwealth Edison Co. 84 / 11 / 06 . 3pp 
27927 . 026 . 24 X Fich e: 50 - 454 , 84 / 1 1/06, 8412130504 . ^ 

8412140339 L^ 84-002-00: on 841106, surveillance requirements not 
performed to record RHR train flow S< operability CalsH 
fay operator oversight & improper review by shift 

cautioned. W/841127 Itr. 

SUFRIOiR.E. Commonwealth Edison Co 84/11/06 
27954: 053. 24X Fiche: 50-454, 84/11/06, 84121^033^ 


3pp. 


34-003-00: on 641,07. durln, initial con. loadin,. sijnal 
rhiii ? source range channels. Source range ^ 

channels declared inoperable. Caused by electrical noise on 

investigated. W/a41127 Itr. 

27916' 233 ^iilson Co. 84/11/20. 4pp. 

27916.233. 24X Fich e: 50-454, 84/1 1 /20, 8412130412. 

®''i?ilTLxaia^;''bldfd" 841106-07. block wall between control room 
area & auxiliary bldg discovered open. Block wall penetration 
boundary walked down «, two addl 
leaky penetrations sealed. W/B41127 Itr. 

R- 8 - Commonwealth Edison Co. 84/11/27 3 pp 
27937.319. 24X Fiche: 50-454, 84/11/27, 8412140444. 


8412240002 LER 84-010-00: on 841112, boron dilution protection sus 
actuated Caused by noise spike due to pulling fuse. Mod to ^ 
boron dilution protection sys being designed W/S41211 i +-T. 
SMITH.W , QUERIO.R.E. Commonwealth Edi 0^20 8^/ Ln 

28061:317. 24X Fiche: 50-454, 84/12/1 1, 8412240002 


3 pp. 


8412270463 LER 8^-016-00. on 84 1 121 , d ur ing insp , 125-vo It lE batteri** 
declared inoperable. Caused by battery to rack spacing 
exceeding manufacturer physical seismic test parameter 
1 imit. Spacers added to gap. W/841212 Itr. 

Commonwealth Edison Co. 84/12/12 3 on 

28115:206. 24X Fiche; 50-454, 84/12/12, 8412270463. 

8412200318 LER 84-009-00: on 841 1 16, au x i 1 i ar y bldg vent sfarfc 
1RE-PR028 tripped due to filter 1 cad ing . Par t i c S lltff ! Ue^ T 
iodine cartridge not analyzed within 48 h because of lacTof 
foreman to technician. W/a4l213 Hr 
^ ' ®^S:RI0, R. E. Commonwealth Edison Co 84/12/13 3 n.n 

28031 : 223 . 24 X Fiche. 50 - 454 , 84 / 12 / 13 , 84122 So 3 ?B. 


storage tank 


3 pp. 


8412260157 LER 84-008-00: on 841115. fire watch in diesel 
rooms terminated before fire protection foam sys 
reestab lished. Caused by poor communication. Fire watch 
established & sys returned to svc. W/S41213 Itr. 

Commonwealth Edison Co. 84/12/13 

20063:308 24 X Fiche: 50 - 454 , 04 / 12 / 13 , 8412260157 . 

Il transcripts on non-anti trust matters 


^’•S'Jment in Beth„da,MD r. ABLD 
ALAB-770 Pp^l- 96 *^^ initial decision on ASLAB remand in 

27763°219 Appeal Panel. 84/11/29. 

«f//63.219. 24X Fiche; 50-454, 84/11/29, 8412050382. 

V. Operator Examinations 


9 app, 


8412210125 Discusses schedule for administration of license exams to 
f Pacinty.per 821201 telcon. Meeting wiU 
established after first of yr to arrive at mutually 

licensing in depth, 

MCMILLEN.J I. Region 3, Office of Director, 82/12/08 HIOOINS.TK 
aS/TS^aeilLloiSr 24X Fiche: 50-454, 

8412200627 Notifies that written exams for operators {< senior operators 
scheduled for 830505.13 071 1, respectively. Simulator eJamI 


h. “I " -spectively. Simulator exams 

will be administered at facility training 
Ref matl listed in Encl i 

LITTLE, W.S. Region 3, Office of Director, 83/02/10 REED, C 
Commonwealth Edison Co. 2 pp. 2B032015 
8412200627. 


ctr as listed, 
required by 830318. W/o encl. 


24X Fiche: 50-454, 83/02/10, 


radiation monitor GRE-PROaiB 
'^““"“"“•alth Eilijon Co. 84/,,/27 3 pp 

28029 . 121 . 24 X Fiche: 50 - 454 , 84 / 11 / 27 , 8412190337 . 

3412100399 Interim Deficiency Repts 84-07 k 84-19 re crush str»nn 4 -h 
of energy absorbing matl supplied by Hexcel used in pipe ° 

reported on 841030. Hexcel ^ 

SMTTW n 2 *0 •valuat# matl w/reduced crush strength. 

Commonwealth Edison Co. 84/11/29 KEPPLER.j q 

8;iSroi3;9°^ 24X-Fich"5SioofB4/?J^2?? 

8412140408 LER 84-007-00: on 841110,11 «< 12, grab samples not taken 
SriakiSn error. Personnel counseled on importance 

WEAVER, Spec s. W/841204 Itr. 

i..;, ' * ' aUERIO,R. E. Commonwealth Edison Co 84 / 12/04 3 nrt 
27953:357. 24X Fiche: 50-454, 84/12/04, 8412^2408. 

“-f .®«-00*-00:on S4ilOT, control room HVAC .y, unabl. to 
bldo*^HU*e'?l '”‘“*"rt. Cau.ad by oporation of auxillaru 

bldg HVAC in abnormal lineup. Auxiliary bldg HVAC sus 
restored to normal lineup. W/a41204 Itr ^ 

C‘>W“''“-altb Edi.on Co. 04/12/04 3pp 
27937.316. 24X Fiche; 50-454, 84/12/04, 8412140430. 

®“oiiuor"°ORR 3 ,r 7 oUT^”’’ rn*-" to^onlc.tlon, 9/r.dUtlon 
monitor 0PR31J lost in control room. Caused by two terminals 

dam«Id*Jii'' shorting during repairs. Work request written I 
damaged components replaced. W/84120a Itr. 

QVERIO, R. E. Commonwealth Edison Co. 84 / 12/08 

28029:129. 24X Fiche; 50-454, 84/12/08, 8412190370. 


8412200615 Discusses adequacy of ref matl received for preparing for 
030504°"^ licensing exam. Info re simulator required by ® 

Engineering. 83/04/04. REED,C. 

84T22SSm 5 20032:028. 24X Fich e: 50-454, 83/04/04, 

personnel would not include 
* facility simulator, per 830520 telcon, Third set of 
written exams postponed due to abnormally high failure 
approx 65% on first written exam. 

SPESSARD, R. L. Division of Engineering. 83/06/01 REED, C 
3412210039 ,“ 076. a4X Fiche: 50-454, 63/04/01. 

Rdque.t. dPBToved re, matl r. operator !< .enior operator 
licensing exams by 830923, Written exams scheduled for 831027 
scheduled for wks of 83112B & 1205. W/o encl. 

Director, 63/09/20. REED.C. 

84122004*9 =0032:024. 24X Fiche: 50-454, 83/09/20, 


DOCKET SrN-50~455 BYRON STATION, UNIT 2 

^ J^PP ^^^^ ^^^Qn/construction stage documents & correspondence 

’'■’’•Mrd. revised FSAR table containinj abstract, of atertup 
review. Tables will be incorporated into next FSAR 
amend. Testing will proceed in accordance w/revs unless NRC 
objects. 

Edison Co. 84/11/29. DENTON, H.R. Office 
F- Regulation, Director. 7pp. 27748:294. 24X 

Fiche: 50-000, 84/11/29, 8412040101. 
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9'fll2260041 Forwards reciuest for addl info re vol reduction sys. Response 
uiithin 20 days of Itr receipt requested 

YQUNOBLOODi B. J. Licensing Branch 1. 84/12/14. FARRAR* D. L. 

Conmonuiealth Edison Co. 5pp. 2B074 350. 24X Fiche- 50-000, 04/12/14* 

8412260041 


F. Security, medical, emergency & fire protection plans 


8412200033 Responds to FDIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M Division of Rules and Records. 84/06/14. DELL. N. 
Nuclear Information 5( Resource Service, 3pp. 28052:318. 24X 

Fiche: 50-000. 84/06/14, 84 1 2200033. 


— 8412100548 Submits concerns re safety of local residents in event of 
accident & excessively high cost of projected operation of 
facil ity. 

CHAKQUR.D. . STARK. W. D . OEOAN. 0. Northern Illinois Univ. . De Kalb. 
IL. 84/11/22. Atomic Safety and Licensing Appeal Panel. 2pp. 
27848:354. 24X Fi ch e . 50-454. 84/ 12/04. 8412100540. 


8412210289 Decision ALAB-793 affirming ASLB 841016 supplemental initial 
decision & portion of ASLD 040113 initial decision re issues 
not covered by ALAB-770 remand. Served on 841220. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. #484 733, 
84/12/20, 70pp. 29034:155. 24X Fi c h e: 50-454. 84/ 12/20. 84 12210289. 


Q. Inspection reports. IE Bulletins 8< correspondence 


8412010007 Rev 1 to emergency plan annex. 

MOORE, R.D. Commonwealth Edison Co. 84/09/30. 75pp. 27706:109. 

24X Fiche: 50-454* 84/09/30. 8412010007. 


8412060615 Further response to FOIA request for 10 & 50-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON. J. M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50-000. 84/11/13. 

8412060615. 


8412310219 Forwards public version of revised generating stations 
emergency plan telephone directory. W/S41219 release memo. 

MOORE. R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28137:280. 24X 

Fiche: 50-000. 84/11/30. 8412310219. 


8412120069 Forwards Insp Repts 50-454/84-55 8. 50-455/84-38 on 840831- 
1003 & notice of violation. 

STREETER. J. F, Region 3. Office of Director. 84/11/15. REED, C. 
Commonwealth Edison Co. 2pp. 27911:215. 24X Fich e: 50-454. 84/1 1/ 1 5, 

8412120069. 


— 8412120073 Notice of violation from insp on 840801-1003. 

STREETER. J, F. Region 3. Office of Director. 84/11/15. 2pp. 
27911:217. 24X Fiche: 50-454, 84/1 1/15. 8412120069. 


— 8412120079 Insp Repts 50-454/84-55 8< 50-455/84-38 on 840901-1003, 
Noncomp liance noted : fai 1 ure to identify measure time 
response of valves required to actuate on receipt of ESF 
signa 1. 

STREETER, J, F. Region 3. Office of Director, 84/11/13. 20pp. 

27911:219. 24X Fiche: 50-454. 84/11/15. 8412120069. 


■8412310241 Public version of revised generating stations emergency plan 
telephone directory. 

OALLE.D. P. Commonwealth Edison Co. 84/11/08. 53pp 28137:285. 

24X Fiche: 50-000. 84/11/30. 8412310219. 


8411150064 IE Info Notice 84-83, "Various Battery Problems. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19, Consolidated Edison Co. of New 

York, Inc, 120pp, 27807:058. 24X Fiche: 50-000, 84/11/19. 8411 150064. 


8412100055 Informs that Revs 4 4A to generating stations emergency 
plan submitted 840524 4t Oct 1984, respectively, consistent w/ 

1 0CFR50, 54 (a ) requirements t; do not decrease plan 
effectiveness. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/04. REED. C. 
Commonwealth Edison Co. 2pp. 27835:058. 24X Fiche: 50— 000. 84/12/04. 

8412100055. 


8412110510 Forwards Insp Repts 50-454/94-66 «c 50-455/84-44 on 
840913-14,18-21*1009-12 & 15-17 8< forwards notice of 
violation. 

(3RE0ER. L, R. Region 3, Office of Director. 84/11/21. REED. C. 
Commonwealth Edison Co. 2pp. 27893:223, 24X Fiche: 50-454. 84/11/21, 
8412110510. 


8412170114 Corrected Pages 7-9 to Rev 4 to Emergency Plan Implementing 
Procedure BZP 3B0-3. "Post-Accident Vent Stack Sampling of 
Wide-Range Gas Monitor. " 

MCGUIRE, L. A. Commonwealth Edison Co. 84/12/04. 4pp. 27937:052. 
24X Fiche; 50-454, 84/12/04. 8412170114. 


8412310449 Requests submittal of annual emergency exercise objectives 8< 
detailed scenarios for NRC review of 45-day schedule instead 
of 20-day schedule as requested on 820112 8c 030826. Sc h edu 1 e 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/12/14. REED. C. 
Commonwealth Edison Co. 2pp. 28134:225. 24X Fiche: 50-000, 84/12/14, 

8412310449. 


8412280021 Rev 2 to Emergency Plan Implementing Procedure BZP 310-5, 
"Acting Station Director (Primary Responsibility-Shift 
Engineer), " 

» Commonwealth Edison Co 84/12/17. llpp. 28113:029. 24X 

Fiche; 50-454, 84/12/17. 8412200021. 


8412280159 Revised emergency plan implementing procedures, including 
BZP 600-Al re prioritixed call listing for staff 
augmentation purposes & BZP 600-A4 re telephone directory, 

* Commonwealth Edison Co. 84/12/19. 5Spp, 28108:062. 24X 

Fiche; 50-454, 84/12/19, 8412280159. 


G. Adjudicatory correspondence 


0412010066 Notice of withdrawal of appearance in proceeding. Certificate 
of Svc end. 

ZIMMERMAN, S. P. Joint Interveners - Byron. #484 377. 84/11/27. 

3pp. 27711:330. 24X Fic he; 50-454. 84/11/27. 8412010066. 


8412100540 Forwards petitions & correspondence re plant operation for 
submission into permanent record. Served on 841207. 

MARTIN. L. House of Rep. #484 517. 84/12/04. CHILK, S. J. Office of 

the Secretary of the Commission. 4pp. 27848:352, 24X 

Fiche; 50-454, 84/12/04. 8412100540. 


— 8412100544 Expresses concern re projected operation of facility. 
KNAPP. C. Northern Illinois Univ., DeKalb. IL. 04/11/21. 
Atomic Safety and Licensing Appeal Panel. Ip. 27848:353. 24X 

Fiche: 50-454. 84/12/04. 8412100540. 


— 8412110514 Notice of violation from insp on 840913-14,10-21,1009-12 it 
15-17. 

OREOER.L, R. Region 3. Office of Director. 84/11/21. Ip. 
27893:225. 24X Fiche: 50-454, 84/11/21, 8412110510, 


— 8412110520 Insp Repts 50-454/84-66 St 50-455/84-44 on 840913-14,18-21, 
1009-12 8, 15-17. Violation noted ; fa i lure to rept St 
disposition nonconformances per QA procedures for air 
cleaning sys. 

HUETER* L. J. , OlLLiC.F., LOVENDALE, P. C. Region 3, Office of 
Director. 84/11/21. 12pp. 27893:226. 24X Fich e: 50-454, 84/1 1 /21, 

8412110510. 


8412170495 Forwards Insp Repts 50-454/84-70 S< 50-455/84-48 on 
841004-1102 No noncompliance noted. 

STREETER. J. F. Region 3, Office of Director. 84/11/26. REED, C. 
Commonwealth Edison Co. 2pp. 27968:176, 24X Fiche: 50-454* 84/11/26, 

8412170495. 


— 8412170503 Insp Rept 50-454/84-70 8< 50-455/84-48 on 841004-1 102. No 
noncompliance noted. Major areas inspected: licensee action 
on SER items St previous insp findings, IE bulletins, 
preoperationa 1 test results review S: Tech Spec review. 

HINDS* J.M., CONNAUOHTON. K. . BROCHMAN. P. 0. Region 3, Office of 
Director. 84/11/26. llpp. 27968:178, 24X Fic h e: 50-454, 84/1 1/26, 

8412170495. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, '* Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE. J.N. Division of QA, Safeguards *t Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

SSpp. 27967:086. 24X Fi che: 50-000. 84/11/30. 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys it Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30, 8411280370. 
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8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03 Consolidated Edison Co. of New 

York. Inc 117pp. 27965 340 24XFiche 50-000,84/12/03,8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc I22pp- 27966:093. 24X Fi che: 50-000, 84/12/03, 8412030028, 


T. Hearing transcripts on n on-anti true t matters 


8412050382 Transcript of 841129 oral argument in Bethesda.MD re ABL8 
841016 supplemental initial decision on ASLAB remand in 
ALAB-770. Pp 1-96. 

* Atomic Safety and Licensing Appeal Panel. B4/11/29. 90pp 
27763:219. 24X Fiche : SO-454, 04/ 1 1 /29, 8412050332. 


DOCKET SrN-50-456 BRAIDWOOD STATION, UNIT 1 


8412060056 EN-S4-072: on 841205, notice of violation 8c proposed 
imposition of civil penalty in amount of $40,000 issued. 

Action based on matl false statement re source insps of 
safety-related equipment. 

KLINOLER, G. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/12/05. Ip. 27790:345. 24X Fich e: SO-454, 84/12/05, 

8412060056. 


8412130078 Discusses insp on 840426-0717 8< forwards notice of violation 
& proposed imposition of civil penalty. 

KEPPLER.J. G. Region 3, Office of Director. 84/12/05. REED, C. 
Commonwealth Edison Co. 4pp. 27916:253. 24X Fiche. 50-454, 84/12/05. 

8412130078. 


— 8412130082 Notice of violation ?c proposed imposition of civil penalty 
In amount of $40, 000. Noncomp liance noted: all saf ety-related 
equipment shipped since 000201 hot source-inspected for 
welding by Pittsburgh Testing Lab as of 810126. 

KEPPLER.J.G, Region 3, Office of Director. 84/12/04. 2pp. 

27916; 257. 24X Fiche; 50-454. 84/12/05, 8412130078. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081. 


0412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualif ication of Equipment. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness !t Engineering 
Response (Post 830103). 04/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. '• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. il6pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412170374 Board Notification 84-186: provides 841115 Itr forwarding 
Insp Repts 50-454/84-55 & 50-455/84-38 & 841205 Itr 
forwarding Insp Repts 50-454/84-32 & 50-455/84-25 & notice 
of violation & proposed imposition of civil penalty. 

EISENHUT, D, C. Division of Licensing. 84/12/13. PALLADINO, 
GILINSKY, ASSELSTINE Commissioners. ip. 28011:075 24X 

Fiche: 50-454, 84/12/13, B412170374. 


B41227042B Forwards addl info in response to NRC Finding 2-1 idei 
in Integrated Design Insp Rept 50-454/83-32 Zt Rev 3 to 
“Auxiliary Bldg Flood Level Calculations." Flood level 
predictions in four zones reduced. 

TRAMM.T.R. Commonwealth Edison Co. 84/12/14. DEYOUNG, R.C. 

Office. Office of Inspection and Enforcement. 2pp. 
28077:007. 24X Fiche: 50-454, 84/12/14, 8412270428. 


‘841 2270 429 "Auxiliary Bldg Flood Level Calculations." 
PETERSON, R. J. Commonwealth Edison Co. 84/03/01. 62pp. 

28077:009. 24X Fiche: 50-454, 84/12/14, 841227042a! 


A. Application/constroction stage documents & correspondence 


8412010041 Forwards determination of eligibility of Archeological Git# 
llKal79 in Kanakakee County, IL for inclusion in Natl 
Register of Historic Places, per end Executive Order 11593, 

Info should be incorporated into NEPA analysis. 

* Interior, Dept, of. National Park Service. B4/11/12. NRC - Wo 
Detailed Affiliation Given. 3pp. 27704: 101. 24X 

Fiche: 50-456, 84/11/12. 8412010041. 


8412030409 Confirms 841126 plans for 8411206 meeting uj/util & 
independent expert overview group at Mazon emergency offsite 
facility in Mazon, IL to discuss status of const assessment 
program. Meeting will be open to public. 

NORELIUS, C, E. Region 3, Office of Director. 04/11/28. REED,C. 
Commonwealth Edison Co. 2pp. 27723:246. 24X Fiche: S0-4S6, 04/11/28, 

8412030409. 


8412040101 Forwards revised FSAR table containing abstracts of »t«nup 
tests for review. Tables will be Incorporated into next FSAR 
amend. Testing will proceed in accordance ui/revs unless NRC 
objects. 

TRAMM.T.R. Commonwealth Edison Co. 04/11/29. DENTON, H.R. Qfflc# 
of Nuclear Reactor Regulation, Director. 7pp. 27748:284. 24X 

Fiche; 50-000, 84/11/29, 8412040101. 


8412260238 Forwards changes to const assessment program, per 040727 Hr 
it discussions w/NRC. 

SMITH, D, H, Commonwealth Edison Co. 04/12/13. KEPPLER, J. G. Region 
3, Office of Director. 4pp. 28055:258. 24X Fiche: S0-4S6, 84/12/13. 

8412260238. 


8412260041 Forwards request for addl info re vol reduction sys.Responit 
within 20 days of Itr receipt requested, 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/14. FARRAR, D.L. 

Commonwealth Edison Co. 5pp. 20074:350. 24X Fi c h e : 50-00 0, 04/12/ 14, 

8412260041. 


E, NRC Safety Evaluation Report (8ER), suppls correspondenc e 


84 12260279 Forwards shift experience program for review Jk concurrence 
per SER (NUREG-0076) . A1 1 personnel will be trained by Last 
Quarter 1985. Response to 840920 request for exemption from 
observation training requested. 

SMITH, D. H. Commonwealth Edison Co. 04/12/18, DENTON, H.R, 
of Nuclear Reactor Regulation, Director. 75pp. 2Q057- 248 

Fiche: 50-456, 84/12/18, 0412260279. 


Office 

24X 


F. Security, medical, emergency 8< fire protection plans 




i Z *.• TV riVB cai;egorieB Of* dOCUme 

potential seismic activity in areas affected by Neui Madrid 
Fault, App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 04/06/14. BELL, N 
Nuclear Information 8< Resource Service. 3pp, 2a052‘ 310 24X 

Fiche: 50-000, 84/06/14, 8412200033. 318. 24X 


"'=’■'•'‘‘"5 ■>» Flg«,h..u on Comnln. Fir. 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of New 

York, Inc. 119pp. 28123:131. 24X Fiche; 50-000, 04/12/17, 8412120541. 


r.au..t for 10 >. so-mil, m.p. o, 
nuclear plants. Map reproduction costs described. Maps will 

feJtoS png CD.t. r.nch.d, 

FELTON, J.M. Divi.ion of Rule, and R.cords. B4/H/13 BEHLIN.M 

aJTSS!"'' 2^831:040. 24)( Fl = i!i‘?b-Oo“l7/in, 


'■’’"‘•"‘ini f”- l-o.s Of Uat.r froo, 
Refueling Water Cavity. " Svc list end. 

JORDAN. E.L Division of Emergency Preparedness & Enginterina 

Consolidated Edison Co of New 
York, Inc. 120 pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547 . 

S. R eport able oc cur rences, LERs fc related correspondence 

3412100399 Interim Deficiency Repts 84-07 & 84-19 re crush strength 
supplied by Hexcel used in pipe ^ 

whip restraints. Initially reported on 841030 Hexcel 
requested to evaluate matl w/reduced crush strenath 
SMITH, D.H. Commonwealth Edison Co. 84/11/2^ KEpkpR J o 


Fiche: 50-000, 84/11/28, 8412060679, ^ 

8412310219 Forwards public version of revised generatino stations 
ttl»phon« d i r # c tor ij . W/84 12 1 9 r«l«asn memo 
liOOREf R. D* ComniDniifedi 1 th Edison Co* B4/11/30 no* *i' « 
Branch (Document Control Desk). 5pp. 20137:280. 24X^ 

Fiche: 50-000, 84/11/30, 8412310219. 
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I —9412310241 Public version of revised generating stations emergency plan 
I telephone directory. 

? GALLEiD.P. Commonwealth Edison Co. 84/11/08. 53pp. 28137,285. 

I 24X Fiche: 50-000. 84/11/30. 8412310219. 

1 

I B412100055 Informs that Revs 4 St 4A to generating stations emergency 

( plan submitted 840524 tt Oct 1984, respectively, consistent lu/ 

10CFR50, 54(a ) requirements 8t do not decrease plan 
effectiveness. 

I PAPER lELLO. C. J. Region 3. Office of Director. 04/12/04. REED.C. 

I Commonwealth Edison Co. 2pp. 27835:058. 24X Fich e: 50-000. 84/ 12/04, 

I 8412100055. 

I 34 1 2310449 Requests submittal of annual emergency exercise objectives 8< 

I detailed scenarios for NRC review of 45-day schedule instead 

: of 20— day schedule as requested on 820112 8t 830826. Sc hedul e 

• for exercises occurring after 850301 provided. 

i PAPER lELLO, C. J. Region 3, Office of Director. 84/12/14. REED.C. 

f Commonwealth Edison Co. 2pp. 28134:225. 24X Fiche: 50-000, 84/12/14. 

? 8412310449. 


a, Inspection reports, IE Bulletins h. correspondence 


3411150064 IE Info Notice 84-83, "Various Battery Problems.'* Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New- 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1 / 19, 84 11 1 50064. 


3412110544 Forwards Insp Repts 50-456/84-21 St 50-457/84-20 on 
840904-1005 S: notice of violation. 

WARWICK, R.F. Region 3, Office of Director. 84/11/20. REED.C. 
Commonwealth Edison Co. 2pp. 27094:097. 24X Fiche: 50-456, 84/1 1/20, 

8412110544. 


—8412110548 Notice of violation from insp on 840904-1005. 

WARNICK.R. F. Region 3, Office of Director. 84/11/20. 4pp. 
27894:099. 24X Fich e: 50-456, 84/1 1 /20, 84121 10544. 


—8412110554 Insp Repts 50-456/84-21 St 50-457/84-20 on 840904-1005. 
Noncompliance noted : fai lure to properly perform weld insp, 
failure to rept min wall defects, fai lure to perform 
; cleanliness insp & failure to complete plant redesign. 

I FORNEY, W.L. Region 3, Office of Director. 84/11/16. 15pp. 

1 27894:103. 24X Fic h #: 50-456, 84/1 1 /20, 84121 10544. 


8412170480 Forwards Insp Repts 50-456/04-31 St 50-457/84-29 on 
841008-1109 St notice of violation. 

WARNICK.R. F. Region 3, Office of Director. 84/11/26. REED.C. 
Commonwealth Edison Co. 2pp. 27968:162. 24X Fiche: 50-456, 04/1 1/26, 

0412170480. 


—8412170483 Notice of violation from insp on 841008-1109. 

WARNICKiR. F. Region 3, Office of Director. 84/11/26. Ip, 
27968:164. 24X Fiche: 50-456, 84/1 1/26, 8412170480. 


—8412170493 Insp Repts 50-456/84-31 St 50-457/84-29 on 841008-1109, 
Noncomp liance noted : fai lure to route cable in accordance w/ 
cable pull card. 

SCHULZ, R., GARDNER, R., FORNEY, W. Region 3, Office of Director. 
84/11/26. 11pp. 27969:165. 24X Fiche; 50-456, 84/1 1/26, 8412170480. 


3411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. *' Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000. 84/11/27, 8411210360. 


34 12170406 Forwards Insp Repts 50-456/84-35 St 50-457/84-33 on 841114 S< 
1(5. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 84/11/28. REED.C. 
Commonwealth Edison Co. 2pp. 27968:338. 24X Fich e: 50-456. 84/1 1/28, 

84 121 70406. 


—8412170408 Insp Repts 50-456/84-35 St 50-457/84-33 on 841114 St 15. No 
noncompliance noted. Major areas inspected : program on 
concrete drilling St coring St licensee action on IE Bulletin 
79-02, "Pipe Support Baseplate Design Using Concrete.... " 

NORTON, U.F., WILLIAMS, C. C. Region 3, Office of Director. 

84/11/27. 4pp. 27968:340. 24X Fiche: 50-456, 84/11/28, 8412170406. 


8412170434 Forwards Insp Repts 50-456/84-28 St 50-457/84-27 on 840917- 
1123. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 84/11/28. REED.C. 
Commonwealth Edison Co. 2pp. 27968:274. 24X Fiche: 50-456, 84/11/28, 

8412170434 . 


—8412170438 Insp Repts 50-456/84-28 St 50-457/84-27 on 840917-1123. No 
noncompliance or deviation noted. Major areas inspected; 
preopei-ational test procedures St evaluations of 
preoperat ional test results. 

DUNLOP, A., WILLIAMS, D. L. , RING.M.A. Region 3. Office of Director. 
84/11/28. 3pp. 27968:276. 24X Fiche: 50-456, 84/11/28, 8412170434. 


9411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Inspection Programs (Post 
830103). 04/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:086. 24X Fiche : 50-000. 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys St Nonsaf ety-Related Equipment. '* 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc, 116pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30, 8411280370. 


8412060421 Ac k receipt of 841107 Itr clarifying 841022 Itr in response 
to NRC 840731 Itr re steps taken to correct noncompliance 
noted in Insp Repts 50-456/84-09 St 50-457/84-09. 

WARNICK, R. F. Region 3, Office of Director. 84/11/30. REED.C. 
Commonwealth Edison Co. Ip. 27794:242. 24X Fiche; 50-456, 84/1 1/30, 

8412060421. 


— 8412060426 Clarifies 841022 response to NRC 840731 Itr re violations 
noted in Insp Repts 50-456/84-09 S: 50-457/84-09. Commitment 
to (ualkdown all hot lines greater than 180 F noted. 

FARRAR, D.L. Commonwealth Edison Co, 84/11/07. KEPPLERiJ.O. 
Region 3, Office of Director. Ip. 27794:243. 24X 

Fiche: 50-456, 84/11/30. 8412060421. 


— 8412060436 Responds to NRC 840731 Itr re violations noted in Insp Repts 
50-456/84-09 St 50-457/84-09. Correct ive actions; clearance 
guidelines added to electrical, mechanical, HVAC St structural 
contractor installation specs. 

FARRAR. D.L. Commonwealth Edison Co. 84/10/22. KEPPLER, J. 0. 

Region 3, Office of Director. 3pp. 27794:244. 24X 

Fiche: 50-456. 84/11/30, 8412060421. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 04-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, B41203002B. 


8412100172 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct noncompliance noted in Insp Repts 50-456/84—17 Hi 
50-457/84-17. 

* Region 3, Office of Director. 84/12/06. Commonwealth Edison 
Co. Ip. 27834:146. 24X Fi che: 50-456, 84/12/06, 8412100172. 


— 8412100178 Responds to NRC 841016 Itr re noncompliance in Insp Repts 
50-456/84-17 it 50-457/84-17. Corrective actions: Project 
Procedure PCD-07, "Site Purchasing Instructions," issued 
it implemented to ensure proper purchase requirements. 

FARRAR, D.L. Commonwealth Edison Co, 84/11/28. KEPPLER, J.O. 
Region 3, Office of Director. 5pp. 27834:147. 24X 

Fiche: 50-456, 04/12/06, 8412100172. 


3412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensiti red 316 Stainless Steel. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, 118pp. 27966:332. 24X Fiche; 50-000, 84/12/07, 8412050081. 


8412050090 IE Info Notice 04-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. Il4pp. 27966:215. 24X Fiche: 50-000, 84/12/07, E412050090. 


8412060594 IE Info Notice 84-91, "(JC Problems of Meteorological 
Measurements Programs, " Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412180471 Ack receipt of ^40810, 0911 it 1102 l< 19 Itrs informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-456/84-05 I* 50-457/84-05. Pentrameter placement in welds 
resolved ui/acceptance of Cod# Case 1914. 

WARNICK, R.F. Region 3, Office of Director. 84/12/13. REED, C. 
Commonwealth Edison Co. 3pp. 28003:286, 24X Fiche: 50-456, 84/12/13, 

B4121S0471. 
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— 84-12180480 Responds to NRC Itr re violations noted in Insp Repts 
50-456/84-05 tt 50-457/04-05. Correc tive actions: Code Case 
1914 indicates placement of pentrameter on weld acceptable 
providing lead pentrameter numbers not placed on ueld. 

SMITH, D.H. Commonuealth Edison Co, 84/11/19. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 28003:289. 24X 

Fiche: 50-456, 84/12/13, 8412100471. 


— 8412180484 Responds to violations noted in Insp Repts 50-456/04-05 ft 
50-457/84-05. Corrective acti ons: sensitivi ty of initial 
radiograph cannot be questioned due to T-hole on properly 
located pentrameter being clearly visible. 

SMITH, D.H. Commonuealth Edison Co. 84/11/02. KEPPLER, J. G. 

Region 3, Office of Director, 3pp. 28003:297. 24X 

Fiche: 50-456,84/12/13, 8412180471. 


— 8412180530 Responds to NRC Itr re violations noted in Insp Repts 
50-456/84-05 & 50-457/84-05. Correct ive actions: area of 
incomplete fusion wilj be repaired 1 reinspected by 841101. 
SMITH, D.H, Commonwealth Edison Co. 84/09/11. KEPPLER, J. C. 
Region 3, Office of Director. 2pp. 28003:300. 24X 

Fiche: 50-456, 84/ 12/ 13 ,-84 12 180471. 


— 8412180537 Responds to NRC Itr re violations noted in Insp Repts 
50-456/84-04 & 50-457/84-05, Correct ive actions: revieu of 
Spool Q6056-CV-23-6. Weld 6, Area-12 indicates 
pantrameters not in area of interest. 

FARRAR, D. L. Commonwealth Edison Co. 84/08/10. KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 28003:302. 24X 

Fiche: 50-456, 84/12/13. 8412180471. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131, 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity.'* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co, of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547, 


8412310253 Ack receipt of 841213 Itr informing NRC of revised 
completion date to correct noncompliance noted in Insp Repts 
50-456/84-07 50-457/84-07. 

LITTLE, W.S. Region 3, Office of Director. 84/12/24. REED, C. 
Commonwealth Edison Co. Ip. 28119:337. 24X Fiche : 50-456, 04/12/24, 

8412310253. 


—8412310264 Responds to NRC 840720 Itr re noncompliance noted in Insp 
Repts 50-456/84-07 Sc 50-457/84-07, Revised completion date 
for Noncompliance D re onsite audits is 850222. 

FARRAR, D.L. Commonwealth Edison Co, 84/12/13. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 28119:338, 24X 

Fiche: 50-456,84/12/24, 8412310253. 


S. Reportable occurrences, LERs Sc related correspondence 


8412100412 Interim Deficiency Rept 83-00 re fabrication of Pullman 
sheet metal duct fittings ui/o approved design documents. 

Review of shop fabrication tickets conducted to identify 
noncomplying duct fittings. Next rept due by 050401. 

SMITH, D. H. Commonwealth Edison Co. 04/11/28. KEPPLER, J.G. Region 
3, Office of Director. 2pp. 27850:332. 24X Fiche: 50-456, 04/1 1/20, 

8412100412. 


0412100464 Interim Deficiency Rept 04-16 re adequacy of ASME matl 
procurement documentation. Initially reported on 841002, 

Investigation continuing. Next rept will be submitted by 
830201. 

SMITH, D.H. Commonwealth Edison Co. 84/11/28, KEPPLER, J.G. Region 
3, Office of Director. 2pp. 27858:289. 24X Fiche: 50-456, 84/1 1/28, 

8412100464. 


8412100399 Interim Deficiency Repts 84-07 S, 84-19 re crush strength 
of energy absorbing matl supplied by Hexcel used in pipe 
whip restraints. Initially reported on 841030. Hexcel 
requested to evaluate matl w/reduced crush strength. 

SMITH, D.H. Commonwealth Edison Co, 84/11/29. KEPPLER, J. G, Region 
3, Office of Director. 3pp. 27858:352. 24X Fiche: 50-000, 84/1 1/29, 

8412100399. 


8412120060 Interim Deficiency Rept 84-01 re LK Comstock document 
review. Reconciliation of existing documentation for cable 
pans tc junction boxes completed. Next rept will be submitted 
by 850131, 

SMITH, D.H. Commonwealth Edison Co. 84/12/03. KEPPLER, J.G. Region 
3, Office of Director. 2pp. 27910:360. 24X Fiche: 50-456, 84/12/03, 

8412120060. 


0412280468 Interim Deficiency Rept 84-08 re adequacy of installation t 
insp of quarter-inch liner p lates. Sargent & Lundy will field 
verify & evaluate as-built conditions of subj housings 8c 
risers. Updated rept will be submitted by 850315. 

SMITH, D.H. Commonuealth Edison Co. 84/12/12. KEPPLER, J.G Region 
3, Office of Director. 2pp. 28126:180 24X Fich e; 50-456, B4/I2/12, 

8412280468. 


8412310453 Interim Deficiency Rept 84-10 re wall thickness inadequaciei 
for small bore ASME Class II piping. Initial ly reported on 
840720. Corrective action program being deve loped. Next rept 
due by 850215. 

SMITH, D. H. Commonuealth Edison Co. 84/12/12. KEPPLER, J. 0, Region 
3, Office of Director. 2pp. 28134:283. 24X Fi che ; 50-456, 64/12/1 2, 

8412310453. 


V. Operator Examinations 


8412260279 Forwards shift experience program for review S< concurrence 
per SER (NUREO-OS76). Al 1 personnel will be trained by Last 
Quarter 1985. Response to 840928 request for exemption from 
observation training requested. 

SMITH, D.H. Commonuealth Edison Co. 84/12/18. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 75pp. 28057- 248 24X 

Fiche: 50-456, 84/12/18, 8412260279. 


DOCKET STN-50-457 BRAIDWDOD STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8412010041 Foruards determination of eligibility of Archeological Bite 
llKal79 in Kanakakee County, IL for inclusion in Natl 
Register of Historic Places, per end Executive Order 11593. 

Info should be incorporated into NEPA analysis. 

* Interior, Dept, of, National Park Service. 84/11/12. - No 

Detailed Affiliation Given. 3pp. 27704:101, 24X 

Fiche: 50-456, 84/11/12, 8412010041. 


8412030409 Confirms 841126 plans for 841206 meeting w/util & 
independent expert ovarvieu group at Mazon emergency offsite 
facility in Mazon, IL to discuss status of const assessment 
program. Meeting will be open to public. 

NORELIUS, C. E. Region 3, Office of Director, 04/11/28. REED,C. 
Commonwealth Edison Co. 2pp. 27723:246. 24X Fi c h e- 50-456, 64/11/23. 

8412030409. 


B412040101 Forwards revised FSAR table containing abstracts of startup 
tests for review. Tables will be Incorporated into next FSAR 
amend. Testing will proceed in accordance w/revs unless NRC 
objects. 

TRAMM, T. R. Commonwealth Edison Co, 84/11/29. DENTON, H, R. Office 
of Nucleai- Reactor Regulation, Director. 7pp. 27748:284. 24X 

Fiche-: 50-000, 84/11/29, 8412040101. 


8412260238 Forwards changes to const assessment program, per 840727 Itr 
& discussions w/NRC. 

SMITH, D. H. Commonwealth Edison Co, 84/12/13. KEPPLER, J, 0. Region 
3, Office of Director. 4pp. 28055:258. 24X Fiche : 50-456, 84/12/13. 

8412260238. 


8412260041 Forwards request for addl info re vol reduction sys. Response 
within 20 days of Itr receipt requested. 

YOUNGBLOOD, B. J, Licensing Branch 1. 84/12/14. FARRAR, D. L. 

Commonwealth Edison Co. 5pp. 28074:350. 24X Fiche: 50-000, 64/12/14, 

8412260041. 


E. NRC Safety Evaluation Report (SER), suppls *< correspondence 


8412260279 Foruards shift experience program for review 4{ concurrence 
per SER <NURE0-0S76). All personnel will be trained by Last 
Quarter 1985. Response to 84092S request for exemption from 
observation training requested. 

SMITH. D.H. Commonwealth Edison Co. 84/12/18. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 75pp. 28057:248, 24X 

Fiche: 50-456, 84/12/18, 8412260279, 


F. Security, medical, emergency S< fire protection plans 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. B£LL,N. 
Nuclear Information 8t Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000,04/06/14, 8412200033. 


8412060615 Further response to FOIA request for 10 *< 50-mile maps of 
nuclear plants. Map reproduction costs described. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON, J.M. Division of Rules and Records. 84/11/13. BERLIN, M. 
Commonuealth Edison Co. Ip. 27831:040. 24X Fich e: 50-000, 84/11/13, 

8412060615. 
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B412310219 Fartuards public version of revised generating stations 
emeraencii plan telephone d irectory . W/a4iai9 release memo 
MOOREiR.D. Commonuealth Edison Co. 84/11/30. Recor 

Sranch {Document control Desk). 5pp. 28137:280. 24X 

Fiche: 50-000. 84/11/30, 8412310219. 


Record Services 


8412170434 Forwards Insp Repts 50-456/84-28 & 50-457/84-27 on 840917- 
1 123. No noncompliance noted. 

HARRISON. J. J. Region 3. Office of Director. 84/11/28. REED, C. 
Commontijea 1 th Edison Co. 2pp. 27968:274. 24X Fiche; 50-456. 84/11/28. 

8412170434. 


— 8412310241 Public versio 
telephone directory. 

OALLE. D. P. Commonwealth Edison Co. 
24X Fiche: 50-000. 84/11/30. 8412310219 


of revised generating stations 
84/11/08. 53pp. 


emergency plan 
28137:285. 


8412100055 Informs that Revs 4 & 4A to generating stations emergency 
plan submitted 840524 U Oct 1984. respec tively. consistent w/ 
lOCFRSO. 54(a) requirements & do not decrease plan 

PAPERIELLOrc*j. Region 3, Office of Director. 84/12/04. REED, C. 
Commonwealth Edison CO. 2pp. 27835:058. 24X Fiche: 50-000. 84/12/04. 

8412100055. 


— 8412170438 Insp Repts 50-456/84-28 8. 50-457/84-27 on 840917-1 123. No 
none omp 1 iance or deviation noted. Major areas inspected: 
preop erati anal test procedures 8t evaluations of 
preoperational test results. 

DUNLOP. A. . WILLIAMS. D. L. . RING. M. A, Region 3. Office of Director. 
84/11/28. 3pp. 27968:276. 24X Fiche: 50-456. 84/11/28. 8412170434. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99ffl Generators." Sve list end. 

GRACE. J. N. Division of QA. Safeguards & Inspection Programs (Post 
B30103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aapp. 27967:086. 24X Fiche: 50-000. 84/11/30. 8411280366. 


B412310449 Requests submittal of annual emergency exercise objectives 8. 
detailed scenarios for NRC review of 45-day schedule instead 
of 20-day schedule as requested on 820112 8< 830826. Schedule 
for exercises occurring after 850301 provided. ^ 

PAPERIELLO. C J Region 3. Office of Director. 84/12/14. REED. C. 

commonwealth Edison Co. 2pp. 28134:225. 24X Fich e: 50-000. 84/ 12/14. 

0412310449. 


Q. Inspection reports. IE Bulletins & correspondence 


"Various Battery Problems. " Sve list 


8411150064 IE Info Notice 04-83. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 


27807:058. 24X Fiche; 50-000. 84/1 1 / 19. 8411 1 50064. 


8412110544 Forwards Insp Repts 50-456/84-21 8< 50-457/84-20 on 
840904-1005 8i notice of violation. „ 

WARNICK.R. F. Region 3. Office of Director. 84/11/20. REED,C. 
cZonwialth Edilon Co. 2pp. 27894:097. 24X Fich e: 50-456. 84/11 /20. 

8412110544. 


— 8412110548 Notice of violation from insp on 840904-1005. 

WARNICK. R.F. Region 3. Office of Director. 84/11/20. 4pp. 
27894:099. 24X Fiche: 50-456, 84/11/20. 84121 10544. 


0412110554 Insp Repts 50-456/84-21 8< 50-457/84-20 on 940904-1005. 

Noncompliance noted; fai lure to properly perform weld insp. 
failure to rept min wall defects. fai lure to perform 
cleanliness insp failure to complete plant redesign. 

FORNEY, W, L. Region 3. Office of Director. 84/11/16. I5pp. 
27894:103. 24X Fiche: 50-456, 84/1 1/20. 8412110544, 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Equipment. " 

Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche : 50-000, 84/1 1/30. 841 1280370. 


8412060421 Ack receipt of 841107 Itr clarifying 841022 Ur in response 
to NRC 040731 Itr re steps taken to correct noncompliance 
noted in Insp Repts 50-456/84-09 50-457/84-09. 

WARNICK. R. F. Region 3, Office of Director. 84/11/30. REED. C. 
Commonwealth Edison Co. Ip. 27794:242. 24X Fiche; 50-456, 84/11/30. 

8412060421. 


— 8412060426 Clarifies 841022 response to NRC 840731 Itr re violations 
noted in Insp Repts 50-456/84-09 & 50-457/84-09. Commitment 
to walkdown all hot lines greater than 180 F noted. 

FARRAR, D.L. Commonwealth Edison Co. 84/11/07. KEPPLER.U. 0. 
Region 3, Office of Director. Ip. 27794:243. 24X 

Fiche: 50-456. 84/11/30,8412060421. 


— 0412060436 Responds to NRC 840731 Ur re violations noted in Insp Repts 
50-456/84-09 & 50-457/84-09. Corrective actions: c learance 
guidelines added to elec tr ical, mechanical. HVAC & structural 
contractor installation specs. 

FARRAR. 0. L. Commonwealth Edison Co. 04/10/22. KEPPLER.J. 0. 

Region 3. Office of Director. 3pp. 27794:244. 24X 

Fiche; 50-456. 84/11/30,8412060421. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24X Fiche: 50-000. 84/12/03, 8412030021. 


8412170480 Forwards Insp Repts 50-456/84-31 50-457/84-29 on 


841008-1109 it notice of violation. 

WARNICK. R.F. Region 3. Office of Director. 
Commonwealth Edison Co. 2pp. 27968: 162. 
8412170480. 


84/11/26. REED.C, 

24X Fiche: 50-456, 84/11/26, 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems. " 
Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028, 


— 8412170483 Notice of violation from insp on 841008-1109. 

WARNICK, R.F, Region 3, Office of Director. 04/11/26. Ip. 
27968:164. 24X Fiche; 50-456, 84/11/26, 8412170480. 


— 8412170493 Insp Repts 50-456/84-31 8< 50-457/84-29 on 841008-1109. 
Noncompliance noted; fai lure to route cable in accordance ui/ 
cable pull card, 

SCHULZ, R., GARDNER, R., FORNEY, W. Regions, _* 

04/11/26. llpp. 27968:165, 24X Fiche; 50-456, 84/11/26, S4121704S0. 


"Deficiencies in Ferro-Resonant 


B41 1210360 IE Info Notice 84-84, 

Transformers. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 


24X Fiche: 50-000, 84/11/27, 8411210360. 


B4 12170406 Forwards Insp Repts 50-456/84-35 it 50-457/04-33 on 841114 it 
15, No noncompliance noted, z' 

HARRISON, J. J. Region 3, Office of Director. 84/11/28. RpD.C. 
Commonwealth Edison Co. 2pp. 27968:330. 24X Fxc he: 50-456. 84/11/28, 

8412170406. 


— 8412170408 Insp Repts 50-456/84-35 it 50-457/84-33 on 841114 it 15. No 
noncamp 1 iance noted. Major areas inspected ; program on 
concrete drilling coring *c licensee action on IE Bulletin 
79-02, "Pipe Support Baseplate Design Using Concrete.... 

NORTON, J.F., WILLIAMS, C. C. Region 3. Office of °l^«ctor. 

84/11/27. 4pp, 27968:340. 24 X Fiche: 50-456, 84/11/28, 8412170406, 


8412100172 Ack receipt of 341128 Itr informing NRC of steps taken to 
correct noncompliance noted in Insp Repts 50-456/04-17 8< 
50-457/84-17. 

♦ Region 3, Office of Director. 84/12/06. Commonwealth Edison 
Co Ip. 27834:146. 24X Fi che: 50-456, 84/12/06, 8412100172. 


— 8412100178 Responds to NRC 841016 Ur re noncompliance in Insp Repts 
50-456/84-17 it 50-457/84-17. Corrective actions: Project 
Procedure PCD-07, "Site Purchasing Instructions, " Issued 
It implemented to ensure proper purchase requirements. 

FARRAR, D.L. Commonwealth Edison Co, 84/11/28. KEPPLER,J.O. 
Region 3, Office of Director. 5pp. 27834:147. 24X 

Fiche: 50-456. 84/12/06, 0412100172. 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081, 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp, 27966:215. 24X Fiche: 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 04-91, "<JC Problems of Meteorological 
Measurements Programs. " Sve list end, 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 
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SAOBlO.aili U 1102 i 19 Itrs infoi-mina NRC of 
Steps teken to correct violations noted in Insp Rents 
50-454/84-os 4 50-457/84-05. P.ntroo,.tor pUcS^Jnt iroiold. 
resolved w/acceptance of Code Case 1914, 

WARNICKiR.F. Region 3, Office of Director. 84/12/13. REED. C 
BAlSiaOA?!*** 286 , 24X Fiche: 50-456. 84/12/13. 

violations noted in Insp Rents 
^ 50-457/84-05. Corrective actions:Code Case 
1914 indicates placement of pentrameter on lueltf acceptable 
pentrameter numbers not placed on uield. 

SMITH. D.H. Commonwealth Edison Co. 84/11/19. KEPPLER. J. 0 
Region 3. Office of Director. 3pp. 28003:289 24X 

Fiche: 50-456. 84/12/13. 8412180471 

''®^ioi427/L''si'’;"i! r*p‘. 50-454/S4-03 1 . 

50 457/84-05. Corrective actions: sensitivity of initial 
radiograph cannot be questioned due to T-hole on properly 
located pentrameter being clearly visible. 

SMITH. D H. Commonwealth Edison Co. 84/11/02. KEPPLER, J. 0 
Region 3. Office of Director. 3pp. 28003*297 24 X 

Fiche: 50-456. 84/12/13. 8412180471 

violations noted in Insp Repts 
50-456/84-05 U 50-457/84-05. Corrective actions: area of 

**® repaired & reinspect.d by 841101. 

SMITH. D. H. Commonwealth Edison Co. 84/09/11. KEPPLPR, J o 
Region 3 , Office of Director. 2pp. 28003:300. 24X 

Fiche: 50-456, 84/12/13, 8412180471. 

—8412180537 Responds to NRC Itr re violations noted in Insp Repts 
30-456/84-04 !< 50-457/84-05. Corrective actions: review of 
Spool Q6056-CV-23-6, Weld 6 . Area-12 indicates 
pentrameters not in area of interest. 

Edison Co. 84/08/10, KEPPLER. J. 0 . 

Region 3. Office of Director. 13pp. 28003:302 24X 

Fiche; 30-456. 84/12/13, 8412180471. 

'’'''c'n:oUd”t‘d^ESl»n''c"‘’ of N.d, 

• 119pp. 28123:131. 24X Fiche: 50-000. 84/12/ 17, 0412120541, 

^'’R^fSei?ng^Wat^^°CaJitS.^®svrHsrjnc^ 

JORDAN. E. L Division of Emergency Preparedness St Engineerlno 

Response (Post 830103) 84/12/17. Consolidated EdlsorCo" of New 

. Inc. 120 pp. 28124 : 001 . 24X Fiche: 50-000. 04/12/17. 8412120547 . 

informing NRC of revised 

■‘■‘isrsjssK,': 

for Noncompl iance D re onsite audits is 830222 

FARRAR.D. L. Commonwealth Edison Co. 84/12/13* KFPPLFR iq 

Region 3, Office of Director. 3pp. 281197338 ' ®' 

Fiche: 50-456. 84/12/24. 8412310253. 


occurrences. LERs & related corresponde 


Deficiency Rept 84-18 re reactor vessel n 
Indication in weld. Initially reported on 841022, Indication 

*’* repaired using temperbead 
method prior to plant startup. 

SMITH. D.H. Commonwealth Edison Co. 84/11/21 

allSMOMl"' 27024:085. 


KEPPLER. J.O, Region 
24X Fiche; 50-457. 84/11/21, 


8412100412 Interim Deficiency Rept 83-08 re fabrication of Puiim 2 .« 
.h..t d,.tal duct flttinj. I/O Approved Sl.ljn dSc«S"tr 
Review of shop fabrication tickets conducted to identifu 
fittings. Next rept due by 850401. 

SMITH, D. H, Commonwealth Edison Co 84 / 11 / 2 ’R ucdd. co i a .i j 

Deficiency Rept 84—16 re adequacu of ASME 
procurement documentation. Initially reported on 841002^ * 

85020^®*^*“" continuing. Next rept will be submitted by 

SMITH. D. H. Commonwealth Edison Co. 84 / 11/20 kfppi cd i r> » , 


8412100399 Interim Deficiency Repts 84-07 & 34-19 re crush strenoth 
of energy absorbing matl supplied by Hexcel used xn Mpe 
whip restraints. Initially reported on 841030 Hexcel 
to evaluate matl w/reduced crush strength. 

Commonwealth Edison Co. 84/11/29. KEPPLER. J Q 

8412120060 Interim Deficiency Rept 84-01 re LK Comstock document 
lanf r existing documentation for cable 


pans & junction boxes comp leted. Nex 
by 850131. 

3""y« = e' of'S?“c:o“.**'’2p^“°S79;o-34o'‘®<°?- «1 . "Hidn 

8412120060. 


rept will be submitted 


24X Fiche: 50-456/ 84/12/03. 


pf iT>.tan..ioa i 

xnsp or quarter-inch liner p lates. Sargent 2 . Lundy will field 
IV'tl n f*“built conditions^f subj hoJsiigs t 

^P**^^®** rept will be submitted by 050315 

d^^by' 8502?r being deve 1 op ed. Ne rt rept 

3 ”^Of<*?r^’ Edison Co. 84/12/12. KEPPLER, J. G. Region 

ailSato^a 24X Fiche: 50-456. 84/;2j;S: 

V. Operator Examinations 

°''J”“ra’(NS5E0-0874?‘I^"''"''"'? *■ «"=''T.nc. 

Q.!Irr-^ B ^ “ personnel will be trained by Last 

4 .'’®*'’°"®* 840928 request for exemption from 

observation training requested. 

Edison Co. 84/12/18. DENTON. H. R. Office 
K Regulation. Director. 7Spp, 28057*248 24X 

Fiche: 50-456. 84/12/18, 0412260279. «:ouo/.™. 


DOCKET 50-458 RIVER BEND STATION. UNIT 1 
A. Application/construction stage documents & c 


orrespondence 


841119 meeting w/util to provide addl briefing 
on quality concerns orooram x. Tnrh * 


(AnnnM . « ‘^'’^cems program it Tech Spec. 
JAUpON. J. P. Region 4. Office of Director. 
Region 4. Office of Director Ip 
Fiche: 50-458.84/11/05. 8412030428. 


84/11/05. 
27735: 354. 24X 


JOHNSON, E. H. 


84120101S4 Foruards rav to FSAH Section 3. B. 2, 7, 1.1 re initial 

'“"‘^‘''“'ent vessel. Rev u/lll be 

included in future amend. 

f"” r“!‘ DENTON.H.R. 

oil o? ? Nuclear Reactor Regulation, Director. 5pp. 27711’262 

24X Fiche: 50-458. 84/11/21,8412010156. 

^'^iuDD 0 ?t?n!“«n ®''2 meeting w/util in Bethesda.MD re mods to 

WFrwKAM 2 ® I diesel generation at facility. 

30^ P78ip’nna Licensing Branch 2. 

3pp. 27812.004. 24X Fiche: 50-458. 84/1 1/23. 8412050215. 

SAtlBB meeting c/utu in Bethesda.MD to 

Brinc?”i^' Licansing Branch 2. 84/11/23. SCHMENCER.A. Llcen.In 

Branch 2. 3pp. 27812:259. 24X Fiche: 50-458. 84/11/23, 8412050230. 

841204 meeting w/util & S&W in 
^ ‘discuss status of const U assess const 
completion date at facility. 

WEINKAM, E J. Licensing Branch 2 . 84/11/26. 

Branch 2 . 4pp. 27831: 130. 


SCHWENCER.A. Licensing 
24X Fiche: 50-458.34/11/26, 8412060222. 


meeting w/util re schedule for plant. 

quality concern 

program. Meeting informative & beneficial. 

Office of Director. 

OuXf States Utilities Co, Ip. 27748*138 
84/11/27,8412040082. 


84/11/27. CAHILL, W.J. 
24X Fiche: 50-458. 


S412120490 Forwards proposed revs to FSAR Sections 1. 8 . 8 . 3. I it 14.2. 
Revs establish qualified load for each diesel generator, 
provide positions on Reg Guides 1.9 «t 1.108 it address HPCS 
independence. 

BOOKER, JE. Gulf States Utilities Co. 84/11/29. DENTON.H.R. 

Siv Nuclear Reactor Regulation. Director. 65pp, 27875:154. 

24X Fiche: 50-458. 84/11/29, 8412120490. 
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8412030417 Forwards vieuigraphs for caseload forecast presentation to 
NflC on 841204-05 & in response to 841108 request- 
Sufficient time provided to perform review in support of 

SOQKERt J E. Gulf States Utilities Co. 84/11/30. SCHWENCERi A. 
Licensing Branch 2. Ip- 27724:239. 24 X Fiche: 50-458. 84/ 1 1/30, 

8412030417. 


0412070157 Forwards revised certificate of pollution control facilities 
& description of pollution control equipment, for review, per 
840919 request. 

CAHILL, W, J. Gulf States Utilities Co. 84/11/30. DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director. 4pp. 27820:302. 

24X Flche: 50-458. 84/11/30, 8412070157. 


B412170334 Provides addl info re participation w/Hydrogen Control 
Owners Group to generically address use of CLASIX— 3 computer 
code in determining environ conditions for equipment 
survivability evaluation, per NRC request. 

BOOKER. J. E. Gulf States Utilities Co. 84/12/06. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 27937; 148. 24X 

Fiche: 50-458. 84/12/06. 8412170334. 


84121B0066 Summary of 841101 & 02 site visit w/util re development of 
Tech Specs. List of attendees & replacement pages for 
draft Tech Specs end. . . ^ - 

HOUSTON, M. D. Division of Licensing. 84/12/06. Division of 

Licensing. 164pp. 28015:217. 24X Fiche: 50-458, 84/12/06, 8412180066. 


B412170127 Confirms 841214 meeting at Region 
commitment tracking. 

JOHNSON, E.H. Region 4. Office of Director. 
Gulf States Utilities Co. Ip. 27937:058. 
84/12/12. 6412170127. 


IV ofc w/util to discuss 

84/12/12. CAHILL. W.J, 
24X Fiche; 50-458. 


84I2180S2B Notification of significant licensee meeting on 841214 in 
Dallas, TX for util briefing on commitment tracking. 

♦ Region 4. Office of Director. 84/12/12. Region 4. Office of 
Director, ip. 27959:073. 24X Fiche; 50-458. 84/12/12, 8412180528. 


0412280173 Informs of issuance of end pollution control facilities 
certification, per 840919 request, 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
34/12/12, CAHILL. W. J. Gulf States Utilities Co. 6pp, 28133:127. 
24X Fiche: 50-458. 84/12/12, 8412280173. 


8412170350 Forwards info requested by Caseload Forecast Panel re 
841204.05 & 06 site vi s i ts. Supporting info end. W/f ive 
oversize drawings. Ap erture cards available in PDR. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/14. SCHWENCER.A. 
Licensing Branch 2. 101pp. 27933:286. 24X Fiche: 50-458. 84/12/14, 

B412170350. 


8412270551 Summary of meeting u/util SJkW re util 841109 proposal to 
modify FSAR commitments concerning Reg Guide 1. 75. List of 
attendees end. 

WEINKAH, E. J. Licensing Branch 2. 84/12/18. Licensing Branch 2. 

4pp. 28116:345. 24X Fic h e: 50-458. 84/12/18, 8412270551 . 


9412280116 Informs that comprehensive final submittal or status rept re 
containment issues raised by Humphreys will be provided by 
B501 11. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28111:244. 24X 

Fiche; 50-458, 84/12/20, 8412280116. 


8412280001 Submits info re estimate of permanent local operating staff 
for facil ity. Employees expected to number approx 775 w/ 
estimated annual payroll of $ 23 , 000. 000. Significant impact 
on operating staff of any sector not expected. 

BOOKER. J.E. Gulf States Utilities Co. 04/12/21. 

Office of Nuclear Reactor Regulation. Director. Ip. 28110:077. 
Fiche: 50-458, 84/12/21. 8412280001. 


C. Utility Environmental Report (ER). amends & correspondence 


8412060194 Forwards Suppl 9 to environ rept - DL stage. 

CAHILL, W.J. Gulf States Utilities Co. 84/11/30. EISENHUT. D. O. 
Division of Licensing, 7pp. 27784:319. 

B412060194. 


24X Fiche: 50-458. 84/11/30. 


— 8412060210 Suppl 9 to environ rept - OL stage. 

CAHILL, W. J. Gulf States Utilities Co, 84/11/30. SSpp. 
27784:326. 24X Fiche: 50-458, 84/11/30, 8412060194. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8412190434 Forward DES <NUREG-1073) Table 4. I re onsite area land 
use. per NRC request. Tab le 4.1 represents acreages for one 
unit station. 

BOOKER. J. E Gulf States Utilities Co. 84/12/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 28029:353. 
24X Fiche: 50-450. 84/12/10. 8412190434, 


E. NRC Safety Evaluation Report {SER), suppls ?< correspondence 


8412060379 Forwards revised response to NRC 840123 position re 
dr ywe 1 1 /containment purge sys. "LOCA St Seismic Analysis'* 

& revised text of FSAR. Ends respond to SER Confirmatory 
Item 18 re containment purge valves. 

BOOKER. J. E. Gulf States Utilities Co. 84/11/08. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 21pp. 27704: C 

24X Fiche: 50-458, 84/11/03. 8412060379. 


— 8412060385 "LOCA & Seismic Analysis. " 

•» Posi-Seal Valves International. 10a37SL-OOl. 
27784:022. 24X Fiche: 50-458, 84/1 1 /08, 8412060379. 


84/01/30. 


238pp. 


8412010171 Provides addl info to finalize SER Confirmatory Item 35, 
Table 1.3 re operator info of max expected errors for water 
level measurements in event of drywell heatup normal 
ambient conditions. 

BOOKER. J. E. Gulf States Utilities Co. 84/11/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 27711:269. 
24X Fiche: 50-458. 84/11/21, 8412010171. 


8412130112 Forwards "Control Sys Failures Evaluation Rept" it "Common 
Sensor Failure Evaluation Rept, " In response to NRC request 
for addl info. SER Confirmatory Item 42 closed out. 

BOOKER, J. E. Gulf States Utilities Co. 84/11/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 27906:047. 2 

Fiche: 50-458, 84/11/21.8412130112. 


— 8412130120 " 
SLIVINSKY. 
84/10/31, 


Control Sys Failures Evaluation Rept." 

S. H. . BENNETT. D. E. , FUJITANI. J. Y. General Electric Co. 
61pp. 27906:048. 24X Fi c he: 50-458. 34/1 1 /21. 8412130112. 


— 8412130127 "Common Sensor Failure Evaluation Rept." 

SLIVINSKY, S. H. » CIHI. J. J. General Electric Co. 84/10/31. 
27906:107. 24X Fiche : 50-458, 84/ 1 1/21 , 84121301 12. 


43pp. 


8412050365 Forwards responses to NRC request for addl inf o. p rovid Ing 
final dose out to SER Table 1,4 Confirmatory Items 8 8< 9 re 
fuel assembly peak accelerat ion- Changes to FSAR text will be 
incorporated in future amend. 

BOOKER. J. E. Gulf States Utilities Co. 84/11/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 27773:168. 
24X Fiche: 50-458. 84/ 1 1 /30. 8412050365. 


8412060216 Submits addl info re surveillance of ESF unit coolers, in 
response to NRC request per SER Confirmatory Item 30. ESF 
unit coolers will be added to operations daily log 8t 
operator will verify unit cooler operation. 

BOOKER, J. E. Gulf States Utilities Co. 84/11/30. o’ - 

Office of Nuclear Reactor Regulation, Director. Ip. 27739:347. 
Fiche; 50-458, 84/11/30, 8412060216. 


8412060425 Forwards response to Instrumentat ion & Control Sys Branch 
request for addl info re SER Confirmatory Item 43. Table 1,4 
re emergency response 6 info sys. End changes to FSAR text 

will be incorporated into future amend. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/03. 

□ffice of Nuclear Reactor Regulation, Director. 3pp. 27785:051, 
24X Fiche: 50-458. 84/12/03, 8412060425. 


8412060440 Forwards response finalizing SER Confirmatory Item 39. Table 
1,4 re safety relief valve relief function. Changes will be 
incorporated in future FSAR amend. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/03. . 

Office of Nuclear Reactor Regulation. Director. 3pp. 27785:356, 

24X Fiche; 50-458.84/12/03.8412060448. 


8412070169 Agrees u/NRC that loss of redundancy of automatically 
initiated ESFs should be indicated to operator. Support sys 
indication will be provided to close Item 9 of Table 1. 3 of 


SER. per end revs to FSAR. 

BOOKER. J. E. Gulf States Utilities Co. 84/12/03. 
Office of Nuclear Reactor Regulation. Director. 
24X Fiche- 50-450. 84/12/03. 8412070169. 


DENTON. H. R. 
10pp. 27814:234. 


8412130039 Forwards Rev 1 to "IE Bulletin 79-27 Study. Rept of Findings 
for River Bend Station - Unit 1." in response to Items 1 3 

of IE Bulletin 79-27. "Loss of Non-Class IE. ., During 
Operation" it Confirmatory Item 31 of ^ „ 

BOOKER, J. E. Gulf States Utilities Co. 84/12/03. U' 

Office of Nuclear Reactor Regulation. Director. Ip. 27905:274. 
Fiche; 50-458, 84/12/03, 8412130039. 


24X 



336 


DOCKETED ITEMS 


°TMorrm'"3uaU^°r.Ti'“' analgsi. results fcr At.,cod 
eero ^ isolation check valves. Info addresses 

iSo yuJT H ? ‘''"’“'’1'" i" Section 3.6.2 by NRC. 

iH™ ‘’® included in future FSAR amend. 

BOOKER, J^E. Gulf States Utilities Co. 84/12/17. DENTON, H R 

Nuclear Reactor Regulation, Director, Spp 28057323 

a4X Fiche: 50-458, 84/12/17, 8412260312. 323. 


,-tsults of cofparlson study 

demonstrating that structural integrity not compromised 
under existing support design, in response to 840927 reouest 
R^nSrS”, 1° C°n«r™.tdry Item 7 Complete. tepuest. 

BOOKER, J^E Gulf States Utilities Co. 84/12/21. DENTON. H R 
Nuclear Reactor Regulation, Director 3 pd 28121 ' 

24X Fiche: 50-458. 84/12/21, 8412310096, 28121,135. 


States Utilities Co. 84/12/21 DENTON w p 

Ragulation, Director ip ssiii'. 24 y 
Fiche: 50-458, 84/12/21. 8412310125. 24X 


main control room to remote shutdown sys during large 

BOOKER, J E. Oulf States Utilities Co. 84/12/21 DENTON, H R 

Roactor Regulation, Direc tor 23^ 2 sJ^ 2 o’- i -iA 

24X Fiche: 50-458, 84/12/21, 8412310183 ^^PP- 28120.156. 


** protection plans 


8412060679 Forwards monthly rept re status of offsite 

i:irr:rrjb:;:bS!; 

IrF'i- • 

Fiche: 50-000, 84/11/28, 8412060679. •i»Ji 259. 24X 


BDOKER.J E. Oul. St.tes UtiUtld. Co. B4/12/03 DEMTON H B 

Nucl.pr R.actor R.juUtlon, DirPctpr Sof 27785 DR, 
24X Fiche: 50-458. 84/12/03. 8412060425 ^PP- 27785.051. 


an.r«^■^^nJ . U Non-Class IE. ..During 


WEINKAM, E. J. Licensing Branch 2 S 4 /is>yio 14 

3pp. 28107:353. 24X Fiche: 50-458, 84^12^18: 841227^485 ® 


BOOKER. J E. Gulf States Utilities Co. 84/12/21 DENTON H R 
SIJ pT Nuclear Reactor Regulation. Director 23^ 281 oS'- inA 

24X Fiche; 50-458.84/12/21, 8412310183. 2 ® 120 : 156. 


0 . Adjudicatory correspondenc 


8412130003 Forwards 8SER l for info W/o end 

2SRo\R,s.*r^s2Efj*r'' 2id8?rs^H rS'"- 

ip. 27905,273. 24X pkcR 50-458, IjJl'aJiae.lzJSSIra"®"’''"’'"''*- 


0. iTHppotlon r.p ort., IE Bull.tln. & dDrr..pDnd.nd. 


84,1150064 IE In.o Notic. 84-83, -V.rlou. B.tt.ry Problem., ■■ Svc Hot 
Yor., Inc, llopp 27807 Lb =°' of N.U. 

-:upp. 27807.058. 2AX Fiche; 50-000, 84/1 1 / 19, 84111 50064. 


"Deficiencies in Ferro-Resonant 


S411210360 IE Info Notice 84-84, 

Transf ormers. •* svc list end. 

(Po.froolSS,"' m*I!" 7 “ Ersln.prlnj 

York, Inc. iLm 27807®?^^ L. ''***'' O' N.u. 

.copp. 27807.179. 24X Rich.; 50-000, 84/1 1/27, 841 1210360 


BSpp. 27967 086, 24X Ficbe : 50-000, 84/ 1 1 /30, 841 1280361 


Notice 84-86. "Isolation Between Signals of 
Protection Sys & Nonsafety-Related Equipment. •' ® ^ 

Svc list end. 

R«?=npf <PudS‘B3o!SS,°^ iTAiToo" '^"TolTlT 

York, Inc. 116PP. 


Stratified%iow**"^Sv^^li 5 t~end"'^^'’^"® Thermal Deflection Induc«d b^ 

i°oZ» <Pocr83oio.3i°' irri%3' 

York. Inc. ,i7pp. 27965.340. 24X Flcho: SO-OOorL/Ja^SS, B4.2 MmJ?. 


incl'"'’° Treatment Sy. PrpbUa..- 

iT.°Zl ^FdP?‘a1o.‘SS,.°' iTAlTol,’' 

York, Inc. . 22 pp. 27966:093. 24X F,ch.: 50-000, 84/?2/oS. M.sSiS 




or ic. ouiietin 79-27, "Loss of Non-Class IE Durino 
BOOKER S"e ^ 

Offic^'nji^M ^^ilities Co. 84/12/03, DENTON, H R 

Reactor Regulation, Director Id 27905 - 27 a 5 i» 

Fiche: 50-458. 84/12/03,8412130039. ip. 27905.274. 24* 


■®'^R?ie°°Blnd® 8 titJon'uniri""*^'' 79-27 Study, Rept of Findings far 
PANIKER.P.r BISTI.J c. Stone Webster Engineering Carp. 

95pp. 27905:275. 24X Fiche: 50-458, 84/12/03. 8412130039. 


84/11/20. 


18pp. 27966.3.32. 24X Fiche : 50-000, 84/12/07, 8412030031. 


“Sf - 

4pp. 27966.215. 24X Fi c he; 50-000, 84/12/07, 8412050090 


50-458/84-3, pn 840916-1031 6 notic. o, 
Fiche; 50-458, 84/12/07, 8412130327. 


violation from insp on 840916-1031. 

pic?:f5S-45k°L'ji%i,%si^r3raa7. 


5°-‘>=B''a‘*-31 "" 840916-1031. Violation, noted- 
IE circuit *”* P''°"<Iyy. & inaO.,uat. Cla.. 

°- ■ >140001,, J.p. Region 4, Office of Director, 

8pp. 27900:307. 24X Fiche; 50-458, 84/12/07, 8412130327. 


84/12/05. 


«.teoro.og,cal 

?:r*r;nV'’“n3r‘%037r'""°' o, r.. 

nc. Ii 6 pp. 28032:130. 24X Fiche: 50-000, 84/12/10, B 412060 S 94 , 


^'’i^^^vUtLT^S^O.'"*’ “-«8/84-25 on 840818-0925. No violation 

oSi?®s^lt.^ ur?T?J?" 84/12/12. CAHILL, W.J. 

wuir states Utilities Co. 2pp. 27936- 177 24X 

Fiche: 50-438, 84/12/12, 8412170053, 


O^ila^ffn n f S*£ “-438/S4-25 on 840818-0925. No violation or 

dHJdi noted. Ma jor areas inspected: licensee identified 
Farrell"*^ ** electrical cable installation. 

FARRELL, JAUD^. J, P Region 4. Office of Director. 84/12/06. 
SFP- 27936:179. 24X Fic h e; 50-458, 84/12/12, 8412170053. 


50-458/84-32 on 841113-16 8: notice of 

JOHNSON, E^J. Region 4, Office of Director. 84/12/12. CAHILL, W. J. 
9ulf States Utilities Co. 2 pp. 27936:163. 24X 

Fiche: 50-458, 84/12/12, 8412170083. 
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—0412170085 Notice of violation from 
* Region 4i Office of Director. 
Fiche. 50-450, 84/12/12. B4121700S3. 


insp on 841113-16. 

84/12/12. Ip. 27936: 165. 24X 


—8412170008 Insp Rept 50-458/B4-32 on 8411 13-16. Violation noted : fa i lure 
to follooi procedure concerning documenting LATERs. 

BENNETT. W. R. . JAUDCN, J. P. Region 4, Office of Director. 84/12/10. 
4pp. 27936:166. 24X Fiche: 50-458, 84/12/12. 0412170083. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. , ^ 

JORDAN. E.L, Division of Emergency Preparedness S? Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. I19pp. 28123: 131. 


24X Fiche: 50-000, 84/12/17. B412120341. 


B412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. . ^ . 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 23124:001. 24X Fiche; 50 - 000 , 84 / 12 / 17, B412120547. 


8412060701 Final Deficiency Rept DR-253 re limit switch compartment 
covers on Limitorq^ue SMQ-000 valve operators. Initially 
reported on 841016 . Matl to be removed from cover internal 
flanges to allow increase in opening sire, 

BOOKER. J. E, Gulf States Utilities Co. 84/11/13. MARTIN, R. D. 
Region 4, Office of Director. 2pp. 27825:095. 24X 

Fiche: 50-458.84/11/15* 8412060701. 


8412070086 Interim Deficiency Rept DR-244 re main steam piping 
thermal movement analysis supplied by OE. Next rept will be 
submitted by 850131. 

BOOKER. J. E. Gulf States Utilities Co. 84/11/15. MARTIN, R.D. 
Region 4. Office of Director. Ip. 27837:201. 24X 

Fiche: 50-458, 84/11/15. 8412070086. 


8412070218 Interim Deficiency Rept DR-156 re conductivity cells 8t 
conductivity indicators supplied by GE. Next rept will be 
submitted by 850110. 

BOOKER, J. E. Gulf States Utilities Co. 84/11/15. MARTIN. R. D. 
Region 4, Office of Director. Ip. 27837:180, 24X 

Fiche: 50-458. 84/11/15. 8412070218. 


6412310027 Informs that Insp Rept 50-458/84-07 canceled. , 

JOHNSON, E H. Region 4, Office of Director. 84/12/19. CAHILL. W.J, 
Gulf States Utilities Co. Ip. 28136:268. a4X Fiche: 50-4581 
84/ 12/ 19. 8412310027. 


S412270116 Forwards Insp Rept 50-458/84-30 on 
notice of deviation. 

JOHNSON, E H. Region 4. Office of Director. 
Gulf States Utilities Co. 2pp. 28081:257. 
Fiche; 30-458, 84/12/20, 8412270116. 


841029-1102 13-16 it 

84/12/20. CAHILL, W.J. 
24X 


— B412270119 Notice of deviation from 
e Region 4, Office of Director. 
Fiche: 50-458, S4/i2/20, 8412270116. 


insp on 841029-1102 13-16. 

84/12/20. Ip. 28081:259. 24X 


— 8412270124 Insp Rept 50-458/84-30 on 841029-1102 8< 13 - 16 . Deviation 
not ed: fa i lure to repair or replace damaged jacket water 


shroud. 

HARBUCK. C. C. . GARRISON. D. L. . 
Director. 84/12/19. 14pp. 

8412270116. 


JAUDON, J. P. Region 4. Office of 
28081: 260. 24X Fiche: 50-458. 84/12/20, 


S. Reportable occurrences. LERs & related correspondence 


8411080376 Requests NRC consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours & 
starts on eng ines. Response requested by 841001. i 

OEDROE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON. H.R. Office of lean Reactor 

Regulation. Director. 5pp. 27392:170. 24 X Fiche: 50-000. 84/09/21, 

8411080376. 


8412050179 Interim Deficiency Rept DR-251 re pipe stress analysis for 
penetration mid-guard restraints. Next rept will be provided 
by 850124. 

BOOKER, J.E, Gulf States Utilities Co. 04/11/14. MARTIN, R, D. 
Region 4, Office of Director. Ip. 27781:272. 24X 

Fiche: 50-458, 84/1 1/14, B412050179. 


B412030246 Interim Deficiency Rept DR-252 re trunnion welds on 
pipe support components supplied by BF Shaw Co. Next rept 
will be provided by 850124. „ r, 

BOOKER, J. E. Gulf States Utilities Co. 84/11/14. MARTIN, R. D. 
Region 4, Office of Director. Ip. 27778:334. 24X 

Fiche: 30-458.84/11/14. 8412050246. 


0412060693 Final Deficiency Rept DR-233 re potential degradation of 
epoxy formulations, including Devcon plastic steel, by heat & 
radiation. Devc on adequate to support primary shield wall S( 

jet impingement wall loads & addl bending stresses. 

BOOKER, J.E. Gulf States Utilities Co. 84/11/14. MARTIN. R. D. 
Region 4, Office of Director. 2pp. 27825:091. 24X 

Fiche; 50-458,84/11/14. 8412060693, 


8412170417 Corrected interim Deficiency Rept DR-252 re trunnion welds 
on pipe support components supplied by BF Shaw Co. Next rept 
will be submitted by 850124. _ ^ 

BOOKER, J.E. Gulf States Utilities Co. 84/11/14. MARTIN. J. D. 
Region 4, Office of Director. Ip. 27968:304, 24X 

Fiche; 50-458, 84/11/14, 8412170417, 


84 1 2170420 Interim Deficiency Rept DR-251 re pipe stress analysis for 
penetration mid-guard restraints. Next rept will be provided 
by 8S0124. 

BOOKER, J.E. Gulf States Utilities Co, 84/11/14. MARTIN, R, D. 
Region 4, Office of Director. Ip. 27968:300. 24X 

Fiche: 30-458, 84/11/14, 8412170420, 


8412070528 Interim Deficiency Rept DR-245 re weld joint between three 
hydraulic lines & housing flange as part of reactor pressure 
vessel supplied by GE. Next rept will- be submitted by 

BOOKER, J. E. Gulf States Utilities Co. 84/11/15. MARTIN. R. D. 
Region 4, Office of Director. Ip. 27836 : 266 . 24X 

Fiche: 50-458, 84/11/15. 8412070528. 


8412100034 Interim Deficiency Rept DR-IBA re shop weld on BF Shaw Co 
support trunnion. Next rept will be 

BOOKER. J. E. Gulf States Utilities Co. 84/11/15. MARTIN. R. D, 
Region 4, Office of Director. Ip. 27861:359. 24X 

c-4 r-ka. fsn-a.'SB. na/l 1/15, 8412100034. 


8412060336 Final Deficiency Rept DR-258 re excessive leakage of Velan 
containment isolation check valves. Initial ly reported on 
841009. Valves lapped & retested. Study for adding soft seats 
to valves performed. 

BOOKER. J. E. Gulf States Utilities Co. 

Region 4, Office of Director. 3pp. 

Fiche: 50-458, 84/11/19, 8412060336. 


84/11/19. MARTIN. R. D. 
27026: 136. 24 X 


8412060696 Interim Deficiency Rept DR-259 re separation of Underwriter 
Safety Device Co Part 13549 split terminal blocks. Initiall y 
reported on 841019. Correc tive action not determined. Next 
reot will be provided by 850103. 

BOOKER, J. E. Gulf States Utilities Co, 84/11/19, MARTIN, R. D. 

Region 4, Office of Director. 2pp. 27825:093. 24X 


8412060731 Final Deficiency Rept DR-256 re VAR & watt scales in 
standby diesel generators supplied hy TDI. Initially reported 
on 841019 . Existing 0-5000 KW *< 0-5000 KVAR scales in 
lEOaaPNLlA U 1E0B*PNL1B to be replaced. 

BOOKER. J. E. Gulf States Utilities Co. 84/11/19. MARTIN. R. D. 
Region 4, Office of Director. 2pp. 27825:154. 24X 

Fiche; 50-458. 84/11/19, 8412060731. 


8412060735 Interim Deficiency Rept DR-255 re Topaz inverters supplied 
by GE, Initially reported on 841019. Discussions w/OE 
currently underway to determine appropriate corrective 
action. Next rept expected by 850122, madttm r n 

BOOKER. J. E. Gulf States Utilities Co. 84/11/19. MARTIN. R. D. 
Region 4. Office of Director. 2pp, 27825:043. 24X 


8412060595 Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on 
standby diesel generators supplied by TDI. Next rept will be 

BOOKER^ J. E. Gulf States Utilities Co. 84/11/20. MARTIN. R. D. 
Region 4, Office of Director. Ip- 27825:234. 24X 

Fiche: 50-458. 84/11/20. 8412060595. 

8412070237 Interim Deficiency Rept DR-195 re insulation for motors of 
valves supplied by Velan Engineering Ltd. Next rept will be 

submitted by 941220. maottm r n 

BOOKER. J, E. Gulf States Utilities Co. 84/11/20. MARTIN. R. D. 
Region 4. Office of Director. Ip- 27837: 107. 24X 

Fiche: 50-458, 84/11/20. 8412070237. 


8412060348 Interim Deficiency Rept DR-216 re penetrat on 

supplied by Conax Corp. Initially reported on 840919 
Conductors repaired. Addl investigations continuing. Next 
reot will be provided by 850116. « 

BOOKER. J. E. Gulf States Utilities Co. 84/11/21. MARTIN, R. D. 
Region 4. Office of Director. 2pp. 27026: 165. 24X 

Fiche: 50-450.84/11/21, 8412060348. 
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'^'P* Dfi-215 1 -. unlnteiTuptilile pouer 

BOaKER, J. E. Gulf States Utilities Co. 84/11/21 MARTINI Rn 
R.plon 4, Offic. Of Dlr.ctor. Ip. 27925:127 Z 4 * 

Fiche: 30-458, 84/11/21, 8412060632. 

8412100030 Interim Deficiency Rept DR-18S re hubs on socket weld 

BOOI^, J. E. Gulf States Utilities Co, 84/11/21 MARTIN, R D 
Region 4. Office of Director. Ip. 27861: 358 24 X 

Fiche: 30-458, 84/1 1/21. 8412100030. 

8412100327 Final Deficiency Rent DR-212 r» -pi jirnMah i .. 

BOOKER, J.E. Oulf States Utilities Co. 84/11/21 MARTIN R D 

?j?b‘:r52i4S^.'a;u;2?,‘9:;^?io32^'- .4*"^"™-"“- 

HL* “rvjrsTr ‘° 

0,f?ci ofm" f*““4** ‘=°- MARTIN, R.D, 

negion 4, Office of Director. 3pp, 27825- 134 24x 

Fiche: 30-438, 84/11/26, 8412060710.*^ ■ S X 

y.rlH.Ty.it oriu?I “ '■•P'-»*"'=» Pi"4l «A 

Z771I.293. 24X Fiche: 50-000, 84/11/27, 8412010161. ^ 

“®*TO? MR-48“rX'’;rrp°' ’o® Tuoboch.rs.r U„d on 

No,zrfR?®,‘4S!"nbl‘r8u^?I"S*"'“ ‘"T Sob. - 

BOOJ^, J. E. Oulf States Utilities Co. 84/11/27 martini r n 

IS/rvIrir;*"""* 

BOOKER, J.E. Gulf States Utilities Co. 84/11/27 MARTIN R n 
Rtgion 4, Office of Director. Ip 27837* 294 pa v 
Fich.: 90-459, 94/11/27, 841207b039 =^837.294. 24X 

llS'iiii 

R“?"n - 1 "off?“ror;j“c^“.‘“}p" ^S793r2'ir“"24x'“''^'"' “■ 

Flcho: 50-458, 94/11/27, 94iM7b048 =4X 

Division of Licensing. 84/11/28. PALLADlNO 
Cominiss ioner s, 7pp. 27883 ' 2 is pay . «« nr\^ «uladinu 

8412060301. -^7003.215. 24X Fiche; 30-000, 84/1 1 / 28 , 

SiHSlS” " 

BOOKER, J, E. Oulf States Utilities Co Ra /1 « /ob 

'S797lf^^i.-%4x"*--' "• “■ 

s^pj: ^f,?“ror;j”o^o‘;,"‘5p*.* -*• *>• 

Fiche; 30-438, 84/11/28, 8412190076 «4X 


^^‘fo^abion'z^^‘T “pnpnncp Ropb DR-239 re Incorretb ulrlo, of 
RHR^oi. °4T° ‘poletion valves supplied bg OE foJ 

^ submitted by 850221 

BOOKER, J.E^ Gulf States Utilities Co 84 / 11/29 MARTIN R D 
Region 4. Office of Director. Ip. 27974- 301 24X 

Fiche: 50 - 458 , 84 / 11 / 29 , 8412180084 . 

8412180087 Interim Deficiency Rept DR-237 re bore size of arifir 

Indusbrles.Nozb rep^rjll'b:^ 

Re?^^:;; ^Off?crorS‘r':o^“.“*l'’ ^97r^^r’24x'“''”"'' '’- 

Fiche: 50-458, 84/11/29, 8412180087. 

^"^B-leries Deficiency Rept DR-235 re Number IS vertical 

asSul cadwelds.Next Rept will be submitted by 

BOOKER, J.E^ Oulf States Utilities Co. 04/11/29 MARTIN R D 
Director. Ip. 27974; 133 24 X 

Fiche: 50-458, 84/11/29, 8412180654. 

dr- 222 re relocation of Dlv HI 
BOOKER i P ‘’® submitted by 850207. 

BOOKER, J.E. Gulf States Utilities Co. 84/11/29 MARTIN Rn 

States Utilities Co. 84/11/29. MARTIN, R D 
Region 4, Office of Director. Ip, 28029*285 24 y 

Fiche: 50-458, 84/11/29, 8412190085 ^ 

*\‘fiIr"^us«"n”r«no‘'J?!l ^ ®''°»''-“n.on compub.r 

b.in b. provided 'J sSodti ” ''P'’P°''''"P"'‘P 9 n»l 9 «i«.N.xb r.pb 

BOOKER, J.E. Gulf States Utilities Co. 84/11/30 MARTIN. B n 
Region 4, Office of Director. ip. 27968 pro Pav ^ 

Fiche: 50-458, 84/1 1/30, 8412170423. 

°''«-buUb "' 5 * '■• pncrapanei,, b.bus.n 

as DUiit wiring 8 « diagrams of Class lE 4eO-volt load ctrs 

»"Ud Ca:!dr?r" ^i'P‘P‘P.No parformanc. d.WaJuJ 
BOOKER nob raporbable per 10CFR50. 53(el. 

ODKER, J. E. Gulf States Utilities Co. 84/11/30 MARTIN, R P 
Region 4. Office of Director Ip 27968 pqi pay 

Fiche: 50-458, 84/11/30, 84J2?70447.^‘ 

^^CRD^scJrm^d!'*''^"’ D^^'iciency Rept DR-260 re piping configuration oF 

r“^o^' 4 "; "pfffcrorsjr'jc^^i “*;r ”■ ”■ 

Fiche: 50-458,84/12/03, 8412210319 

that TOI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process & tensile 

fo^Sinrorr"*^^*" Owners Group engines. Crankshaft 
forging process may vary between manufacturer. 

BERLINGER r i «Transamerica Delaval, Inc. ) Owners Group. 84/12/04. 

27831 pS 24 V Regulation, Director. Ip. 

Z/B34. 281. 24X Fiche: 50-000, 84/12/04, 8412100196. 

^^test^?BLrn°iinI^A’'p^^’ S41204, hardware pieces discovered in RHR 
-4 * A. Pieces accidently or purposelu placed In 

‘>® investigate?. ^ " 

27909^i?''^‘pA5*2J°D Director. 84/12/04. 2pp. 

27909.221. 24X Fiche: 50-458, 84/12/04, 8412120567. 

®'^i^viliar«^b^d^Nex^^?^^‘'^?•S* suction lines in 

HonipR I^rr *»* provided by 850220. 

OKER, J. E. Oulf States Utilities Co. 84/12/04 hWRTIN, R D 

R.»lon 4. OfPlc, o, Dlracbor. Ip. 2^0517321 24 X 

Fiche: 50-458, 84/12/04, 8412210329. 

Deficiency Rept DR-157 re ASME stock fittings 
bi^85022l. **^*°^* ^ interiors. Next rept will be provided 

BOOKER, J.E. Gulf States Utilities Co. 84/12/05. MARTIN. R D 
Region 4, Office of Director. ip. 28051:341 24X 

Fiche: 50-458, 84/12/03, 8412210314. 

brp*;‘wd:d*brBiMa?''^°'*° “ " ‘SOa-iaOl.N,,* rapb .ill 

RMion' A Utilities Co. 84/12/05. MARTIN, R. D. 

Region 4, Office of Director. Ip 28051*325 pay 

Fiche: 50-458, 84/12/05, 8412210330 
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0412210344 Interim Deficiency Rept DR*"22S re cylinder head valves 
Standby Diesel Generator iE0S«E01A supplied by TDI.Next rept 
will be provided by S50221. 

BOOKERiJ.E- Gulf States Utilities Co. 84/12/05. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28051:323. 24X 

Fi Che-: 50-450. 84/12/05. 8412210344. 


8412240044 Forwards FaAA-a4-6-54. "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland Ss San Onofre Nuclear 
Generating Stations" & FaAA-84-3-l&. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. ..." 

RAY. C.L, TDI (Transamerica Delaval. Inc. > Owners Group. 84/12/13. 
DENTON. H. R Office of Nuclear Reactor Regulation, Director. Ip. 
23042' 241. 24X Fiche; 50-000. 84/ 12/13, 8412240044. 


8412210052 Final Deficiency Rept DR-219 re design capacity of supports 
overweight ui/aluminum conduits. No mod reqtuired due to 
overweight problem. Condition not reportable per 

BOOKER, J. E. Gulf States Utilities Co. 84/12/06. MARTIN. R. D. 

Region 4, Office of Director. Ip. 28052:287. 24X 

Fiche: 50-458. 84/12/06. 8412210052. 


8412210054 Interim Deficiency Rept DR-264 re wiring separation in 
Remote Shutdown Panel C 61 -P 001 . Nex t rept will he provided by 
850109. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/06. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28052:283. 24X 

Fiche: 50-458, 84/12/06, 8412210054. 


8412210061 Interim Deficiency Rept DR-200 re foreign substance in 
reactor pressure vessel. Next rept will be provided by 
850226. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/06. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28052:286. 24X 

Fiche: 50-458 . 84/ 12/06. 841221 006 1 . 


8412210335 Interim Deficiency Rept DR-16B re interpretation of W3 
welding procedure for performing weld repair. Next rept 
will be provided by 850221. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/06. MARTIN. R. D. 
Region 4, Office of Director. Ip. 28051:324. 24X 

Ficha: 50-458. 84/12/06. 84 1 2210335, 


8412200030 Final Deficiency Rept DR-160 re lugs connecting potential 
transformer leads to S-kV emergency switchgear buses 
supplied by Gould. Ini tial ly reported on 841 107. Eng ineer ing 
it design coordination repts issued to replace leads 8< lugs. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/07. MARTIN. R. D, 
Region 4. Office of Director. 2pp. 28031:306. 24X 

Fiche: 50-453. 84/12/07. 8412200030. 


8412200065 Interim Deficiency Rept DR-261 re auxiliary contacts on 
ITE Rowan relays supplied by Gould Brown-Bover i. Next rept 
will be submitted by 850214. 

BQOKER.J.E. Gulf States Utilities Co. 84/12/07. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28031:303. 24X 

Fiche: 50-458, 84/12/07. 8412200065. 


8412260166 Interim Deficiency Rept DR-263 re thermocouple extension 
cable (NGS-Ol) supplied by Rockbestos Co. Next rept will be 
provided by 850227. ^ 

BOOKER, J, E. Gulf States Utilities Co, 84/12/10. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28063:314. 24X 

Fiche: 50-458, 84/12/10, 8412260166. 


B412260181 Interim Deficiency Rept DR-173 re elbows supplied by OE 
for main steam supply. Next rept will be provided by 850110. 
BOOKER, J. E. Gulf States Utilities Co. 84/12/13. MARTIN, R. D. 
Region 4. Office of Director. Ip. 28063:304. 24X 

Fiche: 50-458, 04/12/13, 8412260181. 


8412260196 Interim Deficiency Rept DR-2ia re piston rods in Brown- 
Boveri Electric, Inc Type 5HK circuit breakers. Next rept will 
be provided by 850223, 

BOOKER, J. E. Gulf States Utilities Co. 84/12/13. MARTIN. R. D, 
Region 4, Office of Director. Ip. 28063:306. 24X 

Fiche: 50-458, 84/12/13, 8412260196. 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan. " 

RAY, C. L. TDI (Transamerica Delaval, Inc. > Owners Group. 04/12/14. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
27932:171. 24X Flc h e: 50-000, 84/ 12/ 14, 8412170266. 


— 8412170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan, " 
♦ TDI (Transamerica Delaval, Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fiche: 50-000, 84/12/14. 8412170266. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5,000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28057:328. 24X Fi che: 50-000, 84/ 12/19, 841226031 1 . 


T. Hearing transcripts on non-anti trust matters 


8412060301 Board Notification 84-182: notifies of 841022 meeting w/util 
& TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts & overall evaluation of 
owners group program. Meeting agenda end. 

EISENHUT, D. G. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27883:215. 24X Fiche; 50-000, 84/1 1/28. 

8412060301. 


—8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

* NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883:222. 24X Fi ch e: 50-000, 84/1 1 /28, 8412060301 . 


V, Operator Examinations 


041226OIB9 Interim Deficiency Rept DR-210 re Model 310 DU card files 
supplied by Rosemount. Next rept will be provided by 850227. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/11. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28063:305. 24X 

Fiche: 50-458.84/12/11, 8412260189. 


8412260274 Final Deficiency Rept DR-223 re installation of bolts u/o 
hardened steel washers under bolt heads as reciuired for 
mechanical snubbers supplied by Bergen-Paterson. Snubber 
bolts adequate. Cond it i on not reportable per 10CFR50. 55< e >. 

BOOKER, J.E. Gulf States Utilities Co. 04/12/11. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28063:279. 24X 

Fiche: 50-438, 84 / 12 / 1 1 , 8412260274. 


0412260001 Responds to 840313 Itr re operating experience on shift. 
Updated info required for shift supervisors control 
operating foreman to ensure hot partlciaption experience 
1 isted. 

SCHWENCER,A. Licensing Branch 2. 84/12/13. CAHILL, W. J. 

States Utilities Co. lOpp, 28074:274. 24X Fiche; 30-458, 84/12/13. 

8412260001. 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 
G. Adjudicatory correspondence 


8412260172 Interim Deficiency Rept DR-204 re conductor jacket on 
2/c #16 cable supplied by Rockbestos. Next rept will be 
provided by 850228. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/12. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28063:307. 24X 

Fiche: 50-458,84/12/12, 8412260172. 


B412130003 Forwards SSER 1 for info. W/o end. Related correspondence. 
DEWEY, L. S. Hearing Branch 3. #484 583. 84/12/10. COTTER, fl. P. , 

LINENBERGER, G, , COLE, R. F. Atomic Safety and Licensing Board Panel, 
Ip. 27905:273. 24X Fiche: 50-458, 84/12/10, 8412130003. 


S. Reportable occurrences, LERs St related correspondence 


64 1 2180075 Forwards FaAA-84-9-ll. 1* "Design Review of TDI R“4 St RV-4 
Series Emergency Diesel Generator Cylinder Blocks. " Enel 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/13. 
DENTON, K.R. Office of Nuclear Reactor Regulation, Director. ip. 
27960:164. 24X Fiche: 50-000, 84/12/13, 8412180075. 


— 8412190094 Revised "Design Review of TDI R-4 & RV-4 Series Emergency 
Diesel Generator Cylinder Blocks. " 

■e Failure Analysis Associates. FAAA-a4-9-ll. 1. 84/12/31. i25pp. 

27960:165. 24X Fiche: 50-000, 84/12/13, 8412180073. 


1080376 Requests NRC consideration of proposed alternative post- 
eassembly diesel generator operability testing. Proposed 
ilternative testing would add fewer cumulative run hours 8t 
starts on eng ines. Response requested by 841001. 

(EORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/09/21. DENTON.H.R, Office of Nuclear Reactor 

iegulation. Director. 5pp. 27392:170. 24X Fiche: 50-000, 84/09/21, 

(411080376. 
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0412010161 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-4a & DSRV 16-4 Emergency Diesel Generator 
Seta - Mozzle Ring Assembly Suppl " Rept represents final QA 
verified rept on subj, 

RAY(C. L, TDI CTransamer i ca Delavali Inc. ) Owners Group. 84/11/27. 
DENTON j H. R. Office of Nuclear Reactor Regulation, Director Ip 
27711:293. 24X Fiche: 50-000> 84/1 1/27, 8412010161. 


“8412010173 "Design Review of Elliott Model ROU Turbocharger Used on 
TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator Sets - 
Noizle Ring Assembly Suppl. " 

* Failure Analysis Associates. FAAA 84-S-7. 1 . 84/11/30. 20pp. 

27711:294. 24X Fi che: 50-000, 84/ 1 1 /27. 84120101 61 . 


8412060301 Board Notification 84-182; notifies of 841022 meeting w/utxl 
*c TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts ft overall evaluation of 
owners group program. Meet ing agenda end. 

EISENHUT. D. G. Division of Licensing. 84/11/28. PALLADINO 
Commissioners. 7pp. 27883:215. 24X Fiche: 50-000, 84/1 1/28, 

8412060301. 


8412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1,2 & 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Crankshaft 
forging process may vary between manufacturer. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/04. 
BERLINOER, C. H. Office of Nuclear Reactor Regulation, Director. Ip. 
27834:281. 24X Fiche: 50-000, 84/12/04, 8412100196. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 

stage documents & correspondence 


■ T ' ,,.,1 wae ur «onc. wooe tasg N-341, 

Examiner, Section III.Div 1 .- 
per 840816 request. Updates to FSARs & Code edition 
addenda of Section XI of Code requested. 

NOVAK, T.M. Assistant Director for Licensing. 84 / 12/05 
SORENSEN, 0. C. Washington Public Power Supply System 2od 
27899:300 24X Fi che : SO-397, 84/ 12/05, B4lluOll3 


8412120309 Informs of o/ithdraoial of Leuiis & Douglas Co Public Util 
Districts from WPPSS. Action follows earlier withdrawal of 
three other public ut 1 1 a istr lets. Supplg sys membership 
now consists of 18 public agencies. 

SORENSEN, G, C. Washington Public Power Supplg Sustem a 4 /lP/n>^ 

BPsSlatrJn, Sirectei Jp 
27873:328. 24X Fi ch e : 50-397, 84/12/05, 8412120309. ^ 


^ -.w-wrw .,,. 0 .^ 0 *,. a u,/u«w owners wroup re appJical 
of leak-before-break concepts to B&W p lants. Attendance list, 
vleugraphs & addl info end. 

KADAMBI,N. P. Operating Reactors Branch 4. 84/12/11 Oneratir 

Fiche: 50-000, 84?12/!!; 


G. Adjudicatory correspondence 


8412180075 Forwards FaAA-S4-9-l 1 . 1, "Design Review of TDI R -4 & RV -4 
Series Emergency Diesel Generator Cylinder Blocks." End 
supersedes 841211 FaAA Rept 84-9-11. 

RAY,C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27960:164. 24X Fiche; 50-000. 84/12/13, 8412180075. 


— 8412180094 Revised "Design Review of TDI R-4 & RV -4 
Diesel Generator Cylinder Slocks." 

* Failure Analysis Associates. FAAA-84-9-1 1. 1 . 
27960:165. 24X Fich e: 50-000, 84/12/ 13, 84 12180075. 


Series Emergency 
84/12/31. 125pp. 


ui-r r orwar g S 


_ . 8 ^8 ^ »uiiii«vAAie roujer Aomin is tra t i on (BPA 

Review of WPPSS Project 1 & 3 Const Schedule & Financing 
Assumptions. " Inclusion of preservation costs in FY 86 4i FYS? 
budgets & BPA rates recommended. Related correspondence 
REYNOLDS, N. S. Bishop, Liberman, Cook, Pured! rRe^n^lds 
REYNOLDS, N. S. Washington Public Power Supply Syste^ M84 394 
84/11/29. GWSSMAN.H., BRIGHT,®. O., HARbSSr^ " 

B4I20304I6 =^^24:161. 24X Flch.: 50-460, S4/1 1 


I. Financial information 


8412240044 Forwards FaAA-84-6-54. “Evaluation of Emergency Diesel 
Generator Crankshafts at Midland & San Onofre Nuclear 
Generating Stations" 8t FaAA-84-3-16. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham, . . . ■' 

RAY, C. L. TDI <Transaffleri ca Delaval, Inc. ) Owners Group. 84/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28042:241. 24X Fich e: 50-000, 84/12/13, 6412240044 , 


8412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 
Program Plan, '• ^ 


RAYiC.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84 / 12 / 14 . 

of Nuclear Reactor Regulation, Director. 2pp. 

27932:171. 24X Fiche: 50-000. 84/12/14, 8412170266. ^ 


8412170288 Rev 1 to "TDI Diesel Generators Owners Group Program Plan." 
* TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fiche: 50-000, 84/12/14, 8412170266. 


8412030426 Forwards Part 1 of "Bonneville Power Administration (SPA 
Review of WPPSS Project 1 I- 3 Const Schedule & Financing 
Assumptions. " Inclusion of preservation costs in FY86 is FY87 
budgets 5: BPA rates recommended. Related correspondence 

‘-“—mAn, Cool. Purool 1 VR^^'oldo. 

DA ; 1 7/of ' Washington Public Power Supply System. #484 394. 

Lirind ’ n ' BRIGHT, O.O., HARBOUR, J. Atomic Safety am 

8412030426 24X Fiche: 50-460. 84/U> 


Final Safety Analysis Report (FSAR) 8« amends 


Amend 4 to FSAR. Amend provides tabulation of 
differences from SRP (NUREO-0906). 

Washington Public Power Supply System. 84/11/09. 
ADENSAM.E. G. Licensing Branch 4. 2pp. 27729-180 24X 

Fiche: 50-460. 84/11/09. 8412010008. 


8412260311 Revises Phase 1 Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5,000 psi peak oil pressure 
instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 

52™:.'“; <Transamerlca Delaval. Inc. ) Owners Group. 84/12/19 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Id 
28057:328, 24X Fiche: 50-000, 84/12/19, 841226031 1 . ^ 


T. Hearing transcripts on non-antitrust matters 


8412060301 Board Notification 84-182: not if ies of 841022 meeting w/util 
If TDI Emergency Diesel Generator Owners Group in Bethesda, MD 
re cracks in generator crankshafts If overall evaluation of 
owners group program. Meeting agenda end. 

EISENHUT, D, 0. Division of Licensing. 84/11/28. PALLADINO 
Commissioners, 7pp. 27883:215. 24X Fiche: 50-000, S4/i 1/2S, 

8412060301. 


■8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda, 
HD re causes of cracks found in TDI generator crankshafts It 
overall evaluation of owners group program. 

♦ NRC - No Detailed Affiliation Given. 84/10/22. 16lpp 
27883:222. 24X Fiche: 50-000, 84/1 1 / 28 , 8412060301. 


-8412010012 Amend 4 to FSAR. Eleven oversize figures enc 1 . Aperture 
available in phr 


available in PDR. 

* Public Power Supply System. 84/11/30. 

27729:182. 24X Fiche: 50-460, 84/1 1/09, 8412010008. 


899pp. 


Forujrds Certificate of Sve certifylnj that Anend 4 t» FS. 
served to listed parties. 

AnFWRAN^'*c®;x^' Washington Public Power Supply System. 84/12/05. 
ADENSAM, E. G. Licensing Branch 4. 2pp. 27920:094 24X 

Fiche: 50-460, 84/12/05, 8412140149. 


** related correspondence 


consideration of proposed alternative post- 
reassembly diesel generator operability testing. Proposed 
alternative testing would add fewer cumulative run hours It 
starts on engines. Response requested by 841001. 

o*n55fi.V‘ r Electric Co. (formerly Texas Utilitie! 

® DENTON. H.R. Office of Nuclear Reactoi 

8411080372' ®PP- 27392:170. 24X Fiche: 50-000, 84/09/21, 


n 1 Slippage or raceway support bolted strut 

I!.., flttina. will b. C0h.pl. tad prior to 

fu.l load for s.abrook atation. Id.ntlfled tray .upport mods 
UcernDn 0^*3 ted Upon resumption of WPPSS-1 const. 

D.rZk ' 1 United Engineers & Constructors, Inc. (subs, of 

55J ■ ®‘^''ii/26. Director's Office, Office of Inspectio 

8412010052®'"*''^’ ^^^^'^=226. 24X Fiche : 50-000, 84/1 1 /26, 
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412010161 Forwards “Daalgn Reviau. of Elliott Model ROG TurbocKarger 
Used on TDI DSR-OB (. DSRV 16-4 Emergencg Diesel Generator 
Sets - Noille Ring Assemblg Suppl." Kept represents final QA 

verified rept on subj. q/i/ii/ov 

RAV. C L TDI ITransamerica Delaval. Inc.) Owners Group. 84/1^27. 
DENTON, H R Office of Nuclear Reactor Regulation. Director. Ip. 
277U^293 24X Fiche: 50-000. 84/11/27. 8412010161. 

-8412010173 ''Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-4S It DSRV 16-4 Emergency Diesel Generator Sets 

Nozzle Ring Assembly Suppl.” qa 7 i 04/11/30 20pp 

* Failure Analysis Associates. FAAA 84-5-7.1. 84/11/ U- PP- 

27711:294. 24X Fic h e: 50-000. 84/1 1 /27. 8412010161. 


412060301 Board Notification 84-182: not i fies of 8410^ 

«< TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
re cracks in generator crankshafts if. overall evaluation o 

owners group program. Meeting agenda PAi LADING 

EISENHUT. D 0. Division of Licensing. 84/11/28. PALLADIND 
Commissioners. 7pp. 27383:215. 24X Fiche : 50-000. 84/ 1 1/28. 

8412060301. 

;412100196 Advises that TDI Diesel Generator Owners Group response to 
Items 1.2 U 3 re crankshaft forging process & 
specimens generic to Owners Group engines. Crankshaft 
forging process may vary between manufacturer. nA/i 3 /n 4 

RAY* C. L. TDI (Transamerica Delaval. Inc.) Owners Group. ® ' 

BERLINGER.C. H. Office of Nuclear Reactor Regulation, Director. Ip. 

2 7834:281. 24X Fiche: 50-000. 84/ 12/04. 8412100196. 

l412»a007S For«/.rd. F.AA-S4-9-U. 1. 

Series Emergency Diesel Generator Cylinder Blocks, End 
supersedes 841211 FaAA Rept 04-9-11. 04/12/13 

RAY.C.L. TDI (Transamerica Delaval. Inc.) Ouiners Group. 84/12/13. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. p. 
27960:164. 24X Fiche: 50-000, 84/12/13, 8412180075. 

— B4121B0094 Revised "Design Review of TDI R-4 if RV-4 Series Emergency 
Diesel Generator Cylinder Blocks." _ - „ . . . oA/ia/'^ii 125dd 
* Failure Analysis Associates. PP 

27960:165. 24X Fiche; 50-000. 84/12/13. 8412180075. 

3412240044 Forwards FaAA-a4-6-54, "Evaluation of Emergency Diesel 
Generator Crankshafts at Midland San Onof re Nuclear 
Generating Stations" if FaAA-84-3-16. "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. . . . ra/ip/13 

RAYf C L. TDI (Transamer ica Delaval. Inc. ) Owners Group. i„ 

DENTONfH. R. Office of Nuclear Reactor Regulation. Director. Ip. 
28042’ 241. 24X Fiche: 50-000. 84/12/13, 8412240044. 

0412170266 Forwards Rev 1 to "TDI Diesel Generators Owners Group 

nA??aL.'’'?Si''(Tr.n»n.erlc. D.laval, Inc.) Ocn.rs Group. BAnS/lf. 
BENTON. H.R. Office of Nuclaar Reactor Director. pp. 

27932:171. 24X Fiche: 50-000. 84/12/14, 8412170266, 

-BAlElTOZeS Rev 1 to “TDI Die.el Generators 

* TDI (Transamerica Delaval. >"'=■> 

324pp. 27932:173. 24X Fiche: 50-000. 04/12/14. 8412170266. 

8413260311 R.vi... Phas. 1 Rapt FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5.000 psi peak oil pressure 
Instead of 500. Correct pressure used in analysis. No changes 
to conclusions warranted. 

RAYfC.L. TDI (Transamerica Delaval. Inc.) Owners Or( 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
28057:328. 24X Fiche; 50-000.84/12/19.8412260311- 


84/12/19. 
IP- 


T, Hearing transcripts on non-antitrust matters 

B409040220 Responds to FOIA r.guest for 12 f 

WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. QA/nn/:>A COHEN. B K. 

2 - c.v:n^:rc. 

8409040220. 

— 8410030213 Testimony of JD Perko, summer iz ing & updating info in 
license application re util financial * 1 “® ppeg .23 

8412060301 Board Notification 84-182: notifies w/util 

U TDI Emergency Diesel Generator Owners Group in Bethesda. MD 
re creeks in generator crankshafts if overall evaluation 
owners group program. Meeting agenda pai 1 aDIND 

EISENHUT. D. G. Division of Licensing. 1 /o-r 

Commissioners. 7pp. 27883:215. 24X Fiche; 50-000. 84/11/28. 

8412060301. 


-8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethesda. 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program. 

« NRC - No Detailed Affiliation Given. 84/10/22. 161pp. 

27883. 222 24X Fiche: 50-000.84/11/28.8412060301, 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 

Al'A^Ilication/construction stage ! 

8412060605 Forward, guid.nc. for providing Info to ^RC .udit of 

seismic/dynamic qualification of Category I equipment «< 
if valve operability qua 1 i f i c at ion. Ap propr late info should be 

SChSeNCER.^ “ue^st^rsrlnch 2. 84/11/28. SPANOENBERG. F 

&LMWtnucn,rt. a P94 34X Fic h e : 50-461 . 84/ 1 1 /2S. 

Illinois Power Co. 30pp. 27820.2'/^. 2^1 ricne.vv 

8412060605. 

8412050673 Advloo. thot QA oudit of B.cht.l no.d 

to documentation of implementation 8; revleu. of QA PTpST'" 

841106 Insp Rept 50-461/84-39 if possibility of jeopardizing 
independence of review. oA/ii/so WALL. D P Illinois 

-siiif:; 

shoild be general Enough to reflect intent stated in 1973 

f*p— staoe environ rept ii 1979 OL— stage environ rept. » 

HALL, D. P. Illinois Power Co. 84/12/04 ^3 24X** 

Nuclear Reactor Regulation, Director. 4pp. 27855.345. 24X 

Fiche: 50-461,84/12/04.8412110230. 

8412260331 Forwards "Reactor Pressure Vessel Water Le^l Measurement 

8412260331. 

—8412260339 "R.actor Pre.suro Vooo.l WatoT t.v.l Maa.ur.mant Sgo 

f^^^??‘r.'’Do5GLAS.J.B. Illlnolo Pocer CO. BRAINER.D, H, S.rgant 
Inc 04/11/30. 233PP. 2B054U39, 24X 

Fiche ; 50-461. 84/12/05. 8412260331. 

C. Utility Environmental Report (ER). amends !< 

8412110230 Requests rev to environ monitoring language 

Nuclear Reactor Regulation, Director. 4pp. 27855.345. 24X 

Fiche: 50-461, 84/12/04, 8412110230. 

E. NRC Eafetg Evaluation Raport (SER). ouppl . «. conra.pondonct 


8412190045 Summarg of 841205 mooting ot lito no 
dovoloping Tech Spots. List of 

it draft SER (NUREG-08S3) issues to be included in Tech Specs 

r C 5 T»rh Soec Review Group. 84/12/13. BUTCHER. E.J. Tech 
SCHULTEN, C. Tech Spec Review vr p. pjehe: 50-461. 84/12/13. 

Spec Review Group. 7pp. 28028. avu. nenw. w -ro 

8412190045. 

8412240045 Forwards Rev 4 to radiological 

"Evacuation Time Estimates for Clinton Power Station PI 
Ex^rsufe E^rg^ncy Planning Zone" dtd Jul 1984. Ends resolve 
SER Outstanding Issue 18. RrMUiPrsirER. A 

K?SrB;:ncb"“'’".‘ ^08r43fS34, ^’^ir^lcbo: 50-461 . B4/. 2/13. 
8412240045. 

8412260366 Forwards lists of items resulting from review of SER 
(NUREO-0853) through Suppl 3 , including items requiring 

^on«°mat“i of ImSlama^tatinn.appHcation 6 NRC ccmmltm.nt. 

I, it.ms potantiallg .“""i:"?-/?;'' SPpSoENBERG. F. 

8412260366. 

F. Security, medical, emergency 

0412130498 Partial response to FOIA request for end to PL Willman 
840303 Itr re functional description of safety parameter 
display sys at Clinton Power Station St SECY-B4-24. Sub j 
not available. Forwards PL WiUman 840330 Itr. DqvE. K L 

FELTON. J-M. Division of Rules and Records. 

Affiliation Not Assigned. Ip. 27923:165. 24X Fiche: 50-461. 

84/06/14. S41213049B. 



342 


DOCKETED ITEMS 


— S412130S05 Forwards State of IL proposal to revise Contention III re 
control roora layout h instrumentation. Confirms that NRC will 
make available transcript of 840405 meeting in Eethesda>KO 
re safety parameter display sys. 

WILLrtAN.P, L. Illinois. State of. 04/03/30. GODDARD. R. J. Office 
of the Executive Legal Director. 5pp. 27923:167. 24X 

Fi Che: 50-461, 84/06/14. 8412130498. 


6412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON. J. f 1 . Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche-: 50-000. 84/06/14. a412?00033. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKS, M. J. Office of the Executive Director for Operations. 
84/11/28, PALLADINQ Commissioners. 5pp. 27831:259. 24X 

Fiche: 50-000, 84/11/28. 8412060679. 


8412190232 Forwards Rev 1 to “Compliance 'Rept - Reg Guide 1.97 
(Rev 3),’* per Suppl 1 to NUREG-0737. 

SPW'JOQyBERG, F. Illinois Power Co. 84/12/11. SCHWENCER.A. 
Licensing Branch 2. Ip. 28007:065. 24X Fiche; 50-461. 84/12/11. 

8412190232. 


—8412190235 Rev 1 to "Compliance Rept - Reg Guide 1.97 (Rev 3 ). '* 
♦ Illinois Power Co. 84/12/11. 29pp. 28007:066 24X 

Fiche: 50-461, 84/12/1 1, 8412190232. 


8412060366 Forwards joint stipulation requesting ASL.B approve 
withdrawal of Contention I In entirety. 

GODDARD, R.J. Hearing Branch 3 #404 461. 04/11/29, CLARK, H H . 

PARIS. 0. H. , FERGUSON, O. A. Atomic Safety and Licensing Board Panel 
Ip. 27794:161. 24X Fi ch e : SO-461 , 84/1 1 /29, 841 2060366. 


— 8412060372 Joint stipulation requesting ASLB luithdraui Contention I 1 
entirety. 

GODDARD. R. Hearing Branch 3, FAY, J, M. Prairie Alliance. e 
Illinois Power Co. 84/11/19. Ip. 27794: 162. 24X 

Fiche: 50-461, 84/11/29. 3412060366. 


H. General correspondence 


8412050163 Discusses concerns over transport of radioactive matla 
through neighborhood w/completion of plant. Info requested re 
personnel qual if ications. insurance coverage. QA program for 
fflatl & security. 

DAHLER, C. Affiliation Not Assigned. 84/11/30. WRC - No Oetalltl 

Affiliation Given. 2 pp. 27767:361. 24X Fi c h e ; SO-46 1 , 84/ 11 /30. 

8412050163. 


Q. Inspection reports. IE Bulletins 8 c correspondence 


8412060229 Forwards Insp Rept 50-461/84-32 on B41022-26. No 
noncomp 1 tance noted. 

LITTLE. W. S. Region 3, Office of Director. 84/11/16, OERSTNER, H C 
Illinois Power Co. 2 pp. 27826:222. 24X Fi c h e : 50-46 1 , 84/ 1 1 /1 6, 

8412060229. 


8412240045 Forwards Rev 4 to radiological emergency plan & draft 
"Evacuation Time Estimates for Clinton Power Station Plume 
Exposure Emergency Planning Zone" dtd Jul 1984. Ends resolve 
8 ER Outstanding Issue 18. 

SPANGENBERO, F. Illinois Power Co. 84/12/13. SCHWENCER.A 
Licensing Branch 2 . Ip. 28043:034. 24X Fiche: 50-461, 84 / 12 / 13 . 

6412240045. 

8412240048 Rev 4 to radiological emergency plan. 

HALL. D. P. Illinois Power Co. 84/12/15. 275pp. 28043 035 24X 

Fiche; 50-461. 84/12/13. 8412240045. 

®‘^i2240050 Draft "Evacuation Time Estimates for Clinton Power Station 
Plume Exposure Pathway Emergency Planning Zone. " 

* HMM Associates. Inc. 84-666 DRFT. 84/07/31. 135dd 

28043:312. 24X Fiche: 50-461, 84/12/13,8412240045. 

8412280325 Discusses submittal of annual emergency exercise objectives 
4 detailed scenarios. Full detailed exercise scenario, w/all 
controller info.reqoested. per 45-day schedule. No change 
needed xn 75-day schedule. ® 

PAPERIELLO. C. J, Region 3. Office of Director 84 / 12/14 
GERSTNER.W.C. Illinois Power Co. 2 pp. 28124 302 ilx 
Fiche: 50-461. 84/12/14. 8412280325, 

0412310184 Responds to 841212-13 preimplementation audit of SPDS 

completion 

SPANGENBERO. F. Illinois Power Co. 84/12/21. SCHWENCER.A 

BASIStoIsA 29121:042, 24X Fiche: 5S^6r:84/12/21. 

8412310285 Forwards Rev 2 to emergency response capabilitu 
schedule, in response to Generic Ltr 
88-33, Suppl 1 to .aiREe-0737. First .!».rs.nc« p^Mj^dn^s 

SPAN0^BER8*f ^ ”onth. to 8S0704. 

SPANGENBERO, F. Illinois Power Co. 84/12/28. SCHWENCER.A 

a«S!SSl 5 =« l'i=l>.:50-.6I,S4>12/8B. 


0 . Adjudicatory correspondence 


84/06/14, I>aVE,K L 
=« Plcto: , 0-461, ■ 

.»,s, 


un ivo noncompi 

Major areas inspected: licensee actions an previous insp 
findings, allegations, electrical cable installations 4 
terminations 4 equipment i ns ta 1 1 at i on, 

LGVE. R. S. , WILLIAMS, C. C, Region 3- Office of Director, 
10pp. 27826:224, 24X Fi c h e : 50-46 1 , 84/ 1 1 / 16. 84 12060229. 


B4/U/I5 


8411150064 IE Info Notice 84-83. "Various Battery Problems," Svc liil 
enc 1 . 

JORDAN. E. L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 84/11/19, Consolidated Edison Co. of Niv 

120 pp. 27807:058. 24X FI c he ; 50-000, 04/ 1 1 / 1 9. 8411 1 500i4 


York, Inc. 


8412110528 Forwards Mgt Meeting Rept 50-461/84-37 on B41025 re propol 
changes to overinsp program. 

3' Office of Director. 84/11/21, 

CERSTNER, W. C. Illinois Power Co. Ip, 27893' 293 sax 

Fiche: 50-461, 84/1 1 / 21 . 84121 10520, 

—8412110534 Mgt Meeting Rept 50-461/84-37 on 841023. Major areas 
Changes to end overinsp program.'^ 

JABLONSKI , F. J. , KNOP, R, C. Region 3. Office of Director, B 4 /SI/'' 
3pp. 27893:296. 24X Fi c he : 50-461 , B4/1 1 /2l . 841 2 1 1 0528, 

8412110537 "Illinois Pouer Co Overinsp Program " 

* Illinois Power Co. 84/10/25. 29pp. 27093:299 24X 

Fiche: 50-461, 84/11/21. 84121 10528. 


"Deficiencies in Ferro— Resonant 


8411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «< Enoineerlno 
R«pon.e (Post 830103). 84/11/27." Cunsollj^ttd eSu” Co" U, 

126pp. 27807:179. 24X Fi c he : 50-000. 04/11 /27, 841 121036 

'"llPF ”'277u"om “ 

24X Fiche; 50-461, 84/11/27, 8412010147. 27711.001 

^ASilNSoi c justification provided. 

"S—:: sn:«¥:::;:”:ir": - 

inP.pen<l.n.P *? revleS Po»«.blUtg of j.op.rdl.lnj 

SCHWENCER.A, Licensing Branch 2 84yi'i/ao wai . « 

c». 6PP, 

on 84110S-O7 4. 1,-16. N. 

Fiche: 50-461, 84/11/29, 8412170411. 2/968.344. 24X 
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0412170413 Insp Rept 50-461/84-38 on 841105-07 «t 15-16. No noncomp 1 ianc e 

or deviation noted Major areas inspected ; independent 
verification of const using NRC NDE van S? preservice insp 
activities. 

WARD* K D. - JONES* D. E. . DANIELSON* D H. Region 3. Office of 
Director. 84/11/29, 5pp 27968.346, 24X Fiche : 50-461 . 84/1 1/29. 

8412170411 


B41 1280366 IE Info Notice 84-85* "Molybdenum Breakthrough From 
Tc-99m Oenerators. *' Svc list end. 

GRACE* J. N. Division of QA. Safeguards St Inspection Programs (Post 
B30103). 84/11/30. Consolidated Edison Co. of New York* Inc. 

88pp 27967:086. 24X Fi c h e . 50-000, 84/ 1 1 /30. 84 1 1200366. 


8411280370 IE Info Notice 84-86* "Isolation Between Signals of 
Protection Sys J< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN* E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/11/30 Consolidated Edison Co. of New 

York. Inc 116pp. 27965:224, 24X Fi c he : 50-000* 84/1 1 /SO* 841 1280370 


9412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 330103). 94/12/03. Consolidated Edison Co. of New 

York* Inc. 117pp. 27965:340. 24X Fiche: 50-000* 84/12/03* 8412030021 

8412030028 IE Info Notice 84-88* "Standby Gas Treatment Sys Problems. " 
Svc list end, 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 330103). 84/12/03. Consolidated Edison Co. of New 

York* Inc, 122pp, 27966:093, 24X Fi c he : 50-000* 84/12/03* 8412030028. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York* Inc 118pp. 27966:332. 24X Fi c he : 50-000. 84/12/07. B412050081 . 


0412050090 IE Info Notice 84-90* "Main Steam Line Break Effect on 
Environ Quali f ication of Equipment." Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York* Inc. 114pp. 27966:215. 24X Fi che : 50 - 000 , 84/12/07* 8412050090. 


B412O60594 IE Info Notice 04-91, "QC Problems of Meteorological 
Measurements Programs " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post B30103). 84/12/10, Consolidated Edison Co. of New 

York* Inc, 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


8412180325 Ac k receipt of 841120 Itr informing NRC -trf steps taken to 
correct violations noted in Insp Repts 50-461/82-02 
50-461/83-23. 

WARNICK. R. F. Region 3* Office of Director. 84/12/14. OERSTNER* W. C. 

Illlnais Power Co. 4pp. 27999:356, 24X Fi che: 50-461 * 84/12/14, 

8412180325. 


— 8412180347 Submits revised response to NRC 821005 Itr re violations 
noted in Insp Repts 50-461/82-02 & 50-461 /83-23. Correct i ve 
actions: interaction analysis program provides adequate 
confidence that interactions between components identified. 
CDNNELL.W. Illinois Power Co. 84/11/20. KEPPLER* J. 0. Region 3, 
Office of Director. 3pp. 27999:357 . 24X Fich e : 50— 461 * 84/12/14* 

8412180325. 


8412120541 IE Info Notice 84-92* "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York* Inc, 119pp. 28123:131, 24X Fiche; 50-000. 84/12/17* 8412120541. 


B412120547 IE Info Notice 84-93* "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co, of New 

York* Inc. UOpp. 28124:001. 24 X Fiche: 50-000, 84/12/17, 8412120547. 


0412310291 Updates response to IE Bulletin 83-06 re use of 
nonconforming matls supplied by Tube-Line Corp.All matls 
identified S: final review checklist being revised. 

Nonconformance repts issued. Final rept expected in 60 days. 
HALL.D. P. Illinois Power Co. 84/12/19. KEPPLER* J. G. Region 3* 
Office of Director. 2pp. 28122:286, 24X Fiche : 50-461 * 84/12/19* 

8412310291. 


S. Reportable occurrences* LERs & related correspondence 


8412060316 Part 21 rept re analysis of two carbon steel samples 12949A 
8t 12949B received from Baldwin Assoc. Steel not from Heat 
81177-21 sold to Interstate Steel. Matl not produced by 
Phoenix Steel Matl did not meet ASTM A-36 specs. 

BROOKS, R.L. Phoenix Steel Corp. 84/11/12. CQURTLAND, P. 

Engineering it (Generic Communications Branch. 2pp. 27791:089. 24X 

Fiche: 50-461 . 84/1 1/12* B412060316. 


8412060306 Interim deficiency rept re investigation of ASTM A36 plate 
matl. S«<W S: St Louis Testing Labs* Inc retest results for Heat 
81177-21 matl & electrical hangar test program results for 
Interstate Steel Co matl included, 

HALL*D. P. Illinois Power Co. 84/11/20. COURTLAND*P. NRC - No 
Detailed Affiliation Given. 23pp. 27791:001. 24X 

Fiche: 50-461, 84/11/20, 8412060306. 


8412100406 Interim Deficiency Rept 55-84-21 re improper crimping of 
Battery Charger lS-22 AWO wire lugs. Initial ly reported on 
841017. Review of insp repts p lanned. Final rept will be 
submitted in 90 days. 

HALL,D.P. Illinois Power Co. 84/11/20. KEPPLER* J. 0. Region 3* 
Office of Director. 3pp. 27858:334, 24X Fiche; 50-461 * 84/11/20, 

8412100406. 


8412100426 Interim Deficiency Rept 55-84-22 re installation of three 
gallery platforms in screenhouse. Initially reported on 
841017. Review of documentation will be performed. Final rept 
will be submitted in 90 days. 

HALL*D. P. Illinois Power Co. 84/11/27. KEPPLER, J.O. Region 3, 
Office of Director. 3pp. 27858:254. 24X Fiche: 50-461* 84/11/27* 

8412100426. 


8412200417 Final Deficiency Rept 55-84-16 re internal wiring 
workmanship defects in electrical panels in HPCS. Initially 
reported on 840720. GE will require future suppliers to 
submit installation/insp procedures, 

HALL.D. P. Illinois Power Co. 84/12/06. KEPPLER* J.O. Region 3* 
Office of Director. 7pp, 28031:125. 24X Fi che : 50-461 * 84/12/06* 

8412200417. 


8412200435 Final Deficiency Rept 55-84-07 re use of OE nonsi te-spec if ic 
design specs in developing preoperational teat procedures. 

Initially reported on 840328. Training on proper use of 6E 
documentation comp leted, Proc edures revised, 

HALL. D. P, Iowa Electric Light & Power Co. 84/12/06. KEPPLER* J. 0. 
Region 3* Office of Director. 5pp. 28031:134. 24X 

Fiche: 50-461 , 84/12/06* 8412200435. 


8412240168 Final Deficiency Rept 55-84-17 re work performed on OE 
c omponents. Initially reported on 940723. Existing means to 
verify quality requirements of OE documents satisfactory. 
Condition not reportable per 1(X)FR50. 55(e). 

HALL*D. P. Illinois Power Co. 84/12/06. KEPPLER, J. 0. Region 3* 
Office of Director. 5pp. 28062:015, 24X Fiche: 50-461* 84/12/06, 

8412240168. 


8412200526 Interim Deficiency Rept 55-84-18 re indeterminate quality 
of ASTM A-36 plate matl. Initially reported on 840803. Review 
being conducted by Sargent 8t Lundy 8< BARE. Update will be 
provided in approx 90 days. 

HALL*D. P. Illinois Power Co. 84/12/07. KEPPLER. J. G. Region 3* 
Office of Director, 4pp. 28031:026, 24X Fi ch e: 50-461 * 84/12/07* 

8412200526. 


T. Hearing transcripts on non-anti trust matters 


8412060131 Transcript of 841130 telcon in Washington* DC rt OL 
app lication. Pp 482-502. 

* Atomic Safety and Licensing Board Panel. 84/11/30, 23pp. 

27792:311. 24X Fiche : 50-461 * 84/1 1/30, 8412060131. 


DOCKET STN-50-470 CESBAR SYSTEM 80 


A. Application/construction stage documents 8t correspondence 


8412210157 FOIA request for five categories of documents* including 
comments on draft NUREO-1070* RESAR-SP/90 Sandia rept 
entitled* "Accident Sequence Evaluation Program Plant Survey 
& Initial Plant (Srouping Ltr Rept. '' 

SHQLLY. S. C. Union of Concerned Scientists. FIN A-3705. 84/05/01. 
FELTON, J. M. Division of Rules and Records, 2pp. 28048:026. 24X 
Fiche: 50-000, 84/05/01* 8412210157. 


8412210165 Second response to FOIA request for five categories of 
documents. Forwards documents listed on app. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records, FIN A-3705. 84/06/21. 
SHOLLY. S. C. Union of Concerned Scientists. 2pp, 28048:028, 24X 
Fiche; 50-000, 84/06/21* a412?l0165. 
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—8311080310 Forwards std order for DOE work: "Safety Evaluation of 
Accidents; CESSAR-FDA Westinghouse Std Plant-FDA. " 

A division of Systems Integration (post 811005). FIN 

23/10/20. COEKAi G. J. Energy* Dept. of. ip. 28048' OM 
24X Fiche; 50-000* 84/06/21, 8412210165. 

—8311080314 Std order for DDE work: "Safety Evaluation of Core-Melt 
Acc i dents. • CESSAR-FDA Westinghouse Std Plant-FDA. " 

MATTSON, R. J. Division of Systems Integration (post 811005). # 

New Brunswick Laboratories. FIN A-370S-4. 83/10/20. In. 

28048:065. SAX Fiche: 50-000* 84/06/21, 8412210165. 

l”-'>vide technical a.sUtanca 
'fr ?*’■'*'! Evaluation of Core-Melt Accidents: 
CESSAR-FDS, Westinghouse Std Plant - FDA." Statement of work 
enc 1 . 


of Systems Integration (post B11005) 
A-3705. 83/01/04. 03EKA, 0. J. Energy. Dept of. 

28048:030. 24X Fiche: 50-000, 84/06/21, 8412210165. 


llpp. 


—8412210174 Project 8 . budget proposal for NRC work: "Safety Evaluation 
TOB r Accidents: CESSAR-FDA, Westinshouae Std Plant 

CO* Brodkhaven National Laboratorg. 

SCHWELLER.D. Energy, Dept, of, FIN A-3705. 83/02/28. MEYER, J 

Reactor Systems Branch. 19pp. 28048:041. 24X 

Fiche: 50-000, 84/06/21, 8412210165. 

"Safat, Evaluation of Core- 

Melt Accidents: CESSAR-FDA, Westinghouse Std Plant-FDA," for 
issuance to BNL. 

division of Systems Integration (post 811005). FIN 
fc OGEKA, G. J. Energy, Dept. of. Ip. 28048-060 

24X Fiche: 50-000, 84/06/21, 8412210165. ^ 


8412200310 Forwards "Summary Rept on Design Basis of qhufHniit, r , 

" "SumLiy Repf on " 
Dperability of Shutdown Cooling Sys Relief Valves for Palo 
Verde Units 1,2 & 3," per 841109 meeting. 

SCHERER, A E, Combustion Engineering, Inc. 84/12/13 ftopwumt n n 
-8412=0033S^:S„ Rept^on Design Basis of Bhutdo.n Cooling Sg, Rei, 

“""R“?°rSa;v“r%? p:i”'5:rd°e 

* Combustion Engineering, Inc. 84/11/30 23do PHOiomi r.Aw 

Fiche: 50-000, 84/12/13,8412200310. 24X 

meeting w/C-E, Bechtel i, APS in 
program aimed at 

analyses consistent w/C-E design specs, 
interface requirements & Tech Specs. 

*- ®P"=*dl Projects Branch, 8 ,/lZ/l 3 
afo *- Projects Branch 3„ ' 

28059.360. 24X Fi che: 50-470, 84/12/13, 8412240092. 

Requests end proposed Amend 9 to CESSAR re post-final 
Palo^V^rd^’T/Ji reviewed as proposed changes to 
Palo Verde Units 1,2 & 3 fSAR to allow incorporation of 
improvements into initial test program 

VAN BRUNT. E. E. Ari lona Pub 1 ic Service' Co. 84/12/18 )^NIOHTON C U 
S4!l210m =S°^A:07,. 34X Fiche: 5^005 8 ^ 2 /;^ 


8412210181 Std order for DOE work: "Safety Evaluation of Core-Melt 
Accidents: CESSAR-FDA, Westinghouse Std Plant-FDA," issued to 

Systems Integration (post 811005). * 

A-3705-3. 83/04/13. 3pp. 

28048:061, 24X Fiche: 50-000,84/06/21, 8412210165. 

8412260143 Further response to FOIA request for four cateonrie* 

info^^^ ® documents being reviewed by CE for proprietary 

FELTON, J. M. Division of Rules and Records. 84/07/10. SHDLLY, S 
Union of Concerned Scientists. 4pp. 28068:188 24X 

Fiche; 50-470, 84/07/10, 8412260143. 

—8302090315 Cocun.nt. on Jan 1983 statu, rapt on r.vi.iu of standardli.d 
plants, in response to 830117 memo. vanuaraiieo 

Systems Branch. 83/01/31. MIRASLIA. F. J. 
Assistant Director for Safety Assessment. 3pp. 28068-265 24X 

Fiche; 50-000. 84/07/10, 8412260143 . •itsubia. a 4 X 

8412140078 Notification of 841212 meeting w/C-E, Bechtel 8, APS in 
Bethesda.MD to discuss results of audit program a mJd at 
assuring that FSAR analyses consistent w>C-E desi n spe^ 
interface requirements «< Tech Specs. assign specs 

THDmS^c'q ** Projects Branch. 84/12/04. 

THuMAS, C. 0. Standardization & Special Proiects BTAnri. 

27958:037. 24X Fiche: 59-470, 84/12/04, 8412140078. 


-reports, IE Bulletins & correspondence 

"•”* =°-A70/84-07 of axam admi ni ster.d during 
SCHERErVe “A PFojoct & Rd.id.nt PTOgram., 84/12/07. 

r,ch"f=if47D,84/r2/07,*84lISIoS5r‘"’‘' 

“®'*o“d“a?.^j:".:d''E f^fan^d®^ 04100.-03, E»a. result.: onu 
MOaI^^otn’"' ‘’‘sector. 84/12/07, 3ipp. 

28063.073, 24X Fiche: 50-470, 84/ 12/07, 8412260051. ^ 

V. Operator Examinations 


^'‘i^oHiloSr*'''” of exam adniinl.t.r.d during 

SCHElpiVn "A Project & Reeldent Prograpis. 84/12/07, 

SCHERER, A E. Combustion Engineering, Inc. 2pp. 28063:071. 24X 

Fiche: 50-470, 84/12/07, 8412260051. 

?0-A70/84-07 on 841001-03. Exae, result. :.ne 
candidate passed & two failed. 

Director. 84/12/07. 36pp. 

28063.073. 24X Fiche: 50-470, 84/12/07, 8412260051. 


Notification of cancellation of 841212 meetina w/c:-p B.rhf-i 

assuring FSAR analyses consistent w/design specs, interface 
engineering judgment. ' 

THniST'n ’ 04 .®^!" ** Projects Branch, 84/12/04 

27970 2 ^°* ^ Special Projects Branch. 2pp. 

27970.282. 24X Fiche: 50-470, 84/12/04, 8412170541. 

8412110071 Forwards CESSAR changes re reduced HPSI oumo flaw RBAn.ai ,.«* 4 < 
of mo.t lleiltlng .„.ll tr.ek CoCA decon.^lte. ihanu' “ 

acHFBF»'2‘^l ‘. ultllln acceptance criteria of 10CFR30. 46. 

SCHERER, A. E. Combustion Engineering, inc, 84/12/05 EISENHUT D o 

S412110116 Forwards proposed changes to CESSAR re startun + 
revleu*. ctenge. currentlg in FSAR ch.nge proc.« riurt^ ^ 
incorporated in CESSAR Amend 10, 

SCHERER, A. E. Combustion Engineering, inc. 84/12/05 EISENHUT n e 

8«LMour =«^‘c";5o“?a84ll2/S5, 


50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 
I. Financial information 

F"7“d7d« 1983 annual financial rept, for joint ouiner. of 
joint owners end. 

DENTON^w^o^''^n 4 i/^‘’^^^ Service Co. of New Hampshire. 84/12/18. 
28017 ^ 001 ^* Nuclear Reactor Regulation, Director. 3pp. 

28017. 001, 24X Fiche: 50-000, 84/12/18, 8412200449 


England Electric Sys Annual Rept 1983." 
New England Electric System, 83/12/31, 
28017:163. 24X Fiche: 50-000. 84/12/18, 8412200449. 


44pp, 


-8412200456 "Annual Rept 1983. " 

ROWE, U. W. Central Maine Power Co. 83/12/31. 
24X Fi che: 50-000, 84/12/ IS, 8412200449. 


40pp. 28017:207. 


closure*"*!** MSIV & main feedwater isolation valve 

SCHERER, A. E. Combustion Engineering, Inc, 84/12/05 EISENHUT D e 
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DOCKET BTN-50-4B2 WOLF CREfeK GENERATING STATION 
A App 1 ication/canstruction stage documents «/ correspondence 


B412030349 Informs that qualifications training of proposed shift 
advisors meet guidelines of Generic Ltr 84-16* subj to 
comni tment to satisfy listed recommendations. Recommendations 
should be documented within 15 days 

VOUNOBLOOD, B J. Licensing Branch 1. 84/11/21 KOESTER. G. L. Kansas 

Oas 8/ Electric Co. 2pp. 27740,277. 24X Fiche; 50-482, 04/ 11/21, 

0412OOOS49. 


0412030647 Notification of 841128 meeting w/util in Bethesda.MD to 
discuss status of completion & future schedule for 
licensing plant. 

O'CONNOR, P.W Licensing Branch 1. 84/11/21. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp. 2 7743:230. 24X Fi che: 50-482, 84/1 1/21 , 

S412030647. 


B412040079 Confirms date h place for meeting w/util.W/o end meeting 
notice. 

MARTIN. R. D, Region 4, Office of Director. 84/11/28. KOESTER, G. L. 
Kansas Gas & Electric Co. 2pp. 27750: 168. 24X 

Fiche: 50-482, 84/11/28, 8412040079, 


8412050448 Requests that DL be issued in order that fuel load Sc 
initial startup testing nay proceed as planned. Summary of 
i(ey issues 8c remaining activities which bear on issuance 
submitted. 

KOESTER, O.L. Kansas Gas 8c Electric Co. 84/12/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MARTIN, R. D. Region 
4, Office of Director. 7pp. 27773:108. 24X Fiche: 50-482, 04/12/01, 

0412OSO44B. 


S412100215 Advises that inappropriate test acceptance criteria 
applied during preop erat i ana 1 test of check valves which 
form barrier between RCS 8- ECCS, per 841128 commitment 
Revised FSAR pages end. 

Standardized Nuclear Unit Power Plant System. 
04/12/05. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 4pp. 27834:323 24X Fich e: 50-482, 84/12/05, 8412100215. 


0412140151 Provides commitment to four addl recommendations re shift 
advisor program. Procedure ADM 02-012 will be revised Monthly 
evaluations of shift advisors commenced in Dec 1984 
KOESTER, G. L. Kansas Gas & Electric Co. 84/12/07. 

Office of Nuclear Reactor Regulation, Director 
Fiche: 50-482. 84/12/07,8412140151 


DENTON, H. R. 
Ip. 27920: 195. 


0412130065 Forwards revised final draft 
into OL application Draft Tech Specs 
plant design, FSAR 8t SER. 

KOESTER, G. L. Kansas Gas 8< Electric C 
Office of Nuclear Reactor Regulation, 
24X Fiche: 50-402, 84/12/10, 8412130065. 


Tech Specs for incorporation 
accurately reflect 

0. 84/12/10. DENTON, H.R. 

Director. 2pp. 27906:246. 


* Kansas Oas & Electric Co, 84/12/10. 
Fiche; 50-482, 84/12/10, 8412130065. 


425pp. 27906:248. 24X 


8412130512 Requests approval of plan for testing process radiation 
monitoring sys. List of monitors to be tested & or not 
tested prior to fuel load provided on end Tables 1 & 2, 
respectively. 

KOESTER, G. L. Kansas Gas 8< Electric Co. 84/12/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp 27959-115 
24X Fiche: 50-482, 84/12/12, 8412180512. 


0412060007 Forwards response to 840612 request for addl info re steam 
generator tube rupture event . Resp onse considered 
prel iminary. Suppl to 040316 info also encl. 

PETRICK.N, A, Standardized Nuclear Unit Power Plant System. 
04/12/03, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 54pp, 27789:172. 24X Fi c h e • 50-000, 84/ 12/03, 84 12060007. 


B412060447 Forwards revised FSAR Page 3.8-53 re structural steel 
welding for review & ap pr ova 1 . Deviati on acceptable because 
convexity has no d e tr iinen ta 1 effect on structural capacity 
of weld provided all parameters or weld maintained. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
04/12/03, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp, 27794:248. 24X Fi c h e . 50-482, 84/ 12/03, 8412060447. 


8412210121 Forwards proprietary revised seismic qua 1 i f ica tion program 
justification for interim operation applicable to Operator 
Interface Modules ESE-12A. Info withheld (ref 10CFR2.790). 

PETRICK, N A. Standardized Nuclear Unit Power Plant System. 

84/12/14. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28036:212. 24X Fiche; 50-000, 84/12/14, 8412210121. 


8412210203 Forwards FSAR changes re inaccessibility of downstream 
side of second HEPA filter for air flow distribution testing 
Se performance of liquid radwaste sys preop erat i ona 1 test. 

Info provided before issuance of FSAR Rev 17, 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/12/18. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28035:130. 24X Fich e: 50-482. 84/12/18, 8412210203. 


8412060459 Forwards interim comments on final draft Tech Specs. Review 
will be completed by 841210. 

KOESTER.G, L. Kansas Oas «, Electric Co. 84/12/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 104pp, 27785:250. 

24X Fiche: 50-402, 04/12/03, 8412060459. 


0412070205 Advises that 840316 request to delete boron dilution 
mitigation sys from Tech Specs withdrawn. 

KOESTER, G.L. Kansas Gas & Electric Co. 84/12/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip, 27815:018. 24X 

Fiche: 50-482, 84/12/03, 8412070205. 


0412070215 Forwards "Environ Protection Plan (Nonradiolog ical " 
providing for protection of nonrad iolog ical values during 
operation, 

KGESTER.G. L. Kansas Oas 8, Electric Co. 84/12/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27814:187. 24X 

Fiche: 50-482, 84/12/03, 84120/0215. 


— 8412070219 "Environ Protection Plan (Noiirad i o 1 og i ca 1 ) , " providing for 
protection of nonradlological values during operation. 
n Kansas Gas & Electric Co. 84/11/30. 16pp. 27814:188. 24X 

Fiche: 50-482, 84/12/03, 8412070215. 


0412070220 Forwards current fuel load schedule as of 841124. Format 
changed from previous sch edules. W/one oversize drawing. 

Aperture card available in PDR. 

KOESTER, G.L. Kansas Oas & Electric Co. 84/12/03. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. Ip, 27813.244. 24X 

Fiche; 50-402. 84/12/03, 8412070228. 


8412130138 Forwards draft License NPF-32 for review 8< comments. Response 
requested by B41221, Major const or testing that may not be 
completed prior to scheduled fuel loading should be 
identified. 

NOVAK, T. M, Assistant Director for Licensing. 84/12/04. 

KOESTER, G.L, Kansas Oas U Electric Co. 11pp. 27916:311. 24X 

Fiche: 50-482, 04/12/04, 8412130138. 


8412260309 Forwards FSAR addendum re updates to health physics it 
chemistry programs it operator training program. Updates 
reflect changes in organi zat iona 1 responsibilities it minor 
facility & equipment utilization difference. 

KOESTER, G.L. Kansas Gas it Electric Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 28057:329. 

24X Fiche: 50-482, 84/12/21 , 8412260309. 


8412260353 Forwards marked-up changes to initial test program described 
in FSAR. Mods, corrections 8< clarifications to test abstracts 
included. Info will be Incorporated in next rev to FSAR. 

KOESTER, G.L. Kansas Gas & Electric Co. 84/12/21. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 7pp. 280 57:144. 

24X Fiche: 50-482. 84/12/21, 8412260353. 


8412270352 Forwards comments on draft OL, per TM Novak 841204 ltr. 
Requests that comments be addressed in writing or at meeting 
prior to issuance of license, 

KOESTER, G L. Kansas Gas it Electric Co. 84/12/21. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 28088:012. 
24X Fiche: 50-482, 84/12/21, 8412270352, 


8412270392 Forwards proprietary justification for initial startup test 
program reviews per 841128 meeting w/NRC. Util plans based on 
Westinghouse recommendations. Withheld (ref 10CFR2. 790), 

KOESTER, G.L. Kansas Oas it Electric Co. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 28088:018. 

24X Fiche: 50-432, 84/12/21, 8412270392. 


— 8412270394 Application for withholding info re post-cr i tical testing 
(ref 10CFR2. 790). 

WIESEMANN. R. A. Westinghouse Electric Corp. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 28088:021. 

24X Fiche: 50-482, 84/12/21 , 8412270392. 


8412310269 Forwards proprietary Sc nonproprietary revised draft "Interim 
Justification Position for Seismic Sc Environ Qualification 
of In-Core ..." it Westinghouse authorization ltr Sc 
affidavit. Proprietary version withheld (ref 10CFR2. 790). 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 

84/12/21. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. 3pp. 28119:293. 24X Fiche: 50-000, 84/12/21. 8412310269. 
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8412310277 Authorizes utilization of end Affidavit AW-80-27 requesting 
tafithholding proprietary info on revised draft equipment 
qual i f ication justification for interim operation oer 
10CFR2. 790. 

WIESEMANNi R, A. Westinghouse Electric Corp. 84/12/19. DENTON* H. R. 

Office of Nuclear Reactor Regulation, Director. 8 pp. 28119:296 
24X Fiche: SO-000, 84/12/21, 8412310269 . 


8412280068 Provides addl info re detailed control room design revieLj 
per NUREO-0737, Item I.D. l.All future control room mods uiili 
undergo human factors review prior to implementation. 

PETRICK.N A. Standardized Nuclear Unit Power Plant Sustem 
nd/iD/ 3 i DENTON, H. R. Office of Nuclear Reactor Regulation* 

3pp, 28111:265. 24X Fi c h e : 50-000. 84/12/21 , 0412280068, 


84/12/21. 

Director. 


8412310282 Draft "Interim Justification Position for Seismic & Environ 
Qua 1 i f i cat ion of In-Core Thermocouples, Connectors. Adaptors 
& Ref Junction Bo* CESE-43 & ESE-44>. *' 

* Westinghouse Electric Corp. 84/12/21. 32pp. 28119-304 24X 

Fiche: 50-000, 84/12/21 , 8412310269. 


F. Security* medical, emergency St fire protection plans 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerick & Shoreham. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/11/28, PALLADINO Commissioners. 5pp. 27831:259. 24X 

Fiche: 30-000, 84/11/28, 8412060679. 


G. Adjudicatory correspondence 


8412050245 Informs 
on 841220. J Meyer 
representative to 
Served on 841204. 

Commissioners. 
Legal Director. 
8412030245. 


parties that Commissioner Bernthal will tour plant 
should be notified of any single 
proceeding wishing to attend by 841219. 


27773:123. 24X Fiche: 50-482* 84/12/04, 


8412140203 Memorandum advising parties that Commissioner I 
will not tour facility on 841220 as previously planned 
Served on 841213. 

* Commissioners. #484 618. 84/12/13. Kansas Gas & 

Ip. 27920:146. 24X Fi ch e: 50-482, 84/12/13, 9412140203. 


lernthal 


El ectri c 


Co. 


8412050377 Forwards Rev 6 to physical security plan, safeguards 
contingency plan «< training & qualif ication plan. CInfo 
includes corrections or clarifications & organization 
changes). Revs withheld (ref 10CFR73. 21). 

KOESTER.O. L. Kansas Gas & Electric Co. 84/11/30. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 7pp 27763- 348 
24X Fiche: 50-482* 84/ 1 1 /30* 84 1 2050377. 


8412200202 Forwards util 841213 press release re fuel loading schedule 
ror rac i 1 it y. Related correspondence. 

SILBERG* J. E. Shaw* Pittman* Potts Trowbridge. #484 711 
84/12/18. ROSENTHAL, A. S. * MOORE. T. S. , GOTCHY* r! L. Atomic ' Safety jnd 
841 ^ 00202 ^^^*^^^^"“^’ 24X Fiche: 50-482*84/12/18. 


8412070144 Forwards status of followup activities directed towards 
NRC & util in ASLB Initial Decision S1-453-03-0L. Emergency 
planning brochure & MOU w/Natl Weather Svc end. 

KOESTER.O. L. Kansas Gas & Electric Co. 84/12/03. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 12pp. 27820-306 

24X Fiche: 50-482* 84/12/03. 8412070144. ^ 


8412110310 Discusses Insp Rept 50-482/84-49 on 841101-08 & forwards 
notice of violation. 

DENISE. R.P, Region 4* Office of Director. 84/12/05. KOESTER.O L 
Kansas Gas it Electric Co. 2pp. 27832:062. 24X 

Fiche: 50-482* 84/12/05* 3412110310. 


K. Utility Final Safety Analysis Report <FSAR) & amends 


8412310197 Forwards Rev 17 to FSAR. Rev will be incorporated into 
application for amend to OL. 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
84/12/28. DENTON* H. R. Office of Nuclear Reactor Regulation* 
Director, 2 pp. 20122:311. 24X Fiche : 50-482* 84/12/28. 8412310197, 


— 8412310200 Rev 17 to FSAR for Wolf Creek. 

* Standardized Nuclear Unit Power Plant System. 84/12/28. 
28122:313. 24X Fiche: 50-482* 84/12/28* 8412310197, 


i32pp. 


®^i21i0319 Notice of violation from insp on B41 101-08. Violation noted 
failure to follow good housekeeping procedures re fire 
protection measures & inadequate water quality in RCS. 

* Region 4, Office of Director. 84/12/05. 2 pp. 27852- 064 24X 

Fiche: 50-482* 84/12/05. 84121 10310. 


8412140119 Forwards info re changes to Question B. 4 concerning staffino 
^ NUREG-0737. Info supersedes info in 

830429 ?( 1121 submittals it will be incorporated into next 
rev to emergency plan, 

KOESTER.G. L. Kansas Gas it Electric Co. 84/12/10, DENTON. H. R, 

Office of Nuclear Reactor Regulation* Director, 19 dd 27919-231 
24X Fiche- 50-482* 84/12/10* 8412140119. ^ 


8412180570 Forwards Insp Rept 50-482/84-27 on 840810-1011 it notice of 
violation. 

DENISE* R. P. Region 4. Office of Director. 84/12/12. KOESTER.G L 
Kansas Gas it Electric Co. 2 pp. 28003:231, 24X 

Fiche-: 50-482* 84/12/12, 8412180570. 


—8412180582 Insp Rept 50-482/84-27 on 840810-101 1. Violation noted- 
failure to perform preoperat ional test of auxiliary 
feedwater turbine driven pump. 

BARTLETT, B.L., BUNDY, H. R. . CARPENTER, D. R. Region 4 , Office of 
8412180570 ^^^^^^^°' Fiche: 30-482* 84/12/ 12 , 


8412310032 Forwards Insp Rept 50-482/84-41 on 
or deviations identified. 

DENISE, R. P. Region 4, Office of Director. 
Kansas Gas it Electric Co. 2pp. 28136:218. 
Fiche-: 50-482, 84/12/19, 8412310032. 


841015-19. No violations 

84/12/19, KOESTER,G, L, 
24X 


8412310036 Insp Rept 50-482/84-41 on 841015-19, No 
Details withheld (ref 10CFR73. 21). 

KELLY, J. A. , CALDWEt L, R. A. , EVERETT, R. J. Region 
Director, 84/12/18. ip, 28136:220. 24X Fiche 

8412310032. 


violations noted. 

4* Office of 
: 30-482, 84/12/19, 


8412260309 Forwards FSAR addendum re updates to health physics & 
chemistry programs it operator training program. Updates 

changes in organi zational responsibilities & minor 
facility it equipment utilization difference. 

KQEST£R,0. L. Kansas Gas & Electric Co. 84/12/21. DENTON, H. R. 

Nuclear Reactor Regulation* Director. 20pp, 28037:329 

24X Fiche: 50-482* 84/12/21, 8412260309. 


Q. Inspection reports* IE Bulletins it correspondence 


8412200084 FOIA request for all notices of violation it deviation save 
for those listed on Ends 1 & 2 & for any it all civil 
penalties re Wolf Creek facility. 

BROSIUS, E. Nuclear Awareness Network. 84/03/30. Office of 
Administration. 3pp. 28039:182. 24X Fiche: 50-482. 84/03/30, 

8412200084. 


8412200088 FOIA request for any it all 10CFR50. 55( e > notifications it 
Severity Level III violations re Wolf Creek facility. 

BROSIUS, E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28039:185. 24X Fiche: 50-482, 84 / 04 / 13 * 

8412200088. 


8412180022 Partial response to FOIA request for three categories of 
documents re fad lity. Documents listed in App A available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. BROSIUS, E. 
Nuclear Awareness Network. 2 pp. 28014:347. 24X 

Fiche: 50-482, 04/05/24, 8412180022. 


8412210262 Second response to FOIA requests for documents re facility. 
Forwards App A documents. Documents also available in PDR, 

FELTON* J. M. Division of Rules and Records. 84/06/05, BROSIUS, E, 
Nuclear Awareness Network. 2 pp. 28048:225. 24X 

Fiche: 30-482, 84/06/03. 8412210262. 


8309120361 Forwards *40,000 in payment of civil monetary penalty per 
NRC 830630 order. Actions did not warrant imposition of civil 
penalty. 

KOESTERfO. L. Kansas Gas it Electric Co, 83/07/29. DEYOUNO.R.C. 
Director's Office* Office of Inspection and Enforcement, Ip. 
28048:231, 24X Fi ch e : 50-482* 84/06/05* 8412210262. 


8412210266 Forwards request for mitigation of proposed civil penalty n 
deficiencies found w/borated refueling water storage sys & 
classifications of 10CFR50. 55(e) events it response to notice 
of violation. Related info end. 

KOESTER.O. L. Kansas Gas it Electric Co, 83/04/21. DEYOUNS.R.C. 
Director's Office, Office of Inspection and Enforcement. 29pp. 
28048:232. 24X Fiche: 50-482, 84/06/05, 8412210262. 


8412200091 Third partial response to FOIA requests for various 
categories of info re Wolf Creek fad i ity. Forwards documents 
listed in App A. Review of addl documents progressing. 

FELTON, J.M. Division of Rules and Records. 84/06/27. BROSIUS, E, 
Nuclear Awareness Network. 2pp. 28039:186. 24X 

Fiche-: 50-482, 84/06/27* 8412200091. 
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—8412200096 Foriuards Insp Rept 50—482/77-07 on 770524-26 St 0607-10 8< 
notice of violation. 

SEIDLE/WC. Region 4t Dallas* Reactor Construction & Engineering 
Support Branch. 77/07/28. KOESTER* G. L. Kansas Gas & Electric Co 
2pp 20039 188. 24:< Fic he; 50-482, 84/06/27* 841S200091. 


— 8412200101 Notice of violation from insp on 770524-26 & 0607-10. 
# Region 4, Dallas. Office of the Director. 77/07/28. 2pp. 
28039:190. a4X Fiche: 50-482, 84/06/27. S412200091. 


—9412200106 Insp Rept 50-482/77-07 on 770524-26 it 0607-10. Noncomp liance 
noted; fai lure to test concrete aggregates per ASNI it ACI 
s td s. 

OBERG.C.R. . STEWART. R.C. Region 4. Dallas. Office of the Director. 

ELSASSER. T. C, Region 1. Philadelphia. Office of the Director. 
77/06/29. 9pp, 28039:192. 24X Fiche: 50-482. 04/06/27, 8412200091. 


— 8412200118 Forwards Insp Rept 50-482/77-08 on 770718-21 notice of 
violation. 

SEIDLE, W. C. Region 4. Dallas. Reactor Construction & Engineering 
Support Branch. 7?/0a/08. KOESTER, G. L. Kansas Gas & Electric Co. 
2pp. 28039:201. 24X Fi che : 50-482, 84/06/27. 8412200091 . 


— 8412200121 Notice of violation from insp on 770718-21. 

* Region 4. Dallas. Office of the Director. 77/08/08, Ip. 
28039:203. 24X Fiche : 50-482, 84/06/27. 8412200091. 


—9412200130 Insp Rept 50-482/77-08 on 770718-21 , None omp I ian c e noted: 
failure to maintain inert gas pressure in boron injection 

OSERG.C.R., STEWART. R. C. . ELSASSER, T. C. Region 4, Dallas. Office 
of the Director. 77/09/08. 13pp. 28039:204. 24X 

Fiche: 50-482, 84/06/27. 8412200091. 


— 8412200136 Forwards Insp Rept 50-482/77-09 on 770801-03 8« 08 St notice 
of violation. 

SEIDLE. W.C, Region 4. Dallas. Reactor Construction & Engineering 
Support Branch. 77/08/26. KOESTER, G. L. Kansas Gas St Electric Co. 
2pp. 23039:217. 24X Fiche: 50-482, 84/06/27. 8412200091 . 


— 0412200141 Notice of Violation from insp on 770801-03 St 00. 

a Region 4, Dallas. Office of the Director. 77/08/26. Ip. 
28039:219. 24X Fiche: 50-482. 84/06/27, 8412200091. 


— 8412200154 Insp Rept 50-482/77-09 on 770801-03 St 00. None omp 1 lance 
noted:QA internal audit program repts w/o description of 
audit scope, author St contact identification St evaluation 
s tatement. Documented QA plan not available. 

OBERG, C. R, , CROSSMAN, W. A. Region 4, Dallas. Office of the 
Director. NAIDU, K. R. Region 3, Chicago. Office of the Director. 
77/08/25. 9pp. 28039:220. 24X Fiche: 50-482. 84/06/27. 8412200091. 


—8412200162 Forwards Insp Rept 50-482/77-10 on 770912-15 St notice of 
violation. 

SEIDLE. W C. Region 4, Dallas. Reactor Construction St Engineering 
Support Branch. 77/09/29. KOESTER, G. L. Kansas Gas St Electric Co. 
2pp- 28039:229. 24:< Fiche: 50-482, 84/06/27. 8412200091. 


— 8412200165 Notice of violation from insp on 770912-15. 

*■ Region 4, Dallas, Office of the Director. 79/09/29. Ip. 
28039:231. 24X Fiche: 50-482. 84/06/27. 8412200091. 


— B412200173 Insp Rept 50-482/77-10 on 770912-15. None omp I ian ce noted: 
failure to record QC insp data as observations made. 

□BERG.C.R. , HALL. R. E. Region 4, Dallas. Office of the Director. 

ELSASSER, T. C. Region 1. Philadelphia, Office of the Director. 

77/09/29. 12pp. 28039:232. 24X Fiche; 50-482, 04/06/27, 8412200091. 


— 8412200181 Forwards Insp Rept 50-482/77—13 on 771128—1214 St notice of 
violation. 

SEIDLE. W.C. Region 4. Dallas. Reactor Construction St Engineering 
Support Branch. 77/12/30. KOESTER. 0. L. Kansas Gas St Electric Co. 
2pp. 28039:244. 24.X Fiche: 50-482, 84/06/27, 8412200091. 


— 8412200188 Notice of violation from insp on 771128-1214. 

e Region 4. Dallas, Office of the Director. 77/01/23. Ip. 
28039:246. 24X Fiche: 50-482. 84/06/27, 8412200091. 


— 8412200201 Insp Rept 50-482/77-13 on 771120-30. 1205-08 Sc 12-14. 
Moncompliance noted: fai lure to properly clean const joint 
area. 

OBERG.C.R,. STEWART. R. C. . GILBERT. L. D. Region 4, Dallas, Office of 
the Director. 77/12/30. 12pp. 28039:247. 24X 

Fiche: 50-482, 84/06/27. 8412200091. 


— 8412200215 Forwards Insp Rept 50-482/78-01 on 780104-06 S< notice of 
violation. 

SEIDLE, W. C. Region 4, Dallas. Reactor Construction St Engineering 
Support Branch. 78/01/24. KOESTER, G, L. Kansas Gas St Electric Co, 
2pp. 20039:259. 24X Fiche: 50-402, 84/06/27. 8412200091. 


-8412200220 Notice of violation from insp on 780104-06. 

* Region 4, Dallas, Office of the Director. 78/01/24. Ip. 
28039:261. 24X Fich e; 50-482. 84/06/27. 8412200091. 

-8412200232 Insp Rept 50-482/78-01 on 780104-06. Noncomp 1 ian ce noted; 
failure to follow testing frequency for production cadwelds 
St failure to review as-built drawings. 

OBERG.C.R., GILBERT. L. D. Region 4, Dallas. Office of the Director. 

ELSASSER, T. L. Region I, Philadelphia. Office of the Director. 
78/01/19. llpp. 20039:262. 24X Fiche : 50-482. 84/06/27. 8412200091 . 

-8412200270 Forwards Insp Rept 50-482/78-03 on 7B0209 St 21-24 8< notice 
of violation. ^ . 

SEIDLE. W.C. Region 4, Dallas, Reactor Construction St Engineering 
Support Branch. 78/03/16. KOESTLER, 0. L. Kansas Gas St Electric 
Co. 2pp. 28039:273. 24X Fiche: 50-482. 34/06/27, 8412200091. 

-8412200281 Notice of violation from insp on 780221-24. 

e Region 4, Dallas. Office of the Director. 78/03/16. 3pp. 
28039:275. 24X Fiche: 50-482, 84/06/27. 8412200091. 

-8412200293 Insp Rept 50-482/78-03 on 780209 St 21 - 24 . Noncomp 1 iance 
noted: failure to follow procedures it to control 
safety-related documentation St failure to document insp of 
subgrad e. 

OBERG.C.R.. TAPIA, J. I. Region 4, Dallas, Office of the Director. 
SCHWEIBINZ.E. Region 3, Chicago, Office of the 

78/03/16. 10pp. 28039:278. 24X Fiche: 50-482. 84/06/27, 8412200091. 

— 8412200309 Forwards Insp Rept 50-482/78-04 on 780313-17 & notice of 
violation. _ ^ . 

SEIDLE. W C. Region 4, Dallas. Reactor Construction 8< Engineering 
Support Branch. 78/03/31. KOESTER. 0. L. Kansas Gas St Electric Co. 
2pp. 28039:288. 24X Fic he: 50-482. 84/06/27. 8412200091. 

—8412200315 Notice of violation from insp on 780313-17. 

* Region 4, Dallas, Office of the Director. 78/03/31. 2pp. 
28039:290. 24X Fiche: 50-482. 84/06/27, 8412200091. 

—8412200320 Insp Rept 50-482/78-04 on 780313-17. Noncomp 1 ian c e noted: 
failure to follow procedures re approved forms for 
compression test records. 

OBERGiC.R. , GILBERT. L. D. . CROSSMAN. W. A. Region 4, Dallas, Office 
of the Director. 78/03/30. 8pp. 28039:292. 24X 

Fiche; 50-482, 84/06/27, 8412200091. 


-8412200338 Forwards Insp Rept 50-482/78-05 on 780417-19 St notice of 
i on. 

SEIDLE, W. C. Region 4, Office of Director. 78/05/05. KOESTER. O. L 
Kansas Gas S< Electric Co. 2pp. 28039:300. 24X 

Fiche: 50-482. 84/06/27, 84 1 2200091 . 


KOESTER. O. L. 


-8412200344 Notice of violation from insp on 780417-19. 

a Region 4. Dallas, Office of the Director. 78/05/05. Ip. 
28039:302. 24X Fiche; 50-482. 84/06/27, 8412200091. 

-0412200359 Insp Rept 50-402/78-05 on 780417-19. Noncompl iance noted: 
failure to follow procedures re performance of false set 

OBERG.C.R.. STEWART, R.C. Region 4, Dallas, Office of the Director. 

MATT I A, J. Region 1, Philadelphia, Office of the Director. 

78/05/04. llpp. 20039:303. 24X Fiche: 50-482, 84/06/27. 8412200091. 

—8412200385 Forwards Insp Rept 50-482/78-00 on 780619-23 & 0711-12 «t 
notice of violation. , j 

SEIDLE, W C. Region 4. Dallas. Reactor Construction ti Engineering 
Support Branch. 78/07/18. KOESTER. 0. L. Kansas Gas 8t Electric Co. 
2pp, 28039:314. 24X Fic h e: 50-482. 84/06/27. 8412200091. 

—8412200394 Notice of violation from insp on 780619-23 it 0711-12, 

* Region 4. Dallas. Office of the Director. 78/07/18. 2pp. 
28039:316. 24X Fiche: 50-482, 84/06/27, 8412200091. 

-8412200402 Insp Rept 50-482/78-08 on 780619-23 it 071 1 - 12 , Noncomp 1 lane e 
noted; fai lure to follow procedures it to provide adequate mgt 
response to audit findings. 

OBERG.C.R., CRDSSMAN, W. A. Region 4, 

Director, 78/07/17. 9pp. 28039:318. 24X Fiche: 50-482, 84/06/27, 

8412200091. 


8412030078 Forwards Imp Rept 50-482/84-30 on 840801-0928, No 

noncompliance noted. , 

DENISE. R, P. Region 4. Office of Director. 84/10/19. KOESTER, G. L. 
Kansas Gas it Electric Co. 2pp. 27733:338, 24X 

Fiche: 50-482, 84/10/19, 8412030078. 



348 


DOCKETED ITEMS 


— 8412030083 Insp Rept 50-482/84-30 on 840801-0928. No noncompliance or 
deviations noted. Major areas inspected: approved 
preoperational test procedures. preoperational test results 
pacliages & approved startup test procedure reviews. 

FARBER. M. J. , WILLIAMS. D. L. . MCCORMICK-BARGE Region 4- Office of 
Director. 84/10/19. Spp. 27733:340. 24X Fich e: 30-482. 84/10/19. 

841 2030078. 


8411130064 IE Info Notice 84-83. "Various Battery Problems. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. 120pp. 27807:038. 24X Fiche: 50-000. 84/1 1/19. 8411 150064. 


8412070238 Discusses Enforcement Action 84-87 re US District Court 
841015 order that J Wells be reinstated as contract employee 
per Secretary of Labor order. Reciuest for suspension of civil 
penalty proceeding pending judicial review appropriate. 
KOESTER.G.L. Kansas Gas & Electric Co. 84/12/03 TAYLOR, JM 
Director's Office. Office of Inspection and Enforcement. Rod ' 
27819:234. 24X Fiche: 50-482, 84/12/03. 8412070258 


8412110310 Discusses Insp Rept 50-482/84-49 on 841101-08 & forwards 
notice of violation. 

DENISE.R.P. Region 4. Office of Director. 84/12/05. KOESTER C L 
Kansas Gas & Electric Co. 2pp. 27852:062. 24X 

Fiche: 50-482, 84/12/05, 8412110310. 


8412310022 Forwards Insp Rept 50-482/84-33 on 840910-14 «< 24-25. No 
violations or deviations noted. 

DENISE.R.P. Region 4. Office of Director. 84/11/26. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 28136:256. 24X 

Fiche-; 50-482, 84/11/26. 8412310022. 


8412110319 Notice of violation from insp on 841 101-08. Violation noti^ 
failure to follow good housekeeping procedures re fire 
protection measures it inadeq,uate water quality in RCS. 

* Region 4, Office of Director. 84/12/05. 2pp. 27852 064 34* 

Fiche: 50 - 482 , 04 / 12 / 05 . 8413110310 . 


— 8412310025 Insp Rept 50-482/84-33 on 840910-14 It 24-25. No noncompliance 
or deviations noted. Major areas inspected: installed HVAC 
sys. inc luding partial walkdown of three sys. review of 
Bechtel spec & Daniels Installation & quality procedures. 

KEY. W. J. . DANIELSON. D. H. Regions, Office of Director. 84/10/18. 
10pp. 28136:258. 24X Fiche : 50-482, 84/1 1/26. 8412310022. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27, Consolidated Edison Co. of New 

York, Inc. I26pp, 27807:179, 24X Fiche: 50-000. 84/1 1/27, 8411210360. 


8412040135 Notification of significant licensee meeting on 841204 
w/util at plant site to conduct enforcement conference. 

* NRC - No Detailed Affiliation Given. 84/11/27. NRC - No 
Detailed Affiliation Given. Ip. 27746:222. 24X 

Fiche: 50-482, 84/11/27, 8412040155. 


8412040172 Forwards Insp Rept 50-482/84-35 on 840910-13,24-28 & 1001-05 
Sc notice of violation. 

DENISE.R.P. Region 4, Office of Director. 84/11/27. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 27746:327. 24X 

Fiche: 30-482. 84/11/27. 8412040172. 


8412050081 IE Info Notice 84—89. "Stress Corrosion Cracking in 
Nonsensitired 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of Neu 

York. Inc. 118pp. 27966:332. 24X Fiche : 50-000, 84/12/07, 0412030081 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co, of Neu 

York, Inc. 114pp. 27966:215. 24X Fiche: 30-000, 84/12/07, 0412030090. 


8412060394 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Nau 

York. Inc. 116pp. 28032:130. 24X Fiche: 50-000. 84/12/10. 8412060394. 


8412180552 Forwards Insp Rept 50-482/84-26 on 840010-0921 . No violation! 
or deviations noted. 

DENISE.R.P. Region 4. Office of Director. 84/12/12, KOESTER, S. L. 
Kansas Gas it Electric Co. 2pp. 27961:337. 24X 

Fiche-: 50-482. 84/12/12. 8412180552. 


— 8412040178 Notice of violation from insp on 840910-13,24-28 «c 1001-05. 
e Region 4. Office of Director. 84/11/27. Ip. 27746:329. 24X 

Fiche: 50-402, 84/11 /27, 84 1 20401 72. 


—8412040188 Insp Rept 50-482/84-35 on 840910-13,24-28 it 1001-05. 
Noncompliance noted ; fai lure to follow approved procedures 
re radiographic film storage & plant setpoint it electrical 
documents exceeded limit for unincorporated change notices. 

SMEENGE, R. J. . WALKER, H. A. , HAWKINS, F. C. Region 4, Offlceof 
Director. 84/11/15. 15pp. 27746:330. 24X Fiche: 50-482. 84/11/27, 

8412040172. 


9412040002 Forwards Exam Rept 50-482/DL-85-01 of exam administered on 
840925-29. 

HUNTER. D. R. Region 4, Office of Director. 84/11/29. KOESTER.G.L. 
Kansas Gas it Electric Co. Ip. 27747:245. 24X Fiche; 50-482, 

84/ 1 1 /29, 84 1 2040002. 


—8412180559 Insp Rept 50-482/84-26 on 840810-0921 . No violations or 
deviations noted. Major areas inspected: preoperationa 1 test 
procedures & perf ormanc e, c omp 1 e ted preoperational test, 
startup test procedures it TMI action plant items 

FLIPPO.T. A., JONES, W., WHITTLESEY. K. Region 4, Office of Director 
84/12/10. 23pp. 27961:339. 24X Fiche; 50-482. 84/12/12, 

8412180552. 


8412180570 Forwards Insp Rept 50-482/84-27 on 840810-1011 it notice of 
violation. 

DENISE.R.P. Region 4. Office of Director. 84/12/12, KOESTER. 0. L. 
Kansas Gas it Electric Co. 2pp. 28003:231. 24X 

Fiche: 50-482. 84/12/12, 8412180570. 


— 8412180574 Notice of violation from insp on 840810-1011. 

* Region 4, Office of Director, 84/12/12. Ip, 280 03:233, 24X 

Fiche: 50-482, 84/12/12, 8412180570. 


— 8412040006 Exam Rept 50-482/DL-S5-01 administered on 840925-29. Exam 
results- sixteen candidates passed it three failed. 

PELLET, J.L., COOLEY. R. A. Region 4. Office of Director. 84/11/28. 
3epp, 27747:246. 24X Fiche: 50-482, 84/11/29. 84120400 02. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

aSpp. 27967:096. 24X Fi che: 50-000, 84/11/30, 841 1280366, 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Nonsafety-Related Equipment. " 

Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness t< Engineering 
Response (Post 830103). 84/11/30, Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche: 50-000. 84/1 1/30. 8411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of New 

York, Inc, 117pp. 27965:340, 24X Fiche: 50-000. 84/12/03, 8412030021. 


6412030028 IE Info Notice 84—08. "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

York, Inc. 122pp. 27966:093. 24X Fiche; 50-000. 84/12/03, 8^ ^ 2030020. 


— 8412100582 Insp Rept 50-482/04-27 on 840810-1011. Violation noted: 
failure to perform preoperational test of auxiliary 
feedwater turbine driven pump. 

BARTLETT, B. L. . BUNDY, H. R. , CARPENTER, D. R. Region 4. Office of 
Director. 84/12/10. 21pp. 28003:234. 24X Fiche: 50-482, 84/12/12. 

8412180570. 


8412180136 Renews request that NRC vacate, or at min, suspend civil 
penalty proceeding pending completion of judicial review by 
US Court of Appeals for 10th Circuit re propriety of 
Secretary of Labor decision concerning util. 

KOESTER.G.L. Kansas Gas it Electric Co, 84/12/13, TAYLOR, J.M. 
Director's Office, Office of Inspection and Enforcement. Upp- 
27961:277. 24X Fiche: 50-482, 84/12/13, 8412180136. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummin! Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness ?{ Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of Hew 

York. Inc. 120pp... 28124:001. 24X Fiche: 50-000, 84/12/17. 8412120547. 
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[ 3412230047 Informs that operational constraints at Callattiay Plant 

I hinder baseline cable insp. Insp will be performed at first 

i plant outage of known duration greater than 96 h All other 

I prov^isions of 840202 commitment unchanged. 

PETftlCKiN.A, Standardized Nuclear Unit Power Plant System. 

94/12/18. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 28108:259 24X Fiche 50-000.84/12/18 , 8412280047- 

I 8412310032 Forwards Insp Rept 50-402/84-41 on 841015-19. No violations 
I or deviations identified 

I DENISE. R, P. Region 4. Office of Director. 84/12/19. KDESTERiG. L. 

I Kansas Gas it Electric Co. 2pp. 28136:218. 24X 

' Fiche-: 50-482. 84/12/19. 8412310032. 


? —9412310036 Insp Rept 50-482/84-41 on 841015-19. No violations noted. 

I Details withheld (ref 10CFR73. 21). 

i KELLY, J. A.. CALDWELL. R. A. , EVERETT. R.J. Region 4. Office of 

\ Director. 84/12/18. Ip 28136:220 24X Fiche. 50-482. 84/12/19, 

i 8412310032. 

! B412270285 Forwards Insp Rept 50-482/84-46 on 841022-26 U 1105-09 & 

] notice of violation. 

I DENISE, R.P. Region 4. Office of Director. 84/12/20. KOESTERiO. L. 

1 Kansas Gas it Electric Co. 2pp. 28038:201. 24X 

^ Fiche: 50-482, 84/12/20. 8412270285. 

r "0412270290 Notice of violation from insp on 841022-26 St 1105-09. 
r » Region 4, Office of Director. 84/12/20. 2pp. 28088:203. 24X ' 

f Fiche; 30-482. 84/12/20. 8412270285. 

f 

[ —0412270293 Insp Rept 50-482/84-46 on 841022-26 & 1 105-09. Vi o lation 

i noted : Preoperati onal Test Procedure SU3-NE-01 stopped on 

; three occasions w/o following proper administrative 

procedures. 

: SMITH. R., BRESLAU. B. . MARTIN. L. Region 4, Office of Director. 

^ 04/12/19. 6pp. 28083:205. 24X Fi c h e: 50-482. 84/12/20. 8412270285. 


3412310121 Responds to NRC 841121 1 tr, Violation II. "Q" bldgs walked 
down to identify deviations from conduit-to-conduit 
separation criteria. Deviat ions corrected w/physical 
restraints or reworking. Response to Violation I by 041231. 
KDE3TER,0. L. Kansas Gas & Electric Co. 84/12/21. DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. 5pp. 
28121:163. 24X Fiche: 50-432. 84/12/21. 3412310121. 


R Periodic operating reports & related correspondence 


0412050528 Submits plant-specific backfitting tracking sys monthly 
status rept for Oct 1984. 

TREMBLAY, P. P. Operating Reactors Assessment Branch. 84/11/27. 
HOLAHAN, G. M. Operating Reactors Assessment Branch. 9pp. 27910:145. 
24X Fiche 50-000. 84/11/27, 8412050528, 


S Reportable occurrences, LERs & related correspondence 


3412200088 FOIA request for any 8< all 10CFR50. 55 ( e > notifications 8* 
Severity Level III violations re Wolf Creek facility. 

BROSIUS.E. Nuclear Awareness Network. 34/04/13. Office of 
Administration, Ip. 23039:185. 24X Fiche: 50-482, 84/04/13, 

8412200088. 


8412210262 Second response to FOIA requests for documents re facility. 
Forwards App A documents. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 04/06/05. BROSIUS.E. 
Nuclear Awareness Network. 2pp. 28048:225. 24X 

Fiche: 50-482, 84/06/05, 8412210262. 


--8412210266 Forwards request for mitigation of proposed civil penalty re 
deficiencies found w/borated refueling water storage sys & 
c lass if ications of 10CFR50. 55< e ) events it response to notice 
of vl olation. Related info end. 

KOESTER.G. L, Kansas Oas it Electric Co. 83/04/21. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 29pp. 
28049:232. 24X Fiche: 50-482, 84/06/05, 8412210262. 


8412130539 Interim deficiency rept re safety-related AWS Dl. 1 
structural steel we Ids, Detai Is of comprehensive corrective 
actions end. Final rept will be submitted by 841201. W/o 
end. 

KOESTER.G. L. Kansas Gas & Electric Co. 84/10/29. MARTIN, R. D. 
Region 4, Office of Director. 2pp. 27916:124. 24X 

Fiche: 50-482, 84/10/29, 8412130539. 


B412050302 Deficiency rept re pressurizer PORVs preoperat ional test 
discrepancies , Spec ial operations procedure will be performed 
tn resolve existing test discrepancies. 

KOESTER.G. L. Kansas Oas it Electric Co. 84/11/19. DENISE, R.P. 
Region 4, Office of Director. 2pp. 27779:008. 24X 

Fiche: 50-482, 84/11/17. 8412050302. 


8412170422 Forwards attachments inadvertently omitted from 841113 final 
deficiency rept re pressurizer PORVs. 

KOESTER.G L. Kansas Gas it Electric Co. 84/12/01. DENISE, R. P. 

Region 4, Office of Director. 3pp. 27968:291. 24X 

Fiche: 50-482, 84/12/01, 8412170422, 


8412170440 Final deficiency rept re standby diesel generator lube oil 
keep— warm pumps supplied by Crane-Deming. Pumps will be 
designed for reliability, Interim pumps reliable for use 
until ASME rated pumps available. 

KOESTER.G. L. Kansas Gas & Electric Co, 84/12/01. DENISE, R.P, 
Region 4, Office of Director, 2pp. 27968:272. 24X 

Fiche: 50-482, 84/12/01, 9412170440. 


8412110587 Requests appj-oval of plan for testing pressurizer PORV. 
Points listed to provide justification for post-fuel load 
testing. PORV deficiency identified during preoperationa 1 hot 
functional testing resolved w/valve changes, per 841113 Itr. 
KOESTER.G. L. Kansas Gas it Electric Co. 84/12/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 27894:163. 
24X Fiche: 50-482, 84/12/05, 8412110587. 


8412240013 Forwards status rept for Oct fc Nov 1984 re 10CFR50. 55(e) it 
Part 21 items. 

KOESTER.O.L. Kansas Oas & Electric Co. 84/12/05. DENISE, R. P. 
Region 4, Office of Director, lOpp. 28061:303. 24X 

Fiche: 50-482. 84/12/05, 8412240013. 


8412190302 Requests approval of util plan for performing testing 
associated w/RCB RTD. Problem w/calibr data for RTD reported 
per 10CFR50. 55( e) . RTD operability will be assured prior to 
fuel load. 

KOESTER.O.L. Kansas Gas it Electric Co. 84/12/07. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28029:138. 
24X Fiche: 50-482, 84/12/07. 8412190382. 


8412170199 PN0-IV-S4-029: on 841212. util issued press release announcing 
delay in fuel load date until Jan 1985. Caused by failure of 
centrifugal charging pump . delaying completion of 
preoperat ional testing. 

MARTIN, L. E. Region 4, Office of Director. 84/12/12, Ip. 

27936:186 24X Fiche: 50-482, 84/12/12, 8412170199. 


8412180388 Informs of temporary deviation from FSAR. Approval of plan to 
use non-ASME Section III pumps for lube oil keep warm pumps 
requested. Use of non-ASME Section III pomps justified in 
841201 final deficiency rept. 

KOESTER.G. L. Kansas Gas Electric Co. 84/12/12. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27999:360. 24X 

Fiche: 50-482. 84/12/12, 8412180338, 


V. Operator Examinations 


0412040002 Forwards Exam Rept 50-482 /OL-BS-Ol of exam administered on 
840925-29. 

HUNTER, D. R, Region 4, Office of Director, 84/11/29. KOESTER, G. L. 
Kansas Gas & Electric Co, Ip. 27747:245. 24X Fiche : 50-482, 

84/11/29, 8412040002. 


“8412040006 Exam Rept 50-482/aL-85-01 administered on 840925-29. Exam 
results- sixteen candidates passed 8< three failed. 

PELLET, J. L. , COOLEY, R. A. Region 4, Office of Director. 84/11/28. 
38p p . 27747; 246. 24X Fiche: 50-482, 84/ 1 1 /29, 8412040002. 


8412260309 Forwards FSAR addendum re updates to health physics & 
chemistry programs operator training program. Updates 
reflect changes in organizational responsibilities it minor 
facility it equipment utilization difference, 

KOESTER.G L. Kansas Oas 8t Electric Co. 84/12/21. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 20pp. 28057:329. 

24X Fiche: 50-482, 84/12/21 , 0412260309. 


DOCKET STN-50-4B3 CALLAWAY PLANT. UNIT 1 


A, App lication/construction stage documents 8? correspondence 


8412210059 Informs of review of matl submitted on 830610 St requests 
inclusion of listed procedures in 830815 submittal, per 
830610 telcon. Inclusion will satisfy requirements of Items 
1-6 in End 1, W/o encl. 

STREETER, J. F, Region 3, Office of Director. 83/06/20. PRICE, J.M. 
Union Electric Co. 2pp. 28052:284. 24X Fiche: 50-483, 83/06/20. 

8412210059. 


8411290514 Further response to FOIA request for four items. Documents 
listed in App A available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/05/04. GARDE, B, P, 
Government Accountab ility Project, 2pp. 27698:054. 24X 

Fiche; 50-483, 84/05/04, 841 1290514. 
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F SecuTity» medicalj emergency & fire protection plans 


B412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by Neui Madrid 
Fault. App A documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 04/06/14. BELL. N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000, 84/06/14. 8412200033. 


8412210247 Revised emergency plan implementing procedures. inc luding 
EIP-2Z-00201 re notifications. ErP-ZZ-00212 re protective 
actions recommendations it EIP-ZZ-00213 re technical 
assessment, 

* Union Electric Co. 64/12/14. 47pp, 28034:296. 24X 

Fiche: 50-483, 84/12/14, 8412210247. 


6412310462 Requests submittal of annual emergency exercise objectives & 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 it 830626, Sc he dul e 
for exercises occurring after 850301 provided. 

PAPER lELLO. C. J. Region 3, Office of Director. 84/12/14. 

SCHNELLi D. F. Union Electric Co. 2pp. '28134:347. 24X 

Fiche: 50-483, 84/12/14. 8412310462. 


8412280068 Provides addl info re detailed control room design review, 
per NUREG— 0737. Item I, D l.All future control room mods will 
undergo human factors review prior to implementation. 

PETRICK. N. A, Standardized Nuclear Unit Power Plant System. 
84/12/21. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 3pp. 28111:265. 24X Fiche: 50-000. 84/12/21. 8412280068. 


G. Adjudicatory correspondence 


0412060573 Forwards Amend 1 to License NPF-30 & safety evaluation 
Amend approves mods to Table 3.3-1 of Tech Specs consisting 
of addl footnote to allou blockage of both source range flux 
doubling switchover signals for startup. 

YOUNGBLOOD. B. J. Licensing Branch 1, 84/11/29. SCHMELL, D F Uni* 

Electric Co. 4pp, 27823:350. 24X Fic he: 50-483. 84/1 1 /29, 841206057 




- - _ — Hiuua CO laoieu. J-] 

Tech Specs consisting of addl footnote to allow blockage of 
both source range flux doubling switchover signals for 
startup. 

YOUNGBLOOD. D. J. Licensing Branch 1, 84/11/29, 5pp 27028 354 

24X Fiche. 50-483.84/11/29. 8412060573. J34 


0412060582 Safety evaluation supporting Amend 1 to License NPF-30 
* _0^fice_of Nuclear Reactor Regulation, Director. 84/11/29 
24X Fiche: 50-483. 84/11/29. 8412060573, 


27828: 359. 


8412060639 Forwards FR monthly notice w/two prenotices re rev to Tech 
Spec Table 4. 11—1 to include two addl batch waste release 
tanks & Tech spec Table 6. 5. 1.2 to include two addl 
positions & one addl member to onsite review committee. 

YOUNGBLOOD, B. J. Licensing Branch 1, 84/11/30. SCHNELL, D F UniD- 

Electric Co. 57pp. 27830:001. 24X Fi ch e : 50-483, 84/1 1 /30, ‘ 

0412060639. 


8412060007 Forwards response to 840612 request for addl info re steae 
generator tube rupture event. Response considered 
preliminary. Suppl to 840316 info also end. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/12/03. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 54pp. 27789:172. 24X Fiche: 50-000 . 84/12/03, 8412060007. 


8411290514 Further response to FOIA request for four items. Documents 
listed in App A available in PDR. 

FELTON, U. M. Division of Rules and Records, 84/03/04. GARDE. B. P. 
Government Accountability Project. 2pp. 27698:054. 24X 

Fiche: 50-483. 84/05/04, 841 1290514. 


8412110067 Forwards addition to Tech Spec Table 4.11-1 re evaluation o 
environ impacts from const of discharge monitor tanks. Info 
suppls End D to 841003 request for amend to License NPF-25. 
SCHNELL, D. F, Union Electric Co. 84/12/06. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 4pp. 27855- 014 24X 

Fiche; 50-483. 84/12/06, 8412110067. 


8411290520 Forwards Appeal Board 831129 Memorandum Zt Order ALAB-750 
denying Joint Intervenors motion for reconsideration of 
ALA8-740. 

CUNNINGHAM, G. H. Office of the Executive Legal Director. 83/12/01. 

DENTON. H, R. Office of Nuclear Reactor Regulation. Director. Ip. 
27698:058. 24X Fiche: 50-483, 84/05/04. 841 1290514. 


8412210121 Forwards proprietary revised seismic qualification progras 
justification for interim operation applicable to Operator 
Interface Modules ESE-12A. Info withheld (ref 10CFR2. 790). 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
B4/12/14. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 3pp. 28036:212. 24X Fi ch e: 50-000, 84/12/14, 8412210I2J. 


I, Financial information 


8412260236 Informs that effective 820721, util entered into credit 
agreement w/group of domestic banks in which Chemical Bank 
of New York City acts as agent. Company has source of long- 
term funding until 850721 to support operations. 

SCHNELL, D. F. Union Electric Co. 84/12/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 28055267 24X 

Fiche: 50-483, 84/12/18, 8412260236. 


J. Insurance & indemnity information 


8412270276 Forwards Endorsement 2 to NELIA Certificate N-95 
Certificate of MF-95. 

NADEL, M. Marsh h McLennan, Inc. 84/12/13. SALT2MAN, J. 
Director for State & Licensee Relations. 3pp. 28088-217 

Fiche: 50-483, 84/12/18, 8412270276. 


Sc MAELU 

Assistant 
24 X 


P, Operating license stage documents St correspondence 


8412240004 Addendum to "Containment Structural Integrity 8i Inteorated 
Leak Rate Test. " W/B41218 Itr. 

SCHNELL, D.F. Union Electric Co. 84/12/18. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director, 9pp. 28044:100 24X 

Fiche: 50-483, 84/12/18, 8412240004. 


8412310269 Forwards proprietary «< nonproprietary revised draft "Interti 
Justification Position for Seismic & Environ Qua I i f icat ion 
of In-Core ..." St Westinghouse author i ration Itr St 
affidavit. Proprietary version withheld (ref 10CFR2. 790). 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/12/21, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28119:293. 24X Fiche: 50-000, 84/12/21, 8412310269. 


—8412310277 Authorizes utilization of end Affidavit AW-80-27 requeit: 
withholding proprietary info on revised draft equipment 
qualification justification for interim operation per 
10CFR2. 790. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/12/19. DENTOM. H R 
Office of Nuclear Reactor Regulation, Director. 8pp. 20119:296 
24X Fiche; 50-000, 84/12/21. 8412310269. 


8412030480 Informs of unsuccessful attempts to obtain addl info 
allegations contained in 840928 petition, per NRC 841107 Itr. 
Addl info that would assist review requested. Review 
proceeding on basis of present info. 

MIRAGLIA, F. J. Division of Licensing. 84/11/21. GARDE, B. 
Government Accountability Project, 4pp. 27740:343 24X 

Fiche: 50-483, 84/11/21, 8412030480. 


0412310282 Draft "Interim Justification Position for Seismic tt Enviri 
Qual if ication of In-Core Thermocouples, Connectors, Adaptors 
«< Ref Junction Box (ESE-43 it ESE-44>. " 

* Westinghouse Electric Corp. 84/12/21. 32pp. 28119:304, 24X 

Fiche; 50-000. 84/12/21 , 8412310269. 


8412010136 Forwards proposed changes to FSAR Chapter 14 Abstract 
14.2, 12.3.30, "Operational Alignment of Process Temp 
Instrumentation.Method, " Item A. Revised abstract will be 
incorporated in next rev to FSAR. 

SCHNELL, D.F. Union Electric Co. 84/11/27. DENTON.H.R- Office 
Nuclear Reactor Regulation, Director. 5pp. 27709-345 24X 

Fiche: 50-483, 84/11/27, 8412010136. 


Q. Inspection reports, IE Bulletins it correspondence 


8411290514 Further response to FOIA request for four items. Documents 
listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/05/04. GARDE, B.P. 
Government Accountability Project. 2pp. 27698:054, 24X 

Fiche: 50-483, 84/05/04, 8411290514. 


8412060569 Requests FR publication of notice of issuance of 
to License NPF-30, approving change to Table 3.3-1 of Tech 
Specs consisting of addl footnote. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/11/29. MILLER, J, 

Operating Reactors Branch 3. 3pp. 27828:361 24X 

Fiche: 50-483, 84/11/29. 8412060569. 


Amend 

R. 


8309140225 Forwards team leader summary of team review of licensee 
830613 response to findings it unresolved items in IE Insp 
Rept 50-483/82-22. IE 830727 response to request for review 
of licensee response end. 

TAYLOR, J. M. Division of QA, Safeguards St Inspection Programs <Po»1 
830103), 83/08/23. NORELIUS, C. E. Division of Project Resident 

Programs. 6pp. 27693:080, 24X Fiche: 50-483, 84/05/04. 8411290514 
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.83091^0231 Lists items requiring followup resulting from review of 
licensee response to integrated design insp findings. 

FAIR.J. R. Engineering It Generic Communications Branch. B3/07/27. 
aLLISQNi D. P. Division of QA< Safeguards Inspection Programs 
(Post 030103). 12pp. 27698:086. 24X Fiche: 50-483i 84/05/04. 

8411290514. 


.0411290520 Forwards Appeal Board 831129 Memorandum Ik Order ALAB-750 
denying Joint Intervenors motion for reconsideration of 

CUNNINGHAM. 0. H. Office of the Executive Legal Director. 83/12/01. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. Ip. 
27698:058. 24X Fiche: 50-483. 84/05/04. 8411290514. 


_B4112‘?0535 Requests followup & closeout of section on Finding F4-6 of 
IE Insp Rept 50-483/82-22. per telcon agreement. Licensee 
response reiterating finding end. 

KNOP. R.C. Region 3. Office of Director. 83/11/18. POTAPOVS, U. 
Division of Vendor & Technical Programs. 2pp. 27698:098. 24X 

Fiche: 50-483. 84/05/04, 8411290514. 


9412280492 Forwards Insp Rept 50-483/84-38 on 840809-10.0921.27 8 < 

1017 - 18 . No noncompliance noted. 

SPESSARD, R. L. Region 3, Office of Director. 84/11/16. SCHNELL. D. F, 
Union Electric Co. 2pp. 28126:148, 24X Fiche: 50-483. 84/1 1/16. 

8412280492. 


—8412280494 Insp Rept 50-483/84-38 on 040809-10,0921,27 & 1017-18. No 
noncompliance noted. Major areas inspected: large bore steam 
generator snubbers, 

YIN. r.T. , DANIELSON. D. H. Region 3, Office of Director. 84/11/16. 
7pp, 28126:150. 24X F i ch e: 50-483. 84/1 1 /16. 0412280492. 


8411150064 IE Info Notice 84-83. "Various Battery Problems.” Svc list 

JORDAN. E. L, Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

Y^krinc. 120pp. 27807:058. 24X Fiche: 50-000, B4/i t/19. 8411150064. 


9411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/1 1/27. 8411210360. 


8412170251 Forwards Insp Rept 50-483/84-47 on 841113-16. No 

noncompliance noted. « n- 

LITTLE, W.S. Region 3. Office of Director. 84/11/28. SCHNELL, D. F, 
Union Electric Co. 2pp. 27968:042, 24X Fiche: 50-483, 84/ 1 1/28, 

84 12170251. 


— 8412170258 Insp Rept 50-483/84-47 on 841113-16. No noncompliance or 
deviations noted. Major areas inspected: action on previous 
insp findings It design change 8 ( mod program implementation, 
CHGULES, N. C. . SMEENSE. R. J. , HAWKINS, F. C. Regions, Office of 
Director. 84/11/28. 4pp. 27968:044. 24X Fiche : 50-403, 84/1 1/28, 

0412170251. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc— 99m Oorierators, " Svc list end. 

GRACE, J.N. Division of QA, Safeguards it Inspection Programs (Post 
B30103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

aSpp. 27967:086. 24X Fiche: 50-000. 84/11/30, 04112BO366. 


8411200370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys U Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN.E, L. Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. H 6 pp. 27965:224. 24 X Fiche: 50-000, 04/1 1/30, 841 1280370. 


0412030021 IE Info Notice 04-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27965:340. 24X Fiche: 50-000,04/12/03,8412030021. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. oj 

York, Inc 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


0412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Non sens i ti z ed 316 Stainless Steel. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8 t Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc, 118pp. 27966:332. 24X Fiche: 50 - 000 , 84/12/07, B4120500B1. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8 < Engineering 
Response (Post 830103). 84/12/07, Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24 X Fiche: 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 34-91, "QC Problems of Meteorological 
Measurements Programs. '• Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. H 6 pp. 28052:130. 24 X Fiche: 50-000. 84/12/10, 8412060594. 


8412120541 IE Info Notice 04-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 24 X Fi che: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/17, Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50 - 000 , 84/12/17, 8412120547. 


8412280047 Informs that operational constraints at Callaway Plant 
hinder baseline cable insp. Insp will be performed at first 
plant outage of known duration greater than 96 h.All other 
provisions of 040202 commitment unchanged, 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/12/18. DENTON, H.R. Office of Nuclear Reactor Regulation. 
Director 2pp 28108:259, 24X Fic h e: 50 - 000 , 84/12/18, 8412280047. 


R. Periodic operating reports & related correspondence 


8412050528 Submits plant-specific backfitting tracking 
status rept for Oct 1984. 

TREMBLAY, P, P. Operating Reactors Assessment Branch. 
HDLAHAN.G. M. Operating Reactors Assessment Branch. 
24X Fiche: 50-000, 84/ 1 1 /2 7, 84 1 2050528. 


sys monthly 

84/11/27. 

9pp. 27810:145. 


S. Reportable occurrences, LERs 8 < related correspondence 


8412200591 LER 84-051-01: on 841014, feedwater isolation signal received 
when hi-hi steam generator level signal generated, Caused by 
improper operator control of steam dumps due to infrequent 
use. W/B41214 Itr. 

POOLE, D.C., MILTENBEROER, S. Union Electric Co. 84/11/09. 4pp. 
28052:300. 24X Fiche: 50-483, 84/ 1 1 /09, 0412200591 . 


8412030054 LER 84-055-00: on 841021 , unplanned ESF actuated occurred due 
to high level signal on steam generator A. Caused by 
inadequate preplanning. Procedure rev developed, W/841120 Itr. 

NASLUND, C, D. , MILTENBERQER, S. Union Electric Co, 84/11/20. 4pp. 
27734:040. 24X Fiche: 50-483, 84/11/20, 8412030054. 


8412100131 LER 84-056-00: on 841022 it 23, reactor tripped it ESF actuated 
while rolling main turb ine. Caused by steam generator 
oscillations while attempting to bring turbine to speed Ik 
parallel generator to grid, W/841120 Itr. 

TAYLOR, M. E, , MILTENBEHOER. S. Union Electric Co. 84/11/20. 4pp. 
27861:234, 24X Fiche: 50-483, 84/1 1/20, 8412100131. 


8412140086 Forwards LER 94-056-00. 

MILTENBEROER, S. Union Electric Co. 84/11/20. Record Services 
Branch (Document Control Desk). 4pp. 27954:350. 24X 

Fiche: 50-483, 84/11/20, 8412140086. 


8412030329 LER 84-057-00; on 841027, reac tor tr ip , feedwater Isolation 
auxiliary feedwater actuation 8 t steam generator blowdown 
isolation occurred as result of low level in steam generator 
A. Caused by blown f use. W/841121 Itr. 

TAYLOR, M. E. , MILTENBEROER , S. Union Electric Co. 84/11/21. 4pp, 
27737:011. 24X Fiche: 50-483, 84/1 1/21, 8412030329. 


8412130600 Forwards Page 1 of LER 84 - 056 - 00 , omitted from 841120 
submittal. j 

MILTENBEROER, S. Union Electric Co. 84/11/26. Record Services 
Branch (Document Control Desk). 2pp. 27915:351. 24X 

Fiche-: 50-483, 84/11/26, 8412130600. 


—8412130605 Errata to LER 84-056-00; on 841022 it 23, reactor tripped 8c 
ESP actuated while rolling main turb ine. Feedwater isolation, 
auxiliary feedwater actuation 8c steam generator blowdown 
isolation occurred during both incidents. 

TAYLOR, M. E. Union Electric Co. 84/11/20. 3pp. 27915:353, 24X 

Fiche: 50-483, 84/11/26, 8412130600, 
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8412100520 LER 84-053-00: on 841030. feedwater isolation, auxil iary 
feedwater actuation it steam generator blowdown isolation 
signals initiated by high level on steam generator B. Caused 
initiated by spurious high signal. W/841129 Itr. 
NASLUND. C. D. . MILTENBERGER, S. Union Electric Co. 

27858:21?. 24X Fiche; 50-483. 84/11/29. 8412100520. 


84/11/29. 4pp. 


3412030437 Notifies of 841127 meeting w/util to discuss QA plan 
proposed changes to Region IV staff ^ 

JAL/DON, J. P. Region 4. Office of Director 


Region 4, Office of Director.' Ip. 
Fiche: 50-498. 84/11/05, 8412030437. 


27735. 129. 24X 


84/11/05. JaHNSD^^, Eff 


8412130362 LER 84-059-00: on 841105 & 06, reactor tripped i ESF actuated 
due to failure of air lines supplying steam generator 
feedwater regulating valves. Caused by improper matl 

^ fatigue cracking on air 1 ines. W/S41205 Itr. 

STAHL. W.H., MILTENBERGER. S. Union Electric Co. 84/12/05. 

27901:351. 24X Fiche: 50-483. 84/12/05, 8412130362. 


5pp. 


8412140482 LER 84-059-00: on 841105 & 06, air lines supplying steam 
generator feedwater regulating valve failed resulting^in ESF 
actuations along w/reactor trips. Caused by improper matl 
tubing nipples replac ed. W/B41205 Itr. 
? 7 g^ 7 'o^A’' Electric Co. 84/12/05. 5pp. 

27937.236. 24X Fiche: 50-483. 84/12/05, 8412140482. 

0412200322 LER 84-060-00: on 841114, high Ueam generator level caused 
reactor tr ip , feedwater Isolation. auxi 1 iary feedwater 

steam generator blowdown isolation. W/841213 Itr. 

Electric Co. 84/12/13. 5pp. 
28031:228, 24X FI che: 50-483. 84/12/13. 8412200322. 

S4122S0003 Forwards info re induction of exhaust gases into control 
room to review 840507 request for withdrawal of 
10CFR50. 55(e) rept. 

Co. 84/12/21. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 9pp. 28111021 24 y 

Fiche: 50-483. 84/12/21, 8412280003. 


B412040007 Ack receipt of 841102 Rev 8 to QA program for desian t 
const. Program under review. oesignj, 

JOHNSON.E.H Region 4, Of f i c e of Di r e c tor . 84/11/29. OP REA m 

Houston Lighting & Power Co, 2pp. 27747360 24X 

Fiche: 50-498, 84/11/29. 8412040007. 

8412040147 Documents 840927 meeting re status of c onst, 1 i cen sing 
assurance^"^ design features & programs for engineering 

MARTIN. R D. Region 4. Office of Director. 84/11/29. OPREA. G U 
Houston Lighting it Power Co. 2pp. 27748’ 347 24X ^ 

Fiche: 50-498, 84/11/29, 8412040147. 

BA1312 .neetins ../util in B.thesda, «D to 
qualified display processing sys.per Amend do to FSAR ' 

section 7. 5. 6. Background info end. 

NERSES, V. Licensing Branch 3. 84/12/06. KNIGHTON, G W Licsnsir, 

Branch 3. 5pp. 27913:113. 24X Fich e: 50-498, 84/12/06, 8412120514 

8412270153 Forwards revised response to NRC Question 220 34, reauestinn 
completed structural design audit forms to support audiT ' 
scheduled for 850107-11. stress analysis for reLt^r 
containment bldg foundation mat provided in FSAR 
GOLDBERG, J^H. Houston Lighting & Power Co. 84/12/19. NOVAK. T M 
Assistant Director for Licensing. 2 pp. 28086:209 

Fiche: 50-498, 84/12/19, B412P701 53. 


MONTAGUE NUCLEAR POWER STATION. UNIT 1 
I. Financial information 

rrrr‘'‘ tmencial rept. for joint oun.rs af 

facility. Listing of joint owners end. 

Public Service Co. of New Hampshire. 84/12/18 

Nuclear Reactor Regulation, Director 3pp 

28017:001. 24X Fiche: 50-000, 84/12/18, 8412200449. 


— 8412200456 "Annual Rept 1983. " 

ROWE. J. W, Central Maine Power Co. 83/12/31, 
24X Fiche: 50-000. 84/12/18. 9412200449, 


40pp. 28017:207. 


Report (ER). amends i, correspondence 

Amend 7 to environ rept - OL stage. Amend consist, 
of updated info describing plant design. regional demography 


& operational environ monitoring program. 

GOLDBERG, J. H. Houston Lighting 8< Power Co. 84/12/21 
Office of Nuclear Reactor Regulation. Director 
24X Fiche: 50-498. 84/ 12/21 . 8412280077 


6pp. 


DENTON, H 
28119:030 


- 8412280081 Amend 7 to environ rept - OL stage. 

* Houston Lighting & Power Co. 84/12/21. 256 dd 

Fiche: 50-498. 84/12/21 . 8412280077. ^ 


28119: 036. 


Environmental Statements, suppls & corresporde 


nuclear POWER STATION. UNIT 2 
I, Financial information 

annual financial rept. for jamt »«,n.rs of 
raci 1 Ity, Listing of joint owners end. 

nlw^nS^u^^^' New Hampshire. 84/12/18. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director ^on 
28017:001. 24X Fiche: 50-000, 84/12/18, 8412200449, 


-8412200456 "Annual Rept 1983, " 

ROWE. J. W. Central Maine Power Co. 83/12/31. 
24X Fiche: 50-000. 84/12/18, 8412200449. 


40pp. 28017:207. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 

stage documents St correspondence 

0412180009 FOIA request for preflled testimony, speeches S: public papers 
Indivlduds’’^'^*^ ^ plant-specific memos authored by listed ^ ^ 

FELTDN^^^M^^'^nv Pittman, Potts & Trowbridge. 04/05/18. 

FELTON. J.N. Division of Rules and Records. 2pp, 28014:351 24X 

Fiche; 50-498, 84/05/18, 8412180009. .S4X 

"J'' f.timany, 

speeches 8< public papers on nuclear power «t plant-specific 
listed in Apps A & D available in PDR. 
r ELTON. J. M, Division of Rules and Records. 84/06/07 

Pittman, Potts Trowbridge. 4pp 20 O 14‘353 

24X Fiche: 50-498, 84/06/07, 8412180012. 

response to FOIA request for prefiled 
testimony in CP or OL hear ings, info on nuclear power & NRC 

FELTON. J. M. Division of Rules and Records. 84/07/iP 

Pittman, Potts & Trowbridge. 2 pp 28060-341 

24X Fiche: 50-498, 84/07/12, 84 12240096. *^0060.341. 


8412110380 Forwards "Rept 1, Colorado River Entrainment St Impingement 
P^°9nam, Phase Two Studies - Jul 1983 - June 
1984. per FES. Phase two measures actual rates of 
Impingement S; entrainment. 

GOLDBERG, J. H. Houston Lighting St Power Co. 84/11/29 
Office of Nuclear Reactor Regulation, Director. 2dd 
24X Fiche: 50-498, 84/1 1/29, 84121 10380. 


DENTON, H 
27051:106 


"Rept 1' Colorado River Entrainment 8< Impingement Monitorl^j 
Program, Phase Two Studies - Jul 1983 - June 1984 " 

MCADEN, D. C. . GREENE, 0. N. , BAKER, W. D 
84/10/31. 58pp. 27851:108 


Houston Lighting St Power Co 
24X Fiche: 50-498,84/11/29.6412110330 


Security, medical, emergency 8< fire protection plans 

8412120486 Responds to 840730 Itr re agenda for Apr 1985 Util Security 
prepared to present suggested topics. 

JA Kelly designated as contact for developing agenda St 
coordinating preparat i ons. 

COLLINS, J, T. Region 4, Office of Director. 84/09/21. DPREA, 0. W. 
Houston Lighting & Power Co. Ip. 27909:359 24X 

Fiche; 50-498, 84/09/21, 8412120486. 

8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1984 w/changes noted for 
Limerxc.k St Shoreham. 

^'’® ^*ecutlv6 Director for Operations. 
84/11/28, PALLADINO Commissioners. 5pp. 27831-259 24X 

Fiche: 50-000, 84/1 1 / 28 . 8412060679. 

G. Adjudicatory correspondence 


8412010112 Designates author to argue on behalf of NRC re ASLAB 341113 
order. Related correspondence. 

REIS, E. J, Hearing Branch 3. #484 366. 84/11/27. SHOEMAKER. C. J 

Atomic Safety and Licensing Appeal Panel. Ip. 27710*28 3 24X 

Fiche; 50-498, 84/11/27. 8412010112. 
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Q412O4OOO0 Advises that undersigned will argue appeal on behalf of 
util. Counsel for respondents have agreed to divide allotted 
1 h for presentation. Certificate of Svc end. Related 
correspondence, 

AXELRADjM. Newman Holtzinger. AXELRADi M. Houston Lighting & 

Power Co #484 421. 84/11/30. SHOEMAKER. C. J. Atomic Safety and 

Licensing Appeal Panel. 3pp. 27748:001. 24X Fic he: 50-498, 84/11/30. 

8412040008. 


8412040292 Notification of change of address for LA Sinkin after 
041201. Certificate of Svc end. 

SINKIN. L. A. Citizens Concerned About Nuclear Power# Inc. 

SINKIN, L. A. Nuclear Information 8c Resource Service. #484 445. 
84/12/03. 2pp. 27756:323. 24X Fi ch e: 50-498. 84/12/03, S4 12040292. 


8412100495 Motion for reconsideration of ASLB 841116 fifth prehearing 
conference order re consideration of issues to be litigated 
in Phase II of proceed ing . Certificate of Svc end. 

SINKIN, L. Citizens Concerned About Nuclear Power. Inc, #484 505. 
84/12/04. Atomic Safety and Licensing Board Panel. 13pp. 

27049: 063. 24X Fiche: 50-498. 84/12/04, 8412100495. 


8412100508 Objects to 30-day limit placed on responses to staff Phase 
II rept due 841221. New response date of 850201 suggested. 

SINKIN, L, Nuclear Information it Resource Service. SINKIN, L. 
Citizens Concerned About Nuclear Power, Inc, #484 506. 84/12/04. 

BECHHOEFER. C. , LAMB. C. , HILL. E. E. Atomic Safety and Licensing 
Board Panel. Ip. 27849:039. 24X Fiche: 50-498, 84/12/04, 8412100508. 


8412100516 Forwards motion for reconsideration of ASLB fifth prehearing 
conference order to aid in consideration of appeal of 
partial initial decision. W/o end. 

SINKIN.L. Nuclear Information it Resource Service. SINKIN. L. 
Citizens Concerned About Nuclear Power, Inc. #484 504. 84/12/04. 

HOLES, D. J. , JOHNSON. M, R. , MOORE. T. S. Atomic Safety and Licensing 
Appeal Panel. Ip. 27849:038. 24 X Fiche: 50-498. 84/12/04, 8412100516. 


8411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys 8c Nonsaf oty-Related Eq.uipment. " 

Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 330103). 84/11/30. Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30. 8411280370. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York, Inc. 117pp. 27965:340. 24 X Fiche: 50-000. 84/12/03, 8412030021. 


8412030028 IE Info Notice 84-88, "Standby Oas Treatment Sys Problems, " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc 122pp. 27966:093. 24X Fiche: 50-000. 84/12/03. 8412030028. 


8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. llBpp. 27966:332. 24 X Fiche: 50-000, 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Lino Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York. Inc. 114pp. 27966:215. 24X Fiche: 50-000. 84/12/07, 8412050090. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. I16pp. 28032:130. 24 X Fiche: 50-000, 84/12/10, 8412060594. 


8412110505 Drdar inviting response to Citizens Concerned About Nuclear 
Power 841204 motion for reconsideration of ASLB 841116 
prehearing conference order. Responses should be filed by 
B41231. Served on 841211. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. #484 559. 
B4/12/10. Office of the Executive Legal Director. Ip. 27872:280. 
24X Fiche: 50-498, 84/12/10. 8412110505. 


8412130161 Advises that util executive vice president nuclear. OW Oprea. 
will retire effective 850201. JH Goldberg designated 
rep lacement. Certificate of Svc end, Related correspondence. 

AXELRAD. M. Newman it Holtzinger. AXELRAD. M. Houston Lighting it 
Power Co, #484 567. 84/12/10. EDLES, G, J. . JOHNSON, W. R. . MOORE. T. 8. 

Atomic Safety and Licensing Appeal Panel. 4pp. 27904:342, 24X 

Fiche: 50-498. 84/12/10. 8412130161. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 


28*123: 131. 24X Fiche: 50-000, 84/12/17, 8412120541. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity, '* Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 04/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547. 


R. Periodic operating reports & related correspondence 


8412210283 Forwards 841130 it 1210 Itrs to ASLAB Inadvertently sent to 
Incorrect address. List of all matls filed by firm between 
840413 it 1130 w/ASLB it ASLAB provided to ensure receipt. 

Certificate of Svc end. Related correspondence. 

AXELRAD, M. Neuman it Holtzinger. #484 724. 84/12/17. LAMB.J. C. 

North Carolina, State of. 4pp. 28034:238, 24X 

Flcha: 50-498, 84/12/17. 8412210283. 


8412110380 Forwards "Rept 1, Colorado River Entrainment t. Impingement 
Monitoring Program. Phase Two Studies - Jul 1983 ■“ Jon# 

1984." per FES. Phase two measures actual rates of 
Impingement it entrainment. 

GOLDBERG, J. H. Houston Lighting it Power Co. 84/11/29. DENTON, H. 
Office of Nuclear Reactor Regulation. Director. 2pp. 27851:106. 
24X Fiche; 50-498, 84/11/29, 8412U0380. 


8412310198 Notice of appearance in proceeding. Certificate of Svc «nd. 
PIRFO.O.R, Hearing Branch 3. #484 832. 84/12/19, 3pp. 28120:152. 

24X Fiche: 50-498, 84/12/19, 8412310198. 


— 8412110411 "Rapt 1, Colorado River Entrainment Impingement Monitoring 
Program. Phase Two Studies - Jul 1983 — June 1904. " 

MCADEN. D. C. , GREENE. 0. N. . BAKER, W, B. Houston Lighting It Power Co. 
84/10/31, 5Spp. 27851:108. 24X Fiche: 50-498, 04/11/29. 8412110380, 


8412310214 Forwards affidavit from Region IV re QA/QC under new 
contractors per 840314 partial initial decision It 841116 
fifth prehearing conference order. ^ 

PIRFQ.a.R. Hearing Branch 3. #484 826. 84/12/21. BECHOEFER. C, , 

HILL. E. E. . LAMB, J. C. Atomic Safety and Licensing Board Panel. 19pp. 

2B120; 267. 24X Fiche: 50-498, 84/12/21, 0412310214. 


Q, Inspection reports, IE Bulletins It correspondence 


B41 1150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN. E.L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. i20pp. 27807:058. 24X Fiche: 50-000. 84/11/19, 0411 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformars. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 030103). 84/11/27. Consolidated Edison Co 

York. Inc. 126pp. 27807; 179, 


of New 

24X Fiche: 50-000, 04/11/27. 8411210360. 


8. Reportable occurrences. LERs It related correspondence 


9412070015 Interim deficiency rept re trapeze type support assemblies. 
Initielly reported on 841022. Pipe support designs will be 
reviewed to Identify number of supports subj to deficiency. 
Personnel given addl training. Next rept by 850322, 

OPREA. O.W. Houston Lighting It Power Co, 84/11/26. MARTIN, R.D. 
Region 4. Office of Director. 6pp. 27837:301. 24X 

Flcha: 50-498. 84/11/26. 8412070015. 


8412200208 Discusses review of shop records for Apr 1983 - Aug 1984 
snubber bracket ah ipmants. Austin plant shipped forged 
brackets for snubber applications only to South Texas 
Project, Portland mada shipment to 8MUD. 

HOVI. L. ha’s Industries. Inc. 04/12/13. KIES&EL, R. NRC - No 
Detailed Affiliation Given. 4pp. 28022:306. 24X 

Fiche: 50-000. 84/12/13. 8412200208. 


T. Hearing transcripts on non-antitruat matters 


B41 1280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc*-99m Generators." Svc list end. 

GRACE. J.N. Division of QA. Safeguards It Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York. Inc. 

gapp. 27967:086. 24 X Fiche: 50-000. 84/11/30, 84112B0366. 


8412170242 Transcript of 841213 oral argument In Bethesda. MD. Pp 1-116. 
* Atomic Safety and Licensing Board Panel. 84/12/13. 120pp. 

27932: 001. 24X Fiche: 50-498, 84/12/13. 8412170242. 
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B412260394 Requests approval of and proposed corrections to 841213 
transcript. Certificate of Svc end. 

NeuMtian & Holtzinser. #484 778. 84/12/21. EDLESj 0 . J. i 

Safety and Licsnslny Appeal Panel. 
4 pp. 28054:083. 24X Fic he: 50-498* 84/12/21. 8412260394. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT. UHIT 2 


A. App 1 lea t ion/cons true t ion stage documents & correspondence 


8412180009 FOIA request for profiled testimony . speeches 8 c public papers 
on nuclear pouer & plant-specific memos authored bu listed 
individuals. 

Pittman. Potts & Trowbridge. 84/05/18. 

FELTON. J. M. Division of Rules and Records. 2pp. 28014:351 24X 

Fiche; 50-498. 84/05/19# 8412180009. 


request for prefiUd testimony, 
speeches 8 t public papers on nuclear power It plant-specific 
llxt*** in Apps A 8 < B available in PDR. 

FELTON, j. M. Division of Rules and Records. 84/06/07. 

Shaw. Pittman. Potts & Trowbridge. 4 pp. 28014-353 

24X Fiche: 50-498* 84/06/07, 8412180012. .soj. 


841224W96 Fourth partial response to FOIA request for prefiled 
testimony in CP or OL hearings. info on nuclear power & NRC 

to request placed in 

PDR under Folder 83-289. 

FELTON. J. M. Division of Rules and Records. 84/07/12 
OLASWIEOEL, H. Shaw. Pittman. Potts & Trowbridge. 2 pp. 28060*341 

24X Fiche; 50-498. 84/07/12.8412240096. -:cnJow. 


8412030437 Notifies of 841187 meeting w/util to discuss QA plan 
proposed changes to Region IV staff. ** 

Director. 84/11/05, JOHNSON# E. H. 
Region 4. Office of Director. Ip. 27735: 129 24X 

Fiche: 30-498. 84/11/03# 8412030437. 


Fiche; 30-498. 84/11/29, B412040007. 


8412040147 Documents 840927 meeting re status of const, licensino. 
unique plant design features & programs for engineering 
assurance. ® 

Director. 84/11/29. GPREA. 0 . W. 
Houston Lighting & Power Co. 2pp. 27748:347 24X 

Fiche: 30-498. 84/11/29.8412040147 


i" B,th..d.,MD to dl.cu.. 

qualified display processing sys.per Amend 40 to FSAR 
Section 7. 3. 6 . Sac Jtground info end. 

NERSES. V. Licensing Branch 3, 84/12/06. KNIOHTON. 0 . W. Licensino 

Branch 3 . 5 pp, 27913; H 3 . 24X Fiche: 30-498* 84/12/06, 8412120314 . 


8412270133 Forwards revlsad response to NRC Question 220 34# reouestina 
completed structural design audit form, to support audit 
scheduled for 830107-11. stress analysis for reactor 
foundation mat provided in FSAR. 

OOLDBERO# J. H. Houston Lighting t( Power Co. 84/12/19 NOJAK t m 
Assistant Director for LicensiSg. 2 pp. 2808^209 24X 

Fiche: 30-498# 84/12/19# 8412270133. 


«*P®'** {ER>, amends «. correspondence 


8412280077 Forwards Amend 7 to environ rept - OL stage. Amend consists 

2 ooS^idin <l»«cribing plant design, r.g ional dimography 
& operational environ monitoring program. 

OOLDBERQ, J, H. Houston Lighting It Powar Co. 84 / 12/21 
Siv Nuclear Reactor Regulation. Director. 6 pp. ‘ 

24X Fiche: 50-498. 84/12/21. 8412280077. 


DENTON. H. 
28119:030. 


8412280081 Amend 7 to environ rept - ql stage. 

* Houston Lighting & Power Co. 84/12/21. 256pp, 

Fiche: 50-498.84/12/21* 8412280077. 


28119:036. 24X 


-1-**"^ Envtron«nnt#lJt«tta«nti. suppli 1 . earr».iind«iic> 


M^itoring Program. Phase Two Studies - Jul 1983 - June * 

1904,- p.r FE 8 .Ph.., p.m.l r#t., o. 

impingement tc entrainment. 

OO^BERO. J H. Houston Lighting It Power Co. 84/11/29 DENTON. H 
Office of Nuclear Reactor Regulation* Director 200 27851 * ioa 

24X Fiche: 50-498* 84/11/29* 8412110300. 27851.106. 


—8412110411 "Rept 1* Colorado River Entrainment & Impingement Monltorf 
Program, Phase Two Studies - Jul 1983 - June 1984 ^" ® nttori 

Houston Lighting & Power Co. 84/10/31 Sapo 

27851:108. 24X Fiche: 30-498, 84/1 1/29. 8412110380. 


F. Security, medical, emergency 8c fire protection plans 


8412120486 Responds to 840730 Itr re agenda for Apr 1985 Util Securita 
Workshop. NRC will be prepared to present suggested topics. * 

JA Kelly designated as contact for developing agenda 8t 


coordinating preparations. 

COLLINS. J.T. Region 4, Office of Director. 84/09/21. 
Houston Lighting & Power Co. Ip. 27909:359 24X 

Flcha: 30-498, 84/09/21, 8412120486. 


OPREA. Q. H, 


O. Adjudicatory correspondence 


8412010112 Designates author to argue on behalf of NRC re ASLAS 841113 
order. Related correspondence. 

o 04/11/27. SHOEMAKER, C.J. 

Atomic SA.ity And Llcvnilnp Appeal Pentl. Ip. 27710:203. 24X 

Fiche: 50-498. 84/11/27, 8412010112. 


8412040008 Advises that undersigned will argue appeal on behalf of 
util. Counsel for respondents have agreed to divide allottsd 
1 h for presentation. Certificate of Svc end. Related 
correspondence. 

AXELflAD,M. Newman i Holtzinger. AXELRAD* M. Houston Lighttno k 
8^/11/30* SHOEMAKER. C.J. Atomic SafetJ and 
8412040008 27748:001. 24X Fiche: 50-498, 84/11/30, 


Notification of change of address for LA Sinkin after 
841201. Certificate of Svc end. 

SINKIN* L. A. Citizens Concerned About Nuclear Power* Inc. 

Nuclear Information k Resource Service, #484 443. 
84/12/03. 2 pp. 27756:323. 24X Fiche: 30-498, 84/12/03* 0412040292 . 


8412100495 Motion for reconsideration of ASLB 841116 fifth prehearing 
consideration of issues to be litigated 
in Phase II of proceeding. Certificate of Svc end. 

Citizens Concerned About Nuclear Power* Inc. #484 505. 
SJoIa 2?;, Atomic Safety and Licensing Board Panel. 13pp. 
27849:063. 24X Fiche: 30-498. 84/12/04* 8412100495 . 


84121^308 Objects to 30-day limit placed on responses to ataff Phait 
response date of 850201 suggested. 

SINKIN* L. Nuclear Information k Resource Service. SINKIN, L. 
Gitizitns Concttm^d About NucloAr Pouftri 
BECHHOEFER, C. , LAMB, J. C. , HILL.E.E, 

Board Panel, Ip. 27049:039, 


Inc. #484 506. 84/12/04. 

Atomic Safety and Licensing 
24X Fiche: 50-498, 84/12/04. 8412100508. 


S4121M516 Forwards motion for reconsi deration of ASLB* fifth prehearin 
conference order to aid in consideration of appeal of 
partial initial decision, U/o end. 

SINKIN* L. Nuclear Information k Resource Service. SINKIN, L. 
Citizens Concerned About Nuclear Power* Inc. #484 504, 84/12/04. 

EDLESpO. J. * ^HNSON* W. R. , MOORE* T, S. Atomic Safety and Licensing 
Appeal Panel. ip. 27849:038. 24X Fiche: 30-498, 84/12/04. 04121OO5tt 


response to Citizens Concerned About Nucleai 
Power B41204 motion for reconsideration of ASLB 841116 
prehearing conference order. Responses should be filed bu 
841231. Served on 841211, 

Safety and Licensing Board Panel. #484 359, 
Office of the Executive Legal Director. lo, 27B72:2&. 
24X Fiche: 50-498. 84/12/10, 8412110505 


8412210283 Forwards 841130 k 1210 Itrs to ASLAB inadvertently sent to 

*»« betwesn 

840413 4( 1130 w/ASLB It ASLAB provided to ensure receipt 
•nci. Related correspondence. 

AXELRAD, H. Newman It Holtzinger. #484 724. 04/12/17. LAMB* J. C, 

North Carolina* State of. 4pp. 28034:238. 24X 

Fiche; 90-498, 84/12/17# 8412210283. 


appsmrance in proceeding. Certificate of Svc end. 
Hearing Branch 3. #484 832. 84/12/19. 3pp. 28120:152 

24X Fiche: 90-498# 84/12/19* 8412310198 


8412310214 Forwards affidavit from Region IV re QA/QC under new 
contractors par 840314 partial initial dacision k 841116 
fifth prehearing conference order. 

PIRF0,0 R. Hearing Branch 3. #484 826. 84/12/21. BECHOEFER. C. # 

' ‘-AMB, J. C. Atomic Safety and Licensing Board Pansl. 19pp. 
28120:267. 24X Fiche: 50-498* 84/12/21, 8412310214. 
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Inspection reporta* IE Bulletins & correspondence 


S. Reportable occurrencesj LERs St related correspondence 


8411130064 IE Info Notice 04-83. “Various Battery Problems.” Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Roaponse <Poat 830103). 84/11/19. Consolidated Edison Co. of New 

York. Inc. laOpp. 27807:058. 24X Flcho; 50 - 000 . 84/1 1/19. 8411 150064. 

841 1310360 IE Info Notice 84-94. "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp. 27807:179. 24X Fiche: 50-000. 84/11/27. 8411210360. 

8411250366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Oenerators. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards Se Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York. Inc. 

BSpp. 27967:086. 24X Fiche: 50-000, 84/11/30. 8411280366. 


8412070015 Interim deficiency rept re trapeze type support assemblies. 
Initially reported on 841022. Pipe support designs will be 
reviewed to identify number of supports subj to deficiency. 

Personnel given addl training. Next rept by 850322. 

OPREA. 0. W. Houston Lighting 8 « Power Co. 84/11/26. MARTIN, R.D. 
Region 4. Office of Director. 6 pp. 27837:301. 24X 

Fiche: 30-498. 84/11/26. 8412070015. 

8412200208 Discusses review of shop records for Apr 1983 - Aug 1984 
snubber bracket shipments. Austin plant shipped forged 
brackets for snubber applications only to South Texas 
Pro ject. Portland made shipment to 9MUD. 

HOVI.L. NPS Industries. Inc. 84/12/13. K1E8SEL. R. NRC - No 
Detailed Affiliation Given. 4pp. 28022:306. 24X 

Fiche: 50-000.84/12/13, 8412200208. 


Hearing transcripts on non-antitrust matters 


8411250370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys Rt Nonsaf oty-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of New 

VoT'k. Inc. 116pp. 27965:224. 24X Fiche: 50-000, 84/11/30. B4112B0370. 

8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. New 

York. Inc. Il7pp. 27965:340. 24X Fiche: 50 - 000 , 84/12/03. 8412030021. 

8412030028 IE Info Notice 84-88. "Standby Oas Treatment Sys Problems. " 
Bvc list end. 

JORDAN. E. L. Division of Emergency Properedneas it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 122pp. 27966:093. 24X Fiche: 50 - 000 . 84/12/03. 8412030028. 

8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitlred 316 Stainless Steel.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

Yod” Inc. liapp. 27966:332. 24X Fiche: 50 - 000 . 84/12/07. 8412050081, 

6412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 

Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison ^ 

114pp. 27966:215. 24X Fich.: 50-000, 94/12/07, B412050090. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. . , 

JORDAN, E.L. Division of Emergency Preparedness «t Engineering 
RasQonse (Post 030103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 1 16pp. 28032:130. 24X Fic he: 50 - 000 , 84/12/10. 8412060594. 

8412120S41 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. , _ , 

JORDAN. E.L. Division of Emergency P^^^P^^***"*** . 

tPost 830103) 84/12/17. Consolidated Edison Co, of New 

York. Inc. Il9pp. 28123:131. 24X Fiche: 50-000. 84/12/17. 8412120541. 

8412120547 IE Info Notice 04-93, "Potential for Loss of Mater from 
RaPuellno Watar Cavity," Svc list end. 

JORDAN, e“l. Division of Emergency of New 

Response (Post 830103). 84/12/17. iAi2?20547 

York. Inc. 120pp. 28124:001. 24X Fiche: 50 - 000 , 04/12/17. 8412120547, 

R, Period Ic operating reports & related 

B4iail03B0 Forward, "R.pt 1 . Colorado Rlv.r Entr.lnm.nt «, tapinp.a.nt 
Monitorinj Propram. Pha,. Two Studio, - Jul I9B3 - Jon. 

1954," per FES. Phase two measures actual rates of 

Impingement it entrainment. aa/ii/oo DENTON, H 

OOLDBS.O, J. H. Hou,ton Lightlnp » Po9,r Co 84/U/W, DENTm^H. 

□ .flea of NueJoar R.actor Rogulatlon, Diractor. 2pp. 27 BS 1 . 1 Q 6 . 

24X FlcKo; 50-498. B4/11/29, B412H03B0. 

—9412110411 "R.pt 1, Colorado Rlvor Entr.lnn..nt 6 l«plni.r..t)t Monitoring 


8412170242 Transcript of 841213 oral argument in Bethesda, MD, Pp 1-116. 
* Atomic Safety and Licensing Board Panel. 84/12/13. 120pp. 

27932:001. 24X Fiche: 50-498, 84/12/13, 8412170242. 

8412260394 Requests approval of end proposed corrections to 841213 
transcript. Certificate of Svc end. 

AXELRAD. M. Newman 8 t Holtzlnger. 4484 778. 84/12/21. EDLES, 0. J. , 

MOORE. T, S. , JOHNSON. M.R. Atomic Safety and Licensing Appeal Panel, 
4pp. 28054:083. 24X Fic he: 50-498. 84/12/21 . 9412260394. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, LWIT 3 
A. Application/construction stage documents & correspondence 

8412130440 Partial response to FQIA request for documents re four 
categories of info re subduction zones St low angle thrust 
faults in Pacific Northeast affecting Trojan & WPPSS3. App A 
documents available in PDR. 

FELTON, J. M. Division of Roles and Records. 84/05/08. BELL,N. 

Nuclear Information it Resource Service, 2pp. 27924:041. 24X 

Fiche: 50-000, 84/05/08, 8412130440. 

8412120307 Further response to FDIA request for documents re 
allegations concerning Bahnson Co. Forwards documents listed 
in App D. App D documents also available in PDR. Search for 
addl documents continuing. 

FELTON, J.M. Division of Rules and Records. 84/06/26. ESPII^^, H. H. 

Hale. Russell (k Gray, 3pp. 27952:108. 24X Fiche : 50 — 508. 84/06/26. 

8412120307. 

— 8412120313 "Bidding Documents It Plenty It Specs: Spec 3240-18, HVAC 
Packaged Air Cleaning Units." Recd’rdi''of 820601,0803, It 
17.0902 It 27 telcons end. 

PATEL. H. K. Washington Public Power Supply System. 77/09/30. 

15pp. 27952:111. 24X Fiche: 50-508, 84/06/26. 8412120307. 

8409040220 Responds to FOIA request for 12 categories of documents re 
IJPPS3 Pgptijards box of financial files. Review for add! 
records sobj to request continuing. COHEN B K 

FELTON. J.M. Division of Rules and Records. 84/08/24. CQ^N. B. k. 
Meredith It Cohen, P. C. Ip. 27060:004. 24X Fiche: 50-000. 84/08/24, 

8409040220. 

—8409270104 Forwards license application, info requested by Atty General 
for antitrust review It PSAR in connection w/application for 
CP. per requirements of 10CFR50, Environ rept will be revised 

it submitted bu 840815, M/o ends. 

STEIN, J.J. Washington Public Power Supply System. ^PPSS W7 
74/07/30. CABE.E. G. Atomic Energy Commission. 3pp. 2706a. aoo. 

24X Fiche: 50-(X)0i 84/03/24, 8409040220. 

8412010128 Application for amend to CPPR-t5A, extending const completion 
date to 890701. Amend Involves NSHC (ref 10CFR50. 92). 

SORENSEN, G. C. Washington Public Power Supply System 

DENTON, H. R. Office of Nuclear Reactor Regulation. Diractor. 29pp. 

27709:309. 24X Fiche: 50-508, 84/1 1/02, 8412010128. 

8412110133 Grants permission for use of A 6 ME " 

"Certification of Level III NDE Examiner. Section III.Div I, 
per 840816 request. Updates to FSARs It Code edition It 
addenda of Section XI of Code requested. 04 / 12 /os 

NOVAK, T.M. Assistant Director for Licensing, 

SORENSEN, 0. C, Washington Public Power 

27899: 300. 24X Fiche: 50-397, 84/12/05, 8412110133- 
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8412120309 Informa of withdrawal of Lewis & Douglas Co Public Util 
Districts from li#*PSS. Act! on follows earlier withdrawal of 
thro® other public util d istrlcts. Supp ly sys membership 
now consists of 18 public agencies. 

SORENSENj 0. C. Washington Public Power Supply System. 84/12/05. 
DENTOWiH. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27873: 328 24X Fiche: 50-*397, 84/12/05, 8412120309. 


B. Utility Preliminary Safety Analysis Report, amends 


8409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J. M. Division of Roles and Records. 84/08/24. COHEN, B. K. 
Meredith Cohen, P. C. ip. 27060:004, 24X Fiche : 50-000, 84/08/24, 

8409040220. 


©. Adjudicatory correspondence 


8412030461 Forwards Part 1 of bpA 841 101* final rept re future const 
schedule of plant. WPPSS B41102 Itr requesting CP amend, 
extending const completion deadline to 890701, end. Related 
correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell tn Reynolds. 

REYNOLDS, N. 6. Washington Public Power Supply System. #484 393 
84/11/29. HAROULIES, M. , FOSTER, R. F. , SHOW, F. J. Atomic Safety and 
Licensing Board Panel. 24pp, 27724:086. 24X Fiche; 50-508, 84/11/29, 

6412030461. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorolooicai 
Measurements Programs. '• Svc list end. 


JORDAN, E.L. Division of Emergency Preparedness St EngineeTino 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Htu 

116 pp. 28032:130. 24X Fiche : 50-000, 84/12/ 10 , B41206059( 


York, Inc. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cumnins Fir* 
Pump Diesel Engines. " Svc list end. 


JORDAN, E. L. Division of Emergency Preparedness & Engineerlna 
Response (Post 630103^ 84/12/17. Consolidated Edison Co of Nix 

24X Fiche: 50-000, 84/12/17, 8412120541 


York, Inc. 119pp. 28123:131, 


8412120547 IE Info Notice 84-93, "Potential 
Refueling Water Cavity." Svc list encl. 


for Loss of Water from 


JORDAN, E. L. Division of Emergency Preparedness 8< Engineerlna 
Response (Post 030103). 84/12/17. Consolidated Edison Co of Nix 

York, Inc. I20pp. 28124:001. 24X Fiche: 50-000, 84/12/17, 8412120547 


S, Reportable occurrences, LERs tt related correspondence 


8412100042 Deficiency Rept (D/N#54) re defective Westinghouse DS/DSL 
circuit breakers. Field insp of all applicable Class IE 
circuit breakers in progress to determine extent of problem 
Next rept will be submitted by 841228. 

KOHLER, A. D. Washington Public Power Supply System. S4/1I/U. 
KIR8CH, D. F. Region 5, Office of Director. 2pp. 27862* 001 24X 

Fiche: 50-508, 84/11/16, 8412100042. 


M. Antitrust correspondence 


8409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. For tiMrds box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J. M. Division of Rules and Records. 84/08/24. CDHEN, B. K. 
Meredith & Cohen, P. C. Ip. 27060:004. 24X Fiche: 50-000, 84/08/24, 

8409040220. 


Q. Inspection reports, IE Bulletins Ic correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
encl. 

JCI«DAN,E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 841 1 150064. 


8411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers. " Svc list encl. 

JOROAN,£. L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp. 27807:179. 24X Fiche: 50-000, 84/11/27, S41 1210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list encl. 

ORACEiJ. N. Division of OA, Safeguards & Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co, of New York, Inc 

espp. 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys Nonsaf ety-Related Equipment. " 

Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of New 

York, Inc. 116pp. 27765:224. 24X Fiche: 50-000, 84/1 1/30, 841 1280370. 


8412070077 Final Deficiency Rept (D/N#55) re Foxboro N-2AC module 
fuse pin damage. Ini tial ly reported on B41026. Defective 
modules will be replaced prior to startup. 

KOHLER, A. D. Washington Public Power Supply System. 04/11/21. 
KIRSCH, D. F. Region 5, Office of Director. 2pp. 27837*202 24 * 

Fiche: 50-500, 84/11/21, 8412070077. 


8412200137 Corrected final Deficiency Rept (D/N#55) re Foxboro N-2AC 
module fuse pin damage. Fabrication dates for defective 
modules should be May 1981 - Jul 1982. 

KOHLER, A. D. Washington Public Power Supply System. 84/12/03. 
KIRSCH, D.F. Division of Res ident, Reactor Project & Engineering 
Programs. Ip. 28031:243. 24X Fiche; 50-508, 84/12/03, 8412200137. 


T. Hearing transcripts on non-anti trust matters 


6409040220 Responds to FOIA request for 12 categories of documents r# 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J. M. Division of Rules and Records. 84/08/24. CDHEN, B.K. 
Meredith & Cohen, P. C. Ip. 27060:004. 24X Fiche; 50-000, 34/00/24, 

8409040220. 


8410030200 Annotated response to 831024 request Congressman J Weaver 
031011 Itr requesting info re WPFSSr-TTnanc ial problems. 

Region V does not have info requested. Submits criteria for 
proposed reply to Congressman Weaver. 

BISHOP, T. Division of Resident, Reactor Project fc Engineering 
Programs. WPPSS 075. 83/10/27. REHM, T. Office of the Executive 

Director for Operations. 4pp. 27067:193. 24X 

Fiche: 50-000, 84/08/24, 8409040220. 


DOCKET STN-50-509 WPPSS NUCLEAR PROJECT, UNIT 5 
A. Application/construction stage documents St correspondence 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co, of New 

Inc. 117pp, 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 


York, 


"Standby Gas Treatment Sys Problems. 


8412030028 IE Info Notice 84-68, 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Responee (Post 830103), 84/12/03. Consolidated Edison Co of N« 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, S412030OS 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsansitized 316 Stainless Steel." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
R»,on,. (Ro.t 83011^. 94/12/07. Coniolid.t.d Edl.on Co of N. 

York, Inc. 118pp. 27966:332. 24X Fiche; 50-000, 84/12/07, 841205001 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual If icatlon of Equipment. " Sve list end. 

JORDAN. E.L. Division of Emergency Preparedness I. Enginaering 
Rasponia (Post 830103). 84/12/07. Consolidated Edison Co of Naw 

York, Inc, 114pp. 27966:215. a4X Fiche; 50-000, 84/12/07, 8412050090. 


8412120307 Further response to FOIA request for documents re 
allegations concerning Bahnson Co. Forwards documents listed 
in App D. App D documents also available in PDR. Starch for 
addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/26. ESPINOSA, H. H. 

Hale, Russell fc Gray. 3pp. 27952:108. 24X Fiche: 50-506,84/06/26, 

8412120307. 


B409040220 Responds to FoIA request for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J. M. Division of Rules and Records. 04/08/24, COHENjB. K. 
Meredith 6 Cohen, P. C, ip. 27060:004. 24X Fiche: 50-000, 84/08/24, 

8409040220, 


—8409270104 Forwards license appl icatlon, inf o requested by Atty Oentrel 
for antitrust review & P8AR in connection w/app I icati on for 
CP, par requirements of 10CFR50. Environ rept will be revised 
& submitted by 840815. W/o ends. 

STEIN, J. J. Washington Public Power Supply System. WPPSS 037. 
74/07/30. CASE.E. G. Atomic Energy Commission. 3pp. 27064:305. 
24X Fiche: 50-000, 84/08/24, 8409040220. 
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B. Utility Preliminary Safety Analysis Reporti amends 


B409040220 Responds to FOIA reauest for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records aubj to request continuing. 

FELTON. J.M. Division of Rules and Records.^ 84/08/24. 

Meredith ft Cohen. P C. Ip. 27060:004. 

8409040220. 


COHEN. B. K. 
24 X Fiche: 50-000. 84/08/24. 


DOCKET S0-S13 WPPSS NUCLEAR PROJECT. UNIT 4 
I. Financial information 


B4O9040220 Responds to FOIA request for 12 categories of documents re 
WPPS9. Forwards box of financial files. Review for addl 

records subj to request continuing. 

FELTON i J M Division of Rules and Records. 84/08/24. COHEN. B. K. 
n^rlTiti' 2' Cohen. P C. Ip. 27060: 004. 24X Fiche : 90-000. 84/08/24. 

B409040220. 


8412060994 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). B4/12/10. Consolidated Edison Co. of New 

York. Inc. H6pp. 28032:130. 24 X Fiche: 90-000. 84/12/10. 8412060994. 

8412120941 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. 24 X Fiche: 90 - 000 , 84/12/17. 8412120941. 


8412120947 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 120pp. 28124:001. 24X Fiche: 90-000. 04/12/17. 8412120947. 


DOCKET 90-923 SKAOIT NUCLEAR POWER PROJECT, UNIT 2 
Q. Inspection reports. IE Bulletins «t correspondence 


DOCKET STN-90-918 HARTSVILLE NUCLEAR PLANT. UNIT 1 
F, Security, medical, emergency «< fire protection^plam 


B412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. BPLt N 

FELTON, J. M. Division of Rules and Records. 04 / 06/14 BELL. N. 
Nuclear Information Resource Service. 3pp. 28092:318. ZAX 
Fiche: 90-000. 84/06/14. 8412200033. 


"Various Battery Problems. " Svc list 


8411190064 IE Info Notice 84-83 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 

Response (Post 830103). 84/11/19, 

York. Inc. 120pp. 27807:098, 


Consolidated Edison Co. of New 
24X Fiche: 90-000.84/11/19, 8411190064. 


8411210360 IE Info Notice 84-84. "Deficiencies in Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Resoonso (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York. Inc. 126pp, 27807:179. 24 X Fiche: 90-000. 84/11/27. 8411210360. 


DOCKET 90-922 SKAOIT NUCLEAR POWER PROJECT. UNIT 1 
Q. Inspection reports. IE Bulletins U correspondence 


8411190064 IE Info Notice 84-93. "Various Battery Problems.'* Svc list 


•ncj.. 

vlORDANi E. L. Division of Emergency 
Response (Post 830103). 04/11/19. 

York, Inc. I20pp. 27807:098. 24X 


Preparedness Sc Engineering 

Consolidated Edison Co. of New 
Fiche: 90-000. 84/11/19, 8411190064. 


"Deficiencies in Ferro— Resonant 


0411210360 IE Info Notice 84-84, 

Transformers. " Svc list end. « . * 

JORDAN. E.L. Division of Emergency i"® 

Response (Post 830103). 84/11/27. 

York, Inc. 126pp. 27807:179. 


, Consolidated Edison Co. of New 

24X Fiche: 90-000. 84/11/27. 8411210360. 


6411280366 IE Info Notice 84-89, "Molybdenum Breakthrough From 
Tc— 99m Oanerators. " Svc list encl. 

GRACE, J.N. Division of QA. Safeguard's Sc "Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

eSpp. 27967:086. 24X Fiche: 90-000. 84/11/30, 8411280366. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys Sc Nonsafety-Related Equipment. " 

I^c U6“ S796!.“pi 24X Flch.: SO-000, 84/U/30. B4Ua80370. 


B412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end. 

?o;!° "c 1^“ 24X Ftch., 50-000, 84/12/03, 8412030021. 


"Standby Oas Treatment Sys Problems. * 


8412030028 IE Info Notice 84-00. 

JDRDANrE.U^' Division of Emergency of New 
Response (Post S301O3). 84/12/03. Consolidated Edison £o*_ 5 P^Now 
York. Inc. i22pp. 27966:093. 


24X Fiche: 90-000, 84/12/03. 8412030028. 


8412090081 IE Info Notice 84-89, "Stress Corrosion Crecking in 
Nonsensitlied 316 Stainless Steel." Svc list encl. . 

ir/iS/S;i' eSu” Co' c n.« 

York. Inc. 118pp. 27966:332. 24X Fiche: 90 - 000 . 84/12/07. 8412090081. 


0412090090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list ®dc1. 

JORDAN. E. L. Division of Emergency 4 

Response (Post 030103), 84/12/07. 

York. Inc. 114pp. 27966:219. 


Consolidated Edison Co, of New 
24X Fiche: 90-000, 84/12/07, 8412090090. 


8411280366 IE Info Notice 84-89. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE. J.N. Division of QA. Safeguard* ii Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of Now York. Inc. 

8Bpp. 27967:086. 24X Fiche: 90-000, 84/11/30, 841 1280366. 


8411280370 IE Info Notice 84-06, "Isolation Between Signals of 
Protection Bys it Nonsaf ety-Rolated Equipment. " 

Svc list end. . _ , 4 

JORDAN, E.L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co. 

York. Inc. 116pp. 27969:224. 


of Now 

24X Fiche: 90-000. 84/11/30. 8411280370. 


8412030021 IE Info Notice 94-87. '‘Piping Thermal Deflection Induced by 
Stratified Flow." Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness tc Engineering 
ResDonse (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc. 117pp. 27969:340. 24 X Fiche : 90-000. 84/12/03. 8412030021. 


I 84-08, "Standby Oas Treatment Sys Problems. * 


8412030028 IE Info Notice 

Svc list encl. . r. 4 j 

JORDAN. E.L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison £o. of New 

.. r ^ -lAV c. -k .. ■cn.-nnn. aa /I o/rkn. S41903002B. 


B412090081 IE Info Notice 84-09. "Stress Corrosion Crocking in 
Nonsensitized 316 Stainless Steel." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. 
York. Inc. llBpp. 27966:332, 


of New 

24X Fiche: 90-000.04/12/07. 8412090081. 


8412090090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness tc Engineering 
Response (Post 030103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:219. 


24X Fiche: 90-000. 84/12/07. 8412090090. 


8412060994 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. 

JORDAN. E.L, Division of Emergency Preparedness It Engineering 
Response (Post 030103). 84/12/10. Consolidated Edison Co, 
York, Inc. 116pp. 28032: 130, 


of New 

24X Fiche; 90-000. 84/12/10. 8412060S94. 


8412120941 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fir# 
Pump Diesel Engines," Svc list end. . „ ^ 

JORDAN. E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103), 84/12/17, Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131. 


24X Fiche: 90-000. 84/12/17. 8412120941. 


8412120947 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity.'* Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison ^o. of New 

York. Inc, 120pp. 28124:001. a4X Fiche: 90-000. 84/12/17. 8412120947. 
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DOCKET STN-S0-92B PALO VERDE NUCLEAR STATION, UNIT 1 


A. Applicdtion/construction stage documents & correspondence 


B412120204 Further response to FOIA request for documents re problems 
encountered by Arizona Public Sve Co during hot functional 
testing during Suawner 1983. Documents listed in App A in PDR. 
Documents in App B withheld (ref FOIA Exemption 4). 

FELTON, J. M, Division of Rules and Records. 04/06/12. BERNABEIiL. 
Oovernment Accountab ility Project, 4pp. 27931:076. 24X 

Fiche: 50-328, 84/06/12, 8412120204. 


■8404110148 Requests addl info re pressure & thermal transients Sc 
reduced clearances in snubbers. Info on nozzle structural 
integrity w/o thermal liner & safety of reduced clearances 
also requested. 

B08NAK, R. J. Mechanical Engineering Branch. 84/03/28. KNIOHTON, 0. 
Licensing Branch 3. 2pp. 27951:084. 24X Fiche: 30-528, 84/06/12, 

8412120204. 


8412120216 "Interim Rept on Palo Verde Nuclear Generating Station 
Reactor Coolant Pumps. " 

* Combustion Engineering, Inc. CEN-271 ( V)-NP. 84/01/31. 17Spp 
27931:297. 24X Fiche: 30-328, 84/06/‘12, 8412120204. 


8412100294 Summary of 840919-20 meetings w/util Sc Bechtel in Phoenix, AZ 
re status of equipment qualif ication & resolution of 
testing problems u/RCS & LPSI pumps. Meeting agenda Sc list 
of attendees end. 

LICITRA, E. A. Licensing Branch 3. 84/11/16. Licensing Branch 3. 

7pp. 27870:305. 24X Fiche: 30-328, 84/11/16, 8412100294. 


8412100286 Summary of 841009-10 meetings w/util in Phoenlx,AZ re 
remaining Issues on environ qualification program. List of 
attendees end. 

LICITRA, E. A. Licensing Branch 3. 84/11/19. Licensing Branch 3. 

5pp. 27870:312. 24X Fiche: 30-328. 84/1 1/19, 8412100286. 


8412030119 Forwards revised F8AR pages reflecting max expected grid 
voltage of 102. SX, per 841026 telcon.Addl info re overvoltage 
conditions after setting Class IE load ctr taps submitted 
Issue closed. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/29 KNIGHTON, Q 
Licensing Branch 3. 6pp. 27723:248. 24X Fiche: 30-328. 84 / 1 1 / 29 , ‘ 


8412030237 Advises that isolation device used for core protection 
calculator & plant monitoring sys part of protection sus, 
per 841030 request. Isolation device environmentally 
qualified for use. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/29. KNIGHTON, 0. 

27727:133. 24X Fiche: 30-328, 84/1 1 / 29 . 


84120^032 Forwards clarif icat ion to Footnote 7. (h) in FSAR Table 3.2-1 
re design of hangers & supports to same claisif ication as 
associated equipment or piping required for safety. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/30. KNIGHTON, G W 
27747:047, 24X Fiche: 30-528. 84/11/30, ' 


8412040186 Forwards rev to Lessons Learned Implementation Rept, Section 
II. K. 1.3, per Region V request. Rev being made to delete util 
commitment to perform periodic audits to verify that taoouts 
removed St sys returned to normal. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/30. KNI0Hr0N,0 W 
= 27744:348. 24X Fiche: 30-32B, 84/1 1/30. ' 

8412040186. 


8412030165 Transmits Info to clarify Sc suppl 840910 St 1029 submittals 
re equipment qualification. Safety function of in-containment 
provided by monitors outside containment. 

VAN BRUNT/E. E. Arizona Public Service Co. 84/12/03 KNIGHTON.G 
®^*nch 3. 18 pp. 27773:182, 24X Fiche: 30-328, 84/12/031 

8412030165. 


final draft Tech Specs Sc itemized list of 


8412070187 Forwards marked-up 
corrections. 

B- Arizona Public Service Co. 84/12/03. 
KNIGHTON, G. Licensing Branch 3. 334pp, 27813:020 24X 

Fiche; 30-328.04/12/03, 8412070187. 


8412070316 Reviews geotechnical engineering rept re adequacy of 
foundation soils. Task Interface Agreement 84-02, Settlement 
measurements should continue through life of plant Util 
should provide procedures before 830201. 

KNiOHTaw /• Geotechnical Enginetring Branch. 84/12/03, 

KNIGHTON, 0. Licensing Branch 3. 2pp. 27844:247 24X 

Fiche; 30-328, 84/12/03, 8412070316. 


■8412070319 Submits geotechnical rept on adequac 
Util evaluation of potential problems due to 
adequate. Settlement measurements reconsnended 
of project. 


y of foundation loili. 
pipe breaks 
throughout life 


GAMEL.W. M. Army, 
84/ 10/05. LEAR, O. 
9pp. 27844:249. 


Dept, of, Corps of Engineers. M?C-03-82-102 
Structural Sc Geotechnical Engineering 
24X Fiche: 30-328, 84/12/03, 8412070516 


— 8412070522 Suggests agenda for 040822 site visit 
review of repts on condition of backfill after 
List of tour attendees end. 

WAGNER, J. Army, Dept, of. Corps of Engineers. 
Structural & Geotechnical Engineering Branch. 
24X Fiche: 30-528, 84/12/03, 8412070316. 


far geotechnical 
pipe breaks. 

84/08/31. KANE,J. 
2pp. 27844:260. 


8412100230 Forwards proprietary «c nonproprietary Phase I & 1 1 software 
verification test repts it core protection calculator/ 
control element assembly calculator data base listing, 

Proprietary versions withheld (ref 10CFR2. 790). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/03. KNIGHTONiO W. 
8412100230^^*"*^^ ^ 27832:016. 24X Fiche: 30-328, 84/12/03, 


8412100236 Rev 2 to "Core Protection Calcolation/Control Element 
Assembly Calculator Sys Phase I Software Verification Test 
Rept. " 

* Combustion Engineering, Inc. CEN-217( V)-NP R02. B4/09/30 

22 pp. 27832:024. 24X Fic he: 30-328, 84/12/03, 8412100230. 


- 8412100263 Rev 2 to "Core Protection Calculation/Control Element 
Assembly Calculator Sys Phase 11 Software Verification Test 
Rept, " 

* Combustion Engineering, Inc. CEN-219{ V) -NP R02. 84/09/30 

26 pp. 27832:043. 24X Fic he: 30-328, 84/12/03, 8412100230. 


8412100273 Rev 1 to "Palo Verde Nuclear Generating Station Cycle 1 
Core Protection Sys & Control Element Assembly Calculator 
Data Base Listing. " 

* Combustion Engineering, Inc. CEN-231 ( V)-NP ROI. S4/09/30. 
70pp. 27832:070. 24X Fiche: 50-320, 84/12/03, 8412100250, 


8412060001 Forwards addl FSAR changes resulting from rev to shutdown 
cooling sys design pressure. Changes address sys relief 
valves set pressure (setpoint) increase from 433 psio to 
467 pslg. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. KNl GHTON, 0. W. 
Licensing Branch 3. 6pp. 27789:341. 24X Fich e: 30-320, 84/12/04, 

8412060001. 


8412060141 Forwards response to NRC 841128 request for addl info r» 
steam generator tube rupture analysis. 

VAN BRUNT, E. E. Arizona Public Service Co, 34/12/04. KNIGHTON, 0. H. 

Branch 3, 6pp. 27790:355. 24X Fiche: 50-528, 84/12/04, 


8412060232 Forwards revised FSAR Table 5.2-2 adding ASME Code Case 
N-238 to verify integrity of RCPB to list of acceptable code 
cases, per Reg Guide 1. 84, Rev 20. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/04. KNIGHTON, O.W. 
Licensing Branch 3. 3pp. 27794:057. 24X Fiche: 50-528< 84/12/04, 

8412060232. 


8412060473 Submits proposal re shift makeup for staffing facility 
control room during normal operation. Proposal advantages 
provided. Advisor experience 8< qualification summaries 
forthcoming. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/04. KNIGHTON, C. H. 
Licensing Branch 3. 4pp. 27794:288. 24X Fiche: 50-528, 84/12/04, 

8412060473. 


8412070210 Forwards revised FSAR pages, indicating appropriate closure 
time for S-inch purge & isolation valves & editorial 
additions. 

VAN flRUNT,E. E. Arizona Public Service Co. 84/12/05. KNIGHTON, 0. W. 

Licensing Branch 3. 22pp. 27814:033. 24X Fiche: 50-528, 84/12/05, 

8412070210. 


8412110283 Requests scheduler exemption until 850415 re 10CFR30, App A 
requirement that auxiliary feedwater pumps be protected 
from flooding due to piping rupture. Design (k fabrication of 
boot seals delayed. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/03. KNIOHTCW, 0. M. 
Licensing Branch 3. 3pp. 27836:324. 24X Fiche: 30-328, 84/12/05, 

8412110283. 


8412110324 Forwards revised Type A variable list re Rev 2 to Reg Guide 
1. 97, in response to 841107 telcon. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/05. KNI OHTON, G. W. 
Licensing Branch 3. 4pp. 27852:067. 24X Fiche: 30-328, 84/12/05, 

8412110324. 
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8412110339 Forwards change to Section 1. 2 of Rev 0 to offsite dose 
calculation manual. 

VAN BRUNTiE. E. Arizona Public Service Co. S4/12/0S. KNIGHTON, 0. W, 
Licensing Branch 3. 3pp. 27852:033. 24X Fiche: 50-328, B4/12/03, 

8412110359. 


8412110110 Forwards failure modes & effects analyses examining non-IE 
power ays that isolates control solenoids for Loop Isolation 
Valves CHE-239 CHE-240. Analysis demonstrates that no event 

could prevent delivery of auxiliary pressuriier spray. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/07. KNIGHTON, 0. W. 
Licensing Branch 3. 27pp. 27832:146. 24X Fiche: 50-528. 84/12/07, 

8412110110. 


8412110146 Discusses completion of environ qualification program for 
Class IE electrical equipment in harsh post-accident 
environ u/exception of justifications for interim operation 
provided in B40910 & 1203 Itrs. 

VAN BRUNT. E. E, Arizona Public Service Co. 84/12/07. KNIGHTON. G. W. 
Licensing Branch 3. 8pp- 27855:353. 24X Fiche: 50-528. 84/12/07. 

8412110146. 


8412110292 Requests exemption from lOCFRSO.App J. Section 1 1 1 . D, 2. b, < i i > 
requirements re testing of air locks for periods when 
containment integrity not required by Tech Specs. Test ing of 
air locks required by Tech Spec Section 4. 6. 1.3. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/07. KNIGHTON. G. W, 
Licensing Branch 3. 2pp. 27855:350. 24X FI ch# : 50-528. 84/12/07. 

8412110292. 


0412110327 Forwards listing of correspondence affecting licensing 
documents as presently amend ed. Changes made in Itrs 
previously submitted will be identified. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/07. KNIGHTON, 0, W. 
Licensing Branch 3. 6pp. 27852:048. 24X Fiche: 50-528, 84/12/07, 

8412110327. 


8412110346 Forwards revised FSAR Table 5.2-3 adding A9ME Code Case 
N71-7iper Rev 3 to Reg Guide 1.85 10CFR50. 53a. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KNIGHTON, 0. W. 
Licensing Branch 3. 4pp. 27852:036. 24X FI c he: 50-528. 84/12/07, 

8412110346. 


8412120083 Forwards draft proposed FSAR changes re radwaste sys & 
effluent streams. Chang es will be incorporated in FSAR 
Amend 14 scheduled for Feb 1983. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 
Licensing Branch 3. 39pp. 27889:187. 24X Flc h e : 50-528. 84/12/ 10, 

8412120083. 


6412120090 Forwards draft proposed FSAR changes, including revs to steam 
supply logic & recirculation flow path for auxiliary 
feedwater sys to correct nuclear cooling water sys 
f 1 owrates. Changes will be lncoT*oorated in FRAR Amend 14. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/1(1. KNIGHTON, G, W. 
Licensing Branch 3. 12Spp. 27887:191. 24X Fiche: 50-528. 84/12/10, 

8412120090. 


6412120330 Forwards draft proposed FSAR changes that identify addl 
Rag Guides 1.84 & 1.85 approved ASHE Code cases used in 
const of plant components. Changes will be incorporated in 
FSAR Amend 14. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10, KNIGHTON, O, W. 
Licensing Branch 3. 2app. 27885:032. 24X Fiche: 50-528. 84/12/10, 

8412120330. 


6412120382 Forwards draft proposed FSAR changes, clarify ing FSAR Section 
3.8 to be consistent w/field specs for fabrication of 
containment sys «e acceptable fillet weld prof 1 les. Chang es 
will be incorporated in FSAR Amend 14. 

VAN BRUNT, E. E, Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 14pp. 27873:228. 24X Fiche: 50-52B, 84/12/10. 

8412120382. 


6412130287 Forwards draft proposed FSAR changes that clarify details 
on radiation protection. Change also provided to correct 
description of transfer path of decontamination wastes. 

Changes will be incorporated in FSAR Amend 14. 

VAN BRUNT E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. M. 
Licensing Branch 3. 16pp. 27900:346. 24X Fiche : 50-528, 84/12/10, 

8412130267. 


8412130373 Forwards draft FSAR changes to containment isolation valve 
sys. Changes include rev to power access purge valves from 
motor to pneumatic operators & description of addl valves 
receiving main steam isolation signal. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 
Licensing Branch 3. 40pp. 27904:097. 24X Fiche: 50-528, 04/12/10. 

8412130373 . 


8412130381 Forwards draft proposed FSAR changes that revise nuclear 
sampling sys flow rates during sample purging & revise sys 
pressure. Changes expected to be incorporated in Amend 14 to 
FSAR which will be submitted in Feb 1983. 

VAN BRUNT. E.E Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 
Licensing Branch 3. 7pp. 27904:038. 24X Fiche: 50-528, 84/12/10. 

8412130381. 


8412130400 Forwards draft proposed FSAR changes revising list of 
drawings incorporated in FSAR & revising Chapter 16 re Tech 
Specs. Changes will bo Incorporated in FSAR Amend 14 
scheduled for Feb 1985 submittal. 

VAN BRUNT.E. E, Arizona Public Service Co. 84/12/10. KNI OHTON. 0. W. 
Licensing Branch 3. 9pp. 27904:087. 24X Fiche: 50-328. 84/12/10. 

0412130400. 


8412130406 Forwards draft proposed FSAR changes correcting 
applicability of ANSI/ANS 3. 1 to Nuclear Operators I U II. 

Changes to be incorporated in FSAR Amend 14 scheduled for 
submittal in Feb 1983. « u 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/10. KNIGHTON. G. M. 
Licensing Branch 3. 6pp. 27901:202. 24X Fiche: 50-528. 84/12/10. 

8412130406. 


8412130422 Forwards draft proposed FSAR revs clarifying recording 
provisions of loose parts monitoring sys revising other 
Instrumentation character i sties. Revs will be incorporated 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 
Licensing Branch 3. App. 27901:333. 24X Fiche: 30-528. 84/12/10. 

8412130422. 


8412180097 Forwards clarification re reassignment of responsibilities 
resulting from QA dept reorganization in response to NRC 
841106 request for addl info concerning proposed changes to 

VAN** BRUNT, E. E. Arizona Public Service Co. 84/12/10. KIRSCH. D. F. 
Region 5. Office of Director. 5pp. 27961:156. 24X 

Fiche: 50-328,84/12/10.8412180097. 


8412180551 Application for OL. Certificate that facility designed, 
constructed & tested in accordance w/FSAR will be submitted 


by 841214. 

VAN BRUNT, E.E. Arizona 
Licensing Branch 3. Ip. 
84121B0551. 


Public Service Co. 84/12/11. KNIGHTON. G. 
27962:012. 24X FI che: 50-328. 84/ 12/1 1 , 


8412140246 Forwards draft proposed FSAR changes re instrument cables/ 
circuits, exposed non-Class IE cables supplied w/certain 
cranes & hoist, mineral insulated stainless steel sheathed 
cable I, plant protection sys. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/12. 

Licensing Branch 3. 13pp. 27920:044. 24X Fiche: 50-528, 84/12/12. 


nit 4 


8412170349 Forwards tables to assist in review of draft proposed FSAR 


changes. 

VAN BRUNT. E. E. 
Licensing Branch 
8412170349. 


Arizona Public Service Co. 84/12/12. KNIGHTON. 0. W. 
3. 6pp. 27934:032. 24X Fiche: 50-528. 84/12/12. 


J412170338 Forwards addl info re testing of air locks. per request for 
exemptions from lOCFRSO.App J. Periodic 6-month S< 3-day tests 
assure that air locks will not leak excessively when ^ 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/13. KNIGHTON, 0. W. 
Licensing Branch 3. Spp. 27937:138. 24X Fiche: 50-528, 04/12/13. 


8412200310 Forwards ‘'Summary Rept on Design Basis of Shutdown Cooling 
Sys Relief Valves for CE8SAR Sys 80" & "Summary Rept on 
Operability of Shutdown Cooling Sys Relief Valves for Palo 
Verd« Units 1,2 St 3. " per 841109 meeting. 

SCHERER, A. E. Combustion Engineering, Inc. 84/12/13. 

Division of Licensing. Ip. 28019:020. 24X Fiche: 50-000. 84/12/13. 

8412200310. 


-8412200340 "Summary of Rept on Operability of Shutdown Cooling Sys 
Relief Valves for Palo Verde Units 1,2 & 3- ^ oav 

* Combustion Engineering, Inc. 84/11/30. 23pp, 28019:031, 24X 

Fiche: 50-000. 84/12/13. 8412200310. 


8412190261 Forwards draft proposed FSAR changes describing mod to RC8 
main pressurizer spray line. Internals of Check Valve 
RC-V-244 removed to allow higher flow 8< lower heat loss 

VAN BRUNT^E. E. Arizona Public Service Co. 

Licensing Branch 3. 6pp. 28011:255, 24X Fiche: 50-528. 84/12/14. 

8412190261. 
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841231030S Forwards responses to design review questions re auxiliary 
feedwater sys pipe stress calculations, Bechtel requested to 
determine if errors in piping calculations could occur in 
other project discipline calculations. 

VAN BRUNTiE. E. Arizona Public Service Co. 04/12/14. KIRSCH#D. F, 
Region Si Office of Director. 6pp. 28121:333. 24X 

Fiche: 30-328, 84/12/14, 8412310303. 


F»r«,.rd» upd.t.d FSAR listings of corrsspondsnc. sfP.cting 
existing licensing documents, for which amends will not be ® 

l.L,stin,s .up.rs.d. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/19 KNieMTnw a u 


6412200226 Forwards draft proposed FSAR changes reflecting 
requirements for condensate storage tank & atmospheric 
dump valve nitrogen accumulator. Changes also reflect util 
intent to verify boron mixing under natural circulation. 

VAN BRUNTiE.E. Arizona Public Service Co, 84/12/17. KNIGHTON, O. W. 
Licensing Branch 3. 6pp. 28023:160. 24X Fiche: 30-520, 84/12/17, 

0412200226. 


8412260223 Forwards revised FSAR Table 1.9-4 re effect of flow 
reduction of LPSI & HPSI pumps, per 841217 & 18 meeting 
requests. “ 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/20. KNIGHTON, 0 it 

eij^SIoSla • Fiche: 50 - 528 , 8 ?!;l 2 / 2 S: 


3412200278 Forwards Bechtel Study 13-E8-600, “Reg Guide 1.75 Low 
Energy Circuit Analysis. “ 

VAN BRUNT, E.e. Arizona Public Service Co. 84/12/17, KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28021:134. 24X Fiche: 30-520, 84/12/17, 


, per T Novak 841214 


8412260292 Forwards comments on draft license 
request. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/20. KNIGHTON, 0 H 

8^5122^292 • 28036:073. 24X Fiche: 50-528, S4/?2/2i; 


— 8412200287 Bechtel Study i3-ES-600, “Reg Guide 
Analysis. “ 

* Bechtel Corp. 13-E8-600. 84/12/17. Spp, 

Fiche: 30-528, 84/12/17, 8412200278. 


1.75 Low Energy Circuit 
28021: 136. 24X 


8412200298 Submits info re deletion of FSAR design criteria to slope 
rosin linos where practical, per 841210 request, Sys ability 
to purge resins uneffected by slope of lines. Lines sloped to 
facilitate drainage w/o tee fittings. 

VAN BRUNT,E, E. Arizona Public Service Co, 84/12/17. KNIGHTON, G. U. 
Licensing Branch 3. 3pp. 28021:290. 24X Fiche: 50-528, 84/12/17, 


8412200152 Provides addl info re 831103 response to Generic Ltr 
83-28 on generic implications of ATWS events. Description of 
post-trip review program will be provided prior to initial 
criticality. 

VAN BRUNTfE. E. Arizona Public Service Co. 84/12/18, KNIGHTON, G 
28023:168. 24X Fiche: 50-528, 84/12/18, ' 

QiL 1 T 


84122^174 Clarifies raduaite sys & ALARA procedures. Backflushable 
purification sys filter crud subsystem changed to 
disposable cartridge filter to meet 10CPR61 criteria. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/18! KNIGHTON, 0. W, 
Branch 3. 3pp, 28019:054. 24X Fiche: 30-328, 84/12/18, 


94122^198 Confirms commitment to add Class lE overvoltage protection 
isolation relays to non-CIass IE Control Circuitru Valves 
CHE-PDV-239B & CHE-PDV-240B in all units. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/18. KNIGHTON, 0 W 

^PP- 28022:213, 24^ Fiche: 50-528; 84/12/18, 

8412200198. 

8412200266 Forwards addl info & mods to 841212 Sc 17 Itrs to GW Knighton 
in order to satisfy separation concerns re Reg Guide 1. 75. 

Results of tests concluded that criteria of IEEE 8td 384 
satisfactorily met. 

VAN BRUNT, E,E. Arizona Public Service Co. 04/12/18. KNIGHTON, 0 W 
‘°PP' 28021:163. 24X Fiche: 50-528, 84/12/18, 

B4X22002oo* 


8412200331 Provides addl info justifying exception from Reg Guide 1.75 
taken in 810525 Amend 4 to FSAR. Reed switch position 
transmitter circuits identified in Part E to response to Reg 
Guide 1, 75 in FSAR Section 1. 8 are low energy. 

ym BRUNT.E.E. Arlion* Public 8,tv1c« Co. a 4 /ia/ 18 . KNIOHTON.O U 
8412200391 2^* Picho; 90-S2B, 84/12/18, 


9 a-i.in a a-i « in a i A C ,4.1 L Kieiuir ut&DHM lacies 

9. 3 1, 10. 3. 4-1 8t 10. 3. 4-2, submitted on 841218. Description of 
matls used for transfer lines it pump components in contact 
ui/hydragen also end. 

VAN BRUNTiE.E. Arizona Public Service Co. 84/12/21. KNIGHTON, G H 

B^SSioSJ? F‘cb.:90-52ars"?™;f ‘'' 


B412260262 Forwards analysis of change to design of main pressurize 
spray line that deleted internals from Check Valve RC-V-244, 

* ou.iliaru proosurizor spr., 
capability, W/o end. ^ 

VAN BRUNT. E. E. 

Licensing i 
8412260262. 


, ^ Arizona Public Service Co. 84/12/21. KNIGHTON, 0 U 

Licensing Branch 3. 3pp. 28038:187. 24X Flc he: 50-528, 84/12/21, 


B412310345 Confirms that corrective action to matl, drain plugs & 
terminal blocks in Limitorque valve motor actuators 
completed w/exceptions noted in attachment. Jus tifications 
for interim operation end, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/21. KNIGHTON, 0 
84123 lo 345 28121:316. 24X Fiche: 50-52B, 84/12/21/ 


B4122S0013 Responds to questions re fuel load incentive program. 
Arrangements made w/Southern California Edison to review & 
critique Palo Verde requalif Ication program for senior 
reactor operators & reactor operators. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/26, EIBENHUT.D 
841228^013 ^PP- 2S111-357. 24X Fiche: 50-528. 84/12/26, 


required corrective actions re environ 
qualification of Limitorque valve actuators complete' & 
justlf ications for interim operation provided in 841221 ltr 
no longer applicable. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/26. KNIGHTON, 0 H 

8412280044 28110:105. 24X Fiche: 50-528, 84/12/26, 

8412280142 Forwards revised final draft Tech Specs Table 3.3-7 re 
seismic monitoring instrumentation. Certifies that Tech Specs 
accurately reflect plant, FSAR it SER analysis. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/26. KNIGHTON, G. H. 
8412280142 28108:018 24X Fich e: 50-528, 84/12/26, 


8412280146 Proposed final draft Tech Specs Table 3.3-7 re seismic 
monitoring instrumentation. 

* Arizona Public Sarvice Co. 84/12/26. Ip. 28108:021. 24X 

Fiche: 50-528, 84/12/26, 8412280142. 


8412210191 Requests end proposed Amend 9 to CE 8 SAR re post-final 
design approval be reviewed as proposed changes to 
Palo Verde Units 1,2 «, 3 FSAR to allow incorporation of 
Improvements into initial test program. 

V^ BRUNT, E.E. Arizona Public Service Co. 84/12/18. KNIGHTON, 0 W 
8412210191 28036:071. 24X Fiche: 50-000, a 4 /™i 8 ; 

8412260218 Forwards, for review as proposed FSAR changes, prop osed CES 8 AR 
changes re justlf ication for LPSI l< Hpsi pump flow* ^ 
reductions, supplamanting 841218 ltr. 

Public Service Co. 84/12/19. KNIGHTON, 0. W. 

8412260218*^*”^^^* 28053:017. 24X Fiche: 50-328, 84/12/19, 


E. NR C Report <SER), supple correspondence 

^ <NUREG-0837> re application for OL. W/o end. 
KNIGHTON, 0. W. Licensing Branch 3. 84/11/05, VAN BRUNT, E. E. 

Arizona Public Service Co. Spp. 27899- 123 24X 

Fichm: 50-328, 84/11/03, 8412110259. 

Responds to two license conditions discussed in SSER 1 
(NUREO-0837> Sc SSER 5 (NURE0-0837> re conformance to IE 
Bulletin 80-06 S< low tamp overpressure protection alarms. 

Non-Class IE equipment will be loaded onto IE buses. 

VAN BRUNT,E. E. Arizona Public Service Co. 84/11/23. KNIGHTON, 0. 
0412010129*^*"^'' Fiche: 50-528, 84/11/28, 
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0412070164 Reciuest* scheduler exemption from 340927 commitment to use 
backup sampling to meet requirements of NURE0--0737/ Item 
II. B. 3 be granted* prior to exceeding 5*4 power* due to mods 
req,uired an post-accident sampling sys. Action plan end. 

VAN BRUNT* E. E. Arizona Public Service Co. 84/12/05. KNIGHTON* 0. W. 
Licensing Branch 3. 11pp. 27314:221. 24X Fiche: 50-52B. 84/12/05. 

8412070164. 


8412110102 Informs that safety-related mechanical equipment 
qualification program completed* per SSER 5 < NUREG~O037 ) . 

VAN BRUNT.E.E, Arizona Public Service Co. 84/12/07. KNIGHTON* 0. W. 
Licensing Branch 3. 2pp. 27850:103. 24X Fiche: 50-528* 84/12/07. 

8412110102. 


S412110316 Confirms that seismic qualification program complete w/ 
exception of end justifications for interim operation re 
equipment not expected to be qualified prior to fuel load, 
per SSER 5 CNURE0-0S57) . 

VAN BRUNT.E.E, Arizona Public Service Co. 84/12/07. KNIGHTON. 0. W. 
Licensing Branch 3. ^pp. 27852:056. 24X Fiche: 50— 528* 84/12/07. 

8412110316. 


8412120099 Confirms that pump & valve operability assurance program for 
Unit 1 complete u/exceptions noted in end justifications 
for Interim operation, per Section 3. 9. 3.2 of SER 
( NUREO-0857 ) . 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/10. KNIGHTON* 0. W. 
Licensing Branch 3. 9pp. 27889:178. 24X Fiche: 50-528* 84/12/10. 

8412120099. 


F. Security* medical, emergency fc fire protection plans 


8412070057 Forwards Insp Repts 50-528/84-44 & 50-529/84-31 on 
840909-1020, No noncomp 1 lance noted. 

KIRSCHfD. F. Region 5. Office of Director. 84/11/21. VAN BRUNT.E.E. 

Arizona Public Service Co. 2pp. 27820:326. 24X 

Fiche: 50-528, 84/11/21* 8412070057. 


— 0412070066 Insp Repts 50-528/84-44 & 50-529/04-31 on 840909-1020. No 
violation noted. Major areas inspected : preoperational testing 
activities, emergency procedures, defic iency evaluation rapt 
followup 8t IE circular followup. 

Z IMMERMAN* R, , FIDREILI.O., BOSTED* C. Region 5* Office of Director. 
84/11/21. 9pp. 27820:328. 24X Fiche: 50-528* 84/11/21* 8412070057. 


B412130474 Forwards public version of revised emergency plan 
implementing procedures* including EPIP-02 re emergency 
classification «< EPIP-03 re notification of unusual event. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/11/21. KNI OHTON. 0. W. 
Licensing Branch 3. 3pp. 27918:001. 24X Fiche: 50— 520* 84/11/21* 

0412130474. 


— 0412130478 Public version of revised emergency plan implementing 
procedures* including EPIP-02 re emergency "dassificat ion & 
EPIP-03 re notification of unusual event. Privacy info 
deleted, W/841206 release memo. 

•» Arizona Public Service Co. 84/11/21. 260pp. 27918:004. 24X 

Fiche: 50-528, 84/11/21, 8412130474. 


— B412040236 “Palo Verde Nuclear Generating Station Offsite Emergency 
Response Plans Exercise, 830511. *' 

e Federal Emergency Management Agency. 83/05/11. 51pp. 

27744:251. 24X Fiche: 50-528* 84/1 1/28* 8412040214. 


8412060679 Forwards monthly rept re status of offsite emergency 
preparedness for OL review for Oct 1904 ui/changes noted for 
Limerick & Shoreham. 

DIRCKB* W. J. Office of the Executive Director for Operations. 
84/11/28. PALLADINO Commissioners, 5pp. 27831:259. 24X 

Fiche: 50-000* 84/11/28* 8412060679. 


8412030070 Ack recent Region V decision to install Health Physics 
Network (HPN> instead of FTS* as discussed in plant emergency 
plan. Util awaiting guidance on HPN requirements i schedule 
for installation. Emergency plan will be revised. « ,, 

VAN BRUNT.E.E Arizona Public Service Co. 84/11/29. KNIGHTON* 0. W. 
Licensing Branch 3. 3pp. 27724:311. 24X Fiche: 50-528* 84/11/29* 

B4 12030070. 


8412050068 Confirms 841026 telcon re inclusion of App R spurious 
actuation analysis summary for each zone into prefire 
strategies book. Revised book will be issued by 850131. 

VAN BRUNT*E. E. Arizona Public Service Co. 84/12/03. KNIGHTON* 0. W. 
Licensing Branch 3. 2pp. 27767:328. 24X Fiche: 50-528. 84/12/03. 

8412050068. 


8412050479 Discusses emergency preparedness dose assessment capability. 
Chemical St radiological analysis computer sys is primary sys 
used for post-accident dose assessment. Sys expected to be 
installed fc tested by June 1985. n u 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/03. KNIGHTON, O. W. 
Licensing Branch 3. 3pp. 27763:215. 24X Fiche: 50-528, 04/12/03* 

8412050479. 


8412060311 Forwards various items mailed to residents in 10-mile 
emergency planning zone. Info available to ensure 
residents notified of actions should emergency occur. 

W/tuo oversize drawings. Aperture cards in » i.i t o w 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/04. 

Licensing Branch 3. 34pp. 27825:012. 24X Fiche: 50-528* 84/12/04. 

8412060311. 


8412060328 Forwards preliminary "Prompt Notification Siren Sys Test 
Rept for 841024 Test* " “Prompt Notification Siren Sys Test 
Rept.aSlOOl" it "FEMA - 43 Rept," per 841128 telcon, Appl leant 
has met it completed all requirements as o u 

VAN BRUNT.E.E. Arizona Public Service Co, 84/12/04. ®‘ 

Licensing Branch 3. 4pp. 27794:060. 24 X Fiche: 50-528* 84/12/04, 


— 8412060332 Preliminary “Prompt Notification Siren Sys Test Rept for 

#'^^A?izIlll%ublic Service Co. 84/10/24. 15pp. 27794:064. 24X 

Fiche: 50-528* 84/12/04, 8412060328. 


-8412060338 "Prompt Notification Siren Sys Test Rept. 831001. 

# Arizone Public Service Co. 93/10/01. 15pp, 27794:079. 

c-4rh.< R4/12/04. 8412060328. 


24X 


B412140289 Forwards Insp Rept 50-528/84-55 on 041116. No violation 
noted. 

WENBLAWSKI. F. A. Region 5. Office of Director. 84/11/26. VAN 
BRUNT.E.E. Arizona Public Service Co, 2pp. 27954:044. 24X 

Fiche: 50-528*84/11/26, 8412140289. 


-8412140292 Insp Rept 50-528/84-55 on 841116. No violation noted. Major 
areal Inspected: followup insp of open items identified 
during emergency preparedness preoperational insp on 
830411-22. 

FISH.R.F. * WENBLAWSKI. F, A. Region 5, Office of Director. 

84/11/26, 3pp. 27954:046, 24X Fi c he: 50-528, 84/11 /26, 8412140289. 


B412010071 Forwards evaluation of multiple high impedance cable 
failures in Class IE power distribution sys* per 841029 
r equest, Fai lures cannot cause deonerg i zation of any circuit 
not directly affected by exposure fire. 

VAN BRUNT, E, E. Arizona Public Service Co. 94/11/28, KNIOHTON.G. 
Licensing Branch 3. 8pp. 27704:339. 24X Fiche: 50-520, 84/11/28, 

0412010071. 


0412040214 Forwards "Palo Verde Offsite Emergency Preparedness 
Exercise 1984" it "Palo Verde Nuclear Generating Station 
Offsite Emergency Response Plans Exercise* 830511. " 

KRIMM.R. W. Federal Emergency Management Agency. 04/11/28. 

JORDAN, E.L. Division of Emergency Preparedness i Engineering 
Response (Post 830103). Ip. 27744:164. 24X Fiche: 50-528* 84/11/28. 

8412040214, 


— 8412040218 "Palo Verde Offsite Emergency Preparedness Exercise 1984. 
* Federal Emergency Management Agency. 84/10/10. 43pp. 

27744:165. 24X Fiche: 50-528* 84/1 1/20* 8412040214, 


— 8412060342 "FEMA - 43 Rspt. " 

* Arizona* State of, 84/05/31, 4pp. 
Fiche: 50-528, 84/12/04, 8412060328. 


27794: 094. 24X 


12060443 Clarifies position re control room staffing during emergency 
par telcon w/EA Licitra. Clarification will be included in 
Section 4. 2. 2. 1 of Rev 6 to emergency plan. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/04. KNIGHTON* 0, W. 
Licensino Branch 3. 


37704-253. 24X Fiche: 50-520* 84/12/04, 


8412170095 Confirms items discussed at 041116 meeting re fire 

protection audit conducted at facility. «abtym i i 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/04. MARTIN* J.J. 
Region 5, Office of Director- 4pp, 27936:159. 24X 

Fiche: 50-528* 84/12/04* 8412170095. 


L2110309 Advises that to ensure adequate backup fire protection 
luooression capability, design wlll.be changed to add valve it 
J ..... ■i.nnT nn ho«0 stations from 


water 


juppression capao.ixAi.u, -- --- - 

tlplng to isolate secondary suppression hose stations from 
>rlmary suppression sys. Comp letlon expected by 850401. 

/AN BRUNT, E.E, Arizona Public Service Co. 84/12/05. KNIGHTON* 0. W. 
.icenalna Branch 3. Ip. 27850:003. 


P<l rha- nn-59fi. 84/12/05* 


8412110036 Forwards response to 041113 request for addl info re App R 
spurious actuation evaluation. Fol lowing reactor trip* at 
least 8 h of charging w/unborat#d water can occur w/o loss 

VAN*BRUNt!e!^E.^ ^ArlzJn2"public Service Co. 84/12/07. 

Licensing Branch 3. lOpp. 27855:019. 24X Fiche: 50-528, 84/12/07* 

8412110036. 
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8412110076 Forwards R«v 4 to training & tiualif ication plan.Rav 
withhold (r«f 10CFR2. 790). 

VAN BRUNT, E. E. Arizona Public Sorvice Co. 84/12/07. KNIGHTON, 0. W. 
Licensing Branch 3. 2pp. 27832:264. 24X Fiche: 30-328. 84/12/07, 

8412110076. 


8412110301 Forwards info re Amend 13 to FSAR in response to request for 
info re fire protection program. Resolution of fire damper 
operability problems will be addressed in final deficiency 
rept to be provided fay 841217, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KNI OHTON, 0. M. 
Licensing Branch 3. 37pp. 27830:017. 24X Fiche: 30-528, 84/12/07. 

8412110301. 


8412120143 Forwards schedule for meeting requirements for emergency 
response capability contained in Suppl 1 to NUREO-0737 
(Generic Ltr 82-33). Description of implementation & 
integration of response activities end. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. (4. 
Licensing Branch 3. 14pp, 27881:149. 24X Fiche: 30-328, 84/12/10, 

8412120143. 


8412120263 Forwards summary of FSAR Amend 13 changes to util responses 
to original WC fire protection questions. 

VAN BRUNT,E.E. Arizona Public Service Co. 84/12/10. KNI CHTON, 0. W. 

, Licensing Branch 3. 6pp. 27887:334. 24X Fiche: 50-328, 84/12/10, 

8412120263. 


8412120373 Forwards draft proposed FSAR fire protection changes re rev 
to description of C02 sys,host lengths, barrier ratings & 
updating location & type of hose cabinets, hose seals & 
portable extinguishers. 

VAN BRUNT,E. E. Arizona Public Service Co. 84/12/10, KNIGHTON, 0 W 

Licensing Branch 3. eipp. 27875:012. 24X Fiche: 30-328, 84/12/loi 

8412120373. 


8412130335 Forwards draft proposed FSAR changes describing minor revs 
to ESF actuation sys sequencer testing & change to sequenced 
start time of diesel generator HVAC. Changes also add local 
panel emergency start control. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, G U 
Licensing Branch 3. iSpp. 27902:001. 24X Fiche: 30-328, 84/12/ loi 

84121303S3. 


H. General correspondence 


8412050083 Informs of addition of PJ McGuire to corporate staff. Resum* 
end. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/03 KNIGHTON, GW 
Licensing Branch 3. 3pp. 27773:132. 24X Fiche: 30-528, 84/ lS/03. ’ 

B4120S0085. 


Q. Inspection reports, IE Bulletins tc correspondence 


8411130064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of Ntw 

York, Inc. 120pp. 27807:038. 24X Fi che : 30-000, 84/1 1 / 19, 841 1 150064. 


8412070057 Forwards Insp Repts 50-528/84-44 & 50-529/84-31 on 
840909-1020. No noncompliance noted. 

KIRSCH,D.F. Region 5. Office of Director. 84/11/21. VAN BRUNT, E E 
Arizona Public Service Co. 2pp. 27820:326. 24X 

Fiche: 50-328, 84/11/21, 8412070037. 


—8412070066 Insp Repts 30-328/84-44 & 30-529/84-31 on 840909-1020. No 
violation noted. Major areas inspected: preoperational testing 
activities, emergency procedures, deficiency evaluation rept 
followup & IE circular followup. 

ZIMMERMAN, R. , FIORELLI, 0. , BOSTED, C. Region 5, Office of Dirtctor, 
84/11/21. 9pp. 27820:328. 24X Fiche: 50-328, 84/1 1 /21, 8412070037, 


8412140416 Forwards Insp Rept 50-528/84-32 on 841015-19. No violation 
noted. 

KIRSCH, D. F. Region 3, Office of Director. 84/11/23. VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 27933:036. 24X 

Flcha: 50-328, 84/11/23, 8412140416. 


-8412140420 Insp Rept 50-328/84-52 on 841013-19. No violation noted. KajtT 
areas inspected: allegation re qualification of test 
personnel. 

CLARK, C. A. , MILLER, L.F. Region 3, Office of Director. 84/11/20. 

7pp. 27933:037. 24X Fiche: 50-328, 84/11/23, 8412140416. 


8412130379 Forwards proposed draft FSAR changes, revising description of 
emergency lighting sys, evacuation & offsite communication 
sys It dai'ifying offsite power connection. Changes will be 
included in Amend 14 to FSAR. 

VAN BRUNT, E.E. Arizona Public Servics Co. 84/12/10. KNIGHTON, G. W, 
Licensing Branch 3. 68pp. 27903:332. 24X Fiche: 30-328, a4/12/loi 


8412140197 Advises that all control room human engineering 
discrepancies completed, except Item 128 re change out of 
amber It green annunciator windows, due to vendor procurement 
problems. Corrective action will be completed by 850115. 

VAN BRUNTrE.E. Arizona Public Service Co. 84/12/12 KNIGHTON, 0 U 
Licensing Branch 3. 3pp. 27920:149. 24X Fiche: 50-528, 84/12/12, ‘ 


8412270487 Notification of 841213 meeting w/util It Bechtel in Bethesda, 
MD to discuss fire protection program. 

LICrTRA,E. A. Licensing Branch 3. 84/12/12. KNIGHTON, 0. W. 

Licensing Branch 3. 3pp. 28107:347. 24X Fiche: 50-528, 84/12/12, 


8412170096 Confirms that fire detectors || remote Shutdown Panel T-Cold 
indication installed St tested, per 841016 request. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/13. KNIGHTON, 0 W 
Licensing Branch 3. 4pp. 27937:191. 24X Fiche: 50-328, 84/12/13, * 

Clift 1 Tnnciz. 


8412140289 Forwards Insp Rapt 50-528/84-55 on 841116. No violation 
noted. 

NENSLAU8KI, F. A. Region 5, Office of Director. 84/11/26. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp. 27954:044. 24X 

Fiche: 50-528. 84/11/26, 8412140289. 


—8412140292 Insp Rept 50-528/84-55 on 841116. No violation noted. Major 
areas inspected: fol lowup insp of open items identified 
during emergency preparedness preoperational inso on 
830411-22. 

FISH, R. F. , WENSLAWSKI, F. A. Region S, Office of Director. 

84/11/26. 3pp. 27954:046. 24X Fiche: 30-328, 84/11/26, 04I214O2S9, 


8412140341 Forwards Insp Repts 50-528/84-50, 50-529/84-34 & 30-530/84-24 
on 840924-1003 & notice of violation. W/o notice of 
violation. 

KIRSCH, D.F. Division of Resident, Reactor Project It Engineering 
Programs. 84/11/26. VAN BRUNT, E. E. Arizona Public Service Co. 

2 pp. 27934:056. 24X Fiche: 50-328, 84/1 1 / 26 , 8412140341 


-8412140348 Insp Repts 50-328/84-50,30-529/84-34 It 50-530/84-24 on 
840924-1003. Violation noted : fa i lure to evaluate technical 
acceptability of as-found conditions of thread engagement 
problems. 

CLARK. C, A., IVEY.K. D. , MILLER, L. F. Region 3, Office of Director. 
84/11/23. 10 pp. 27954:038. 24X Fiche: 50-520, 84/11/26, 8412140341. 


8412180577 Forwards draft proposed FSAR changes re fire protection 
program. Changes identify addl locations within auxiliary 
bldg where 150-ft hoses will be Installed It clarifies fioure 
to indicate changes. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/13. KNIGHTON, G. W. 

Bt‘«nch 3. 19pp, 28002:304. 24X Fiche: 30-528, 84/12/ 13^ 


8412310329 Submits evaluation of exhaust duct in flammable gas storac 
room, per util 841204 ltr re fire protection review. Desi gn 
meets requirements of NFPA 31. Auxiliary bldg exhaust fans 
will be started when const completed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/17. MARTIN, J.B. 
Region 3, Office of Director. 2pp. 28121:348. 24X 

Fiche: 30-328, 84/12/17, 8412310329. 


8412260213 Advises that Human Engineering Discrepancy 128 re changeout 
of amber It green annunciator windows comp leted, per 841212 
commitment on control room design review. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/20. KNIGHTON, 0. W. 

3. 2 pp. 28033:066. 24X Fiche: 30-328, 84/12/20, 


®^^^2i0360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers, " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. i26pp. 27807:179. 24X Fi che: 50-000, 84/1 1/27, 8411210360. 


8412010129 Responds to two license conditions discussed in SSER 1 
<NURE0-0a57) tt SSER 5 (NUREG-0857> re conformance to IE 
Bulletin 80-06 & low temp overpressure protection alarms. 
Non-Class IE equipment will be loaded onto IE buses. 

VAN BRUNT,E. E. Arizona Public Service Co. 84/11/28. KNIGHTON, G, 
Llceneing Branch 3. 3pp. 27710:314. 24X Ficha: 50-328, 84/11/28, 

8412010129. 


8412170301 Forwards Insp Repts 50-320/84-49,50-329/84-33 l< 
30-330/84-23 on 841103-09. No violation noted. 

WENSLAWSKI, F. A. Region 3, Office of Director. 84/11/29. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp. 27960:136. 24X 

Fiche: 50-528, 84/11/29, 8412170501. 
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— 0412170513 Inps Repts 50-528/84-49.50-529/84-33 & SO-530/84-23 on 
041105-09. No noncompl iance noted. Major areas inspected; 
preoporational test of radiation monitoring sya & 

NUREG-0737. Items II. B 3 & II.F, 1. 

SHERMKAN. C. I. , GRAYSON, W. M. , YUHAS. G. P. Region 5. Office of 
Director. 84/11/28. 9pp. 27968:138. 24 X Fiche: 50-528, 84/ 11/29, 

0412170501. 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. 

GRACE. J.N. Division of QA, Safeguards & Inspection Programs (Post 
030103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

B0pp. 27967:086. 24X Fi che : 50-000, 84/11/30. 841 12Q0366. 


0411280370 IE Info Notice 84-86. "Isolation Between Signals of 
Protection Sys 8< Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response {Post 830103). 84/11/30, Consolidated Edison Co. of New 

York. Inc. 116pp. 27965:224. 24X Fiche: 50 - 000 . 84/1 1/30, 8411280370. 


8412040030 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-528/84-38. 

KIRSCH, D, F. Region 5, Office of Director. 84/11/30, VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 27750:170. 24X 

Fiche: 50-528,84/11/30, 8412040030, 


— 8412280096 Insp Repts 50-528/84-39, 50-329/84-28 & 50-530/84-19 on 
840904-1026. No violations noted. Major areas inspected: 
allegations re sys turnover, documentation improprieties it 
engineering errors. 

NARBUT. P. P. , IVEY.K. , BURDQIN, J. Region 5, Office of Director. 
84/12/03. 34pp. 28128:283. 24X Fiche: 50-528. 84/12/07. 8412280083. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response {Post 830103). 84/12/10. Consolidated Edison Co. of New 

York. Inc. 116pp. 28032:130. 24 X Fiche: 50-000. 84/12/10. 8412060594. 

8412310275 Forwards Insp Repts 50-328/84-54, 50-529/04-37 50-530/84-26 

on 841112-23. No violation or deviation noted. ^ ^ 

KIRSCH, D.F. Region 5, Office of Director, 84/12/10. VAN BRUNT, E. E. 

Arizona Public Service Co, 2pp. 28135:034. 24X 

Fiche; 50-328. 84/12/10, 8412310275. 


-8412310281 Insp Repts 50-528/04-54.50-529/84-37 50-530/84-26 on 

041112-23. No violation or deviation noted. Major areas 
inspec ted : const open items, IE bul letins, violations & 
implementation of TMI lessons learned actions. 

HOLLENBACH, D. , SORENSEN, R. C. , NARBUT.P. Region 5, . 

Director. 84/12/07. I6pp. 20135:036. 24X Fiche: 50-328, 84/12/10, 

8412310275. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York. Inc I17pp. 27963:340. 24 X Fiche: 50-000, 84/12/03, 8412030021. 


8412030028 IE Info Notice 04-88. "Standby Gas Treatment Sys Problems, " 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. I22pp. 27966:093. 24X Fiche: 50 - 000 , 84/12/03, 8412030028. 


8412270345 Forwards Insp Repts 50-528/84-47,50-529/84-36 
an 841013-1102 *t notice of violation. 

KIRSCH, D.F. Region 5, Office of Director. 84/12/05. 

Arizona Public Service Co. 2pp. 28115:307, 24X 

Fiche: 50-528, 84/12/05, 8412270343. 


it 50-530/04-25 
VAN BRUNT, E.E. 


—8412270393 Notice of violation from insp on 841015-1102. 
MILLER, L. Region 5, Office of Director. 84/12/05. Ip. 
28113:309. 24X Fiche: 30-528, 84/12/05,8412270345. 


-8412270397 Insp Repts 50-528/84-47,50-329/84-36 it 50-530/84-25 on 
841015-1102. Violation noted: pipe support beam attachment 
welded to lower beam flange on east & west sides, rather than 
north & south. 

SORENSEN, R. C. , WAGNER, W. J. . HOLLENBACH, D, Region 5, Office of 
Director. 84/11/29. 18pp. 28115:310. 24 X Fiche: 50-528, 04/12/05, 

8412270345. 


8412120002 Ack receipt of 841101 supplemental rept on corrective 
actions re violations noted in Insp Rept 50—520/04—28. 

KIRSCH, D, F. Division of Res ident, Reactor Project 8t Engineering 
Programs. 84/12/06. VAN BRUNT, E. E, Arizona Public Service Co. Ip, 
27889: 044. 24X Fiche: 30-528, 04/12/06, 8412120002. 


— 8412120006 Forwards supplemental rept re violations noted in Insp 
Rept 50-528/84-28. Corrective actions: Bechtel review util 
root cause analysis of startup field repts performed. ^ ,, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/01. BISHOP, T.W. 

Division of Resident. Reactor Project «< Engineering Programs. 6pp. 
27889:045. 24X Fiche: 50-528, 84/12/06, 8412120002. 

8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Nonsans itized 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 

Response (Post 830103). 84/12/07. Consolidated Edison 

York. Inc. 118pp. 27966:332. 24X Fiche; 30 - 000 , 84/12/07. 8412050081. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Enginstring 
Response (Post 030103). 04/12/07. Consolidated Edison Co. 
York, Inc. 114pp. 27966:213. 


of New 

24X Ficiie: 30-000, 84/12/07, 8412050090. 


8412280085 Forwards Insp Repts 50-528/84-39, 30-529/84-28 it 50-530/84-19 
on 840904-1026. No violations identified. Rept summarizes 
activities conducted at intervals from 940227-1026. 

KIRSCH. D. F. Division of Resident. Reactor Project St Engineering 
Programs. 84/12/07. VAN BRUNT. E. E. Arizona Public Service Co. 

2pp 28128:283. 24X Fiche: 50-528, 84/12/07, 8412280085. 


S4121B0538 Forwards dar if ication on 840919.1029 St 1203 Itrs re 
equipment qualification. Status of util review disposition 
on IE Info Notices 84-57 8; 83-72 «t addl info re 

qualif ication of thermocouples provided. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/13. KNIGHTON, 0. 
Licensing Branch 3. 7pp. 28003:265. 24X Fiche; 50-528. 84/12/13, 

8412180538. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Resoonse (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc I19pp. 28123:131. 24 X Fiche: 50-000, 84/12/17, 8412120341. 


8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Refueling Water Cavity." Svc li«t end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co 

York, Inc. 120pp. 28124:001 


of New 

24X Fiche. ^50-000, 84/12/17. 8412120547. 


8412200230 Contends that spent fuel pool cooling pumps exempt from ASME 
Section XI Insp/testing requirements. Deletion of pumps from 
ASME requirements does not reduce level of safety, « ,, 

VAN BRUNT. E.E. Arizona Public Service Co. B4/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 2pp. 20023:166. 24X Fiche: 50-528, 84/12/18, 

8412200230. 


8412260300 Commits to addition of Valves PC-V“2i5, CT-V-018 St CT-V-019 
to ASME Section XI program. All active components necessary 
to transfer water from refueling water or condensate 
■toraoe tanks will meet code inservice insp requirements. 

VAN BRUNT, E.E. Arizona Public Service Co. 

Licensing Branch 3. 2pp. 28057:355. 24X Fiche: 30-528. 84/12/20, 

8412260300. 


8412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP ratings, ensuers to memo l< updated SALP R C 

MARTIN, J. B. Region 5, Office of Director, 84/12/26, DEYOUNO,R. C. 
Director'*! Office, Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche: 50-000, 84/12/26, 8412310326. 


-8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP ratings. Updated SALP ratings 8. responses to 
Questions 4 & 5 needed by 841226. W/o end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/21. MURLEY, T. E. Region I, Office of Director. 




a&v sn-OOO. 94/12/26, 8412310326. 


S, Reportable occurrences, LERs It related correspondence 


412010109 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on a40524.Flnal rept will be 

B41121 pending completion of investigation - u 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/07. BISHOP, T. W, 
Region 3, Office of Director. 2pp. 27706:062. 24X 


8412070177 Final Deficiency Rept DER 84-69 re reactor protection sys 
shunt trip contacts. Barrier matl removed to provide 1/16- 
inch clearance around moving parts for relays. Condition not 
reportable per 10CFR50. 55(o). t u 

VAN BRUNT. E.E. Arizona Public Service Co, 84/11/09. BISHOP, T.W. 
Region 3, Office of Director. 6pp. 27837: 105, 24X 

Fiche: 50-528, 04/11/09, 8412070177. 
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8412070106 Final Deficiency Kept DER 04-32 re Borg-Warner check valves. 
Initially reported on 041010. Deficiency not reportable per 
10CFR50. 55{a>. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/09. BISHOP# T. W. 
Region 5, Office of Director. 2pp. 27837: 183. 24X 

Ficho: 30-328, 84/11/09# 8412070186. 


841^10087 Interim Deficiency Rept DER 84-44 re fatigue failure of 
charging pumps. Initially reported on 840706. Due to 
extensive evaluation, final rept delayed until 841129. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/16! 

Region 3# Office of Director. 2pp. 27706- 065 24X 

Fiche: 50-328, 84/11/16, 8412010087. 


KIRSCH, D. F. 


8412010149 Interim Deficiency Rept DER 84-27 re improperly handled 
instrumentation from Ualdinger. Due to extensive 
investigation it evaluation, final rept delayed until 84H27. 

VAN BRUNT, E, E. Arizona Public Service Co. 84/11/12. BISHOP, T.W. 
Region 5. Office of Director. 2pp. 27711:239. 24X 

Fiche: 30-528. 84/11/12, 8412010149. 


8412010122 Final Deficiency tt Part 21 Rept DER-82-76 re Target Rock 
solenoid valves not meeting spec/test requirements. Ini t ial ly 
reported on 821 124. Valves inspected & refurbished or 
replaced. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/14. BISHOP. T.W. 
Division of Resident, Reactor Project & Engineering Programs. 9pp. 
27709:295. 24X Fiche: 30-528# 84/11/14, 8412010122. 


8412070161 Interim Deficiency Rept DER 84-62 re load sstioencer not 
functioning properly during safeguards testing. Initial 1 y 
reported on 840817. Due to extensive evaluation, final rept 
delayed until 841130. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/14. BISHOP#T.W. 
Region 3. Office of Director. 2pp. 27837: 196. 24X 

Fiche; 30-328# 84/11/14, 8412070161. 


8412010037 Final Deficiency Rept DER 84-35 re possible installation of 
four Foxboro modules Intended for Unit 1 in Unit 2. Initially 
reported on 940817. Six Foxboro modules targeted for other 
units installed in Unit 1. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/13. KIRSCH. D.F. 
Region 5, Office of Director. 3pp. 27704:056. 24X 

Fiche: 50-328. 84/11/13, 8412010037. 


8412010137 Final Deficiency Rept DER 83-73 re unqualified Foxboro power 
supplies. Initially reported on 831027. Class QIE supplies 
will he removed & replaced u/correct power supply as 
rectuirad. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/13. KIRSCH, D.F. 
Region 5, Office of Director. 7pp. 27709:338. 24X 

Fiche: 50-320, 84/11/13, 8412010137. 


8412010146 Interim Deficiency Rept DER 84-72 re defective HP91 pump 
ffliniflow isolation valve. Initially reported on B40925. Due to 
extensive investigation & evaluation required, final rept 
delayed until 041130. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/13. KIRSCH. D.F. 
Region 5, Office of Director. 2pp. 27710:357. 24X 

Fiche: 30-328, 84/11/13. 8412010146. 


8412010167 Final Deficiency & Part 21 Rept DER 84-68 re Robert Shaw 
essential chiller temp switch. Initially reported on 840910. 

New temp switches Installed in Unit 1. Units 2 & 3 temp 
switches will be replaced. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/15. KIRSCH# D.F 
Region 3, Office of Director. 6pp. 27711:321. 24X 

Fiche: 30-328, 84/11/13, 8412010167, 


8412010188 Interim Deficiency Rept DER 84-64 re pipe support unable to 
be cycled through entire stroke. Initially reported on 
840904. Final rept delayed until 841130 due to extensive 
investigation. 

VAN BRUNT.E, E. Arizona Public Service Co. 84/11/13. KIRSCH# D.F 
Region 5, Office of Director. 2pp. 27715:078. 24X 

Fiche: 30-328,84/11/13# 8412010188. 


8412010190 Interim Deficiency Rept DER 84-34 re containment sump 
isolation valve, Initial ly reported on 840817. Due to 
extensive evaluation, final rept delayed until 841130. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/13, KIRSCH# D.F. 
Region 3, Office of Director. 2pp. 27711:338. 24X 

Fiche: 30-528, 84/11/13# 8412010190. 


8412010023 Interim Deficiency Rept DER 84-53 re loose bonnet it 
diaphragm bolts on PC it CH valves. Initially reported on 
840817. Due to extensive investigation, final rept delaued 
until 841129. ^ 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/16. KIRSCH# D F 
Region 3# Office of Director. 2pp. 27709:178. 24X 

Fiche: 30-528# 84/11/16, 8412010023. 


8412010028 Interim Deficiency Rept DER 84-36 re inconsistent closing of 
fire dampers. Initially reported on 840822. Due to extensive 
Investigation# final rept delayed until 841129. 

VAN BRUNT.E, E, Arizona Public Service Co. 84/11/16, KIRSCH# D. F. 
Region 3# Office of Director. 2pp. 27709:183. 24X 

Fiche: 30-328. 84/11/16, 8412010020. 


8412010164 Interim Deficiency Rept DER 84-06 re defects 
deviation alarm modules supplied by Foxboro. Initially 
reported on 640216. Due to extensive investigation it 
evaluation required, final rept delayed until 841130. 
VAN BRUNT, E.E. Arizona Public Service Co. 84/11/16. 
Region 5. Office of Director. Ip. 27711-327 24X 

Fiche: 30-528,84/11/16. 8412010164. 


in absolute & 


KIRSCH, D,F. 


8412070170 Final Deficiency Rept DER 84-78 re overheated Valcor 
solenoid valves. Initially reported on 841004. Vendor will 
supply new resistor valve coll to prevent overheating a« 
failure. ^ 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/16. KIRSCH, D F 
Region 3. Office of Director. 5pp. 27837- 191 24X 

Fiche: 50-528, 84/11/16. 8412070170. 


Industrial Products program for supplier qualification 
Initially reported on 840524. Due to extensive evaluation, 
next rept delayed until 841203. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/11/20. KIRSCH, DF 
Region 3# Office of Director. 2pp. 27823: 120. 24X 

Fiche: 30-328# 84/11/20, 8412060644. 


... . , ^ ..-r- — — -T It i-uMbainmeni: suppiu 

registers which would not cycle. Initially reported on 
8411^’^^* extensive eval uation. final rept delayed until 

VAN BRUNT. E. E. Arizona Public Service Co. S4/U/20. KIRSCH, T.W 
Region 3, Office of Director. 2pp. 27862:003. 24X 

Fiche: 30-328, 84/11/20. 8412100048 


P412120446 Interim Deficiency Rept DER 84-27 re improperly handled 
inetrumentation from Wald Inger. Ini tial ly reported on 840510. 

Doe to extensive investigation it evaluation required, final 
rept delayed until 841207. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/26. KIRBCH.DF 
Region 5. Office of Director. 2pp. 27909:360 24X 

Fiche: 30-328,84/11/26, 8412120446. 


1 L — r.. r re conrainment 

r«Sisters thet would not cycle. Initially reported on 
840301. Future fabrications will use TRW Fastener DD156307 
to restrain tension wire. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/27. KIRSCH.D.F 
Region 5, Office of Director. 6pp. 27916:074. 24X 

Fiche: 30-328, 84/11/27. 8412130623. 


8412120070 Final Deficiency Rept DER 84-83 re cavitation in HPSI 
injaction line A. Initially reported on 841010. Design 
modified to include orifices downstream of existing 
orifices. Condition not reportable per 10CFR50, 55<e). 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/28. KIRSCH.D.F. 
Region 3. Office of Director. 5pp. 27911- 210 24 X 

Fiche: 30-328, 84/11/28, 8412120070. 


failure of cherging pumps. Initial ly reported on 841128. 

Maint «< insp program will be imp lamented. Deficiency not 
reportable per 10CFR30. 33(o) or Part 21. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/28, KIRSCH.D.F. 
Region 5, Office of Director. 6pp. 27916:037. 24X 

Fiche; 30-328, 84/11/28, 8412130628. 


8412140017 Interim Deficiency Rept DER 84-36 re inconsistent closing of 
fire dampers. Initially reported on 840822. Due to extensive 
investigetion it evaluation required, next rept will be 
submitted by 841212. 


VAN BRUNT. E.E. Arizona Public Service Co. 84/11/28. KIRSCH.D.F. 
Region 3. Office of Director, 2pp. 27935: 142. 

Fiche: 50-328, 84/11/28, 8412140017 


8412140029 Interim Deficiency Rept DER 84-53 re bonnet & diaphragm nuts 
loose on PC it, CH valves. Initially reported on 
840817. Due to extensive investigation it evaluation 
required. next rept will be submitted by 841129. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/11/29. KIRSCH.D.F. 
Region 3# Office of Director. 2pp. 27954:359, 24X 

Fiche: 30-328, 84/11/29. 8412140029. 


8412110210 Interim Deficiency Rept DER 84-06 re absolute & deviation 
alarm modules supplied by Foxboro. Initially reported on 
840216. Due to extensive Investigation it evaluation, final 
rept delayed until 841207. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH.D.F, 
Region 3, Office of Director. 2pp. 27893:132. 24X 

Fiche: 30-328# 84/11/30# 84121 10210. 
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B412110293 Interim Deficiency Rept DER 84-54 re containment sump 
isDlmtlon valve. Initial ly reported on 8408 17, Due to 
exteneive Investigation & evaluation. final rept delayed 
until Q41211. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/30. KIRSCH. D. F. 
Division of Res Ident. Reactor Project & Engineering Programs. 2pp. 
27693:094. 24X Fi c he : 30-528. 84/ 1 1 /30, 84121 10295. 


8412200204 Rev 1 to final Deficiency Rept DER 84-55 re unqualified 
Foxboro modules. Modules originally shipped for use in 
non-class IE cabinets & Installed in QIE cabinets will be 
documented t replaced u/modules intended for IE svc. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/06. KIRSCH. D. F. 
Division of Resident. Reactor Project & Engineering Programs. Spp. 
28031:342. 24X Flche: 50-328. 84/12/06. 8412200204. 


8412110277 Interim Deflency Rept DER 84-76 re diesel generator stator 
temps. Initially reported on 841003. Due to extensive 
Investigation Se evaluation, f inal rept delayed until 841211. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/30. KIRSCH. D.F. 
Division of Resident. Reactor Project & Engineering Programs. 2pp. 
27693:092. 24X Fiche: 30-528. 84/1 1 /30, 84121 10277. 


8412200342 Final Deficiency Rept DER 84-90 re reactor vessel snubber. 
Initially reported on 841 106. Condition not reportable per 
10CFR5O. 55(e). 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/06. KIRSCH. D. F. 
Division of Res ident. Reac tor Project & Engineering Programs. 2pp. 
28031:085. 24X Fiche: 50-528. 84/12/06, 8412200342. 


8412110293 Interim Deficiency Rept DER 84-74 re defective Class IE 
Inverters supplied by Elgar, Initially reported on 840928. 

Due to extensive investigation evaluation, final rept 
delayed until 841211. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D. F. 
Division of Resident, Reactor Project S< Engineering Programs. 2pp. 
27893: 090. 24X Fiche: 50-528, 84/11 /30, 8412110295. 


8412110393 Interim Deficiency Rept DER 84-64 re pipe support not cycled 
through entire stroi<e. Initially reported on B40904. Due to 
extensive investigation 8< evaluation required, next rept 
delayed until 841212. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/30, KIRSCH. D.F. 
Region 3. Office of Director. 2pp. 27891:300. 24X 

Fiche: 30-928, 84/11/30, 8412110393. 


8412110477 Interim Deficiency Rept DER 84-72 re HPSI pump minifloui 
isolation valve. Initially reported on 840925. Due to 
extensive investigation «« evaluation, final rept delayed 
until 641212. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/30. KIRSCH. D.F. 
Region 3. Office of Director. 2pp. 27891:177. 24X 

Fiche: 30-528. 84/11/30. 8412110477. 


8412130393 Final Deficiency Rapt DER 84-88 re grout missing under 
downcoiner feedojater lines. Ini tial ly reported on 841031. 

Orout replaced for two west downcomer feedwater line 
five— way res traints. Not reportable per Part 21. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/30, KIRSCH. D. F. 
Region 3. Office of Director. 4pp. 27916:113. 24X 

Fiche: 30-528. 84/11/30. 8412130395, 


8412130610 Interim Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Due to extensive investigetion & 
evaluation required, no xt rept delayed until 841212. _ _ 

VAN BRUNT. E, E. Arizona Public Service Co. 84/11/30. KIRSCH. D. F. 
Region 3. Office of Director, 2pp. 27916:005. 24X 

Flcha: 30-528. 84/11/30. 8412130610. 


0412130346 Interim Deficiency Rept DER 84-41 re adequecy of Cardinal 
Industrial Products program for supplier qual if i cation. 

Initially reported on 840324. Duo to extensive metis testing 
p erf ormed, next rept delayed until 841213. utDoru n p 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/03. KIRSCH. D. F. 
Region 5. Office of Director. 2pp, 27901:358. 24X 

Fiche: 30-528. 84/12/03. 8412130346. 


34121303B7 Final Deficiency Rept DER 84-78 re Valcor solenoid valves. 
Initially reported on 841004 . Changes on Peg# 2. Section III. 
Paragraph 1 of 041116 Xtr should reed as - p 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/04. KIRSCH, D.F. 
Region 3. Office of Director. 2pp. 27901:361. 24X 

Fiche.; 30-528. 84/12/04. 8412130387. 


8412200293 Interim Deficiency Rept DER 84-27 re improperly handled 
instrumentation from Waldinger Corp. Initially reported on 
640310. Due to extensive evaluation, final rept delayed until 

VAn'^BRUNT. E. E. Arizona Public Service Co. 84/12/05. 

Division of Resident. Reactor Project 8. Engineering Programs. 2pp. 
26031:213. 24X Fiche: 50-528. 84/12/05. 8412200295. 


Bniaa00O77 R.v 1 to DER 83-73 r. unju.un.d 

Foxboro power supplies. Supplies b* 

in non-Cl-ss IE Jablnets k installed in QIE cabinet, will be 

documented & replaced u/lE svc power . uiRficH.D F 

tJAKi nniJNT, E E Arizona Public Service Co. 84/12/06. KIRSCH. D-h- 
Division of Resident. Reactor Project & Engineering Programs. 7pp. 
24o3l:S59 m Fiche: 50-528. 84/12/06. 8412200077. 


8412200127 Revised final Part 21 Daficiency Rept DER 84-77 re 
®^JotSSilal leahag. P-th In seal of 

sensor module 8c housing. Initially reported on 841003. 

SSS'SSuNT.rr^AinoJrPubUrlirvic. Co, 04/12/04. KIRSCH,D F. 
DWiSlan o®' R^lSin^S^cUor Proj.ct 4 Eb,ln..rln, Pro»r.».. .3pp. 

SeralrSV 21 k Fich.! 30-528, 84/12/06, 0412200,27. 


8412210072 Deficiency Rept DER 84-89 re evaluation of Incorrectly 
mounted Barton Model 764 transmitters. Initially reported on 
841106. Condition not reportable per 10CFR50. 55(e). 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/06. KIRSCH. D. F. 
Region 5. Office of Director. 2pp. 28052:076. 24X 

Fiche: 50-528. 84/12/06. 8412210072. 


8412210131 Region V list of open LERs St outstanding items. 

NARBUT. P. Region 5. Office of Director. 84/12/06. ZIMMERMW. R. 
NRC - No Detailed Affiliation Oiven. 26pp. 28052:122. 24X 

Fiche: 50-528,84/12/06,8412210131. 


8412200276 Final Deficiency Rept DER 84-96 re containment purge valve 
closure time. Valve closure times reexamined as part of Tech 
Spec review process. Powered actuators will be replaced 
w/pneumatic actuators. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KIRSCH, D.F. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
28031:188. 24X Fiche: 50-528, 84/12/07, 8412200276. 


8412200105 Rev 1 to final Deficiency Rept DER 84-21 re Rosemount 
transmitters not torqued to specified value. Ini tlal ly 
reported on 840430. Units 1 & 2 mounting hardware replaced to 
conform w/matl & Installation requirements. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/09. KIRSCH.D.F. 
Division of Resident, Reactor Project 8c Engineering Programs. 6pp. 
28031:328. 24X Fiche: 50-528. 84/12/08, 8412200105. 


8412200111 Final Part 21 8< Deficiency Rept DER 84-93 re lack of support 
rails for Corasip core protection calculator/control element 
assembly operator modules. Initially reported on 841109. 

Bracing installed in Unit 1. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/08. KIRSCH.D.F. 
Division of Resident. Reac tor Project 8c Engineering Programs, 4pp. 
28031:285. 24X Fiche: 50-528. 84/12/08, 84122001 11. 


8412270471 Final Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Deficiency not reportable per 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/08, KIRSCH.D.F. 
Region 5. Office of Director. 9pp. 28115:141. 24X 

Fiche: 90-528. 84/12/08, 8412270471. 


8412270583 Pert 21 8< Final Daficiency Rept DER 84-56 re Rusk in Mfg Co 
fire dampers closing inconsistently. Initially reported on 
840822. Fir# Dampers HJB-Mll reworked 8c now close under 

VAN^BRUNt!*E. e!'*'** Arizona Public Service Co. 84/12/08. KIRSCH.D.F. 
Region 5, Office of Director, 5pp. 28113:314. 24X 

Fiche: 50-528. 84/12/00, 8412270583. 


8412120174 Forwards draft proposed FSAR changes re mods made to LPSI 
pumps as result of startup testing per Deficiency Rept 
83-61. Change^ will •># incorporated in FSAR Amend 14 

VAN*BRUNT/ E°E ^*Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 

S iSpp. 37887.120. a4X Flch.: 30-328, 84/12/10. 

8412120174. 

8412270486 Final Deficiency Repts DER 84-72 

ffliniflow Valve 1JSIBUV667 failing to close 8. HPSI injection 
valves failing to open, respectively. Valves reworked 8. 

VAN^BRUNT, E. E. Arizona Public Service Co. 8^^12/12. KIRSCH.D.F. 
Region 5. Office of Director. 10pp. 28114:140. 24X 

Fiche: 50-528. 84/12/12^ 8412270486. 


I412270495 Fln.l Dt.icl.ncg B.pt DER 84-34 Tt ..ilUT. of cont.in«.,nt 
sump isolation valves to open electrically after manual 

closing. Valve operators reworked. ai/io/iD ktrsch.DF 

VAN BRUNT.E. E. Arizona Public Service Co ®y^2/12. KIRSCH.D.F. 
Region 5, Office of Director. ^»PP- 28114:169. 24X 

Fiche: 50-528. 84/12/12. 8412270495. 



386 


DOCKETED ITEMS 


0412270510 Fln^il Daficiency Rapt DEfi 84-76 ra diasal generator atator 
temps. Mods made to Unit 1 generator air supply & exhaust 
openings to increase air flow. Mods for Units 2 & 3 will be 
completed prior to issuance of OL. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/12. KIRSCH»D. F. 
Region 5* Office of Director. 4pp. 28114:184. 24X 

Flche: 50-528, 84/12/12, 8412270310. 


8412270321 Final Daficiencg Rept DER 84-64 re failure to cycle pipe 
support through entire stroke. Caused by shock suppressors 
damaged during hot functional testing. Shoe k suppressors 
replaced S< monitoring program initiated. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/12, KIRSCH, D. F. 
Region 5, Office of Director. 7pp. 28115:134. 24X 

Flche: 50-528, 84/12/12, 8412270321. 


841^70528 Final Deficiency Rept DER 84-06 re defective Foxboro Co 
absolute Sc deviation alarm modules. Modules returned to 
Foxboro for replacement of potentiometers. Unit 2 Sc 3 alarm 
modules will be inspected. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/12. KIRSCH, D. F. 
Region 3, Office of Director. 3pp. 28113:231. 24X 

Fiche: 30-328, 84/12/12, 8412270328. 


84122^413 Final Deficiency Rept DER 84-27 re Improperly handled 
instrumentation from Ualdinger Corp. Bechtel reviewed all 
Waldinger Corp & Honeywell procedures of new installations & 
work supporting startup & operations. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/12. KIRSCH, D F 
Region 3, Office of Director. Spp. 28123:313. 24X 

Flche-: 30-328, 84/12/12, 8412280415. 


8412280448 Final Part 21 Ic Deficiency Rept DER 84-13 re HVAC acceptance 
criteria. All engineering drawings for HVAC supports revised 
to provide sufficient details to assure proper installation 
& prevent misinterpretation by Waldinger Corp. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/12. KIRSCH, D. F. 
Region 5, Office of Director. Spp. 28123:281. 24X 

Fiche: 30-328, 84/12/12, 8412280448, 


8412270491 Revised final Deficiency Rept DER 84-51 re auxiliary 
feedwater pump failing to meet hot functional testing 
requirements. Document changed to indicate testing conducted 
not in accordance u/acceptance criteria. 

VAN BRUNT, E.E. Arizona Public Service Co. S4/12/13. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 28115; 150. 24X 

Flche: 30-328, 84/12/13, 8412270481. 


8412310^9 Final Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products product program for supplier 

file. Item not reportable per 10CFR50. 53< e ). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/13, KIRSCH,D.F 
Region 5, Office of Director. 12pp. 28134:033 24X 

Flcha: 30-320, 84/12/13, 8412310279. 


station PT'o.ontotlon 

on Cardinal Industrial Products (CIP) Fastener 

Public Service Co. 84/12/14, 35pp. 28134:045. 24X 

Fiche: 30-528, 84/12/ 1 3, 84 123 1 0279. 


8412270532 Final Deficiency Rept DER 84-98 re OE HFA relay contact 
settings. Contacts will be readjusted in accordance w/OE 
instructions fit all contact settings will be inspected & 
adjusted if required. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/14, KIRSCH, D. F. 
Region 3, Office of Director. 4pp. 28113:200, 24X 

Fiche: 30-328, 84/12/14, 8412270332. 


841^70596 Final Part 21 & Deficiency Rept DER 84-102 re Anchor/Darling 
check valves. All listed CT,FP in SP valves in Unit 1 will be 
Inspected & reworked as required prior to entry into Mode 6. 

Remaining valves will be inspected prior to Node 4 

Public Service Co. 84/12/14, KIRSCH, D. F. 
Region 3, Office of Director. 4pp. 28113:334 24X 

Fiche: 50-328, 84/12/14. 8412270396. 


DER 84-103 re diesel generator roof 
hatch. Initially reported on 841213. Restraints designed to 
resist possible net upward force. Design will be implemented 
prior to Mode 2 for each unit. 


VAN BRUNT, E. E. Arizona Public Service Co, 84/12/14, KIRSCH, O F 
Region 3, Office of Director. 4pp. 28127:233 24X 

Fiche: 30-328, 84/12/14, 8412200284 


containment purge valve. 

Initially reported on 841204. Nonconformance Rept 8M-3316 
?**?!?i*^°''*** repair condition by reinstalling gear using 
Locktlt# specified i required design. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/14. KIRSCH, D. F. 
Region 3, Office of Director. 4pp. 28124:306 24X 

Flche: 50-328, 84/12/14, 8412280344. 


8412310196 Final Deficiency Rept DER 84-99 re regenerative HX r-.,— „ 
const error in installation. Brae ket replaced rjejlll 
emphasized in quality sessions. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/14 KIRSew n c 
R.Slon S, Dfflc. o, Dlr.ctor, 4pp. 28135 122 Mx 
Fiche: 50-528, 84/12/14, 8412310196. 


8412260243 Commits to completing corrective actions required by Httid 
deficiency repts <DERs> for any structure, sys or component 
prior to initial entry into any mode. Other commitments also 
I xst#d. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/21 MARTIN IR 
Region 5. Office of Director. 2pp. 28059: 029 24x' ® 

Fiche; 30-528, 84/12/21, 8412260243. 


V, Operator Examinations 


8412280013 Responds to questions re fuel load Incentive program 
Arrangements made w/Southern California Edison to review t 
critique Palo Verde requalification program for senior 
reactor operators It reactor operators. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/26. EISENHUT,D 
eir^BSSia =®'“ = 357. 24X Fiche: 30-32a:SvIiL, 


DOCKET STN-50-329 PALO VERDE NUCLEAR STATION, UNIT 2 


stage documents 8c correspondence 


response to FOIA request for documents re prohl.mt 
encountered by Arizona Public Sve Co during hot functional 
testing during Summer 1903. Documents listed in App A in PDR 
Documents in App B withheld <ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/12. aERNA8EI,L. 
wovernment Accountability Project. 4 dd 27931* 07a oay 
Fiche: 30-528, 84/06/12. 8412120204. 076. 24X 


8404110148 Requests addl info re pressure & thermal transients tc 
reduced clearances in snubbers. Info on nozzle structural 
alio^^ijjest^d*^*™^ ** of reduced clearances 

BDSNAK, R.J, Mechanical Engineering Branch. 84/03/28. KNIOHTDN.O 
8412120204 27951:084. 24X Fich e: 50- 528, 84/06/13, 


8412100294 Summary of 840919-20 meetings w/util t< Bechtel in Phoenix, 42 
re status of equipment qualif ication it resolution of 
testing problems w/RCS & LPSI pumps. Meeting agenda 8c list 
of attendees end. 

LrClTRA,E.A. Licensing Branch 3. 84/11/16. Licensing Branch 3 

7pp. 27870:305. 24X Fiche : 50-528, 84/11/16, 8412100294. 


8412100286 Summary of 841009-10 meetings w/util in Phoenix, AZ re 
remaining issues on environ qualification program. List of 
attendees end. 

L1CITRA,E.A. Licensing Branch 3. 84/11/19. Licensing Branch 3 

5pp. 27070:312. 24X Flche: 50-328, 84/11/19, 8412100286. 


revised FSAR pages reflecting max expected grid 
voltage of 102. SX, per 841026 telcon.Addl info re overvoltage 
conditions after setting Class IE load ctr taps submitted. 

Issue closed. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/29. KNI OHTCWi Q. 
8412030119 27725:248, 24X Fiche: 30-528, 84/11/29, 


8412030^7 Advises that isolation device used for core protection 
** monitoring sys part of protection sys, 

request. Isolation device environmentally 
qualified for use. ^ 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/29. KNIOHTON,©. 
8412030237 ®'’'"“''* 24X Flche: 50-328, 84/11/29, 


8412040032 Forwards clarification to Footnote 7. <h) in FSAR Table 3.2-1 
re design of hangers 8c supports to same classification as 
piping required for safety. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/30, KNIOHTON, 0. H. 
8412040032 ®'’*'’*''’ 24X Fiche: 30-528, 84/11/30, 


9412040186 Forwards rev to Lessons Learned Implementation RBpt,g#ctlor 
zi.K. i. 3, per Region V request. Rev being made to delete util 
commitment to perform periodic audits to verify that tagouts 
removed 8, sys returned to normal. 

VAN BRUNT,E, E. Arizona Public Service Co. 84/11/30. KNIGHTON, 5. H. 
8412040186®''*''*''’ 27744:348. 24X Fiche: 30-528, 84/11/30, 
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8412050163 Transmits info to clarify & suppl 840910 & 1029 submittals 
re equipment qual if icstion. Safety function of in-containment 
monitors can be provided by monitors outside containment. 

VAN BRUNTi E. E. Arizona Public Service Co. 84/12/03. KNICHTONtO. 
Licensing Branch 3. 18pp. 27773:102. 24X Fiche; 50-328, 84/12/03, 

8412050163. 


8412120090 Forwards draft proposed FSAR changes, Including revs to steam 
supply logic b recirculation flow path for auxiliary 
feedwater sys to correct nuclear cooling water sys 
flowrates. Changes will be incorporated in FSAR Amend 14. 

VAN BRUNT, E.E. Arizona Public Service Co, 84/12/10. KNIGHTON, 0. M. 
Licensing Branch 3. I25pp. 27887:191. 24X Fiche: 50-528, 84/12/10, 

8412120090. 


0412060001 Forwards addl FSAR changes resulting from rev to shutdown 
cooling sys design pressure. Changes address sys relief 
valves set pressure (setpoint) increase from 435 psig to 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. KNIGHTON, 0. W. 
Licensing Branch 3. d>PP' 27789:341. 24X Fic he: 50-528, 84/12/04, 

8412060001. 


0412060141 Forwards response to hfflC 841128 request for addl info re 
steam generator tube rupture analysis. « ,, 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/04. KNIGHTON. 0. W. 
Licensing Branch 3. 6pp. 27790:355. 24 X Fiche: 50-528, 84/12/04, 

8412060141. 


0412060232 Forwards revised FSAR Table 3.2-2 adding ASHE Code Case 
N-238 to verify integrity of RCPB to list of acceptable code 
cases, per Reg Guide 1. 84, Rev 20. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 27794:057. 24X Fic he: 50-528. 84/12/04, 

8412060232. 


8412120126 Forwards application to amend CPPR-142 8t CPPR-143.Fee paid. 
VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. Office of 
Nuclear Reactor Regulation, Director. Ip. 27889:158. 24X 

Fiche: 50-529, 04/12/10, B412120126. 


— 8412120129 Application for amend to CPPR-142 8t CPPR— 143, da letlng 
description in PSAR of pipe whip restraints & jet 
impingement shields installed to prevent guillotine breaks 
in reactor coolant piping. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. 9pp. 
27889:159. 24X Fiche: 50-529, 64/12/10, 8412120126. 


8412120330 Forwards draft proposed FSAR changes that identify addl 
Reg Guides 1.84 k 1.85 approved ASHE Code cases used in 
const of plant components. Changes will be incorporated in 

VAN*^BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W, 
Licensing Branch 3. 2app. 27885:032. 24X Fiche: 50 - 328 , 84/12/10, 

8412120330. 


0412070210 Forwards revised FSAR pages, indicating appropriate closure 
time for 0-inch purge & isolation valves it editorial 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/05. KNIGHTON, 0. W. 
Licensing Branch 3. 22pp. 27814:053. 24X Fiche: 30-528, 84/12/03, 

0412070210. 


8412120382 Forwards draft proposed FSAR changes, c larifying FSAR Section 
3.8 to be consistent u/field specs for fabrication of 
containment sys & acceptable fillet weld prof iles. Changes 
will be incorporated in FSAR Amend 14. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 14pp. 27873:228, 24X Fiche: 50-328. 84/12/10. 

8412120382. 


8412110283 Requests scheduler exemption until 850413 re 10CFR50, App A 
requirement that auxiliary feedwater pumps be protected 
from flooding due to piping rupture. Design & fabrication of 

VAN*BRUNT, E. E.^ '^Arizona Public Service Co. 84/12/05. KNIGHTON, G. W, 
Licensing Branch 3. 3pp. 27856:324. 24X Fiche: 50 - 528 . 04/12/05, 

8412110283. 


8412130287 Forwards draft proposed FSAR changes that clarify details 
on radiation protection. Change also provided to correct 
description of transfer path of decontamination wastes. 

Changes will be incorporated in FSAR Amend 14. 

VAN BRUNT E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0, W. 
Licensing Branch 3. 16pp. 27900:346. 24 X Fiche: 50-328, 84/12/10, 

8412130287. 


8412110324 Forwards revised Type A variable list re Rev 2 to Reg Guide 
1. 97, in response to 041107 telcon. ■. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/05. KNIGHTON, 0. W. 
Licensing Branch 3. 4pp. 27932:067. 24X Fiche: 50-528, 84/12/05, 

8412110324. 


B412110359 Forwards change to Section 1.2 of Rev 0 to offsite dose 
calculation manual. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/05. KNIGHTON, C. W, 
Licensing Branch 3, 3pp. 27852:033. 24X Fiche: 50-528. 84/12/05, 

8412110359. 


0412110110 Forwards failure modes it effects analyses examining non-IE 
power sys that isolates control solenoids for Loop Isolation 
Valves CHE-239 St CHE-240. Analysis demonstrates that no event 
could prevent delivery of auxiliary pressurizer spray. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. 

Licensing Branch 3. 27pp. 27852:146. 24X Fiche: 50 - 528 , 84/12/07, 

8412110110. 


8412110146 Discusses completion of environ qualification program for 
Class IE electrical equipment in harsh post-accident 
environ w/excaption of justifications for interim operation 
provided in 840910 Sc 1203 Itrs. l, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. 

Licensing Branch 3. 8pp. 27855:353. 24X Fiche: 50-528, 84/12/07. 

8412110146. 


8412110327 Forwards listing of correspondence affecting licensing 
documents as presently amended. Changes made in Itrs 

previously submitted will be Identified. o u 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KNI(SHTON,G. W. 
Licensing Branch 3. 6pp. 27852:048. 24X Fiche: 50-528, 84/12/07, 

8412110327, 


8412110346 Forwards revised FSAR Table 5.2-3 adding A9ME Code Case 
N71-7iper Rev 3 to Reg Guide 1.S5 & 10CFR50. 5Sa 
VAN BRUNT, E. E. Arizona Public Service Co. 

Licensing Branch 3. 4pp. 27852:036. 

0412110346. 


84/12/07. KNIGHTON, O. W. 
24X Fiche: 50-528,84/12/07, 


8412120083 Forwards draft proposed FSAR changes re radwaste sys %t 
effluent streams. Changes will be incorporated in FSAR 
Amend 14 scheduled for Feb 1985. L,k,T/M_iTnKi o u 

VAN BRUNT, E.E. Arizona Public Servica Co. 84/12/10. KNIGHTON, G. W. 
Licensing Branch 3. 39pp. 27889:187. 24X Fiche; 50 - 528 , 84/12/10. 

8412120083. 


8412130373 Forwards draft FSAR changes to containment isolation valve 
sys. Changes include rev to power access purge valves from 
motor to pneumatic operators S< description of addl valves 
receiving main steam isolation signal, « ,, 

VAN BRUNT, E.E, Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W, 
Licensing Branch 3. 40pp. 27904:097. 24 X Fiche: 50-528, 84/12/10. 

0412130373, 


8412130381 Forwards draft proposed FSAR changes that revise nuclear 
sampling sys flow rates during sample purging St revise sys 
pressure. Changes expected to be incorporated in Amend 14 to 
FSAR which will be submitted in Feb 1985. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10, KNIGHTON, 0. W. 
Licensing Branch 3. 7pp. 27904:038. 24X Fiche: 30-328, 84/12/10, 

8412130381. 


8412130400 Forwards draft proposed FSAR changes revising list of 
drawings incorporated in FSAR St revising Chapter 16 re Tech 
Specs. Changes will be incorporated in FSAR Amend 14 
scheduled for Feb 1985 submittal, o u 

VAN BRUNT, E, E. Arizona Public Service Co. 84/12/10. KNIGHTON, G. W. 
Licensing Branch 3. 9pp. 27904:087. 24X Fiche: 50-328, 84/12/10, 

8412130400. 


8412130406 Forwards draft proposed FSAR changes correcting 
applicability of ANSI/ANS 3. 1 to Nuclear Operators I U II. 

Changes to be incorporated in FSAR Amend 14 scheduled for 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNIGHTON, G. W. 
Licensing Branch 3, 6pp. 27901:202. 24X Fiche: 50-320, 84/12/10. 

8412130406. 


8412130422 Forwards draft proposed FSAR revs clarifying recording 
provisions of loose parts monitoring sys revising other 
Instrumentation character Istlcs. Revs will be incorporated 

into FSAR Amend 14. _ 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10, KNIGHTON, G. W. 
Licensing Branch 3. 6pp. 27901:333. 24X Fiche: 50 - 328 . 84/12/10, 

8412130422. 


8412180097 Forwards clarification re reassignment of responsibilities 
resulting from QA dept reorganization in response to NRC 
841106 request for addl info concerning proposed changes to 

VAN**BRUNT, E. E. Arizona Public Service Co. 84/12/10. KIR8CH, D. F. 
Region 5, Office of Director. 3pp. 27961:136. 24X 

Flchq: 30-528, 84/12/10, 8412180097. 
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8412140246 Forwards draft proposed FSAR changes re instrument cables/ 
circuits^ exposed non-Class IE cables supplied w/certain 
cranes & hoist* mineral insulated stainless steel sheathed 
cable & plant protection sys. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/12. KNIOHTON* 0. W. 
Licensing Branch 3. 13pp, 27920:044. 24X Fiche: 30-528* 84/12/12, 

8412140246. 


6412200198 Confirms comiitment to add Class IE overvoltage protection 
isolation relays to non-Clasc IE Control Circuitry Valves 
CHE-PDY-239B & CHE-PDy-240B in all units. 

VAN BRUNT* E.E. Arizona Public Service Co. 84/12/18. KNIGHTONi G. H. 
Licensing Branch 3. 2pp. 28022:215. 24X Fiche: 50-328* 84/12/10* 

8412200198. 


8412170349 Forwards tables to assist in review of draft proposed FSAR 
changes. 

VAN BRUNT* E.E. Arizona Public Service Co. 84/12/12. KNIOHTON* 0, W. 
Licensing Branch 3. 6pp. 27934:032. 24X Fiche: 50-528, 84/12/12* 

8412170349. 


8412200266 Forwards addl info & mods to 841212 & 17 Itrs to QM Knighton 
in order to satisfy separation concerns re Reg Guide 1.75. 

Results of tests concluded that criteria of IEEE Std 384 
satisfactorily met. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/18. KNIGHTON* O.H 
Licensing Branch 3. 10pp. 28021:163. 24X Fi c h e: 50-528* 34/12/lfli 

8412200266. 


8412170338 Forwards addl info re testing of air locks* per request for 
exemptions from 10CFR50. App J. Periodic 6-month & 3-day tests 
assure that air locks will not leak excessively when opened. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/13. KNI GHTDN. 0. W. 
Licensing Branch 3. 5pp. 27937:138. 24X Fiche: 50-528, 84/12/13* 

8412170338. 


8412200310 Forwards "Summary Rept on Design Basis of Shutdown Cooling 
Sys Relief Valves for CESSAR Sys 80" tc "Summary Rept on 
Operability of Shutdown Cooling Sys Relief Valves for Palo 
Verde Units 1,2 & 3* " per 841109 meeting. 

SCHQ?ER,A.E, Combustion Engineering, Inc. 84/12/13. EISENHUT, D. 0. 
Division of Licensing. Ip. 28019:020. 24X Fiche; 50-000, 84/12/13* 

8412200310. 


— 0412200340 "Summary of Rept on Operability of Shutdown Cooling Sys 
Relief Valves for Palo Verde Units 1*2 & 3. " 

* Combustion Engineering* Inc. 84/11/30. 23pp. 28019:031. 24X 

Fiche: 50-000* 84/12/13* 8412200310. 


8412190261 Forwards draft proposed FSAR changes describing mod to RCS 
main pressurizer spray line, Internals of Check Valve 
RC-V-244 removed to allow higher flow t* lower heat loss 
through spray line. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/14. KNIGHTON* 0. W. 
Licensing Branch 3. 6pp, 28011:255. 24X Fiche; 50-528* 84/12/14* 

8412190261. 


8412310305 Forwards responses to design review questions re auxiliary 
feedwater sys pipe stress calculations. Bechtel requested to 
determine if errors in piping calculations could occur In 
other project discipline calculations. 

VAN BRUNT*E. E, Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5, Office of Director. 6pp. 28121:353. 24X 

Fiche: 30-528* 84/12/14, 8412310305, 


8412200226 Forwards draft proposed FSAR changes reflecting 
requirements for condensate storage tank fc atmospheric 
dump valve nitrogen accumulator. Changes also reflect util 
intent to verify boron mixing under natural circulation. 

VAN BRUNTiE.E. Arizona Public Service Co. 84/12/17. KNIGHTON, 0. W. 
Licensing Branch 3. 6pp. 28023:160. 24X Fiche: 50-528. 84/12/17* 

8412200226. 


8412200278 Forwards Bechtel Study 13-ES-600, "Reg Guide 1. 75 Low 
Energy Circuit Analysis. " 

VAN BRUNT,E. E. Arizona Public Service Co. 84/12/17. KNI OHTON* G, W. 

Licensing Branch 3. 2pp, 28021:134. 24X Fiche: 50-528, 84/12/17* 

8412200278. 


— B412200287 Bechtel Study 13-ES— 600* "Reg Guide 1.75 Low Energy Circuit 
Analysis. " 

* Bechtel Corp. 13-E8-600. 84/12/17. 8pp. 28021:136. 24X 

Fiche: 50-528* 84/12/17, 8412200278, 


8412200351 Provides addl info justifying exception from Reg Guide 1.73 
taken in 810325 Amend 4 to FSAR. Reed switch position 
transmitter circuits identified in Part E to response to Reg 
Guide 1.75 in FSAR Section 1.8 are low energy. 

VAN BRUNT* E.E. Arizona Public Service Co. 84/12/18. KNIGHTON* 0. M. 
Licensing Branch 3. 2pp. 28020:165. 24X Fiche: 50-528* 84/12/10* 

8412200351. 


8412210191 Requests end proposed Amend 9 to CESSAR re post-final 
design approval be reviewed as proposed changes to 
Palo Verde Units 1*2 8t 3 FSAR to allow incorporation of 
improvements into initial test program. 

VAN BRUNT*E. E. Arizona Public Service Co. 84/12/18. KNIGHTON* 0. H, 
Licensing Branch 3. 16pp. 28036:071. 24X Fiche; 30-000. 84/12/10, 

8412210191. 


8412260218 Forwards* for review as proposed FSAR changes* proposed CESSAR 
changes re justification for LPSI & HPSI pump flow 
reductions* supplementing 841218 Itr. 

VAN BRUNT.E.E. Arizona Public Service Co, 04/12/19. KNIGHTON, 0. W. 
Licensing Branch 3. 20pp. 28055:017. 24X Fiche: 50-328, 84/12/19* 

B41226021B. 


8412260233 Forwards updated FSAR listings of correspondence affecting 
existing licensing documents, for which amends will not be 
issued prior to issuance of OL for Unit 1. Listings supersede 
841207 submittal. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/19. KNIGHTON, 0. W. 
Licensing Branch 3. 6pp. 28055:295, 24X Fiche: 50-528, 84/12/19, 

8412260233. 


8412260223 Forwards revised FSAR Table 1.9-4 re effect of flow 
reduction of LPSI 8c HPSI pumps, per 841217 & 18 meeting 
requests. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/20, KNIGHTON, Q. W. 
Licensing Branch 3. lOpp. 28054:028. 24X Fiche: 50-528, 84/12/20, 

0412260223. 


8412260249 Forwards justification for changes made to CESSAR Tables 
9.3-1,10.3.4-1 & 10. 3. 4-2* submitted on 841218. Description of 
matls used for transfer lines 8c pump components in contact 
w/hydrogen also end. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/21. KNIGHTON* 0. W, 
Licensing Branch 3. 5pp. 28058:087. 24X Fiche: 30-528, 84/12/21, 

8412260249. 


8412260262 Forwards analysis of change to design of main pressurizer 
spray line that deleted internals from Check Valve RC-V-244* 
per request. Mod does not affect auxiliary pressurizer spray 
capability. W/o end. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/21. KNIGHTON, 0. H. 
Licensing Branch 3. 3pp. 28058:187. 24X Fiche; 50-328, 84/12/21* 

8412260262. 


8412200298 Submits info re deletion of FSAR design criteria to slope 
resin lines where practical, per 841210 request. Sys ability 
to purge resins uneffected by slope of lines. Lines sloped to 
facilitate drainage w/o tee fittings. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/17. KNIGHTON* 0. W. 
Licensing Branch 3. 3pp. 28021:290. 24X Fiche: 50-328, 84/12/17, 

8412200298. 


8412310345 Confirms that corrective action to matl, drain plugs 8c 
terminal blocks in Limitorque valve motor actuators 
completed w/excoptions noted in attachment, Justif ications 
for interim operation end. 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/21, KNIGHTON, 0. 
Licensing Branch 3. 7pp, 28121:316. 24X Fiche: 50-528, 84/12/21, 

8412310345. 


8412200152 Provides addl info re 031103 response to Generic Ltr 
83-28 on generic implications of ATWS events. Description of 
post-trip review program will be provided prior to initial 
criticality. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/18. KNIGHT0N,0. 
Licensing Branch 3. 3pp. 28023:168. 24X Fiche: 50-528, 04/12/18, 

8412200132. 


8412280044 Confirms that required corrective actions re environ 
qual if icati on of Limitorque valve actuators complete & 
justifications for interim operation provided in 841221 ltr 
no longer applicable 

VAN BRUNT.E.E. Arizona Public Service Co. 84/12/26. KNIGHTON, 0. 
Licensing Branch 3. 3pp. 28110:105. 24X Fiche: 50-528, 04/12/26, 

8412280044. 


8412200174 Clarifies radweste sys 8< ALARA procedures. Backflushable 
purification sys flltsr 8* crud subsystem changed to 
disposable cartridge filter to meet lOCFR6i criteria. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/18. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 28019:054. 24X Fiche: 30-528. 84/12/18, 

8412200174. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


B4121T0259 Forwards SSER 6 (NUREG-0857) re application for OL, W/o end. 
KNIGHTON, O. W. Licensing Branch 3. 84/11/05, VAN BRUNT.E.E, 

Arizona Public Service Co. 3pp. 27899:123. 24X 

Fiche: 50-528, 84/11/05, 8412110259. 
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S4120701^>4 Rttnuests schedular exemption from 840927 commitment to use 
backup sampling to meet r eq,uirBments of NUREG-0737* Item 
II. S. 3 be granted, prior to exceeding 5Y. power, due to mods 
renuired on post-accident sampling sys. Action plan end. 

VAN BRUNT. E.E. Arizona Public Service Co. 04/12/03. KNI OHTON. 0. W. 

Licensing Branch 3. llpp. 27814:221. 24X Fiche: SO-32S. 84/12/03. 

8412070164. 


0412110102 Informs that safety-related mechanical eciuipment 
Qualification program completed, per SSER 5 (NUREG-0857) - 
VAN BRUNT.E. E. Arizona Public Service Co. 84/12/07. KNIGHTON. 0. W. 
Licensing Branch 3. 2pp. 27830:103. 24X Fic he: 50-528. 84/12/07. 

S412110102. 


8412030068 Confirms S41026 telcon re inclusion of App R spurious 
actuation analysis summary for each zone into prefiro 
strategies book. Revised book will be Issued by 850131. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/03. KNIGHTON. G. W. 
Licensing Branch 3. 2pp. 27767:328. 24X Fic he: 30-320. 84/12/03. 

8412030068. 


8412030479 Discusses emergency preparedness dose assessment capability. 
Chemical 8t radiological analysis computer sys is primary sys 
used far post-accident dose assessment. Sys expected to be 
installed & tested by June 1985. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/03. KNI OHTON. 0. W. 
Licensing Branch 3. 3pp. 27763:215. 24X Fiche: 50 - 328 . 84/12/03. 

8412050479. 


04121 10316 Confirms that seismic qualification program complete w/ 
exception of end justifications for interim operation re 
equipment not expected to be qualified prior to fuel load, 
per SSER 5 <NUREO-OS37) . ^ , 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/07. KNIGHTON. 0. W. 
Licensing Branch 3. 6pp. 27832:056. 24X Fiche: 30-528. 84/12/07. 

8412110316. 


8412060311 Forwards various items mailed to residents in 10-mile 
emergency planning tone, Info available to ensure 
residents notified of actions should emergency occur. 

W/tu»Q oversize drawings. Aperture cards in PDR. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/04. KNIGHTON. G. W. 
Licensing Branch 3. 34pp. 27825:012. 24X Fiche: 30 - 528 , 84/12/04. 

8412060311. 


0412120099 Confirms that pomp it valve operability assurance program for 
Unit 1 complete u/exceptions noted in end justifications 
for interim operation, per Section 3. 9. 3. 2 of SER 
( NUREO-0837 > . 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/10. KNI QHTON. G. W. 

Licensing Branch 3. 9pp. 27889:178. 24X Fiche: 50-528. 84/12/10, 

8412 120099. 


8412060328 Forwards preliminary “Prompt Notification Siren Sys Test 
Ropt for 841024 Test," “Prompt Notification Siren Sys Test 
Rept,B31001" it “FEMA - 43 Rapt." per 841128 telcon. App 1 leant 
has met completed all requirements as stated in FEMA-43. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. KNIGHTON. 0. W. 
Licensing Branch 3. 4pp. 27794:060. 24 X Fiche: 30-528. 84/12/04, 

8412060328. 


F. Security, medical, emergency & fire protection plans 


8412070057 Forwards Insp Repts 50-528/04-44 it 50-529/84-31 on 
840909-1020. No noncorap 1 iance noted. 

KIRSCH, D. F. Region 5. Office of Director. 84/11/21. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp- 27820:326. 24X 

Fiche: 50-528, 84/11/21. 8412070037. 


—8412070066 Insp Repts 50-528/84-44 8. 30-529/84-31 on 840909-1020. No 
violation noted. Major areas inspected: preoperational testing 
activities, emergency procedures. deficiency evaluation rept 
followup 8( IE circular followup. 

ZIMMERMAN.R. . MILLER, L. Region 5. Office of Director. 84/11/21. 
9pp. 27820:328. 24X Fiche: 30-528, 84/11/21. S41207OO57. 


0412130474 Forwards public version of revised emergency plan 
implementing procedures, including EPIP-02 re emergency 
classification it EPIP-03 re notification of unusual «vent. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/21. KNIGHTON, 0. W. 
Licensing Branch 3. 3pp. 27918:001. 24X Fiche: 50-528. 84/1 1/21. 

8412130474. 


—8412130479 Public version of revised emergency plan implementing 
procedures, including EPIP-02 re emergency classification 8< 

EP IP-03 re notification of unusual event. Privacy info 
deleted. W/841206 release memo. oav 

* Arizona Public Service Co. 84/11/21. 260pp. 27918:004. 24X 

Fiche; 50-528, 84/ 11/21, 8412130474. 


8412010071 Forwards evaluation of multiple high impedance cable 
failures in Class lE power distribution sys. per 841029 
request. Failures cannot cause deenergization of any circuit 
not directly affected by exposure fire. ^ 

VAN BRUNT. E.E, Arizona Public Service Co. 84/11/20. KNIGHTON. G, 
Licensing Branch 3. 8pp. 27704:339. 24X Fiche: 50-528, 84/1 1/28. 

8412010071. 


6412040214 Forwards “Palo Verde Offsite Emergency Preparedness 
Exercise 1984" 8c "Palo Verde Nuclear Generating Station 
Offsite Emergency Response Plans Exercise. 830511. " 

KRIMM, R.W. Federal Emergency Management Agency. 84/11/28. 

JORDAN, E.L. Division of Emergency 

Response (Post 830103). Ip. 27744:164. 24X Fiche; 50-528. 84/11/28. 

8412040214, 


—8412040218 "Palo Verde Offsite Emergency Preparedness Exercise 1984. 
* Federal Emergency Management Agency. 94/10/10. 43pp. 

27744:165. 24X Fiche: 50-528. 84/11/28, 8412040214. 


— 8412060332 Preliminary "Prompt Notification Siren Sys Test Rept for 

*^^ArizIJi%ublic Service Co. 04/10/24. 15pp. 27794:064. 24X 

Fiche: 50-528, 84/12/04, 8412060323. 


-8412060338 “Prompt Notification Siren Sys Test Rept. 831001 . " 

Arizona Public Service Co. 83/10/01. 15pp. 27794:079. 


—9412060342 “FEMA - 43 Rept. " 

* Arizona. State of, 84/05/31. 4pp. 
Fiche: 50-528. 84/12/04. 8412060328. 


27794:094. 24X 


8412060443 Clarifies position re control room staffing during emergency 
per telcon w/EA Llcitra. Clarification will be included in 
Section 4. 2, 2. 1 of Rev 6 to emergency plan. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. KNIGHTON. G. W. 
Licensing Branch 3. 2pp. 27794:253. 24X Fiche: 50-528. 84/12/04. 

8412060443. 


8412170095 Confirms items discussed at 841116 meeting re 
protection audit conducted at facility. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/04. 
Region 5. Office of Director. 4pp. 27936: 159. 24X 
Fiche: 90-528, 04/12/04, 8412170095. 


fire 

MARTIN. J. J. 


8412110309 Advises that to ensure adequate backup fire protection water 
suppression capability, design will be changed to add valve «< 
piping to isolate secondary suppression hose stations from 
orimaru supDression sys. Comp lotion expected by 850401. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/12/05. KNIGHT^. G. W. 
Licensing Branch 3. Ip. 27850:003. 24 X Fiche: 50-528. 84/ 12/05. 

8412110309. 


8412110036 Forwards response to 841113 request for addl info re App R 
spurious actuation evaluation. Fol lowing reactor trip, at 
least a h of charging u/unborated water can occur w/o loss 


of sobcritlcal conditions. 

VAN BRUNT. E. E. Arizona Public Service 
Licensing Branch 3. lOpp, 27055:019. 
8412110036. 


Co. 84/12/07. KNIGHTON, G. W. 
24X Fiche: 50-528. 84/12/07, 


8412110076 Forwards Rev 4 to training l( qualification plan. Rev 


withheld <raf 10CFR2. 790). 

VAN BRUNT.E. E. Arizona Public Service 
Licensing Branch 3. 2pp. 27852:264, 
8412110076. 


Co. 84/12/07. KNIGHTON. G. W. 
24X Fiche: 90-528. 84/12/07. 


—8412040236 "Palo Verde Nuclear Generating Station Offsite Emergency 
Response Plana Exercise, 830511. " 

* Federal Emergency Management Agency. 83/05/11. 

27744:231. 24X Fiche; 50-528. 84/11/29. 8412040214. 


51pp. 


0412030070 Ack recent Region V decision to install Health Physics 
Network (HPN) instead of FTS. as discussed in plant emergency 
plan. Util awaiting guidance on HPN requirements it schedule 
for installation. Emergency plan will be ukiTnurnw a u 

VAN BRUNT.E. E. Arizona Public Service Co. 

Llc.n.lnj Br.nch 3. 3pp. 27724:311. 24X Fleh.: 30-S2B. 84/11/29, 

8412030070. 


0412110301 Forwards info re Amend 13 to FSAR in response to request for 
info re fire protection program. Resolution of fire damper 
operability problems will be addressed in final deficiency 

VAN^BRUNTrEl^E!*^ ^Arizona Public Service Co. 84/12/07. 

Licensing Branch 3. 37pp. 27050:017. 24X Fiche: 50-928. 84/12/07. 

8412110301. 
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841212014S Forward* sthadula for meeting re<iuirem«nts for emergency 
response capability contained in Suppl t to NUREO-0737 
iOeneric Ltr 82~33}. Description of implementation & 
integration of response activities end. 

VAN BRUNT. E.E. Arirona Public Service Co. B4/12/10, KNI OHTON. 0. W. 
Licensing Branch 3. 14pp. 27851; I4«?. 24X Flche: 30-528, B4/12/10, 

8412120143. 


8412060266 Forwards Rev 1-NP to Final Rept CEN-265(V)-NP re resl*tanr. 
temp detector thermowel 1, Rev 1-NP to Final Rept 
CEN-271 ( V>-NP dtd Aug 1934 re reactor coolant pumps Rept 
CEN-205<V>-NP. W/o ends. Related correspondence. 

DEWEY, L.S. Hearing Branch 3. #484 460. 84/12/03. BERNABEI.L 

Oovernment Accountability Project. Ip, 27792:360 24X 

Fiche: 50-329, 84/12/03, 8412060266. 


8412120263 Forwards summary of F8AR Amend 13 changes to util responses 
to original NRC fire protection auestions. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 6pp. 27887:354. 24X Fiche: 30-528, 84/12/10, 

8412120265. 


8412120375 Forwards draft proposed FSAR fire protection changes re rev 
to description of CQ2 sys,hose lengths, barrier ratings 
updating location <c type of hose cabinets, hose seals & 
portable extinguishers. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/10. KNIGHTON, G. W. 
Licensing Branch 3. 81pp. 27875:012, 24X Fiche: 50-528, 84/12/10, 

8412120373. 


8412130335 Forwards draft proposed FSAR changes describing minor revs 
to ESF actuation sys sequencer testing Si change to sequenced 
start time of diesel generator HVAC. Changes also add local 
panel emergency start control. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, G U 
Licensing Branch 3. 18pp. 27902:001, 24X Fiche: 50-328. 84/12/10. 


8412130379 Forwards proposed draft FSAR changas. revising description of 
emergency lighting sys. evacuation it offsite communication 
sys it clarifying offsite power connection. Changes will be 
included in Amend 14 to FSAR. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/10. KNIGHTON. 0. W. 
Licensing Branch 3. 68pp. 27903:332. 24X Fiche: 50-328, B4/12/loi 

8412130379. 


8412210267 Advises that parties agreed in principle to settlement of 
remaining contentions in proceeding. Parties request that 
prefiling of written testimony be indefinitely postponed. 

Related correspondence. 

DEWEY, L.S. Hearing Branch 3. #484 719. 84/12/12. LAZO, R M 

Safety and Licensing Board Panel. tp 
28034:344. 24X Fiche; 30-329, 84/12/12, 8412210267. ^ 


Q. Inspection reports, IE Bulletins 8c correspondence 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/11/19. Consol idated Edison Co of Ntu 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/11/19, B4iii30064. 


8412070057 Forwards Insp Repts 50-528/84-44 8c 50-529/84-31 on 
840909—1020. No noncompliance noted. 

KIRSCH. D. F. Region 5, Office of Director. 84/11/21. VAN BRUNT, E E 
Arizona Public Service Co. 2pp. 27820:326. 24X 

Fiche: 50-328, 84/ 1 1 /2 1 . 84 1 2070057. 


8412070066 Insp Repts 50-328/84-44 8c 50-529/84-31 on 840909-1020. No 
violation noted. Major areas inspected: preoperational testing 
activities, emergency procedures, def i c ienc y evaluation rept 
followup 8c IE circular followup. 

ZIMMERMAN.R. , FIORELLI, 0. , BOSTED, C. Region 5. Office of Director 

84/11/21. 9pp. 27820:328. 24X Fl che : 50-528, 84/1 1 /2i . 841207005?' 


8412140197 Advises that all control room human engineering 
discrepancies comp leted, except Item 128 re change out of 
amber «c green annunciator windows, due to vendor procurement 
problems. Corrective action will be completed by 830115. 

VAN BRUNTiE, E. Arizona Public Service Co. 84/12/12 KNIGHTON, 0 W 
Licensing Branch 3. 3pp. 27920:149. 24X Fiche: 50 - 528 . 84 / 12 / 12 , ’ 




8412140341 Forwards Insp Repts 50-528/84-50, 50-529/84-34 
on 840924-1003 8c notice of violation. W/o notice of 
violation 

KIRSCH, D.F. Division of Res 1 dent, Reac tor Project Sc Engineering 
Programs. 84/11/26. VAN BRUNT. E. E. Arl z ona Pub 1 ic Servl ce Co 
2 pp. 27954:056. 24X Fiche; 50-328, 84/1 1/26, 8412140341. 


8412270487 Notification of 841213 meeting w/util it Bechtel in Bethesda, 
MD to discuss fire protection program. 

LICITRA. E. A. Licensing Branch 3. 84/12/12. KNIGHTON. G. W. 

3- 3PP- 28107:347. 24X Fiche: 50-528. 84/12/12. 


8412140348 Insp Repts 50-528/84-50.50-529/84-34 Sc 50-530/84-24 on 
840924-1003. Violation noted ; fai lure to evaluate technical 
acceptability of as-found conditions of thread engagement 
problems. 

‘ IVEY.K.D. , MILLER. L. F. Region 5. Office of Director. 
84/11/23. lOpp, 27954:058. 24X Fiche. 50-528, 84/1 1/26. 8412140341. 


8412170096 Confirms that fire detectors Sc remote Shutdown Panel T-Cold 
indication installed Sc tested, per 841016 request. 

VAN BRUNTiE. E, Arizona Public Service Co. 84/12/13 KNIGHTON, 0 W 
Licensing Branch 3. 4pp. 27937:191. 24X Fiche: 50 - 528 , 84 / 12 / 13 , ’ 


3411210360 IE Info Notice 84-84, "Deficiencies in Ferro-Resonant 
Transformers." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/11/27. Consolidated Edison Co. of New 

York, Inc. 126pp- 27807:179. 24X Fiche; 50-000. 84/11/27, 8411210360, 


8412180577 Forwards draft proposed FSAR changes re fire protection 
program. Changes identify addl locations within auxiliary 
bldg where 150-ft hoses will be installed Sc clarifies figure 
to indicate changes. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/13. KNIGHTON, Q. W. 

Bt'anch 3. 19pp. 28002:304, 24X Fiche: 30-528, 84/ 12/1 si 

8412180977* 


8412170501 Forwards Insp Repts 50-528/84-49,50-529/84-33 St 
50-530/84-23 on 841105-09. No violation noted. 

WENSLAWSKIi F. A. Region 5, Office of Director. 84/11/29. 
BRUNT. E.E. Arizona Public Service Co, 2pp. 27968:136. 
Fiche: 50-328, 84/11/29, 8412170501. 


VAN 

24X 


8412310329 Submits evaluation of exhaust duct In flammable gas storage 
room, per util 841204 ltr re fire protection review Design 
meets requirements of NFPA 51. Auxiliary bldg exhaust fans 
will be started when const completed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/17, MARTIN, J. B. 
Region 5, Office of Director. 2pp. 28121:348, 24X 

Fiche: 50-528. 84/12/17. 8412310329. 


8412260213 Advises that Human Engineering Discrepancy 128 re changeout 
of amber St green annunciator windows completed, per 841212 
commitment on control room design review. 

VAN BRUNT.E, E. Arizona Public Service Co. 84/12/20. KNIGHTON, G. W. 

28035:066. 24X Fiche: 50-528. 84/12/20. 


0 , Adjudicatory correspondence 


end. Related correspondence. 

DEWEY. L.S. Hearing Branch 3. #484 463. 84/11/26. LAZO, R M . 

Atomic Safety and Licensing Board Panel 
27794: 292, 24X Fiche: 50-329. 84/11/26, 8412060475, 


Ip. 


— 8412170512 Inps Repts 50-528/84-49,50-529/84-33 Sc 50-530/84-23 on 
841105-09. No noncompliance noted. Major areas inspected: 
pr eop erat i onal test of radiation monitoring sus Sc 
NUREG-0737, Items II. B. 3 Sc II.F. 1. 

SHERMMAN, C. I. , GRAYSON, W. M. , YUHAS, 0. P, Region 5, Office of 
Director. 84/11/28. 9pp. 27968:138. 24X Fiche: 50-528, 84/11/29. 

8412170501, 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end, 

GRACE, J.N. Division of QA, Safeguards Sc Inspection Programs (Post 
830103). 84/11/30, Consolidated Edison Co, of New York, Inc. 

88pp. 27967:086. 24X Fi che : 50-000. 84/11/30, 841 1280366, 


8411280370 IE Info Notice 84—86. "Isolation Between Signals of 
Protection Sys Sc Nonsaf ety-Related Equipment. *' 

Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness Sc Engineering 
Response- (Post 830103). 84/11/30. Consolidated Edison Co. of New 

York, Inc. 116pp. 27965:224. 24X Fiche; 50-000, 84/1 1/30. 0411280370. 


8412030021 IE Info Notice 84-87, "Piping Thermal Deflection Induced by 
Stratified Flow. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/12/03. Consolidated Edison Co. of New 

York. Inc. H7pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 8412030021. 
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8412030028 IE Info Notice 84-88, “Standby Oas Treatment Sys Problems, " 
5vc list end. 

JORDAN, E.L, Division oP Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

york. Inc 122pp. 27966:093. 24X Fic he: 50-000, 84/12/03, 8412030028. 


8412200230 Contends that spent fuel pool cooling pumps exempt from ASME 
Section XI insp/testing req.ulrem»nt5. Deletion of pumps from 
ASliE reauirements does not reduce level of safety. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/18. KNIGHTON, (2. W. 
Licensing Branch 3. 2pp. 28023:166. 24X Fiche: 50-328. 84/12/18. 

8412200230. 


8412270345 Forwards Insp Repts 50-528/84-47,50-529/84-36 & 50-530/84-25 
on 841015-1102 II notice of violation. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/05. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28115:307. 24X 

Fiche: 50-528, 84/12/05, 8412270345. 


— 8412270393 Notice of violation from insp on 841015-1102. 

MILLER, L. Region 5, Office of Director. 84/12/05. Ip. 
28115:309. 24X Fi c h e : 50-528, 84/ 12/05. 8412270345. 


— 8412270397 Insp Repts 50-528/84-47-, 50-529/84-36 & 50-530/84-25 on 
841015-1102. Violation noted: pipe support beam attachment 
ucldcd to lower beam flange on east St west sldes,rather than 
north & south. 

SORENSEN, R. C. , WA(3NER, W. J. , HOLLENBACH, D. Region 5, Office of 
Director. 84/11/29. 18pp. 28115:310. 24X Fiche: 50-528, 84/12/05. 

8412270345. 


8412050001 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsena 1 1 lied 316 Stainless Steel. " Svc list end. 

JORDAN, E.L, Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

Vork, Inc llBpp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050081 . 


8412260300 Commits to addition of Valves PC-V-21 5, CT-V-OlB ft CT-V-019 
to ASME Section XI program. All active components necessary 
to transfer water from refueling water or condensate 
storage tanks will meet code inservice insp reguirements 
VAN BRUNT, E. E. Arizona Public Service Co. 84/12/20. KNIOHTaN, 0. W. 
Licensing Branch 3. 2pp. 28057:355. 24X Fiche: 50-328, 84/12/20, 


8412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstlne question concerning 
SALP ratings, answers to memo 8, updated SALP - - 

MARTIN. J.B. Regions. Office of Director. 84/12/26. DEYOUNO.R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche: 30-000, 84/12/26, 8412310326. 


— 8412310339 Forwards Commissioner Asselstlne 841212 request for info 
concerning SALP ratings. Updated SALP ratings 8, responses to 
Questions 4 lEt 5 needed by 841226. W/o end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/21. MURLEY. T. E. Region 
5pp. 28121:340. 24X Fi che: 50-000, 84/12/26, 8412310326. 


S. Reportable occurrences, LERs It related corresponde^e 


8412030090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. 114pp. 27966:215. 24X Fiche: 50 - 000 , 84/12/07, 8412050090. 


9410190247 Forwards interim Deficiency Rept DER 84-29 re buildup of 
matl on diesel generator HXs, In response to 841003 
BAER,R.L. Engineering It Generic Communications 

HENDRICKS, A, Wisconsin Protective Coatings Co. Ip. 27B70. 187. 24X 

0-4 ■So-!SS9, 64/10/15, 8410190247. 


8412280085 Forwards Insp Repts 50-528/84-39.50-529/84-28 St 50-530/84-19 
on B40904-1026. No violations identified. Rept summarizes 
activities conducted at intervals from 840227-1026. 

KIRSCH, D.F. Division of Resident, Reactor Project l< Engineering 
Programs, 84/12/07. VAN BRUNT, E. E. Arizona Public Service Co. 

2pp. 28128:283. 24X Fiche: 50-528, 84/12/07, 8412280085. 

— B4122B0096 Insp Repts 50-528/84-39,50-529/84-28 It 50-530/84-19 on 
840904-1026. No violations noted. Major areas inspected: 
allegations re sys turnover, documentation improprieties St 
engineering errors. 

NARBUT, P.P. , IVEY, K. , BURDOIN, J. Region 5, Office of Director. 
84/12/03. 34pp. 28128:285. 24X Fiche: 50-528. 84/12/07, 8412280085. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response* (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. Il6pp. 28032:130. 24X Fiche: 50 - 000 , 84 / 12 / 10 , 8412060594. 

8412310273 Forwards Insp Repts 50-528/84-54,50-529/04-37 St 50-530/84-26 
on 841112-23. No violation or deviation noted. 

KIRSCH, D.F. Region 5, Office of Director. 84/12/10. VAN BRUNT, E, E. 

Arizona Public Service Co. 2pp. 28135:034, 24X 

Fiche: 50-528,84/12/10. 8412310275. 

— 8412310281 Insp Repts 50-528/84-54,50-529/84-37 St 50-530/84-26 on 
841112-23. No violation or deviation noted. Major areas 
inspected: const open items, IE bulletins, violations St 
implementation of TMI lessons learned actions. 

HOLLENBACH, D. , SORENSEN, R. C. . NARBUT, P. Region 5, Office of 
Director, 84/12/07. 16pp. 28135:036. 24 X Fiche: 50-528, 84/12/10. 

8412310275. 

8412180538 Forwards clarification on 840919,1029 It 1203 Itrs re 
equipment qual if ication. Status of util review It disposition 
on IE Info Notices 84-57 & 83-72 It add! info re 

qualification of thermocouples provided. « 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/13. 

Licensing Branch 3. 7pp. 28003:265. 24X Fiche: 50-328, 84/12/13. 

84 12180338 . 

8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison ®o- oJ^New 

York, Inc. Il9pp. 28123:131. 24X Fiche: 50 - 000 , 84/12/ 17, 8412120541. 

8412120547 IE Info Notice 84-93. "Potential for Loss of Water from 
Ref^ueling Water Cavity. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Jo. ®f New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50 - 000 , 04/12/17, 8412120547. 


8412010109 Interim Deficiency Rept DER 84-41 rt adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on 840524. Final rept will be i«ued by 
B41121 P.ndini, compl.Hon of inv..tis.tlon t „ 

VAN 8RUNT.E.E. Ariion. PuSUc S.rvlc. Co. 84/11/07. BISHOP.T.W. 
Region 5, Office of Director. 2pp. 27706:062. 24X 

Fiche: 50-528. 84/11/07, 8412010109. 

8412070177 Final Deficiency Rept DER 84-69 re reactor protection sys 
shunt trip contacts. Barr ler matl removed to provide 1/16- 
inch clearance around moving parts for relays. Cond ition not 

reportable per iOCFRSO. 55(e ) . nr^HOP T U 

VAN BRUNT, E, E. Arizona Public Service Co. 84/11/09. BISHOP, T.W. 
Region 5, Office of Director. 6pp. 27837:185. 24X 

Fiche: 50-528, 84/11/09, 8412070177. 

8412070186 Final Deficiency Rept DER 84-82 re Borg-Warner check valves. 
Initially reported on 841010. Defic iency not reportable per 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/09. BISHOP.T.W. 
Region 5, Office of Director. 2pp. 27837: 183. 24X 

Fiche-; 50-528, 84/11/09, 8412070186. 

8412010149 Interim Deficiency Rept DER 84-27 re improperly handled 
instrumentation from Wald inger. Due to extensive 
investigation Ic evaluation, final rept delayed until 841127 
VAN BRUNT, E. E. Arizona Public Service Co. 84/11/12. BISHOP.T.W. 

Region 5. Office of Director. 2pp. 27711:239. 24X 

Fiche: 50-528, 84/11/12* 8412010149. 

8412010122 Final Deficiency l< Part 21 Rept DER-82-76 

solenoid valves not meeting spec/test requirements. Initially 
reported on 821 124. Valves inspected it refurbished or 

VAN^BRUNT, E. E. Arizona Public Service Co. 84/11/14. BISHOP.T.W. 

Division of Resident, Reactor Project & Engineering Programs. 9pp. 
27709:295. 24X Fiche: 50-528, 84/11/14, 8412010122. 

8412070161 Interim Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards tasting. Initially 
reported on B40B17. Due to extensive evaluation, final rept 

delayed unt i 1 841 130. « qa j 1 1 / ^ a n TRwnPi T W 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/14. BISHOP.T.W. 

Region 5, Office of Director. 2pp. 27837: 196. 24X 

Fiche: 30-528, 84/11/14, 8412070161. 

8412010016 Final Deficiency Rept DER 84-15 re welds attaching pipe 
restraint supports less than design calculated 
dimensions, NCRs will be issued to correct deficiencies. 

Condition not reportable per 10CFR50. 55(e ) . utpbch, D F 

VAN BRUNT, E.E, Arizona Public Service Co, 84/11/13. KIRSCH, D.F. 
Region 5, Office of Director. 6pp. 27707:356. 24X 
Fiche: 30-529, 84/11/13*8412010016. 
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8412010037 Final Deficiency Rept DER 84-55 re possible installation of 
four Foxboro modules intended for Unit 1 in Unit 2. Initially 
reported on 840S17. Six Foxboro modules targeted for other 
units installed in Unit 1. 

VAN BRUNT, E.E. Arizona Public Service Co. B4/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 5pp. 27704:056. 24X 

Fiche: 50-528, 84/11/15, 8412010037. 


8412010137 Final Deficiency Rept DER 83-73 re unqualified Foxboro pouer 
supplies. Initially reported on 831027. Class QIE supplies 
will be removed 8* replaced ui/correct pouer supply as 
required. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/15. KIRSCH,D.F. 
Region 5, Office of Director. 7pp. 27709:338. 24X 

Fiche: 50-528. 84/11/15. 8412010137. 


8412010146 Interim Deficiency Rept DER 84-72 re defective HPSI pump 
miniflow isolation valve. Initially reported on 840925. Due to 
extensive Investigation & evaluation required, final rept 
delayed until 841130. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27710:357. 24X 

Fiche: 50-528, 84/11/15, 9412010146. 


8412070203 Interim Deficiency Rept DER 84-36 re HPSI injection valve 
cavitation. Initial ly reported on 840517. Due to extensive 
evaluation, final rept delayed until 841129. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/21. KIRSCH, D F 
Region 5, Office of Director. 2pp. 27837:181. 24X 

Fiche. 50-529, 84/11/21, 8412070203. 


8412120080 Interim Deficiency Rept DER 84-40 re corrosion of auxiliary 
feedwater pump. Initial ly reported on 040605. Due to extensive ’ 

investigation & evaluation r equired, final rept delayed until 
841204. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/11/23. KIRSCH, D F. 
Region 5, Office of Director. 2pp. 27910:334. 24X 

Fiche: 50-529, 84/11/23, 8412120080. 


8412120446 Interim Deficiency Rept DER 84-27 re Improperly handlad 
instrumentation from Waldinger. Initially reported on 840510. 

Due to extensive Investigation & evaluation required, final 
rept delayed until 841207. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/26. KIRSCH, D.F 
Region 5, Office of Director. 2pp. 27909:360. 24X 

Fiche: 50-528, 84/11/26, 8412120446. 


8412010167 Final Deficiency %t Part 21 Rept DER 84-68 re Robert Sham 
essential chiller temp switch. Initially reported on 840910. 

New temp switches installed in Unit 1. Units 2 »< 3 temp 
switches will be replaced 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/15. KIRSCH, D, F. 
Region 5, Office of Director. 6pp. 27711:321. 24X 

Fiche: 50-528, 84/11/15. 8412010167. 


8412130625 Part 21 & final Deficiency Rept DER 84-25 re contalnmint 
supply registers that would not cycle. Initially reported on 
840501. Future fabrications will use TRW Fastener DD156307 
to restrain tension wire. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/27. KIRSCH, D.F, 
Region 5, Office of Director. 6pp. 27916:074. 24X 

Fiche: 50-528, 84/11/27, 8412130625. 


6412010188 Interim Deficiency Rept DER 04-64 re pipe support unable to 
be cycled through entire stroke. Initially reported on 
840904. Final rept delayed until 841130 due to extensive 
investigation. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27715:078. 24X 

Ficha: 50-528, 84/11/15, 8412010188. 


8412010190 Interim Deficiency Rept DER 84-54 re containment sump 
isolation valve. Initially reported on 840817. Due to 
extensive evaluation, final rept delayed until 041130, 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27711:338. 24X 

Fiche: 50-528, 84/11/15, 8412010190. 


8412120070 Final Deficiency Rept DER 84-83 re cavitation in HPSI 
injection line A. Initially reported on 841010. Design 
modified to include orifices downstream of existing 
orifices. Condition not reportable per 10CFR50, 55(e ) . 

VAN BRUNT, E.E. Arizona Public Service Co. 04/11/28, KIRSCH, D. F. 
Region 5, Office of Director. 5pp. 27911:210. 24X 

Fiche: 50-528, 84/11/28, 8412120070. 


8412120076 Final Deficiency Rept DER 84-36 re HPSI valve stalls just 
off closing seat when opening or closing. Initially reported 
on 840517, Valves replaced & damaged piping will be replaced 
as required. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/28. KIRSCH, D.F. 
Region 5, Office of Director. 5pp. 27910:279. 24X 

Ficha: 50-529, 84/11/28, 8412120076. 


8412010023 Interim Deficiency Rept DER 84-53 re loose bonnet St 
diaphragm bolts on PC St CH valves. Initially reported on 
840817. Due to extensive investigation, final rept delayed 
until 841129. 

VAN BRUNT, E.E, Arizona Public Service Co, 84/11/16. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27709:178, 24X 

Fiche: 50-528, 04/11/16, 8412010023. 


8412130628 Part 21 St final Deficiency Rept DER 84-44 re fatigue 
failure of charging pomps. Initially reported on 841128. 

Maint St insp program will be implemented. Deficiency not 
reportable per 10CFR50. 55( e ) or Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/11/28. KIRSCH, D. F. 
Region 5, Office of Director. 6pp. 27916:057. 24X 

Fiche: 50-528, 84/11/28, 8412130628. 


8412010028 Interim Deficiency Rept DER 84-56 re inconsistent closing of 
fire dampers. Initially reported on 840822, Due to extensive 
investigation, final rept delayed until 841129. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/16. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27709:183. 24X 

Fiche; 50-528, 84/11/16, 0412010028. 


8412010087 Interim Deficiency Rept DER 84-44 re fatigue failure of 
charging pumps. Initially reported on 840706. Due to 
extensive evaluation, final rept delayed until 841129. 

VAN BRUNT, E.E. Arizona Public Service Co, 84/11/16. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27706:065. 24X 

Fiche: 50-528, 84/11/16, 8412010087. 


8412010164 Interim Deficiency Rept DER 84-06 re defects In absolute Sc 
deviation alarm modules supplied by Foxboro. Initially 
reported on 840216. Due to extensive investigation Sc 
evaluation required, final rept delayed until 841130. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/16. KIRSCH, D. F. 
Region 5, Office of Director. Ip. 27711:327. 24X 

Fiche: 50-528, 84/11/16, 8412010164. 


8412140017 Interim Deficiency Rept DER 84-56 re inconsistent closing of 
fire dampers. Initially reported on 840822. Due to extensive 
investigation S< evaluation required, next rept will be 
submitted by 841212. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/28. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27955; 142. 24X 

Fiche: 50-528, 84/11/28, 8412140017. 


8412060600 Forwards util 840925 deficiency rept to NRC re buildup of 
matl on Cooper Energy Sves diesel generator HXs, per 841121 
request. 

BAER,R. L. Engineering Sc Generic Communications Branch. 84/11/29. 
HENDRICKS. A. Wisconsin Protective Coatings Co. Ip. 27828:205. 24X 

Fiche: 50-529. 84/11/29, 8412060600. 


8412130606 Interim Deficiency Rept DER 84-81 re HPSI valve hesitation. 
Initially reported on 841009. Due to extensive investigation 
Sc evaluation required, nex t rept delayed until 841212, 

VAN BRUNT, E.E. Arizona Public Service Co. 34/11/29. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27915:362. 24X 

Fiche: 50-529, 84/11/29, 8412130606. 


8412060644 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on 840524. Due to extensive eveluetion, 
next rept delayed until 841203. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/20. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27825:120. 24X 

Fiche: 30-528, 84/11/20, 8412060644. 


84121^048 Interim Deficiency Rept DER 84-25 re containment supply 
registers which would not cycle. Initially reported on 
841120 extenelve evaluation, final rept delayed until 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/20. KIRSCH, T. W. 
Region 5, Office of Director. 2pp. 27862:003. 24X 

Fiche: 50-528, 84/11/20, 8412100048. 


8412140029 Interim Deficiency Rept DER 84-53 re bonnet St diaphragm ruti 
Sc bolts found loose on PC Sc CH valves. Initially reported on 
840817. Due to extensive investigation Sc evaluation 
required, next rept will be submitted by 341129. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/29. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27954:359. 24X 

Fiche: 50-528, 84/11/29, 8412140029. 


8412110210 Interim Deficiency Rept DER 84-06 re absolute S< deviation 
alarm modules supplied by Foxboro. Initially reported on 
840216. Due to extensive investigation S< evaluation, fina 1 
rept delayed until 841207. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCHiD.F, 
Region 5, Office of Director. 2pp. 27893; 132. 24X 

Fich*: 50-528, 84/11/30, 8412110210. 
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,12110255 Interim Deficiency Rept DER 84-54 re containment sump 
isolation valve, Init ialiy reported on 840817. Due to 
extensive investigation & eval uation* final rept delayed 

E. E. Arizona Public Service Co. 84/11/30. KIRSCH.D. F. 
Division of Resident, Reactor Project & Engineering Programs. 2pp. 
27893:094. 24X Fiche; 50-528, 84/1 1/30. 84121 10255. 


8412200127 Revised final Part 21 & Deficiency Rept DER 84-77 re 
potential leakage path in seal of threads between Rosemount 
sensor module 8< housing. Initially reported on 841003. 

Rosemount corrective actions end. 

VAN BRUNT. E. £. Arizona Public Service Co. 84/12/06, KIRSCH. D. F. 
Division of Resident, Reac tor Project & Engineering Programs. 13pp. 
28031:244. 24X Fich e: 50-528. 84/12/06, 8412200127. 


,j2lj0277 Interim Defiency Rept DER 84-76 re diesel generator stator 
temps. Initially reported on 841003. Due to extensive 
investigation k evaluation, final rept delayed until 841211. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F. 
Division of Resident. Reactor Project 8c Engineering Programs, 2pp. 
27893: 092. 24X Fiche: 50-528.84/11/30, 8412110277. 


8412200342 Final Deficiency Rept DER 84-90 re reactor vessel snubber. 
Initially reported on 841 106. Condition not reportable per 
10CFR50. 55(6). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/06. KIRSCH, D. F. 
Division of Resident, Reac tor Project & Engineering Programs. 2pp. 
28031:085. 24X Fiche: 50-528, 84/12/06, 8412200342. 


Interim Deficiency Rept DER 84-74 re defective Class IE 
inverters supplied by Elgar. Initially reported on 840928. 

Due to extensive investigation 8c evaluation, final rept 
delay^tt until 841211. „ r- 

van brunt, E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F. 
Division of Resident, Reac tor Project k Engineering Programs. 2pp. 
27 893:090, 24X FI che: 50-528. 84/1 1 /30, 84121 10295. 


H2110393 Interim Deficiency Rept DER 84-64 re pipe support not cycled 
through entire stroke. Initially reported on 840904. Due to 
extensive investigation 8* evaluation required, next rept 
delayed until 841212. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/11/30. 

Region 5, Office of Director. 2pp. 27891:300. 24X 

Fiche: 50-528,84/11/30. 8412110393, 


KIRSCH. D. F. 


112110477 Interim Deficiency Rept DER 84-72 re HPSI pump ffllnifloui 
isolation valve. Initially reported on 840925. Due to 
extensive investigation it evaluation, final rept delayed 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27891:177. 24X 

Fiche: SO-528, 84/11/30, 8412110477. 


H2130S95 Final Deficiency Rept DER 84-88 re grout missing under 
downcomer feedwater lines. Initially reported on 841031. 

Grout replaced for two west downcomer feedwater line 
five-way restraints. Not reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. B4/11/30. KIRSCH, D. F. 

Region 5, Office of Director. 4pp. 27916:113. 24X 

Fiche: 50-528, 84/11/30, 8412130595. 

1-12130610 Interim Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Due to extensive investigation k 
evaluation required, next rept delayed until 841212. „ _ 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F. 

Region 5, Office of Director. 2pp. 27916:005. 24X 

Fiche: 50-528. 84/11/30, 8412130610. 


^12130346 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on 840524. Due to extensive matls testing 
parf ormed. next rept delayed until 841213. n a 

VAN BRUNT, E.E. Arizona Public Service Co, 84/12/03. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27901:350. 24X 

Fiche: 50-528,04/12/03, 8412130346. 


412130359 Interim Deficiency Rept DER 84-40 re auxiliary 
pump. Initially reported on 840605. Info will be finalize 
by S41213 k complete rept submitted, 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/04. 
Region 5, Office of Director. 2pp. 27901:344. 24X 

Fiche: 50-529,84/12/04. 8412130359. 


feedwater 

d 

KIRSCH, D. F. 


412130387 Final Deficiency Rept DER 84-78 re Valcor solenoid valves. 
Initially reported on 841004. Changes on Page 2, Section HI. 
Paragraph 1 of 841116 Itr should read as listed. n c 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/04. KIRSCH. D.F, 
Region 5, Office of Director. 2pp, 27901:361. 24X 

Fiche: 50-528. 04/12/04, 8412130387. 


8412210072 Deficiency Rept DER 84-89 re evaluation of incorrectly 
mounted Barton Model 764 transmitters. Initially reported on 
B41106. Condition not reportable per 10CFR50, 55<e ), „ _ 

VAN BRUNT, E. E. Arizona Publ)ic Service Co. 84/12/06. KIRSCH, D. F. 
Region 5. Office of Director. 2pp. 28052:076. 24X 

Fiche: 50-528. 84/12/06. 8412210072. 


8412210077 Interim Deficiency Rept DER 84-91 re evaluation of piece of 
metal found in reactor coolant pump. Initial ly reported on 
841107. Condition not reportable per 10CFR50. 55(e). „ - 

VAN BRUNT. E, E. Arizona Public Service Co. 84/12/06. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 28052: 165, 24X 

Fiche: 50-529, 84/12/06,8412210077. 


8412200276 Final Deficiency Rept DER 84-96 re containment purge valve 
closure time. Valve closure times reexamined as part of Tech 
Spec review process. Powered actuators will be replaced 

VAn"bRUNT,^L E!^*\rizona Public Service Co. 84/12/07. KIRSCH, D, F. 
Division of Resident, Reactor Project k Engineering Programs. 3pp. 
28031: 188. 24X Fi che : 50-528. 84/12/07, 8412200276. 


8412200105 Rev 1 to final Deficiency Rept DER 84-21 re Rosemount 
transmitters not torqued to specified value. Initially 
reported on 940430. Units 1 k 2 mounting hardware replaced to 
conform ui/matl k installation requirements. urooru n c 

VAN BRUNT, E, E. Arizona Public Service Co. 84/12/00. KIRSCH, D. F. 
Division of Resident, Reac tor Project Sc Engineering Programs. 6pp. 
onnril'rzsfl 24Y Fiche : 50-520. 84/ 12/08, 9412200105. 


8412200111 Final Part 21 k Deficiency Rept DER 84-93 re lack of support 
r^ils for Comslp cor® protection calculJitor/control element 
assembly operator modules. Initially reported on 841109. 

VAN*^BRSNT?E.^E.^^*Arizona Public Service Co. 84/12/08, KIRSCH, D, F. 
Division of Resident, Reac tor Project Sc Engineering Programs. 4pp. 
28031:285. 24X Fiche: 50-528, 84/12/08, 84122001 1 1. 


8412270471 Final Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Defic ioncy not reportable per 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/08. KIRSCH. D. F. 
Region 5, Office of Director. 9pp. 28115:141. 24X 

Fiche: 50-528. B4/12/0B, 8412270471. 


8412270583 Part 21 8< Final Deficiency Rept DER 84-56 re Rusk in Mfg Co 
fire dampers closing inconsistently. Initially reported on 
840822. Fire Dampers HJB-Mll reworked k now close under 

VAN^BRUNT°E. e!*" Arizona Public Service Co. 84/12/08. KIRSCH. D. F. 
Region 5. Office of Director. 5pp. 28113:314. 24X 

erj -kii... PA/IO/Ofl. r>4i S2705B3. 


412120174 Forwards draft proposed FSAR changes re mods made to LPSI 
pumps as result of startup testing per Deficiency Rept 
83-61. Changes will be incorporated in FSAR Amend 14 

VAN*BRUNT,E°L ^"Arizona Public Service Co. 04/12/10. 

Licensing Branch 3. 15pp. 27389:120. 24X Fiche: 50-528, 84/12/10, 

84 121 20 174. 


412200295 Interim Deficiency Rept DER 84-27 re improperly handled 
i netrumentatlon from Waldinger Corp. Initially reported o” 

040510, Due to extensive evaluation, final rept delayed until 
S41214. 

VAN BRUNT. E.E. Arizona Public Service Co, 84/12/05. KIRSCH, D.F. 
Division of Resident. Reactor Project k Engineering Programs. 2pp. 
28031:213. 24X Fiche: 50-528, 84/12/05, 8412200295. 


8412270486 Final Deficiency Repts DER 84-72 k DER 84-81 re HPSI pump 
mlniflow Valve 1JSIBUV667 failing to close k HP8I injection 
valves failing to open, respectively. Valves reworked k 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/12. KIRSCH, D.F. 
Region 5, Office of Director. 10pp. 28114:140. 24X 

Fiche: 50-528, 84/12/12. B4122704B6, 


412200077 Rev 1 to final Deficiency Rept DER 83-73 re unqualified 
Foxboro power supplies. Suppl ies originally shipped for use 
In non-Class IE cabinets *« installed in QIE cabinets will be 

documented k replaced w/lE sve Pow»r _ kirbch D F 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/06. KIRSCH. u.r. 
Division of Resident. Reactor Project k Engineering Programs. 7pp. 
28031:319, 24X Fiche: 50-528, 84/12/06, 8412200077. 


8412270495 Final Deficiency Rept DER 84-54 re failure of containment 
sump isolation valves to open electrically after manual 
closing. Valve operators reworked. utdoz-u n e- 

VAN BRUNT, E. E. Arizona Public Service Co, 84/12/12, KIRSCH, D, F. 
Region 5, Office of Director. 6pp. 28X14: 169. 24X 

Fiche: 50-528. 84/12/12, 8412270495. 
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temps. Hods mede to Unit 1 generator air supply & exhaust 
opening to increase air flow Mods for Units 2 8 c 3 will be 
completed prior to issuance of OL. 

Renlfln^il^'nafc Service Co. B4/12/12. KIRSCH, D. F. 

Region 3 j Office of Director. 4pp. 28114* 184 24X 

Ficho; 30“52Si 84/12/12, 8412270310. 


t" c,cie pip. 

support through entire stroke. Caused by shock suppressors 
dPMg.d durinj Pot Cunctlpn.! t..ting. Shock .upp”,J“r 
replaced it monitoring program initiated. 

Service Co. 84/12/12. KIRSCH. D. F. 
Region 3, Office of Director. 7pp. 28115:134. 24 X 

Fiche: 50-328. 84/12/12, 8412270321. 


r;:**.'’!!!*'**?"' Fo.horo Co 

absolute 8 c deviation alarm modules. Modules returned to 

Foxboro for replacement of potentiometers. Uni t 2 & 3 alarm 
modules will be inspected. aiarm 

Public Service Co. 84/12/12. KIRSCH, D.F 
Region 3, Office of Director. 3pp. 28113' 231 24 X 

Fiche: 30-528, 84/12/12, 8412270328. 


Deficiency Rept DER 84-27 re improperly handled 
w2ldTnmi*?*^°"/S°'" Maldinger Corp. Bechtel revieLd all 

** procedures of new installations 8 c 

work supporting startup 8 ( operations. 

S.rWc. Co. 84/12/12, KIfi 8 CH,D.F. 
Region 5, Office of Director. 8 pp. 28125:313 24X 

Fiche: 30-328, 84/12/12, 6412280413. 

Ml'ino?Ji^?L^ D.nci,otu R.pt DER 84-13 r. HVAC .oc.pt.nc. 
r*"® drawings for HVAC supports revised 
to provide sufficient details to assure proper instaUation 
misinterpretation by Waldinger Corp. 

Re?iM^ 3 ^'nia; Public Service Co. B4/12/12. KIRSCH, D F 

Region 3, Office of Director. 5pp. 28125:281 24X 

Fiche: 30-328, 84/12/12. 8412280448. 


8412310279 Final Deficiency Rept DER 84-41 re adeouacu of Cardinal 
Industrial Products product program for suJpJi^? '' Cardinal 

VAN^BRUNT*f“p not reportable per I0CFR50. S5(a ). 

VAN BRUNT, E, E. Arizona Public Service Co. 84/12/13 KIRSCH n p 
R egion 3. Office of Director. I 2 pp 28134 ' 033 D. F. 

Fiche: 30-328. 84/12/13, 841231^279 


Nuclwr «.n.r.tlns St.tlon Pr...nt«tlii 
Matls^"°" Industrial Products (CIP) Fastener 

* Arizona Public Service Co. 84/12/14. 33 pp. 28134' 045 24 X 

Fiche: 30-328, 84/12/13, 8412310279 . -iwij4,045. 24X 


8412270332 Final Deficiency Rept DER 84-98 re OE HFA relau contart 
..tun,, Cont«t. »m h. r..dju.t.d in .t'nrd.nc, 

4%t‘'J 85;8. =o3'‘==i;' ”■ "• 

Fich.: S0-S2B, 84/12/14, 8412270332 


VAN BRUNT, E. E. Arizona Public Service Co, 84/12/14 KIRfiCH n r 

Region s. Office of Director. 4pp. 28113: 334 24 X ^ 

Fiche: 30-328, 84/12/14, 8412270596. 


D®^lciency Rept DER 84-103 re diesel generator roof 
reported on 841213. Restraints designed to ^ 

prii; ;.%* ::“r2nir"''’”'’" 

rI^iSoT “• 

Fiche; 30-528, 64/12/14, B41220O2B4. 


"IS "‘’■ 



Region 3, 'oW‘ice'^oJ”i;.c?Sil.'‘= ?p*r''5s?24' ao^^'^^six 
Fiche; 30-328, 84/12/14, 8412280344 306. 24X 


"Erll;-""" ” ^s.:: 

Fiche: 30-329,84/12/14, 8412310186 il 6 . 24X 


DOCKET STN-SO-530 PALO VERDE NUCLEAR STATION, UNIT 3 

stage documents & correspondence 


«-w«.w-r rui sner response to FOIA request for documents re 

uSunri; Putlic Svc Co durin, hot functional 

testino dunnn loao n a... 


testing during Summer 1983. Documents listed in App A In PDR 
® withheld (ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/06/12 BEf!NAHP> 
Government Accountability Project. 4pp. 27931 076 24X 

Fiche; 30-528, 84/06/12. 8412120204. 


, ---a 6t soerfflai transients jl 

snubbers. Info on nozzle structural ** 
l^« ^i^ 2 ested ** reduced clearances 

BOSNAK, R.J. Mechanical Engineering Branch. 84/03/28 KNlGHTri 

24X Fiche: io-328"svSl?y*0. 

8412100294 Summary of 840919-20 meetings w/util & Bechtel in 
re status of equipment quail fication\ resolution^ 
testing problems w/RCS & LPSI pumps. Meeting agenda it list 
or attendees end. 

LICITRA.E A. Licensing Branch 3, 84/11/16. Licenaino Branch 

7 pp. 27870:303. 24X Fiche: 30-528, 84/1 1/16, 8412100294. ^ 

Suaaar, of 841009-10 aa.ting. c/ulil In Pho.nU.AZ r. 
I*hand.» incT’ I"*' iPif^tion hrogram. List of 

LICITRA, E. A. Licensing Branch 3. 84 / 11/19 i 'i fasnu, , ..uk n«- l 

5 pp. 27870:312, 24X Fiche: 30-528, 84/11/19, 8412100286. ^ 

PS-'R POS*. i-.fUctlng aai .xp.ct.d gUg 
volt.,. Of 102. SX.p.r 841026 t.lcon. Addl Info r. ov.rvSl^.J. ’ 

Uo«J ^ *■’•« P‘'- t'P‘ sPb.itt.d. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/29 KNlflHTflM o 
27723:248. 24X FrX^‘^0-32a!^SJdI/2;"‘ 

8412030^7 Advises that isolation device used for core protection 
** monitoring sys part of protection sys. 

^®‘l»^®»*' I«olation device environmentally 
qualified for use. ^ 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/29 KNIGHTON, 0 
SUM 30 S 37 *""" Flch..35:M8,B^;™^;^ 

®'‘i^2«??n''^^^'“ ‘P Footnoto 7. (hi in FSAR T.bl, 3 . 2-1 

^ hangers Sc supports to same classification as 
piping required for safety. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KNIGHTON, OW 

BUmJoSL ="!< Fichu 50-528. 8i;T™i 

8412040186 P°7Mrd. r.v to L,..ons Le.rn.d Impl.m.nt.tion H.pt.B.ctlon 
I ^ request. Rev being made to delete util 

commitment to perform periodic audits to verify that tagouts 
removed S< sys returned to normal. * 

Service Co. 84/11/30. KNIGHTON, 0 . W. 
0412040186 27744:348. 24X Fiche: 50-528, 84/11/30, 


° clarify Sc suppl 840910 Sc 1029 submittal* 

* qualification. Safety function of in-containment 
VAN^HRuSt'^JV* monitors outside containment. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/03. KNIGHTON, 0 . 

S412S30163 27773:182. 24X Fiche: 30-528, 84/12/03, 


j 7 ■ rrom rev co snutbown 

cooling sys design pressure. Changes address sys relief 
valves set pressure (setpoint) increase from 435 pslg to 
46/ psig. r s, 9 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/04. KNIGHTON.O.W- 
8412060001 27789:341. 24X Fiche: 50-528, 84/12/04, 


0412060141 Forwards response to NRC 841128 req.uest for addl info re 
steam generator tube rupture analysis, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/04. KNIGHTON, G. 
8412060141°^*"*^^ 24X Fic h e: 30-528, 84/12/04, 


Forwards revised FSAR Table 5.2-2 adding ASME Code Case 
N-23B to verify integrity of RCPB to list of acceptable code 
cases, per Reg Guide 1. 84, Rev 20. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/04. KNIGHTON, 0. 
8412060232°"*"*^^ ^ 27794:057. 24X Fiche: 50-328, 84/12/04, 
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0412070210 Forwards revised FSAR pages, indicating appropriate closure 
time for B-^inch purge h isolation valves 8t editorial 
additions. 

VAN BRUNT. E.E. Arizona Public Service Co. 04/12/05. KNIGHTON. G. W. 
Licensing Branch 3. 22pp. 27814:053. 24)( Fi c he : 50“32a. 84/12/05, 

B412070210. 


8412110283 Requests scheduler exemption until 050415 re 10CFR50. App A 
requirement that auxiliary feedwater pumps be protected 
from flooding due to piping rupture. Design 8< fabrication of 
boot seals delayed. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/05. KNIGHTON. G. W. 
Licensing Branch 3. 3pP' 27856:324. 24X Fiche: 50'-528. 84/12/05. 

84121 10283. 


8412120302 Forwards draft proposed FSAR c hang es, c lari fy ing FSAR Section 
3.8 to be consistent w/fleld specs for fabrication of 
containment sys & acceptable fillet ueld prof iles. Changes 
will be incorporated in FSAR Amend 14. 

VAN BRUNT. E.E. Arizona Public Service Co. B4/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 14pp. 27073:228. 24X Fiche; 50-52B. 84/12/10. 

8412120382. 


8412130287 Forwards draft proposed FSAR changes that clarify details 
on radiation protection. Change also provided to correct 
description of transfer path of decontamination wastes. 

Changes will be incorporated in FSAR Amend 14. 

VAN BRUNT E.E. Arizona Public Service Co. 84/12/10. KNIGHTON. 0, U. 
Licensing Branch 3. 16pp. 27900:346. 24X Fiche: 50-528, 84/12/10. 

84121302B7. 


8412110324 Forwards revised Type A variable list re Rev 2 to Reg Guide 
1. 97i in response to 841107 telcon. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/05. KNI OHTON. C. W. 
Licensing Branch 3. 4pp. 27052:067. 24X Fiche: 50-528. 84/12/05. 

8412110324. 


8412110359 Forwards change to Section 1.2 
calculation manual. 

VAN BRUNT. E.E, Arizona Public Service 
Licensing Branch 3, 3pp. 27852:033. 
8412110359. 


of Rev 0 to offsite dose 

Co. 84/12/05. KNIGHTON. O.W 
24X Fiche: 50-528. 84/12/05. 


8412110110 Forwards failure modes «« effects analyses examining non-IE 
power sys that isolates control solenoids for Loop Isolation 
Valves CHE-239 8< CHE-240. Analysis demonstrates that no event 
could prevent delivery of auxiliary pressurizer spray. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/07. KNIGHTON, 0. W. 
Licensing Branch 3, 27pp. 27852:146. 24 X Fiche: 50-528. 84/12/07. 

0412110110. 


8412110146 Discusses completion of environ qual if icatlon program for 
Class IE electrical equipment in harsh post-accident 
environ w/exception of justifications for interim operation 
provided in 840910 8( 1203 Itrs. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/07. KNIGHTON. G. W. 
Licensing Branch 3. 0pp. 27055:353. 24X Fiche: 50-528, 84/12/07, 

8412110146. 


8412110327 Forwards listing of correspondence 
documants as presently amended. Changes made 
previously submitted will be identified. 

VAN BRUNT. E.E. Arizona Public Service Co. 
Licensing Branch 3. 6pp. 27852:040. 24X 

8412110327. 


affecting licensing 
in Itrs 

84/12/07. KNIGHTON, 0. W. 
Fiche; 50-528. 84/12/07. 


8412110346 Forwards revised FSAR Table 5.2-3 adding ASME Code Case 
N71-7, per Rev 3 to Reg Guide 1.85 it umtoutom g U 

VAN BRUNT. E.E. Arizona Public Service Co. 

Llcnslnj Branch 3. 4pp. 27852:036, 24X Flth.: 50 - 528 . 84/12/07, 

8412110346. 


8412120083 Forwards draft proposed FSAR changes re radwaste sys it 
effluent streams. Changes will be incorporated in FSAR 
Amend 14 scheduled for Feb 1985. 

VAN BRUNT, E. E. Arizona Public Service Co. B4/12/10. 

Licensing Branch 3. 39pp. 27889:187, 

8412120083. 


KNIGHTON. 0. W. 
24X Fiche: 50-528, 84/12/10. 


8412130373 Forwards draft FSAR changes to containment isolation valve 
sys. Changes include rev to power access purge valves from 
motor to pneumatic operators it description of addl valves 
receiving main steam isolation signal. 

VAN BRUNT. E. E. Arizona Public Service Co. 04/12/10. KNIGHTON. G. W. 
Licensing Branch 3. 40pp. 27904:097. 24X Fiche; 50-528, 84/12/10. 

8412130373. 


8412130361 Forwards draft proposed FSAR changes that revise nuclear 
sampling sys flow rates during sample purging it revise sys 
pressure. Changes expected to be Incorporated in Amend 14 to 

FSAR which will be submitted in Feb 1985. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10. KNI OHTON, G. W, 
Licensing Branch 3. 7pp. 27904:038. 24X Fiche: 50-528. 84/12/10. 

8412130381. 


8412130400 Forwards draft proposed FSAR changes revising list of 
drawings incorporated in FSAR & revising Chapter 16 re Tech 
Specs. Changes will be incorporated in FSAR Amend 14 
scheduled for Feb 1985 submittal. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. KNIGHTON, 0. W. 
Licensing Branch 3. 9pp. 27904:087. 24X Fiche; 50-528. 84/12/10. 

8412130400. 


8412130406 Forwards draft proposed FSAR changes correcting 
applicability of ANSI/ANS 3. 1 to Nuclear Operators I 1. II. 

Changes to be incorporated in FSAR Amend 14 scheduled for 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/10. 

Licensing Branch 3. 6pp. 27901:202. 24X Fiche: 50-528. 84/12/10. 

8412130406. 


8412130422 Forwards draft proposed FSAR revs clarifying recording 
provisions of loose parts monitoring sys it revising other 
instrumentation character i sties. Revs will be incorporated 


VAN°BRUNT. E. E. Arizona Public Service Co. 84/12/10. 

Licensing Branch 3. 6pp. 27901:333. 24X Fiche: 50-520. 84/12/10, 


W. 


412180097 Forwards clarification re reassignment of responsibilities 
resulting from QA dept reorganization in response to NRC 
841106 request for addl info concerning proposed changes to 

VAN^BRUNT. E. E. Arizona Public Service Co. 84/12/10. KIRSCH. D. F. 
Region 5. Office of Director. 5pp. 27961:156. 24X 

Fiche: 50-528, 84/12/10. 8412180097. 


0412120090 Forwards draft proposed FSAR changes, including revs to steam 
supply logic recirculation flow path for auxiliary 
faedwafcer sys to correct nuclear cooling water sys 

flowrates. Changes will be incorporated in FSAR Amend ^ „ 

VAN BRUNT. E.E. Arizona Public Service 

Licensing Branch 3. I25pp. 27887:191. 24X Fiche: 50 - 528 . 84/12/10. 

0412120090. 


0412120126 Forwards application to amend 
VAN BRUNT. E. E. Arizona Public Service 
Nuclear Reactor Regulation. Director. 
Fiche: 50-529, 84/12/10, 8412120126. 


CPPR-142 U CPPR-143. Fee paid. 
Co. 84/12/10. Office of 
ip. 27889:158. 24X 


8412140246 Forwards draft proposed FSAR changes re instrument cables/ 
circuits, exposed non-Class IE cables supplied w/certain 
cranes it hoist, mineral insulated stainless steel sheathed 

S.rvit. CO. 94/12/12. KNI OHTON. 0. M. 
LU.n”lnJl7^nchl TOpp. 27920:044. 04X Plch.: 50-528, 94/12/12, 

8412140246. 


8412170349 Forwards tables to assist in review of draft proposed FSAR 


changes. 

VAN BRUNT. E. E. 
Licensing Branch 
8412170349. 


zona Public Service Co. 84/12/12. KNIGHTON, G. W. 
2Jp: 27934:032, 24X Fiche: 50-528. 84/12/12. 


— ^0412120129 Application for amend to CPPR-142 & CPPR-l 43. deleting 
description in PSAR of pipe whip T’sstraints & jet 
impingement shields installed to prevent guillotine breaks 

In reactor coolant piping. oa/io/io 9dd 

VAN BRUNT.E. E. Arizona Public Service Co_ 84/12/10. 9pp. 
27009:13^. 24X Fi che : 50-529, 84/12/ 10. 8412120126. 

8412120330 Forwards draft proposed FSAR changes that identify addl 
R«n Guides 1.04 *t 1.83 approved ASME Code cases used in 

coS.t o? Jlanrcompon.nt.^hange, will be incorporated In 

FSAR Amend 14, a .., 4 , ci^^vice Co 84/12/10. KNIGHTON, 0. W, 

^Icb.:50-529,94/.2/IC. 

0412120330. 


B412170338 Forwards addl info re testing of air locks. per request for 
eximptions from lOCFRSO.App V. Periodic 6-month “-day tests 
assure that air locks will not 1”“ = G W 

8412170338. 

8412200310 Forwards "Summary Rept on Design Basis of Shutdown Cooling 
Sys Relief Valves for CESSAR Sy* 80 " & "Summary Kept on 
Operability of Shutdown Cooling Sys Relief Valves for Pal 
Verde Units 1.2 it 3." per 841109 meeting. EISENHUT.D 0. 

=0-000, 94/19/.:,. 

8412200310. 
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— 8412200340 "Summary of R®pt on Operability of Shutdown Cooling Sys 
Relief Valves for Palo Verde Units 1,2 & 3. " 

« Combustion Engineering, Inc. 84/11/30, 23pp. 28019; 031. 24X 

Fiche 50-000, 84/12/13, 8412200310. 


S412190261 Forwards draft proposed FSAR changes describing mod to RCS 
main pressuriier spray line. Internals of Checit Valve 
RC-V-244 removed to allow higher flow & lower heat loss 
through spray line. 

VAM BRUNT, E.E. Arirona Public Service Co. 84/12/14. KNIGHTON, G. W. 
Licensing Branch 3. 6pp. 28011:255. 24X Fiche: 50-528. 84/12/14, 

8412190261. 


8412310305 Forwards responses to design review questions re auxiliary 
feedwater sys pipe stress ca Ic ulat i ons. Bee h te 1 requested to 
determine if errors in piping calculations could occur in 
other project discipline cal culatl ons. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5. Office of Director. 6pp. 28121:353. 24X 

Fiche: 50-528, 84/12/14, 8412310305. 


8412260218 Forwards, for review as proposed FSAR c hanges , p rop osed CEGSA,R 
changes re justification for LPSI & HPSI pump flow 
reductions, supp lement ing B4121S Itr. 

VAN BRUNT, E. E. Arirona Public Service Co. 04/12/19. KNIGHTON, OW 
Licensing Branch 3. 20pp. 28055:017 24X Fi c h e ; 50-528, 84/ 12/19, 

8412260218. 


8412260233 Forwards updated FSAR listings of correspondence affecting 
existing licensing d oc uments , f or which amends will not bo 
issued prior to Issuance of OL for Unit 1. Listings supersede 
841207 submittal. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/19. KNIGHTON, GW 
Licensing Branch 3. 6pp. 20055:295. 24X Fi c h e : 50-520, 04 / 12/19. 

8412260233. 


8412260223 Forwards revised FSAR Table 1.9-4 re effect of flow 
reduction of LPSI 8, HPSI pumps, per 841217 10 meeting 

requests. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/20. KNrOHTaN.OW 
Licensing Branch 3. 10pp. 28054:020. 24X Fi c h e : 50-520, 04/ 12/20. 

8412260223. 


8412200226 Forwards draft proposed FSAR changes reflecting 
requirements for condensate storage tank S< atmospheric 
dump valve nitrogen accumulator. Changes also reflect util 
intent to verify boron mixing under natural circulation. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/17. KNIGHTON, G. W. 
Licensing Branch 3. 6pp. 28023:160. 24X Fiche: 50-528, 84/12/17, 

8412200226. 


8412260249 Forwards justification for changes made to CESBAR Tablet 
9.3-1,10.3.4-1 &( 10. 3. 4-2, submitted on 8412 18. De s c r ip t i on of 
matls used for transfer lines it pump components in contact 
w/hydrogen also end. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/12/21, KNIGHTON, 0 R 
Licensing Branch 3. 5pp. 20058:087. 24X Fiche; 50-520, 04/12/21, 

8412260249. 


8412200278 Forwards Bechtel Study 13-ES-600, "Reg Guide 1. 75 Low 
Energy Circuit Analysis. '* 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/17. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28021:134. 24X Fiche: 50“528< 84/12/17, 

8412200279. 


— 8412200287 Bechtel Study 13-ES-600, "Reg Guide 1.75 Low Energy Circuit 
Analysis. " 

* Bechtel Corp. 13-ES-600. 84/12/17. 8pp. 28021:136. 24X 

Fiche: 50-528, 84/12/17, 8412200278. 


8412200298 Submits info re deletion of FSAR design criteria to slope 
resin lines where practical, per 841210 request. Sys ability 
to purge resins uneffected by slope of lines. Lines sloped to 
facilitate drainage w/o tee fittings, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/17. KNI GHTON, Q. W, 
Licensing Branch 3. 3pp, 28021:290. 24X Fiche: 50-528. 84/12/17, 

8412200298. 


8412200152 Provides addl info re 831103 response to Generic Ltr 
83-28 on generic implications of ATWS events. Description of 
post-trip review program will be provided prior to initial 
criticality. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/18. KNIGHTON, G 
Licensing Branch 3. 3pp. 28023:168. 24X Fiche: 50-528, 84/12/18, 


8412260262 Forwards analysis of change to design of main preBsuriitr 
spray line that deleted Internals from Check Valve RC-V-244, 
per request. Mod does not affect auxiliary pressurizer spray 
capabil ity. U/o end. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/21, KNIOHTON, 0, W 
Licensing Branch 3. 3pp. 20058:187. 24X Fiche: 50-528, 84/12/21, 


8412310345 Confirms that corrective action to matl, drain plugs «, 
terminal blocks in Limi torque valve motor actuators 
completed w/exceptions noted in attachment. Justif icatlons 
for interim operation end. 

VAN BRUNT, E.E. Arizona Public Service Co, 04/12/21. KNIGHTON, 0, 
Licensing Branch 3. 7pp. 28121:316. 24X Fiche: 50-520, 84/12/21, 


8412280044 Confirms that required corrective actions re environ 
qualification of Llmitorque valve actuators complete it 
justifications for interim operation provided in 841221 ltr 
no longer applicable. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/26. KNIOHTON, 0 
Branch 3. 3pp. 28110:105. 24X F I c h e : 50-528, 04/ 12/26, 


U 


Evaluation Report <SER), suppls 8c correspondence 


8412200174 Clarifies radwaste sys it ALARA procedures. Backflushable 
purification sys filter it crud subsystem changed to 
disposable cartridge filter to meet 10CFR61 criteria. 

VAN BRUNT,E. E. Arirona Public Service Co. 84/12/18 KNIOHTON.G M 
Licensing Branch 3, 3pp. 28019:054. 24X Fiche: 50-528, 84/12/18,' 


8412110259 Forwards SSEK 6 {NURE0-0857> re appll 
KNIGHTON, G. W. Licensing Branch 3. 84/11/05. 

Arizona Public Service Co, 3pp. 27899:123. 
Fiche: 50-528, 84/11/05, 8412110259. 


cation for OL. W/o end 
VAN BRUNT, E.E. 

24X 


84122^198 Confirms commitment to add Class IE overvoltage protection 
isolation relays to non-Class IE Control Circuitry Valves 
CHE-PDY-239B it CHE-PDY-240B in all units. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/18 KNIOHTON, G W 
8412200198^'^*"^'' 3- 2pp. 28022:215. 24X Fiche: 50-528. 84/12/18, ' 


B*«,.,pwon rrom tmvva/ commitment to us* 

oackup sampling to meet requirements of NURE0~0737, Item 
II. B. 3 be granted, prior to exceeding 57. power, due to mods 
••mplina .a.. Action pl.n oncl. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/05. KNI GHTON, C « 

a-’X F4cl<«:SO-92B,B4/ia/OS. 


B41Z200244 Foruord. .ddl i„,o t, nods to 841212 & 17 Itrs to GM Knlotton 
in order to satisfy separation concerns re Reg Guide 1. 75. 

Results of tests concluded that criteria of IEEE Std 384 
satisfactorily met. 

V^ BRUNT, E,E, Arizona Public Service Co. 84/12/10. KNIGHTON, 0 W 

8412200266 24X Fiche: 50-528, 84/12/18) 

justifying exception from Reg Guide 1.75 
taken in 810525 Amend 4 to FSAR. Reed switch position 
transmitter circuits Identified in Part E to response to Reo 
Guide 1,75 in FSAR Section 1.8 are low energy ® 

V^ BRUNT, E.E. Arizona Public Service Co. 84/12/18. KNIOHTON.G W 

84;Sm 3§1 Flcl,.:50-528l¥i/i™B® ■ 

R*quests end proposed Amend 9 to CESSAR re post-final 
design approval be reviewed as proposed changes to 
Palo Verde Units 1.2 6 3 FSAR to allow incorporation of 
improvements into initial test program. of 

VAN BRUNT, E.E. Arirona Public Service Co. 84/12/18. KNIOHTON.G U 


.-la IJ *«tecy-reiated mechanical equipment 

uJf, completed, per SSER 3 < NUREO-0837) . 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KNIOHTON.G M 
8i5J?JoJo2 24X Fiche: 50-528:8;?^™/: 

0412110316 Confirms that seismic qualification program complete w/ 
exception of end justifications for interim opeJluo^JS 

not expected to be qualified prior to fuel load, 
per SSER 5 (NUREG-0a37) . K *ur oa ruei load, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07 KNIOHTON, 0 W 

8i^J?!o3;6 =^®=«=356. 24X Fiche: 55 : 328 . 8j5Ti72;? 

Confirms that pump it valve operability assurance program fe? 
Unit I complete w/exceptions noted in end justifications ^ 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/10 KNIGHTON, 0 W 
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F. SBcuritgi medical# emergency & fire protection plans 


8412130474 Forujards public version of revised emergency plan 
implementing procedures. including EPIP-02 re emergency 
classification & EPIP-03 re notification of unusual event. 

VAM BRUNT# E. E. Arizona Public Service Co. 84/11/21. KNI GHTON# G. W. 
Licensing Branch 3. 3pp. 27918:001. 24X Fiche: SO-528. 84/1 1/21# 

84 1 2130474, 

— 0412130478 Public version of revised emergency plan implementing 
procedures# including EPIP-02 re emergency classification «< 

£PIP_03 re notification of unusual event. Privacy info 
deleted. W/84120d. release memo. 

«• Arizona Public Service Co. 84/11/21. 260pp. 27918:004. 24X 

Fiche; 50-328# 84 / 1 1 /21 # 84 12130474. 

8412010071 Forwards evaluation of multiple high impedance cable 
failures in Class IE power distribution sys. per 841029 
r eeiuest. Failures cannot cause deenergization of any circuit 
not directly affected by exposure fire. 

VAN BRUNT# E,E. Arizona Public Service Co, 84/11/28. KNIGHTON, G. 
Licensing Branch 3. 8pp. 27704:339. 24X Fiche: 50-528# 84/1 1/28# 

8412010071. 

8412040214 Forwards "Palo Verde Offsite Emergency Preparedness 
Exercise 1984" & "Palo Verde Nuclear Generating Station 
OPPsite Emergency Response Plans Exerc ise# 830511. " 

KRIMM#R,W. Federal Emergency Management Agency. 84/11/28. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 27744:164, 24X Fiche; 50-528. 84/11/28# 

84 1 2040214. 

— 8412040219 "Palo Verde Offsite Emergency Preparedness Exercise 1984. 
a Federal Emergency Management Agency. 84/10/10. 43pp. 

27744:165, 24X Fiche: 50-520# 84/11/28. 8412040214. 

— 0412040236 "Palo Verde Nuclear Generating Station Offsite Emergency 
Response Plans Exercise# 830511. " 

* Federal Emergency Management Agency. 83/05/11. 51pp. 

27744:251. 24X Fiche: 50-528# 84/1 1/28. 8412040214. 


8412060443 Clarifies position re control room staffing during emergency 
per telcon w/EA Licitra. Clarification will be included in 
Section 4. 2. 2. 1 of Rev 6 to emergency plan. 

VAN BRUNT. E. E. Arizona Public Service Co. 34/12/04. KNIGHTON. G. W. 
Licensing Branch 3. 2pp. 27794:253. 24X Fiche; 50-528# 84/12/04. 

8412060443. 

8412170095 Confirms items discussed at 841116 meeting re fire 
protection audit conducted at facility. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/04. MARTIN. J. J. 
Region 5. Office of Director. 4pp. 27936:159. 24X 

Fiche: 50-528. 84/12/04. 8412170095. 

8412110309 Advises that to ensure adequate backup fire protection water 
suppression capab ility. design will be changed to add valve & 
piping to isolate secondary suppression hose stations from 
primary suppression sys. Comp letion expected by 830401. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/05. KNIGHTON. O. M. 
Licensing Branch 3. Ip. 27850:003. 24X Fiche; 50-528# 84/12/05# 

8412110309. 

8412110036 Forwards response to 841113 request for addl info re App R 
spurious actuation evaluation. Fol 1 owing reactor trip. at 
least 8 h of charging w/unborated water can occur w/o loss 
of subcritical conditions. 

VAN BRUNT, E.E. Arizona Public Service Co. 

Licensing Branch 3. lOpp. 27855:019. 

8412110036. 


84/12/07. KNIGHTON# G. W. 
24X Fiche: 50-328# 84/12/07# 


8412110076 Forwards Rev 4 to training & qualification plan. Rev 
withheld (ref 10CFR2. 790). 

VAN BRUNT. E. E. Arizona Public Service Co. B4/12/07. 
Licensing Branch 3. 2pp. 27852:264, 

8412110076. 


KNIGHTON. G. W. 
24X Fiche: 50-328. 84/12/07, 


8412110301 Forwards info re Amend 13 to FSAR in response to request for 
info re fire protection program. Resolution of fire damper 
operability problems will be addressed in final deficiency 
rept to be provided by 841217. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/07. KNIGHTON. 0. W. 
Licensing Branch 3. 37pp. 27850:017. 24X Fiche: 50-528. 84/12/07# 

8412110301. 


8412030070 Ack recent Region V decision to install Health Physics 
Netuiork (HPN) instead of FTS#as discussed in plant emergency 
plan. Util awaiting guidance on HPN requirements & schedule 
for installation. Emergency plan will be revised. n 

VAN BRUNT. E.E. Arizona Public Service Co. B4/11/29. KNI GHTON# 0. W. 
Licensing Branch 3. 3pp. 27724:311, 24X Fiche: 30 - 528 # 84/11/29# 

8412030070. 

0412050068 Confirms B41026 telcon re inclusion of App R spurious 
actuation analysis summary for each rone into prefire 
strategies book. Revised book will be issued by 850131. _ ,, 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/03. 

Licensing Branch 3. 2pp. 27767:328. 24X Fiche: 50-520# 84/12/03# 

04 1 2050068. 

0412050479 Discusses emergency preparedness dose assessment capability. 
Chemical &! radiological analysis computer sys is primary sys 
used for post-accident dose assessment. Sys expected to be 
installed & tested by June 1985. />L#>rrn.i « #j 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/03. KNI GHTON. G. W. 
Licensing Branch 3. 3pp. 27763:215. 24 X Fiche: 30-528# 84/12/03. 

0412030479. 

8412060311 Forwards various items mailed to residents in lO-mile 
emergency planning zone. Info available to ensure 
residents notified of actions should emergency occur. 

W/tuo oversize drawings. Aperture cards in u^.rr^u-rnt^ n u 

VAN BRUNT. E.E. Arizona Public Service Co. 

Licensing Branch 3. 34pp. 27823:012. 24X Fiche: 50 - 528 # 84/ 12/04. 

04 1 2060311. 

0412060328 Forwards preliminary "Prompt Notification Siren Sys Test 
Rept for 841024 Test." "Prompt Notification Siren Sys Test 
Rept. 031001" «< "FEMA - 43 Rept," per 841128 telcon. App licant 
has met S: completed all requirements as ^ ^ 

VAN BRUNT. E. E, Arizona Public Service Co. 84/12/04. KNI GHTON. 0. W. 
Licensing Branch 3, 4pp. 27794:060. 24X Fiche: 50 - 528 # 84/12/04. 

04 1 2060328. 

S4 1 2060332 Preliminary "Prompt Notification Siren Sys Test Rept for 

041024 Test. " _ 

* Arizona Public Service Co. 84/10/24. 15pp. 27794.064. 

Fiche: 50-528, 84/12/04, 8412060328, 

— B41206033S "Prompt Notification Siren Sys Test sav 

* Arizona Public Service Co. 83/10/01. 15pp. 27794:079. 24X 

Fiche: 50-528# 84/12/04# 8412060328, 


04 12060342 "FEMA - 43 Rept, " 

♦ Arizona# State of. 84/05/31. 
Fiche: 50-528# 84/12/04, 8412060328. 


4pp. 27794:094. 24X 


8412120143 Forwards schedule for meeting requirements for emergency 
response capability contained In Suppl 1 to NUREO-0737 
(Generic Ltr 82-33). Description of implementation & 
integration of response activities end. 

VAN BRUNT# E.E. Arizona Public Service Co. 84/12/10. KNIGHTON# 0. W. 
Licensing Branch 3. 14pp. 27881:149. 24X Fiche: 50-520# 84/12/10. 

B412120145. 

8412120265 Forwards summary of FSAR Amend 13 changes to util responses 
to original NRC fire protection questions. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/10. KNI GHTON. 0. W. 
Licensing Branch 3. 6pp. 27887:354. 24X Fiche: 50-528# 84/12/10. 

B412120265. 

8412120373 Forwards draft proposed FSAR fire protection changes re rev 
to description of C02 sys, hose lengths, barrier ratings 8< 
updating location t* typo of hose cab inets, hose seals 

portable extinguishers. « .. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/12/10. KNIGHTON. G. W. 
Licensing Branch 3. 81pp. 27873:012. 24 X Fiche: 50-528. 84/12/10, 

8412120375. 

8412130355 Forwards draft proposed FSAR changes describing minor revs 
to EBF actuation sys sequencer testing Z( change to sequenced 
start time of diesel generator HVAC, Changes also add local 
panel emergency start control. ,, 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/10. KNIGHTON# C. W, 
Licensing Branch 3. 18pp. 27902:001. 24X Fiche: 50-528# 84/12/10, 

S412130355. 

8412130379 Forwards proposed draft FSAR changes, revising description of 
emergency lighting sys, evacuation *« offsite communication 
sys & clarifying offsite power connection. Changes will be 
included in Amend 14 to FSAR. « u 

VAN BRUNT, E. E. Arizona Public Service Co, 84/12/10. KNIGHTON# 0. W. 

Licensing Branch 3. 68pp. 27903:332. 24X Fiche: 50-520# 84/12/10, 

8412130379. 

B412140197 Advises that all control room human engineering 
discrepancies completed, except Item 128 re change out of 
amber S' green annunciator windows, due to vendor procurement 
problems. Corrective action will be completed 350115. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/12. KNIGHTON. 0. W. 

Licensing Branch 3. 3pp. 27920:149. 24X Fiche: 50-528. 84/12/12, 

8412140197. 

8412270487 Notification of 841213 meeting w/util Bechtel in Bethesda. 
MD to discuss fire protection program. « ,, 

LICITRA. E. A, Licensing Branch 3. 84/12/12, KNIGHTON, O.W. 

Licensing Branch 3. 3pp. 28107:347. 24X Fiche; 50-528# 84/12/12# 
8412270487. 
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8412170096 Confirms that fire detectors remote Shutdown Panel T-Cold 
indication installed Ic tasted^per 341016 request. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/13. KNIOHTON, G U 
Licensing Branch 3. 4pp. 27937:191. 24X Flche; 50-528, 84/12/13, 

8412170096. 


84121S0377 Forwards draft proposed FSAR changes re fire protection 
program. Changes identify addl locations within auxiliary 
bldg where 150-ft hoses will be installed & clarifies figure 
to indicate changes. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/12/13. KNI GHTON, G. M. 
Licensing Branch 3. 19pp. 28002:304. 24X Fiche: 50-528, 84/12/13^ 


=0-528/84-49. S0-529/B4-33 & 50-530/34-23 
841105-09. No noncomp 1 lance noted. Major areas inspected: 
preop e rat i opal test of radiation monitoring sus & 

NUREG-0737. Items II. B. 3 & II.F. 1. 

SHERMMAN, C. I. . GRAYSON, W. M. , YUHAS, 0. P. Region 5, Office of 
8412170501 27968:138. 24X Fi c he : 50-528, 84/11 /a-?, 


8411280366 IE Info Notice 84-85. "Molybdenum Breakthrough From 
Tc-99m Generators. " Svc list end. ^ 

Division Of qa, Safeguards «c Inspection Programs (Pest 
830103). 84/11/30. Consolidated Edison Co. of New ?odr Inc 

0Spp. 27967:086. 24X Fi ch e : 50-000. 84/ 1 1 /30, 84 1 1280366. 


8412310329 Submits evaluation of exhaust duct in flammable gas storage 
room, per util 841204 Itr re fire protection review. Design 
meets re<iuirements of NFPA 51. Auxiliary bldg exhaust fans 
will be started when const completed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/17. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 28121:348. 24X 

Fiche: 50-528, 84/12/17, 0412310329. 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys & Nonsaf ety-Related Equipment '* 

Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/11/30. Consolidated Edison Co of Htu 

116 pp. 27965:224. 24X Fiche: 50-000, 84/1 1/30, 8411380370, 


York, Inc. 


B412260213 Advises that Human Engineering Discrepancy 128 re changeout 
of amber S; green annunciator windows completed, per 841212 
commitment on control room design review. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/20. KNIGHTON, O. W. 
Licensing Branch 3. 2pp. 28055:066. 24X Fiche: 50-528, 84/12/20, 

8412260213. 


iping Thermal Deflection Induced b^ 


H412O30OZI IE Info Notice 84-87, "I 
Stratified Flow. " Svc list encl. 

JORDAN, E.L. Division of Emergencu Preparednejs S, Enolneerlno 
Response <Post S30103). 34/12/03. Consolldatsd Edison Co of N,u 

York, Inc. H7pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 0412030021, 


0. Adjudicatory correspondence 


8412060475 Forwards SSER 6. W/o encl. Related correspondence. 

DEWEY, L.S. Hearing Branch 3. #484 463. 84/11/26. LAZO, R. M. , 

CALLIHAN, D. , COLE, R, F. Atomic Safety and Licensing Board Panel. 
27794:292. 24X Fiche: 50-529, 84/ 1 1/26, 8412060475. 


Ip. 


8412060266 Forwards Rev 1-NP to Final Rept CEN-265{V)-NP re resistance 
temp detector thermowell, Rev 1-NP to Final Rept 
CEN-271 (V)— NP dtd Aug 1984 re reactor coolant pumps & Rept 
CEN-285(V>~NP. W/o ends. Related correspondence. 

DEWEY, L.S. Hearing Branch 3. #484 460. 84/12/03. DERNABEI, L. 

Government Accountability Project. Ip. 27792:360 24X 

Fiche: 50-529, 84/12/03, 8412060266. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems “ 
avc list encl. 


JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of Neu 

I 22 pp, 27966:093. 24X Fiche: 50-000. 84/12/03, 8412030029. 


York, Inc. 


on 841015-1102 k notice of violation, 

KIRSCH, D. F. Region 5, Office of Director. 84/12/05. 

Arizona Public Service Co. 2pp. 20115:307 24X 

Fiche: 50-528, 84/12/05. 8412270345. 


VAN BRUNT, EE. 


8412270393 Notice of violation from insp on 841015-1102. 
MILLER, L. Region 5, Office of Director. 84/12/05 Id 

28115:309. 24X Fiche: 50-528, 84/12/05, 8412270345. 


84122102^ Advises that parties agreed in principle to settlement of 
remaining contentions in proceeding. Parties request that 
prefiling of written testimony be indefinitely postponed. 

Related correspondence. 

®^«nch 3 . # 494719 . 84 / 12 / 12 . lazo, r.m. , 

COLE, R. F. Atomic Safety and Licensing Board Panel. ip 
28034:344. 24X Fiche: 50-529, 04/12/12, 8412210267. ^ 


—8412270397 Insp Repts 50-528/04-47,50-529/84-36 k 50-530/84-25 on 
841015-1 102. Violation noted: pipe support beam attachment 
welded to lower beam flange on east k west sides, rather than 
north k south. 

SORENSEN, R. C. , WAGNER, W. J. , HOLLENBACH, D. Regions. Office of 
8412270345 28115:310. 24X Fiche; 50-528. 84/12/05, 


G. Inspection reports, IE Bulletins k correspondence 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-03, 
encl. 

JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post B30103). 04/11/19. Consolidated Edison Co of Neu 

York, Inc. 120pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411 150064 

8412140341 Forwards Insp Repts 50-528/84-50.50-529/84-34 k 50-530/84-2 
on 840924-1005 k notice of violation. W/o notice of 
violation. 

KIRSCH, D.F. Division of Resident. Reactor Project & Engineering 
Programs 84/11/26. VAN BRUNT. E. E. Arizona Public Service 
2pp. 27954:056. 24X Fiche: 50-528, 84/11/26, 8412140341, 

30-520/84-50,50-529/84-34 k 50-530/84-24 on 
840924-1005. Violation noted: failure to evaluate technical 
acceptability of as-found conditions of thread engagement 
problems. 

L. F. H.jion S, OfFic. of Dlr.ctor. 
84/11/23. ID,,. 27984:058. a4X FUli,; 50-328, 84/1 1/24. 8412140341 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84, 

Transf ormers. '* Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/11/27. Consolidated Edi/oV^Co of Net 

York, Inc. I 26 pp. 27807:179. 24X Fiche: 50-000, 84/11/27, 841 121036 C 

30-328/84-49,50-529/04-33 k 
50-530/04-23 on 841105-09. No violation notad 

V: ’'•“i"?.?' ‘>‘’■.€*47. 84/11/29. VAN 

BRUNT, E.E. Arizona Public Service Co. 2pp. 27968-136 24 X 

Fiche: 50-528, 04/11/29, 8412170501. oB. 136. 24X 




ic. inro nocice 




s v.,orTosian 


ivrac King 


Nonsens i ti zed 316 Stainless Steel," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness «( Engineering 
Response (Post 830103). 94/12/07. Consolidated Edison Co. of Neu 

York, Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 84120500B1. 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 04/12/07. Consolidated Edison Co. of Mew 

York, Inc. 114pp. 27966:215. 24X Fiche: 50-000, 84/12/07, 8412050090. 


8412280085 Forwards Insp Repts 50-528/84-39, 50-529/84-28 k 50-530/84-19 
on 840904-1026. No violations identified. Rept summarizes 
activities conducted at intervals from 840227-1026. 

KIRSCH, D. F. Division of Res ident. Reactor Project & Engineering 
Programs. 84/12/07. VAN BRUNT, E. E. Arizona Public Service Co. 

2pp. 20128:283. 24X Fiche: 50-528, 84/12/07, 8412280085. 


•8412200096 Insp Repts 50-528/84-39,50-529/84-28 k 50-530/84-19 on 
840904-1026. No violations noted. Major areas inspected; 
allegations re sys turnover , documentation improprieties k 
engineering errors. 

NARBUT. P. P. , IVEY, K. , BURDOIN, J. Region 5, Office of Director. 
84/12/03. 34pp. 28123:285. 24X Fiche: 50-528, 04/12/07, B4122800B5. 


8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. U6pp. 28032:130. 24X Fiche: 50-000, 04/12/10, 0412060594. 


8412310275 Forwards Insp Repts 50-528/84-54,50-529/84-37 k 50-530/04-26 
on 841112-23. No violation or deviation noted. 

KIRSCH, D.F. Region 5, Office of Director, 04/12/10. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28135:034. 24X 

Fiche; 50-528, 84/12/10, 8412310275. 
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— 0412310281 Insp Repts 30-S28/84-54/ 30-529/84-37 & 50-530/84-26 on 
041112-23. No violation or deviation noted. Major areas 
Inspected : const open itemsj IE bul letinsi violations & 
i mp lementa t i on of TMI lessons learned actions. 

HOLLENBACHi D. . SORENSEN, R. C. , NARBUT. P. Region 5, Office of 
Director. 04/12/07. 16pp. 28135:036. 24X Fiche- 50-328, 84/12/10, 

0412310275, 


8412180S38 Forwards clarification on 840919,1029 8t 1203 1 trs re 
equipment q^ual if ication. Status of util review h disposition 
on IE Info Notices 84-57 & 03-72 & addl info re 
qualification of thermocouples provided. 

VAN BRUNT, E. E, Arizona Public Service Co. 84/12/13. KNIGHTON, G. 
Licensing Branch 3. 7pp. 28003:265. 24X Fiche: 50-528, 04/12/13, 

8412100538. 


8412010122 Final Deficiency 8t Part 21 Rept DER-92-76 re Target Rock 
solenoid valves not meeting spec/test requirements. Init ial ly 
reported on 821 124. Valves inspected St refurbished or 
rep laced. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/14. BISHOP, T.W. 
Division of Resident, Reactor Project S< Engineering Programs. 9pp. 
27709:295. 24X Fiche: 50-528. 84/11/14. 8412010122. 


8412070161 Interim Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Due to extensive evaluation, final rept 
delayed until 841130. 

VAN BRUNTiE. E, Arizona Public Service Co. 84/11/14. BISHOP, T.W. 
Region 5, Office of Director. 2pp. 27837: 196. 24X 

Fiche: 50-528, 84/11/14, 8412070161, 


8412120341 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response fPost 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc. 119pp. 28123:131. a4X Fiche: 50-000, 84/12/17, 8412120541. 


84 1 2 1 20547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8( Engineering 
Rttspons* (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp. 28124:001. 24X Fiche: 50-000, 84/12/17. 8412120547. 

8412200230 Contends that spent fuel pool cooling pumps exempt from ASME 
Section XI insp/testing requirements. Deletion of pumps from 
ASHE requirements does not reduce level of safety. 

VAN BRUNT, E. E, Arizona Public Service Co. 84/12/18. KNI QHTON, G. W. 
Licensing Branch 3. 2pp. 28023:166. 24X Fiche: 50-328, 84/12/18. 

8412200230. 


8412260300 Commits to addition of Valves PC-V-215, CT-V-018 St CT-V-019 
to ASrtE Section XI program. All active components necessary 
to transfer water from refueling water or condensate 
storage tanks will meet code inservice insp requirements. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/20. KNI OHTON, G. W. 
Licensing Branch 3. 2pp, 28057:355. 24X Fiche: 50-528, 84/12/20, 

8412260300. 


8412310326 Forwards RC DeYoung 841221 memo requesting input in 
response to Commissioner Asselstine question concerning 
SALP ratings, answers to memo & updated SALP summary ratings. 

MARTIN, J, B. Region 5. Office of Director. 84/12/26. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
28121:339. 24X Fiche: 50 - 000 , 84/12/26, 8412310326. 


— 8412310339 Forwards Commissioner Asselstine 841212 request for info 
concerning SALP rating s. Updated SALP ratings 8< responses to 
Questions 4 5 needed by 841226. W/o end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/21. MURLEY, T. E. Region 1, Office of Director. 
5pp, 28121:340. 24X FI c he : 50-000, 84/ 12/26, 8412310326. 


S. Reportable occurrences, LERs it related correspondence 


8412010109 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on B40524. Final rept will be issued by 
841121 pending completion of investigation & meeting w/NRC, 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/07. BISHOP, T.W. 
Region 5, Office of Director. 2pp. 27706:062. 24X 

Fiche: 50-528, 84/11/07, 8412010109. 


8412070177 Final Deficiency Rept DER 84-69 re reactor protection sys 
shunt trip contacts. Barrier matl removed to provide 1/16- 
inch clearance around moving parts for relays. Condition not 
reportable per 10CFR50. 55 C e > . . 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/09, BISHOP, T. W. 
Region 3, Office of Director, 6pp. 27837: 185. 24X 

Fiche: 30-528. 84/11/09, 8412070177. 


8412010137 Final Deficiency Rept DER 83-73 re unqualified Foxboro power 
supplies. Initially reported on 831027. Class QIE supplies 
will be removed 8t replaced w/correct power supply as 
required. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 7pp. 27709:338. 24X 

Fiche: 50-528, 04/11/15, 8412010137. 


8412010146 Interim Deficiency Rept DER 84-72 re defective HP8I pump 
mlniflow isolation valve. Initially reported on 840925. Due to 
extensive investigation & evaluation required, final rept 
delayed until 841130. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27710:357. 24X 

Fiche: 50-528, 84/11/15. 8412010146. 


8412010167 Final Deficiency 8t Part 21 Rept DER 84-68 re Robert Shaw 
essential chiller temp switch. Initial ly reported on 040910. 

New temp switches installed in Unit 1. Units 2 8< 3 temp 


switches will be replaced. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/15. 
Region 5, Office of Director. 6pp. 27711:321. 24X 

Fiche: 50-528, 84/11/19, 8412010167. 


KIRSCH, D. F. 


0412010188 Interim Deficiency Rept DER 84-64 re pipe support unable to 
be cycled through entire stroke. Initially reported on 
840904. Final rept delayed until 841130 due to extensive 
investigation. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/15, KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27715:078. 24X 

Fiche: 50-528, 34/11/15, B4120101B8. 


8412010190 Interim Deficiency Rept DER 84-54 re containment sump 
isolation valve. Initial ly reported on 840817. Duo to 
extensive evaluation, fine 1 rept delayed until 841130. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/15. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27711:338. 24X 

Ficha: 50-528, 84/11/19, 8412010190. 


8412010023 Interim Deficiency Rept DER 84-93 re loose bonnet St 
diaphragm bolts on PC «< CH valves. Initially reported on 
840817. Due to extensive investigation, final rept delayed 
until 841129. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/16. KIRSCH, D. F. 
Region 9, Office of Director. 2pp. 27709:178. 24X 

Fiche: 50-528. 84/11/16, 8412010023, 


8412010028 Interim Deficiency Rept DER 84-56 re inconsistent closing of 
fire dampers. Initially reported on S40S22. Due to extensive 
investigation, final rept delayed until 841129. ^ 

VAN BRUNT, E.E. Arizona Public Service Co. 04/11/16. KIRSCH.D.F. 
Region 5, Office of Director, 2pp. 27709: 183. 24X 

c.! RA/1 1 /16, 8412010028. 


8412010087 Interim Deficiency Rept DER 84-44 re fatigue failure of 
charging pumps. Initially reported on 840706, Due to 
extensive evaluation, final rept delayed until 841129. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/16. KIRSCH, D. F. 
Region 5, Office of Director. 2pp, 27706:065. 24X 

Ficha: 50-528, 84/11/16, 8412010087. 


8412070106 Final Deficiency Rept DER 84-82 re Borg-Warner check valves. 
Initially reported on 841010. Deficiency not reportable per 

10CFR50. 55Ce). ^ ,, 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/09. BISHOP, T.W. 
Region 5, Office of Director. 2pp. 27837:183. 24X 

Fiche: 50-528, 84/11/09, 8412070186. 


0412010149 Interim Deficiency Rept DER 84-27 re improperly handled 
instrumentation from Wald ing er. Due to extensive 
investigation & evaluation, final rept delayed until 841127. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/12. BISHOP, T. W, 
Region 5, Office of Director. 2pp- 27711:239. 24X 

Fiche: 50-528, 84/11/12, 8412010149, 


8412010164 Interim Deficiency Rept DER 84-06 re defects 
deviation alarm modules supplied by Foxboro. Initially 
reported on 840216. Duo to extensive investigation «t 
evaluation required, final rept delayed until B41130. 
VAN BRUNT, E.E. Arizona Public Service Co. 84/11/16. 
Region 5, Office of Director, Ip- 27711:327. 24X 

Fiche: 50-528,84/11/16, 8412010164. 


in absolute St 


KIRSCH, D. F. 


8412060644 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on 840524. Due to extensive evaluation, 
next rept delayed until 841203. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/11/20. 

Region 5, Office of Director, S7QZ5~.~tZG. 24X 

Fiche; 90-528j 84/4 4/20, 6412060644. 
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S412100048 Interim Deficiency Rept DER 34-25 re containment supply 
registers ufhich uould not cycle. Initially reported on 
840501 Due to extensive evaluation* final rept delayed until 
841128. 

VAN BRUNT, E.E. Ariiona Public Service Co. 84/11/20. KIRSCH, T. W. 
Region 5, Office of Director. 2pp. 27862:003. 24X 

Fiche: 50-528, 84/11/20, 84121000dS. 


8412120446 Interim Deficiency Rept DER 84-27 re Improperly handled 
instrumentation from Waldinger. Initially reported on 840510. 

Due to extensive investigation & evaluation required, final 
rept delayed until 841207. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/26. KIRSCH. D.F. 
Region 5, Office of Director. 2pp. 27909:360. 24X 

Fiche: 50-528, 84/11/26. 8412120446. 


B412130625 Part 21 & final Deficiency Rept DER 84-25 re containment 
supply registers that would not cycle. Initially reported on 
840501. Future fabrications will use TRW Fastener DD156307 
to restrain tension uire. 

VAN BRUNT, E. E. Arizona Public Service Co. 04/11/27. KIRSCH, D.F. 
Region 5, Office of Director. 6pp. 27916:074. 24X 

Fiche: 50-528, 84/11/27, 8412130625. 


8412120070 Final Deficiency Rept DER 84-83 re cavitation in HPSI 
injection line A. Initially reported on 841010. Design 
modified to include orifices downstream of existing 
orifices. Condition not reportable per 10CFR50. 55<e ), 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/28. KIRSCH, D. F. 
Region 5, Office of Director. 5pp. 27911:210. 24X 

Fiche: 50-528, 84/11/28, 8412120070. 


8412130628 Part 21 U final Deficiency Rept DER 84-44 re fatigue 
failure of charging pumps. Initially reported on B41I28. 

Naint & insp program will be implemented. Defic lency not 
reportable per 10CFR50. 55<e) or Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/28. KIRSCH, D.F. 
Region 5, Office of Director. 6pp. 27916:057. 24X 

Fiche: 50-528, 84/11/28, 8412130628. 


8412140017 Interim Deficiency Rept DER 84-56 re inconsistent closing of 
fire dampers. Initially reported on 840822. Due to extensive 
investigation & evaluation required, next rept will be 
submitted by 841212. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/28. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27955:142. 24X 

Fiche; 50-528, 84/11/28, 8412140017. 


8412140029 Interim Deficiency Rept DER 84-53 re bonnet & diaphragm nuts 
8t bolts found loose on PC & CH valves. Initially reported on 
840817. Due to extensive investigation Zt evaluation 
required, next rept will be submitted by 841129. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/29. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27954:359. 24X 

Fiche-; 50-528, 84/11/29, 8412140029. 


8412110210 Interim Deficiency Rept DER 84-06 re absolute & deviation 
alarm modules supplied by Foxboro. Initially reported on 
840216. Due to extensive investigation Si evaluation, fina 1 
rept delayed until 841207. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D. F. 
Region 5, Office of Director. 2pp. 27893:132. 24X 

Fiche: 50-528, 84/11/30, 8412110210. 


9412110255 Interim Deficiency Rept DER 84-54 re containment sump 
Isolation valve. Initially reported on 840817. Due to 
extensive investigation St evaluation, final rept delayed 
until 841211. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30, KIRSCH, D. F. 
Division of Resident, Reac tor Project St Engineering Programs. 2pp. 
27093:094. 24X Fiche: 50-528, 04/11/30, 8412110255. 


8412110277 Interim Defiency Rept DER 84—76 re diesel generator stator 
temps. Initially reported on 841003. Due to extensive 
investigation S< evaluation, final rept delayed until 841211, 

VAN BRUNT, E. E, Arizona Public Service Co, 84/11/30. KIRSCH, D. F. 
Division of Resident, Reactor Project & Engineering Programs. 2pp! 
27893:092. 24X Fiche: 50-528, 84/11/30, 84121 10277 . 


8412110295 Interim Deficiency Rept DER 84-74 re defective Class IE 
inverters supplied by Elgar. Initially reported on 040928. 

Doe to extensive investigation Si evaluation, final rept 
delayed until 841211. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30, KIRSCH, D. F. 
Division of Resident, Reactor Project Si Engineering Programs. 2pp! 
27893:090. 24X Fiche; 50-528, 84/1 1/30, 8412110295. 


8412110393 Interim Deficiency Rept DER B4— 64 re pipe support not cycled 
through entire stroke. Initially reported on 840904, Due to 
extensive investigation Si evaluation required, next rept 
delayed until 041212. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 27891:300. 24X 

Fiche: 50-528, 84/11/30,8412110393. 


8412110477 Interim Deficiency Rept DER 84-72 re HPSI pump minlflow 
isolation valve, Initially reported on 840925. Due to 
extensive investigation & evaluation. final rept delayed 
until 841212. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH. D. F. 
Region 5, Office of Director. 2pp. 27891: 177. 24X 

Fiche: 50-528, 84/11/30. 8412110477. 


8412130595 Final Deficiency Rept DER 84-88 re grout missing under 
downcomer feedwater lines. Initially reported on 841031. 

Grout replaced for two west downcomer feedwater line 
five-way restraints. Not reportable per Part 21. 

VAN BRUNT, E.E, Arizona Public Service Co. 84/11/30, KIRSCH, D.F, 
Region 5, Office of Director. 4pp. 27916:113. 24X 

Fiche: 50-528, 84/11/30, 8412130595. 


8412130610 Interim Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initially 
reported on 840817. Due to extensive investigation & 
evaluation required, nex t rept delayed until 841212. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/11/30. KIRSCH, D.F, 
Region 5, Office of Director. 2pp. 27916:005. 24X 

Fiche: 50-528, 04/11/30, 8412130610. 


8412130346 Interim Deficiency Rept DER 84-41 re adequacy of Cardinal 
Industrial Products program for supplier qualification. 

Initially reported on B40524. Due to extensive matls testing 
performed, next rept delayed until 841213. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/03. KIRSCH, D.F. 
Region 5, Office of Director, 2pp. 27901:358. 24X 

Fiche. 50-528. 84/12/03, 8412130346. 


8412130387 Final Deficiency Rept DER 84-78 re Valcor solenoid valves. 
Initially reported on 641004. Changes on Page 2, Section III, 
Paragraph 1 of 841116 Itr should read as listed. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/04. KIRSCH.D.F. 
Region 5, Office of Director. 2pp. 27901:361. 24X 

Fiche: 50-528, 84/12/04, 8412130387. 


8412200295 Interim Deficiency Rept DER 84-27 re improperly handled 
instrumentation from Waldinger Corp. Initially reported on 
840510. Due to extensive evaluation, final rept delayed until 
841214. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/05. KIRSCH, D.F. 
Division of Resident, Reac tor Project & Engineering Programs. 2pp. 
28031:213. 24X Fiche; 50-528, 04/12/05, 8412200295. 


8412200077 Rev 1 to final Deficiency Rept DER 83-73 re unqualified 
Foxboro power supplies. Suppl ies originally shipped for use 
in non-Class IE cabinets & Installed in QIE cabinets will be 
documented Zt replaced w/lE svc power supplies. 

VAN BRUNT, E. E. Arizona Public Service Co. 04/12/06. KIRSCH, D.F. 
Division of Resident, Reactor Project 8c Engineering Programs. 7pp. 
28031:319. 24X Fiche; 50-528, 84/12/06, 8412200077. 


8412200127 Revised final Part 21 it Deficiency Rept DER 84-77 re 
potential leakage path in seal of threads between Rosemount 
sensor module Zt housing Initially reported on 841003. 

Rosemount corrective actions end. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/06. KIRSCH, D.F. 
Division of Resident, Reactor Project Si Engineering Programs. 13pp. 
28031; 244. 24X Fiche: 50-528, 84/12/06, 8412200127. 


6412200342 Final Deficiency Rept DER 84-90 re reactor vessel snubber. 
Initially reported on 841 106. Condition not reportable per 
10CFR50. 55(e). 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/06. KIRSCH, D.F. 
Division of Resident, Reactor Project Zt Engineering Programs. 2pp. 
28031:085. 24X Fiche: 50-528, 84/12/06, 0412200342. 


8412210072 Deficiency Rept DER 84—89 re evaluation of incorrectly 
mounted Barton Model 764 transmitters. Initially reported on 
841106. Condition not reportable per 10CFR50. 55(e ). 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/06. KIRSCH, D.F. 
Region 5, Office of Director. 2pp. 28052:076. 24X 

Fiche: 50-528, 84/12/06, 8412210072. 


6412200276 Final Deficiency Rept DER 84-96 re containment purge valve 
closure time. Valve closure times reexamined as part of Tech 
Spec review process. Powered actuators will be replaced 
w/pneumatic actuators. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07. KIRSCH.D.F. 
Division of Resident, Reactor Project Si Engineering Programs. 3pp, 
28031:188. 24X Fiche: 50-528, 84/12/07, 8412200276. 


8412200105 Rev 1 to final Deficiency Rept DER 84-21 re Rosemount 
transmitters not torqued to specified value. Initially 
reported on 840430. Units 1 Si 2 mounting hardware replaced to 
conform w/matl S< installation requirements. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/08. KIRSCH, D.F. 
Division of Resident, Reactor Project S< Engineering Programs. 6pp. 
28031: 328. 24X Fiche: 50-528, 84/12/08, 8412200105. 
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8412200111 Final Part 21 & Deficiency Rept DER S4-93 re lack of support 
rails for Comsip core protection calculator/control element 
assembly operator modules. Initial ly reported on 841107. 

Bracing installed in Unit 1. utRQrw n P 

VAN BRUNTiE. E, Arizona Public Service Co. 84/12/08, KIRSCHj D. F. 
Division of Resident. Reactor Project & Engineering Programs, 4pp. 
20031:283. 24X Fi ch e ; 50-328. 84/12/08. 84122001 1 1. 

8412270471 Final Deficiency Rept DER 84-62 re load sequencer not 
functioning properly during safeguards testing. Initial ly 
reported on 840017. Defic iency not reportable per 

i°N''BRUN”E*E; Arliona Public Service Co_ B4/12/08. KIRSCH.D.F. 
Region 5. Office of Director. 7pp. 28115:141. 24X 

Fiche: 50-528, 84/12/08. 8412270471. 

8412270583 Part 21 & Final Deficiency Rept DER 84-56 re Rusk in Mfg Co 
fire dampers closing inconsistently. Initial ly reported on 
B4O022 Fire Dampers HJB-Mll reworked 8. now close under 


B4O022 Fire Dampers 
design flow conditions. oA/inyna 

VAN BRUNT, E.E. Arizona Public Service Co_ 84/12/08. 
Region 5. Office of Director. 5pp- 28113:314. 24X 

Fiche: 50-328. 84/12/08. 8412270583. 


KIRSCH. D. F. 


8412120174 Forwards draft proposed FSAR changes re mods made to LPSI 
pumps as result of startup testing per Deficiency Rept 
03-61. Changes will be Incorporated in FSAR Amend 14 

scheduled for Feb 1783, — j ajL/%oy\n UKiTOMTQNjC U 

VAN BRUNT. E.E. Arizona Public Service Go 

Licensing Branch 3. 15pp. 27887:120 . 24X Fiche: 50 - 528 . 84/12/10, 

8412120174. 

841=270486 Final D.Ricl.nc, R.pt. DER 84-72 8. DER B4-Bt c. HPSI punp 
miniflDW Valve 1JSIBUV667 failing to close 8( HPSI injection 
valves failing to op en, respec tively. Valves reworked St 
modified. ^ 

VAN BRUNT. E.E. Arizona Public Service Co. 84/12/12 
Region 3. Office of Director. 10pp. 28114:140. 24X 

Fiche: 50-528, 84/12/12' 8412270486. 


KIRSCH, 0. F. 


8412270495 Final DePlci.ncu Rept DER 84-54 re failure eP containment 
sump isolation valves to open electrically after manual 
closing. Valve operators reworked. KIRSCH, D F 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/12. KIRSCM. u. 

Region 5. Office of Director. 6pp. 28114:167. 24X 

Fiche; 30-528, 84/12/12, 8412270475. 

8412270510 Final Deflclenci, Rept DER 84-76 re dle.el generator etator 
temps. Mods made to Unit 1 generator air suppl« k. 

openings to increase air flow. Mods for Units 2 & 3 will b 

completed prior to issuance of OL. aa/to/io KIRSCH.D F 

VAN BRUNT, E.E. Arizona Public Service Co. 8^12/12. KIRSCH. D. F. 

Region 5. Office of Director. 4pp. 28114:184. 24X 

Fiche: 50-528, 84/12/12. 8412270510. 

8412270521 Final Deficiency Rept DER 84-64 re failure to cycle pipe 
support through entire stroke. Caused by shock suppressors 
damaged during hot functional testing. Shoe k suppressors 
replaced & monitoring program initiated. 

VAN BRUNT, E.E. Arizona Public Service Co. Sy 12/12. 

Region 5, Office of Director. 7pp. 28115:134. 24X 

Fiche: 50-528, 84/12/12. 8412270521. 


KIRSCH. D. F. 


0412270328 Final Deficiency Rept DER 94-06 re defectWe Foxboro 
absolute St deviation alarm modules. Modules 

Foxbqro for replacement of potentiometers. Unit 2 8c 3 alarm 

modules will be inspected. „ j oa/io/io KIRSCH, D F 

VAN BRUNT, E.E. Arizona Public Service Co. 8yi2/12. KIRSCH . 

Region 5, Office of Director. 5pp. 28113:231. 24X 

Fiche: 50-328. 84/12/12, 8412270528. 

8412200415 Final D.fici.ncv R.pt DER 84-27 r. 

In.trum.ntaticn fro* Waldins.r Corp. B.cbt.l .11 

Waldinger Corp 8c Honeywell procedures of new installations 
work supporting startup 8c operations. oa/io/io ktrbch. D F 

VAN BRUNT. E.E. Arizona Public Service Co. 8^12/12. KIRS 

Region 5. Office of Director. 8pp. 2S125:3lJ. 

Fiche: 50-328. 84/12/12' 8412280415. 

8412280448 Final Part 21 & Deficiency Rept DER 84-13 re HVAC acceptance 
criteria. All engineering drawings for HVAC 

to provide sufficient details to assure proper installation 
It prevent misinterpretation by Waldyger uiRgcH. D F 

VAN BRUNT. E.E. Arizona Public Jo KIRSCH. D.F. 

Region 5. Office of Director. 5pp. 28125:281. 24X 

Fiche: 50-328, 84/12/12. 8412280448. 

84 1 2310277 Final Deficiency Rept DER 84-41 r. a^quacy of Cardinal 
Izidostrial Products product progry for ... 

qualification file. Item not reportage per lOCFRSO. 55(e . ^ 

VAN BRUNT.E. E. Arizona Public 

Region 3, Office of Director. 12pp. 28134.033. 24X 

Fiche: 50-328, 84/12/13# 8412310279. 


—8412310286 Rev 1 to "Palo Verde Nuclear Generating Station Presentation 
to NRC on Cardinal Industrial Products (CIP) Fastener 

**^Arizona Public Service Co. 84/12/14. 35pp. 28134:045. 24X 

Fiche: 50-328, 84/12/13. 8412310279,. 

8412270532 Final Deficiency Rept DER 84-78 re GE HFA relay contact 
settings. Contacts will be readjusted in accordance w/GE 
instructions 8, all contact settings will be inspected Zt 

VAN*^BRUNT,^E. E**' Arizona Public Service Co. KIRSCH, D.F. 

Region 5, Office of Director. 4pp. 28113:200. 24X 

Fiche: 50-528, 04/12/14. B412270532. 


8412270596 Final Part 21 U Deficiency Rept DER 8y|;02 Te ^c 
check valves. All listed CT, FP t SP valves in Unit 1 J 

Inspected & reworked as required prior to entry into Mode 6, 


Anchor/Darling 


Remaining valves will be inspec^d yior to 
VAN BRUNT, E.E. Arizona Public yrvice Co. 

Region 5, Office of Director. 4pp. 28113:334. 24X 

Fiche: 50-528.84/12/14, 8412270596. 


KIRSCH, D. F. 


8412280284 Fin.l D.ficl.ncv R.pt DER 84-103 r. 

hatch Initially reported on 841213 . Restraints designed to 
resist po«ible net upward force. Design will be Implemented 

prior to Mode 2 for each unit. , _ oA/t^/iA ktrscHiD F 

VAN BRUNT, E.E. Arizona Public yrvlce Co 

Region 5, Office of Director. 4pp. 28127:233. 24X 

Fiche: 50-528.84/12/14, 8412280284. 

3412280344 Fiu.l D.fitl.ncg R.pt DER 84-101 7 . copt.ln6.nt purj. v.lv.. 
Initially reported on 841204 . Nonconformance Re^ SM 5316 
JJspotitioned to repair condition by reinstalling gear using 
Locktite specified & required design. ktrscw.D F 

VAN BRUNT.E.E. Ai-lion. Public S.tv1c. Cp. B4/12/14. MRSCH,D.F. 
Region 5. Office of Director. 4pp. 28124.306. 24X 
Fiche-: 50-528, 84/12/14, 0412280344. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 
G. Adjudicatory correspondence 

;SirrE‘“ H-iuj 

Natural Resources Defense Council. Ip. 27794.238. 24X 

Ficha: 50-537. 84/11/26, 8412060416. 


DOCKET STN-50-546 MARBLE HILL 
F. Security, medical, emergency ^ 

8412200033 R..ppnd. to FOIA r.»u..t Mv. c.t.pDTl.. of docUA.nt. t. 

potential seismic activity in areas a^ected by New Madrid 
Fault. App A documents available in PDR. oA/nA/iA nPi L. N 

FELTON. U.M. Division of Rules and Records. 

Nuclear Information & Resource Service. 3pp. 28052.318. 2 

Fiche; 50-000, 84/06/14, 8412200033. 

Q. Inspection reports. IE 


8411150064 IE Info Notice 84-83, "Various Battery Problems." Sve list 
™,E.U Divi.lon 0, E...,.nc9 ^7.P47.dn...^»^E„,in..rip, 

”c. iLp? i7M7 5^8 24X Ficb.: =0-000. 84/11/19, 84111=0064. 

8411210360 IE InPp Notlc. 84-84, “D.nd.ncl.. in F.rro-R..on.nt 

p5:srE"rDigion*d*|irj.nc, 

=7807^7“' 24X FlcSI: =0-000,84/11/27, 8411210360. 

8411280366 IE Info Notlc. 04-85, “MoUlbd.nu* Br.4bthT-ouah From 

SR^SroV'S^wrion^r. oiradpUand, 6 In.p.ctlon Pnugn.». <Po.t 
83^03^ '84/11/30 Consolidated Edison Co. of New York. Inc. 

88pp. 27967:086. 24X Fiche; 50-000, 84/11/30, 8411280366. 

8411280370 IE Info Notlc. 84-86, “I.ol.tlon B.tN.on Sijnal. of 
Protection Sys it Nonsaf ety-Releted Equipment. 

^nBnAN*E L^'^^Divislon of Emergency Preparedness *t Engineer^g 
JORDAN, E.L. Division or cm s v Jo^joUdatsd Edison Co. of New 

y"?!""". !?6p” 1796=?^!. =4* Flch.: =0-000, 84/11/30, 8411280370. 
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8412030021 IE Info Nofeica 84-87, "Piping Thermal Deflection Induced bu 
Stratified Flow. " Svc Hat end. 

JORDAlMiE. L. Diviaion of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc, 117pp. 27963:340. 24X Fiche: 50-000, 84/12/03, B412030021. 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect on 
Environ Qual if ication of Equipment. “ Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness tt Ennineerinn 
Response (Post 830103). 84/12/07. Consolidated Edison Co of Niw 

York, Inc. 114pp. 27966:215. 24X FI c ho: 50-000. 84/12/07, 8412050090. 


8412030028 IE Info Notice 84-88, "Standby Gas Treatment Sys Problems. " 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness {< Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co. of New 

York, Inc. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412060594 IE Info Notice 84-91. "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 84/12/10. Consolidated Edison Co of Niw 

York. Inc, 116 pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking in 
Nonsensitiiod 316 Stainless Steel." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. llSpp. 27966:332. 24X Fiche: 50-000. 84/12/07, 8412050081. 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Firs 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co of Nru 

York. Inc. U9pp. 28123:131, 24X Fi che: 50-000. 84/12/17. 0412120541 


8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness l< Engineering 
Response (Post 830103). 84/12/07. Consolidated Edison Co. of New 

York, Inc. I14pp. 27966:215. 24X Fiche: 50-000. 84/12/07, 8412050090. 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of Ntu 

York, Inc. 120 pp. 28124:001. 24X Fiche: 50-000. 84/12/17. 0412120547 


0412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/10. Consolidated Edison Co. of New 

York, Inc. 116pp. 28032:130. 24X Fiche: 50-000, 84/12/10, 8412060594. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION. UNIT 1 
F. Security, medical, emergency & fire protection plans 


8412120541 IE Info Notice 84-92, "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 119pp. 28123:131, 24X Fiche: 50-000, 84/12/17, 3412120541. 


B412200033 Responds to FQIA request for five categories of documents rt 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J, M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

Fiche: 50-000, 84/06/14, 8412200033. 


8412120547 IE Info Notice 84-93, “Potential for Loss of Water from 
Refueling Water Cavity." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York, Inc. 120pp, 28124:001, 24X Fiche: 50-000, 84/12/17, 8412120547. 


DOCKET SrN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


DOCKET STN- 50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


Q. Inspection reports, IE Bulletins 4 correspondence 


8411150064 IE Info Notice 84-83. "Various Battery Problems." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 84/11/19. Consolidated Edison Co. of New 

York, Inc. I20pp. 27807:058. 24X Fiche: 50-000, 84/1 1/19, 8411150064. 


8412200033 Responds to FQIA request for five categories of documents n 
potential seismic activity in areas affected fay New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28052*318 24X 

Fiche: 50-000, 84/06/1 4, 84 1 2200033. 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT I 
F. Security, medical, emergency & fire protection plans 


8411210360 IE Info Notice 84-34, "Deficiencies In Ferro-Resonant 
Transformers. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness 4 Engineerino 
Response (Post 830103). 84/11/27. Consolidated Edison Co of New 

York, Inc. 126pp. 27807:179. 24X Fiche; 50-000, 84/1 1/27, 8411210360. 


8411280366 IE Info Notice 84-85, "Molybdenum Breakthrough From 
Tc-99m Generators." Svc list end. 

Safeguards 4 Inspection Programs (Post 
830103). 84/11/30. Consolidated Edison Co. of New York, Inc. 

QSpp. 27967:086. 24X Fiche: 50-000, 84/11/30, 8411280366. 


8412200033 Responds to FOIA request for five categories of documents rt 
potential seismic activity in areas affected by New Madrid 
Fault. App A documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. BELLiN. 
Nuclear Information 4 Resource Service. 3pp. 28052:316. 24X 

Fiche: 50-000, 84/06/14, 8412200033. 


DOCKET STN-50-599 CARROLL FACILITY I 
0, Adjudicatory correspondence 


Info Notice 84-86, "Isolation Between Signals of 
Protection Sys 4 Nonsafety-Related Equipment. " 

Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 4 Engineerino 
Response (Post 830103). 84/11/30. Consolidated Edison Co. of Ni 

York, Inc. I16pp. 27965:224, 24X Fiche; 50-000, 84/1 1/30, 841128037 


8412170268 Notice of ASLB reconstitution. BP Cot ter, chairman 4 
JR Kline 4 GO Bright, members. Served on 841214. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. #484 651. 
84/12/13. 2pp. 27937:156 24X Fic he; 50-599, 84/12/13, 8412170266. 


"Piping Thermal Deflection Induced t 
Stratified Flow, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 84/12/03, Consolidated Edison Co. of Na 

York, Inc, 117pp. 27965:340. 24X Fiche: 50-000, 84/12/03, 84120300S 


841203^28 IE Info Notice 84-98, "Standby Gas Treatment Sys Problems. " 
—VC list cncl. 


JORDAN, E. L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 84/12/03. Consolidated Edison Co of New 

122 pp. 27966:093. 24X Fic he ; 50-000, 84/12/03, B412030028. 


York, Inc. 


DOCKET 8TN-50-600 CARROLL FACILITY II 
O. Adjudicatory correspondence 


B41217026B Notice of ASLB reconstitution. BP Cotter, chairman 4 
JR Kline 4 GO Bright, members. Served on 841214. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #484 651. 
84/12/13. 2 pp. 27937:156. 24X Fich •: 50-599, 84/12/13, 8412170268 . 


in 


8412050081 IE Info Notice 84-89, "Stress Corrosion Cracking 
Nonsensltiied 316 Stainless Steel, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 4 Engineering 
vUit”"?: B4/ia/07. Cm.oUd.t.d Edi.on Co of N.u 

York. Inc. llS,,. 2796&: 332. 24X Fich,: 30-000. 04/12/07. 8412030091. 
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DOCKET 50-i0i RESAR SP/90 


A, Appl icafcion/construc tion stage documents 8t correspondence 


8-412210197 FOIA ^or five categories of documentsi inc lading 

comments on draft NUREO-1070. RESAR-SP/90 8< Sandia rept 
entitledi "Accident Sequence Evaluation Program Plant Survey 
& Initial Plant Grouping Ltr Rept. " 

SHOULYi S. C. Union of Concerned Scientists. FIN A-3705. 84/03/01. 

FELTONi J. M. Division of Rules and Records. 2pp. 29040:026. 24X 

Fiche: 50-000. 84/05/01, 8412210157. 


8412210165 Second response to FOIA request for five categories of 
documents. Forwards documents listed on app. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. FIN A-3705. 84/06/21. 

SHDLLY, S. C. Union of Concerned Scientists. 2pp. 28048:028. 24X 

Fiche: 50-000, 84/06/21. 8412210165. 


— 9311080310 Forwards std order for DOE work: "Safety Evaluation of 
Core-Melt Acc idents: CESSAR-FDA Westinghouse Std Plant-FDA. " 
MATIBON, R. U. Division of Systems Integration (post 811005). FIN 
A-3705, 83/10/20. OCEKA, 0. J. Energy, Dept. of. Ip. 28048:064. 

24X Fiche: 50-000, 04/06/21, B412210165. 


— 8311090314 Std order for DDE work: "Safety Evaluation of Core-Melt 
Acc idents: CESSAR-FDA Westinghouse Std Plant-FDA." 

MATTSON, R.J. Division of Systems Integration (post 811005). FIN 
A-3705-4. 83/10/20. Ip. 28048:065. 24X Fiche: 50-000, 84/06/21, 
8412210165. 


— B4122L0171 Requests proposal from BNL to provide technical assistance 
through FY85 for "Safety Evaluation of Core-Melt Accidents: 
CEBSAR-FDS, Westinghouse Std Plant - FDA." Statement of work 
enc 1. 

BDYD,3. M. Division of Systems Integration (post 811005). FIN 
A-3703. 03/01/04. OOEKA. 0. J. Energy, Dept. of. llpp. 

29048:030. 24X Fiche: 50-000, 84/06/21,8412210165. 


— 8411270343 Application for withholding proprietary RESAR-SP/90 
Westinghouse Advanced PWR Preliminary Design Approval 
Modules 6 4: a, "Secondary Sid® Safeguards Sys" / "Steam 
Power. , . , “ (ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp, 84/11/09. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 9pp. 27638:144. 
24X Fiche: 50-601,84/11/09, 8411270340. 


— 8411270346 Nonproprietary RE9AR-SP/90 Westinghouse Advanced PWR 
Preliminary Design Approval Modules 6 & 8, "Secondary Side 
Safeguards Sys" / "Steam Power Conversion Sys. " 

* Westinghouse Electric Corp. 84/09/30. 3B6pp. 27638:155. 
Fiche: 50-601, 84/11/09. 8411270340. 


24X 


8412190270 Forwards nonproprietary tt proprietary versions of Amend 1 to 
Westinghouse Advanced PWR RESAR-SP/90, Prel iminary Design 
Approval, Module 5, "Reactor Sys," re CO Thomas 841017 ltr. 

Proprietary version withheld (ref 10CFR2. 790). 

RAHE, E. P. Westinghouse Electric Corp. 84/11/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 28013:246. 

24X Fiche : 50-601, 84/11/30, B412190270. 


— 8412190282 Requests withholding proprietary version of Amend 1 to 
Westinghouse Advanced PWR RE8AR-SP/90. Pre 1 iminary Design 
Approva 1 , Mod ule 5, "Reactor Sys," per 10CFR2. 790. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/11/30. 

Nuclear Reactor Regulation, Director. 9pp. 20013:248. 

Fiche: 50-601, 84/11/30, 0412190270. 


Office of 
24X 


— 8412190290 Nonproprietary version of Amend I to Westinghouse Advanced 
PWR RESAR-SP/90. Preliminary Design Approval, Module 5, 

*' R ea ctor Sys. " 

* Westinghouse Electric Corp. 84/11/30. 24pp. 28013:257. 24X 

Fiche: 50-601, 84/11/30, 8412190270. 


DOCKET 50-602 TEXAS, UNIV. OF 

A. Applicat ion/construction stage documents Sc correspondence 


— 8412210174 Project 8< budget proposal of NRC work: "Safety Evaluation 
of Core-Melt Accidents: CESSAR-FDA. Westinghouse Std Plant - 
FDA. " 

KATOi W, Y. Brookhaven National Laboratory. FIN A-3705, 83/02/28. 

MEYER, J. Reactor Systems Branch. 19pp. 28048:041. 24X 

Fiche: 50-000. 84/06/21, 8412210165. 


8412120137 Application for CP. General inf o, SAR, Tech Specs, emergency 
plan 6 EIA and. « ^ , -rv 

FONKEN.O. J., KLEIN, D.E., BAUER, T. L. Texas, Univ. of. Austin, TX. 
84/11/09 DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2lpp. 27888:001. 24X Fiche; 50 - 602 , 84/11/09, 8412120137. 


— 8412210177 Forwards std order for DOE work; "Safety Evaluation of Core- 
Malt Accidents: CESSAR-FDA. Westinghouse Std Plant-FDA," for 
issuance to BNL. 

MATTSON.R.J. Division of Systems Integration (post 811005). FIN 
A-3705. 83/04/13. OOEKA. 0- J. Energy, Dept. of. Ip. 28048:060. 

24X Fiche: 50-000. 84/06/21, 8412210165. 


— 8412210101 Std order for DOE work; "Safety Evaluation of Core-Melt 
Accidents: CESSAR-FOA, Westinghouse Std Plant-FDA." issued to 

MATTSON.R.J. Division of Systems Integration (post 811005). FIN 
A-3705-3. 83/04/13. 3pp. 28048:061. 24X Fiche: 50-000. 84/06/21, 
8412210165. 


—8412120140 "TRIOA Reactor Fac i li tg , Nuc lear Engineering Teaching Lab. 
Univ of Texas at Austin." 

a- Texas, Univ. of. Austin, TX. SAR 9-84. 84/11/30. 261pp. 

27808:022. 24X Fiche: 50-602, 84/1 1/09. 8412120137. 


— 8412120141 Proposed Tech Specs for 
a Texas, Univ. of, Austin. TX. 
Fiche: 50-602, 84/11/09, 8412120137. 


Univ of Texas at Austin. 
84/11/30. 31pp. 27888:203. 


24X 


— 8412120144 "Emergency Plan for Univ of Texas TRIOA Mark II Reactor 

*'"'^TeJl!!'. Univ. of. Austin, TX. 84/09/30. 24pp. 27888:334. 24X 

Fiche: 50-602, 84/11/09, B412120137. 


8412110008 Discusses 841109 request that RESAR-8P/90 preliminary 
design approval Modules 668, "Secondary Side Safeguards 
Sys" 8c "Steam & Power Conversion Sys," respectively, be 
withheld from public disclosure (ref 10CFR2. 790). 

THOMAS, C.Q. Standardization Special Projects Branch. 84/11/30. 
WIESEMANN, R. A. Westinghouse Electric Corp. 3pp. 27896:319. 24X 

Fiche: 50-601 , 84/1 1/30, 8412110008. 


F. Security, medical, emargency Ic fire protection plans 


— 8412120150 EIA supporting application for CP. 

* Texas, Univ. of, Austin, TX. 84/07/31. 7pp. 
Fiche: 50-602, 04/11/09, 8412120137. 


27888: 358. 


24 X 


8412100134 Notice of receipt of Univ of Texas 841109 application for 
CP 8t OLf to construct operate TRIOA nuclear reactor. 

BERKOW, H. N, Standard i zat ion Jk Special Projects Branch. 84/12/04. 
2pp. 27864:360, 24X Fiche: 50-602. 84/12/04, 8412100134. 


8412110008 Discusses 841109 request that RESAR-SP/90 preliminary 
design approval Modulas 6 t« 8, "Sacondary Side Safeguards 
Sys" it "Steam 8c Powar Conversion Sys," respectively.be 
withheld from public disclosure <ref i0CFR2. 790). 

THOMAS.C.O. Standardization 8c Spacial projects Branch. 84/11/30. 
WIESEMANN, R. A. Westinghouse Electric Corp. 3pp. 27896:319. 24X 

Fiche: 50-601. 84/11/30, 8412110008. 


F. Security, medical, emergency k fire protection plans 


8412120137 Application for CP. General inf o, SAR, Tech Specs, emergency 
plan It EIA end. .... 

FONKEN, G. J. . KLEIN. D.E., BAUER, T. L. Texas, Univ. of, Austin, TX. 
84/11/09. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2lpp, 27888:001. 24X Fiche; 50 - 602 , 84/11/09, 8412120137. 


K. Utility Final Safety Analysis Report (FSAR) 8c amends 


8411270340 Forwards nonproprietary 8» proprietary RESAR-SP/90 
Wmetlnghouse Advanced PWR Preliminary Design Approval 
Modules 6 8c 8, "Secondary Side Safeguards Sys" / "Steam 
Power.,.." Proprietary rept withheld (ref 10CFR2. 790). 

RAHE. E. P. Westinghouse Electric Corp. 84/11/09. DENTON, H. R. 
Ofspice of Nuclear Reactor Ragulation. Director. 2pp. 27638:142. 
24X Fiche: 50-601, 84/11/09, 8411270340. 


— 9412120144 "Emergency Plan for Univ of Texas TRIOA Mark 11 Raactor 
Facility " 

* Taxas, Univ. of, Austin. TX. 84/09/30. 24pp. 27888:334. 24X 

Fiche: 50-602,84/11/09,8412120137. 


8412280195 Requests technical assistanca in reviewing end emergency 
plan for Univ of Texas. Comp I etion date is 850209. 

THOMAS.C.O. Standardization 8« Special Projects Branch. 84/12/14. 
MATTHEWS. D. B. Emergency Preparedness Branch. 2pp. 28133:089. 24X 

Fiche: 50-602, 84/12/14. 8412280195, 
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S412270117 Forwards physical security plan for facility. Enel withheld 
(ref 10CFR2. 790). 

BAUER, T. L. Texas, Univ. of, Austin# TX. 84/12/17. 

Standardization & Special Projects Branch. Ip. 28090:331. 24X 

Fiche: 30-602. 84/12/17# B4122701 17. 


— 8412260229 Insp Rept 70-0027/84-20 on 
Major areas inspected; security plan 
procedures, mgt effectiveness & testi 
withheld. 

MOORE, D.E.# MC<3UIRE, D. R. Region 2, 
Ip, 28033:310. 


841126-30, No violations nottd 
St implementing 
ng «t maint. Detal Is 

Office of Director. 84/12/18. 


H. General correspondence 


8412100280 Notifies that all correspondence re license application 
should be sent to director of fac i 1 i ty. Current director «< 
appropriate address listed. 

FONKEN.O, J. Texas, Univ, of. Austin. TX. 84/11/30. DENTON. H. 

Office of Nuclear Reactor Regulation. Director. Ip, 27032; 145. 24X 

Fiche: 30-602, 84/11/30# 8412100280. 


DOCKET 70-0084 IOWA STATE UNIV. . AMES, I A 


. w*.. . T-ur uotumencs re Jcua Steti 

Univ reactor safeguards insp rep ts. Forwards App A documents 
Info partially deleted (ref FOIA Exemption 4). 

FELTON, U. M. Division of Rules and Records. 04/06/04. AFTEflOOOD, S 
Committee to Bridge the Gap. 2pp. 27932:080. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0023 ROCKWELL INTERNATIONAL CORP. , CANOOA PARK# CA 


8412170075 Responds to FOIA request for documents re physical security 
& safeguards insp rept for nonpouer reactors in Regions II 
fc V from 1979 to present. Forwards documents listed in app. 

Portions withheld (ref FOIA Exemption 3). 

FELTON. J. M. Division of Rules and Records. 84/07/09. AF TER GOOD • S. 

Committee to Bridge the Gap. 3pp. 27958:343. 24X 

Fiche: 30-000,84/07/09# 8412170075. 


— 8412170106 Insp Repts 30-375/80-01 &c 70-0025/80-02 on 800212-15. No 
noncomp 1 lance noted Major areas inspected; measurement 
controls# records 4 repts & matl control accounting for 
L-eS reactor. Sensitive info deleted. 

HAMADA. 0. , WIEDERiA. Region 3. San Francisco# Office of the 
Director. NORDERHAUO. L. R. Region 5, San Francisco# Safeguards 
Branch. 80/02/27. 3pp. 27958:350. 24X Fiche; 30-000# 84/07/09, 

8412170075. 


8412130420 Forwards Insp Rept 70-0023/34-03 on 841015-19 & notice of 
violation. 

SCARANQ.R.A. Region 5# Office of Director. 84/11/19. MEYERS, G.W. 
Rockwell International Corp. 2pp. 27916:139, 

8412130424 Notice of violation from insp on 841015 - 19 . 

THOMAS, R.D. Region 3, Office of Director. 84/11/19 Ip 
27916:161. 


wanitizeo 


830322-24. No noncompliance noted. Major areas inspected: 
nuclear matl control , sh ipp ing & receiving inventory & 
records & repts. Info deleted (ref 10CFR2, 790). 

PIRTLE, G. L. # CREED, U. R. Region 3, Office of Director. 83/04/11 

9pp. 27932:098. 24X Fiche: 30-1 16# 84/06/04, 8412120244. 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV. , UNIVERSITY PARK, PA 


8412270016 Forwards sketch of storage well for 3 Ci Pu-Be source 
installed per Amend 3 to License SNM-95. Radiation survey 
repts for source installed in source well & in JL Shepherd 
howitzer end. 

ORANLUND, R. W. Pennsylvania State Univ., University Park# PA. 
28118^2^' Uranium Fuel Licensing Branch. 5pp. 


DOCKET 70-0133 BABCOCK «< WILCOX CO. , APOLLO# PA 


8412030323 Submits items of interest. On 841113. D&W met w/NMSS to 
present preliminary plans for future uses of Apollo.PA 
plant. On 841 1 14-13# NMSB visited NFS Erwin# TN plant to gain 
info on environ assessment re license renewal. 

PAGE# R. 0. Uranium Fuel Licensing Branch. 84/11/20. DAVISjJ.O. 
2 T^*o* Nuclear Material Safety & Saf eguards# Director . Ip. 


—8412130543 Insp Rept 70-0025/84-05 on 941015-19. Violation noted: 
failure to control in process inventory within license 
limit. 

BROCK, B.L.# ZURAKOWSKI# P. R. , THOMAS, R. D. Region 3# Office of 
Director. 84/11/13. 9pp. 27916:162. 


8412260303 Ac k receipt of 841210 Itr informing NRC of steps taken to 
correct noncompliance noted in insp rept on 841013 - 19 , 

MONTGOMERY# J. L. Region 3, Office of Director. 84/12/20. 

REMLEY#M. E, Rockwell International Corp. Ip. 28037:349. 


‘8412260307 Responds to NRC 841119 Itr re noncompliance noted in insp 
rept on 841015-19. Corrective actions: method for sealing ends 
of listed storage tubes in shipping container developed & 
revs to operating procedures instituted. 

REMLEY.M. E. Rockwell International Corp. 84/12/10. SCARANQ.R.A. 
Region 5# Office of Director. 4pp. 28057:350. 


DOCKET 70-0027 BABCOCK It WILCOX CO. , LYNCHBURG# VA 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC. # ERWIN, TN 


8412260385 Groundwater monitoring results for Aug 1984 per License 
Condition 40 of Amend 22 to License SNM-124. W/S41120 Itr. 

GUINN, F.K, Nuclear Fuel Services, Inc. (subs, of Oettu Dll Co ) 
84/08/31. 3pp. 28070:326. 


S412260035 Forwards Insp Rept 70-0143/84-31 on 840813-17. No violations 
or deviations identified. 

STGfffl.J, P. Region 2# Office of Director. 84/10/16. OUINN#F. K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 2sp 
28064:054. ^ 


■8412260039 Insp Rept 70-0143/84-31 on 840813-17. No violations or 
deviations noted. Major areas inspected: fol lowup on 
noncompliance items It inspector Identified problems. Details 
withheld (ref 10CFR2. 790 Sc 73.21). 

RICHARDS, B. L. # MCALPINE, E. J. Region 2, Office of Director. 
84/10/16. Ip. 28064:056. 


8412030402 Application to amend License SNM-42, superseding 840727 Itr. 
Changes involved corrections# clarifications# updates Sc 
additions to measurement Sc measurement control chapters 
Enel withheld (ref 10CFR2. 790<d) ). 

REGAN# N. A. Babcock Sc Wilcox Co. 84/10/24, 

Office of Director. Ip. 27740:342. 


0'REILLY#U. P. Region 2, 


8412060036 Informs of phone company mod to health physics network phont 
sys within 30 days. Access to phone sys Sc escort sve for 
phone company representatives requested. 

STOHR# J. P, Region 2# Office of Director. 84/11/15, GUINN# F.K. 
Nuclear Fuel Services# Inc. (subs, of Getty Oil Co, ) lo 
27827:329. . p. 


8412120463 Application for amend to License SNM-42# revising wording of 
procedures for shipping SNM offsite. End withheld (ref 
10CFR2. 790). 

REGAN# N. A. Babcock Sc Wilcox Co. 84/11/02. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. Ip, 27911:354. 


8412270451 Forwards Insp Rept 70-0143/84-38 on 841001-05. No 
noncompliance noted. 

STOHR, J.P. Region 2# Office of Director. 84/11/15, GUINN# F.K. 
Nuclear Fuel Services# Inc. (subs, of Getty Oil Co. ). 2pp, 


8412010039 Advises that 841022 rev to physical security 
w/provisioni of 10CFR70. 32(c ) S< acceptable. 

STOI‘W#J. P. Region 2# Office of Director. 84/11/27 
Babcock Sc Wilcox Co. Ip. 27704:098. 


plan consistent 
ECKERT# J. P. 


8412260226 Forwards Insp Rept 70-0027/84-20 on 841126-30. No violations 
or deviations noted. 

STOHR# J. P, Region 2# Office of Director. 84/12/19 ECKERT. J P 
Babcock S< Wilcox Co. 2pp. 28055:308. 


■8412270456 Insp Rept 70-0143/84-38 on 841001-05. No noncomp Uancs noted 
Major areas inspected: nuclear criticality safety# operations 
review# independent effort & followup on previous enforcement 
actions. 

KAHLE#J. B. # MCALPINE, E. U. Region 2, Office of Director. 84/11/09, 
7pp. 28114:061. 


8412060339 Forwards proposed stack effluent monitoring plan conducted 
under contract w/Oak Ridge Assoc Univs. 

STOHR, U.P. Region 2# Office of Director. 84/11/19. GUINN. F.K. 
Nuclear Fuel Services# Inc. (subs, of Getty Oil Co. ). Ip. 

27B26: 139. 
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--S412060346 Forwards 841022 revised proposed stack effluent monitoring 

BERGERi J. D. Oak Ridge Associated Univs. 84/10/26. MONTGOMERY* D. 
Region 2, Office of Director. 6pp. 27826: 140. 


84120S0S23 Submits items of interest. On S41115.B&W met w/NMSS to 
present preliminary plans for future uses of Apollo, PA 
plant. On 841 114-15, NMSS visited NFS Erwin* TN plant to gain 
info an environ assessment re license ^ ^ „autc i n 

PACE, R. 0. Uranium Fuel Licensing Branch. 84/11/20. DAVIS* J. G. 
Office of Nuclear Material Safety & Safeguards* Director. Ip. 
27810: 144. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC. , W4CASVILLE# CT 


8412260375 Forwards permits issued to United Nuclear Corp re spacer 

JAIN.^r"^ Connecticut. State of. 83/05/04. RHODES. M. NRC - No 
Detailed Affiliation Given. 6pp. 28069:358. 


8412190451 Forwards Safeguards Insp Rapt 70-0371/84-11 on 841016-19. 
No violations observed. ***>-, amv r. n 

MARTIN. T. T, Region 1, Office of Director. 84/11/27. AMY* G. D. 
United Nuclear Corp. (subs, of UNC Resources, Inc. ). 2pp. 

28029: 344. 


8412120578 Application for amend to License SNM-124 (License Condition 
4. 6). Details withheld (ref 10CFR2. 790( d ) ) . Fee paid. 

HENSLEY, K.D, Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
84/11/20. BROWN. W.R. Fuel Facility Safeguards Licensing Branch. 
2pp. 27912:303. 


-8412190454 Safeguards Insp Rept 70-0371/84-11 on 841016-19. No 
noncompliance noted. Major areas inspected : fac i 1 ity 
organization & mgt control s. fac ility operations t< internal 
controls. Portions deleted (ref 10CFR73. 21 & 9.5). 

DELLA RATTA. A, . KEIMIG* R. R. Region 1, Office of Director. 
84/11/09. 3pp. 28029:346. 


0412200563 Forwards final rept. "Soil Decontamination Project (Railroad 
Area on Northwest Side of Plant)." per requirements of 
Condition 8. Ref 2 of License SNM-124. Evaluation & release of 
areare quested. ^ ^ ^ s 

IDEKER.R. L. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co.). 

84/ 11/20. PAGE.R. G. Office of Nuclear Material Safety & 

Safeguards* Director. 2pp. 28039:121. 


8412260014 Summarizes 841211 meeting w/United Nuclear Corp Naval 
Products* Montville.CT re application for license T;enewal tf 
status of decommiHsioning of Wood River ^ 

PA0E.R.0. Uranium Fuel Licensing Branch. 84/12/13. DAVIS.J.D. 
Office of Nuclear Material Safety & Safeguards. Director. Ip. 
28073: 354. 


— 9412200579 Final rept* "Soil Decontamination Project 
Northwest Side of Plant)." 

* Nuclear Fuel Services* Inc. (subs, of Getty Oil 
6pp. 28039: 123. 


(Railroad Area on 
Co. >. 84/11/30. 


8412120570 Application for amend to License SNM-124 (Amend MPP-1* 
Section 6. 2. ). Detai Is withheld (ref 10CFR2. 790) >. Fee paid. 

HENSLEY. K. D. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co. ) 
84/11/21. BRDWN*W. R. Fuel Facility Safeguards Licensing Branch. 
Ip. 27912:343. 


8412270041 Forwards Rev 68 to Section 3.0 of fundamental nuclear 
control plan. Rev withheld (ref 10CFR2. 790). 

HENSLEY. K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil 
84/11/21, O 'REILLY* J. P. Region 2. Office of Director. Ip. 
201 18: 192. 


matl 
Co. >. 


8412280501 Confirms arrangements re 841204 enforcement conference to be 
held at Region II ofc. per 841126 telcon. Meeting requested to 
discuss exposure of employee to airborne concentrations of 
radioactive matl in excess of 10CFR20 li"*^**- _ «.,tkiw cr u 

BTOMR. J. P. Region 2* Office of Director. 84/11/28. GUINN* F. K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 2pp. 

28126: 146. 


8412190067 Forwards implementation schedule for installation of 
closed circuit television in guard towers/alarm station « 
parimeter fence intrusion sys. End withheld. . *ni t *« » 

JOHNSON, S.C. Nuclear Fuel Services* Inc. (subs, of Getty Oil Co. ). 
84/11/29. BROWN* W.B. Fuel Facility Safeguards Licensing Branch, 
ip. 28028: 284. 


841 2 1 70536 Forwards, for review* pages to physical safeguards plan 
Incorporating requirements of License Safeguards Guidance 
Group Bulletin 38 & JR Clark 841109 meeting w/NMSS 

r BpresentatiVBS. Enel withheld. « « . i r*,, i 

JQHNQON*S.C. Nuclear Fuel Services. Inc. (subs, of ^ 

S4/11/30. BROWN* W.B. Division of Safeguards. Ip. 27970:288. 


8412110276 PNO-I 1-84-096: on 841207* inventory difference discovered* 
Tosulting from accounting gain which exceeded associated 
limit of error but within other regulatory requirements. 
Investigation underway, in 

KAHLE/J. B., LEE. T. D. Region 2, Office of Director. 84/12/07, Ip. 
27856:323. 


8412260015 Discusses lAC Council records on ventilation/scrubber sys 
for 200 8{ 300 area comple xes. Region II should review NFS 
compliance w/Section 250.3.3 of license condition 

B IDINGER. G. H. Uranium Fuel Licensing Branch. 84/12/17. SOONG* A. l.. 
NRC - No Detailed Affiliation Given. Ip. 28073:353. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, ^P A 


3412260228 Forwards corrected pages to 840810 application for amend to 
License SNM-770 due to typos. - _ . 

NAROI.A. J. Westlnghouse Electric Corp. 84/11/27. PAOE*R.O. 


—8412260231 Corrected pages to 840810 application for amend to License 
SNM-770 re leak testing sealed sources & min training « 

****Westinghouse Electric Corp. 84/11/27. 3pp. 28068:355, 


3412180622 Forwards update to responses in 840822 Itr re spent fuel 
storage facility expansion. Spent fuel storage 
sent to Westlnghouse Waltz Mill Site under License SNM-770 
as interim step prior to final disposal. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/11. VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 27962:219. 24X 


8412260004 Issues Amend 2 to License SNM-770, i’^corpor^ing 
organizational changes & deleting Conditions 6F.7F*8F 8< 


18, 


PAGErR'^o' Uranium Fuel Licensing Branch. 84/12/17. NARDI.A. J. 
Westlnghouse Electric Corp. Ip. 28073:357. 


— 8412260005 Evaluation supporting Amend 2 to License SNM-770* 
incorporating organizational changes & reducing possession 

KET^ACH* N. . CRDW.W.T. Uranium Fuel Licensing Branch. 84/12/17. 
2pp. 28073:358. 


DOCKET 70-0710 MERRIMACK COLLEGE, NORTH ANDOVER, MA 


8412120359 Ack receipt of 
correct violations noted 
will be retired based on 


840515 Itr informing NRC of steps taken to 
in Insp Rept 70-0710/84-02. Lie ense 
info re disposition of licensed 


MARTIN. T.T, Region 1* Office of Director. 
Merrimack College* North Andover, MA. Ip. 


84/12/05. FOREMAN. H. 
27875: 093. 


DOCKET 70-0712 KERR-MCOEE NUCLEAR CORP. , OKLAHOMA CITY* DK 


8412120212 FQIA request for three categories of documents re Kerr-McGee 
Cushing facility. 

BARNES, C. Affiliation Not Assigned. 

Division of Rules and Records, 4pp. 


84/04/14. FELTON* J.M. 
27940:041. 


DOCKET 70-0341 MAINE, UNIV. OF* ORONO, ME 


841S130114 Discusses combined insp of Licenses SNM-339 & 
841016-17 & 19 8< forwards notice of violation. 

GLENN* J.E Region 1. Office of Director. 84/12/07. 
Maine* Unlv, of* Orono* ME. 2pp. 27906:239. 


18-01475-15 on 
STUART* A. E. 


— 8412130119 Notice of violation from combined insp on 841016-17 & 19. 
Violations noted: radiation safety committee did not meet 
monthly, wipe test not performed on package of tritium on 
840227 & daily contamination surveys not performed **“*• 

* Region 1, Office of Director. 84/12/07. 3pp. 27906:241, 


2130113 FOIA request for seven categories of documents re Kerr-McGee 

!rNE8?c!^ Affiliation Not Assigned, 84/04/14. FELTON* J. M. 

Lvision of Rules and Records. 4pp. 27924:011. 


8412120225 Further response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing facility. App A documents 
end. Portion of Document 57 re compliance insp rept withheld 

(ref FOIA Exemption 6). ^ barmfs* c 

FELTON* J. M. Division of Rules and Records. 84/05/30. BARNta.u. 
Affiliation Not Assigned. 6pp. 27940:046, 
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-8412120230 Forwards 660729 memo from Region IV^ setting forth results 
fro® closeout survey of CushingiOK facility. 

R0y»0. W. Atomic Energy Commission. 66/08/08. NUSSBAUMER, R. A. 
Atomic Energy Commission. 2 pp. 27940:032. 


-6412120263 Reiuests authorization to release vacated bldgs at Cushingi 
OK facility for unrestricted use. Summary of bldg survey 


results submitted. 

WCHJ_£R,e. E. Kerr-McOee Corp. 66/06/09. 
Energy Commission. 4pp. 27940:056. 


NUSSBAUMER, D. A. 


-8412120291 Discusses 631022 notice of alleged violation re failure to 
determine adeq^uately extent of employee exposures to 
concentrations of thorium following 630623 fir* & explosion. 
Kerr-McOee 631110 response unsatisfactory. 

PAOE. R. 0 . Atomic Energy Commission. 65/11/22. Atomic Energy 
Commission. 2 pp. 27940:072. 


—8412120300 Forwards reinsp rept re licensee criticality prevention 
program 8 < review of evaluations made to determine 
raportabi 1 ity of 630623 fire & explosion at Cushing. No items 
of noncomp liance noted in prevention program. 

WOOLSEY, R. T. Atomic Energy Commission. 63/10/01. PAOE, R O 
Atomic Energy Commission. 3pp. 27940:074. 


-8412120306 Forwards insp rept on 630908 re nuclear safety. Rept 
supplements 650908 rept covering radiological safety. 
DUBXNSKIiL. Atomic Energy Commission. 65/10/11. PAOEi R. 0. 


Atomic Energy Commission. 


-8412120326 Part 70 insp rept on 650908. No noncompliance noted. Area 
inspected: scrap reprocessing area of plant. UF 6 conversion 
^ Inventory << transfer records. 

CRCJCKER . H. W. Atomic Energy Commission. 63/10/01 3dd 
27940:078. 


Corii«i.nt. on nipt r. 450908 in.p r. poi.lbl. opo.ur. of 
tmplovt.s Involv.d in 480623 .iplotion incident. Liccnn.n 
Should be requested to take further action to establish 
extent of possible internal exposures. 

D^INSKI.L. Atomic Energy Commission. 63/10/12. PAOE. R 0 
Atomic Energy Commission. Ip. 27940:081. 


'^^IVpV'uU.TZlliool’! .uppl.™.nt. 

DUBINSKI.L. Atomic Energy Commission. 65/10/11. PAOE. R. O 
Atomic Energy Commission. Ip. 27940:082. 


640122-23. NO noncompliance noted in 
criticality prevention area. Part 20 insp noted several 
noncomp I ianccs re radiation protection phase. 

CROCKER. H. W. Atomic Energy Commission. 64/02/lB. BROWN. 0 D 
Atomic Energy Commission. Ip. 27940:100. 


®*Jf‘?fdIftrr* J"'" ’■I"*”" M<JJ2Z-23.Ndncon,pH.nc. not.d in .r» 
Of radiation safety control. 

27940^10l’^' Energy Commission. 64/01/23. 9pp. 


Findings Licensee Ack on 630321 of License SNM-695. 
Of noncompllanc# found. 

CROCKER, H.w. Atomic Energy Commission. 63/03/21. ip. 27940:116. 


-8412120417 Advises that due to insignificance of contamination in 
^-cllity. License. SNM-693 SNM-664 terminatr^Jer 


660609 request. 
N08SBAUMER. D. A. 
Kerr-McOee Corp 


Atomic Energy Commission. 
Ip. 27940:117. 


-8412120419 Certificate of disposition of metis: matls procured by 
licensee have bean or will be transferred to ORNL prior to 
expiration of license. 

LAMBERTUSf H. Kerr-McOee Corp. 66/04/26. 2 pp. 27940:123. 


-8412120421 Advises that info received from ORNL confirms that no 
employee, at Cushing plant exposed to significant 
thorium during 630623 occurrence. 

K-iS « A ' Energy Commission. 66/03/25. LAMBERTUS. H 

Kerr-HcOee Corp. Ip. 27940:123. 


expiration date. wt’ so 

“^-OZ/ZS. LAM*EHTOS,H, 


“"'‘’•“‘"S ‘k** whol, bodd Cdunt 
Sisuit! II I I *«<*ividual u/highest urinalysis reading. 

Results of test requested. * 

Commission. 66/01/28. LAMBERTUS, H 
Kerr-McOee Corp. Ip. 27940:127. .wa, n. 


"0412120429 Advises that further evaluation required re extent of 
employee exposure to thorium. Use of whole body counter to 
obtain required info recommended. 


PRICE, E^R. Atomic Energy Commission. 66/01/19. LAMBERTUS, H 
Kerr-McOee Corp. 2pp. 27940: 128. 


requirement, on thorium bptfy 
burdens & whole body counting. Legal max permissable body ^ 
burden for natural thorium requested. 

LAMBERTUS, H. Kerr-McOee Corp. 66 / 01 / 11 . PRICEfE.R Atomic 
Energy Commission. 3pp. 27940; 130. 


-8412120435 Advises that further evaluation required to determine 
of employee exposure to thorium. Meeting to discuss matters 
in question requested, 

PRICE. E.R. Atomic Energy Commission. 66/01/07, LAMBERTUS. H 
Kerr-McOee Corp. Ip. 27940:133. 


amends to Licenses SMB-664, SMA-826, I 

8WI 928, author! zing change of corporate name. 

^4 Kerr-McOee Corp. 65/12/09. NUBSBAUMER, D. A. Atoalc 
Energy Commission. 2 pp. 27940: 134. 


Lien,.. SMB-bA4 «. BMN-495 an 451022. 
Violation noted; fai lure to provide adequate basis for 
concluding personnel not exposed in excess of Part 20 
limits, Corrective steps taken requested. 

PRICE.E.R. Atomic Energy Commission. 65/10/22. LAMBERTUS.H 
Kerr-McOee Corp. 2pp. 27940: 136. 


-8412120452 Ack receipt of 630421 Itr advising of action taken 
concerning matters described in 650331 insp notice. Info on 
Form AEC-S may be kept on more than one sheet. 

PRICE.E.R. Atomic Energy Commission. 63/03/04. LAMBERTUS.H 
Kerr-McOee Corp. Ip. 27940: 138. 


-8412120434 Advises that offer to send worker w/highest urinalysis 
reading to ORNL for whole body counting accepted, par 660119^ 

LAMBERT^, a Kerr-McOee Corp. 66/01/24. PRICE.E.R. Atomic 
Energy Commission. Ip. 27940: 139. 


® License SNM-695, auth or i ring use cF 
SNM in Bldgs A 6 , 30, 30A it 31 Issued. 

NUSSBAUf^R, D, A. Atomic Energy Commission. 63/03/04. LAMBERTU 3 ,H 
Kerr-McOee Corp. 2pp. 27940: 142. 


noncompliances not.d during 

insp of Licenses SMB-664 & SNM-695 on 650126-27. Corrective 
actions: employees not permitted to enter hoods in thorium 
process area it time weighted evaluations will be made 
LAMBERTUS, a Kerr-McOee Corp. 65/04/21. PRICE.E.R, Atomic 
Energy Commission. 3pp. 27940:144. 


-8412120469 Advises that processing of 98% enriched U under tame 
conditions as 93% U at facility permissable, per 650322 
telegram. ^ 

NUSS8AUMER, D, A. Atomic Energy Commission. 63/04/21. WULLER, 0 
Kerr-McOee Corp. Ip. 27940:147. 


Authorizes possession of 45 kg U-235, as UF 6 , under Ucenit 
aNM-695, per 630409 telegram. Arrangements for procurement of 
matl should be mad# through AEC Mails Leasing Officer. 

NUBSBAUMER, D. A. Atomic Energy Commission. 63/04/14. WILLSON, F.F. 
Kerr-McOe# Corp. 2pp, 27940: 148. 


-8412120481 Requests listed addl info needed for AEC review of 630225 
application for amend to License SNM-693. Evaluation of 
adequacy of monitor alarm sys to cover proposed second floor 
activities should be submitted, 

NUBSBAUMER, D. A. Atomic Energy Commission. 63/04/13. LAMBERTUS.H 
Kerr-McOee Corp. 3pp, 27940: 130. 


-8412120487 Requests allotment of 45 kg U, as UF 6 enriched to 20% U-233, 
for use in General Atomic Triga reactors. 

WILLSON, F.F. Kerr-McOee Corp. 65/04/09. NUSSBAUMER, D. A, Atomic 
Energy Commission. 2pp. 27940: 153. 


-8412120494 Provides info re storage of SNM it 641230 application for 
amend to License SNM-695, in response to AEC 630318 Itr, 

LAMBERTUS, H. Kerr-McOee Corp. 63/04/02. NUSSBAUMER, D. A. Atomic 
Energy Commission. 3pp. 27940:135. 


-B412120500 Discusses noncompliance noted during insp of Licenses 
SMB— 664 8 c SNM— 693 on 650126— 27. None ompl lance noted; no survey 
conducted for airborne concentrations of thorium in thorium 
processing area it storage cans not labeled. 

PRICE, E.R. Atomic Energy Commission. 63/03/31. LAMBERTUS, H. 
Kerr-McOee Corp. 2 pp. 27940:158. 
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— B412120S13 Requests listed addi info in order for AEC to continue 
revlcui of 641230< 6!!}0212 & 18 applications for amend to 
License SNM~693. Methods & control for prevention of double 
batching SIMM units needed. 

IMUSSflAUfflER* D. A. Atomic Energy Commission. 05/03/18. LAMBERTUS* H. 
Kerr-McOee Corp. 2pp, 27940: 160. 


— 8412120520 Advises that listed condition added to Licenses SNM-0695 8< 
SMB'0664/per 6S0210 application. 

fML®SBAUM£R< D. Atomic Energy Commission. 65/03/11. LAMBERTUSi H, 
Kerr-McOee Corp. 2pp. 27940:162. 


— 8412120089 Application for amend to License SNM-‘960» reques ting fissile 
loading of Model 600 shipping cask be increased to L 200 g. 
CONNINCHAMi 0. E. General Electric Co. 74/05/21. MACDONALDi C. E. 
Transportati on Certification Branch. IBpp. 27915:149. 


8412200634 Informs of plans to ship spent nuclear fuel to Morris 
Operations in Morrlsi IL. Description of shipment t* schedule 
withheld <ref 10CFR73. 21). 

MATHIASEN, 0. D. Northern States Power Co. 84/12/04. Region 3. 
Office of Director. Ip. 28032:349. 


— 84 1 2120525 Requests verification that U enriched 975i to 98% U-235 can 
be safely processed using criteria applicable to 93% U'’235 
enrichment. 

UU.LER/G. E. Kerr-McOee Corp. 65/03/22. NU8SBAUMER, D. Atomic 
Energy Commission. Ip. 27940: 164. 


— B412120534 Forwards insp repts of Licenses SNM-695 Sc SMB-664. No items 
of noncompliance noted in criticality prevention program. 

Recommends that licensee be cited for release of airborne U 
to unrestricted area. 

WALKERfD. I. Atomic Energy Commission. 64/04/08. PRICE* E.R, 

Atonic Energy Commission. 17pp. 27940: 167. 


— S412120601 Compliance insp rept of Licenses SMB-664 & BNM-695 on 

650908 Sc 10. Noncomp 1 lance noted: inadequate surveys mads 
during & following fire St explosion on 650623. 

SANDEL»P. S. t WOOLSET* R. T. Atomic Energy Commission. 65/09/30. 
t7pp. 27940:204. 


DOCKET 70-0734 OA TECHNOLOOIES. INC. # SAN DIEOO, CA 


8412070245 Forwards Insp Rept 70-0734/84-14 on 840910-14. 24-28i 1002 St 
03. No violation noted. 

MONTOOMERY. J. L. Region 5. Office of Director. 84/11/16. 

COLANDREA, T. R. OA Technologies. Inc. /General Atomic Co. Ip. 

27836: 154. 


DOCKET 70-0820 UNITED NUCLEAR CORP. . WOOD RIVER JUNCTION. RI 


8412260468 Confirms 841108 telcon re plans to backfill excavated pit 
in floor St repour floor in order to support wall in 
columns room. No painting will take place on third floor 
ceiling of columns tower. 

HELOEBDN. K. A. United Nuclear Corp. (subs, of UNC Resources. Inc.). 
84/11/15. RATH. J. Division of Project 8< Resident Programs. 2pp. 
28071: 276. 


8412260405 Forwards addendum sheets for affected grid blocks listed in 
final verification survey rept for Oct 1984. Removal of 
contaminated concrete blocks S. replacement w/new blocks most 
expedient manner of decontamination. 

HELOESON, K. A. United Nuclear Corp. (subs, of UNC Resources. Inc. >. 
84/11/28. CROW. W. T. Office of Nuclear Material Safety S» 

Safeguards. Director. 6pp, 28070:335. 


8412260014 Summarizes 841211 meeting w/Unlted Nuclear Corp Naval 
Products. Montville. CT re application for license renewal it 
status of decommissioning of Wood River Junction facility. 
PAOE.R. G. Uranium Fuel Licensing Branch. 84/12/13. DAVI8.J.D. 
Office of Nuclear Material Safety b Safeguards. Director, Ip. 
28073: 354. 


DOCKET 70-0824 BABCOCK b WILCOX CO. . LYNCHBURG. VA 


— 0412070250 Insp Rept 70-0734/84-14 on 840910-14.24-28.1002 b 03. No 
violation noted. Major areas inspected: operations review, 
facility changes b mods. internal review b audit, criticality 
safety b radiation protection. 

BROCK. B.L., ZURAKOWBKI. P. R. . THOMAS, R, D. Region 5, Office of 
Director. 84/11/16. 10pp. 27836: 155. 


8412190317 Requests approval for backfill of Pit L-307 due to slightly 
contaminated soil. Final rapt. “L-307 Pit at OA Site. “ 
providing profile of radioactive mat! b justification for 
backfill end. 

MOWRY. W. R. OA Technologies. Inc. /Oeneral Atomic Co. 6A/il/30. 

CROW. W. T. Office of Nuclear Material Safety b Safeguards. Director, 
app. 20028:237. 


— 0412190331 Final rept. “L-307 Pit at OA Site. " 

* OA Technologies. Inc. /General Atomic Co, 84/11/30. 21pp. 

28026:240. 


8412060107 Actc receipt of 841015 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-0824/84-05. 

STOHR. J. P. Region 2. Office of Director. 84/10/30. ENOELDER. T. C. 
Babcock b Wilcox Co. Ip. 27827:185. 


— 8412060114 Responds to NRC 841002 Itr re violations noted in Insp Rept 
70-0824/84-03. Corrective actions: instrument callbr b entered 
in calibr notification sys. 

ENOELDER. T. C, Babcock b Wilcox Co. 84/10/13. STOHR. J.P. Region 
2. Office of Director. Ip. 27827:186. 


— 8412060254 Forwards Insp Rept 70-0024/84-05 on 840904-07 b notice of 
violation. 

STOHR. J.P. Region 2. Office of Director. 84/10/02. ENOELDER. T. C. 
Babcock b Wilcox Co. 2pp. 27827: 187. 


— 0412060259 Notice of violation from insp on 840904-07. 

* Region 2. Office of Director. 84/10/02. Ip. 27827: 189. 


8412280509 Ack receipt of 840829 Itr transmitting change to Category 
IX b in physical protection plan for facility. Change to 
Figure I 4-1 consistent w/provlsions of 10CFR70. 32(e> b 
acceptable, 

SCHUSTER, M. D. Region 5. Office of Director. 84/12/04. MOWRY. M. R. 
OA Technologies, Inc, /General Atomic Co. ip. 28130:347, 


— 8412060269 Insp Rept 70-0824/84-05 on 840904-07. Violation noted: failure 
to callbr Personnel Radiation Survey Instrument RM-3A within 
required due date. 

COLLINS, T. R. . JENKINS. O.R. Region 2. Office of Director. 

84/09/21. 7pp, 27827: 190. 


84 1 21302^1 Forwards Safeguards Insp Rept 70-0734/84-17 on 841112-16. No 
violations noted. Enel withheld (ref 10CFR2. 790). 

MONTOOMERY. J. L, Region 5. Office of Director. 84/12/07. 

COLANDREA. T. R. OA Technologies. Inc. /Central Atomic Co. Ip. 
27901:003, 


8412260267 PNO-1 1-04-103: on 841212 b 13. employee received radiation 
dose of 28. 9 rems to loft hand while preparing chips of 
spent reactor fuel for analysis. BbW halted operation b will 
have work performed in hot cell in future, 

HOSEY. C. M. . COLLINS. D.M, Region 2. Office of Director. 84/12/19. 
1 p . 28058: 224. 


DOCKET 70-0754 OENERAL ELECTRIC CO, . PLEASANTON* CA 


DOCKET 70-0925 KERR-MCOEE NUCLEAR CORP. . OKLAHOMA CITY, OK 


B412030608 Informs of plans to ship spent nuclear fuel from Monticello 
plant to Morris Operations in Morris. IL, Schedule b 
safeguards info end. End withheld (ref 10CFR73. 21>. 

MATHIA8EN, 0. D. Northern States Power Co. 84/11/13. Region 3. 
Office of Director. Ip. 27742:220. 


B4121200B1 Application for renewal of Certificate of Compliance 5980 
for Model 600. Application essentially same as 791010 
application. Changes re certification drawings, fissi le Class 
II designation b wording added. Fee paid. 

CUNNINGHAM. 0, E. Oeneral Electric Co. 84/11/15. MCDONALD. C. E. 
Transportation Certif Icat ion Branch. 19pp. 27915: 128. 


8412120225 Further response to FOIA request for seven categories of 
documents re Kerr-McOee Cushing facility. App A documents 
end. Portion of Document 57 re compliance insp rept withheld 
(ref FOIA Exemption 6). 

FELTON. J. M. Division of Rules and Records. 

Affiliation Not Assigned. 6pp. 27940:046. 


84/05/30. BARNES, C. 


— 8412120356 Forwards prelicense insp on 650909-10 re health physics 
program. Knowledge of requirements of 10CFR20 by radiation 
safety officer b technician limited b equipment in Area F-1 
not installed according to amend application submitted. 

WALKER. D. I. Atomic Energy Commission. 65/09/30. DUBIN8KI.L. 
Atomic Energy Commission. 2pp. 27940:088. 
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S'^12120362 Part 70 insp rept on 650909-10. No noncompl iance noted. 
Areas i nspec ted : hea 1 th phgsics program re neu facility & 
progress made on program since Jul 1965 visit. 

CROCKER i H. W. Atomic Energy Commission. 65/09/30 IIdd 
• non * 


S412180387 Advises of issuance of Amend 1 to SNM-1097, revisi-J 
radiological contingency & emergency plan. SER & 841211 
safety evaluation memo end. 

PACE. R. e. Uranium Fuel Licensing Branch. 84/12/11 UAUSHAiv 
General Electric Co. Ip. 27974:347. 


Application for amends to Licenses SNB-664f SNA-826i SNM-65 & 
SNM-928. author! ling change of corporate name. 

LAMBERTUS. H. Kerr-McOee Corp. 65/12/09. NUSSBAUMER. D. A. Atomic 
Energy Commission. 2pp. 27940: 134. 


DOCKET 70-1007 GENERAL ELECTRIC CO, , SAN JOSE, CA 


8412120479 Recommends that Bldg H located at OE facilities in San Jose, 
CA be released for unrestricted use. Bldg has been surveyed & 
meets NRC guidelines for release. 

THOMAS, R. D. Region 3, Office of Director. 84/11/05. CROW, W T 
Uranium Fuel Licensing Branch. 2pp. 27911:341. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8412130102 Insp Rept 70-1100/84-05 on 841015-19. Violations noted- 
failure to have criticality jone markings on floor of pellet 
shop metzanine & unauthorized possession of U-235 enriched 
in excess of 20%. 

*^27904- 279^^^^^’ ^ Director. 84/12/05. 15pp. 


8412130096 Forwards Insp Rept 70-1100/84-05 on 841015-19 8. notice of 
violation. 

Project St Resident Programs. 84/12/06. 
LICHTENBERGER Combustion Engineering, Inc. 2pp. 27904:275, 


8412130098 Notice of violation from insp on 841015-19. 

* Region 1, Office of Director. 84/12/06. 2pp. 27904:277. 


841206 Itr re violations noted in Insp Rept 
70 1100/84-05. Corrective actions; spacing boundaries removed, 
nuclear safety sign made more explicit St amend to license 
authorizing possession of 1,000 g U-235 reauested 

Combustion Engineering, Inc. 84/12/13, 

WENZINOERiE. C. Region 1, Office of Director. 3pp. 28036:013. 


recommending approval of application to amerj .. 
SNM-1097, reflecting plant safety practices, fac il itating 
review of UPMP amend application & changing name to nuclea- 
fuel mfg dept. 

®2pr““7°74- 348"°“' Licensing Dnanch. g* 


841218041<> Advises that License SNI1-1097 can be amended to i-cc 
Changes to radiological contingency plan w/o issuino 
environ assessment or EIS. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/12/11 Lra-;- ■* 
Fuel Licensing Branch. Ip, 27974:330. 


.1 .Z^Z f,. wci^ituAnu T-or imposition or Clvi, 

penalties & to withdratj to reverse Insp Rents 
70-1113/82-18, 70-1113/84-04, 70-1113/84-05, 70-1113/84-06 & 

70""1 i 13/S4’"i3* 

H. e. Affiliation Not As.is-.r 
SCHILLER, A. M. Schiller, A. M. R4S4 63g. 84/1S/13 Coamise • 

40pp. 27936:201. 


8412270090 Issues Amend 2 to License SNM-1097, author i z 
conversion process. SER end. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/12/17 
General Electric Co. Ip. 28118:111. 


ing use 

VAUGHAN, C " 


—8412270097 SER supporting Amend 2 to License SNM-1097, auth or i i 
of UNH conversion process. 

Fuel Licensing Branch. 84/12/17. Ip 

281 1 8 ! 112 , 


— B412270104 Issues categorical exclusion for Amend 2 to License 
process. No EIS required per 10CFR51. 22cll 
PAGE, R. 0. Uranium Fuel Licensing Branch. 84/12/17. Ura-,...w 

Fuel Licensing Branch. 2pp. 28118:113. 


docket 70-1151 WEBTINQHOUSE ELECTRIC CORP., PITTSBURGH, PA 


DOCKET 70-1113 GENERAL ELECTRIC CO, , WILMINGTON, NC 


= SNM-1097, revising License 

Condition 9 to Incorporate revised pages of Pert I of 840514 
application for amend, as amended. Exemption from amend fee 
P*®"* 040514 application end. 

VAUWANfC.M. General Electric Co. 84/11/12. CROW.W.T. Office o 
Nuclear Material Safety Sc Safeguards, Director. 19pp. 27957 : 344 , 


8412270440 Forwards Insp Rapt 70-1113/84-13 
noncoflip 1 iance noted. 

STOHR, J. P. Region 2, Office of Director. 
General Electric Co. 2pp. 28115:243, 


on 840917-21. No 
84/11/15. LEE9, E, A. 


— 8412270444 Insp Rept 70-1113/84-13 on 
deviations noted. Major areas inspect 
PEERV,W. W. , JENKINS, O.R. Region 2, 
6pp. 28115:245. 


840917-21. No violations or 
ed:radiation protection. 

Office of Director. 84/10/17. 


8412120552 Application for amend to License 8NM-1097, author 1 z ino 
one-time exemption for OE to retain incinerator ash w/ 
measurement of greater then 10% on inventory for more than 
I yr. End withheld (ref 10CFR2. 790). Fee paid. 

Electric Co. 84/11/19. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. ip. 27912:361. 


8412260379 Application for amend to License SNM-1097, incorporating 
attached revised pages of Part I of GE 840514 application re ® 
safety requirements for use of enrichment 
SfiiouAw 5 J'atlulrementB for engineered controls. 

VAUGHAN, C.M General Electric Co. 84/11/20. CROW, W. T. Division 
Fuel Cycle St Material Safety. 12pp. 28070:311. vision 


8412270051 Ack receipt of 841115 Itr informing NRC oi 

Insp Rspt 70-1 113/84-lj 
BARRfK.P, Region 2, Office of Director. 84/12/04 
General Electric Co. ip. 28113:040. 


steps taken 
LEES, E. A. 


to 


'8412270065 Responds to NRC 841018 Itr 
70-1113/84-11. Details withheld (ref 
VAUGHAN, C, M. General Electric Co, 
Region 2, Office of Director. Ip. 


re violation noted in Insp Rept 
10CFR2.790). 

84/11/15. O'REILLY, J. P. 
28113:041. 


or deviations identified. 
STOHR, J.P. Region 2, Office 
Westinghouse Electric Corp. 


of Director. 84/10/19. D'AMDRE. 
2pp. 28064:051. 


-8412260056 Insp Rept 70-1151/84-12 on 840925-28. No violations 
identified. Major areas inspected: e xport sh i pments, internal 
control, records St repts 8: followup on inspector identified 
problems. Details withheld (ref 10CFR2. 790 St 73,21) 

MCALPINE, E. J. Region 2, Office of Dir*:, 
84/10/19. Ip. 28064:053. 


8412030566 Application for amend to License SNM-1107, revi sing 
fundamental nuclear matl control plan. App A withheld 
(ref 10CFR2, 790). Fee paid. 

NARDI, A. J. Westinghouse Electric Corp. 84/10/25, BROWN, W. B. 
Facility Safeguards Licensing Branch. Ip. 27739:300. 


8412260070 Forwards Insp Rept 70-1151/84-14 on 841015-18. No violet; 
or deviation noted. 

STOHR, J.P. Region 2, Office of Director. 84/11/15. D'AMORE,,M 
Westinghouse Electric Corp. 2pp. 28064:048. 


—8412260073 Insp Rept 70-1151/84-14 on 841015-18, No noncomp 1 iance r.: 
Major areas inspected: previous enforcement matters, facility 
operations St unresolved issues. Details withheld (ref 10CFR2, 

790). 

TODD, G. A. , MCALPINE, E. J. Region 2, Office of Director 84/11 
Ip. 28064:050. 


8412210068 Forwards request for limited exemption to regulations H 
Columbia plant nuclear matl control plan. Request withheld 
(ref 10CFR2, 790). Fee paid. 

NARDI, A. J. Westinghouse Electric Corp, 84/11/23. BROWN, W. B. 
Facility Safeguards Licensing Branch. Ip. 28041:355. 


8412110172 Submits items of Interest. NMSS reviewing Kerr-McGee 
Sequoyah Fuels Plant application for disposal of liquid 
raffinate by deep well injection, 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/12/06, DAVIS, J,©, 
Office of Nuclear Material Safety 8< Saf eguards. Director . 2 bs 
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0412270405 Ac k receipt of 841201 transmittal of Rev 3 to physical 
security plan. Changes acceptable for inclusion in plan. 

STOHRi J, P. Region 2. Office of Director. 84/12/21. D'AMORE<M. 
Weatinghouse Electric Corp. Ip. 28076:268. 


docket 70-1201 BABCOCK «< WILCOX CO. . LYNCHBURG. VA 


DOCKET 70-1308 GENERAL ELECTRIC CO. . SAN »X3SE. CA 


8412270063 Forwards revised NED0-20969B6. "Operating Experience Rept 
Irradiated Fuel Storage at Morris Operation. Jan 1972 - Dec 
1982. '* No significant environ impact noted. 

STITT. R.K. General Electric Uranium Management Carp. 84/11/28. 
ROUSE. L. C. Advanced Fuel 8< Spent Fuel Licensing Branch. Ip. 
2B11G: 122. 


0412120590 Application for amend to License SNM-1 168, author! z ing 
specific license condition re return of two boxes of fuel 
pellets to GE. W/o end. Fee paid. 

FORD, J. T. Babcock & Wilcox Co. 84/10/26. BROWN, W. B. Fuel Facility 
Safeguards Licensing Branch. Ip- 27912.302. 


— 0412270073 Revised "Operating Experience Rept 
at Morris Op eration. Jan 1972 “ Dec 1982. " 

* General Electric Uranium Management Corp. 
84/11/30. 39pp. 28118:124. 


Irradiated Fuel Storage 
NED0-20969B6 ROl. 


0412030592 Forwards revised pages of fundamental nuclear matls control 
p Ian. per discussion w/D Jones of NRC. Revs include two 
paragraphs omitted from 840829 submittal. End withheld 
(ref 10CFR2. 790(d) ). 

FORD, J. T. Babcock Wilcox Co. 84/10/30. 0 "REILLY, J. P. Region 2, 

Office of Director. 2pp. 27741:327. 


0412280041 Forwards Insp Rept 70-1201/84-08 on 041001-05. No violations 
or deviations identified. 

STOHR, J. P. Region 2, Office of Director. 84/11/08. ALTO, R. A. 
Babcock 8« Wilcox Co. 2pp. 28126:327. 


8412060073 Forwards Insp Rept 72-0001/84-03 on 841114-16. No 

AXELSON, W. L, Region 3, Office of Director. 84/11/29. VAN HOOMISSEN 
General Electric Co. 2pp. 27791:032. 

—8412060080 Insp Rept 72-0001/84-03 on 841 1 14-16. No noncomp liance noted, 
Major areas inspected: matl control accountabll ity, 
including facility organization & operation. Detai Is withheld 
(ref 10CFR2. 790(d) ). ^ 

MADEDA, T. J. , CREED, J. R. Region 3, Office of Director. 84/11/29. 

Ip. 27791:034. 


— 8412280045 Insp Rept 70-1201/84-08 on 841001-05. No violations or 
deviations noted. Major areas inspec ted: measurement sys, 
facility organization & mgt controls. Details withheld 
<ref 10CFR2. 790 & 73.21). 

CLAY,E.L. , MCALPINE, E. J. Region 2, Office of Director. 84/11/07. 
Ip. 28126:329. 


8412180567 PNO-I I I-Q4-103A: on 841 129, hand le on 1 of 18 final bundles 
iF-300 rail-mounted spent fuel cask discovered bent. 

Caused by incorrect seating of lid. All fuel elements will be 
fully seated in cask basket before lid installed. 

BQYDiD C. . PAPERIELLO. C. Region 3, Office of Director. 84/12/11. 
Ip 28002:331. 24X Fiche: 50-263.84/12/11. 8412180567. 


0412260079 Ac k receipt of 841026 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-1201/84-07. 

STDHR, J. P. Region 2, Office of Director. 84/11/23. ALTO, R. A. 
Babcock & Wilcox Co. Ip. 28064:046. 


— 8412260082 Responds to NRC 840928 Itr re violations noted in Insp Rept 
70-1201/84-07. Corrective actions withheld (ref 10CFR2.790). 

ZEFF, D. W. Babcock & Wilcox Co. 84/10/26. STOHR, J.P. Division of 
Emergency Preparedness 8t Materials Safety. Ip. 28064:047. 


DOCKET 70-1334 AVCO EVERETT RESEARCH LABORATORY, INC., EVERETT, MA 


8412130103 Forwards Insp Rept 70-1334/84-01 on 840605-06. No violation 
noted. Response requested within 30 days re possession of 77 
g enriched U not accurately described in license. 

MARTIN, T. T. Division of Engineering & Technical Programs. 04/12/10. 

SCHLIER.R.E. Avco Everett Research Laboratory, Inc. 2pp. 

27906: 153. 


8412310005 Ack receipt of 841108 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 70-1201/84-09, 

STOHR, J.P. Region 2, Office of Director. 04/11/28. ALTD, R. A. 
Babcock Wilcox Co. Ip. 26136:272. 


—8412130108 Insp Rept 70-1334/84-01 on 840605-06. No violation noted. 
Major areas inspected: closeout survey rep t, disposal & 
inventory records & independent measurements by inspector. 

LADUN, R. H. , KINNEMAN, J. D. Region 1, Office of Director. 84/12/06. 
4pp. 27906; 155. 


— 0412310007 Responds to NRC 841011 Itr re violations noted in Insp Rept 
70-1201/84-09. Corrective actions; procedure written for 
calibr of portable radiation survey instruments. 

ZEFF, D. W. Babcock 8t Wilcox Co. 84/11/08. STOHR, J.P. Region 2, 
Office of Director. 2pp. 28136:273. 


— 0412310009 Forwards Insp Rept 70-1201/84-09 on 840918-21 S< notice of 
violation. 

STOHR, J.P. Region 2, Office of Director. 84/10/11. ALTO, R. A. 
Babcock & Wilcox Co. 2pp. 28136:275. 


DOCKET 70-1359 IRT CORP. , BAN DIEGO, CA 


8412120613 Application for amend to License 8NM-1405, deleting listed 
facility it three linear accelerator cells making several 
••nn nf fioure number. Fee paid. 

Uranium Fuel Licensing 


DOWDY, L. G. IRT Corp. 84/10/31. PAGE, R. G. 
Branch. 9pp. 27912:037. 


— 8412310010 Notice of violation from insp on 840918-20. 

■» Region 2, Office of Director. 84/10/11. Ip. 28136: 277. 

— 8412310012 Insp Rept 70-1201/84-09 on 840918-20. Violation noted : fai 1 ure 
to have mgt-approved procedure for calibr of portable 
radiation survey instruments. 

COLLINS, T. R. , JENKINS, 0. R. Region 2, Office of Director. 

84/10/04. 7pp. 28136:278. 


DOCKET 70-1362 HAHNEMANN MEDICAL COLLEGE & H09P. . PHILADELPHIA, PA 


0412040009 Discusses insp of Licenses 37-00467-34,37-00467-35 it 
SNM-1367 on 841010. No violations noted. Major areas 
inspected; radiation safety. Steps taken to correct violations 
per 031223 & B21022 Itrs verified. , o . r 

KINNEMAN, J. D. Region 1, Office of Director. 04/11/26. MILLS, L.C. 
Hahnemann Univ. , Philadelphia. PA. 2pp. 27748:033. 


8412180372 Advises that 840801,1030 it 1114 revs to fundamental nuclear 
aiatl control consistent w/provisions of 10CFR70. 32<c) & 
acceptab le. 

STOHR, J.P. Region 2, Office of Director. 84/12/13. ALTO, R. A. 
Babcock & Wilcox Co. 2pp. 28003:360. 


DOCKET 70-1257 EXXON NUCLEAR CO. , INC. , RICHLAND, WA 


0412040230 Forwards revised pages to Section 7,1.5 of fundamental 
nuclear matl control plan. Two procedures described for 
verifying shipper measurements when encapsulated fuel rods 
doiunloaded. W/o end. 

SCHNEIDER, R. A. Exxon Nuclear Co., Inc. (subs, of Exxon Carp.). 
84/11/01. DROWN, W.B. Fuel Facility Safeguards Licensing Branch. 
Ip. 27758:335. 


D4121B0149 Forwards Safeguards Insp Rept 70-1257/84-11 on 841126-30. No 
violation noted. Rept withheld (ref 10CFR2. 790). 

MONTGOMERY, J. L. Region 5, Office of Director. 84/12/13. NILSON, R. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). Ip. 27960:362. 


DOCKEf 70-1494 HARTFORD HDSP. , HARTFORD, CT 


8409280395 Responds to NRC 840820 Itr re violations noted in insp 
of Licenses SNM-i454 8. 06-00253-04 on 840608. Corrective 
actions: IND requested for gastro-esophagol reflux study it 
leakage testing of Cs-137 brachytherapy needles completed. 
MEEHAN, J, J. , MAS, P.J. Hartford Hosp. , Hartford, CT. 34/09/19, 
MARTIN. T.T. Division of Engineering & Technical Programs. 4pp. 
26728: 311. 


DOCKET 70-1621 DUQUESNE LIGHT CD., PITTSBURGH, PA 


8412240005 Forwards Endorsement 6 to NELIA Certificate N-59 MAELU 


Certificate M-58. 

BARNETT, J. E. Conover it Associates, 
Office of State Programs, Director. 


Inc. 84/12/19. DINITZ, I. 
3pp. 28044:112. 
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Endorsoment 71 to NELIA Policy NF-“226. 

BrtKPfei I , j. E. Conovor & Afisociatesi Inc. 84/12/19 DINITZj I NRr 
No Datailad Affiliation Olvan. 3pp. 2^44/109. I. NRC 

DOCK^ 70-1941 PASSAIC GENERAL HOSP. . PASSAIC, NJ 

841206037i Ack racalpt of B4U06 Itr informing NRC of steps taken to 
70-1941/84-01*^**”* Repts 30-08130/84-01 & 

KoS^’m T Engineering Technical Programs. 84/11/29. 

KORNETT, M. T. Passaic General Hosp. , Passaic, NJ. Ip. 27788:351. 


°“|Jf3_70-2479 TRANSNOCLEAR. INC. . FALLS CHURCH, VA 

«* «PProv.d .p.nt r.ictor ,u.l rout, 
from Norfolk, VA to Aiken, SC through Q5123I 

Va Inc. 84/12/04. Office of Nuclear 

Material Safety & Safaguards, Director. 3 pp. 28041 ; 35 &. 


TENNESSEi^ valley authority, CHATTANOOGA, TN 
8412190048 Application for amend to Licenses SNM-1861 ?, SNM-1B73 

8412180010 Advises of issuance of Amend 7 to License SNM-lSAl 

expiration date to 8S0930 or upon conversion of CPp£l?i ® ® 

PAGE,R. 0. Uranium Fuel Licensing Branch. 84/12/11. DOMER. T A 
Tennessee Valley Authority. Ip, 20014:345. 

supporting 841119 application to amend License SNN-IB6I 
con^t diu expiration date to 830930 due to ^ ' 

Licensing Branch. 84/12/H 


8412240000 Requests revalidation of listed approved spent reactor fuel 
Portsmouth, VA to Aiken, SC through 831231!* 

HA^TT,B.A. Transnuclaar, Inc. 84/12/04. Division of 
Safeguards. 3pp. 28060:283. vi.ion 

8412260018 Requests revelidation of listed approved spent reactor fuel 
831231 for Export License ISNM-01699. 

HA^TT, B.A. Transnuclaar, Inc. 84/12/04. Division of 
Safeguards. 3pp. 28073:330. 

R»4uests revalldatlon of listed approved spent reactor fuel 
F-U«.ID tSJough asLSl. 

HAW^T, B.A, Transnuclaar, Inc. 84/12/04. Division of 

Safeguards. 3 pp. 28074:347. division of 

8412260132 Requests revalldatlon of listed approved spent reactor fuel 
051231 for Export License lSNM-01699. 

HAW«TT,B,A. Transnuclaar, Inc. 84/12/04. Division of 

Safeguards. 3pp. 28068:183. i^ivisionof 


VALLEY AUTHORITY, CHATTANOOGA, TN 

Licenses SNM-1861 «, SNM-ia73. 

cSnJJ'dluJ:" *“• “■ *■ 870930, r,.p.ctiv.l,. 

DOMCT,J.A. Tennessee Valley Authority. 84/11/19 CROW, U T 
Division Of Fuel Cycle & Material Safety. 2pp. ’ 

8412180003 Advises of issuance of Amend 3 to License SNM-ia 73 . rs.«(H 

OL**SeR*iuDDoJti *° conversion of CPPR-92 to ^ ® 

UL.. stR supporting amend end. 

PAOE,R.G. Uranium Fuel Licensing Branch. 84/12/11 DOMER, J A 
Tannassee Vall.y Authority. Ip. 28016:043 DOMER, U. A. 

•"'’l’“7ting 841119 .ppUcation to .„.nd Llt.ntt 8191-1873, 
MdJSSer S '-P'”*!"" "'f "9. to const d.llg:, 

1?, ^ zeolifbii ■ “7*0100, Futl Llc.n.lnj Brooch. 84/12/11. 


8412240380 R«Ru>itl rtv«lli|itlon oF approviO spoot ,u.i rout* ,rom 
PortoNo uth, VA to Idaho Fall., ID thr",h 85123? 

HANNETT.B A Troninueloar, Inc. 84/12/04. OFfic* oF Nucloar 
®4F*ty t( SaFaguardi, Diractor. 3pp. 28070:323. 

DOC KET 70 -2344 RIVERSIDE OENERAL HOSP. , SECAUCUB, NJ 

8NH-1727 on 840910. No violation, 
‘TM* *n.p.ct,d:di.cu..lon oF plan. For Futur. 
ln«tl“tj “"'<•7 lua to pr„.nt 

"oUJimp Engin,.rln, & T.chnlcal Program,. 84/11/29 

OARRETT.R. Rlv.r.ida O.ntrjl Ho.p. , Sacaucu,, NJ. 2 pp 2^48. 040.' 

DOCKET 70-2738 EDLOhl INTERNATIONAL CO. , WASHINOTON, DC 

”"7c. mati 

w!! removed from East St Louis neighborhood 
of 0’' nonreneual. Continued storage 

***• P***** "0 *4<'»ty hazard. ® 


DOCKET^70-2749 GRIFFIN HOSP. , DERBY, CT 



MATOTT, B. A. Transnuclaar, Inc. 84/12/04. Division of 
Safaguards, 3 pp. 28071:262. division of ^ 


DOCKET 70-2881 BETHESDA LUTHERAN HOSP. , ST. PAUL, 


SHEAR,0. L. Region 3. Office of Director. 84/12/n. ip. 28134 : 337 . 


LOUISIANA POWER & LIGHT CO. , NEW ORLEANS, LA 

®^iMoc“ior:r:;iri;nd‘4\°iJsi'""“^ ■>-’=■ '--si", it-’ 

S4/l2/is''^ m„^“*^5iS2J Director for State «t Licensee Relations. 

84/12/13. 3pp. 27937:143. a4X Fich e: 30-382, 84/12/13, 8412170322, 

ARIZONA PUBLIC SERVICE CO. , PHOENIX, AZ 

‘ *° InFtmnitg Agr..m.nt B-95. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/03/01. Office of 
Nuclear Material Safety & Saf eguards, Direc tor. 15pp. 27873:296. 

PolicM NF-266, Indemnity 

oSriJT r* 4 ?l’® ** Amend l to Indemnity Agreement B-95 per 
041206 & 1126 requests, 

oitSIird Service Co. 84/12/07. DINITZ, I NRC - No 

Detailed Affiliation Given. 26pp. 27873:250. 


DOCKET 70-2953 CONNECTICUT, 


UN IV. OF, STORRS, CT 


imposing civil penalties in 

amount of *2,500 issued to Univ of Connecticut. Action based 
on violations re breakdown in mgt control of radiation 
safety program. 

Office, Office of Inspection and 
Enforcement. 84/12/07. ip. 27836:305. 

“7 inForming NRC dF st.p, tak.n to 
correct violation notad in insp conducted on 840607 & 08 & 
proposed imposition of civil penalties in amount of *2,300. 

*»**i» ’lot provldad for withdrawal of penalties. 

Office of Inspectipn and Enforcement. 
84/12/07. DIBIAGOIO, J. A. Connecticut, Univ. 

28041:343. 


of, Storrs, CT. 3pp. 


Order imposing civil monetary penalties in amount of *2.500 
based on violations re unsecured radioactive matls & failure 
to survey radioective shipment identified during 840607 & 08 
insp . 

TAYLOR, J.M. Director's Office. Office of Inspection and 
^28041*346*’ ®^/12/07. Connecticut, Univ. 


of, Storrs, CT. 9pp. 
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MCKET 70-2955 EDtOW INTERNATIONAL CO. . WASHINGTON. DC 

8412030210 Conflrma that matl licensed under License ^^111-1903 disposed 
of properly. Concurs w/licensee request to terminate license. 

AXEL£n3N< W. L. Region 3. Office of Director. 84/10/31. CROW. W. T. 
Uranium Fuel Licensing Branch. Ip. 27742:092. 

8412110157 Notifies of termination of License SNM- 1903. par 10CFR170 & 

PAGE. R. o!* Uranium Foal Licensing Branch. 84/12/03. EDLOW. U. Edlow 
International Co. Ip- 27899:285. 


DOCKET 70-2998 GULF STATES UTILITIES CO. • BEAUMONT. TX 

8412120395 Foriuards response to hWC 840822 request for addl info in 
form of marked-op R®v 1 to application for SNM license to 
receive. possess, inspect & store unirradiated nuclear fuel 
bundles. Exemption from 10CFR70. 24(a ) requested o w 

BOOKER, J. E. Gulf States Utilities Co. 84/11/15. BIDINGER. 0. H. 
Uranium Fuel Licensing Branch. 2pp. 27911:277. 

8412120404 Rev 1 to application for license to store unirradiated 

nuclear fuel. Supporting documentation end. 

* Gulf States Utilities Co. 84/11/15. 54. 27911:279. 


— 0412110161 Supports licensee 841018 request to terminate License 

Sji^pfij-1903. 

CROW.W. T. Uranium Fuel Licensing Branch. 84/12/03. Uranium 

Fuel Licensing Branch. Ip. 27899:286. 


DOCKET 70-2960 KANSAS GAS *< ELECTRIC CO., WICHITA, KS 

8412030096 Forwards application for 1 icense. which would replace 
buproduct matl license held w/State of KS. 

KOESTER, 0, L. Kansas Gas Sc Electric Co. 84/11/02. DAVIS. J. O. 
Office of Nuclear Material Safety Sc Saf eguards. Director. 3pp. 
27738:001. 

— 8412030102 Application for 1 icense. authoriz ing possession & use of 
licensed matl to perform calibrs of radiation measuring 
instrument, dosimetry devices 8</or process monitors employed 
around power reactor facilities. 

KOESTER. G.L. Kansas Gas Sc Electric Co. 84/11/02. Upp. 

27738: 004. 


-8412030105 Rev 3 to AOM 01-009, "Site Health Physicist Duties Sc 
Responsibilities. " 

HARVERSDN, J. M. . NICHOLS, M. M. 

84/10/05, 9pp. 27738:015. 


DOYE, G. D. Kansas Gas S« Electric Co. 


-B412030109 Rev 1 to "Radiation Protection Manual. " 

DOWNING, 0. R. . NICHOLS, M. M. , DOYE, 0. D. Kansas Gas Sc Electric Co. 
84/01/04. iSlpp. 27738:023. 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO. . CLEVELAND, OH 

8412120555 Application for Amend 4 to SNM license, providing proof of 
financial protect ion. inter im security plan Sc miscellaneous 
c hanges. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/11/15. 

DAVIS, J. G. Office of Nuclear Material ^fety Sc Saf eguards, Director. 
32pp. 27913:015. 


8412260465 Forwards Rev I to physical security plan re receipt 8« 
storage of SNM for inclusion in revised 841115 application 
for license, for approval by 850115, Rev withheld 

BOOKER°j!^E^ ^Oulf States Utilities Co. 84/11/16. DAVIS, J. 0. 
of Nuclear Material Safety k Saf eguards. Director. Ip. 


Office 
28071: 275. 


DOCKET 70-3000 COMMONWEALTH EDISON CO. , CHICAGO, IL 

8412270196 Forwards revised Page 23 to application for SNM license. 
Submittal ensures that qualified senior reactor operator 
will review 8« approve fuel handling procedures. 

ALEXANDER, G. Commonwealth Edison Co. 84/11/19, 

of Nuclear Material Safety !< Saf eguards, Dir ector. 5pp. 28117.343. 


DOCKET 70-3011 PUBLIC SERVICE ELECTRIC GAS CD., NEWARt^ NJ 

B412270540 Forwards application for SNM license to permit receipt, 
possession, insp & storage of unirradiated nuclear fuel. 

MITTL, R. L. , DOUGLAS, R.P. Public Service Electric & Gas “ 

Jersey. B4/11/13. Region 1, Office of Director. 3pp. 28116.303. 

—8412270547 Application for SNM license to permit receip t. p ossession, 
insp tt storage of unirradiated nuclear fuel. 

* Public Service Electric Oaa Co. of New Jersey. 84/11/13. 

30pp. 28116:306. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0004 GEhCRAL ELECTRIC CO. 

8412030578 Requests renewal of QA approval for radioactive matl 

C. 8,n./07^ MAC^ALD. 0. E. 
Transportation Certification Branch. 2pp. 27741.333. 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO. , PHOENIX. AZ 

8412120391 Forwards executed Amend 1 to Indemnity Agreement 
VAN BRUNT, E.E, Arizona Public Service Co. 84/03/01. _ 

Nuclear Material Safety U Safeguards, Director. 15pp. 27873:296, 

8412120378 Forwards Endorsements 1-20 to NELIA Policy NF-266, Indemnity 
Agreement B-95 h Amend 1 to Indemnity Agreement B-95 per 

B.rv,c. c. svia/oy. DINm.I NRC-N, 
Detailed Affiliation Given. 26pp. 27873:250. 


DOCKET 70-2985 DUKE POWbR CO. , CHARLOTTE, NC 


8412110326 Unexecuted Amend 2 to Indemnity Agreement B-100. 

SALTZMAN. J. Assistant Director for State k Licensee Relations. 
84/11/29. Ip. 27851:057. 24 X Fich e : 50-413, 84/1 1 /29, 8412 1 10326. 


DOCKET 71-0010 OAfPIA INDUSTRIES 

8412190093 ForUAT,. for .0,1 Info r. 841030 .ppUc.tlon for 

renewal of QA program. Info should be provided within 
30 days. W/o end. , „ . 

MACDONALDf C. E. Transportation Certification Branch. 

RIDDLE?R.R. Gamma Industries, Inc. Ip. 28028:283. 


84/12/07. 


DOCKET 71-0028 BORO-WARNER CORP. 

8412060333 Forwards QA program approval for radioactive matl package; 
0028, Rev 2. 

MACDONALD, C. E. Transportati on Certification Branch. 

CASE, A. Borg-Warner Corp. Ip. 27831:096. 


84/11/29. 


—8412080340 OA projr.. .pfrov.I for r.dio.ctiv. m.tl 

MACDONALD, C. E. Transportation Certification Branch. 84/11/29. 
Ip. 27831:097. 


DOCKET 70-2992 NORTHEASTERN UNIV. , BOSTON, MA 

8412130360 Discusses insp of Licenses SUD-560, SNM-353 20-06432-07 on 

841115-16 & 20 & forwards notice of violation. Correct ive 
action re radiation survey of workplace by persons handling 

radionuclides ineffective. , abohw « r 

OL-ENN, J, E. Region 1, Office of Director. 84/12/10. LARSON. S. R. 
Northeastern Univ. , Boston, MA. 3pp. 27901:346. 


DOCKET 71-0059 GENERAL ELECTRIC 

8412130572 Requests termination of QA program approval for 

radioactive matl package: 0059. Marnnwai n r E 

TATE, J. H. General Electric Co. 84/11/07. MACDONALD, C . E. 
Transportation Certification Branch. Ip. 27916:352, 
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DOCKET 71-0067 MEDI-PHYSICS, INC. — 0412O6O22S QA program approval for radioactive matl package: OPOi „ 

MACDONALD/ C. E. Transportation Certification Branch B4/1 1 /dd' ^ 
Ip. 27031:135. 

8412170051 Notifies that QA program approval for radioactive matl 
p ac icag e : 0067 expired on 841030. Author i ty to transport or 
deliver licensed matl to carrier for transport terminated. 

MACDONALD. C. E. Transportation Certification Branch. 04/12/05. DOCKET 71-0226 NEW YORK, STATE UNIV. OF 

SLOQTMAKE. L, M. Medi-Physics. Inc. Ip. 27970:362. 


DOCKET 71-0085 NAVY, DEPT. OF 


8412060308 Forwards QA program approval for radioactive matl package; 
0085/ Rev 2. 

MAC DON ALD, C. E. Transpor tat i on Certification Branch. 84/11/26. 
DURFEE, P. J. Navy. Dept. of. Ip. 27031:092. 


-0412060423 QA program approval for radioactive matl pac kag e; 0005/ Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 84/11/26, 

Ip. 27831:093. 


8412030510 Requests that QA program for radioactive matl packags;oa3 
not be renewed. Univ developing larger, improved program. 

ADAMS, A. Neio York, State Unlv. of, Buffalo, NY. 84/11/05. 
MACDONALD, C. F. Transportation Certification Branch 2po 
27740:298. 


8412060315 Confirms QA program approval for radioactive matl packaa 
0226 expired on 840930. per 841105 Itr. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/29 
ADAMS, A. New York, State Univ. of, Buffalo. NY. Ip. 27B31: loo 


DOCKET 71-0228 CAPITAL X-RAY SERVICE 


DOCKET 71-0092 EASTMAN KODAK CO. 


8412050616 Forwards QA program approval for radioactive matl oackaoe: 
0092, Rev 2. a 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
HARTER, E. S. Eastman Kodak Co. Ip. 27783:340. 


— 8412050622 QA program approval for radioactive matl pac kag e: 0092, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 

Ip, 27733:341. 


8412030584 Forwards QA program approval for radioactive matl packan*. 
0228, Rev 2. ^ 

MACDONALD, C. E, Transportation Certification Branch. 84/11/21. 
JOHNSON, G. W. Capital X-Ray Service. Ip, 27741:325, 


84120305SS QA program approval for radioactive matl pac kag e: 022a, Rev 2 
MACDONALD, C. E. Transportation Certification Branch 84/11/21 
Ip. 27741:326. 


DOCKET 71-0236 AMERICAN AIRLINES, INC. 


DOCKET 71-0161 CURTISS-WRIOHT CORP. 


8412030628 Confirms that QA program approval for radioactive matl 
package; 0161 expired on 840930. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
COLE, S. H. Curtiss - Wright Corp. Ip. 27743:274. 


DOCKET 71-0167 FINLAY TESTING LABORATORIES 


6412170055 Notifies that QA program approval for radioactive matl 
package;0167 expired on 841030, Authority to transport or 
deliver licensed matl to carrier for transport terminated. 
MACDONALD, C. E, Transpor tatl on Certification Branch. 84/12/05, 
FINLAY, O.W. Finlay Testing Laboratories. Ip, 27970:355. 


DOCKET 71-0197 BETHLEHEM STEEL CORP. 


8412130567 Requests renewal of QA program approval for radioactive matl 
package; 0197. QA program unchanged since 791015 submittal, 
w/exccption of organizational structure. Revised 
organizational structure end. Fee paid. 

BRANDT* R. J. Bethlehem Steel Carp. 84/11/06. MACDONALD. C . E. 
Transportation Certif ication Branch. 6pp. 27916:356. 


B412060407 Forwards QA program approval for radioactive matl packane- 
0197, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/26. 
BRANDT, R.J. Bethlehem Steel Corp. Ip. 27831:088. 


■8412060414 QA program approval for radioactive matl pac kage: 0197, Rev 2. 
MACDONALD, C. E. Transp orta tlon Certification Branch. 84/11/26 

Ip. 27831:089. 


DOCKET 71-0201 DURALLOY BLAW-KNOX, INC. 


8412030322 Requests renewal of QA program for radioactive matl 
package:020l. QA program end. Fee paid, 

WILLIAMS, J. L. Duraloy Blaw-Knox. Inc. 84/11/08. MACDONALD, C. E. 
Transportation Certification Branch, 2pp. 27737:356, 


■8412030331 "QA Program for Packaging of Radioactive Matls for 
Transport. ** 

WILLIAMS, J. L. Duraloy Blaw-Knox, Inc. 79/08/09. 4pp. 27737:358. 


8412050327 Forwards QA program approval for radioactive matl pacheo*- 
0236, Rev 2. ' 

MACDONALD, C. E. Transportati on Certification Branch. 84/11/21. 
HODOE, R.W. American Airlines, Inc. Ip. 27811:085. 


■8412050332 QA program approval for radioactive matl pac kage: 0236, Rev 2. 
MACDONALD, C. E. Transporta ti on Certification Branch. 84/11/21. 

Ip. 27811:086. 


DOCKET 71-0241 UNITED NUCLEAR CORP. 


8412030557 Requests renewal of QA program for radioactive matl package: 
0241. Fee paid. 

HEL0E80N, K. A. United Nuclear Corp. (subs, of UNC Resources, Inc.). 
84/10/25, MACDONALD, C. E. Transportation Certification Branch. Ip. 
27739: 303. 


8412060320 Forwards QA program approval for radioactive matl package; 
0241, Rev 2. 

MACDONALD, C. E. Transportat i on Certification Branch. 84/11/29. 
HELOESON, K. A. United Nuclear Corp. (subs, of UNC Resources, Inc.). 
Ip. 27831:098. 


•8412060324 QA program approval for radioactive matl package: 0241, R«v 2. 
MACDONALD, C. E. Transportation Certification Branch 84/11/29. 

Ip. 27831:099. 


DOCKET 71-0243 TRANSEASTERN INSPECTION, INC. 


8412030338 Requests renewal of QA program for radioactive matl 
transport package: 0243. Fee paid. 

WEISS, Q.E. Trans-Eastern Inspection Services, Inc. 84/10/26, 
Office of Nuclear Material Safety 8< Saf eguards, Director. Ip. 
27740: 354. 


■8412030344 Requests remittance of application fee for renewal of QA 
program for radioactive matl transport pac kage: 0243, per end 
10CFRi70. W/o end, 

JACKSON, 0. License Fee Management Branch. 84/11/02. WEIS3, G. £• 
Trans-Eastern Inspection Services, Inc. Ip. 27740:356. 


— 8412030350 Forwards initial application fee for renewal of QA program 
for radioactive matl transport pac kage: 0243. 

WEISS, 0. E. Trans-Eastern Inspection Services, Inc. 84/11/02. 
JACKSON, 0. E. License Fee Management Branch. Ip. 27740:357, 


8412060221 Forwards QA program approval for radioactive matl package 
0201* Rev 2. r » 

MACDONALD, C. E. Transportati on Certification Branch. 84/11/29. 
WILLIAMS, J. L. Duraloy Blaw-Knox, Inc. Ip, 27831:134. 


0412060168 Forwards QA program approval for radioactive matl packaj*' 
0243, Rev 2. 

MACDONALD, C, E. Transportation Certification Branch. 84/11/29. 
WEISS, G. E. Trans-Eastern Inspection Services, Inc. Ip. 27831:160’ 
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“B412060174 QA program approval for radioactive matl pac kag e: 0243* Rev 2. 
MACDONALD* C. E. Transportation Certification Branch. 84/11/19. 

Ip, 27831:169. 


DOCKET 71-0246 INSPECTION SERVICES CORP. 


S412060532 Foruiards QA program approval for radioactive matl package; 

MACDONALD* C. E. Transportation Certification Branch. 84/11/29. 

DEHOR TYi W. Inspection Services Corp. Ip. 27829:143. 

— 8412060S3S QA program approval for radioactive matl pac kag e: 0246. Rev 2. 
MACDONALD. C. E. Transp ortat i on Certification Branch. 84/11/29. 
tp. 27829: 144. 


DOCKET 71-0261 NAVY. DEPT. OF 


04120150315 Forwards QA program approval for radioactive matl package: 

MACDONALD. C. E. Transportation Certif ication Branch. 84/11/21. 
COMNERS. J. D, Navy* Dept. of. Ip- 27811:090. 

— 8412050320 QA program approval for radioactive matl pac kag e: 0261. Rev 2. 
MACDONALD* C. E. Transportation Certification Branch. S4/11/21. 

Ip. 27811:091. 


DOCKET 71-0263 YUBA HEAT TRANSFER CORP. 


8412030561 Reauest renewal of QA program for radioactive matl package: 

FEDERLINe!* J. Yuba Heat Transfer Corp. 84/11/12. MACDONALD. C. E. 
Transportation Certification Branch. ip. 27739:301. 

8412060517 Forwards QA program approval for radioactive matl package: 
0263* Rev 2. „ 

MACDONALD. C. E, Transportation Certification Branch. 04/11/29. 
FEDERLINE. J. Yuba Heat Transfer Corp. Ip. 27829:361. 

— 8412060520 QA program approval for radioactive matl 

MACDONALD. C. E. Transportation Certification Branch. 84/11/29. 

Ip. 27829:362. 


DOCKET 71-0287 CARSON NON DESTRUCTIVE TESTING 


8412170065 Notifies that QA program approval for radioactive matl 
package: 0287 expired on 841030. Author ity to transport or 
deliver licensed matl to carrier for transport terminated. 
MACDONALD. C. E. Transportation Certification Branch. 84/12/05. 
MCVAUGHiR.W. Carson Non Destructive Testing. Ip. 27972:259. 


DOCKET 71-0306 SNYDER DRILLING 8t WELL SERVICING 


8412060228 Forwards QA program approval for radioactive matl package: 
0306* Rev 2. 

MACDONALD* C. E. Transp ortat 1 on Certification Branch. 84/11/26. 

SNYDER. H. L. Snyder Drilling & Well Servicing. Ip. 27831:126. 

— 8412060233 QA program approval for radioactive matl pac kag e: 0306. Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 04/11/26. 

Ip. 27831:127. 


DOCKET 71-0309 WORTHINGTON PUMP CORP. (USA) 


8412130454 Forwards fee for renewal of QA program approval for 
radioactive matl pac kage: 0309. per 10CFR170. 31. Fee paid. 
MOLYNEAU. E. L. McOrau-Edison Co, 84/11/02. MACDONALD. C. E. 
Transportation Certification Branch. 2pp. 27918:316, 


8412190097 Foruiards QA program approval for radioactive matl package: 
0309. Rev 2. „„**«*«« 

MACDONALD. C. E. Transportat ion Certification Branch. 84/12/05. 
MOLYNENX. E. L. McOraw-Ed i son Co. Ip. 28028:281. 

— 8412190100 QA program approval for radioactive matl pac kage: 0309* Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 84/12/05. 

Ip. 28028:282. 


DOCKET 71-0316 MASON 8< HANGER-SILAS MASON CO. * INC, 


8412050338 Forwards QA program approval for radioactive matl package: 
0316* Rev 2 

MACDONALD* C. E, Transportation Certification Branch. 84/11/21. 
HOLMBERO. R. L. Mason 8t Hanger - Silas Mason Co.* Inc. Ip. 
27811:075, 


DOCKET 71-0268 NAVY. DEPT. OF 


0412060392 Forwards QA program approval for radioactive matl package. 
026B* Rev 2, . „ /-.a 

MACDONALD. C. E. Transportati on Certification Branch. 84/11/26. 
DURFEEiP.J, Navy* Dept. of. Ip. 27831:090. 

— 8412060397 QA program approval for radioactive matl pac kag e: 0268. Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 84/11/26. 

Ip. 27831:091. 


8412050342 QA program approval for radioactive matl pac kag e: 0316. Rev 2, 

MACDONALD. C. E. Transportation Certification Branch. 84/11/21. 

Ip. 27811:076. 


DOCKET 71-0319 GENERAL TESTING 8c INSPECTION CO. 


8412060138 Forwards QA program approval for radioactive matl package: 
0319. Rev 2, „ 

MACDONALD* C. E. Transportation Certification Branch. 84/11/29. 
KRUEGELiR.E, General Testing *« Inspection Co, Ip. 27831:190. 


DOCKET 71-0274 NAVY, DEPT. OF 

8412060446 Forwards QA program approval for radioactive matl package, 
0274* Rev 2. . „ 

MACDONALD* C. E. Transportation Certification Branch, 84/11/Z6. 
DURFEE, P. J. Navy, Dept. of. Ip. 27831:086. 

— 8412060450 QA program approval for radioactive matl pac kag a: 0274* 

MACDONALD* C. E. Transportation Cert if icat ion Branch. 84/11/26. 
ip. 27831:087. 

DOCKET 71-0285 BELL GEOPHYSICS 


— 8412060145 QA program approval for radioactive matl pac kag e: 0319* Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 84/11/29, 

Ip. 27831:191. 


DOCKET 71-0333 ALABAMA POWER CO. 


8412140019 Forwards QA program approval for radioactive matl package; 
0333* Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/12/05. 
MCDONALD* R. P, Alabama Power Co. Ip. 27955:362. 

— 8412140024 QA program approval for radioactive matl pac kage: 0333* Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 84/12/05, 

Ip. 27955:363. 


8412030509 Req,UBsts that QA program for radioactive matl pac kage: 0285 
not be renewed* as firm no longer uses or transports 

bKl* J. A. Bell Geophysics. 84/11/07. 

Transportation Certification Branch. 2pp. 27740:300. 


8412060309 Confirms QA program a 
02S5 expired on 841030. 
MACDONALD, C. E. Transportation 
BELL. J, A. Bell Geophysics. 1 


pproval for radioactive matl package: 

Certification Branch. 84/11/29. 
p. 27831:102. 


DOCKET 71-0339 WISCONSIN CENTRIFUGAL. INC. 


8412060526 Forwards QA program approval for radioactive matl package: 
0339# Rbv 2^ 

MACDONALD, C, E. Transportation Certification Branch. 84/11/29. 
PENDER* T. L. Wisconsin Centrifugal. Inc. Ip. 27829:151. 


—8412060529 QA program approval for radioactive matl pac kag •: 0339. Rev 2. 
MACDONALD* C, E. Transportation Certification Branch. 84/11/29. 

Ip, 27829: 152. 
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DOCKET 71-0346 PUBLIC SERVICE CO. OF COLORADO 


B412030308 Requostft ranewal of QA program for radioactive mat 
package: 0346. Fee paid. 

SINGLETONi L. M. Public Service Co. of Colorado. 84/11/06. 
MACDONALD. C. E. Transportation Certification Branch. 3 pd 
27740:331. 


Forwards QA program approval for radioactive matl package; 
0346. Rev 3. r » 

'Transportation Certification Branch. 84/11/29. 
SINGLETON. L. W. Public Service Co. of Colorado. Ip. 27831:094. 


Tor radioactive matl pac kag e: 0346. Rev 3. 
MACDONALD. C. E. Transportation Certif ication Branch. 84 / 11/29 
Ip. 27831:093. 


DOCKET 71-0303 PENN INSPECTION CO. 


Forwards QA program for radioactive matl package: 0303. per 
WRC rei^uest. 

state X-Ray. 83/09/26. BROWN, C. Region 4. Office 
of Director. 3 pp. 27733:108. urrice 


DOCKET 71-5607 MODEL: T-2, ENERGY. DEPT. CF 


iA -.7 wiiHTi car'ciricates of comBli*r\r. 

for 14 specified casks be altered «< addl analysis be 
performed for oxidation p henomenon. Request denied, per 
Director s Decision DD-84-24. ^ 

DAVIS, U. C. Office of Nuclear Material Safetu & Safeouj»rd« 
B4/l,/30. AUDIN.L. Affiliation Not Aoolgn.S, Ip '' 


—8412070326 Director's Decision DD-84-24. denying L Audm S 407 'vi 
c.ntific.t.s of 


DAVIS. J. G. 


Office of Nuclear Material Safetu & 
Safeguards, Director. 84/11/30. 17pp. 27846:238. 


re,u„t th.t c.rtlficoto, of con,pli.nc. 
for 14 specified casks be altered ?< addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-84-24. 

Office of Nuclear Material Safety it Safeguards, Directer 
B4/U/30. AUDIN.L. Affiliation Not A.oijn.d, Ip. ’a'an^SK 


8412030506 "QA Program for Shipping Containers. " 

* Big State X-Ray. 83/09/26. 4pp, 27733:111. 

DOCKET 71-0524 RADIATION STERILIZERS, INC. 


to amend 14 identified certificates oi compliance 
fuel shipping casks. 

DAVIS, J.O. Office of Nuclear Material Safety it 
Safeguards.Director. 04/11/30. 17pp. 27846:238. 


840730 requut 
spent 


8412030031 Forwards Rev 0 to QAP-1, "QA Program for Packaging 
Transportation of Radioactive Matl." in support of request* 
to register series of shipping casks to be fabricated to 
of Certificate of Compliance 5939, Rev 9 
CHIN. A. Radiation Sterilizers. Inc. 84/10/31. GORDON. L. 
Transportation Certification Branch. 3 pp. 27742:190. 


Tr.n.pcrt.tlon 

* Radiation Sterilizers, Inc. 84/10/31. 17pp. 27742 : 193 . 


-8412030039 Requests remittance of fee for 841031 application for 
approval of QA program for radioactive matl transport 
package: 0524. 

JACKSON, G. 

Radiation Sterilizers. Inc, Ip. 27742:210, 


—8412030041 Remits fee for application for approval 
radioactive matl transport package: 0524 . 

CHIN. A. Radiation Sterilizers, Inc. 84/11/19, 
License Fee Management Branch. Ip. 27742:211. 


of QA program for 
JACKSON. G. 


DOCKET 71-5814 MODEL: NRQK-41, -42 it -43, ENERGY, DEPT. OF 


4.4 ' caoie provided in NRC B3 

Itr, since assumptions made in DOE 841105 Itr satisfactory 
for determining loss of load for packages. Max internal heat 
load should be given in thermal analysis. 

Certification Branch. 84/11/21. 
tNGEL, W. P. Energy, Dept. of. Ip. 27743:238. 


DOCKET 71-5874 MODEL: WAPD~40, ENERGY, DEPT. OF 


. 4.7 ““ = lawxB provioeo in NKC B3C 

Itr. Since assumptions mads in DOE 841105 Itr satisfactory 
for determining loss of load for packages.Max internal heat 
load Should be given in thermal analysis. 

TT-ansportation Certification Branch. 84 / 11/21 
ENGEL, W.P. Energy, Dept. of. Ip. 27743:258. 


DOCKET 71-5875 MODEL: WAPD-39 it NRBK-44, ENERGY, DEPT. OF 


RA-J. GENERAL ELECTRIC CO. 


B4121W028 Forwards response to 841029 request for addl Info re a410( 
application for amend to Certificate of Compliance 4986. 

Application amended to include typical KENO Input listing «< 
final result of KENO output. *i»^ing «< 

23^ J ^ 2802af3™ Transportation Certification Branch. 


8412030636 Advises of plan not to revise table provided in NRC 830420 
Itr. since assumptions made in DOE 841103 Itr satisfactory 
for determining loss of load for packages. Max internal heat 
load should be given in thermal analysis. 

TT’«nsportation Certif ication Branch. 

ENGEL, W.P. Energy, Dept. of. Ip. 27743:258. 


84/11/21. 


DOCKET 71-5916 MODEL: 2501. MONSANTO RESEARCH CORP. 


MODEL: UNC-2600. UNITED NUCLEAR CORP. 


84120^^0 Application for amend to Certificate of Compliance 5006. 
revising Item. 5(b)(U<i> t, 5(c)(2> re densities 
U-xtrconium li U-eluminum alloys. Fee paid. 

BA/li/OA R« 0 i;rc.., Inc. >. 

C.rtlficAtion Branch. 


8412190431 Informs that Monsanto Co no longer in radioactive source 
business. Shipping containers it supporting documentation 
bought by OE. OE will request registration as user of Model 
responsible for Certificate of Compliance 5916. 

BOOTH, J, A. Monsanto Co. 04/11/30. MACDONALD, C. E 
Certification Branch. Ip. 28016:351, 


Transportation 


DOCKET 71-5926 MODEL: GE-100, GENERAL ELECTRIC CQ. 


8412060232 

UNC-2600. 


Forwards Certificate of Compliance 5086, Rev 4 for Model 


MACDONALD. C. E. Transportation 
KIRK. U. F. United Nuclear Coro 
27831: 120. 


Certification Branch, 84/11/26 
(subs, of UNC Resources, Inc. 


2 pp. 


8412070323 Responds to 840730 request that certificates of compliance 
for 14 specified casks be altered it addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-84-24. 

DAVIS. J.G. Office of Nuclear Material Safety & Saf eguards, Dire ctor. 
84/11/30. AUDIN.L. Affiliation Not Assigned. Ip. 27846:257. 


—8412060261 Cartificate of Compli 
Approval record end. 
MACDONALD. C, E. Transportation 
3pp. 27831:122, 


ance 5086. Rev 4 for Model UNC-2600. 
Certification Branch. 84/11/26. 


8412070326 Director's Decision DD-84-24. deny ing L Audio 840730 requeit 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J. G. Office of Nuclear Material Safety it 
Safeguards.Director. 84/11/30. 17pp. 27046:258. 
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DOCKET 71-5939 MODEL: GE-1500, GENERAL ELECTRIC CO. 


8412030031 Forward* Rev O to QAP-1» “QA Program for Packaging S< 
Traneportation of Radioactive Matl. " in support of reciuest 
to register scries of shipping casks to be fabricated to 
meet requirements of Certificate of Compliance 5939i Rev 9. 
CHlNiA. Radiation Sterilliers* Inc. 04/10/31. GORDON i L. 
Transportation Certification Branch. 3pp. 27742:190. 


— 0412030034 Rev 0 to QAP-1, “QA Program for Packaging Sc Transportati on 
of Radioactive Matl. '' 

* Radiation Sterilizersi Inc. 84/10/31. 17pp. 27742: 193. 


DOCKET 71-5942 MODEL: OE-700, GENERAL ELECTRIC CO. 


84120&0273 Notification of registration as user of Models OE-700. BMI-l 
Sc OE-200 in response to 041017 request. 

MACDONALD. C. E. Transportation Certification Branch. 84/11/29. 
WEGSTi W. F. California, Univ. of, Los Angeles, CA. Ip. 27831:119. 


S412190467 Summary of 841206 meeting w/DOE in Silver Spring, MD re 
shipment of WESF cesium capsules in Models OE-700iTPCI t* 

BUSS. 

ODEOAARDEN, R. H. Transportation Certification Branch. 84/12/12. 
Transportation Certification Branch. 2pp. 28016:329. 


DOCKET 71-5950 MODEL: BCL-4i BATTELLE COLUMBUS LABORATORY 


9412030290 Advises of intent to use Packages NUS 10-135 U BCL-4 for 
shipment of radioactive matls. State of SC Radioactive Matls 
License 349 end. 

REAGAN, E.E. NUS Corp. 84/10/31. Office of Nuclear Material 
Safety t Safeguard s, Dir ec tor. 7pp. 27742:026. 


B412060069 Notification of registration as user of Models BCL-4, OH-142, 
0H-i42 MKI, OH-142 MK IB, OH- 142 MKII 8c NUS 10-135 in response 
to 841031 request. 

MACDONALD, C. E. Transportation Certification Branch. 04/11/29. 
REAGAN. E.E. NUS Corp. Ip. 27831:212. 


DOCKET 71-5957 MODEL: BMI-1, BATTELLE COLUMBUS LABORATORY 


B4120&0273 Notification of registration as user of Models OE -700, BMI-1 
8c OE-200 in response to 841017 request. 

MACDONALD, C. E. Transp or tati on Certification Branch. 84/11/29. 
HEOST.W. F. California. Univ. of, Los Angeles, CA. Ip. 27831:119. 


8412070323 Responds to 840730 request that certificate* of compliance 
for 14 specified casks be altered 8( addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-S4-24. 

DAVIS, J.O. Office of Nuclear Material Safety 8< Saf eguards. Director, 
84/11/30. AUDINiL. Affiliation Not Assigned. Ip. 27846:257. 


— 8412070326 Director's Decision DD-84-24, deny ing L Audin 040730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIBiJ. G. Office of Nuclear Material Safety & 

Safeguards. Director. 84/11/30. 17pp. 27046:258. 


DOCKET 71-5971 MODEL: OE-200, GENERAL ELECTRIC CO. 


B4122400B7 Requests registration as user of Model CE-200. 

NIJC.H. C. Georgia Power Co. 84/11/16. MCDONALD, C. E. Transportat i on 
Certification Branch. 2pp. 28060:266. 


8412060273 Notification of registration as user of Models GE -700, BMI-1 
8< OE-200 in response to 841017 request. 

MACDONALD. C. E, Transportation Certification Branch. 84/11/29. 
MEGST, W. F. California, Univ, of, Los Angeles. CA. Ip. 27831:119. 


S412O70323 Responds to 840730 request that certificate* of compliance 
for 14 specified casks be altered 8< addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-S4-24. 

DAVIS, J. G. Office of Nuclear Material Safety & Saf eguards, Director. 
84/11/30. AUDIN, L. Affiliation Not Assigned. Ip, 27846:257. 


— 8412070326 Director's Decision DD-84-24, deny ing L Audin 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J.O. Office of Nuclear Material Safety 8c 
Safeguards, Director. 84/11/30. ITpp. 27846:258. 


8412190425 Notification of registration as user of Model(8> GE-200 in 
response to 841116 request. 

MACDONALD, C. E. Transportation Certification Branch, 84/12/12. 
MANRY, M. Georgia Power Co. Ip. 28016:353. 


DOCKET 71-5980 MODEL: GE-600, OEbERAL ELECTRIC CO. 


8412120081 Application for renewal of Certificate of Compliance 5980 
for Model 600. App 1 ica t i on essentially same as 791010 
appl ication. Changes re certification drawings, fissi le Class 
IX designation 8, wording added. Fee paid. 

CUNNINGHAM, G. E. General Electric Co. 84/11/15. MCDONALD, C. E, 
Transportat ion Certification Branch. 19pp. 27915: 128. 


— 8412120096 "Handling & Maint Procedures for Demonstration Purposes 
Only. “ 

* General Electric Co. 80/02/19. 120pp. 27913:175. 


— 8412120089 Application for amend to License SNM-960, requesting fissile 
loading of Model 600 shipping cask be increased to 1,200 g. 
CUNNINGHAM. O. E. General Electric Co. 74/05/21. MACDONALD, C. E. 
Transportation Certification Branch. 18pp. 27915:149. 


B412070323 Responds to B40730 request that certificates of compliance 
for 14 specified casks be altered St addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-S4-24. 

DAVIS, J.G. Office of Nuclear Material Safety 8t Safeguards, Director. 
84/11/30. AUDIN.L. Affiliation Not Assigned. Ip. 27846:237. 


— B412070326 Director's Decision DD-84-24. deny ing L Audin 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J. G. Office of Nuclear Material Safety 8< 

Saf eguards, Director, 84/11/30. 17pp. 27846:258. 


8412200433 Requests revised pages to 841115 application for renewal 
of Certificate of Compliance 5980 for Model 600 packaging 
clarifying inconsistencies re shielding thickness 8< 
protective jacket body const within 60 days, 

MACDONALD, C. E. Transportation Certification Branch. 84/12/13. 
CUNNINGHAM, G. E, General Electric Co. 2pp. 28039:353. 


DOCKET 71-6003 MODEL: K-130, ENERGY, DEPT. OF 


8412070323 Responds to 840730 request that certificates of compliance 
for 14 specified casks be altered 8« addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-84-24. 

DAVIS, J. 0. Office of Nuclear Material Safety 8t Saf eguard s , Diroc tor. 
34/11/30. AUDIN, L. Affiliation Not Assigned. Ip. 27346:257, 


— 8412070326 Director's Decision DD-S4-24, deny ing L Audin 840730 request 
to amend 14 Identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS. J. G. Office of Nuclear Material Safety it 
Saf eguards, Director, 04/11/30. 17pp. 27846:258. 


DOCKET 71-6166 MODEL: O. 5T. ENERGY. DEPT. OF 


8412060128 Notifies that Certificate of Compliance 6166, Rev 2 for Model 
0. 3T pac kag ing, exp Ir ed on 841031. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/29. 
JACKSON, C.D. Energy, Dept. of. Ip. 27831:197. 


DOCKET 71-6280 MODEL: A-0109, J. L. SHEPHARD ASSOCIATES 


8412060224 Forward* request for addl info re 040830 application to 
amend t renew Model A-0109 irradiator in A-0117 overpack 
package. Info should be submitted as revised pages to 790905 
application. 

MACDONALD, C. E. Transpor tati on Certification Branch. 64/11/29. 
SHEPHERD, J. L. J. L. Sheppard Corp. 2pp. 27331:128. 


DOCKET 71-6346 MODEL: FBV-1, GA TECHNOLOGIES, INC. 


9412070323 Responds to 840730 request that certificates of compliance 
for 14 specified casks be altered it addl analysis be 
performed for oxidation p henomenon. Request denied, per 
Director's Decision DD-84-24. 

DAVIS, J.G. Office of Nuclear Material Safety it Safeguards. Director, 
84/11/30. AUDIN, L. Affiliation Not Assigned. Ip. 27846:257. 
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— 8412070326 Director's Decision D0*'84-24, d eny ing L Audln 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J.G. Office of Nuclear Material Safety U 
Safeguards, Director. 84/11/30. 17pp. 27846:258. 


8412190463 Summary of 841204 meeting w/OA Technologies & Public Svc Co 
of CO in Silver Spring, MD re addl contents in Model FSV-1. 

QDEOAARDEN, R. H. Transportation Certification Branch. 84/12/10. 
Transportation Certification Branch. 2pp. 28016:333. 


DOCKET 71-6478 MODEL; 4T, ENERGY, DEPT. OF 


8412060297 Notifies that Certificate of Compliance 6478, Rev 2 for Model 
4T expired on 841031. 

MACDONALD, C, E. Transportation Certification Branch. 84/11/29. 
JACKSON, C.D. Energy, Dept. of. Ip. 27831:103, 


DOCKET 71-6574 MODEL: HN-200, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8412030613 Notifies of registration as user of Models HN-200, CNS 8-120, 
HN-100 Series 2, HN-iOO 2A, NUPAC 14D-2. 0, CNS 7-100, HN-600, 

NUPAC 100, HN-100 Series 1 , HN-IOOS, CNS 14-170 III 8c HN-lOO 
Serie-s 3, per 841003 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21, 
HEIDER, L. H. Yankee Atomic Electric Co. 3pp. 27743:280. 


DOCKET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8412030613 Notifies of registration as user of Models HN-200, CNS 0-120, 
HN-100 Series 2, HN-100 2 A, NUPAC 14D-2. 0,CNS 7-100, HN-600, 

NUPAC 100, HN-100 Series 1 , HN-IOOS, CNS 14-170 III & HN-100 
Serie-s 3, per 841003 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
HEIDER, L.H. Yankee Atomic Electric Co. 3pp. 27743:280. 


DOCKET 71-6639 MODEL: MH-IA, ENERGY, DEPT. OF 


8412070323 Responds to 840730 request that certificates of compliance 
for 14 specified casks be altered & addl analysis be 
performed for oxidation phenomenon. Request denied, per 
Director's Decision DD-a4-24. 

DAVIS, J.O. Office of Nuclear Material Safety & Safeguards, Director, 
04/11/30, AUDIN,L. Affiliation Mot Assigned. Ip, 27846:257. 


— 8412070326 Director's Decision DD-84-24, deny ing L Audin 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J, G. Office of Nuclear Material Safety It 
Safeguards,Director. 84/11/30. 17pp. 27846:258. 


DOCKET 71-6642 MODEL: 4. 5 TON CF, ENERGY, DEPT. OF 


0412060457 Amends Certificate of Compliance 9001 to authorlx# one-tl«t 
shipment u/o complying u/Item 15 for contents aothoriied by 
Item 5. (c). Annual hydrostatic test need not be performed. 

Approval record end. 

MACDONALD, C. E. Transportat i on Certification Branch. 84/11/26. 
WEBSTER, B.H. Carolina Power & Light Co. 2pp. 27031:004. 


DOCKET 71-9006 MODEL; 500-SU, AUTOMATION INDUSTRIES, INC, 


8412140001 Requests confirmation that responsibility for mfg, 
distribution 8, maint of certified containers for Models 
500-SU, 520 & 500-SU OP transferred to Tech Ops, Inc in sales 
agreement for gamma radiography business. 

MORELAND, P. E. Automation Industries, Inc. 04/11/16. MACDONALD. C F 
Transportation Certification Branch. 2pp. 27958:040. 


8412060152 Forwards Rev 7 to Certificate of Compliance 9006 for Mod*! 
500-SU. 

MACDONALD, C. E. Transportation Certification Branch, 84/11/29. 
MUNRa,J. J. Tech/Ops. 3pp. 27831:104. 


— S41206015B Certificate of Compliance 9006, Rev 7, for Model 500-SU, 
MACDONALD, C. E. Transportation Certification Branch. B4/U/29. 
3pp. 27831:187. 


DOCKET 71-9007 MODEL: 520, AUTOMATION INDUSTRIES, INC. 


8412140081 Requests confirmation that r espons i b i 1 i ty for mfg, 
distribution 8< maint of certified containers for Models 
500-SU, 520 8, 500-SU OP transferred to Tech Ops, Inc in sales 
agreement for gamma radiography business. 

MORELAND. P. E. Automation Industries, Inc. 84/11/16. MAC DONALD. C E 
Transportation Certification Branch. 2pp, 27958:040, 


DOCKET 71-9010 MODEL: NLl-1/2, NL INDUSTRIES, INC. 


8412200548 Advises that Certificate of Compliance 9010 for Model 
NLI-1/2 will expire on 850331. Submission of consolidated 
SER 30 days prior to expiration date necessary to renew 
package. 

MACDONALD, C. E. Division of Fuel Cycle Ilk Material Safety. 84/12/13 
JOHNSON, C.R. NL Industries, Inc. Ip. 28039:129. 


DOCKET 71-9019 MODEL; BU-7. GENERAL ELECTRIC CD. 


B412140222 Application for rev to Certificate of Compliance 9019 for 
Model Bu-7. Supporting documentation end. M/one oversixe 
drawing. Aperture card available in PDR, Fee paid. 

VAUGHAN, C.M. General Electric Co. 04/11/13. MACDONALD, C. E. 
Transportation Certification Branch, 53pp. 27958:227. 


8412140225 "Test Plan for Model Bo-7 Inner Container Gasket Integrity 
Test. " 

ZIDAK, J. A. , VAUGHAN, C. M. , MIMS, J. M. General Electric Co. 

83/05/18. 6pp. 27958:283. 


8412030658 Notifies of registration as user of Models 4.5 TON CF It 715. 
Registration transferred from Boeing Sves Inti, Inc to 
recipient. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
NICKELL, R. EO&G, Inc. Ip. 27743:153. 


—8412140231 “Test Rept for Model BU-7 Inner Container Gasket, *♦ 
ZIDAK, J. A. General Electric Co. 84/07/17, 9pp. 27958:209. 


DOCKET 71-6771 MODEL: SN-1, METROPOLITAN EDISON CO. 


8412030547 Application for Rev 5 to Certificate of Compliance 6771, for 
Model SN-l. 

HAMILLA,D, J. Energy, Dept. of. 84/11/07. MACDONALD, C, E. 
Transportation Certification Branch. ip. 27740:279. 


8412060263 Notification of registration as user of Model SN-l in 
response to 841110 request. 

MACDONALD, C. E, Transportation Certification Branch. 84/11/29. 
HAMILLA, D. J, Energy, Dept. of. Ip, 27831:125. 


DOCKET 71-9035 MODEL: 680 & 680E, TECH DPS, INC. 


8412030652 Forwards Rev 6 to Certificate of Compliance 9035 for Models 
680 8( 60OE. 

MACDONALD, C. E. Transportatl on Certification Branch 04/11/21 
MUNRO,J. J. Tech/Ops. 3pp. 27743:154. 


8412030659 Certificate of Compliance 9035, Rev 6, for Models 600 t, 6#C£ 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 

3pp. 27743: 157. 


DOCKET 71-9001 MODEL: IF-300, GENERAL ELECTRIC CO. 


DOCKET 71-9039 MODEL: 715, TECH OPS, INC, 


9412130074 Application for one-time exemption from Rev 20 to 
Certificate of Compliance 9001 for IF-300 shipping 
container. Container not in compliance w/several requirements 
f or sh ipment. Fee paid. 

CUTTER, A. B. Carolina Pouor It Light Co. 84/11/08. MACDONALD, 
Transportation Certification Branch. 3pp, 27910:265, 


B41203065S Notifies of registration as user of Models 4. 5 TON CF I, 7lS 
Registration transferred from Boeing Sves Inti, Inc to 
recipient. 

Transportation Certification Branch. 84/11/21. 
NICKELL, R. EOfcO, Inc. Ip. 27743:153, 
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DOCKET 71-9044 I10DEL; GE-1600. GENERAL ELECTRIC CO. 


9412070323 Responds to 840730 T6q.uest that certificates of compliance 
for 14 specified casks be altered It addl analysis be 
performed for onidation phenomenon. Request denied, per 
Director's Decision 00-84-24. 

DAVIS, J. G. Office of Nuclear Material Safety & Safeguards . Director. 
84/11/30. AUDIN, L. Affiliation Not Assigned. Ip. 27846:237. 


— 8412070326 Director's Decision DD-84-24, deny ing L Audin S40730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS. J.G. Office of Nuclear Material Safety & 

Saf egua fd s j Direc tor. 84/11/30. 17pp. 27846:258. 


DOCKET 71-9071 MODEL: AP-101, ANEFCO. INC. 


8412190295 Forwards response to S40605 request for addl info re 
application for amend to expand mat! transported in Model 
AP-101 shipping container. Amend authorizes shipment of 
borosilicate waste in sealed canisters. 

MURPHY. J.D. Anefco, Inc. 84/11/28. MACDONALD, C . E. Transportation 
Certification Branch. 12pp. 28039:054. 


DOCKET 71-9073 MODEL: aH-142 SERIES St NUS 10-135. NUCLEAR PACKAGING 


8412030290 Advises of intent to use Packages NUS 10-135 S« BCL-4 for 
shipment of radioactive natls. State of SC Radioactive Mails 
License 349 end. 

REAGAN. E. E. NUSCorp. 84/10/31. Office of Nuclear Material 
Safety *< Saf eguard s. Dir ec tor. 7pp. 27742:026. 


6412030570 Application for rev to Certificate of Compliance 9073 for 
Model OH-142, changing gasket replacement interval from 4 
months to 12 months. Revl s ed Page 7-2 of SAR end. Fee paid. 

TEMUS, C. J. Nuclear Packaging, Inc. 94/11/02. MACDONALD. C. E, 
Transportation Certification Branch, 9pp. 27739:290. 


9412060292 Forwards Certificate of Compliance 9073, Rev 9 for Models 
OH-142, OH-142 MKI, OH-142 MXIB, OH-142 MKII 8t NUS 10-135. 

MACDONALD. C. E. Transportation Certification Branch. 04/11/26. 
TEMUS, C.J. Nuclear Packaging, Inc. 2pp. 27031:106. 


— 8412060300 Certificate of Compliance 9073, Rev 9, for Models DH-142, 
aH-i42 MKI, aH-142 MKIB. OH-142 MKII «c NUS 10-135. Approval 
record end. 

MACDONALD. C. E. Transportation Certification Branch. 84/11/26. 
5pp. 27831:108. 


8412060069 Notification of registration as user of Models BCL-4, OH- 142, 
OH-142 MKI,0H-142 MKIB, OH-142 MKII & NUS 10-135 in response 
to B41031 request, 

MACDONALD, C. e. Transportation Certification Branch. 84/11/29. 
REAGAN, E.E. NUSCorp. Ip. 27031:212. 


DOCKET 71-9079 MODEL: HN-100, SERIES 2 & 2A. HITTMAN NUCLEAR 


8412030613 Notifies of registration as user of Models HN-200, CNB 8-120, 
HN-100 Series 2, HN-100 2A,NUPAC 14D-2. O, CNS 7-100, HN-600, 

NUPAC 100, HN-lOO Series 1 , HN-IOOS, CNS 14-170 III !< HN-100 
Series 3, per 841003 request. 

MACDONALD. C. E, Transportation Certification Branch. 84/11/21. 
HEIDER.L. H. Yankee Atonic Electric Co. 3pp. 27743:280. 


DOCKET 71-9080 MODEL: HN-600, NUPAC 7-100 8« CNS 7-100, HITTMAN NUCLEAR 

8412030613 Notifies of registration as user of Models HN-200 , CNS 0-120. 
HN-100 Series 2,HN-100 2A, NUPAC 14D-2. O.CNS 7-100, HN-600, 

NUPAC 100, HN-100 Series 1 , HN-IOOS, CNS 14-170 III & HN-100 
Series 3, per 841003 request. 

MACDONALD, C. E, Transportation Certification Branch. 84/11/21. 
HEIDER,L. H. Yankee Atomic Electric Co. 3pp. 27743:280. 


DOCKET 71-9086 MODEL: HN-100, SERIES 1, HITTMAN NUCLEAR 

8412030613 Notifies of registration as user of Models HN-20O, CNS 8-120, 
HN-100 Series 2, HN-100 2 A, NUPAC 14D-2. 0, CNS 7-100, HN-600, 

NUPAC 100, HN-100 Series 1 , HN-IOOS, CNS 14-170 III it HN-100 
Scries 3, per 041003 request. 

MACDONALD, C, E, Transportation Certification Branch. 84/11/21. 
HEIDER, L. H. Yankee Atomic Electric Co. 3pp. 27743:280. 


DOCKET 71-9089 MODEL: HN-IOOS, HITTMAN NUCLEAR DEVELOPMENT CORP 


B412030613 Notifies of registration as user of Models HN-200, CNS 8-120, 
HN-100 Series 2. HN-100 2A, NUPAC 14D-2. O.CNS 7-100, HN-600. 

NUPAC 100, HN-100 Series 1 , HN-IOOS, CNS 14-170 III U HW-lOO 
Series 3, per B41003 request. 

MACDONALD. C. E. Transportation Certification Branch. 84/11/21. 
HEIDER, L H. Yankee Atomic Electric Co. 3pp. 27743:280, 


DOCKET 71-9094 MODEL: CNS 14-1 95-H, CHEM-NUCLEAR SYSTEMS, INC. 


B412030277 Requests registration as user of Model CNS-195H. Name 8c 
address for future correspondence provided. 

ST LAURENT. N. N, Yankee Atomic Electric Co. 84/11/06. 

MACDONALD, C. E. Transportation Certification Branch. 2pp. 

27742; 035. 


B412060063 Notification of registration as user of Model CNS 14-19S-H 
in response to 841106 request. 

MACDONALD. C. E. Transportation Certification Branch. B4/II/2Y. 
VANDALE. M. T. Yankee Atonic Electric Co. Ip. 27031:213. 


DOCKET 71-9103 MODEL: NLI-6502, NUCLEAR ASSURANCE CORP. 


B412070323 Responds to 840730 request that certificates of compliance 
for 14 specified casks be altered 8: addl analysis be 
performed for oxidation p henomenon. Request denied. per 
Director's Decision DD-84-24. . 4 . 

DAVIS, U.O. Office of Nuclear Material Safety 8< Safeguards, Director. 
84/11/30. AUDIN, L. Affiliation Not Assigned. Ip. 27846:257. 


— 8412070326 Director's Decision DD-S4-24, deny ing L Audin 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J.O. Office of Nuclear Material Safety 8« 

Saf eguards. Director. 84/11/30. 17pp. 27846:250. 


DOCKET 71-9111 MODEL: CNS 6-80-2 8. CNS 6-90-2A, CHEM-NUCLEAR ^YS^^INC^ 


8412060525 Notification of registration as user of Models CNS 6-80-2 8< 
CNS 6-B0-2A in response to 841025 request. 

MACDONALD, C, E. Transportation Certification Branch, 84/11/29, 
KOSMAL, J. A. Duquesne Light Co. tp. 27828:293. 


DOCKET 71-9132 MODEL: T-3. ENERGY, DEPT. OF 


0412070323 Responds to 340730 request that certificates of compliance 
for 14 specified casks be altered it addl analysis be 
performed for oxidation phenomenon. Request denied. per 
Director's Decision DD-84-24. . a. 

DAVIS. J. G. Office of Nuclear Material Safety 8« Safeguards , Director. 
84/11/30. AUDIN, L. Affiliation Not Assigned, Ip. 27046:257. 


— 8412070326 Director's Decision DD-84-24, deny ing L Audin 840730 request 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J.O. Office of Nuclear Material Safety 8< 

Saf eg uards, Director. 84/11/30. 17pp. 27846:258. 


DOCKET 71-9137 MODEL: 820, TECH OPS. INC. 


0412030398 Forwards Rev 2 to Certificate of Compliance 9137 for Modal 

MACDONALD. C, E. Transportation Certification Branch. 84/11/21. 
MUNROiJ. J. Tech/Ops. Ip. 27737:332. 


— 8412030406 Certificate of Compliance 9137. Rev 2, for Model S20. 

MACDONALD. C. E. Transportation Certification Branch. 84/11/21. 
3pp. 27737: 333. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, HITTMAN NUCLEAR 


8412030613 Notifies of registration as user of Models HN-200, CNS 8 120, 
HN~100 Series 2.HN-100 2A, NUPAC 14D-2, O.CNS 7-100. HN-600, 

NUPAC 100. HN-100 Series 1 , HN-IOOS. CNS 14-170 III 8< HN-100 
Series 3, per 841003 request. 

MACDONALD. C. E, Transportation Certification Branch, 84/11/21. 
HEIDER. L, H. Yankee Atomic Electric Co. 3pp, 27743:280. 
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8412060058 Notification of registration as user of Models 

NUS 14-170 I.CNS 14-170 1 11 8c HN-100 Series 3 in response to 
841026 request. 

MACDONALDc C. e. Transportation Certification Branch. 84/11/29. 
DIEDERICHc G. J. Comflionuiea 1 th Edison Co. Ip. 27831:214. 


DOCKET 71-9156 MODEL: IR-SOc INDUSTRIAL NUCLEAR CO. 


DOCKET 71-9200 MODEL: 9200. NUCLEAR PACKAGINO. INC. 


84^070027 Sumrnary of 841129 meeting U)/Nuclear Pac kag ing , Inc . EOtO 8< 
Sandia Labs in Silver Spring. MO re shipment of TMI failed 
fuel. Scale testing & buckling factors re cask design 
discussed. 

ODEOAARDEN, R. H. Transp or ta t i on Certification Branch. 84/11/30 
Transportation Certification Branch. 2pp. 27843:261. 


8412030264 Revised application for amend to Certificates of Compliance 
9156 & 9185. upgrad ing Models IR-50 source changer 8c OP-100 
overpack. 

GAINES. T. M. Industrial Nuclear Co. 84/07/12 MACDONALD. C. E. 

Office of Nuclear Material Safety 8c Safeguards. Director. 12pp 
27742:039. 


8412190474 Summary of 841206 meeting u/EG&G Idaho. Sandia 8c NUPAC In 
Silver Spring, MD re scale testing related to design of 
shipping cask for shipment of TMI-failed fuel from TMI to 
EO&G Idaho. 

ODEGAARDEN. R. H, Transportation Certification Branch. 84/12/13 
Transportat i on Certification Branch. 2pp. 28016:327. 


8412030516 Requests addi info re 840712 application for amend to 
Certificates of Compliance 9156 8< 9185 for Model IR-50 i 
OP-100 packages. Notification within 30 days of when info 
will be provided requested. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
GAINES. T.M. Industrial Nuclear Co. 2pp, 27740:296. 


DOCKET 71-9180 MODEL: 500-SU-0P. AUTOMATION INDUSTRIES, INC, 


DOCKET 71-9781 MODEL: M-160. ENERGY, DEPT. OF 


8412070323 Responds to 840730 request that certificates of compliant! 
for 14 specified casks be altered 8; addl analysis be 
performed for oxidation phenomenon. Request denied. per 
Director's Decision DD-S4-24. 


DAVIS, J. G. 
84/11/30. 


Office of Nuclear Material Safety 8c Safeguards. Director 
AUDIN, L. Affiliation Not Assigned. Ip. 27846:257, 


8412140081 Requests confirmation that responsibility for mfg. 
distribution 8< maint of certified containers for Models 
500-SUi 520 & 500-SU OP transferred to Tech Ops, Inc in sales 
agreement for gamma radiography business. 

MORELAND, P. E. Automation Industries. Inc. 84/11/16. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 27958:040. 


—8412070326 Director's Decision DD-S4-24. deny ing L Audln 840730 requiit 
to amend 14 identified certificates of compliance for spent 
fuel shipping casks. 

DAVIS, J. G. Office of Nuclear Material Safety 8< 

Safeguards. Director. 84/11/30. 17pp. 27846:258. 


DOCKET 71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE CORP. 


8412030573 Notification of registration as user of Model NAC-1, in 
response to 841023 request. 

MACDONALD, C. E, Transportation Certification Branch. 84/11/21. 
COUNSIL, W. 0. Northeast Utilities. Ip. 27741:358. 


8412030639 Notification of registration as user of Model NAC-1, per 
841024 request. 

MACDONALD, C. E. Transportation Certification Branch, 34/11/21. 
KINTNER.S, Chem-Sy stems, Inc. Ip. 27743:257. 


DOCKET 71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 


8412030264 Revised application for amend to Certificates of Compliant 
9156 8t 9185, upgrading Models IR-50 source changer & OP-lOO 
overpack. 

CAINES, T. M. Industrial Nuclear Co. 84/07/12. MACDONALD, C. E. 
Office of Nuclear Material Safety it Safeguards, Director . 12pp. 


8412030516 Requests addl info re 840712 application for amend to 
Certificates of Compliance 9156 it 9185 for Model IR-50 & 

OP-100 packages. Notification within 30 days of when info 
will be provided requested, 

MACDONALD, C. E. Transportation Certification Branch. 84/11/21. 
GAINES, T. M. Industrial Nuclear Co. 2pp. 27740:296. 


DOCKET 71-9860 MODEL: DT-14A, ENERGY, DEPT. OF 


8412120483 Summary of 841203 meeting ui/DOE Sc du Pont in Silver Spring, 
MD re addl contents in Model DT-14A shipping package. Addi 
contents would have no effect on nuclear criticality safety 
of package. 

ODEGAARDEN, R. H. Transpor tat ion Certification Branch. 84/12/05. 
Transportation Certification Branch. ip. 27911:334. 


LICEfSISING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


B412270063 Forwards revised NED0-20969B6, "Operating Experience Rept - 
Irradiated Fuel Storage at Morris Operation, Jan 1972 - Dec 
1982. " No significant environ impact noted. 

General Electric Uranium Management Corp. 84/11/28. 
ROUSE, L. C. Advanced Fuel it Spent Fuel Licensing Branch. Ip. 


B412270073 Revised "Operating Experience Rept - Irradiated Fuel Storeji 
at Morris Operation, Jan 1972 - Dec 1982. " 

* General Electric Uranium Management Corp. NEDO-20969B6 ROl 
84/11/30. 39pp. 28118:124. 


8412060073 Forwards Insp Rept 72-0001/84-03 on 841114-16. No 
noncompliance noted. 

AXELSON, W. L, Region 3, Office of Director. 84/11/29. VAN HOOMISSEN 
General Electric Co. 2pp. 27791:032. 


DOCKET 71-9192 MODEL: AP-300, ANEFCO, INC, 


8412190038 Forwards response to B41101 request for addl info re 
application for certificate of compliance for Model AP-300 
shipping container. 

MURPHY, J.D. Anefco. Inc. 84/11/29. MACDONALD, C. E. Transpqrtatlor 
Certification Branch. 40pp. 28039:066. 


-8412060080 Insp Rept 72-0001/84-03 on 841114-16. No noncomp llance noted. 
Major areas inspected; matl control & accountability, 
including facility organiiation it operation. Details withheld 
(ref 10CFR2. 790(d) ). 

MADEDAi T. J, , CREED, J. R. Region 3, Office of Director. 84/11/27. 

Ip, 27791:034. 


DOCKET 71-9195 MODEL; 2000, GENERAL ELECTRIC CO. 


8412130617 Application for certificate of compliance, author! x ing Type 
B & fissile Class III shipments in OE Model 2000 shipping 
container. Fee paid. 

CUNNINGHAM, G. E. General Electric Co. 84/10/31. MACDONALD, C, F. 
Transportation Certification Branch. 3pp. 27916:333. 
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8412070148 Staff requirements memo re S30311 briefing on INIPO const 

evaluation program. Commissioners Oilinsky 8c Asselstine 
requested that INPO determine which essential elements of 
design should be completed prior to initiation of const. 

CHILK.S. J. Office of the Secretary of the Commission. MS30311. 
83/03/16. DIRCKSi W, J. Office of the Executive Director for 
Operations. Ip. 27847:059. 


B412100255 Transcript of 841106 br i ef ing /poss ib 1 e vote in Wash ing ton. DC 
re UCS 2.206 petition on TMI-2 emergency feedwater sys. 

Pp 1-56. Support ing documentation end. 

♦ Commissioners. 84/11/06 . 68pp. 27871:287. 24X 

Fiche: 50-320. 84/1 l/06i 8412100255. 


lOCFR COMMISSION MEEFINO RECORDS 


8412030222 Staff requirements memo re affirmation, discussion & vote in 
Washington, DC on SECY-84-415. "UCS Proposed Correction 
Concerning Status on Mgt Issues in TMl-1 Restart 
Proceeding. " 

CHILK, S. J Office of the Secretary of the Commission. MB41115B. 
84/11/26. PLAINS. H.H. Office of the General Counsel. Ip. 
27742:086. 24X Fiche: 50-287. 84/11/26, 8412030222. 


8412030474 Transcript of 841115 meeting in Washing ton. DC re status rept 
on high level waste program under Nuclear Waste Policy Act 
of 1982, Pp 1-56. 

* Commissioners. 84/11/15. 60pp. 27739:305. 


B412100493 Forwards summary of Advisory Panel for Decontamination of 
TMI-2 841115 meeting in Wash ington, DC «< earlier meeting on 
same day between Advisory Panel 8t NRC Commissioners. 

MASNIK. M. T. Advisory Council for Decontamination of TMI Unit 2. 
MASNIK. M. T. TMI Program Office. 84/11/29. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 6pp. 27862:222. 24X 

Fiche: 50-320, 84/11/29, 8412100493. 


8412030571 Transcript of Commission 841115 meeting w/Advisory Panel on 
TMI-2 Restart in Washington, DC. Pp 1-65. Supporting 
documentation end. 

e Commissioners. » Advisory Council for Decontaminat ion of TMI 
Unit 2 84/11/15. 72pp. 27739:216. 24X Fich e: 50-320, 84/11/15, 

8412030571, 


0412110031 Staff requirements memo re 841120 semiannual briefing in 
Washington, DC on AEOD appraisal of operating experience & 
significant safety concerns. EDO *< Ofc of Investigations 
requested to discuss usefulness of interface. 

CHILK, S.U. Office of the Secretary of the Commission. 11841120. 
84/12/04. DIRCKS, W. J. Office of the Executive Director for 
Operations, Ip. 27894:346. 


B41212Q049 Staff requirements memo re 841121 af f irma t ion/ d i s c uss ion & 
vote in Wash ing ton, DC on low power license. No license issued 
until ASLB issues supporting rational for 841120 order. 

CHILK, S.J. Office of the Secretary of the Commission. Ma41121C. 
84/12/05, PLAINS, H. H. E. Office of the General Counsel. Ip. 
27911:357. 24X Fiche: 50-322, 84/12/05. 8412120049. 


8412130128 Transcript of Commission 841203 meeting in Was h ing ton, DC re 
policy statement on severe accident consideration. Supporting 
documentation end. 

* Commissioners. 84/12/03. 147pp. 27918:320. 


B4121B0024 Transcript of 841210 dl sc uss ion/p oss ib 1 e vote in Washington, 
DC re hydrogen rule. Pp 1 - 58 . Supporting documentation end. 

* Commissioners, 84/12/10. 71pp. 28014:249. 


04 1 2190054 Staff requirements memo re 841023 meeting in Wash ington, DC 
to discuss proposed amends to 10CFR50 re earthquakes it 
emergency preparedness (SECY-84-394) . SECY-B4-394 approved. 

CHILK, S.U. Office of the Secretary of the Commission. M941023. 
84/12/13. Office of the Secretary of the Commission. Ip. 

2B028: 285. 


0412260040 Transcript of 841211 public meeting in Washington, DC re 
NRC followup to 841115 DOE briefing on high level waste 
program. Pp 1-89. Supporting documentation end. 

* Commissioners. 81/12/11. 105pp. 28075:174. 


S412260061 Transcript of 841211 public meeting in Washington, DC re FYSA 
budget, Pp 1-100. Supporting documentation end. 

* Commissioners. 34/12/11. 167pp. 28075:001. 


8412030586 Staff requirements memo re 841115 briefing in Wash ington, DC 
on progress of DOE radwaste mgt program. No requirements 
imposed as result of meeting. 

CHILK, S.J. Office of the Secretary of the Commission. MB41115B. 
84/11/27. Office of the Secretary of the Commission. Ip. 

27740: 358. 


8412030593 Transcript of 841120 semiannual briefing on appraisal of 
operating experience in Washington, DC. Pp 1-88, Viewgraph s 

* Commissioners. 84/11/20. 103pp. 27739:033. 


8412030675 Transcript of 841121 affirmation/discussion St vote in 
Washington, DC re SECY 84-339 & SECY 84-3394 concerning low 
power OL issues. Pp 1-7, 

* Commissioners. 84/11/21. lOpp. 27743: 132. 24X 

Fiche-: 50-322, 84/11/21, 8412030675. 


8412060638 Staff requirements memo re 841113 briefing on ANS rept on 
source term in Wash ington, DC. NRC requested to prepare 
comparison of emergency preparedness requirement in US it 
foreign countries. 

CHILK, S.J. Office of the Secretary of the Commission. Ma41113. 
84/11/30. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 27831:319. 


8412060641 Staff requirements memo re 841121 briefing in Washington, DC 
on basis for technical position on operation of facility «< 

Ofc of General Counsel briefing on legal/policy options re 
restart of facility. 

CHILK, S.J. Office of the Secretary of the Commission. Ma41121B. 
84/11/28. Office of the Secretary of the Commission. Ip. 
27831:307. 24X Fi che: 50-206, 84/1 1 /2S, 8412060641 . 


0412070090 Transcript of 841121 briefing U discussion of issues in 
operation of San Onofre Unit 1 in Wash ington, DC. Pp 1-98. 
Supporting documentation end. 

* Commissioners. 04/11/21. 169pp. 27842:331. 24X 

Fiche: 50-206, 84/11/21, 8412070090- 


0412260190 Transcript of Commission 841213 affirmation/discussion & 
vote in Wash ington, DC on SECY 84-322 & 322A re Aamodt 
motion for investigation of radioactive releases during 
TMI-2 accident. 

* Commissioners. 81/12/13, 7pp. 28107:251. 24X 

Fiche: 50-320, 84/12/13. 8412260190. 


B412070093 Partial response to FOIA request for three categories of 
documents re single state licensing it standardized design 
certifications. Documents listed on app being placed in PDR. 
Forwards documents. Review continuing. 

FELTON, J. M. Division of Rules and Records. 83/11/15. ADATQ, M. 
Union of Concerned Scientists. 3pp. 27846:287. 


8412260411 Staff raquirements memo re 841213 aff irmation/discossion it 
vote in Wash ing ton, DC approving order denying Aamodts 
840621 motion for NRC investigation of alleged falsification 
of radioactive emission data (SECY-84-322/322A) . 

CHILK, S.J. Office of the Secretary of the Commission. MB41213. 
B4/12/1S. PLAINE, H. H. Office of the General Counsel. Ip. 
28071:259. 24X Fiche: 50-320, 84/12/18, 841226041 1 . 
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S4122800SB Staff requirements memo re 841115 meeting tu/Advisory Panel 
on TMI-2 Cleanup. Ofc of Oensral Counsel directed to provide 
opinion re advisory panel legal basis for engaging in revieui 
of epidemiological studies re radiation releases 

CHILKj S. J. Office of the Secretary of the Commission. MB411154. 
84/12/19. DIRCKSiW. J. Office of the Executive Director for 

Operations. PLAlNEi H. Office of the General Counsel. 2pp. 

28132:362. 24X Fiche: 50-320, 84/12/19, 8412280058. 


0412310378 Staff requirements memo re Commission 841211 meeting in 
Mash ington, DC re yr-end budget review. 

CHILK,S. J, Office of the Secretary of the Commission. MS4I211B. 
84/12/19. Office of the Secretary of the Commission. Ip. 
28192; 348. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


S412010195 Transcript of ACRS Subcommittees on San Qnofre Nuclear 
Generating Station, Unit 1 & SEP 841127 meeting in 
Washington, DC. Pp 1-160. Supporting documentation end. 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/11/27. 
250pp. 27714:161. 24X Fiche: 50-206, 84/1 1/27. 8412010195. 


B412030249 Transcript of ACRS Subcommittee on ECCS 841128 meeting in 
Wash ing ton, DC. Pp 1-146, Supporting doc umentati on end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/28. 
344pp. 27725:234. 


8412050140 Transcript of ACRS ECCS Subcommittee 841129 meeting in 
Washington, DC. Pp 1-239. Pp 168. 1-183 bound separately. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/29. 
374pp. 27771:009. 


8412050159 Transcript of ACRS Subcommittee on Hope Creek Generating 
Station, Unit 1 841128 meeting in Philadelphia, PA. Pp 1-151. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/28. 
153pp, 27772:180. 24X Fich e; 90-354, 04/1 1/28, 9412050159. 


8412050209 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects & Waste Mgt 841130 meeting in Wash ington, DC. 

Pp 1-238. Supporting documentation end, 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/30 
300pp. 27768:002. 


B4120S0233 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects & Waste Mgt 841201 meeting in Wash ington, DC. 

Pp 230-347. Supporting documentation end. 

■* ACRS - Advisory Committee on Reactor Safeguards. 84/12/01 
163pp. 27772:019, 


8412050257 Forwards Commissioner Asselstine questions & ACRS response 
re proposed NRC severe accident policy statement. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director, 

84/11/21. Office of Nuclear Reactor Regulation, Director, Ip 

27811:334. 


0412050268 Responds to Commissioner Asselstine 840906 questions re NRC 
severe accident policy statement (NUREG-1070). Commission 
should limit action items required to provide appropriate 
balance between risk S< cost. 

WARD# D. A. ACRS - Advisory Committee on Reactor Safeguards, 

84/11/06. ASSELSTINE, J. K. Commissioners. 7pp. 27811:335. 


— B4120S0276 Submits questions re severe accident policy statement. 
ASSELSTINE, J. K. Commissioners. 84/09/06. EBERSOLE, J. C . ACRS - 
Advisory Committee on Reactor Safeguards. 3pp. 27811:342. 


8412050370 Transcript of ACRS Subcommittee on Air Sys 841129 meeting in 
Washing ton, DC. Pp 1—255. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/29 
284pp. 27769:001. 


8412130199 Transcript of ACRS Subcommittee on Human Factors 841211 
meeting in Wash ing ton, DC re status of human factors 
research. Pp 1-139. Supporting documentation end, 

ACRS - Advisory Committee on Reactor Safeguards 84 / 12/11 
223pp. 27905:001. 


8412170223 Transcript of ACRS Subcommittee on Safety Philosophy, 
Technology & Criteria 841212 meeting in Wash ington, DC. Pp 
1-83. Supp or t ing documentation end, 

* ACRS — Advisory Committee on Reactor Safeguards. 84/12/12. Sj:: 


8412190175 Transcript of ACRS 296th general meeting on 841214 m 
Wash ing ton, DC. Pp 324-363. Supporting documentation end. 

* ACRS — Advisory Committee on Reactor Safeguards. 84/12/14 4^'"* 

28009: 204. 


8412210084 Summary of ACRS 292nd meeting on 340809-11 in Washington, It 
* ACRS - Advisory Committee on Reactor Safeguards. 84/08/11. 

ACRS - Advisory Committee on Reactor Safeguards. 28app. 28050.011 


8412240070 Summary of ACRS Subcommittee on Class 9 Accidents 840531 
meeting in Washington, DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/27. 
ACRS - Advisory Committee on Reactor Safeguards. 6pp, 28060:323. 


8412240077 Summary of ACRS Subcommittee on Safety Research Program 
640613 meeting in Wash ing ton# DC. Port i ons deleted. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/12. 
ACRS - Advisory Committee on Reactor Safeguards. 12pp. 28060:287 


8412240082 Summary of ACRS ECCS Subcommittee 841016-17 meetings in 
Washington, DC, 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/14. 
ACRS - Advisory Committee on Reactor Safeguards. 6Spp. 26061:150 


8412240085 Summary of ACRS 290th meeting on 840612-14 in Washington, DZ 
* ACRS - Advisory Committee on Reactor Safeguards. 84/06/14. 

ACRS - Advisory Committee on Reactor Safeguards. 130pp. 28061:020 


8412240103 Summary of ACRS 291st meeting on 840712-14 in 
Washington, DC, 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/14. 

ACRS - Advisory Committee on Reactor Safeguards, 261pp. 28060:001 


8412240137 Summary of ACRS Subcommittee on Quality & QA in Design h 
Const 840911 meeting in Wash ington, DC re qualifications of 
QA/QC personnel & public comments on NUREG-1055. Attendance 
list end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/10/31. 
ACRS - Advisory Committee on Reactor Safeguards. 15pp. 28060:268 


8412240163 Summary of ACRS Subcommittee on Metal Components 840914 
meeting in Washington, DC re status of Task Group on Pipe 
Crack draft rept#Vol 1 of NUREO-1061, "Investigation & 

Evaluation of Stress Corrosion Cracking in Piping.,.." 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/14, 
ACRS - Advisory Committee on Reactor Safeguards. 16pp. 28092:346. 


8412260125 Summary of ACRS Subcommittee on Regulatory Policies b 
Practices 840905 meeting re NRC appropriat i on for FY85 study 
on independent organization responsible for conducting 
investigations of significant safety events at facilities. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/09/19. 
ACRS - Advisory Committee on Reactor Safeguards. 4pp. 28068:181 


8412260198 Certified minutes of ACRS Subcommittees on Humboldt Bay 
Project & Reactor Radiological Effects 840910 meeting in 
Eureka, CA re decommissioning plan. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/11/30. 
ACRS - Advisory Committee on Reactor Safeguards. 39pp. 28075:325 

24X Fiche: 50-133, 84/11/30, 8412260198. 


8412090482 Transcript of ACRS Subcommittee on Hope Creek Generating 
Station# Unit 1 841129 meeting in Ph iladelphia, PA. Pp 152-452. 

* ACRS - Advisory Committee on Reactor Safeguards 84/11/29 
301pp. 27764:001. 24X Fiche: 50-354, 04/11/29, 8412050482. 


8412120287 Transcript of Combined ACRS Subcommittee on GESSAR II 
Reliability t< Probabilistic Assessment 841204 meeting in 
Los Angeles, CA re GESSAR II final design approval review. 

Pp 1-219. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards, 84/12/04. 

27878:001. a4X Fiche: 50-447# 84/12/04, 8412120287. 


8412260362 Summary of ACRS Fire Protection Subcommittee 840926 meeting 
in Washington# DC re relationship of fire protection sys to 
various safety sys throughout nuclear p lants. Attendance list 
end. 

a ACRS — Advisory Committee on Reactor Safeguards. 84/11/13, 

ACRS - Advisory Committee on Reactor Safeguards. 33pp. 28071:278 


8412260470 Summary of ACRS 293rd meeting on 840906-08 In Washington, DC 
•e ACRS - Advisory Committee on Reactor Safeguards. 84/12/12. 

ACRS - Advisory Committee on Reactor Safeguards. 244pp. 28072:023. 


8412120367 Transcript of combined ACRS Subcommittees on GESSAR II 
Reliability St Probabilistic Assessment 841205 proceeding in 
Los Angeles, CA re GESSAR II final design approval review. Pp 
^*■263. Supporting documentation encl.Pp 111-155 withheld. 

* ACRS — Advisory Committee on Reactor Safeguards. 84/12/05. 
238pp. 27875:341. 24X Fiche: 90-447, 84/12/05, 8412120367. 


& 
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8412270045 Forwards Diamond Power Speciality Co 841206 Itr transmitting 
summary test rept re effects of blowdown loads on MIRROR 
insulationi per Unresolved Safety Issue A-43 Rept will be 
included as addl app to Rev 1 to NUREG-0S97. „ ^ 

SERKIZtA. W. Generic Issues Branch. 84/12/17. BQEHNERT>P. ACRS 
Advisory Committee on Reactor Safeguards, CAMPBELL. W. £. 
Mechanical/Structural Engineering Branch. COX.T. Office of the 
Executive Director for Operations. 2pp. 28118; 176. 


0412270048 Forwards summary test results documenting performance of 

MIRROR insulation during simulated LOCA conditions* per 
841114 meeting. Results will provide addl info for use in 
resolving Unresolved Safety Issue A--43. 

ZIELS. B.D. Diamond Power Specialty Corp. (subs, of Babcock «c 
Milco* Co.). 84/12/06. SERKIZ. A. W. Generic Issues Branch. Ip. 

201 IB: 178, 


— 8412050276 Submits questions re severe accident policy statement^ 
ASSELSTINE. J. K. Commissioners. 84/09/06 EBERSOLE, J. C ACRS 
Advisory Committee on Reactor Safeguards. 3pp 27811:342. 


8412050830 Forwards 2lst joint quarterly status rept re emergency 
preparedness for nuclear power plants for Uul-Sept 1934, 

Delays in licensing potentially resulting from offsite 
emergency preparedness issues discussed. 

PALLADINO. M. J, Commissioners. GIUFFRIDA. L. Q Federal Emergency 
Management Agency. 84/11/16. SIMPSON. A. K. Senate. 50pp. 

27896: 249. 


8412060206 Weekly info rept for wk ending 841123. 

REHM. T. A. Office of the Executive Director for Operations. 
84/11/29. 22pp. 27831:138. 


—8412270053 "HDR Test Result Summary ; MIRROR Insulation Performance 
During LOCA Conditions. " . „ 

GILBERT. K. T. . PATEL. R, L. . ZIELS. B. D. Diamond Power Specialty Corp. 
(subs, of Babcock & Wilcox Co. ). 84/12/06. 13pp. 28118:179. 


8412270064 Summary of ACRS Subcommittee on Regulatory Policy & 
Practices 840904 meeting re draft Commission paper on NRC 
response to public comments concerning proposed manual 
chapter formalizing plant-specific backfit interim controls. 

« ACRS - Advisory Committee on Reactor Safeguards. 84/09/05, 

ACRS - Advisory Committee on Reactor Safeguards. 4pp. 28118; 118. 

8412280051 Transcript of ACRS Subcommittee on Waste Mgt 841219 meeting 
in Washington. DC. Pp 1-250. Supporting documentation 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/19. 

300pp. 28112:086. 

8412280110 Transcript of ACRS Subcommittee on Waste Mgt 841220 meeting 
In Washington. DC. Pp 251 - 407 . Supporting documentation end, 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/20. 

16Spp. 28110:175. 


ADVCM NRC ADVISORY COMMITTEE 


8412070156 Provides progress rept on Committee on Appropriations House 
Rept 98-755 re Energy fc Water Development Appropriations 
Bill. 1985. Addl requirements in area of severe accidents in 
future nuclear power plant design being cons^dered^ 

PALLADINO. N. J. Commissioners. 84/11/28. 

Appropriations. 2pp. 27843: 149. 


DEVILL, T. House of Rep. . 


8412070189 Further response to FOIA request for three categories of 
records re util & facility. Forwards App 1 & J documents. 

Documents also available in PDR. App K documents withheld 
(ref FOIA Exemptions 5 it 10). 

FELTON. J. M. Division of Rules and Records. 

Kirkpatrick Lockhart. 13pp. 27848:087. 


84/05/23. BELAIR.R. R. 


-8311110146 Ack receipt of 831004 Itr re emergency plan. Since adequacy 
of plan is issue now pending before ASLB. Commission response 
impossible. EDO will advise of NRC position. 

PALLADINO. N. J. Commissioners. 83/10/25. CUOMO. M. M. New York. 
State of. Ip. 67041:256, 24X Fiche: 50-322. 84/05/23. 8412070189. 


— S40A1 10368 Foruards trip 
site audit on 840117-20 
equipment. 

MARTIN. R.E. Licensing 
10pp. 27848:163. 24X 


rept for seismic qualification review plant 
re mechanical it electrical 

Branch 2. 84/05/30. Licensing Branch 2. 

Fiche: 50-322, 84/05/23. 8412070189. 


8412030571 Transcript of Commission 841115 meeting w/Advisory Panel 
TMI-2 Restart in Washing ton. DC. Pp 1-65. Supp ort ing 


documentation end. 

-» Commissioners. Advisory Council 

Unit a 84/11/15, 72pp. 27739:216. 

B4 12030571. 


for Decontamination of TMI 
24X Fiche; 50-320. 84/11/15. 


on 


— 0412070212 Agrees that Commission should not stop evidentiary 
disposition procedure which ASLB appears ready to adopt. 
Suggests addition of end paragraph in Ofc of General 

PALLADINofN'’jl'*“coLisdSne^J! 82/11/18. OILINSKY, AHEARNE. 
ROBERTS Commissioners. 4pp. 27848:100. 24X 

Fiche: 50-322, 84/05/23, 8412070189. 


B41210046B Transcript of Advisory Panel for Decontamination of TMI-2 
841108 meeting in Lancaster. PA. Pp 1-169. Supporting 
documentation end. 

-» Advisory Council for Decontamination of TMI Unit 2. 84/11/08. 

245pp. 27059:001. 24X Fich e: 50-320. 84/1 1/08. 8412100468. 


0412100493 Forwards summary of Advisory Panel for Decontamination of 
TMI-2 041115 meeting in Wash ington. DC it earlier meeting on 
same day between Advisory Panel NRC Commissioners. , ,, j* *5 
MASNIK.M. T. Advisory Council for Decontamination of TMI Unit 2. 
04/11/29. PALLADINO Commissioners. 6pp. 27862:222. 24X 

Fiche: 50-320, 84/11/29, 8412100493. 


0412070379 Requests staff contact FEMA it explore possibility of FEMA 

undertaking discussions re precise nature of party 
differences on offsite emergency planning issues. 

PALLADINO, N. J. Commissioners. 83/03/17. DIRCKS, W. J. Office of 
the Executive Director for Operations. 4pp. 27848:123. 24X 

Fiche ; 50-322, 84/05/23, 8412070189. 


8412070440 Forwards Itr to Governor Cuomo ack receipt of 831004 Itr re 

PALLADINO, N, vJ. Commissioners. 83/10/26. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners, Ip. 27848: 153. 24X 

Fiche: 50-322, 04/05/23, 8412070189, 


—8412100501 Provides list of topics to be addressed during Commission 
841115 meeting u/Advisory Panel for Decontaminati on of 


ini— *6. 

PALLADINO, N. J. Commissioners. 84/11/07. 
Council for Decontamination of TMI Unit 2. 
Fiche: 50-320, 04/11/29, 3412100493. 


MORRIS. A. E. Advisory 

2pp. 27862:228. 24X 


COMMiaaiON NRC COMMISSIONERS 


8411280429 Forwards responses to recommendations made by GAD rept, Mg 
Weakness Affect NRC Efforts to Address Safety Issues Common 
to Nuclear p'ower Plants, " NRC efforts already underway 
in addressing most areas targeted for improvement by GAO. 

PALLADINO. N.J. Commissioners. 84/11/16. ROTH. W. V, Senate, 
Governmental Affairs. BROOKS, J. House of Rep- ' ®o'^ernment 
Operations. HORTON, F. House of Rep. 10pp. 27896:239. 


0412050257 Forwards Commissioner Asselstine questions Sc ACRS response 
re proposed NRC severe accident policy statement. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 

34/11/21, Office of Nuclear Reactor Regulation, Director, Ip. 

27811:334. 


0412050268 Responds to Commissioner Asselstine 840906 questions re NRC 

severe accident policy statement ( NUREC-1070) . Commi ss ion 
should limit action items required to provide appropriate 
balance between risk it coat. 

WARD, D. A. ACRS - Advisory Committee on Reactor J® j. 

04/11/06. AS8ELSTINE, J. K. Commissioners. 7pp. 27811.333. 


-8412070443 Ack receipt of 831004 Itr re emergency plan. Issue of 
adequacy of plan pending before ASLB. Commission will respond 
only in context of ad jud ication. 

PALLADINO, N. U. Commissioners, 83/10/25. CUOMO. M. M. 

State of Ip 27848:154. 24X Fic he: 50-322, 84/05/23, 8412070189. 


>8412070460 Expresses concerns comments on Commission 840320 memo re 
licensing delays. Commission must adhere strictly to 

requirements of Administrative Procedure Act. oA/m/sn 
MARKEY. E. U. House of Rep., Interior & Insular Affairs. 84/03/20. 
PALLADINO. N. J. Commissioners. 4pp, 27848:190. 24X 


8412110426 Responds to 840310 Itr expressing concerns re possible 
restart prior to completion of administrative hearings i< 
urging Commission to hold it complete necessary hearings 

PALLADINO, N°o’° OOMU.ion.r,. ALAI3-772. B4/11/1P, SPECTER, A. 

Senate. 4pp. 27096:322. 24X Fiche: 50-209, 84/11/19, 8412110426, 


— 8412110427 Forwards updated chronology reflecting mgt proceeding 
changes since Nov 1983. as requested, Ttrru 

ZERBE, J. E. Office of Policy Evaluations. 84/09/04. ZECH 
Commissioners. 5pp. 27896:336. 24X Fiche: 50-289, 84/11/19, 

8412110426 . 
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8412110430 Urges Commission to conduct hearings resolve all 
outstanding issues on TMI incident within 60-90 days. 

SPECTER, A Senate. 84/08/10, PALLADINO, N. J. . ROBERTS, T. M. , 
ASSELSTINE, J. K. Commissioners 5pp 27896 341. 24X 

Fiche 50-289,84/11/19,8412110426 


8412110433 Expresses belief that record must be reopened to review 
issues hearing upon mgt competence & integrity 5, reactor 
operator cheating on exams. Evidentiary hearings must be held 
before restart considered 

SPECTER, A, Senate. 83/07/29. PALLADINO, N, J Commissioners. 
2pp 27896:342 24X Fiche 50-289,84/11/19,8412110426. 


8412110435 Renews request that public hearings on mgt competence 
reopened in light of Ofc of Investigations S30913 charge 
that proper procedures circumvented re cleanup of Unit 2 ic 
continuing ambiguities in Commission position. 

SPECTER. A, Senate. 83/11/17. PALLADINO, N. J. Commissioners. Ip. 
27896:344 24X Fi c he : 50-289, 84/1 1 /1 9. 84 121 10426. 


8412110437 Informs that only evidentiary hearings can resolve 
doubts surrounding mgt competence integrity. Hearing s 
must be held promptly before decision on restart considered. 
SPECTER, A. Senate. 83/12/08. PALLADINO, N J. Commissioners. Ip. 
27896-345, 24X Fiche- 50-289. 84/1 1/19, 84121 10426. 


Q412120072 Fifth partial response to FOIA request for six categories of 
info re application of Sholly Amend to consideration of 
TMI-1 steam generator GL amend. Forwards documents listed in 
app. Documents also available in PDR. 

FELTON, J. M. License Fee Management Branch. 84/06/06 BELL, N. 
Nuclear Information tt Resource Service 2pp. 27940 271. 24X 

Fiche: 50-000, 84/06/06, 8412120072. 


'8412120091 Advises that answers to 840114 question re reactor licensing 
delays over past several yrs will not be available by 830121 
as requested. Response must be compiled tt reviewed by senior 
staff ti Commission before being released. 

KAI1MERER, C Office of Congressional Affairs. 83/01/19. 

OTTINGER, R, L. House of Rep. Ip 27940- 278. 


8412120460 Accepts 841023 memo of resignation from Regulatory Reform 
Task Force. 

PALLADINO, N, J. Commissioners. 84/11/01. MONTGOMERY, J. 
Commissioners. 2pp. 27911:355. 


8412120548 Requests termination of license allowing Edlow Inti to store 
UF6 in East St Louis because of possibility of accidents at 
facility. Close proximity to St Patricks Catholic School 
noted. 

MAYER, R Affiliation Not Assigned. 84/10/11. PALLADINO. N, J, NRC - 
No Detailed Affiliation Given. 3pp, 27912:335. 


8412120606 Weekly info rept for wk ending 841130. 

REHM, T. A. Office of the Executive Director for Operations 
B4/12/07 34pp. 27912:046. 


8412130072 Responds to FOIA request for three categories of documents 
re LILCO or facility Forwards documents listed in Apps 
0 & H. Documents also available in PDR, 

FELTON, J. M Division of Rules and Records. 84/05/21. BELAIR, R. R 
Kirkpatrick & Lockhart. 5pp. 27923:227. 24X Fiche; 50-322. 84/05/21 , 

8412130072, 


- 8412130291 Advises that Subcommittee on Oversight 8. Investigations 
Interior & Insular Affairs Committee is planning to hold 
series of hearings on 830416 re emergency preparedness. 

Commission attendance requested. 

MARKEY, E. J. House of Rep , Interior & Insular Affairs. 83/04/06. 
PALLADINO. N. U. Commissioners. 3pp. 27923:294. 


8412130298 Advises that W Dircks will represent NRC at 830418 hearing 
on emergency preparedness. 

PALLADINO, N. Commissioners. 83/04/14. MARKEY, E. House of Rep., 
Interior it Insular Affairs. 2pp. 27923:297. 


—8412130312 Forwards requests of Christman it Leonard re nuclear enerou 
Shoreham project, 

CARNEY, W. House of Rep. 83/03/15. PALLADINO, N. Commissioners. 
3pp. 27923:301. 24X Fich e: 50-322, 84/05/21, 3412130072. 

8412130472 Advises that advisor sys for shift operating personnel 
dropp ed. Experienced BWR operators will be hired fill 
supervisory slots on each shift. 

UHL. W. 0. Long Island Lighting Co. 93/10/14. GILINSKY, V. 
Commissioners, Ip. 27923:350, 24X Fiche: 50-322, 84/05/21, 


— 8412130477 Ac k receipt of 1 tr re decision to drop advisor sys for shif 
operating personnel & hire permanent experienced operators 
GILINSKY. V Commissioners. 83/11/01. UHL, W. 0. Long Island 
Lighting Co. Ip, 27923:351. 24X Fi che : 50-322, 84/05/21, 

8412130072 


—8412130488 Expresses appreciation for time spent discussing probliiai 
re safe operation of facility. 

CATACOSINOS, W. Long Island Lighting Co. 84/02/28. OILINSKYpV 
Commissioners. Ip. 27923:356. 24X Fich e: 50-322, 84 / 05 / 21 , 

8412130072. 


—8412130490 Expresses concern re possible threat of radiation Itakatt 
at fac 1 1 i ty. Opposes plant licensing. 

BELSON, B. Affiliation Not Assigned. 83/01/31. PALL AD I NO, N J 
Commissioners. 4pp. 27924:001. 24X Fi c h e : 50-322, 84 / 05 / 21 , 

8412130072 


8412130212 Further response to FDIA request for three categories of 
documents re single-stage licensing. 

FELTON, J. M. Division of Rules and Records. 84/06/08. ADATO,H. 
Union of Concerned Scientists. Ip. 27926:079, 


— 8412130226 Forwards viewgraphs presented at 830114 meeting w/Btchtei 
re standard i zation. 

PALLADINO, N. J. Commissioners. 83/01/18. OILINSKY, AHEARNE, 

ROBERTS Commissioners. 20pp. 27926:081. 


8412190201 Responds to 840925 Itr re EPA environ stds for disposal of 
high level wastes. Commi ss i on response, based on NRC analysis 
of concerns raised in Itr, 1 isted. NRC will continue to assist 
EPA to avoid further delay of natl high level waste program, 
PALLADINO, N. J. Commissioners. 84/12/05. DAVENPORT, J. H. Murphy & 
Davenport. 2pp. 28027:358. 


■8412190233 Expresses appreciation for 840924 discussion re KRC 
interaction u/EPA concerning regulation of radiation 
hazards. Concerns re EPA high level radwaste stds raised. NRC 
should encourage EPA to finalize 40CFRC93. 

DAVENPORT, J. H. Murphy it Davenport. 84/09/25. BERNTHAL,F. 
Commissioners. 4pp. 28027:360. 


8412200018 Weekly info rept for wk ending 041207. 

REHM, T. A. Office of the Executive Director for Operations. 
84/12/13. 35pp. 28041:174. 


B412280452 Responds to 841108 Itr to Chairman Palladino re NRC effort* 
to simplify Tech Specs for nuclear power reactors. Tech Spec 
Review Group (TSRO) estab 1 is hed. Pr imary focus is timely 
preparation of Tech Specs. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/12/11. RUDD, E. House of Rep. 3pp. 28133:001. 


— 8412280457 Summary of 841101 meeting w/Westinghouse, C-E> BfcW & 
Owners Groups, EPRI & INPO in Palo Alto, CA re NRC & industry 
plans to reconsider content, bases & values of Tech Specs. 
EDISON. G. E. Technical Support Branch. 84/11/16. PUNCHES, J.L 
Planning 8< Program Analysis Staff. 12pp. 2B133.004. 


■8412280465 Commends formation of task force to simplify Tech Specs for 
nuclear reactor operation. Requests updates on task force 
efforts. 

RUDD, E. House of Rep. 84/11/08. PALLADINO, N. J. Commissioners. 

Ip. 28133:016. 


8412310471 Weekly info rept for wk ending 841214. 

REHM, T. A. Office of the Executive Director for Operations. 
84/12/20. 31pp. 28152:317. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8412030431 Notification of contract execution, Mod 3, to "Structural 
Integrity of LWR Boundary Components - II." Contractor: 

Matls Engineering Assoc, 

PAGE, M. Technical Assistance Contracts Branch. NRC“O4-B4-10a. 
84/09/27, FOREHAND, B. Office of Nuclear Regulatory Resaarchi 
Director. VAGINS, M, NRC - No Detailed Affiliation Given. Ip. 
27743: 001. 


— 8412030441 Mod 3, changing assignment of claims, to "Structural Inttgrltif 
of LWR Boundary Components - II. " 

a Materials Engineering Associates, Inc. EDGEWORTH, P. U. Division 
of Contracts. NRC-04-a4-102. 84/09/27. 2pp. 27743:002. 
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S412050015 Notification of contract executioni Mod 3. to "Radiation 
Monitoring Program Raquirements. " 

Contractor; State of CA, 

STEWART. S.D. Technical Assistance Contracts Branch. FIN B-BS53. 
NRC-32-S3-£>a4. B4/ll/’26. FR IGILLANA, E. B. Region 5. Office of 

Director. HAMADA. G. NRC - No Detailed Affiliation Given. Ip. 
27783: 307. 


— B41205002i Mod 3. adding incremental funding 8< changing D*<R & 
appropr iation to "Radiation Monitoring Program 
Reciulrements. " 

* California. State of. EDGEWORTH, P. J. Division of Contracts. 
FIN B-S553. NRC-‘32-83~&a4. 84/11/26. 2pp. 27783:308. 


B4120501B3 Notification of contract execution. Mod 6, to "Ad Hoc 
Committee for Revieiu of Nuclear Reactor Licensing Reform 
Proposals." Contractor: O Charnoff. 

TOWNSEND. B. Purchasing Section. FIN B-S179. NRC--1S-B2-4B1-3. 

04/11/20. ROTHSCHILD, T. Office of the General Counsel. Ip. 
27312:038. 


— B41 2050193 Mod 6i deobl igat ing onl Iquidated balance. to "Ad Hoc Committes 
for Review of Nuclear Reactor Reform Proposals. " 

CHARNOFF. G. Affiliation Not Assigned. HAGAN. T. F. Division of 
Contracts. FIN B-ai79. NRC-18-82-4ai'-3. 04/11/20, Ip. 

27812: 039. 


8412030206 Notification of contract e x ecution. Mod 33. to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents. " Contractor: Parameter. Inc. 

WDLLETT.S. Technical Assistance Contracts Branch. FIN B-1302. 
NRC-05-82-249. 84/11/13. BLAHA, J. Director's Office. Office of 

Inspection and Enforcement. LAUDAN. W. NRC - No Detailed Affiliation 
Given. Ip, 27812:009, 


— 8412050222 Mod 33, adjusting ceiling amounts for completed tasks & 
establishing new task ceilings. to "Technical Assistance to 
Support NRC IE Personnel in Investigations of Incidents. " 

LOFY, R. A. Parameter. Inc. EDGEWORTH. P. J. Technical Assistance 
Contracts Branch. FIN B-1302. NRC-05~S2-249. 84/11/15. 3pp. 

27912:010. 


8412050232 Notification of contract execution. Mod 1, to "Expert Opinion 
During Meeting of NRC Advanced Reactor Subcommittee of ACRS 
Concerning LMFBRs. " Contractor:Rockuell Inti. 

TOWNSEND, B. Administrative Contracts Branch. FIN B-i557. 
NRC“ll“a2-433. 84/11/20. OASKE. M. C, ACRS ~ Advisory Committee on 

Reactor Safeguards. BOEHNERT. P. A. NRC - No Detailed Affiliation 
Given. Ip. 27812:204. 


— S412050242 Mod 1, deob 1 igating unliquidated balance to "Expert Opinion 
During Meetings of NRC Advanced Reactor Subcommittee of ACRS 
Concerning LMFBRs. " 

JOHNSON, R. Rockwell International Corp. HAGAN. T.F. Division of 
Contracts. FIN B~i357. NRC-l 1-S2-433. 84/11/20. Ip. 27812:205, 


841 2050244 Notification of contract execution. Mod 2, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation." 

Contractor: Kator. Scott 8< Heller. 

TOWNSEND. B. Administrative Contracts Branch. FIN 8-8182. 
NRC-ie-B3-409, 84/11/20, FITZGERALD. J, A. Office of the General 

Counsel. LEVI.R. NRC - No Detailed Affiliation Given. Ip. 
27812; 100. 


— 8412050253 Mod 2. deob ligating unliquidated balance, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation. " 

SCOTT, J.B, Kator, Scott U Heller. HAGAN, T. F. Division of 
Contracts. FIN B-8182. NRC-1 8-83-409. 84/11/20, Ip. 27812:101. 


8412050259 Notification of contract execution. Mod 2, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation. " 

Contractor : Univ of Pennsylvania Law School, 

TOWNSEND. B. Administrative Contracts Branch. FIN B-8182. 
|srRC-lB-83-40B. 84/11/19. FITZGERALD. J. A. Office of the General 

Counael. LEVI.R. NRC - No Detailed Affiliation Giver. Ip. 
27811:332. 


— 8412050278 Hod 2, deob ligating unliquidated balance, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation. " 

SPRITZER. R. 8. Pennsylvania, Univ. of. Philadelphia, PA. 

HAGAN. T, F. Division of Contracts. FIN B-8182. NRC- 18-83-408. 
84/11/19. ip. 27811:333. 


8412050314 Notification of contract execution, Mod 2, to "Panel Member & 
Documentati on Review of NUREG for Review of Rept Entitled, 
'Radionuclide Release Under LWR Specific Accident 
Conditions' " Contractor: D Cooper. 

TOWNSEND, B. Administrative Contracts Branch. FIN B-89S6. 
NRC-04-83-011. 84/11/20 BASSETT, 0, E. Division of Accident 

Evaluation JANKOWSKI, M. W. NRC - No Detailed Affiliation Given. 

Ip, 27811:092. 


— 8412050325 Mod 2. deobligating unliquidated balance to "Panel Member 8, 
Documentation Review of NUREG for Review of Rept Entitled. 
'Radionuclide Release Under LWR Specific Accident 
Conditions " 

COOPER. D.W. Cooper, D. HAGAN. T. F. Division of Contracts. FIN 
8-8986. NRC-04-e3-0ll. 84/11/20. Ip. 27811:093. 


6412050341 Notification of contract executi on* Mod 4, to "Followon to 
Simulation of Earthquake Ground Motions for San Dnofre 
Nuclear Generating Station." Contractor : St Louis Univ. 

TOWNSEND. B. Administrative Contracts Branch, FIN B-6898. 
NRC-03-80-145. 84/11/20. VQLLMER. R. H. Division of Engineering. 

JACKSON, R. NRC - No Detailed Affiliation Given. Ip. 27811:072. 
24X Fi c h e : 50-206, 84/ 1 1 /20, 84 1 2050341 . 


— 8412050350 Mod 4, deobligating unliquidated balance to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station. " 

HERMANN, R.D. St. Louis Univ,. St, Louis, MQ. HAGAN. T. F. Division 
of Contracts. FIN 3-6898. NRC-03-B0-1 45, 84/11/20. Ip. 

27811:073. 24X Fi che: 50-206, 84/1 1 /20, 8412050341 . 


841205C362 Notification of contract execution. Mod 2, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation. " 

Contractor: Debevoise & Plimpton. 

TOWNSEND, B. Administrative Contracts Branch. FIN 0-8182. 
NRC-1B-B3-407. 84/11/20. FITZGERALD, J. A. Office of the General 

Counsel. LEVIrR. NRC - No Detailed Affiliation Given. Ip, 
27811:032. 


— 8412050368 Mod 2, deobligating unliquidated balance, to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation. " 

REUBHAUSEN. 0. M. Debevoise &t Plimpton, HAGAN, T, F. Division of 
Contracts. FIN B-81B2. NRC-10-a3-4O7. 84/11/20. Ip. 27811:033. 


8412050450 Notification of grant execution, Mod 3, to "Development of 
Recommendation for Periodic Surveillance of Response of 
Neutron Sensors Used in Nuclear Power Reactor Protection 
Sys. " Grantee; Ohio State Univ Research Foundation. 

STEWART. S. D. Technical Assistance Contracts Branch. FIN G-1044. 
NRC-0-04-B2-011, 84/11/26. BATSON, W. Office of Nuclear Regulatory 

Research. Director. HINTZE, A. NRC - No Detailed Affiliation Given, 
ip. 27810: 163. 


— 8412050465 Mod 3. extending grant period to 850331. to "Development of 
Recommendation for Periodic Surveillance of Response of 
Neutron Sensors Used in Nuclear Power Reactor Protection 
Sys. " 

BUGND, R. S. Ohio State Univ., Columbus. OH. MORTON. K. V. Technical 
Assistance Contracts Branch. FIN G— 1044. NRC-G-04-82-01 1 . 

84/11/26. Ip, 27010:164. 


8412050597 Notification of contract execution, Mod 3, to "Radiation 
Monitoring Program Requirements." Contractor: State of WA, 
STEWART, S. Technical Assistance Contracts Branch, FIN 33-8551. 
NRC-32-83-6a2. 84/11/26. FR IGILLANA, E. B. Office of Resource 

Management, Director. HAMADA, G. NRC - No Detailed Affiliation 
Given. Ip, 27783:34,0. 


— 8412050602 Mod 3, adding incremental funding 8c changing B&R & 
appropriation number to "Radiation Monitoring Program 
Requirements. " 

FRIQILLANA, E. B. Washington, State of, Dept, of Social 8t Health 
Services. EDGEWORTH, P. J. Division of Contracts. FIN B-8551. 
NRC-32-83-6B2, 84/11/26. 2pp. 27783:361, 


8412050710 Notification of contract e xecution, Mod 1. to "Development of 
Real-Time Residue Number Processor for SAFE Insp, " 

Contractor: Sigma Research, Inc. 

JESSUP, B. Technical Assistance Contracts Branch. FIN D-1559, 
NRC-04-84-141, 84/11/26, BATSON, W, Office of Nuclear Regulatory 

Research, Director. MUSCARA, J. NRC - No Detailed Affiliation Given. 
Ip. 27811:291. 


— 8412050720 Mod 1, correcting administrative error to, "Development of 
Real-Time Residue Number Processor for SAFE Insp. " 

HILDEBRAND. B. P. Sigma Research, Inc, EDGEWORTH, P. J. Division of 
Contracts. FIN D-1559. NRC-04-a4-14l. 04/11/26. Ip. 27811:292. 
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B412060213 Notification of contract ex ec ution, Mod 5- to "Transparent 
Armor Testing." Contractor US Army . Ab er deen Proving Grounds. 
SILUIS^R M Division of Contracts. NRC-02-B1-029. 84/11/28. 

DAUIS. J Office of r4uclear Material Safety tt Safeguards* Director. 
QUINN. E. NRC - No Detailed Affiliation Given Ip. 27831:136 


8412060220 Mod 5. providing no-cost extension to 050131, to "Transparent 
Armor Testing. " 

PRATHER, R.N. Army. Dept. of. THOMPSON. R. D Division of 
Contracts NRC-02-81-029. 84/11/28 Ip. 27831:137. 


8412070013 Notification of contract exec ution. Mod 6, to "Radionuclide 
Migration Around U Ore Bodies - Analogue of Raduiaste 
Repositories." Contrac tor : AAEC. 

WOLLETT.S Technical Assistance Contracts Branch. FIN IJ-6661. 
NRC-04-81-172. 84/11/20. BATSON. W. Office of Nuclear Regulatory 

Research, Director. BIRCHARD. G. NRC - No Detailed Affiliation 
Given. Ip 27843:269. 


— 8412070017 Mod 6. extending period of performance from 840930 to 841231, 
to "Radionuclide Migration Around U Ore Bodies - Analogue of 
Radmaste Repositories. " 

RATCLIFF, WH. Australia, Govt. of. EDGEWORTH. P. J. Division of 
Contracts FIN B-6661 NRC-04-81-172 84/11/20. Ip. 27843:270, 


8412070028 Notification of grant execut i on, Mod 1. to "Development of 
Convective - Condensing Heat Transfer Sc Water Entrainment 
Models in Nuclear Reactor Containments." Grantee, Univ of 
Maryland 

STEWART.S D. Technical Assistance Contracts Branch. 

NRC -0-04-84-004. 84/11/27. BATSON, W Office of Nuclear Regulatory 

Research, Director. LEE. T. NRC - No Detailed Affiliation Given. 

Ip. 27843:263. 


3412070035 Mod 1, extending period of performance from 841231 to 850430, 
to "Development of Convective - Condensing Heat Transfer Sc 
Hater Entrainment Models in Nuclear Reactor Containments. " 

MEDINA, U Maryland, Univ. of. College Park, MD. MORTON, K. V. 
Technical Assistance Contracts Branch. NRC-G-04-S4-004 84/11/27 

Ip. 27843:264. 


8412070292 Notification of contract execution. Mod 1, to "Technical 
Assistance for In Situ Testing," Contractor: Eng ineers Inti, 

Inc. 

WOLLETT, S, Technical Assistance Contracts Branch. FIN D-1004-4. 
NRC— 02-84-002, 84/11/21. BR0l>ff4. R S. Program Support Branch. 
BUCKLEY, J, NRC - No Detailed Affiliation Given. Ip, 27844:209. 


8412070297 Mod 1, correcting Article V re obligations & payments, to 
"Technical Assistance for In Situ Testing. " 

SINGH, M.M Engineers International, Inc. EDGEWORTH, P. J. Division 
of Contracts. FIN D-1004-4. NRC-02-B4-002. 84/11/21 2i>d 

27844:210 


8412100272 Notification of contract execution. Mod 4, to "Revieu & 
Evaluation of Geologic 5< Seismic Features of Nuclear Power 
Sites." Contractor ; USGS. 

UMBEL. D Technical Assistance Contracts Branch. FIN B-3643 
NRC-03-84-068. 84/11/26. DIGALOMA. T. Office of Nuclear Reactor 

Regulation, Director. LEFEURE.H. NRC - No Detailed Affiliation 
Given. Ip, 27870:354. 


•9412100277 Mod 4, amending Mod 3. to "Review t< Evaluation of Geologic 
8, Seismic Features of Nuclear Power Sites. " 

* Interior, Dept, of, Geological Survey. EDGEWORTH, P. J. Division 

of Contracts. FIN B-8643. NRC-03-84-069. 84/11/26 Id 

27870:355. 


8412100283 Notification of contract execution, Mod 4, to "Environ 
Monitoring Program W/State of MI." Contrac tor: State of MI. 

LITTLE. K. Division of Contracts. FiN B-1244. NRC-O5-S0-284. 

84/11/30. SMIDTH, P. Region 3. Office of Director, COHEN, L. NRC - 
No Detailed Affiliation Given. Ip. 27870.317. 


— 8412100289 Mod 4, deob 1 i gating balance remaining under contract, to 
"Environ Monitoring Program W/State of MI. " 

SMITH, G.R. Michigan, State of. THOMPSON, R. D. Division of 
Contracts. FIN B-1244. NRC-O5-S0-2S4. 84/11/30. Ip. 27870:318. 


— 8412100293 Advises that Mod 4, closing out NR 0-05-80-284, ex ecu ted on 
behalf of NRC. All obligations met it contract officially 
closed 

THOMPSON, R, D. Division of Contracts. FIN B-1244. NRC- 05-80-284. 
84/11/30, WEVERiS. Michigan. State of. Ip. 27870:319. 


8412100376 Notification of contract executi on. Mod 10, to "Quantitati ve 
Classification of Two Phase Flow Regimes Using Global St 
Local Neutronic Perturbations 11." Contrac tor : Univ of 
Washing ton. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-6324 
NRC-04-7a-245. 84/11/26. BATSON, W. Office of Nuclear Regulatory 

Research, Director. ZUBER, N. NRC - No Detailed Affiliation Given 
Ip. 27870:320. 


8412100379 Mod 10, extending period of performance to 841231, to 
"Quantitative Class i f i ca t i on of Two Phase Flow Regimes Using 
Global S, Local Neutronic Perturbations II. " 

ALLEN, D. W. Washington, Univ. of, Seattle, WA. EDGEWORTH, P 
Division of Contracts. FIN B-6324. NRC -04-78-245. 84/11/26 Id 


8412100381 Notification of contract execution, Mod 9, to "Model 
Documentation It In-House Training for Unsaturated Flow 
& Transport Modeling " Contractor : Water, Waste 8< Land, Inc. 

UMBEL. D. Technical Assistance Contracts Branch. NRC-02-B3-030, 
84/11/28. DAVIS. J. Office of Nuclear Material Safety it 
Safeguards, Director. WIDMAY, D. NRC - No Detailed Affiliation Olvin 
Ip. 27867 360. 


8412100385 Mod 9, extending period of performance to 850201, to "Modi! 
Documentation & In-House Training for Unsaturated Flow it 
Transport Modeling. '* 

DAVIS. L. A. Water, Waste &Land, Inc. EDGEWORTH, P. J. Division of 
Contracts. NRC-02-S3-030. 84/11/28. Ip. 27867:361. 


8412100384 Notification of contract execution, Mod 3, to "Ultrastnsitivi 
Bioassay Measurements Using Sputter Initiated Resonance 
Ionization Spectroscopy." Contrac tor: Atom Sc iences, Inc. 

UMBEL. D, Technical Assistance Contracts Branch. NRC-O4-S3-iS0. 
84/11/26. forehand, W. Office of Nuclear Regulatory Research, 
Director. NEEL, R. NRC - No Detailed Affiliation Given. Ip. 

27867 : 358 


— 8412100386 Mod 3, extending period of performance to 850331, to 
"Ultrasensitive Bioassay Measurements Using Sputter 
Initiated Resonance Ionization Spectroscopy. " 

SCHMITT, H.W. Atom Sciences, Inc. EDGEWORTH, P. J. Division of 
Contracts. NRC-04-83-180. 84/11/26. Ip. 27867“ 359 


8412100390 Notification of contract e x ec uti on, Mod 4, to "Development 
of Reg Guide it Regulatory Analyses." Contractor: Analysl s Sc 
Technology, Inc. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8645. 
NRC-02-83-107. 84/11/26. THOMPSON, H. L. Division of Human Factor! 

Safety. BLUMER. A. NRC - No Detailed Affiliation Given. Ip. 
27867:356. 


•8412100393 Mod 4, extending period of performance to 850430 8c changing 
project of fleer, to "Development of Reg Guide it Regulatory 
Analyses. " 

JANKOWSKI, S. M. Analysis Sc Technology, Inc. EDGEWORTH, P. Division 
of Contracts. FIN B-8645. NRC-02-83-107. 84/11/26 Ip 

27867:357, 


8412100391 Notification of contract execution, Mod 3, to "NRC Computer 
Security Program for Unclassified Sensitive Sys. " 

Contractor- NBS. 

PERLMAN, J. Administrative Contracts Branch. FIN B-0B79. 
NRC-33-83-465. 84/04/25. BASSETT, H. S. , DIEHL, D. Office of Resource 

Management, Director. Ip. 27867:354. 


■8412100395 Mod 3, extending period of performance to 850925 8c adding 
funds, to "NRC Computer Security Program for Unclassified 
Sensitive Sys. " 

* Commerce, Dept, of. National Bureau of Standards. WIGGINS, E. 
Division of Contracts. FIN B-BB79. |\»?C-33-83-465, B4/04/25. Ip. 

27867:355. 


B412100522 Notification of contract execution. Mod S, to "Design, 
Programming, Testing, Training, Implementation 8c Documentation 
of Licensing Mgt Sys " Contrac tor : Advanced Technology, Inc. 
PERLMAN, J. Administrative Contracts Branch. NRC-33-83-464. 
84/11/21. BASSETT, H.S. ADP Planning Staff. MACWILLIAMS, M. NRC 
No Detailed Affiliation Given. Ip. 27864:340. 


•8412100527 Mod 8, adjusting indirect rates, to "Design, Programming, 
Test Ing, Training, Imp lementation 8< Documentation of 
Licensing Mgt Sys. " 

* Advanced Technology, Inc. WIGOlNSiE. Division of Contract*. 
NRC-33-83-464. 84/11/21, Ip, 27864:341, 


8412100532 Notification of contract execution, Mod 5, to "New Madrid/ 
Midwest Continent Geological & Seitmological Research 
Program." Contractor: Univ of Michigan. 

STEWART, S. Technical Assistance Contracts Branch, NRC-04-ai-195-04 

84/11/29. BATSON, W. Office of Nuclear Regulatory Research, 

Director. MURPHY, A. NRC — No Detailed Affiliation Given. Ip. 
27864: 333. 


•8412100538 Mod 5, changing ref to Article 5,5 re negotiated overhead 
rates, to "New Madrid/Midwest Continent Geological 8< 

Seismolog ical Research Program. " 

STEMPLE, P.J. Michigan, Univ. of, Ann Arbor, MI. EDGEWORTH, P. J. 
Technical Assistance Contracts Branch, NRC-04-B1-195-04. 
84/11/29. Ip. 27864:334. 
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3412100337 Notification of contract execution. Mod 4 to "State 
Legislative Reporting Svcs. " Contra tor : Pub 1 ic Affairs Info. 

Inc. 

PERLMAN. J. Administrative Contracts Branch. FIN B-1592. 
NRC-06-B3-'2A6. 84/11/21. KERR. a. W. Office of State Programs. 

Director. LANDAU. M. NRC - No Detailed Affiliation Given. Ip. 
27864:331. 


— 8412100543 Mod 4. decreasing 
Reporting Svcs. " 

BROWN. T.C. Public Affairs 
of Contracts. FIN B-i592. 
27064: 332. 


total contract amount. to "State Legislative 

Information. Inc. WIGOINS.E. Division 
NRC-06-S3-266. 84/11/21, Ip. 


— 8412100596 Mod 2. providing incremental funding & extending period of 
performance to B61231. to "Support of Continuing Activities 
of US Natl Conmittee on Tunneling Technology. " ... 

■s Interior. Dept. of. Bureau of Mines. EDGEWORTH. P J. Division 
of Contracts. FIN D-1010-5. NRC-02-S4-004, 84/11/29. Ip. 

27849: 360. 


8412100597 Notification of contract e x ec ution. Mod 2. to "Stochastic 
Analysis of Solute Transport in Unsaturated Soils," 

Contractor: MIT. oq«/ 

STEWART. S. Technical Assistance Contracts Branch, FIN B-8956. 
NRC~04-83-174 84/11/27. BATSON. W, Office of Nuclear Regulatory 

Research. Director. NICHOLSON. T. NRC - No Detailed Affiliation 
Given. Ip. 27849:337. 


84 1 2100552 Notification of contract execution. Mod 2. to "Saftuiare Maint 
& Support of PDRs BRS Sys. '* Contractor: Zonar Corp. 

BAZIN. J. Administrative Contracts Branch. FIN D-1212. 

NRC-33-‘84-40S. 84/09/21. BASSETT. H, S. Office of Resource 

Management. Director. SHELBURNE. B. NRC - No Detailed Affiliation 
Given. Ip. 27864:329. 


— 8412100598 Mod 2. adding incremental funding. to "Stochastic Analysis of 
Solute Transport in Unsaturated Soils." 

* Massachusetts Institute of Technology. Cambridge. MA. 

EDGEWORTH, P. J. Division of Contracts. FIN B-B936. NRC -04-83- 174. 
84/11/27. Ip. 27849:358. 


— S412100555 Mod 2. extending period of contract def initization to 841207. 
to "Software Maint Sy s Support of PDRs BRS Sys. " 

SULLIVAN. D. Zonar Corp. HAGAN, T, F. Division of Contracts. FIN 
D-1212. NRC-33-a4-40a. 84/09/21. Ip. 27864:330. 


B412100563 Notification of contract execution. Mod 5, to ''Earthq.uake 
Recurrence Intervals at Nuclear Power Plant Sites." 

Contractor ; Ear th Technology Corp (Western). 

STEWART. S. D, Technical Assistance Contracts Branch. NRC-04-81-167. 
B4/11/29, BATSON. W. Office of Nuclear Regulatory Research. 
Director. MURPHY, A. NRC - No Detailed Affiliation Given. Ip. 
27B64: 324. 


— B412100569 Mod 5. extending period of performance through 841231 
changing contractor nape per novation agreement, to 
"Earthquake Recurrence Intervals at Nuclear Power Plant 
Bites. " 

YOUNG. 0, T. Earth Technology Co. EDGEWORTH. P. J, Technical 
Assistance Contracts Branch. NRC-04-81-167. 84/11/29. 3pp. 

27364; 323. 


8412110119 Notification of contract e xecution. Mod 3. to "R 
Monitoring Program Requirements." Contractor : Environ 
Surveillance Lab. 

STEWART. S.D. Technical Assistance Contracts Branch. F 
NRC-32-B3-6ai. 84/12/03. FR lOILLANA, E. B. Division of 

Management Administration. HAMADA. G. NRC - No Detai 
Affiliation Given. ip. 27899:307. 


adiation 


IN B-S550. 

Resource 

led 


— 8412110125 Mod 3. adding incremental funding for CYB5 it changing B8(R it 
appropriation number. to "Radiation Monitoring Program 

HAMAdLo. Environmental Surveillance 

Technical Assistance Contracts Branch. FIN B-8550. NRC-32-B3-6B1. 

84/12/03. 2pp. 27899:308. 


8412110141 Notification of contract exec uti on. Mod 3. to "Radiation 
Monitoring Program Requirements." Contractor: State of OR. 

STEWART. S D. Technical Assistance Contracts Branch. FIN B-8554. 
NRC-32-S3-6S5. 34/12/03. FRIOILLANA, E, B. Division of Resource 
Management it Administration. HAMADA. G. NRC - No Detailed 


1 nn 


OVQOO- 094. 


B412100S65 Notification of contract execution. Mod 35. to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents. " Contractor : Parameter. Inc. 

WOLLETT. S. Technical Assistance Contracts Branch. FIN B-1302. 
NRC-05-82-249. 84/11/29. BLAHA. J. Director's Office. Office of 

Inspection and Enforcement. L AUDEN. W. NRC - No Detailed Affiliation 
Given. Ip. 27864:322. 


— 0412110149 Mod 3. adding incremental funding it changing B&R & 
appropriation number. to "Radiation Monitoring Program 
Requirements. " 

s- Oregon, State of. EDGEWORTH. P, U. Technical Assistance 
Contracts Branch. FIN B-8554. NRC-32-03-685. 84/12/03. 2pp. 

27899:295. 


— B412100S73 Mod 35. providing incremental funding, to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents. " 

* Parameter. Inc. EDGEWORTH. P. J. Division of Contracts. FIN 
B-i302, NRC-05-S2-249. 84/11/29. ip. 27864:323. 


8412110218 Notification of contract execution: "Newspaper Clipping 
Svcs." awarded to Press Intel 1 igence. Inc. 

FIELDS. J. A. Administrative Contracts Branch. NRC-10-S5-213. 
84/11/08. BESAW. W. U. Division of Technical Information it Document 
Control, CONYGHAM. M. NRC - No Detailed Affiliation Given. tp. 
27899: 185. 


B412100579 Notification of contract execution. Mod 34. to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents." Contractor : Parameter. Inc. 

WOLLETT. S. Technical Assistance Contracts Branch. FIN B-1302. 
NRC-05-82-249. 84/11/27, BLAHA. U. Director's Office. Office of 

Inspection and Enforcement. LAUDAN. W. NRC - No Detailed Affiliation 
Given. Ip. 27864:231, 


— 8412100582 Mod 34. providing for adjustments to task ceilings & 
incremental funding issuing new task order, to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents. " „ 

LOFY. R. A. Parameter, Inc. EDGEWORTH, P. J. Division of Contracts. 
FIN B-1302. NRC-05-82-249. 84/11/27. 6pp. 27864:232. 


8412100592 Notification of grant e xecut i on. Mod 5. to "Formulation of 
Recommendations on Radiation Protection & Measurement re 
Technology Base Needed to Assess Safety of Nuclear Power, 

Grantee: Natl Council on Radiation Protection it Measurement. 

STEWART. S.D. Technical Assistance Contracts Branch. FIN 0-1030. 
NRC-G-04-ei-029. 84/12/03. BATSON. W. Office of Nuclear Regulatory 

Research. Director. FOULKE, J. NRC - No Detailed Affiliation Given. 
Ip. 27849:361, 


— 8412100S94 Mod 5. extending grant period to 850930 tt increasing funding, 
to "Formulation of Recommendations on Radiation Protection it 
Measurement re Technology Base Needed to Assess Safety of 
Nuclear Power. " 

KEY. W. R. National Council on Radiation Protection & Measurements. 
MORTON, K.V. Technical Assistance Contracts Branch. FIN G-1030. 
NRC~G“04-81-029. 84/12/03. Ip. 27849:362. 


8412100595 Notification of contract execution, Mod 2. to "Support of 
Continuing Activities of US Natl Committee on Tunneling 
Technology." Contractor : DDI. Bureau of Mines, k 

WOLLETT, S. Technical Assistance Contracts Branch. FIN D-lOlO-5, 
NRC-02-a4-004. 34/11/29. BROlW. R. S, Program Support ^ 

TANIOUB. N. NRC - No Detailed Affiliation Given. Ip. 27349:359, 


— 8412110223 Contract: "Newspaper Clipping Svcs. " awarded to Press 


Intel 1 igenc e. Inc. 

JONES, J.M. Press Intelligence, Inc. 
Contracts. NRC-10-a5-213. 84/11/08. 


HAGAN. T. F. Division of 
130pp. 27899: 186, 


412120498 Notification of contract execution. Mod 2, to "Neotectonics 
Studies of Earthquake Zones in Eastern US," Contractor : Uni v 
of South Carolina, 

STEWART; S, Technical Assistance Contracts Branch. FIN B-B287 
mrc- 04-84-119. 84/12/04. BATSON, W. Office of Nuclear Regulatory 

Research, Director. SCHMITT. T. NRC - No Detailed Affiliation Given. 


-8412120504 Mod 2. adding Subparagraph 7.0 re travel, providing 
incremental FY85 funding & changing B&R number, to 
"Neotectonics Studies of Earthquake Zones in Eastern US. 

# South Carolina, Univ. of. Columbia, SC. 

Division of Contracts. FIN B-8287- NRC-04-84-119. 84/12/04. 






H212052B Notification of contract execution. Mod l,to "Stenographic 
Reporting Svcs Within Wash ington, DC Metropolitan Area." 

Contractor: Ace-Federal Reporters. Inc. 

DAVIS, K. A. Administrative Contracts Branch. FIN D-1454. 
,yRC„17_ag-207. 84/11/14. CHILK, S. J. Office of the Secretary of the 

Commission. MCGREGOR. E. NRC - No Detailed Affiliation Given. Ip. 


— B412120532 Mod 1. increasing amount of govt liability it extending 
target date for def init iration of Itr contract to 841231. to 
"Stenographic Reporting Svcs Within Washington. DC 
Metropolitan Area. " 

a Ace-Federal Reporters, Inc. HAGAN, T. F. Division of Contracts. 
FIN D-1454. NRC-17-85-207. B4/11/14. 2pp. 27913:084. 
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Notification of contract executi on. Mod l. to "Stenographic 
Reporting Svcs Throughout Contiguous US Excluding 
Washing ton. DC Metropolitan Area." Contractor : Ace-Federa 1 
Reporters. Inc. regerai 

Contracts Branch. NRC-21 -84-3S2, 

279%^Oa5 Atofliic Safety and Licensing Board Panel. Ip. 


1. providing payment per page, definitiz ing magnetic tape 
record of hearings & amending delivery time. to ^ 

'Stenographic Reporting Svcs Throughout Contiguous US 
Excluding Wash ington, DC Metropolitan Area. " 

MONICK. R.J Ace-Federal Reporters, Inc. WIGGINS. E Division of 
Contracts. NRC-21-S4-3S2 84/12/04. 5pp. 27913 066 


8412130166 Notification of contract execution, Mod B. to "Support Svcs 

n Severe Accident Phenomenon 

nitlgation. ' Contractor: BMI. 

Assistance Contracts Branch. FIN B-7499 
NRC-04-84-i27. 84/11/27. BATSON, W. Office of Nuclear Reoula'toru 


incremental fundinj & deflnitiiino Task 
Order 12, to ^support Svcs for R.search & Evlloatlorof 
Severe Accident Phenomenon & Mltipation. " 

EOSEWORTh"? Columhus LaPoratories. 

spp. SylirsSl NRC-04-B4-127, 


8412130185 Notification of contract execution, Mod 4. to "Presentation 
of General & Refresher Courses in Welding TechnoUgy 
Codes. Contractor: Ohio State Univ. 

e4/12%A m °o D-1269. NRC-05-79-264. 

n BLAHA, J. Program Support «< Analysis Staff. FOX, E NRC 

No Detailed Affiliation Given. Ip, 27916:299. 


" ?p. 


^'^Bolnd^if contract execution. Mod 10, to "Surface 

for Fractured Rock." Contrac tor.-Uni v of 

S:,.. ^®‘=hnical Assistance Contracts Branch FIN 0-7291 

Given. Ip. 27918:318. i^ecanea Affiliation 


—8412130416 Ltr Contract NRC- 04 -ei- 224 , Mod 10, increasinn +„ 

Boundary Conditions for Fractured Rock " 

"Sis,: 


Federal Reporters. Inc. 

’ ?• Administrative Contracts Branch. FIN D-iasa 


-8412170046 Mod 2, increasing amount of govt liabilitu under 1 tn 


Administrative Contracts Branch. NRC- 10 -a 3-332 


Contracts. nSc-I 5-8S-332.^“^M/; 1 JSo! 3^^^^27970:357.^^^°" 


Affiliation Given, ip. 28016:043. *j«iaiAea 


-8412180031 Mod 2, providing incremental funding, to "UnriAf* n# a 
- Impact Analysis Methodology." t'unoing.to Update of p^j 

« sphere Co. EDGEWORTH, P. J. Division of 

D-1013-4, NRC-02-84-006. 84/12/U. aa0U:M4 " 


8412180603 Notification of contract execution- "Ofc of inti P,*« 
Study." awarded to Meridian Corp 
Administrative Contracts Branch FIN D-ioon 
NRC— 33— 8 5— 323, 84/12/03 BAFcsFTT Me n • ■ • 220. 


—8412180608 Contract 
to Meridian Corp 


"Ofc of Inti Programs Requirement Study," 

FIN D-ii 


8412190102 Notification of contract execution. Mod 2, to 

T^WNSENdVl ‘-T: Of Wisc;n:Jn^'^° 
FELTON n Contracts. NRC- 10-84-253. 
FELTON, J, M Division of Rules and Records SOUDFfl j 
Detailed Affiliation Given. Ip. 2802^2^ 


Maint & 


84/12/06 
NRC - No 




...i.s:':, s;v«-gr s;.;;. 


"I::,":!'-'""”"" " -ir’.;;:::;-:: ■••' 

ip. 28028:276 DAVID. C. NRC - No Detai led Af f 1 1 lati on ©i 


~ ^^LEXIS.^^amardirJm ^ Cost, far NRC Park ici p. tipn 

^^^“^T'ded to Library of Congress. 

HEMPERLy, J. □. Library of Congress. WIGGINS, E Division of 

asS2S*27?: NRC-33-85-32S. 84/ll>10 2pp " 


contract e xecution, Mod 10, to "On-Call t 
Sys LpSoJt"cor^. Equipment. " Contractor : Computer 

Contracts Branch. FIN 13-B174. 




iss?sfln Of contract execution, Mod 22, to "Technical 

Support of NRC Reactor Licensing Actions 
pIqI S T Science Applications, Inc. 

k,«« Technical Assistance Contracts Branch FIN B-SDi i 

BAJWA, S. NRC - No Detailed Affiliation Given. Ip. 28039:114. 


Jont^fet cost ?!??? i 861122 Sc increa 

wor D * 4 . ^ "Technical Assistance in Support of 

, Licensing Actions Program 2. " ^^PPort 

UEViCK, M. L. Science Applications, Inc. EDGEWORTH, P J Divisij 
FINB-8011. NRC-03-82-096. B4/iJ/03 ’ 6pr 


"Degraded Pi 


Notification of contract exec utlon, Mod 3, to 
” Phase II." Contractor: BMI, 
war na Assistance Contracts Branch. FIN D-S134. 

R^Iarc^'n? * demand, W. Offlc. of Nuclear R.jul»t 

Ip. EBSspfur NRC - No Dotailod Affillotlo! Giv 


-8412200585 Mod 3. inermapins fund*, to "D* 9 raded Piping Program - P 

Memorial Institute, Columbus Laboratories. 

°2a039°?ir ""=-8>34. NRC-04-B4- 


8412200583 Notification of contract executi on, Mod 4, to "Structura' 
Integrity of LWR Boundary Components-Il. " Contractor: 

Matls Engineering Assoc, Inc. 

Assistance Contracts Branch. FIN B-8900. 
R«lf^7h n ■ forehand, S. Office of Nuclear Regul. 

"r 2a03vfl09 VAOINS.M. NRC - No Detailed Affiliation Oi 
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— B4122005B6 Mod 4 # increasing fundsi to "Structural Integrity of LWR 
Boundary Conp anents-I I . " 

♦ Materials Engineering Associates, Inc. EDGEWORTH, P. J. Division 
of Contracts. FIN B-8900. NRC -04-84- 102. B4/12/11. 2pp. 

28039: 1 10, 


— 8412310268 Mod 6, extending period of performance S. providing 
incremental funding. to "Geophy s ica 1-Geo I og i ca 1 Studies of 
Possible Extensions to New Madrid Fault Zone " 

OREENKORN. R. A Purdue Research Foundation EDGEWORTH, P. J. 
Division of Contracts. FIN B— S077 hRC— 04— 81-195 84/12/18 

2pp. 28148:362. 


0412200610 Notification of contract execution. Mod 5, to "Processing «< 
P 3 Ql(|fig Documents for Transmittal to LPDRs. " Contractor: 

Maxima Corp , Inc . 

HAWKINS, D. A. Administrative Contracts Branch. NRC-10-84-247. 
84/12/14. FELTON, J. M. Division of Rules and Records. SOUDER, J. 

- No Detailed Affiliation Given. Ip. 28032:354. 


— 8412200626 Mod 5, extending period of performance to 851204 increasing 
funds, to "Processing & Packaging Documents for Transmittal 
to LPDRs. *' 

* Maxima Corp. WIGOINS, E. Division of Contracts. NRC-10-S4-247. 
84/12/14. 3pp. 28032:355. 


0412200625 Notification of contract e x ec ution. Mod 3, to "Development of 
Draft Stds in Area of Rock Mechanics. " Contractor : ASTM. 

UMBEL, D. Technical Assistance Contracts Branch. FIN D”1123. 
NRC-04-S3-178 84/11/30. BATSON, W. Office of Nuclear Regulatory 

Research, Director. SCHMITT, I, NRC ~ No Detailed Affiliation Given. 
Ip. 28032:352. 


— 8412200628 Mod 3» extending period of performance to 850320 at no addl 
cost, to "Development of Draft Stds in Area of Rock 
Mechanics, " 

CAVANAUGH, W. T, American Society for Testing & Materials. 

EDGEWORTH, P. J. Division of Contracts. FIN D-1123. NRC -04-83- 17B. 

84/11/30. Ip. 28032:353. 


8412200632 Notification of contract execution, Mod 6, to "Task Analysis 
of Nucleac Power Plant Control Room Crews, “ 

UMBEL, 0. Technical Assistance Contracts Branch. FIN B-7491. 
NRC-04-82-005. 84/11/21. FOREHAND, W, Office of Nuclear Regulatory 

Research, Director. JENKINS, J. NRC - No Detailed Affiliation Given. 
Ip. 28032:350. 


8412310274 Notification of contract e x ecuti on, Mod 5, to "Integral Sy s 
Test Program - Once-Through Integral Sys t« Multiloop 
Integral Sys Test Components." Contrac tor • B&W/EPR I . 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-S909. 
NRC-04-83-16a 84/12/11. BATSON. W. Office of Nuclear Regulatory 

Research, Director, YCU.NG, M. NRC - No Detailed Affiliation Given 
Ip. 28148:325. 


— 8412310278 Mod 5. providing for final agreement of costs for Phase III 
to "Integral Sys Test Program - Once-Through Integral Sy s 8t 
Multiloop Integral Sys Test Components " 

a Babcock L Wilcox Co * Electric Power Research Institute. 
EDGEWORTH, P. J. Technical Assistance Contracts Branch. FIN B-8909 
NRC-04-83-168. 84/12/11. 24pp. 28148:326. 


FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8409040220 Responds to FOIA reauest for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to reauest continuing. 

FELTON. J.M. Division of Rules and Records. 84/08/24 

Meredith & Cohen, P.C. Ip. 27060:004 24 X Fiche: 50-000. 84/08/24. 

8409040220. 


0409270104 Forwards license ap pi icat i on. inf o requested by Atty General 

for antitrust review & PSAR in connection w/app 1 ication for 
CP, per requirements of 10CFR50. Environ rept will be revised 
fc submitted by 840815. W/o ends. ,,oocc 

STEIN, J.J. Washington Public Power Supply System^ 

74/07/30. CASE.E. G. Atomic Energy Commission. 3pp, 27064. juo. 

24X Fiche: 50-000, 84/03/24, 8409040220. 


— 6412200633 Mod 6, extending period of performance to 841022, to "Task 
Analysis of Nuclear Power Plant Control Room Crews. " 

# General Physics Corp. EDGEWORTH, P . J. Division of Contracts. 
FIN B-7491. NRC-04-02-005. 84/11/21. Ip. 28032:351. 


"Research 


8412210290 Notification of contract execution, Mod 1, t 
Support for Rulemaking." Contrator; BMI. 

PAGE, M. Technical Assistance Contracts Branch. NRC 04-84-101 
84/12/04. BATSON, W. Office of Nuclear Regulatory Research, 

Director. RATHQUN, P. NRC - No Detailed Affiliation Given. 
28041: 304. 


Ip. 


—0412210300 Mod 1. revising statement of work, to "Research Support for 

LUKZ?F,*^j!^^ Battel le Memorial Institute. 

EDGEWORTH, P. J. Division of Contracts. 

5pp. 20041:305, 


NRC-04-84-101. 84/12/04. 


B412270411 Notification of contract execution, Mod 9, to Design, 
Programming, Testing, Training, Implementation ?< Documentation 
of Licensing Mgt Sys." Contractor : Ad vanced Technology. Inc^ 

PERLMAN, J. Administrative Contracts Branch. NRC-33 83 46 ■ 

84/12/14. BASSETT, H.S. Division o^’/^tomated Information Ser^ce^ 
PUSATARI, C. H. NRC - No Detailed Affiliation Given. Ip. 

— 8412270413 Mod 9, designating CH Pusatari as new NRC project officer, to 
"Design. Programming, Testing, Training, Implementation & 

Documantat ion of Licensing Mgt Sys. " j • u rnni;racts 

e Advanced Technology. Inc. WIGGINS.E^ Division of Contracts. 
NRC~33-S3-464. 84/12/14. Ip. 28107:357. 


B412310147 Notification of contract • 

Research re Dating of Groundwater.' Contractor , Univ of 

8TEWART, S. Technical Assistance Contracts Regulatory 

NRC-04-7B-272. 84/11/08. BATSON, W 

Research, Director. BIRCHARD. 0. NRC - No Detailed 
Given. Ip. 23137:361, 


— 0412310155 Mod il, extending period of J® 850930. to 

"Confirmatory Research re Dating SWENSON, F. A. 


PETERSON, R. 

Divieion of Contracts, 
2pp. 28137:362. 


FIN 33-6628. NRC-04-78-272. 84/ 11 /OB. 


6412310263 Notification of contract 

Geological Studies of Possible Extensions of New Madrid 
Fault Zone. " Contractor: Purdue Research B-B077. 

STEWART, S. Technical Assistance Contracts Branch.^^^FIN 

NRC-04-81-195. 84/12/10. BATSON. W. Affiliation Given. 

Research. Director. WASTLER.S. NRC - No Detailed «i-fi 
ip. 28148:361, 


—8410030200 Annotated response to 831024 request Congressman J Wea 
831011 Itr requesting info re WPPSS financial problems. 

Region V does not have info requested Submits criteria for 
Droposed reply to Congressman Weaver. 

BISHOP,!. Division of Resident, Reactor Project Sc Engineering 
Programs. WPPSS 075. 13655. 83/10/27. 

Executive Director for Operations. 4pp. 27067: 193. 2AX 


—8410030213 Testimony of JD Perko, summarizing Sc updating info in 
license application re util financial qualifications, 

PERKO, J. D Washington Public Power Supply System.^^ WPPSS 1Z3. 


7“i710/t7 


37071 ! 16B 


24X Fiche: 50-000, 84/08/24, 8409040220. 


411290201 Further response to FOIA request Sc appeal for four separate 
categories of documents re GESSAR-II PRA. Forwards App A 
documents. Documents also available in PI^. oi/o« 5 / 3 A SHOLLY, S 
FELTON. J.M. Division of Rules and = nh ilx 

Union of Concerned Scientists. 2pp. 27690.051. 24X 

Fiche: 50-447, 84/05/24, 8411290201. 

—0307050397 Discusses approach for making timely severe accident policy 
J!r;ng on/oing PRA OESSAR-II ^ub^.n t jv. 

bases can be developed for making decisions on GESSAR II w/ 
modest rev to schedule. 


■3308100595 Rp^upsts llpt Pf 1 ''”“°’'*' '‘nRc'’'*”’ 
pignlficnt dpsign Inprpvpmpnts pursupd m/OB during NRC 

review of GESSAR— II. - - ^ cii:,.*-.. pt/ob/OI 

HQUSTON.R.W. Assistant Director for Reactor Safety. 83/08/01. 

Assistant Director for Core fc Plant Systems. 2pp. 27690.055. 24X 


•8309160027 Submits questions identified by Auxiliary Sys 
Ranches as alternatives which could improve design of 

STE:Nfi°8.’“inLf-rSi:icbpr ,or cprp Plant 8g 

B3/08,U._ _ HOUSTON. R. »■. _ *7 


jt Power Sys 


stems. 

Safety. 


-8309120485 Discusses review of GESSAR-II design improvements, per 830801 
request Amend 9. Section 18.2, "Sys Analysis. may be of use 

ZIEKANn!d.^L^ '^Division of Human Factors Safety. 83/09/01. 

HOUSTON, R.W. Assistant Director for 

27690:095. 24X piche: 50-447, 84/05/24, 841 1290201. 
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sumpary list of potential design improvements for 
r™ Z design received in response to 830801 request. 

mments on revs to list S; proposed process to solicit OE 
response requested by B40109, 

HOUSTON. R w Assistant Director for Reactor Safety. B4/01/0A. 
division of Systems Integration (post 811005). 5pp. 27690:070 
24X Fiche 50-447.84/05/24.0411290201 


401260444 Concurs u/proposed GE response procedure 8c list of potentia 
assign improvements for GESSAR-II.in response to 840106 
memo. Consideration of advanced c omputer-a i d ed alarm 8t 
annunciator sys recommended. 

J, Human Factcts Safety. 84/01/17. 

-Assistant Director Pjjr Reactor Safety. Ip. 

27690:084 24X Fiche: 50-447, 84/05/24, 841 1290201 . 


-8402010100 Responds to B40106 memo re GESSAR-II potential design 
improvements. Recommendations being made to resolve 
Unresolved Safety Issues A-l,A-43 8( a-44. 

HDUBTnw^p'n Director for Generic Projects. 84/01/23. 

'Assistant Director for Reactor Safety. 4pp. 

27690 091 24X Fiche- 50-447. 84/05/24, 841 1290201. 


' I'oruard, comii„nt5 on OESSAR-II doslgn i«,pnovo«,ent=, per 

840106 memo. Potential design improvements in structural sys 
pursued. Meeting u»/GE recommended. 

HnUB?nw'B u '^®*^**®”* Director for Technology Revieu, 84/01/23. 

^ Director for Reactor Safety. 4pp. 

27690 007 24X Fi ch e : 50-447. 84/05/24. 841 1290201 . 


potential design improvements in 

response to 040106 memo. 

84 / 01 /In Director for Core & Plant Systems. 
84/01/20 HOUSTON. R.U, Assistant Director for Reactor Safety 
24X Fiche: 50-447, 84/05/24, 8411290201 


ip. 


27690; 096. 


current list of potential design improvements 
In Process proposed to solicit GE response 

to final list should include definition of actions to be 
I ranking each item. 

Director for Operating Reactors. 04/01/19. 
'Assistant Director for Reactor Safety Ip 

27690:093, 24X Fiche: 50-447, 84/05/24, 841 1290201 


-8411290313 Forwards first draft of list of potential design 
improvements based on responses to RW Houston B30801 memo 
for review L comxent. Final list will be discussed w/GE in 
near future, 

HARDIN. S. NRG — No Detailed Affiliation Given. 83 / 11 / 14 . 
No Detailed Affiliation Given. 4pp 27690:097 24X 

Fiche: 50-447. 84/03/24. 8411290201. 


—0411290320 Forwards latest recommended GESSAR-II severe accident revieu 
schedule. Handwritten note requests if Containment Sys Branch 
would support schedule. ^ 

I>®tailed Affiliation Given. 83/11/07 
Nuclear Reactor Regulation, Director. Ip 

27690:104. 24X Fiche; 50-447, 84/05/24. 8411290201. 


Discusses approach for making timely severe accident policy 
decisions during ongoing PRA GESSAR-n review. Substantive 
bases can be developed for making decisions on GESSAR-II w/ 
modest rev to schedule. 

Division of Systems Integration (post 811005) 

VOLLMER, R. H, Division of Engineering. SPEIS, T. P. Division of 
Safety Technology. 83/06/24. EISENHUT. D. G. Division of 
Licensing. 2 pp. 27690:108. 24X Fiche: 50-447, 04/05/24, 8411290201. 


-8308100393 Requests list of questi ons, i ssues, stud i es & analyses re 
significant design improvements pursued u/GE durinn NRC 
review of GESSAR-II. ^ 

HOUSTON, R, W. Assistant Director for Reactor Safety 83/08/01 
Assistant Director for Core & Plant Systems. 2pp ’27690- 055 ’ 24X 

Fiche; 50 - 447 , 84 / 05 / 24 , 841 1290201 . 


-8308160027 Submits questions Identified by Auxiliary Sys «< Power Sus 
Branches as alternatives which could improve design of 
GESSAR II from safety viewpoint. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Sustains 
83/08/11. HOUSTON, R.W. Assistant Director for RlLtorSa^etu. 

Ip. 27690.085. 24X Fi che : 50-447, 84/05/24, 841 1290201 . 


-8309120485 Discusses review of GESSAR-II design improvemen ts, per 830801 
request. Amend 9, Section 18.2, "Sys Analysis," may be of use 
In reviewing PRA. 

ZIEMANN, D. L. Division of Human Factors Safety. 83/09/01 
HOUSTON, R.W. Assistant Director for Reactor Safetu Id 
27690:095. 24X Fiche; 50-447, 84/05/24, 8411290201. 


= potential da.ign ImprovMem, 

GESSAR II design received in response to 830801 request 
Comments on revs to list & proposed process to solicit GE 
response requested by 040109. 

HOUSTON, R W. Assistant Director for Reactor Safety. 84/01/06 
Systems Integration (post 811005). 5pp 27690 070 
24X Fi che . 50-447, 04/05/24, 8411290201. 


—8401260444 Concurs w/proposed GE response procedure & list of pot.ntii 
design improvements for GESSAR-II, in response to 840106 
memo. Consideration of advanced computer-aided alarm & 
annunciator sys recommended 

RUSSELL. W. T. Division of Human Factors Safety. 84/01/17 
HOUSTON. R.W, Assistant Director for Reactor Safety. Ip. 

24X Fiche: 50-447, 84/05/24, 8411290201, 


27690:084. 


—8402010100 Responds to 840106 memo re GESSAR-II potential deslon 
Improvements. Recommendations being made to resolve 
Unresolved Safety Issues A-l,A-43 8( A-44. 

eanarlc Projects. S4/OI/E3 
Assistant Director for Reactor Safety. 4pp. 
27690:091. 24X Fiche: 50-447, 84/05/24, 841 1290201. 


Forwards comments on GESSAR-II design improvements, per 
B4O106 memo, Potential design improvements in structural sys 
pursued. Meeting w/GE recommended. 

HauSTON'^w ■'■echnology Review. 84/01/23 

Assistant Director for Reactor Safety. 4pp, 
27690.087. 24X Fiche; 50-447, 84/05/24, 841 129020i. 


-8402030029 Comments on list of potential design improvements in 
response to 840106 memo. 

Director for Core & Plant Systems. 
HOUSTON, R.W. Assistant Director for Reactor Safety. 
Ip. 27690.096. 24X Fi ch e ; 50-447, 84/05/24, 841 1290201 . ^ 


potential design improvements 

for GESSAR-II design. Process proposed to solicit GE response 
to final list should include definition of actions to be 
independently taken by NRC in ranking each item. 

Assistant Director for Operating Reactors. 84/01/19, 
HOUSTON,R. W, Assistant Director for Reactor Safetu. Id. 
27690:083. 24X Fi che; 50-447, 84/05/24, 841 1290201. 


-8411290313 Forwards first draft of list of potential design 
improvements based on responses to RW Houston 830801 memo 
for review & comxent. Final list will be discussed w/GE in 
near future. 

HARDIN, B. NRC — No Detailed Affiliation Given. 83/11/14. 
No Detailed Affiliation Given. 4pp. 27690; 097. 24X 

Fiche: 50-447, 84/05/24. 8411290201. 


8411290320 Forwards latest recommended GESSAR-II severe accident rtvln 
schedule. Handwritten note requests if Containment Sys Branch 
would support schedule. 

Detailed Affiliation Given. 83/11/07 
37 A 90 ^'inii Nuclear Reactor Regulation, Director. Ip. 

27690.104. 24X Fiche; 50-447, 84/05/24, 841 1290201, 


f^OIA request for four items. Documents 
listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records. 04/05/04. GARDE, B, P. 
Government Accountabili ty Project. 2pp. 27698:054 24X 

Fiche: 50-483, 84/05/04, 841 1290514 


3309140225 Forwards team leader summary of team review of licensee 
o findings «< unresolved items in IE Insp 

ept 50-483/02-22. IE 830727 response to request for review 
of licensee response end. 

®*^*9*^ards & Inspection Programs (Post 
830103). 83/08/23. NORELIUS, C. E. Division of Project S< Resident 

6pp. 27698; 080. 24X Fiche: 50-483, 84/05/04, 841 12905J 4. 


Programs. 


-8309140231 Lists items requiring followup resulting from review of 
^0 integrated design insp findings. 

All L ^^"sinaerlng & Generic Communications Branch. 03/07/27. 

Division of QA. Safeguards 8, Inspection Programs 

8411290514°^^ ^2pp. 27698 : 086 . 24 X Fiche: 50 - 483 , 84 / 05 / 04 , 


-8411290520 Forwards Appeal Board 831129 Memorandum & Order ALAB-750 
denying Joint Intervenors motion for reconsideration of 
ALAB-740. 

°^^ice of the Executive Legal Director. ALAB-750. 
83/12/01. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, ip. 27698:058. 24X Fiche: 50-483, 84/05/04, 8411290514. 


-8411290535 Requests followup & closeout of section on Finding F4-6 cf 
IE Insp Rept 50-483/82-22, per telcon agreement. Licensee 
response reiterating finding end. 

KNOP, R. C, Region 3, Office of Director. 83/11/18. POTAPOVS, U. 
Division of Vendor & Technical Programs. Spp. 27698:098 24X 

Fiche: 50-483, 84/05/04, 8411290514. 
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84120*0434 Further response to FDIA request for two categories of 
documents re TDI diesel generators. Forwards documents 
listed in App A. Documents available in PDR. 

FELTDNt J. M, Division of Rules and Records. 04/06/01, BELLiN. 

Nuclear Information & Resource Service. 2pp. 27028:103. 24X 

Fiche: 50-000i B4/06/01i B412060434. 

— 0412060441 Forwards potentially generic issue data sheet re 
deficiencies in Amerace Corp Agastat GP series relays* per 

LEMISi R C. Division of Project it Resident Programs. 83/09/23. 
JORDAN. E.L. QA Branch. STAROSTECKI . R. Division of Project & 
Resident Programs. NORELIUS. C. E. Division of Project & Resident 
Programs. 2pp. 27828:187. 24X Fiche: SO-000. 84/06/01. 8412060434. 

—8412060488 Forwards Part 21 const deficiency rept from util. Problem 
identified as generic. Followup on generic aspects w/AE/ 
vendor requested. W/o end. Region summary rept end. 

LEUIS. R. C. Division of Project «< Resident Programs. 84/02/07. 
POTAPOVS. U. Division of Vendor it Technical Programs. 2pp. 

27828:194. 24X Fiche: 50--000. 84/06/01. 8412060434. 

—8412060492 Forwards draft Commission paper re AO involving TDI 
emergency diesel generators. draft Itrs of transmittal to 
Congress & draft "Fourth Quarter CYS3 AO Rept to Congress." 

HELTEMESi C. J. Directory's Office, 84/03/05. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. DAVIS. J.G. Office of 
Nuclear Material Safety & Safeguards. Director. ^^NOGUE. R^B 
Office of Nuclear Regulatory Research. Director. 39pp. 27828:196. 

8412060385 Further response to FOIA request for four categories of 
documents re GESSAR-II, App A documents available in PDR. 

App B documents being reviewed by GE to determine if 
proprietary claim applicable. olio. » v es 

FELTON. J. M. Division of Rules and Records. 84/06/01. SHDLLY. S. 

Onion of Concerned Scientists. 3pp. 27830: 104. 24X 

Fiche; 30-447. 84/06/01 . 8412060585. 

— B412060590 Summary of 820518 8< 19 meetings w/GE. UCLA. BNL. Intermountain 
Technologies. Inc tt Sandia in Bethesda.MD re review of PRA 
fore severe accident design. List of attendees end. 

FAOLKNER.H. J. Standardization it Special Projects Branch. 

82/06/07. BERNARD. H. Standardization it Special Projects Branch. 
13ipp. 27830:109. 24X Fiche: 50-447. 84/06/01. 8412060585. 

B412060615 Further response to FOIA request for 10 & 50-mile maps of 
nuclear plants. Map reproduction costs describ ed. Maps will 
not be reproduced until agreement to pay costs reached. 

FELTON* J.M. Division of Rules and Records. 84/11/13^ 

Commonwealth Edison Co. Ip. 27831:040. 24X Fiche: 50-000. 84/11/13. 

8412060615. 

B412060626 FOIA request for records made available by NRC per RR Belair 

SAYLOR* N. Hunton & Williams. 84/05/07. FELTON, J. M. 

Rules and Records. 2pp. 27830:058. 24X Fiche: 50-322. 84/05/07. 

0412060626. 

0412060632 Supplemental FOIA request for four categories of documents, 
including trip repta to Region HI or facility & Vaugh 

GARDE. B.P. Government Accountability Project. 

Office of the Executive Director for Operations. Ip. 27830: loi. 

24X Fiche: 50-329. 84/03/06, 8412060632. 

8412060637 Responds to FOIA request for records made publicly available 
per R Belair FOIA Request 84-267- Documents available in PDR. 

FELTON. J, M. Division of Rules and Records. 84/05/24. SAYLOR, N. S. 
Hunton & Williams. ip. 27830:060. 24 X Fiche: 50-322, 84/05/24, 

8412060637. 

0412060643 Responds to FOIA request for four categories of documents, 
including trip repts to Region HI or facility. App A 
documents available in PDR. Novak it Hood not obligated to 
identify notes or records. nAontr n p 

FELTON. J. M. Division of Rules and Records. 

Government Accountability project. 2pp. 27830:102, 24X 

Fiche: 50-329, 84 / 06 / 01 , 8412060643. 


— 8412060661 "LWR Fuel Integrity Program," monthly activities rept for 
Mqt* 1 9'70 

HANN. C.R. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 73/04/04. CHECK, P. S. Core Performance Branch. 

5pp. 27830:064. 

—8412060667 Forwards summary of 780302 meeting w/BNWL/AECL re status of 
Battel le-Canadian fuel program. List of participants 

MEYER. R.O. Core Performance Branch. 78/03/10, ROSS. D. F. 

Assistant Director for Reactor Safety. 14pp. 27830:069. 

8412060668 Further response to FOIA request for investigation or insp 
records raised by H Langley & three in camera witnesses 
testimony. Forwards documents listed in App A. Documents also 

FECTOnI’j^M.^" Division of Rules and Records. 

Government Accountability Project. 2pp. 27830:240. 24X 

Fiche: 50-413, 84/05/24, 8412060668. 


-8412060677 Forwards GAP 831202 response to IE 831101 request for addl 
info re allegations made in 830914 petition. W/o end. 

DEYOUNG, R.C. Director's Office. Office of Inspection and 
Enforcement. 83/12/19. HAYES, B. Office of Investigation. Ip. 
27830:244. 24X Fiche: 50-413, 84/05/24, 8412060668. 


of Investigation. 


—8412060682 Forwards util 840105 response to GAP pending petition for 
action under 10CFR2. 206. • j « 

LIEBERMAN.J. Besional Operation, «. S H 

84/01/13. HAYES, a. Office of Investigation. MESSENGER, G. H. 

Office of Inspector tt Auditor. Ip- 27830:245. 24X 

Fiche; 50-413. 84/05/24, 8412060668. 

—8412060688 Responds to GAP 830914 petition to modify CPs to require 
review by independent contractor, mgt audit 8t Ofc of 
Investigation review of welding inspector comp laints. Pp 
6.826-6,903 of 831110 hearing end. 

OWEN.W.H. Duke Power Co. B^/OW05. n”"' 17830 • ^46 

Office, Office of Inspection and Enforcement. i36pp. 27830.246. 

24X Fiche; 50-413,84/05/24, 8412060668 

B412040676 FOIA rn 4 U«t for info r. Ulcnnsn 20-12760-02 h. Id bg Cornlni, 
Glass Works, includin. nans G nualif ications of radiation 
safety officer 8< list of all authorized users & 

^SSD?D.‘“*‘Af5ui.tion Not As.lgn.d, B4/05/08. WC - No Datallad 
Affiliation Given. Ip. 27830. 083. 

8412060684 Rasponds to FOIA raquost for tbr.a categories of info ra 
License 20-12960-02 for Corning Glass Works. Forwards App A 

documents. Documents available in PDR. PdivnA/ni L non d A 

FELTON, J. M. Division of Rules and Records. 84/06/01. LORD, D. A. 
Affiliation Not Assigned. 2pp. 27330:084. 

— B412060690 Application to amend License 20-12960-02, c hang ing name of 
contact person 5. mailing address it authorizing L Faltas as 
new supervisor 8* L Gasewind as new radiation protection 
L Gasewind & L Faltas resumes end. 

GASEWIND. L. Corning Glass Works. 

Region 1. Office of Director. 3pp. 27830:006. 

—8412060694 Application to amend Licenses 20-12960-02 & 20-12960-05. 
changing listed radiation safety officer to W SartoreHn per 

S3G“8."r”:“Jn. 81 a., works, ,7122. 84702/27. PATTERSON 

Materials Licensing Branch. Ip. 27830:089. 

-8412060700 Am.bd 11 to Lic.ns. 20-12760-02 for Corning Glass Works, 
Corning Medical. author! i ing use of . 

C-14, Si-31. Cr-51, Co-60. Zn-65, 1-131, Hg-203. 1-129 ScCs-137 for 

HaWE°D*B^'^ Materials Licensing Branch. 83/12/06. 2pp. 27830:090. 

—8412060706 Responds to B31005 request for addl info re license renewal 
application. Forwards authorized user resumes. W/o other 

corning Glass Works. 14630. 83/11/01. HOWE 

Materials Licensing Branch. 9pp. 27830:092, 


B412060647 FOIA request for summary of 780302 meeting w/BNWL re 


BUCKLES. R. NUS Corp. CD-LIS-S4-324- 84/05/03. 

and Records. Ip. 27830:061. 


Division of Rules 


8412060704 FOIA request for 

DCi ATP p R Kir'knatrick Lockhart. 84/04/04. Office or 
Adl;^^l;^;^tlc"‘" S;^ 27831^018. 24* Flcb.:SO-322.84/04/04. 
8412060704. 


9412060656 Responds to FDIA request for summary of 780302 meeting 
w/BNWL re analysis of fuel performance data. Forwards 
documents listed in App A. Documents also available in 
FELTON, J.M, Division of Rules and Records, 84/05/22. BUCKL£&.k. 
NUS Corp, 2pp, 27830:062. 


B412060709 Responds to FOIA request for three categories of documents 
re facility. Forwards App B documents. Apps A it B records 
available in PDR. Search for addl records subj to request 

FELTDn!^!;”^ Division of Rules and Records. 84/05/04. 

KfrlSatrick Lockhart. 6pp. 27831:021. 24X Fiche: 50-322. 84/05/04, 

8412060709 . 
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■*•8303100555 Forwards NSC paper on risk Jc emergenctj preparedness issues 
presented at Shorshan Commission 830628 meeting. 

DIRCKSi U. J. 0-Ffice of the Executive Director for Operations. 
03/07/18. MARBUROERj J, H. New Yorki State Univ. of, Stony Brook) 

NY. Ip. 27831:027. 24X Fiche: 50-322) B4/05/04i 8412060709. 


-8303100560 Comments on presentations at Shoreham Commission 830628 
meeting re PRAi characteris tics of reactor accident 
radiological risk & characterizations of emergency 
preparedness & risk. 

ROWSQME) F. H. Assistant Director for Technology Review. 83/07/10 
8 pp. 27831:028. 24X Fich e: 50-322) 84/05/04) 8412060709. 


8311030326 Requests FtMA employ svcs of Regional Assistance Committee 
<RAC> to review LILCO Transition Plan *t provide findings & 
determinations to NRC by 031201. 

JORDAN) E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 03/09/15. KRINM) R. W. Federal Emergency 

Management Agency. Ip. 27831:037. 24X Fiche: 50-322) 04/05/04) 

8412060709. 


8^12070102 Presentation entitled) "Documentation Requirements for 
Preapproved Std Nuclear Designs)" presented at 830925-28 
ANS Executive Conference on Single Stage Licensing - 
Technical Aspects in Ph i ladelph ia) PA 
FOX.J. N. , VILLA, R. 


27846 312 


elph i 

General Electric Co. 


83/09/25, 4pp. 


—3412070109 Presentation entitled, "Use of PRA U/Single Stag. LU.n.ln) 
& Standardization. " presented at 830925-20 ANS Executive * 

Conference on Single Stage Licensing - Technical Aspects in 
Ph i 1 ad e 1 p h ia ) PA. Vi eujgr ap h s encl. 

RANEY) T.J. Ebasco Services, Inc. (subs. 

83/09/25. 19pp. 27846:316. 


of Enserch Corp. ). 


—8412070113 
at 030927 
Licensing 
SCHMITZ, R 


Presentation entitled, "Standardization Issues, 
ANS Executive Conference on Single Stage 
- Technical Aspects in Philadelphia, PA. 

. D. Bechtel Carp. 83/09/27. 8 pp. 27846:335. 


presented 


■8412060717 Confirms 831219 telcon re continued FEMA support in review 
of emergency plan. Related info encl. 

JORDAN) E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/12/22. KRIMM. R. W. Federal Emergency 

Management Agency. 2 pp. 27831:038. 24X Fiche: 50-322, 84/05/04, 

8412060/09. 


8412070083 FOIA request for info re discovery of Co-60 release problems 
at facility. 

LONOENECKER, G. Vermont Yankee Decommissioning Alliance. 84/05/02. 
FELTON. J. NRC - No Detailed Affiliation Given, 3pp. 27847:356 
24X Fiche: 50-271. 84/05/02, 8412070083. 


8412070088 Partial response to FOIA request for info re discovery of 
Co~60 release problems at fac ility. Forwards App A documents. 

FELTON) J, M. Division of Rules and Records. 84/06/04. 

LONGENECKER. G. Vermont Yankee Decommissioning Alliance. 2 pp. 
27847:359. 24X Fiche: 50-271 , 84/06/04, 8412070088, 


— 8412070117 Speech entitled, "One-Step Licensing 
830925-28 ANS Executive Conference in Phi lade 
LEWIS, N.D. Washington, State of. 83/09/25. 


» " presented at 
Iphia, PA. 

4pp. 27846:343. 


— 8412070120 Speech entitled, "Early 
830927 ANS Executive Conference 
in Philadelphia, PA. 

CUNNINGHAM, G. H. Office of the E 
16pp. 27846:347. 


Site Permit Process, “ presented at 
on Single-Stage Licensing 

xecutive Legal Director. 83/09/27. 


r R C? C Q ITime H 0 & Q 8DprO 

presented at 830925-28 ANS Executive Conference on Single 
Stage Licensing - Technical Aspects in Ph i 1 ade 1 p h ia, P A. 
PRUSSMAN, S. G. Envirosp here Co. 83/09/25. 25pp. 27847:001. 


—8412070127 Speech presented at 830925-28 ANS Executive Conference on 
Single Stage Licensing - Technical Aspects in Philadelphia, 


PA. 

DRAPER, E. L. Gulf States Utilities Co. 83/09/25. 


5pp. 


8412070095 Discusses low level radioactive emissions from 
bldg roof vents. NRR should evaluate plant operations ui/ 
current unfiltered 8 < unmonitored roof ventilator design. 
Proposed task interface agreement encl. 

STARQSTECKI, R. Division of Project & Resident Programs. 

EISENHUT Division of Licensing. 5pp. 27847:361 24X 

Fiche: 50-271, 84/06/04, B412070088, 


BWR turbine 


83/11/07. 


8412070093 Partial response to FOIA request for three categories of 
documents re single state licensing «: standardized design 
c ertifi cat i ons, Documents listed on app being placed in PDR. 
Forwards documents. Revieu continuing. 

FELTON, J. M. Division of Rules and Records. 83 / 11 / 15 . ADATO, M. 
Union of Concerned Scientists. 3 pp, 27846:287. 


—8309120490 Summary of 830825 meeting w/AlF Standard ization 
re level of design detail required for single-stage 
licensing t</or design cer tif ication. Viewgraphs encl. 
MORAN, D. H. Standardization & Special Projects Branch 
Standardization «< Special Projects Branch. 


Subcommittee 

83/08/31. 

6 pp. 


— 8310070266 TP 83-87 

Paper entitled, "Level of Detail: When Do We Stand Today," 
presented at 830918-21 AIF Conference on Emergency Policies, 
Programs it Issues on Reactor Licensing S< Safety, in New 
Orleans, LA. 

BRADBURY, R. B. Stone & Webster Engineering Corp. 83/09/18. Sod 
27847! f)4S ' ^ ’ 


— 8310070269 TP 83-91 

Paper entitled, "Single-Stage Licensing in Ac tion: Eng ineer- 
Constructors Perspective, " presented at 830925-28 ANS 
Executive Conference on Single-Stage Licensing - Technical 
Aspects, in Philadelphia, PA. 

corp. 


—8412070130 Speech presented at 830926 ANS Executive Conference on 
Single Stage Licensing - Technical Aspects In Ph i lade Iph ia, 

PA. 

ASBELSTINE, J. K. Commissioners. 83/09/26. 17pp. 27847 : 031 . 


8412070148 Staff requirements memo re 830311 briefing on INPD const 
evaluation program. Comml ss i oner s Gilinsktj St Asselstine 
requested that INPD determine which essential elements of 
design should be completed prior to initiation of const. 

CHILK, S. J. Office of the Secretary of the Commission. MS303U. 
83/03/16. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 27847:059. 


8412070098 FOIA request for Lunar Radiation Corp 8t Norland Corp 
licenses. 

GREENWALD, M. K. Nuclear Data, Inc. 84/05/08. SMIDTH, P. Regions, 
Office of Director. Ip. 27848:041. 


8412070105 Responds to FOIA request for Amends 1 through 17 for Licente 
48-13403-01 . Amends 1 through 3 for License 48-13403-02MD it 
License 48-20400-01. 

FELTON, J. M. Division of Rules and Records. 84/05/24. 

OREENWALDi M. K. Nuclear Data, Inc. Ip. 27048:042. 


8104090474 Amend 3 to License 48-13403-02MD for Norland Corp, 
authorizing distribution of sources identified in 
Condition 1 to persons licensed per Section 35, 14. 
DELMEDICO,J. Materials Licensing Branch. 81/03/16, 2pp. 
27848:079. 


—8412070118 License 40-13403-01 for Norland Assoc, Inc, authorizing use of 
1-125 in AECL Models C— 235 & C— 236 for development U callbr 
of bone mineral analyzers. 

BRINKMAN, R. E. Atomic Energy Commission - Deputy Director for Fuels 
it Mat. 69/09/09. Ip. 27848:043. 


—84^070097 Presentation entitled, "Legislative it Administrative 
Control Backf ittlng, " presented at 830925-28 
ANS Executive Conference on Single Stage Licensing - 
Technical Aspects in Ph i ladelph ia, PA. 

HIGGINS, P.C. Atomic Industrial Forum. 83/09/25. 9 pp. 27846:290. 


—0412070099 Pr...,it.tion .ntitl.d, "D.sijn C.rtlf ication. Standardliatio, 
ic Floating Nuclear Plant, " presented at 830927 ANS 
Executive Conference on Technical Aspects of Single Stage 
Licensing in Phi ladelph ia, PA. 

Elactric Carp. 

83/09/27. 13pp, 27846:299. 


'8412070123 Amend 1 to License 48-13403-01 for Norland Assoc, Inc. 
amending Items 1 tt 2 it Subitem 8A. 

BRINKMAN, R. E. Atomic Energy Commission — Deputy Director for Fuels 
«c Mat. 70/07/10. Ip. 27848:044. 


■8412070132 Amend 2 to License 48-13403-01 for Norland Asso c, Inc, adding 
Am-241 as authorized matl to be used in Amersham/Searl e 
Model AMC-25 for development 8< callbr of bone mineral 
analy zers. 

BRINKMAN, R. E. Atomic Energy Commission - Deputy Director for Fuel* 
it Mat. 70/08/28. Ip. 27848:045. 
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—0412070136 Amend 3 to License 48-13403-01 for Norland Assoc. Inc. 
authorizing use of matl by or under supervision of FA Rose. 

LF Perry. R Burkhalter & RH Nord. 

BRINKMAN. R. E. Atomic Energy Commission - Deputy Director for Fuels 
t. Mat. 71/07/23. Ip. 27848:046. 


— 0412070143 Amend 4 to License 48-13403-01 for Norland Instruments, 
authorizing use of 1-125 & Am-241 in AECL Models C-23S & 

C-236 8. Amersham/Searle Model AMC-25 for development, cal ibr 
& demonstration of bone mineral analyzers. 

BRINKMAN, R, E. Atomic Energy Commission - Deputy Director for Fuels 
& Mat. 71/03/06. 3pp. 27848:047. 


—0412070147 Amend 5 to License 48-13403-01 for Norland Instruments, 
authorizing use of matl by or under supervision of FA Rose, 

LF Perry, R Burkhalter or RH Nord. 

BRINKMAN. R. E. Atomic Energy Commission - Deputy Director for Fuels 
ftr Mat. 71/09/09. Ip. 27848:050. 


—0412070152 Amend 6 to License 48-13403-01 for Norland Instruments, 
authorizing use of 1-125 «( Am-241 for development, ass emb ly. 
calibr. demonstration distribution of bone mineral 
analy zers. 

BRINKMAN, R. E. Atomic Energy Commission - Deputy Director for Fuels 
b Mat. 71/11/18. 3pp. 27848:051. 


—0412070158 Amend 7 to License 48-13403-01 for Norland Instruments, 
authorizing use of matl by or under supervision of FR Rose, 

LF Perry, R Burkhalter it RH Nord. 

BRINKMAN. R. E. Atomic Energy Commission - Deputy Director for Fuels 
& Mat. 72/01/04. Ip. 27848:054. 


—8412070162 Amend 8 to License 48-13403-01 for Norland Instruments, 
amending Subitem 7A. 

BRINKMAN. R. E. Atomic Energy Commission - Deputy Director for Fuels 
Mat. 82/12/08. Ip. 27848:055. 


—0412070167 Amend 9 to License 48-13403-01 for Norland Instruments, 
stating byproduct matl shall be used only at stated address. 
Analyzers may also be demonstrated at unspecified sites in 
non-Agreement States. 

BRINKMAN, R. E. Atomic Energy Commission - Deputy Director for Fuels 
Zt Mat. 73/03/14. Ip. 27848:056. 


—0412070172 Amend 10 to License 48-13403-01 for Norland Instruments, 
amending Subitem 8A. 

BRINKMAN, R. E, Atomic Energy Commission - Deputy Director for Fuels 
& Mat. 73/08/31. Ip. 27848:057. 


—0412070178 Amend 11 to License 48-13403-01 for Norland Instruments, 
authorizing use or supervision of use of matl by FA Rose. 

LF Perry, R Burkhalter. RH Nord or TP Ackerman. 

BRINKMAN, R. E. Atomic Energy Commission - Deputy Director for Fuels 
it Mat. 74/01/31. Ip. 27848:058. 


— 8412070235 License 48-13403-02MD for Norland I nstr uments, a uthor i z mg 
use of 1-125 it Am-241 in Models 178 & 189. 

SHUPE,M. W. Materials Licensing Branch. 75/07/23. 2pp 
27B4B: 069. 


— 0412070238 Amend 1 to License 48-13403-02MD for Norland Instruments, 
authorizing use of 1 — 125 Am— 241 in Models 178 & 189. 

SHUPE.M. W Radioisotopes Licensing Branch (Pre 790501). 76/06/03. 

2pp. 27848:071. 

— 8412070242 Amend 2 to License 48-13403-02(10 for Norland Instruments, 
amending Condition 2. 

BASSIN, N. Radioisotopes Licensing Branch iPre 790501). 77/04/21. 

Ip. 27848:073. 

— 8412070268 License 48-20411-01 for Lunar Radiation Cor p . au th or 1 1 ing use 
of Od-153. 1-125 *, Am-241 for Gulf Nuclear Model Gd-1,AECL 
Models C-235 6 C-324 It Amersham Model IMCP2 for research & 
testing of bone mineral analyzers. 

HOLT, B. J. Region 3, Office of Director. 83/09/26. 3pp. 

27848: 081. 


8412070126 FOIA request for SECY-84-013, SECY-84-099. SECY-B4-009 L 
SECY-04-034, 

BELL. N. Nuclear Information & Resource Service. 34/04/02. ( 

of Administration. Ip. 27847:082, 


8412070134 Responds to FOIA request for SECY-B4-013, SECY-84-099, 
SECY-04-009 it SECY-84-034. Forwards four Commission papers, 
FELTON. J. M. Division of Rules and Records. 84/06/01 BELL.N. 
Nuclear Information & Resource Service. Ip. 27847:083. 


— 8401310036 SECY-B4-013 

Recommends that Commission approve issuance of staff 
positions stemming from proposed resolution of Unresolved 
Safety Issues A-3, A-4 it A-5 to PWR licensees it applicants, 
Implementation of positions or alternatives 8* SRP rev. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/01/11. 27pp. 27847:089. 


— 8403080445 SECY-84-099 

Requests consent to mod of schedule requested by Commission 
for preparation of staff guidance on pressurized thermal 
shock plant-specific analy ses. Schedule inconsistent uj/staff 
schedule for resolution of Unresolved Safety Issue A-49. 
DIRCKS, W J. Office of the Executive Director for Operations. 
84/02/29. 4pp. 27847: 120. 


8412070100 FOIA request for all documents on util & f ac i I i ty , mat 1 s 
re regional assistance committee review of util transition 
plan for offsite response to radiological emergency 8< matls 
re NJ Palladino 840320 memo. 

BELAIR/R.R- Kirkpatrick it Lockhart. DELAIR, R. R. Suffolk County, 
NY. 84/04/04. Office of Administration. 3pp. 27848:084. 24X 
Fiche: 50-322. 84/04/04. 8412070180. 


— S412070193 Amend 12 to License 48-13403-01 for Norland Instruments, 
authorizing use of 1-125 & Am-241 in AECL Models C-235 & 

C-236 Amersham/Searle Model AMC-25 for demonstration it use 
of bone mineral analyzers. 

BUCHANAN, C. R, Atomic Energy Commission - Deputy Director for Fuels 
& Mart. 74/03/28, 3pp. 27848:059. 


“8412070200 Amend 13 to License 48-13403-01 for Norland Instruments, 
amending Condition 10 to state matl shall be used only at 
unspecified sites in non-Agreement States. 

BASSIN. N. Materials Licensing Branch. 75/08/13. Ip. 27848:062. 


“8412070211 Amend 14 to License 48-13403-01 for Norland Instruments, 
authorizing use of 1-125 in AECL Models C-235 it C-236. Union 
Carbide Model 100869 It Amersham/Sear le Models IMC-129. 
lMC-4040 it IMC-4052. 

BASSIN. N. Radioisotopes Licensing Branch (Pre 790501), 77/04/21. 

Ip. 27348:063. 

— 8412070223 Amend 15 to License 48-13403-01 for Norland Irrtf^uments. 
authorizing use of 1-125 it Am-241 for possession, storage 8< 
use in RLD, mfg, testing it demonstration of bone scanner 
devices. 

GUINN. P.R. Materials Licensing Branch. 01/04/29. 3pp. 

27048: 064. 


—8412070226 Amend 16 to License 48-13403-01 for Norland Instruments, 
authorizing use of matl by or under supervision of RH Nord. 

P Swander it F Rosa. 

* Materials Licensing Branch. 81/10/26. ip. 27848:067. 


—8412070231 Amend 17 to License 48-13403-01 for Norland Instruments, 
authorizing use of Gd— 153 for mfg. R8<D. testing & 
demonstration of bone scanner devices. 

HICKEY, J. W. Materials Licensing Branch, 83/06/01. ip. 

27848: 060, 


8412070188 Second partial response to FOIA request for documents re 
review of amends authorizing revs to Tech Specs to allow 
operation w/one recirculation loop out of svc. Documents 
available in PDR. 

FELTON. J. M. Division of Rules and Records, 84/04/04. BELL, N. 
Nuclear Information & Resource Service. 5pp. 27847:124. 24X 

Fiche: 50-000, 84/04/04, 8412070188, 


— 8112110282 Forwards safety evaluation permitting facility to operate 
on single loop w/up to 507. power. Multi-plant Item E-04 
comp 1 ete. 

SPEIS, T. P. Assistant Director for Reactor Safety, 81/11/19. 
NOVAK, T. M. Assistant Director for Operating Reactors. lOpp- 
27847:131, 24X Fi che : 50-000, 84/04/04, 8412070188. 


-8306150618 Agrees that single loop operation up to 507. power on 
permanent basis can be approved under SER conditions it 
w/limits on decay ratio. Drowns Ferry should not be excluded 
from generic approval. « 

SHERON, B. W. Reactor Systems Branch, 83/06/03, VASSALLO, D. B. 




8412070206 Advises that proposed method to determine operating margins 

for flux noise it core plate delta noise during single loop 
operation gives sufficient conservation to satisfy util 
concerns. Method acceptable. 

SPEIS, T. P. Assistant Director for Reactor Safety. TAG 42418. 
82/06/08. NOVAK, T. M. Assistant Director for Operating Reactors. 
2pp. 27847:141. 24X Fich e: 50-000, 84/04/04. 8412070108. 


8412070189 Further response to FOIA request for three categories of 
records re util it fac i 1 ity. Forwards App I it J documents. 

Documents also available in PDR. App K documents withheld 
(ref FOIA Exemptions 5 U 10). 

FELTON, J. M. Division of Rules and Records. 84/05/23. BELAIR, R. R. 
Kirkpatrick i>. Lockhart. 13pp. 27848:087. 24X Fi che : 50-322. 

84/05/23. B412070189. 
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--e3lll00147 Requests info re licensing requ irements/ lac k of commerical 
experience of operating staff 

GILINSKY, V. Commissioners. 83/10/lB DIRCKS, W J Office of the 
Executive Director for Operations. 3pp 27840:148 24X 

Fiche. 50-322i 84/05/23, 8412070189 


—0311110146 Ack receipt of 631004 Itr re emergency plan. Since adequacy 
of plan is issue now pending before ASLB, Commi s s i on response 
impossible EDO will advise of NRC position. 

PALLADINO, N. J. Commissioners. 83/10/25. CUDHO. M. M New York, 
State of Ip. 67041:256. 24X Fiche- 50-322, 84/05/23, 84 12070189. 


—8406110368 Forwards trip rept for seismic qualification review plant 
site, audit on 840117-20 re mechanical & electrical 
eqy i p men t . 

MARTIN, R E, Licensing Branch 2. 84/05/30 Licensing Branch 2. 

. 10 pp. 27848- 163. 24X Fiche 50-322, 84/05/23, 8412070189. 


8406110384 Handwritten request for comments on NJ Palladino 831229 memo 
re federal assistance u/emergency planning. 

WEISS, B. NRC - No Detailed Affiliation Given. 84/01/04. 

WINKLE, J. Federal Emergency Management Agency. ip 27S4S- 162 
24X Fiche: 50-322, 84/05/23, 8412070189. 


-8412070212 Agrees that Commission should not stop evidentiary 
disposition procedure which ASLB appears ready to adopt. 
Suggests addition of end paragraph in Ofc of General 
Counsel response re procedure. 

PALLADINO, N. J. Commissioners. 82 / 11 / 18 , GILINSKY, AHEARNE, 
ROBERTS Commissioners. 4pp. 27848:100. 24X 

Fiche; 50-322, 84/05/23, 8412070189. 


8412070251 Expresses apposition to issuance of interim license for 
activation of facil ity. Potential for disaster St resulting 
human cost far outweigh benefi ts. Urges responsible action 
to oppose operation y/o oversight of NRC. 

LORUSSO, J Affiliation Not Assigned B3/01/OS PALLADINO, N 
27848:104, 24X Fi c h e: 50-322, 84/05/23, 


—8412070257 Expresses opposition to util hearings being moved to State 
of MD. Practical & safety features of plant make proper 
protection dubious. 

LASCELLE, K. E. Affiliation Not Assigned. 82/01/05. PALLADINO, N J 
8412070189 "^’'*' 24X Fiche: 50-322, 04/05/23, 


—8412070296 Responds to 820105 request that public hearings be conducted 
in Suffolk County, NY. Hearings were moved to Washlngton,^DC 
only for 821012-1231 due to ASLB work on hearings & other 
matters. 

HAMMERER, C Office of Congressional Affairs, 83/02/10. 

LASCELLE, K. E. Affiliation Not Assigned. Ip, 27848- 109 

Fiche; 50 - 322 , 84 / 05 / 23 , 8412070189 . 


24X 


—8412070373 Responds to 840104 request that NRC hearings re 
be conducted in Suffolk County. NY. Hearings moved to 
Washington, DC only for 841012-1231 to allow ASLB to work 
hearing other matters in ofc. 

^ Congressional Affairs. 83/01/19 

MRAZEK, R. J. House of Rep. 2pp. 27848:110 24X 

Fiche: 50-322,84/05/23, 8412070189 


facility 

on 


on consideration of license 
application be conducted on Long Island, preferab lu in 
Suffolk County. Related info end. 

3 ,=:.= St B3/01/04. PALLADINO, N. Commissioners. 

2pp. 27848:112. 24X Fiche: 50-322, 84/05/23, 8412070189. 


—8412070378 Forwards two sets of questions ^ answers which may be 
relevant to listed Udall hearing issues. 

Office of the Executive Director for Operations. 

?■- GOLDSMITH.R., MILHOAN. J. NRC - No Detailed 

SAlBO^oIer 24X Fiche: 50-322, 84/05/23, 


Advises that FEMA contacted officials of State of NY I, 
Suffolk County offering to hold meeting re precise nature 
of differences on offsite emergency planning issues FEMA 
received no response from state or county. 

Office of the Executive Director for Operations. 
83/08/01, PALLADINO Commissioners. Ip 27848- 128 24X 

Fiche. 50 - 322 , 84 / 05 / 23 , 8412070189 . 


-8412070392 Responds to 830i07 Ur forwarding correspondenoe from 
H Jaffe of Freeport, NY. RB Minogue responded to H Jaffe Itr 
on 840623, Response end. 

HAMMERER, C Office of Congressional Affairs. 83/06/29 LENT.NF 
House of Rep. 2pp. 27840:129. 24X Fi c h e : 50-322, 84/05/23, 

8^120/0 ISt. 


—8412070400 Forwards H Jaffe 830603 Itr re misinformation on matter, of 
safety emergency planning & other basic fac ts. Response 


requested . 

LENT, N. F. House of Rep. 
Affiliation Given. Ip. 
8412070189. 


83/06/07. 
27848: 131. 


COMBS, F. NRC - No Detailed 
24X Fiche: 50-322, 84/05/23, 


—8412070405 Forwards FR Jones 830601 Itr as example of how 
misinformation permeates community. NRC should Institute 
public educational program to provide definitive info on 
matters of safety it emergency planning. 

JAFFE, H, Affiliation Not Assigned. 83/06/03. PALLADINO, N 
Commissioners. 2pp. 27848:132. 24X Fic h e : 50-322, 84/05/23^ 


8412070411 Forwards background info 
Gilinsky trip, 

TRINERiE. G. Division of Budget it 
Commissioners. 5pp. 27848- 134 
8412070189. 


on facility for Commissioner 

Analysis. 83/09/20. SHOWMAN, B. 
24X Fiche: 50-322, 84/05/23, 


8412070415 Responds to inquiry on status of 830324 request on behalf 
of several constituents re f ac i 1 i ty . Copy of 830420 response 
end. W/o end, 

HAMMERER, C. Office of Congressional Affairs. 03/09/23. LENT,N 
House of Rep. Ip. 27848:139. 24X Fic h e : 50-322, 84/05/23, 


—8412070420 Requests response to 830324 Itr re three Itrs from 
constituents. Original Itr of 830324 & constituent Itrs end 
W/o end. 

LENT, N. F. House of Rep. 83/09/01. HAMMERER, C. Office of 

Affairs. Ip. 27848:140. 24X Fic he; 50-322, 84/05/23, 


—8412070425 Ack receipt of Itr on behalf of constituents expressing 
concern re licensing of fac i lity. Prepared statement of 
W Dircks testimony before Congress ional subcommitee re 
emergency preparedness requirements end. W/o end. 

HAMMERER, C. Office of Congressional Affairs. 83/04/20 LENT, N 
House of Rep. 3pp. 27848:141. 24X Fiche: 50-322, 84/05/23, 

8412070189. 


8412070430 Forwards three Itrs from constituents re fac 11 i ty, Resaonie 
requested, 

LENT, N. F. House of Rep. 83/03/24. HAMMERER, C. Office of 
Congressional Affairs. 4pp. 27848:144. 24X Fiche: 50-322, 

84/05/23, 8412070189. 


—0412070437 Ack receipt of 831027 Itr responding to Governor Cuomo vieut 
on emergency plan proposed for Suffolk County by util. 

PALOMINO, F. New York, State of. 83/11/15. DIRCKS, W. J. Office of 
the Executive Director for Operations, Ip. 27848- 152. 24X 
Fiche: 50-322, 84/05/23, 8412070189. 


8412070440 Forwards Itr to Governor Cuomo ack receipt of 831004 Itr ri 
facility. 

PALLADINO, N. J. Commissioners. 83/10/26. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners. Ip. 27848: 153. 24X 

Fiche; 50-322, 84/05/23, 8412070189. 


—8412070379 Requests staff contact FEMA & explore possibility of F 
undertaking discussions re precise nature of party 
offsite emergency planning issues. 

PALLADINO, N, J. Commissioners. 83/03/17. DIRCKS, W. J. Office 
**.^* 0 *^'^*'*'^® Director for Operations. 4pp. 2784B- 123 24X 

Fiche: 50-322, 84/05/23, 8412070189. 


■8412070443 Ack receipt of 831004 Itr re emergency plan. Issue of 
adequacy of plan pending before ASLB. Commi ss ion will respond 
only in context of adjudication. 

PALLADINO, N. J. Commissioners. 83/10/25. CUOMO. M. M. New York, 
State of. ip. 27848:154. 24X Fiche: 50-322, 84/05/23, 8412070189. 


—8412070382 Informs of H Brown 830629 telcon informing that Suffo 
County will file motion requesting that Commission^defer 
question on low power authorization 
^ uishes to file brief on question. 
Commissioners. 83/06/29. Commissioners. Ip 
27848:127. 24X Fiche ; 50-322, 84/05/23. B412070189. ^ 


-8412070444 Forwards AE Kahn 831123 Itr to editor in response to seriet 
of articles on Shorehan Commission activities. 

DIRCKS, W. J. Office of the Executive Director for Operations, 
83/12/02. PALLADINO. GILINSKY, ROBERTS Commissioners. 4pp. 
27848:158. 24X Fiche; 50-322, 84/05/23, 8412070189. 


8412070450 Forwards NRC monthly licensing rept for Feb 1984. W/o end. 
DIRCKS, W.J. Commissioners. 84/03/09. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 27848:173. 24X Fiche: 50-322, 

84/05/23, 8412070189. 
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— 8412070453 Foriiiards NRC monthly licensing rept for Feb 1984. 
DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
84/03/03. DIRCKSiW. J. Office of the Executive Director for 
Operations. 16pp. 27048:174. 24X Fiche: 50-322* 84/05/23, 

841 2070189. 


0412070460 Expresses concerns & comments on Commission 840320 memo re 

licensing delays. Commis sion must adhere strictly to 
requirements of Administrative Procedure Act. 

MARKEY. E. J. House of Rep.* Interior & Insular Affairs. 84/03/28. 
PALLADIND* N. J. Commissioners. 4pp. 27848:190. 24X 

Fiche: 50-322. 84/03/23* 8412070189. 


— 0412Q7O46B Requests Commission reaction to Ofc of General Counsel 
paper discussing possible approaches to expediting remaining 
hearings on loui power. Comments requested by 840409. ASLE 
draft order Ce working paper end. 

PAL.LADINO, N. J. Commissioners. 84/04/04. GILINSKY, ROBERTS* 
ASSELSTINE Commissioners. 34pp. 27848:194. 24X 

Fiche: 50-322. 84/03/23. 8412070189. 


8412070477 Third partial response to FQIA request for documents re 
application of Sholly amend to TMI-1 steam generator OL 
amend. Forwards App A d ocumonts. App B documents in PDR. App C 
documents withheld (ref FOIA Exemption 3). 

FELTON* J, M, Division of Rules and Records. 84/05/02. BELL. N. 
Nuclaar Information & Resource Service. 8pp. 27847:219. 24X 

Ficha: 30-209* 84/05/02, 8412070477. 


--8412070407 Advises that Ofc of General Counsel comments on SECY-83-16 
being transmitted to OELD informally. 

BLUMEiH. B. Office of the General Counsel. 93/01/21. CHILK.S. J. 
Office of the Secretary of the Commission. Ip. 27847:227. 


—8412070496 Forwards excerpts from legislative repts & FR notices 
relevant to statute* rules & preliminary notice of NSHC re 
Tf1I-l steam generator amend, per 831208 request. 

BLUME.M. Office of the General Counsel. 83/12/12 PALLADINO* 
GILINSKY, ROBERTS Commissioners. SSpp. 27847:228. 24X 

Fiche: 30-289* 84/05/02. 8412070477. 


— B412O70499 Requests assistance in providing relevant matls evidencing 
Commission commitments to Congress on Sholly regulations 8< 

TMI— 1 steam generator amends. 

MAL.SCH. M. G. Office of the General Counsel. 83/12/19. OLMSTEAD* W. 

Office of the Executive Legal Director. KAMMERER, C. Office of 
Congressional Affairs. Ip. 27847:311. 24X Fiche: 50 — 289* 84/05/02* 

8412070477. 


—8412070502 Forwards background matls on Sholly amend per 831213 
T equest, sup p 1 ement ing response to 931208 request. 

NALSCH, M. C. Office of the General Counsel. 83/12/30. PALLADINO* 
GILINSKY* ROBERTS Commissioners. 41pp. 27847:312. 24X 

Fiche: 30-289, 84/03/02, 8412070477. 


5412120072 Fifth partial response to FOIA request for six categories of 
info re application of Sholly Amend to consideration of 
TMI-1 steam generator OL amend. Forwards documents listed in 
ap p. Documents also available in PDR. 

FELTON, J.H. License Fee Management Branch. 84/06/06. BELL, N. 
Nuclear Information it Resource Service. 2pp. 27940:271. 24X 

Fiche: 30-000,84/06/06, B412120072. 


— 8211230529 Discusses temporary operating licensing authority & Sholly 
amend . Prop osed regulation will have little impact on 
activities of ASLAPj however* confusion & disruption may 
occur* resulting in delay of proceedings. 

COTTER* B.P. Atomic Safety and Licensing Board Panel. 82/09/10. 
CUNNINGHAM, G. Office of the Executive Legal Director. 2pp. 
27940:276. 


8412120105 Final response to FOIA request for NUREG-0862 investigation 
Forwards App A doc ucnents. Port! ons of listed App A documents 
completely & partially withheld (ref FOIA Exemption 5). 

Documents also available in PDR. 

FELTON* J, M. Office of Administration 84/06/04 REYNOLDS, J 
Center for Lau in the Public Interest. 6pp. 27938:001. 24X 

Fiche: 50-275, 84/06/04, 8412120105. 


— 8112090473 Forwards draft of "Preliminary Rept, Seismic Rever if i cat i on 
Program, " prepared by RL Cloud Assoc iate s* Inc . 

CRANE* P A. Pacific Gas L Electric Co 81/ll/lB. ENGELKEN, R. H, 
Region 5* San Francisco* Office of the Director (Bl/03/01). Ip. 
27939' 183 24X Fich e . 50-275, 84/06/04. 8412120105. 


— 8412120164 Forwards addl matl re design interface review of seismic 
reverif ication program. 

CLOUD, R.L. Robert L, Cloud Associates, Inc 81/12/16. 
FAULKENBERRY, D. Region 5* Office of Director. 450pp. 27938:007. 

24X Fiche 50-275*84/06/04,8412120105. 


— 8412120183 Forwards portions of RY Bettinger notes from 811105-06 13 

meetings re Cloud verification program. 

CRANE, P, A. Pacific Oas 8t Electric Co. 82/01/11. ENGELKEN, R. H. 
Region 5* Office of Director. 4pp. 27939: 179. 24X 

Fiche: 30-275, 84/06/04*8412120105 


— 8412120198 Draft preliminary rept of Project 105-4. “Seismic 
Reverification Program “ 

Robert L, Cloud Associates, Inc. 0666. 01/11/12. BOpp. 

27939:184. 24X Fich e : 50-275, 84/06/04, 8412120105. 


— 8412120206 Forwards review of RL Cloud Assoc, Inc final draft of 
“Preliminary Rept.Seismic Reverif ication Program." 

JOHNSON* P H. Region 5, Office of Director. 82/01/21. BISHOP* T.W, 
Region 5, Office of Director. 93pp. 27939:261. 24X 

Fiche: 50-273. 84/06/04, 8412120105. 


— 8412120218 Informs that completion of Phase I of design reverif ication 
program expected by 020201. Comments should be provided to 
PGiiE as early as possible to coordinate plan between 
Region 5, NRR & IE to follow aspects of Commission plan. 

ENGELKEN. R, H. Region 5, Office of Director, 81/12/31. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. Upp- 
27939-355 24X Fiche: 50-275, 84/06/04* 8412120105. 

— 8412120230 Forwards further Commissioner Palladino remarks re facility 
enforcement matter. 

REAMER* C. W. Commissioners, 82/03/02. MANNING* B. , GIBBON* T.* 
HARDING, V, NRC - No Detailed Affiliation Given. 2pp. 27940:004. 
24X Fiche; 50-275, 84/06/04, 8412120105. 


— 8412120235 Submits review of investigation reported in NURE0-0B62. 
which consisted of one phase re testimony of PG&E employees, 

RL Cloud employees & AB Norton* atty to PGStE it second phase 
re PO«<E comment on RL Cloud draft submittals. 

CUMMINGS, J J Office of Inspector & Auditor. S4/06/04, PALLADINO 
Commissioners. 6pp. pp. 27940:006. 24X Fiche: 50-275, 84/06/04, 

8412120105. 


— 841212024S Marked-up sanitized transcript of 811222 closed meeting in 
Wash ington* DC re Exemption 5 briefing on investigation 
proposed enforcement action. Pp 1-126. 

* Commissioners. 81/12/22. 27pp. 27940:012, 24X 

Fiche: 50-275, 84/06/04, 8412120105. 


8412120110 Further response to FOIA request for records re plant, per 
840413 telcon. Documents listed in App A mailed on 840426. 

FELTON, J. M. Division of Rules and Records. 84/05/02. ZACK, A. M. 
Barris* Sott, Denn it Driker. 3pp. 27941:178. 


— SA12120091 Advises that answers to 840114 question re reactor licensing 
delays over past several yrs will not be available by B30121 
as requested. Response must be compiled it reviewed by senior 
staff it Commission before being released. 

KAMMERER* C. Office of Congressional Affairs. 83/01/19, 

□TTINGER* R, L, House of Rep. Ip. 27940:278, 


—84124.20095 Forwards Sholly statistics for info. 

REHM, T. A. Office of the Executive Director for Operations. 
83/12/09. REAMER, C, W. , MANNING, W. , DAVIS. P. Commissioners. Ip. 
27940: 279. 


8412120118 FOIA request for all contracts awarded under small business 
innovation research program abstracts of 1983 Phase I 
awards. 

HAMILTON* F. C. Texas Commerce Investment Co, 84/04/16. FELTON* J. M. 
Division of Rules and Records. Ip. 27941: 163. 


8412120124 Responds to FOIA request for list of all contracts awarded 
under small business innovation research program it abstracts 
of 1983 Phase I awards. Documents listed in end app 

FELTON* J. M. Division of Rules and Records. 84/05/03. HAMILTON, F. C. 
Texas Commerce Investment Co. 14pp. 27941:164. 


—8412120102 Forwards table indicating low level of public interest & 
comments on proposed amends issued pursuant to "Sholly. " 
Statistics cover 830506-1122. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
93/12/07. DIRCKS, W. J, Office of the Executive Director for 
□ paratlons. 2pp, 27940:280, 24X Fiche: 50-000* 84/06/06, 

9412120072. 


8412120148 Responds to FOIA request for copy of license it 
documents for Applied Health Physics, Bethel Park.PA. 
Documents available in PDR. 

FELTON* J. M. Division of Rules and Records, 84/06/25. 
Standard Nuclear Consultants* Ltd, Ip. 27940:269, 


supporting 
MIKOWSKIi J. 
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8412120154 FDIA reciuest for license supporting documents for Applied 
Health Ph gs ic s, Beth el Park, PA. 

MIKOWSKI.J Standard Nuclear Consultants. Ltd. 84/06/12. Region 
1. Office of Director. Ip. 27940:270 


request for documents re 840516 or 17 meeting between 
ASLB & NRC regional admin i s tr a tor s in Albuquerque, NM. 

WEISS, E.R, Union of Concerned Scientists. 84/06/01. FELTON, J 
Division of Rules and Records. Ip. 27940:259. 


8412120156 FOIA request for documents re imposition or non i mp os i tion 
of countervailing or antidumping duties on articles imported 
by NRC or others. 

BUSBY. D. Busby, Rehm 4, Leonard. 84/04/03. FELTON, J. M Division of 
Rules and Records. Ip. 27941:161. 


8412120178 FOIA request on behalf of LILCO for all records produced 6 
available to Suffolk County by NRC on or about 840404. 

BOWE. J. F Hunton Zt Williams. 84/04/27. GRIMSLEY, D. H. NRC - No 
Detailed Affiliation Given. 3pp. 27941 313 24X 

Fiche 50-322. 84/04/27, 8412120178. 


S412120161 FOIA request for documents re precursors to main generator 
failures for placement in PDR. 

CONNER, L. Doc-Search Associates. 84/03/22. Division of Rules and 
Records. Ip. 27940:282 


8412120163 Responds to FOIA request for documents re imposition or 
nonifflpos i tion of countervailing or antidumping duties on 
articles imported by NRC or others. Records not located in 
files. 

FELTON, J. M. Division of Rules and Records. 84/05/04. BUSBY, D. 
Busby, Rehm it Leonard. ip. 27941:162, 


8412120179 Responds to FOIA request for documents re 840516 or 17 
meeting between NRC regional admini strators ASLB in 
Albuquerque. NM. Meetings never took place. 

FELTON. U. M. Division of Rules and Records. 84/06/19. WEISS, ER 
Union of Concerned Scientists. Ip. 27940:260 


Responds to FOIA request for copies of NUREO/CR-06BO. 
NUREG/CR-030S 8, NUREG/CR—1 759. Documents available in PDR. 

Request for fee waiver denied. 

FELTON, U. M. Division of Rules and Records. 84/05/04, GOLDSMITH, A 
Massachusetts Nuclear Referendum Committee. Ip. 27941:160. 


8412120165 FOIA requests for correspondence between NRC St SA Huber 
Consultants. Lixi, Inc St TDX from 831201 to present 
GROSSMAN, L. Lixiscope of America, Inc. 84/05/10, -MILLER, V.L. 
Materials Licensing Branch. Ip. 27952:249. 


8412120170 Responds to FOIA request for documents between NRC St 
SA Huber Consultants, Li xi , Inc & TDX from 831201 to present. 
Forwards App A documents. TDX not NRC licensee & no 
correspondence u/SA Huber exists since 831201. 

FELTON, J, M. Division of Rules and Records. 84/06/19. GROSSMAN, L 
Lixiscope of America, Inc. 2pp. 27952:250. 


—8412120176 Responds to 831114 Itr re use of new isotope by 
customers, Requests addl consideration re Lixiscope sourc 
head, carrying case containing labeled Lixiscope head «< 
source protection when stored or transported. 

SAVINI.RJ. LIXI, Inc. 15908. 83/12/14, HICKEY, J W. 

Licensing Branch. 5pp. 27952:252. 


existing 

e 


Materials 


-8412120185 Forwards Amend 10, renewing License 12-18215-01 
of tellurium unauthorixed since sources not registered 
w/NRC. Request that cases containing Lixiscopes not be 
labeled not authorized. 

HICKEY. J. W. Materials Licensing Branch. 15908. 84/01/24 

SAVINI.R. J. LIXI, Inc. Ip. 27952:257, 


Distribution 


—8412120188 Amend 10 to License 12-18215-01 for Lixi, Inc, authorizing usi 
of matl u/Atomic I4umbers 3-83, inclusive, 500 mCi Am-241 for ^ 

R&D of imaging devices & 650 mCi 1-125 for storage, use & 
possession. 

Materials Licensing Branch. 84/01/25. 3pp. 

2/t352' S58i 


8412120184 Partial response to FOIA request for five categories of 
records re FOIA request by R Blair on behalf of Suffolk 
County & plant. Categories one, two & three of request 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/14 BOWE, J F 
Hunton & Williams. Ip. 27941.316. 24X Fi che: 50-322^ 84/05/14i ‘ 






Accident Sequence Info. 

SHOLLY, S. C. Union of Concerned Scientists. 
FELTON, J. M. Division of Rules and Records 
Fiche: 50-352, 84/04/30, 8412120186. 






FIN A-630I. 04/04/30. 

Ip. 27940:094. 24X 


request for Contract GS OOC 03481 from Page 22 of 
830921 Commerce Business Daily & mod s . Add i t i on of DATAGATE, 

Inc to list to receive future solicitations re Hewlett 
Packard equipment requested. 

UBLASI.J. M. Datagate, Inc. 84/05/15. Division of Contracts, tp. 
27941 : 04‘9 ' 


8412120193 Partial response to FOIA request for NUREG/CR-330li "Catalog 
of PRA Dominant Accident Sequence Info. '* Forwards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld (ref FOIA Exemption 4). 

FELTON, U. M. Division of Rules and Records. 84/06/05. SHOLLY, S 
Union of Concerned Scientists. 2pp. 27948:095. 24X 

Fiche- 50-000, 84/06/05, 8412120193. 


8412120221 App of PRA results for BWR plants. 

* NRC - No Detailed Affiliation Given. 84/06/05. 900pp. 

27948:097. 24X Fiche: 50-000, 84/06/05, 8412120193. 


®^^2120192 Advises that 830913 request for use of Te-125 source in 
Lixiscope not approved because Matl Certification & 

Procedures Branch did not receive evaluate or approve matl 
for licensing purposes. 

Materials Licensing Branch. 15909. 84/02/10. 

SAVINI,R. LIXI. Inc. 2pp. 27952:261. 


B412120197 Advises that application fee will 
considerable time spent reviewing amend to 
12-18215-01 prior to withdrawal. 

JACKSON, G. License Fee Management Branch. 
LIXI, Inc. Ip. 27952:263. 


not be refunded due to 
License 

84/02/14. SAVINI.R. J. 


8412120171 FOIA request fo 
NUREG/CR-1759. 

Massachusetts Nuclear Referendum Committee 
NRC - No Detailed Affiliation Given. Ip. 27941:159. 


copies of NUREG/CR-06eO,NUREG/CR-0308 S: 

84/04/20 


8412120172 Sixth partial response to FOIA request for six categories 

OL senerator 

OL amend. Documents listed in app available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/19, BELL.N. 
Nuclear Information ft Resource Service. 2pp 27940*261 pav 
F iche: 50-289, 84/06/19, B412120172. 24X 


8412120194 Further response to FOIA request for documents re plant. 
Documents in Apps A & B available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/05/11, YOON, M. , 
CLARK, L. Government Accountability Project. 3pp. 27941:317. 


— 8412120202 Forwards Palladino memo indicating Bechtel acceptable tc 
perform independent mgt review & provide addl svcs as co- 
manager of project. 

KEPPLER.J. G. Region 3, Office of Director. 83/02/23. 

DICKHONER, W. H. Cincinnati Gas & Electric Co. Ip. 27941:320. 


8412120199 Responds to FOIA request for NRC Purchase Order 08-83-1774 
referenced on Page 22 of 830921 Commerce Business Daily. 

FELTON, J. M. Division of Rules and Records. 84/05/24. UBLASI,J. M. 
Datagate, Inc. Ip. 27941:050. 


8412120204 Further response to FOIA request for documents re problems 
encountered by Arizona Public Svc Co during hot functional 
testing during Summer 1933. Documents listed in App A in PDR. 
Documents in App B withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/12. BERNABEI, L 
Government Accountability Project. 4pp, 27951:076. 24X 

Fiche; 50-528, 84/06/12, 8412120204. 


K documents re precursors to ma 

generator failures to be placed in PDR. End technical 

in PDR*^°" transformer failures available 

CONNOR, L, 

aSSilMlrS. "■ 2«!< Fiche: 50-338,84/05/08, 


8404110140 Requests addl info re pressure & thermal transients Sc 
reduced clearances in snubbers. Info on nozzle structural 
integrity w/o thermal liner & safety of reduced clearances 
also requested. 

BaSNAK,R. J. Mechanical Engineering Branch, 84/03/28. KNIGHTON,?. 

Licensing Branch 3. 2pp. 27951:084. 24X Fiche: 50-528. 84/06/12. 

8412120204. 
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—0412120216 CEN-271 (V)-NP 

"Interim Rept on Palo Verde Nuclear Generating Station 
Reactor Coolant Pumps." 

* Combustion Engineering, Inc. 84/01/31. 175pp. 27951:297. 24X 

Flche: 50-528. 04 / 06 / 12. 0412120204. 


8412120210 Add I response to FOIA request for documents re NRC-sponsored 
program at Sandia Natl Labs concerning classification of 
safety— related eciuipment & RM Bernero trips to Japan & 

Ta lufan. Foruiarda listed documents. 

FELTON, J. M. Division of Rules and Records. 84/05/23. SHOLLY, S. C. 
Union of Concerned Scientists. Ip 27941:054. 


— 8403020430 Discusses 330923-27 visit to Taipei, Taiwan to provide 
technical assistance re PRA. Notes prepared by Taipower for 
030923 meeting end, 

BERNERO, R. M. Accident Source Term Program Office. 83/10/20. 
SPEI8, T. P. Division of Safety Technology. 47pp. 27941:056. 


— 8412120222 "SRV Blow Down Test Radiation S< Airborne Monitoring Rept. 
* Taiwan Power Co 84/05/23. 38pp. 27941:103. 


— 0412120229 "First Nuclear Power Station Operation Experience." 
LIN, E. Taiwan Power Co. 84/05/23. llpp- 27941:141. 


8412120212 FOIA request for three categories of documents re Kerr-McGee 
Cushing facility. 

BARNES, C. Affiliation Not Assigned. 84/04/14. FELTON, J. M. 

Division of Rules and Records. 4pp. 27940:041. 


— 8412120300 Forwards reinsp rept re licensee criticality prevention 
program Z review of evaluations made to determine 
reportab 1 1 ity of 650623 fire & explosion at Cushing. No items 
of noncompliance noted in prevention program. 

WOOLSEY, R. T. Atomic Energy Commission. 65/10/01, PAGE, R. G. 
Atomic Energy Commission. 3pp. 27940:074. 


— 8412120306 Forwards insp rept on 650908 re nuclear safety. Rept 
supplements 650908 rept covering radiological safety 
DUBINSK.I,L. Atomic Energy Commission. 65/10/11 PAGE, R G. 
Atomic Energy Commission. Ip. 27940:077. 


— 8412120326 Part 70 insp rept on 650908. No noncompliance noted. Areas 
inspec ted : scrap reprocessing area of plant. UF6 conversion 
area $. storage areas & inventory &• transfer records 
CROCKER. H.W. Atomic Energy Commission. 65/10/01. 3pp. 

27940. 078. 


— 8412120334 Comments on rept re 650908 insp re passible exposure of 
employees involved in 650623 explosion incident. Licensee 
should be requested to take further action to establish 
extent of possible internal exposures. 

DUBINSKI.L. Atomic Energy Commission. 65/10/12 PAGE, R. G 

Atomic Energy Commission. Ip. 27940:081, 

— 8412120349 Forwards insp rept on 650908 re criticality. Rept supplements 
rept issued on 651006. 

DUBINSKI.L Atomic Energy Commission. 65/10/11. PAGE, R. G. 

Atomic Energy Commission. Ip. 27940:082. 


0412120217 FOIA request for transcripts of Commission meetings since 
030910 re TMI-1 r estar t, i nc 1 ud Ing 840124 & 26 closed 
meetings. 

DETJEN, J, , FITZGERALD, S. Philadelphia Inquirer, Philadelphia, PA. 
04/02/10. FELTON, U. M. Division of Rules and Records. Ip. 
27941:157. 24X Fiche: 50-209, 84/02/10, B412120217. 


8412120224 FOIA request for transcripts of all NRC closed meetings 
since 830510 re restart of TMI-1. Specif ically requests 
transcripts of 840124 h 26 meetings. 

DETJEN, J. , FITZOERALD, S, Philadelphia Inquirer, Philadelp hia, PA, 
04/02/10. FELTON, J. M. Division of Rules and Records. Ip. 
27943:251. 24X FI che: S0-2B9, 84/02/10, 0412120224. 


0412120225 Further response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing facility. App A documents 
end. Portion of Document 57 re compliance insp rept withheld 
(ref FOIA Exemption 6). 

FELTON, J. M, Division of Rules and Records. 84/05/30. BARNES, C. 
Kerr-McOee Carp, 6pp. 27940:046. 


8412120225 Further response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing facility. App A documents 
end. Portion of Document 57 re compliance insp rept withheld 
(ref FOIA Exemption 6). 

FELTON, J. M. Division of Rules and Records, 84/05/30. BARNES, C. 
Affiliation Not Assigned. 6pp. 27940:046. 


— 0412120250 Forwards 660729 memo from Region IV, setting forth results 
from closeout survey of Cushing, OK facility. m a a 

0QY< 0. W. Atomic Energy Commission. 66/08/08. NUSSBAUMER, R. A. 
Atomic Energy Commission. 2pp. 27940:052. 


— 8412120356 Forwards prelicense insp on 650909-10 re health physics 
program. Knowledg e of requirements of 10CFR20 by radiation 
safety officer & technician limited & equipment in Area F-1 
not installed according to amend application submitted. 

WALKER, D. I . Atomic Energy Commission. 65/09/30. DUBINSKI, L. 
Atomic Energy Commission. 2pp. 27940:088. 

— 8412120362 Part 70 insp rept on 650909-10. No noncompliance noted 
Areas inspected: health physics program re new facility & 
progress made on program since Jul 1965 visit. 

CROCKER. H W. Atomic Energy Commission. 65/09/30. llpp 
27940:090. 


— 8412120369 Discusses insp on 640122-23. No noncompliance noted in 
criticality prevention area, Part 20 insp noted several 
noncompliances re radiation protection phase. 

CROCKER, H.W. Atomic Energy Commission. 64/02/18. BROWN, 0. D. 
Atomic Energy Commission. Ip. 27940:100. 

— 8412120373 Part 70 insp rept on 640122-23. None omp 1 ianc e noted in area 
of radiation safety control. 

CROCKER, H.W. Atomic Energy Commission. 64/01/23. 9pp. 

27940: 101. 


8412120376 Forwards calculation of body burden for thorium inatural), 

per request. Calculations based upon std man for two critical 
organs, bone & lung.Addl urine count would be helpful in 
estimating degree of exposure. 

SHOUP,C.S Atomic Energy Commission. 65/09/03 WALKER, D. Atomic 
Energy Commission. 3pp. 27940:110. 


—8412120413 Insp Findings 5* Licensee Ack on 650521 of 
Insp findingsrno items of noncompliance found. 
CROCKER, H.W, Atomic Energy Commission. 65/05/21, 


License SNM-695 
ip. 27940. 116. 


— 8412120263 Requests authorization to release vacated bldgs at Cushing 
OK facility for unrestricted use. Summary of bldg survey 

WULLER, G. E. Kerr-McOee Corp. 66/06/09. NUSSBAUMER, D. A. Atomic 
Energy Commission. 4pp. 27940:056, 


—8412120417 Advises that due to insignificance of contamination in 
Cushing facility, Licenses SNM-695 & SNM-664 terminated . p er 

NUSSbIumErI^D.^A. Atomic Energy Commission. 66/07/25. WULLER, G. E. 
Kerr-McGee Corp. Ip. 27940:117. 


— 8412120274 Summary of 650301 interd i vis ion meeting re establishment of 
surface contamination limits applicable to property licensee 


may release from control, 

COOL, W. S. Atomic Energy Commission. 
Energy Commission, 4pp. 27940:060. 


65/11/15. HARMON, D. Atomic 


-8412120419 Certificate of disposition of matls;matls procured 


expiration of license. 

LAMBERTUS, H. Kerr-McOee Corp, 66/04/26. 2pp- 


27940; 123. 


by 


-8412120203 Advises that commitment made to Price to develop regu 
establishing surface contamination limits applicable to 
property which licensee may release from control. Examp le s o 
contamination limits end, nnAW o i 

WESTERN, F. Atromlc Energy Commission. 66/02/21. ' q. ^,4 

LOW, L. D. , MCBRIDE, J. A. Atomic Energy Commission. 8 pp. 


-B412120291 Discusses 651022 notice of alleged violation re failure to 
determine adequately extent of employee exposures to 
concentrations of thorium following 650623 fire 8s exp os 
Kerr-McGee 6S1110 response unsatisfactory. Enerau 

PAGE, R.G. Atomic Energy Commission. 65/11/22, At 
Commission. 2pp. 27940:072. 


-8412120421 Advises that info received from ORNL confirms that no 
employees at Cushing plant exposed to significant 

concentrations of thorium during ^nERTUS H 

PRICE, E.R. Atomic Energy Commission. 66/03/25. LAMBERTUS, H. 
Kerr-McGee Corp. Ip. 27940:125. 

-8412120424 Advises that License BNM-695 expires on 660430. App 1 i cat i on 
for renewal should be filed at least 30 days prior to 

NUSSBAUMER, D^A* Atonic Energy Commission. 66/02/25. LAMBERTUS, H. 
Kerr-McGee Corp. Ip. 27940:126. 
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“8412120427 Ack receipt of 660124 Itr confirming that uhole body count 
will be made of individual uj/highest urinalysis reading. 

Results of test requested. 

PRICEiE. R Atomic Energy Commission. 66/01/20. LAMBERTUSi H 
Kerr-McGee Corp. Ip, 27940; 127. 


— S412120494 Provides info re 
amend to License SMM~695, 
LAMBERTUSi H. Kerr-McGee 
Energy Commission. 3pp. 


storage of SNM 8« 641230 application for 
in response to AEC 650318 Itr. 

Corp 65/04/02, NUSSBAUMER. D. A. Atomc 
27940: 155. 


8412120429 Advises that further evaluation required re extent of 
employee exposure to thorium. Use of whole body counter to 
obtain required info recommended. 

PRICEi E R. Atomic Energy Commission. 66/01/19 LAMBERTUSi H 
Kerr-McGee Corp. 2pp. 27940:128. 


—8412120500 Discusses noncompliance noted during insp of Licenses 
SMB-664 ?< SNM“695 on 650 126-27. None omp I i anc e noted: no survey 
conducted for airborne concentrations of thorium in thorium 
processing area & storage cans not labeled. 

PRICEi E R. Atomic Energy Commission. 65/03/31 LAMBERTUS.H 
Kerr-McGee Corp. 2pp. 27940: 158 


8412120431 Requests addl info re legal requirements on thorium body 
burdens & whole body counting. Lega 1 max permissable body 
burden for natural thorium requested. 

LAMBERTUSi H. Kerr-McGee Corp. 66/01/11. PRICEi E. R. Atomic 
Energy Commission, 3pp. 27940: 130. 


—8412120435 Advises that further evaluation required 
of employee exposure to th or ium. Meeting to discuss 
in question requested. 

PRICEi E R. Atomic Energy Conmiission, 66/01/07, 
Kerr-McGee Corp. Ip. 27940:133. 


to determine 
matters 

LAMBERTUSi H. 


extent 


new. CO continue 


-B412120513 Requests listed addl info in order tor AEC to 
review of 64 1230» 650212 & IB applications for amend to 
License SNM-695. Methods it control for prevention of double 
batching SNM units needed. 

NUSSBAUMER I D. A. Atonic Energy Commission. 85/03/18. LAMBERTUSiH 
Kerr-McGee Corp. 2pp. 27940: 160. 


-8412120520 Advises that listed condition adde 
SMB-0664i per 650210 application, 

NUSSBAUMERi D. Atomic Energy Commission. 65/03/11. 
Kerr-McGee Corp. 2pp, 27940: 162. 


to Licenses SNM-0695 li 
LAMBERTUSiH 


8412120442 Application for amends to Licenses SMB-664 ■ SMA-826i SNM-65 it 
SNM-92Bi authorizing change of corporate name 

LAMBERTUSi H. Kerr-McOee Corp. 65/12/09. NUSSBAUMERi D. A. Atomic 
Energy Commission. 2pp. 27940:134. 


0412120445 Discusses insp of Licenses SMB-664 & SMN-695 on 651022. 
Violation noted: fai lure to provide adequate basis for 
concluding personnel not exposed in excess of Part 20 
limits. Corrective steps taken requested. 

PRICEi E.R. Atomic Energy Commission. 65/10/22. LAMBERTUSiH 
Kerr-McGee Corp. 2pp. 27940: 136. 


—8412120452 Ack receipt of 650421 Itr advising of action taken 
concerning matters described in 650331 insp notice. Info on 
Form AEC— 5 may be kept on more than one sheet. 

PRICEi E.R. Atomic Energy Commission. 65/05/04. LAMBERTUSiH 
Kerr-McGee Corp. Ip. 27940:138. 


—8412120454 Advises that offer to send worker w/highest urinalysis 
reading to ORNL for uhole body counting acceptediper 660119 
1 tn. 

LAMBERTUSiH. Kerr-McOee Corp. 66/01/24. PRICEi E R Atomic 
Energy Commission. Ip. 27940; 139. 


8412120457 Advises that Amend 4 to License SMB-664i Amend 1 to License 
SMA-a26. Amend 6 to License SNM-695 & Amend 5 to License 
SNM-928i Chang ing company name issuedtper 6S1209 request. 

NUSSBAUMERi D. A. Atomic Energy Commission. 66/01/24 LAMBERTUSiH 
Kerr-McGee Corp. 2pp. 27940:140. 


Advises that Amend 5 to License SNM-695, author! z ing use of 
SNM in Bldgs A6i 30, 30A it 31 issued. “ 

NUSSBAUMER, D. A. Atomic Energy Commission. 65/05/04 LAMBERTUSiH 
Kerr-McGee Corp. 2pp. 27940: 142, 


8412120464 Responds to AEC 650331 Itr re noncompliances noted during 
insp of Licenses SMB-664 it SNM-695 on 650126-27. Correct! ve 
actions: employees not permitted to enter hoods in thorium 
process area & time weighted evaluations will be made. 

LAMBERTUSiH. Kerr-McGee Corp. 65/04/21. PRICE, ER Atomic 
Energy Commission. 3pp. 27940:144. 


8412120469 Advises that processing of 98% enriched U under same 
conditions as 93% U at facility permissab 1 e, per 650322 
telegram. 

NUSSBAUMER , D. A. Atomic Energy Commission, 65/04/21 HULLERi G 
Kerr-McGee Corp. Ip. 27940:147. 


8412120525 Requests verif ication that U enriched 977. to 987. U-235 «n 
be safely processed using criteria applicable to 93% U-235 


enrichment 
WULLERiG. E. Kerr-McGee Corp. 
Atomic Energy Commission. Ip 


1010. 65/03/22. 

27940: 164. 


NUSSBAUMER, D. 


-8412120531 Discusses bioassay results of Kerr-McGee Oil In dustriei, Int 
employee exposure to thorium, per licensee 650725 telcon 
Licensee action indicates that health physics capabilities 
deficient. 

BROWNiG. D. Atomic Energy Commission. 65/08/24. DUBINBKI,L 
Atomic Energy Commission. 2pp. 27940: 165. 


8412120534 Forwards insp repts of Licenses SNM-695 & SMB-664. No ittfls 
of noncompliance noted in criticality prevention program. 
Recommends that licensee be cited for release of airborne U 
to unrestricted area. 

WALKER, D. I. Atomic Energy Commission. 64/04/08. PRICE, E.R 
Atomic Energy Commission. 17pp. 27940: 167. 


-8412120538 Forwards correspondence received from ORNL re Y-12 In vivo 
counts on two Kerr-McGee employees in connection w/650623 
thorium explosion at Cushing facility. 

RDE0ER, J. R. Atomic Energy Commission. 66/03/10. PAGE, R. G. 

Atomic Energy Commission. 2pp. 27940:184. 


•8412120542 Advises that MJ McGuire it FF Wilson of Kerr-McOee Corp 
examined in Y-12 in vivo radiation monitoring facility, 
per CS Shoup request. Neither results significantly different 
from zero. 

HIBBS, R.F. Oak Ridge National Laboratory. 66/02/23, KELLER, C. A. 
Atomic Energy Commission. 2pp. 27940; 186. 


8412120574 Comments on DML 660105 memo on thorium explosion. No benefit 
could have derived from citing licensee under 
10CFR20. 403(b ). Licensee only performed urine samples due 
to discussions w/Region IV personnel. 

WALKER, D. I. Atomic Energy Commission. 66/01/20. DUBINSKI.L. 
Atomic Energy Commission. 3pp. 27940:191. 


®^12120579 Comments on accident & compliance enforcement actian re 
thorium explosion at Cushing fac i 1 i ty . Rad i olog ical hazard to 
personnel involved in incident Sc from release of matl to 
environ appears minimal. 

MCBRIDE, J. A. Atomic Energy Commission. 66/01/05. PRICE, E.R. 
Atomic Energy Commission. 4pp. 27940: 194, 


possession of 45 kg U-235. as UF6, under Licens 
SNM 695, per 650409 te legram. Arrangements for procurement of 
matl should be made through AEC Matls Leasing Officer, 

NUSSBAUMERi D. A. Atomic Energy Commission. 65/04/14 WILLSON, F 
Kerr-McGee Corp, 2pp. 27940:148, 


■8412120591 Responds to 651022 Itr re 650623 hydrogen fire it explosion 
in thorium process line at Cimarron. Exp losion it fire of 
hydrogen nature. Comp lete surveys instituted after incident 
in compliance w/license. 

LAMBERTUSiH. Kerr McGee Corp. 65/11/10. PRICE, E. R. Atomic 
Energy Commission. 3pp. 27940:198. 


- 8412120481 Requests listed addl info needed for AEC review of 650225 
application for amend to License SNM-695. Evaluation of 
adequacy of monitor alarm sys to cover proposed second floor 
activities should be submitted, 

NUSSBAUMER, D, A. Atonic Energy Commission, 

Kerr-McOee Corp, 3pp. 27940:150, 


65/04/13. LAMBERTUSiH. 


8412120592 Advises that health it safety survey taken after thorium 
processing incident at Cushing facility gave no indication 
that limit posted in 10CFR20. 403{ b > exceeded. Based on 
surveyirept not required. 

LAMBERTUSiH. Kerr-McGee Corp. 65/09/09, PRICEi E.R. Atomic 
Energy Commission. Ip, 27^40:201. 


-8412120487 Requests allotment of 45 kg U, as UF6 enriched to 20% U-2: 
for use in General Atonic Triga reactors. 

WILLSON, F. F. Kerr-McOee Corp. 1239. 65/04/09. NUSSBAUMER, D A 

Atomic Energy Commission. 2pp. 27940: 153. 


•-8412120596 Ack receipt of 650914 Itr it attachments it advises that 
E Price informed that licensee unaware thorium incident at 
Cushing reportable. 

LAMBERTUS.H. Kerr-McGee Corp. 65/09/28. WALKER, D. I. Atomic 
Energy Commission. Ip. 27940:202. 
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8412120598 Advises that Liritten rept re 650623 fire & explosion at 

Cushing facility not received. Written rept appears required 
per 10ChR20. 405<a) (2) due to release of thorium in 
unrestricted areas. 

PRICE* E.R. Atomic Energy Commission. 3635. 65/09/02. 

LAMBERTUS* H. Kerr-McOee Corp. Ip- 27940:203. 


— 8412120601 Compliance insp 
650908 & 10. Noncompliance 
during following fire & 
SANDEL* P. S. , WOOLSEV* R. T. 
17pp. 27940:204. 


rept of Licenses SMB-664 SNM-695 on 

noted: inadequate surveys made 
explosion on 650623. 

Atomic Energy Commission. 65/09/30. 


0412120226 Partial response to FOIA request for transcripts of closed 
Commission meetings since 830510 re TMI-1 restart. Response 
to request for transcript of closed meeting deferred until 
court rules on motion re disclosure. r»crT ic-m i 

FELTON* J. M. Division of Rules and Records. 84/05/04. DETJEN* J. 

Philadelphia Inquirer* Philadelphia. PA, Ip. 27941.158. c.4X 
Fiche: 50-289. 84/05/04. 8412120226. 


B412120236 FOIA request for documents re recent failure of furnace 
sensitized stub tubes at Nine Mile Point 1, repair of cracked 
tubes at Oyster Creek & Big Rock Point & failure of stub 
tubes at Nucleonor reactor in Spain. 

BELL* N. Nuclear Information & Resource Service. 

of Admlnlstriltion. 2pp. 27941.183. 24X Fic Ke : 30-000. 84/04/24, 

8412120236. 

8412120244 Further response to FOIA request for documents re Iowa State 
Univ reactor safeguards insp repts. Forwards App A documents. 

Info partially deleted (ref FOIA Exemption APTrornnn P 

FELTON. J. M. Division of Rules and Records. 84/06/04. AFTERGOOD. S 
Committee to Bridge the Gap. 2pp. 27952:080. 24X 

Fiche: 50-116. 04/06/04, 8412120244. 


— 0412120255 Notice of violation from insp on 790222-23. deleted, 

•* Region 3, Chicago, Office of the Director. 79/03/13. Ip- 
27952:084. 24X Fiche: 50-1 16. 04/06/04. 8412120244. 


—8412120264 Sanitized Insp Rept 50-116/79-01 on 7902 ^- 23 . Noncomp 1 1 an c e 
noted in surveillance program. Info deleted (ref 10CFR2. 790). 
CHRISTOFFER. 0. . HIND, J. A. Region 3, = ® q. *04 

Director. 79/03/09, 6pp. 27952:085. 24X Fiche: 50 - 116 . 94/06/04. 

8412120244. 


— 8412120311 Sanitized Insp Rept 50-116/80-03 on 801013-16. No 
nancompliance noted. Major areas inspected: security plan ^ 
organization, access contro 1 . alarm ®ys. keys* loc ks St hardware, 
communications surveillance. Info deleted ( ref 10CFR2. 790) . 
KNICELEY. J.R. , HIND. J. A. Regions* Chicago. Office of the 
Director. 80/10/24. 4pp. 27952:092. 24X Fiche: 50-1 16. 94/06/04. 

84 1 2120244, 


0412120253 FOIA request for correspondence between NRC 8*. Best 
Industries re mfg & safety of Gamma irradiators^ 

KAPLAN, R American Home Products Corp. B4/05/=.4, 

- No Detailed Affiliation Given. Ip 27952- 245. 


GIMSLEY. D H, 


B41212025B Responds to FOIA request for correspondence 
Best Industries re mfg b. safety of Gamma irradiators. 
JB Carrico 840515 Itr end „ . 

FELTON. J. M. Division of Rules and Records 84/06/14 
American Home Products Corp. Ip. 27952 246 


between NRC Z* 
KAPLAN. R. 


— 8412120262 Forwards Amend 6 to License 45-19757 0 1 , restr t c t i ng 
possession of 1-125 to storage only Requests listed addl 
info to reestablish authorization to use I-;25 
CARRICO. J.B. Materials Licensing Branchy 

SUTHANTHIRAN. K Seat Industries. Inc. 2pp 27952. . 


8412120269 Final response to FOIA request for documents r 

to offer opportunity for prior hearing for proposed license 
amends to 11 nuclear reactors allowing one -recirculation 

loop out of SVC. App A B “C ‘J"’®" ^ ® ^ qpm N 

FELTON, J. M. Division of Rules and Records 84/06/08. BELL. N. 
Nuclear Information b Resour 






—8412120275 NEDO-24272 

"Duan. Arnold Enerss Ctr, Singl.-Loop Operation 27 , 52 . 2,2 

* General Electric Co, 80NEI)a79 SO/07/31. 27pp. 27952.292. 

24X Fiche. 50-331. 84/06/09. 8412120269. 

8412120273 Addl response to FOIA request for documents from INPO that 
describe. analyze or evaluate INPO role or P^'ocedures in 
reporting info to NRC. SECY-79-647 available in PDR. Review 
continuing. . „ , 

FFLTQNi J. M. 


iti e 1 nn 




—8412120285 SECY-79-647 

Informs of contractual 
"NPRDS. " 

DONDGHUE. D. J. Office 
27940: 227. 


matters in process 
of Administration. 


re INPO contract. 
79/12/10. 14pp. 


8412120284 FOIA request for documents submitted 
“Reactor Coolant Pump Seal Integrity." 

SHOLLY, S. C. Union of Concerned Scientists. 
FELTON. J. M Division of Rules and Records. 


under FIN 

FIN A-3761. 
ip. 27952: 


A-3761. 

84/03/30. 

264. 


3412120288 Further response to FOIA request for documents re 
FIN A-3751. "Reactor Coolant Pump Seal Integrity. App 

documents available in PDR, aa/QA/ny 

FELTON. J.M. Division of Rules and Records FIN A-375L ay06/0/. 


— 04 1 2 120325 Sanitized Insp Repts 50-116/83-01 & 70-0084/83-01 on 
030322-24, No noncompliance noted. Major areas inspected; 
nuclear matl control. sh ipp ing & receiving inventory & 
r«cards S< repts. Info deleted (ref 10CFR2. 790). 

PIRTLE. G. L. . CREED* J.R. Region 3. Office of Director. 
70-0084/83-01, 83/04/11. 9pp. 27952:098. 24X 

Fiche: 50-116* 84/06/04* 8412120244. 


0412120251 Second response to FOIA request for three categories of 
documents re discovery of failure of furnace sensitized stub 
tubes. App documents available in PDR. Review continuing. 

FELTON* J. M. Division of Rules and Records. 84 / 06 / 01 . BELL, N. 
Nuclear Information St Resource Service. 2pp. 27941:185. 

Fiche: 30-220, 04/06/01. 8412120251. 


24X 


— 8412120260 Mgt Meeting Rept 50-220/M84-147 on 840410 . Major areas 
d Iscussed: two leaking CRD mechanism housings to vessel stub 
tubes S« seven CRD mechanism housings _ 

ORAV.E.H. . DURR.O.P. 

27941' 187. 24X Fich e: 50-220* 84/06/01* 8412120251. 


— 8412120268 Informs of agreement on listed ^ 

associated w/CRI> stub tube cracks. NRR should be designated 
as lead ofc h. task interface agreement issued as soon as 

STAROSTECKI. R. Division of Project ** 

EISFNHUT* D. 0. Division of Licensing. 2pp. 27941 : 2Sa. 
Fiche: 50-220. 04/06/0^, 8412120251. 


—8412120278 Submits daily hig hi ights. Preliminary visual insp of CRD 
housings during refueling outage identified slight 1®**- 
Licensee following preestablished contingency plan for 
inspecting 4t repairing leaks. Related info mrwTnw h 

WFRMAMN. R A OoeratinQ Reactors Branch 2. 84/03/29. DENTON. H. < 

CARTER. J. 1 EISENHUT. D. NRC - No Detailed Affiliation Given. 7pp. 
27941:290. 24X Fiche: 30-220, 84/06/01. 8412120251. 


8412120292 "Evaluation of Reactor Coolant Pump 

highlights for Mar 1984, 

KATO. W. Y. Brookhaven National Laboratory. 
84/04/16. SYLVESTER, E. D. Auxiliary Systems 
27952:267. 


Seal Cooling, “ 

FIN A-3751-4. 
Branch. 3pp. 


monthly 


-0412120296 Project i budget proposal for WC ““p;: "Evaluation of 
Reactor Coolant Pump Seal Cooling Reliability 
KOUTS.H J . KATOdW.y.f PAPAZQGLOU. I. Brookhaven Nationa 
Laboratory. FIN A-3751. 83/12/19. BYLVESTER.E, Auxiliary 


— 8412120299 "Evaluation of Reactor Coolant Pump 
highlights for Feb 1984. 

KATO, W Y. Brookhaven National Laboratory. 
84/03/16. SYLVESTER. E. D. Auxiliary Systems 
27952: 279. 


Seal Cooling. 

FIN A-3751-4, 
Branch. 2pP- 


month 1 y 


8412120305 Further response to FOIA request for all 1982 SECY 
SECY-82-353 St ends withheld in entirey (ref FOIA Exemption 


pap er 5. 


SECY-82-353 

. r, .. 

FELTON. J.M. Division of Rules and R«cards. 
Union of Concerned Scientists. 2pp. 27952.242 


B4/06/0B. WEISS. E.R, 


8412120307 Further response to FOIA request 
allegations concerning Bahnson Co. Forwards 
in App D. App D documents also available in 
addl documents continuing. 

FELTON* J. M. Division of Rules and Records 
Halo. Russell & Gray 3pp. 27952:108. 
8412120307. 


for documents re 
documents listed 
PDR Search for 

84/06/26. ESPINOSA. W, H. 
24X Fiche: 50-508. B4/06/26. 


-9412120313 "Bidding Documents it 

packaged Air Cleaning Units," Records of 820601,0803, St 
17.0902 8t 27 telcons end. ^T/nta/'qn 

PATEL. H K. Washington Public Power Supply System. 77/09/30. 
iSpp, 27952:111. 24X Fic he; 50-508. 84/06/26. 8412120307. 
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9412120318 Requests that Region II field ofc conduct investigation into 
allegations dtd 820603 concerning Bahnson Co Records of 
320929,1012,18.21 & 23 telcons end 

HERR.R K, Office of Investigation 82/09/27, VCH^SE. J Y Office 
of Investigation. 9pp 27952; 127 


“ 8412120321 Forwards CTI-Nuclear memos re QA insps concerning equipment 
supplied by Bahnson Co 

OULLO. J. Affiliation flat Assigned 82/10/29. nrC - No Detailed 
Affiliation Given 48pp, 27952 136 


3412120323 Praises cooperation of 
alleged document fa Isi f i cat i on. 
URYC, B. Office of Investigation 
Investigation. 2 pp. 27952:212 


Bahnson Co during investigation 
82/12/15. VORSE, J. Y Office 


of 

of 


"8311300447 Forwards comments in response to 831021 
bulletin "Failures of GE Type HFA Relays in Use 
Safety Sys. •• Relay replacement schedule should b 
to indicate priority for licensee actions. 
EI5ENHUT. D. G. Division of Licensing. 83/11/14. 
Division of Emergency Preparedness & Engineerino 
830103). 7pp. 27926:315. 


request re draft It 
in Class IE 
e clarified 

JORDAN. E.C. 
Response (Post 


— S40I190060 Requests schedule for CRSR review of end proposed IE 


Safety Sys. 

DEYOUNG, R.C, Director's Office. Office of Inspection and 

®a2pJ.'°\79i7fM°' Operations a, o.p.rit 


Enf ore ement. 
Requirements. 


—8412120333 Ack receipt of 830113 Itr re violation noted 
Rept 99900791/82-01. Corrective action will be examined 
during future insp. 

Division of Vendor & Technical Programs 
Ip ^27952 214^"*°" <subs. of Hillman Coal 


in QA Insp 

83/01/31, 
Coke Co. >, 


considerations for review of HFA relay failure resolution 
Listed considerations should be addressed by util 
SPESSARD, R. L. Division of Engineering. 83/10/12. JORDAN. E L 
Preparedness & Engineering Response (Post 

3 103). 2 pp. 27926:308. 24X Fiche: 50-000, 84/06/14. 8412130016. 


request for transcript of NRC meetings re 

Q40d 07“* 1 <b 

LANE. E. Newsday. Mineola, NY. 04/06/01. FELTON, J. M. 
Detailed Affiliation Given Ip. 27941- 152 24X 

Fiche: 50-322, 84/06/01, 8412120317, 


Sh oreham 
NRC - No 


on 


- , * dk u I inrurming inki; of QD*ratiL 

ee HFA relays & corrective actions implemented " 
to resolve pr ob 1 ems. Ac t i ons & commitments adequatelu 
address concerns. 

7 - Regions. Office of Director. CAL. 83/09/21. 
LiUf L Iowa Electric Light 8 . Power Co, Ip 27926- 310 Sdk 
Fiche; 50-000. 84/06/14. 8412130016. 


Tcquest fof all transcripts of NRC meetings 
re Shoreham on 840507-16. App A documents available in PDR. 

App 8 documents withheld in entirety (ref Govt in Sunshine 
Act Exemption 10 ). 

FELTON, J. M. Division of Rules and Records. 84/06/14 LANE.E 

84 ?SJSS 32 a 27941:153. 24X Fiche: 50-322. 84/06/14. 

8412130016 Further response to FOIA request for seven categories of 
documents re failure in electrical relays. Forwards AprA 
documents. App A «< B documents available in PDR. Search 
‘^^cuftients re Items 2, 3,4 & 5 of request. 

FELTON. JM Division of Rules and Records. 84/06/14. BELL, N 
Nuclear Information & Resource Service. 3 pp 27926-281 24X 

Fiche: 50-000, 84/06/14. 8412130016. 


'^'^APRM°chLn«?"*r*/a'-'^ highlights On 830906. GE. Ty pe HFA relay on 
APRM channel failed in energized p os i ti on. Caused bu 
overheating resulting in varnish coating on relay coils 
melting S< adhering to relay plunger. 

^ Operating Reactors Branch 2. 83/09/14. DENTON.H, 

27926 3 P 3 ' Detailed Affiliation Given. Ip. 

27926,323, 24X Fi che : 50-000. 84/06/1 4. 8412130016 

failure of relay for recirculation pump 
trip on lo-io water level. Insulation completely destroyed. 

Time relay removed from svc. Relay replaced ui/OE recommended 
improved design relay. 

Operating Reactors Branch 2. 83/09/19, DENTON, H . 

2792^ 324 ' Detailed Affiliation Given. Ip. 

27926.324 24X Fi che: 50-000. 84/06/14, 8412130016. 


—8310130096 Summary of 83-3923 meeting w/util 8< GE re Agasta 
failures List of participants end. 

n M & Control Systems Branch. 

HOUSTON, D. M. Licensing Branch 2. 6pp. 27926-290 2d 
Fiche: 50-000, 84/06/14. 8412130016. 


relay 

83/09/30. 


-8412130043 F-C5S96-003 

"Failure Analysis of CE HFA Relays." 

BACANSKAS, V^P^, TOMAN. G. C. Franklin Institute/Franklin Research 
NRC-05-83-216. 83/12/05. LAUDAN. W. Director's Office, 

Office of Inspection and Enforcement. 29pp. 27926:336, 


request for addl mfo to be sent to licensee re 
Agastat-type relay f ai 1 ure s. More frequent testing of 
relays recommended More frequent testing may be needed to 
consistent w/single failure assumptions. 

NOVaI XI Director for Reactor Safety. 83/09/29, 

NOVAK. T. M Assistant Director for Licensing 4 dd 27926- ora 
24X Fiche: 50-000. 84/06/14, 8412130016 


—8311040210 Requests Regions I. II, IV S, V followup info requested in 
end Region III 830915 memo re early vintage HFA relays 
in operating plants ( lE Info Notice 82-13) St forward 
findings by 030923. 

^ Generic Communications Branch. 
IEIN-02-13. 83/09/19. STAROSTECKI . R. Division of Project & 

Resident Programs. LEWIS. R. C. Division of Project & Resident 
Programs. GAGLIARDO. J. E. Division of Resident. Rector ^rojLt 
B4?2 ;JoSi' 2^ Programs. 2pp. 27926:325. 24X Fiche: 50-000. 84^6/: 


8412130021 FOIA request for insp rept on General Motors Nodular Iron 
Foundry in Saginaw, MI. 

TIMM.J. Affiliation Not Assigned. 04/06/03. Region 3, Office of 
Director. Ip. 27925:359. 


8412130024 Response to FOIA request for insp 
Nodular Iron Foundry in Saginaw. MI. Forwards 
documents. 

FELTON. J. M, Division of Rules and Records. 
Affiliation Not Assigned. Ip, 27925:360, 


rept on General Motors 
listed 

84/06/20. TIMM.J. 


—8412130027 Insp Rept 30-04873/84-01 on 840314-16 0409. NoncompHanc* 

noted : fai lure to institute lockout procedures for level, 
devices, relocation of device by unauthorized personnel, bogus 
radiation safety officer & failure to post required notices. 

3* Office of Director. 84/05/23- 10pp. 

27926:003 


8311040211 Requests info on licensee 
"Failures of GE Type HFA Relays. " 
830916. 

NOREL 1 US. C. E. Division of Project 
lEIN— 82— 13. 83/09/15 Division 
6pp. 27926:327. 


response to IE Info Notice 82-13, 
Info should be provided by 

& Resident Programs. 

of Project & Resident Programs. 


request for all insp repts on Isomedix.Inc from Jan 
1981 to present. 

HAMMITT. H. A. FOI Services. 3618. 84/05/21. FELTON. J, M. Division 

of Rules and Records ip. 27925:345. 


—8311140249 Forwards Instrumentation t. Control Sys Branch input 
Suppl 5 of SER. Input includes one confirmatorj iteHe 
instrument setpoint methodology & one open item re Agastat 
type relays in reactor protection sys ^ 

NOVAK. T. M. Assistant Director for Licen^inn 7nn 

28074:167. 24X Fiche: 50-000. 84/06/14, 8412130016, 


-8311140324 Comments on draft IE bulletin re failures of GE tuoe 
relays in use in Class IE safety sys. Bulletin should require 
ROSA*F applicability to other sys important to safety. 
UfKmL & Control Systems Branch. 83/11/03. 

27926 284' Director for Safety Assessment. 2pp. 


8412130031 Response to FOIA request for all insp repts on Isomedix.Inc 
from 1981 to present. Forwards Insp Rept 30-19752/82-01 8e 
821115 Itr. Documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/19. HAMMITT.H. A. 
FOI Services. Ip. 27925:346. 


— 8412130034 Handwritten Insp Rept 30-19752/82-01 on 821007. No 
noncompliance noted. Major areas inspected : program 
requirements & independent insp effort. 

* NRC - No Detailed Affiliation Given. 82/10/21. lOpp, 
27925:349. 


Responds to FOIA request for repts of misadministration by 
EW Sparrow Hosp. Lansing. MI from 1975 to present. No repts 
provided to Region III during time period. 

FELTON. J.M. Division of Rules and Records. 84/06/08. HERBERT.B.R. 
Affiliation Not Assigned. Ip. 27925:343. 
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B412130O38 FDIA req^uest for info re significant radiation contamination 
problem identified by WJ Slauiinski while inspecting well 
logging source. 

RQTH.D.S. Katnan Co. PD-B4-200B. 84/09/24. Office of Public 

Affairs. Ip- 27929:341. 


B412130072 Responds to FOIA request for three categories of documents 
re LILCO or f ac 1 1 i ty. For war d s documents listed in Apps 
G S< H. Documents also available in PDR. 

FELTOhJ# J M Division of Rules and Records 
Kirkpatrick Lockhart. 5pp. 27923-227. 

8412130072, 


84/05/21, DELAIR. R. R. 
24X Fiche 50-322.84/05/21. 


8412130040 Responds to FOIA request for info on well logging source at 
ShBlweil Svcs. Inc. H\bron. OH. Documents available in PDR. 

FELTON. J, M. Division of Rules and Records 84/06/05. ROTH. D. S, 
Kaman Co. Ip, 27929: 342. 


8412130042 FOIA request for all repts of diagnostic or therapeutic 
radiation misadminlstrations by EW Sparrow Hosp. Lansing. MI 
from 1975 to present. 

HERBERT. 0. R. Affiliation Not Assigned. 84/05/11 SRENIASKI.D. 
Region 3. Office of Director. Ip. 27925:344, 


8412130046 Responds to FOIA request for SECY-83-505 8< S Chi Ik memo 
entitled. "Rev of Backfitting Process-ANPR *< Policy 
Statement." SECY-a3-505 withheld (ref FOIA Exemption S). 

FELTON. J. M. Division of Rules and Records. 84/06/08. EYANS. L. R. 
International Energy Associates. Ltd. 2pp. 27925:337. 


8412130049 FOIA request for SECY-B3-505 Zc S Chi Ik memo entitled. 
"Rev of Dackfitting Process-ANPR 8t Policy Statement." 

EVANS. L. R. International Energy Associates. Ltd. 84/05/15. 
NORRY. P. C. Office of Administration. Ip. 27925:339. 


8412130050 FOIA request for all minutes of CRGR meetings, doc uments re 
decision to halt releasing of public CRGR meeting minutes & 
all documents reviewing, critiquing, commenting on. suggesting 
changes to or- discussing CRGR. 

ADATD. M. Union of Concerned Scientists. 84/03/28. FELTON. J. M, 
Division of Rules and Records. Ip. 27925:332. 


— 8301030298 Repudiates allegations made in 821124 Itr to President 
Reagan re proposed licensing of facility. Plant will not be 
licensed for any level of operation until public safety 

3. S S UT* 6 d . 

CUNNINGHAM. 0. H. Office of the Executive Legal Director. 82/12/21. 

WILLMOTT. D. J. Affiliation Not Assigned. 4pp. 27923:267. 24X 

Fiche: 50-322. 84/05/21. 8412130072. 


—8301030302 Forwards DU Uillmott 821124 Itr to President Reagan re 
licensing hearings. Constituent fearful that safety levels 
not being given proper attention. Prompt action ^^luested 
KELLEY. S. President of U. S. 8< Executive Offices. 82/12/13. NRC 
- No Detailed Affiliation Given. 5pp. 27923:271. 24X 

sn-noo. n4/09/2l. 8412130072. 


— 8308040073 Requests advice on FEMA position re adequacy of util 
transition plan 8t need for full-scale exercise. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/07/22. BRAGG. US. Federal Emergency Management Agency. Ip. 
27923 312 24X Fi ch e : 50-322. 84/05/21 . 8412130072. 


8401170536 Ack receipt of comments to Shoreham Commission rept. 

Emergency planning proposal being considered by NRC does not 
propose to reduce 10-mile emergency planning zone but adds 
prompt evacuation within 2 miles from reactor. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/12/12. KOUTS. H. Brookhaven National Laboratory. 2pp, 
27923:339. 24X Fich e : 50-322. 84/05/21 . 8412130072. 


0412130053 FOIA request for all test details, inc luding setup of 
experiments designed to study L02 aerosol transportability. 
KERCHNERj J. L. Doc-Bearch Associates. 84/05/18. FELTON. J.M. 
Division of Roles and Records. Ip. 27925:324. 


8412130054 Partial response to FOIA request for all minutes from CRGR 
meetings. App A documents available in PDR. App B documents 
withheld (ref FOIA Exemption 5). ... 

FELTON. J. M. Division of Rules and Records. 84/06/05. ADATD. M. 
Union of Concerned Scientists, 4pp. 27925:333, 


0412130056 Responds to FOIA request for all test details. inc luding 
setup of experiments designed to study U02 aerosol 
t ransp □ r tab i 1 1 ty . Ap p A documents available in PDR. 

FELTON. J, M. Division of Rules and Records. 84/06/08. 

Doc— Search Associates. 2pp. 27925: 325. 


KERCHNER. J. L. 


— 8412130062 "LWR Aerosol Release Transport & LMFBR Aerosol Release & 
Transport." monthly highlights rept for Apr 1984. 

ADAMS. R.E. Oak Ridge National Laboratory. FIN B-0121. 8^05/10. 

TELFORD. U.L, Division of Accident Evaluation. Spp. 27925:327. 


8412130057 FOIA request for nine categories of documents re Kerr-McGee 
South Powder River Basin Mill. 

BARNES. C Affiliation Not Assigned. 84/05/14. Public Document 

Branch. 2pp. 27925:315. 


B4l 2130060 FOIA request that SECY-84-24 be placed 
PEDRO, J. NUB Corp. CD-L IS-04-355. 84/05/16. 

and Records. Ip. 27925: 313. 


in PDR. 

Division of Rules 


— 8412130080 Responds to 820325 Itr re scheduling of hearings in 
Shoreham proceed ing. Unresolved contentions will be 
considered before final decision r endered . Boar d has 
scheduled hearings to begin on 820504. 

KAMMERER, C. Office of Congressional Affairs. S2/04/iv. 
DOWNEY. T. J, House of Rep. IP- 27923:232. 24X 

Fiche ; 50-322. 84/05/21 . 8412130072. 


-8412130084 Requests util provide complete independent physical insp 
design review of all critical safety sys before facility 
oiven interim or full DL. 

PROSPECT. W. Suffolk County, NY. 82/04/26. 

Commissioners, 10pp. 27923:233. 24X Fi ch e . 50-322. 84/05/21. 

8412130072, 


-0412130180 Forwards constituent 0 Boneske Itr not included in previous 
c orre s p ond enc B. W/o end. 


Congressional Affairs. 
8412130072. 


ip. 27923:247. 


.. ,A. Office Of 
24X Fiche: 50-322. 84/05/21. 


-8412130190 Forwards Boneske Itr re proceedings on Shoreham Nuclear 
Power Plant, Requests expressions of dissent be placed in 

CARNEY. W. House of Rep. 82/06/23. PERRY. A. Office of 


Congressional Affairs. Spp 


27923:248. 24X Fiche; 50-322. 


-8412130213 Forwards R Wolf Itr expressing concerns 
damages resulting from accident at ^3 = ^3 
CARNEY. W. House of Rep. 82/08/11. PALLADINQ. N. 




over potential 
Commi ssioners. 


0412130063 Response to FOIA request for nine categories of 
Kerr-McOee South Powder River Basin Mill.F Lomax 790119 
»ncl. Remainder of documents available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/20. 
Affiliation Not Assigned. Ip- 27925:317. 


documents 

Itr 

BARNES. C. 


re 


— B412130068 Forwards copies of maps included in South Powder River Basin 
Mill environ rept. DES will be forwarded when issued. 

LOMAX. F, Fuel Process, it Fab. Branch (Pre 790727), 79/01/19. 

NEILL, P, Affiliation Not Assigned. 6pp. 27925:318. 


8412130066 Responds to FOIA request for SEC Y-a4-24. SECY-84-24 available 

FELTON, J. M. Division of Rules and Records. 84/06/14. PEDRO. 0. NUS 

Carp. Ip. 27925 : 314 . 


8412130071 Appeals denial of FOIA request for documents 
Implementation of facility QA it QC. 

DOMBY. A. H. Troutman. Sanders. Lockerman & Ashmore. 
Office of the Executive Director for Operations. Ip. 
24X Fiche: 50-424. 93/10/10. 8412130071. 


re 

83/10/10. 

27925:298. 


-8412130222 Ack receipt of 820811 Itr enclosing correspondence from 
G Boneske requesting fair hearing for fac i 1 1 ty. Hearing 
underway by ASLB. Commission final decision may be sub j to 
review by courts to assure compliance w/statutes. -Ack.c-v n 

KAMMERER. C Office of Congressional Affairs. 82/08/24. CARNEY. W. 

Sousf oi Rep IP- 279237253. 24X Fiche: 50-322. 84/05/21. 

8412130072. 


-8412130231 Ack receipt of 820811 Itr expressing R WolJ concerns re 
compensation for offsite losses in event of accident at 
facil ity. Price-Anderson Act enacted to protect property 
owners against losses resulting from ^^clear cARNEY. W 

KAMMERER. C Office of Congressional Affairs. 82/08/30. uakn 
^S ousfof Rep 2pp. 27921 : 254. 24X Fiche: 50-322. 84/05/21. 

8412130072. 


—8412130248 Advises that ASLB issued supplemental prehearing conference 
order on 820907 re admissibility of intervenors emergency 
planning contentions based on util onsite plan. Testimony 

BLACKER. U^*Df flee of the General Counsel. 82/09/10. GRIMES. B. . 
SEARS, J.. STAROBTECKI. R. NRC - No Detailed Affiliation Given. 

10pp. 27923:256. 24X Fiche: 50-322, 84/05/21, 8412130072. 



420 


NOIMDOCKETED ITEMS 


—8412130255 


response 
REIS. E J. 
PERRY. S. 
24X Fiche 


Foriiiards dra-Pt Suffolk County radiological 
plan. W/o encl. 

Office of the Executive Legal Director. 
Federal Emergency Management Agency. ip 
50-322. 84/05/21, 8412130072. 


emergency 

OL. 82/12/20. 
27923: 266, 


B412130266 Forwards response to Itr re limited 
from C 8; A Goetz should be served to parties 
proceed ing 

LANE. Y. M. Atomic Safety and Licensing Board 
STUCK Y. S Docketing & Services Branch Ip 

Fiche 50-322. 84/05/21 , 8412130072. 


appearance Itrs, Ltrs 
in f ac i 1 ity 

Panel. OL. 83/03/11. 
27923. 276. 24 X 


-8412130268 Advises that 830126 Itr re facility has been docketed & 
nDOMM *0 facility licensing proceedings 

M ■ Licensing Board Panel. 83/03/11. 

SiNGHI.n. Affiliation Not Assigned. 9pp, 27923 277 24 X 

Fiche 50-322.84/05/21,8412130072. 


-8412130275 Foruiards N Neubert Itr re concerns w/problem of safe 
evacuation at facility in event of nuclear power mishap 
Suggests possible method of evacuation 

83/03/30 SUERMANN. J. NRC - No Detailed 
8^12^30072" 27923:286. 24X Fiche: 50-322. 84/05/21. 


-8412130282 Forwards responses to 830218 questions re emergency 
preparedness requirements for facility emergency 

Si ■tf'e Executive Director for Operations 
83.03/31. DOWNEY. T.J. House of Rep. 6pp. 27923 288 24X 

Fiche: 50-322. 84/05/21, 8412130072. ^ ® 


^ on Oversight «. Investigations of 

Interior S, Insular Afrairs Committee is planning to hold ^ 
series of hearings on 830418 re emergency preparedness 
Commission attendance requested. 

PALLADINO^'n Affairs. S3/04/06. 

t'AL.LADlNO. N. J. Commissioners. 3pp. 27923-294 P 4 X 
Fiche: 50-322, 84/05/21, 8412130072. 


-8412130298 Advises that U Dircks will 
on emergency preparedness, 

PALLADINO, N. Commissioners. 83/04/14. MARKEY, E. 
Interior & Insular Affairs. 2pp. 27923:297. 24X 

Fich e: 50-322. 84/05/21, 8412130072. 


epresent NRC at B3041B hearing 
House of Rep. , 


itr re lic.n.inj of facllllv. 
kImmfdJd ? facility available In PDR. ^ 

KAMMERER.C^ Office of Congressional Affairs. 83/04/20 CARNEY, W 

B«2n0§72 P, Che: 30-323, 

"L'''"- 33/03/15. PALLADINO, N. Commlseloners 

3pp. ..7923;301. 24x Fich e: 30-322. 84/05/21, S412I30072. 

-3412130323 Respond, to 830330 Itr which forwarded N Neubert Itr re 
IJoLrT^ °f fftilitP.NPC requires stringent emergency 
preparedness provisions. License will not be issued 
unless util demonstrates that public protected 

33%5/i“-'^ LErN'F f- Operations. 


: of issues Cuomo Commission will address 


— S412130331 Forwards lis 
during deliberations, 

Office of the Executive Director for Onerations 
3/07/15. DENTON. H. R. Office of Nuclear Reactor Regulationi 
Director. DEYOUNG, R. C. Director's Office. Office orinsjeciion 
R«efjch°''‘'D?''’*; tf Nd^lttr Regulatory 

a«It3oS72 =^’“:30S. 24X Fiche: 50-322. 84/05/21, 


—8412130343 Forwards list of questions that Cuomo Commission consider] 
Vu4 If facility operating 

B 3 / 07 ?ns Ei'cati/e Director for Operations 

Dl^ectof MUPM^Ey'tf j' JJ"'=l'Ar Reactor Regulation, 

HURLEY. T, E. Region 1, Office of Director Son 

27923:313. 24X Fiche: 50-322, 84/05/21, 8412130072. 


—8412130348 Forwards responses to FEMA findings re Rev 1 to Ic 
fiMTTW^ I emergency response plan. 

DFNTnw'^u^D Lighting Co. SNRC-939. 83/07/28. 

27923 ' 316 R®S«lation, Director 

27923.316, 24X Fiche; 50-322. 84/05/21, 8412130072. 


12pp 


-8412130351 Forwards pages of LILCO witness Cordaro testimony claimi„D 
util unable to maintain normal communications w/AEC * 

during facility licensing hearings 

®3/08/30. BORDENICK.B. Office of 
the Executive Legal Director. llpp. 27923:328. 24 X 

Fiche 50-322,84/05/21.8412130072 


—8412130361 Advises that NRR SRP describing 
for diesel generators for emergency power 
file in PDR. Chapters 8 & 9 forwarded W/o 
INGRAM, F Office of Congressional Affair 
House of Rep. Ip 27923:346. 24X Fiche 


requirements !c procedurt!, 
at facility on 
enc 1 . 

s. 83/09/30. LENT.N, F 
: 50-322, 84/0 5/21, 


0412130463 Forwards H Jaffe 
describing requirements & 
NRC for diesel generators 
LENT.N. F. House of Rep. 
Affiliation Given. 2pp 
8412130072. 


830915 Itr requesting manual or handbook 
testing procedures specified by 
for emergency power at facility. 
83/09/27. INGRAM, F. NRC - No Detailod 
27923:347. 24X Fi che : 50-322. 04/05/21 , 


. — . wwwL^w* i.., q.u vnairman nj Palladino 

nroreJ handbook describing requirements & testing 
procedures re diesel generators. Uti 1 or mfg of diesel 
generaters should be contacted 

A^mirion ®°''8''«”“>"4l Affairs. 83/09/09. 

Atruiation Not Assigned. Ip. 27923:349 24X 

Fiche: 50-322. 84/05/21, 8412130072. 


JAFFE. H. 


—8412130472 Advises that advisor sys 
dropped. Experienced 0WR operators 
supervisory slots on each shift. 
UHL, W. a. Long Island Lighting Co 
Commissioners. Ip. 27923 - 350 
8412130072 


for shift operating personnel 
will be hired & fill 

83/10/14. OILINSKY. V. 

24X Fiche: 50-322, 84/05/21, 


—8412130477 Ac k receipt of Itr re decision to drop advisor sys for ihHk 
GrLINSKY^/®''?°""!^ ? permanent experienced operators. 

Commissioners. 83/11/01. UHL, W. 0. Long Island 
eilSJ 3 S 072 °' ="^^23:351. 24X Fi ch e : 50-322. 84/0S?21 . 


reply urging FEMA meet 


for findings. E Jordan preparing 
deadline. “ 

DIRCKs'^^J Executive Legal Director. 84/01/06. 

27923 Executive Director for Operations. Ip. 

27923.355. 24X Fiche: 50-322. 84/05/21, 8412130072. ^ 


-8412130488 Expresses appreciation for time spent discussing arobUtfis 
re safe operation of facility. ^scussing prooiems 

Island Lighting Co. 84/02/20. GILINSKY, V. 
8412130072"' ^”23:35*. 24X Fic ha : 50-322, 84/05/21, 


af- Aar, 1,4. n ,.5 p u a =. a g i e cnreac ot radiation leak. 

at fac 1 1 1 ty. Opposes plant licensing. 

BELSON, B, Affiliation Not Assigned. 83/01/31. PALLADINO, N, J. 

8412130072 ^''®’ 24 X Fiche: 50 - 322 . B 4 / 05 / 21 , 


A. ..U requesT ror four catego 

of documents re util application to expand storage capacity 

available^inVDR°^'*^°''‘^*''‘^® ^ documents. App B documents 

FELTON, J M. Division of Rules and Records. 84/06/07. BELL.N. 
Nuclear Information & Resource Service, 3pp. 27924218 24X 

Fiche: 50-344, 84/06/07, 8412130075. 


-«^i^iaoo79 Forwards safety evaluation & EIA re mod to spent fuel 
storage pool. 

Operating Reactors Branch 1 (Pre 800428). 7n^/U/ll 
GOODWIN, C. Portland General Electric Co. 2pp. 27924:221. 24X 

Fiche; 50-344, 84/06/07, 8412130075. 


'8412130083 Safety evaluation supporting mod to spent fuel storage pool. 
» Office of Nuclear Reactor Regulation, Director. 77/11/11. 

15pp, 27924:223. 24X Fic h e : 50-344, 84/06/07, 8412130075. 


8412130094 EIA supporting mod to spent fuel storage pool. 

* Office of Nuclear Reactor Regulation, Director. 77/11/11. 
2 app, 27924:238. 24X Fic he: 50-344, 84/06/07, 8412130075. 


‘8412130104 FES for Trojan Nuclear Plant. 

Energy Commission, Directorate of Licensing. 73/08/31, 
300pp. 27924:277. 24X Fi che: 50-344, 84/06/07, 8412130075 . 
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841213010? Forwards 040213 memorandum & order re petitions to intervene 
tt requests For hearing from State of OR St Coalition for Safe 
Power granted by ASLB. r4RC & licensee filed answers to 
petitions stating petitioners had standing to intervene. 

CUNNINCHAM.G. H. Office of the Executive Legal Director. 84/02/21. 

DENTON. H R Office of Nuclear Reactor Regulation. Director. ip- 
27925:295. 24X Fi C h e : 50-344, 84/06/07. 8412130075. 

6412130077 Further response to FOIA request for detailed instructions 
provided by NRC re use of risk assessment techniques i> 
analysis S« calculations on which values selected for max 
ground accelerations for earthquake. Documents in PDR^ cnvAQ c D 

FEI-TON. J. M. Division of Rules and Records. 84/06/08. CALSOYAS. C. D. 

Affiliation Not Assigned. Ip. 27924:213. 24X 

Fiche: 50-000. 84/06/08. 8412130077, 

— S4i21300S5 Requests production of correspondence on matters now under 
investigation by US District Courts from sources other than 

CALSDYAsfc. D. Affiliation Not Assigned. 84/04/13. PALLADINO. N. 

Commissioners. SEABORO, 0. , RUCKELSHAUS, W. Affiliation Not 
Assigned, 2pp. 27924:215. 24X Fiche: 50-000, 84/06/08. 8412130077. 

-§41213008? Discusses alleged conspiracy to license fac i 1 i ty , vi olat e 
First Amend It vitiate principle of affirmative action all 
against public & minority interests. dai i AUTKin lu 

CALSOYAS. C, D. Affiliation Not Assigned. 83/09/29. PALLADIND.N, 
Commissioners. OSWALD. J. W. , BALDRIGE.M. Affiliation Not Assigned. 

Ip. 27924:217. 24X Fich e: 50-000. 84/06/03. 8412130077. 

6412130086 Responds to appeal re denial of FOIA request for documents 
re implementation of facility QA 8t QC. Documents noted in 
end index available in PDR. Certain documents withheld (ref 

FOIA Exemptions 7A «e D). QA/nA/OA 

CHILK. S. J. Office of the Secretary of the Commission. 84/06/0A^. 
DOMBY.A.H. Troutman. Sanders, Lockerman Ashmore. llpp- 
27925:299. 24X Fiche : 50-424. 84/06/04, 3412130086. 

6412130087 Appeals denial of FOIA request for three categories of 
documents re single-stage licensing standardized design 
certifications. u 

ADATO.M. Union of Concerned Scientists. ay03/05. 

Office of the Executive Director for Operations. Ip. 27924.20/. 

S412130091 Responds to appeal of denial of FOIA request for three 
categories of documents re single-stage licensing 8e 
standardized design certifications. No further action will 
be taken on appeal. AnATn m 

FELTON. J. M. Division of Rules and Records. 84/06/14. ADATO. M. 

Union of Concerned Scientists. Ip. 27924:208. 


-8412130134 State of TX '’Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re well 
logging It density gauge source. 

* Texas, State of. 82/02/19. 2pp 27924:077. 

-8412130139 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re pipe line 
camera replacement sources. 

* Texas, State of. 82/02/19. 2pp. 27924:079, 

-8412130142 State of TX "Registry of Radioactive Sealed Sources 6t 
Devices, Safety Evaluation of Device" re survey 
instrumentation calibr unit. 

« Texas. State of. 79/10/31. 2pp. 27924.081. 

—8412130145 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re oilfield wireline 
sinker bars. 

* Texas. State of. 79/12/31. 2pp, 27924.083. 

—8412130153 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re radiography 
S OUT C 0. 

* Texas, State of. 81/04/30. 2pp. 27924:085. 

-B412130158 Amended State of TX "Registry of Radioactive Sealed Sources 
8t Devices. Safety Evaluation of Device" re X-rag source for 


medical R&D. 

* Texas, State of. 


83/08/19. 4pp, 27924:088, 


8412130167 NRC "Registry of Radioactive Sealed Sources & Devices. 

Safety Evaluation of Device" re gas it aerosol detectors, 
e NRC - No Detailed Affiliation Given. 83/02/10. 3pp. 

27924; 092. 

8412130173 State of CA "Registry of Radioactive Sealed Sources S< 

Devices, Safety Evaluation of Device" re fine leak sys. 


Devices. Safety 

California. State of 


83/05/12. 9pp, 27924:095, 


-B412130176 Corrected State of CA "Registry of Radioactive Sealed 
Sources 8c Devices* Safety Evaluation of Device" re dosimeter 

* California, State of. 76/10/21. 2pp. 27924: 104. 

-8412130184 NRC ""Registry of Radioactive Sealed Sources !< Devices, 
Safety Evaluation of Sealed Source" re beta-bac kscatter 

J*^NRC*-^NQ*Detailad Affiliation Given. 80/01/10. 3pp. 


B412130100 FOIA request for copies of radiation source or device 
registration certificates issued to organizations on encl 


reg 
list. 

HAMMITT.HA. FOI Services, 
of Rules and Records. 2pp. 


3619. 84/05/21. 

27924: 063. 


FELTON. J. M. Division 


—8412130192 State of CA "Registry of Radioactive Sealed Sources 8. 
Devices, Safety Evaluation of Sealed Source" re calibr 


source. 

♦ California. State of. 


31/01/06. 2pp. 27924: 109. 


6412130101 FOIA request for any single-stage licensing documents 
originated after S31115 partial response to FOIA-83-620. 

ADATO. rt. Union of Concerned Scientists. 84/03/05, FELTON, U. M. 
Divleion of Rules and Records. Ip. 27924:205. 


-6412130200 State of CA "Registry of Radioactive Sealed Sources it 
Devices, Safety Evaluation of Sealed Source" re X-ray 
fluorescence sources. 

* California, State of. 81/12/10, 4pp. 


27924; 111. 


B412I30106 Responds to FOIA request for any licensing 

documents originated after initial request F 0 IA-a 3 - 620 . No 
further documents originated since last Anarn M 

FELTON. J. M. Division of Rules and Records. 84/06/06. ADATO. M, 
Union of Concerned Scientists. Ip. 27924:206. 


6412130110 Responds to FOIA request for copies of radiation source or 
device registration certificates issued to 10 listed 
organisations. Forwards App A documents, 

FELTON. J. M. Division of Rules and Records. 84/06/05. 

FOI Services. 4pp. 27924:065. 


HAMMITT, H- A, 


-B412130115 State of TX "Registry of Radioactive Sealed Sources 
Devices, Safety Evaluation of Device. " re industrial 
radiography exposure device 8t survey instrument calibr uni . 
* Texas. State of. 77/03/31. 4pp. 27924:069. 


-3412130121 State of TX "Registry of Radioactive Sealed Sources it 
Devic es. Safety Evaluation of Sealed Source" re well 
loggiTig & calibr sources. 

+ Texas. State of. 77/07/31. 2pp. 27924:073. 

-8412130125 State of TX "Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Device" re industrial 
radiography source changer. 

* Texas. State of. 77/08/31. 2pp. 27924:075. 


-8412130206 State of CA "Registry of Radioactive Sealed Sources 8< 
Devices. Safety Evaluation of Sealed Source" re Model 312 


Devices. Safety 
direct loading brachy therapy source. 
California. State of. 82/08/16, 


5pp. 


-8412130215 "Registry of Radioactive Sealed Sources 8< Devic es, Safety 
Evaluation of Device" re sealed source. . ctpoa- 120 

* NRC - No Detailed Affiliation Given. 82/10/06, Ip. 27924.16.0. 


0412130221 State of CA "Registry of Radioactive Sealed Sources St 
Devices. Safety Evaluation of Sealed Source" re high level 


Devices. Safety 
beta source. 

* California. State o 


82/10/19. 5pp. 27924:121. 


-8412130227 State of CA "Registry of Radioactive Sealed Sources St 
Devices. Safety Evaluation of Sealed Source" re Model 314 
afterloading brachy therapy 

* California. State of. 82/12/28. 5pp. 27924.126. 

-8412130233 State of CA "Registry of Radioactive Sealed Sources it 
Devices, Safety Evaluation of Sealed Source" re miniature 
tube source (afterloading), 

* California. State of, 83/05/11. 5pp. 27924:131. 

-8412130240 Amended State of CA "Registry of Radioactive Sealed 
Sources & Devices. Safety Evaluation of Sealed Source re 
afterloading brachytherapy source. 

e California. State of. 83/10/06. 4pp. 27924: 136. 
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B412130245 Amended State of CA “Registry of Radioactive Sealed 
Sources ^ Dev i c es- Sa f sty Evaluation of Sealed Source” re 
, X— ray fluorescence source 

« California. State of, e3/10/0(£>. 4pp. 27924 140 


8412130249 State of CA “Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Sealed Source” re flood 
source 

* California. State of. S3/10/18 4pp. 27924:144. 


8412130254 State of CA “Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Sealed Source" re aerosol 
monitor 

* California. State of 78/07/10. 3pp. 27924- 148. 


-8412130256 State of TX “Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Sealed Source” re calibr 
source, 

■* Texas. State of. 82/12/10. 3pp. 27924: 151. 


■8412130263 AEC "Registry of Radioactive Sealed Sources it Devices. 
Safety Evaluation of Sealed Source" re calibr source. 

* Atomic Energy Comnission. 71/07/01. 2pp. 27924: 154. 


-8412130267 State of CA “Registry of Radioactive Sealed Sources 
Devices. Safety Evaluation of Sealed Source" re electron 
capture detector. 

* California. State of. 77/04/06. 2pp, 27924- 156 


--8412130274 NRC "Registry of Radioactive Sealed Sources Sc Devic es. Saf e ty 
Evaluation of Sealed Sources." re singly encapsulated 
calibr/heat source. 

* NRC - No Detailed Affiliation Given. S3/01/1S 15dd 
27924:158 


- 8412130281 Amended NRC “Registry of Radioactive Sealed Sources & 
De V 1 c e s ( Sa f e ty Evaluation of Sealed Source" re therapeutic 
seed source. 

* NRC - No Detailed Affiliation Given. 80/06/23 12dd 
27924-173, 


—9412130285 NRC "Registry of Radioactive Sealed Sources 8< Devices. 
Safety Evaluation of Sealed Source" re beta source. 

■* NRC - No Detailed Affiliation Given. 80/10/07 3dd 
27924. 1S5. 


-841213028B NRC "Registry of Radioactive Sealed Sources i< Devices. 
Safety Evaluation of Sealed Source" re static charger 
detector 

■* NRC - No Detailed Affiliation Given. 82/08/19 7dd 
27924: 188 


8412130292 NRC "Registry of Radioactive Sealed Sources 8< Devices. 
Safety Evaluation of Sealed Source" re tube source. 

* NRC - No Detailed Affiliation Given 33/01/31. 6 pp. 

27924. 195. 


0412130113 FOIA request for seven categories of documents re Kerr-McGee 
Cushing Facility. 

BARNES. C. Affiliation Not Assigned. 84/04/14. FELTON. vJ. M. 

Division of Rules and Records. 4pp 27924:011 


8412130126 Partial response to FOIA request for seven categories of 
documents re Kerr-McGee Cushing Facil ity. Saniti led version 
of 660307 compliance investigation rept end. Search for 
documents subj to request continuing. 

FELTON. J. M. Division of Rules and Records. S4/04/30. BARNES. C 
Affiliation Not Assigned. Ip. 27924:016. 


8412130147 Compliance investigation rept on 660207-18. No noncompliance 
noted. Major areas investigated: 660207 explosion during 
dissolution process of thorium fires. No significant 
radiological hazard occurred. Info deleted. 

BROWN. G D. . WARD. J. J. Atomic Energy Commission. 66/03/07 24pa 
27924:017, 


8412130159 Responds to FOIA request for 840125 SECy-84-36. "Staff 
Revieui & Response to Ofc of Investigations Rept on TMl-2 
Cleanup Allegations. " Forwards requested document. 

FELTON. J. M, Division of Rules and Records. 84/06/14. MARKS. A, W. 
Transcontinent Technology. Inc. Ip. 27926:112. 24X 

Fiche: 50-320. 84/06/14. 8412130159. 


0412130164 FOIA request for SECY-83-2S3, SECY-84-1 59, Denton 840420 memo 
re control room fire Eisenhut 831024 & 1220 memos re 
bullet resistant fire doors St physical independence of 
electrical separation, respectively. 

ORABER.L. NUS Corp. CD-LIS-a4-354. 84/05/16. Division of Rules 

and Records. ip. 27926: 070. 


8412130165 FOIA request for SECY-B4-36 dtd 840125. 

MARKS, A W Transcontinent Technology, inc. 84/04/22. FELTCW, J M 
Division of Rules and Records, Ip. 27926:113, 

8412130172 Responds to FOIA request for five specific documents re fir» 
protection Three App A documents available in PDR, Revieu of 
tuio documents ongoing 

FELTON. J M Division of Rules and Records 34/06/08 GRABER.L 
NUS Corp 2pp. 27296:068. 


—8205100003 Responds to 820309 Itr re potential control room fires I 
appropriate methods for providing protection from effects of 
fires 

DENTON, H R Office of Nuclear Reactor Regulation, Director, 
82/04/20. BERNSEN. S. A. Bechtel Corp. 3pp 27926:071. 


— 8312290064 Responds to 830413 memo re need for both 10CFR50 App R k Ria 
Guide 1.75 separation requirements. Physi cal separation 
barriers of Reg Guide 1,75 should not be included in Tech 
Specs. 

EISENHUT. D G. Division of Licensing. LS05-83-12-029. 83/12/20. 

OLSHINSKI, J. A. Division of Engineering & Operational Programs 
3pp. 27926:076. 


8412130183 Forwards staff position on acceptable bullet resistant firt 
doors in vital areas of nuclear power plants. 

EISENHUT, D G. Division of Licensing. 83/10/24. JORDAN. E. L. 
Division of Emergency Preparedness h Engineering Response (Post 
830103), 2pp. 27926:074. 


8412130177 FOIA request for SECY-79-164 & SECY-79-213. 

AFTERGOOD. S Committee to Bridge the Gap, 84/05/01. Office of 
Administration. Ip. 27926: 101. 


8412130188 Partial response to FOIA request for SECY-79-164 8< 
SECY-79-213. Forwards SECY-79-164, "AO Recommendation - 
Extortion Attempt Involving Alleged Theft of Licensed Matl. " 
SECY-79-164 also being placed in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/04. AFTERflOOD, S. 
Committee to Bridge the Gap. Ip. 27926: 102. 


—8412130197 SECY-79-164 

Requests approval of AO recommendation re extortion attempt 
involving alleged theft of licensed mat 1 . Commi s s i on comments 
requested by 790320. 

OOSSICK. L. V. Office of the Executive Director for Operations 
79/03/05 9pp. 27926: 103. 


8412130212 Further response to FOIA request for three categories of 
documents re single-stage licensing. 

FELTON, J, M. Division of Rules and Records. 84/06/00. ADATO, M. 
Union of Concerned Scientists. Ip. 27926:079. 


— 8412130226 Forwards vieugraphs presented at 830114 meeting w/Bechtel 
re standar di zation. 

PALLADINO, N. J. Commissioners. 83/01/18. GIUNSKY. AHEARNE, 
ROBERTS Commissioners. 20pp. 27926:081. 


8412130236 FOIA request for "Analysis of Processes Used in Evaluating 
Util Mgt & Organization for NRC OL. " used in preparation 
of NUREG/CR-3601. 

WILLIAMS. 0. G. URA Associates. OGW-84-032. 84/05/21. FELTON. J. M. 

Division of Rules and Records. Ip. 27926:013. 


8412130242 Responds to FOIA request for "Analysis of Processes Used In 
Evaluating Util Mgt & Organization for NRC OL. " Rept 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/08. WILLIAMS. □. 0, 
JRA Associates. Ip. 27926:014. 


— 8412130250 DHARC-400/82/0 18 

"Analysis of Processes Used In Evaluating Util Mgt it 
Organization for NRC OL. " 

NADEL.M.U, . HAYWARD. M. D. , KERWIN. C. Battelle Human Affairs 
Research Centers. 82/06/30. Division of Human Factors Safety. 
54pp. 27926:015. 


8412130259 Appeals denial of FOIA request for all documents re 1977 
Nuclear Svcs Corp audit of Pullman Power Products. 

REYNOLDS, J, R. Center for Law in the Public Interest. REYNOLDS, J. R 
Joint Interveners - Diablo Canyon. 84/02/17. Office of the 
Secretary of the Commission. Ip. 27924:201. 24X 

Fiche: 50-275. 04/02/17, 8412130259. 


8412130272 Further responseto FOIA request & appeal for documents re 
1977 Nuclear Svcs Corp audit of Pullman Power Products, 

Telcon on 840604 confirmed that documents received in 
840301. 15 it 0509 response Itrs satisfied original request. 

FELTON, J M Division of Rules and Records, 84/06/08. REYNOLDS, J. R. 
Center for Law in the Public Interest. Ip. 27924:204. 



MONDOCKETED ITEMS 


423 


g4iai30440 Partial response to FOIA rec^uest for documents re four 
categories of info re subduction zones 8< low angle thrust 
faults in Pacific Northeast affecting Trojan 8< WPPSS3 App A 
documents available in PDR. 

pgLTOIsj, j. M Division of Rules and Records. 84/05/08, BELLi N. 
Nuclear Information & Resource Service. 2pp. 27924:041. 24X 

Fiche: 50-000. 84/05/08. 8412130440. 


8412130444 FQIA request for five categories of documents re facility 
radiological emergency plan made available to Suffolk 
County. NY 

BOWEi J. F. Hunton U Williams. BOWE. J. F. Long Island Lighting Co. 
04/04/27. GRIMSLEY. D. H. NRC - No Detailed Affiliation Given. 3pp. 
27924:045 24X Fiche : 50-322, 84/04/27. 8412130444. 


8412130449 Further response to FDIA request for documents re facility 
radiological emergency plan made available to Suffolk 
County , NY. Forwards App B documents. App A & B documents 
available in PDR. . _ 

FELTON, J M. Division of Rules and Records. 84/06/04. BOWE. J. F. 
Hunton «, Williams. 4pp. 27924:040. 24X Fiche : 50-322. 04/06/04, 

8412130449. 


8412130494 Partial response to FOIA request for documents re TDI diesel 
generators at Shearon Harris nuclear plant it all lists of 
problems Sc defects which occurred w/TDI generators being 
used or tested. Documents listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/17, BELL, N. 
Nuclear Information & Resource Service. Spp- 27923:172. 24X 

Fiche: 50-000. 84/05/17, 8412130494. 


8412130526 Draft Commission paper re publication of notice of 

consideration & proposed NSHC concerning licensee requested 
expansion of facility spent fuel pool. 

DIRCKS. W. J Office of the Executive Director for Operations. 
83/08/12. Commissioners. 21pp 27922:059. 24X 

Fiche. 50-287. 84/06/19. 8412130516. 


8412130517 Responds to FOIA request for winning 
AGS Mgt Sys, Inc. Record available in PDR. 
FELTON, J. M Division of Rules and Records. 
Control Data Corp. Ip. 27922:232 


proposal 

84/06/08. 


submitted by 
PADEN, R. C. 


8412130523 Request for price quotation for CPM/PERT sys. 

STEVENS. E. C. AGS Management Systems, Inc. 83/11/16. 
27922: 233 


21pp. 


8412130520 Responds to FOIA request for two categories of records re 
Mar 1984 audit of electrical equipment qualification files. 
Forwards App A documents. App A & B documents available m 

PDR. Review continuing. rr./. /o.,. uc-tcq f r 

FELTON, J, M. Division of Rules and Records. 84/06/06. WEISS, E.R. 
Union of Concerned Scientists. 3pp. 27922:177, 24X 

Fiche: 50-289, 84/06/06. 8412130520. 


—8404120326 Responds to 840127 Itr requesting QA Branch position re 
applicability of App B to 10CFR50 requirements for 
equipment environ qualification records prepared & 
maintained bu 1 icensees, Sp ec if Ic methods acceptable, 

ANKRUM.G.T. QA Branch. 84/03/29. MORRILL. P, J. Reg ion 5, Off ice 


841S13O4'?0 Partial response to FOIA request for end to PL Willman 
840303 Itr re functional description of safety parameter 
display sys at Clinton Power Station St SECY-84— 24. Sub j Itr 
not ava i lab le. Forwards PL Willman 840330 Itr. 

FELTON, J. M. Division of Rules and Records. 84/06/14. DOVE, K. L. 
Affiliation Not Assigned. Ip. 27923:165. 24X Fi c he : 50-461, 

84/06/14. 8412130498, 


—8404180099 Forwards request for addl info re util nuclear technical 
Data Rept 250, Rev 1 concerning review of intermediate bldg 
flooding following feedwater line break in intermediate 
bldg. Info should be provided within hukill H D 

STDLZ, J. F. Operating Reactors Branch 4. 84/03/29. 

General Public Utilities - 0.°U Service Corp. 5pp. 27922.181. 24X 

50-209. 04/06/06. 8412130520. 


—8412130505 Forwards State of IL proposal to revise Contention III re 
control room layout it instrumentation. Confirms that NRC will 
make available transcript of 840405 meeting in Bethesda.MD 
ra safety parameter display sys. 

WILLMAN, P. L. Illinois, State of. OL. 84/03/30. GODDARD, R. J. 
Office of the Executive Legal Director. 5pp, 27923: 167 . 24X 
Fiche: 50-461, 84/06/14, 8412130498. 


— 8404180497 Forwards comments on results of B40320 8< 21 audits 
electrical equipment environ qualification flles.Files 
contain documentation that can be utilized by util to 
provide proof that equipment qualified. erni 7 1 f 

NOONAN, V. S. Equipment Qualification Branch. 84/04/06. < 

Operating Reactors Branch 4. 7pp. 27922: 193. 24X 


8412130499 Responds to FOIA request 
excluding Yellow Book input. Items 
under separate cover. 

FELTON, J. M. Division of Rules an 
Merrill Lynch Capital Markets. 


for Caseload Forecast Panel files, 
listed on end provided 

d Records. 04/06/06. HILDRETH, R. 0. 
2pp. 27923:161. 


8412130501 FOIA request for files of Resource Mgt Caseload Forecast 
Panel re const status, es t imations for completion it site 
visits. «js£j 

HILDRETH, R. G, Merrill Lynch Capital Markets. 84/05/11. Offlc 
Administration. 2pp. 27923: 163. 


B412130S03 FOIA request for three categories of records re Shoreham 
Nuclear Power Station. 

BELAIR, R. R. Kirkpatrick it Lockhart. 84/04/09. 

Administration. 3pp. 27923:037. 

8412130503. 


Office of 
24X Fiche: 50-322,84/04/09. 


8412130510 FOIA request for MC 535, Section 1 Guidelines it documents 
that provided directions to IE personnel on conducting insps 
tc investigations from 791101 - 800401. 

HAMLIN, J. B. Shaw, Pittman, Potts it Trowbridge. 84/05/11. 

FELTON. J. M. Division of Rules and Records. Ip. 27922:254. 


-B405140539 Discusses 840320 & 21 audit of TMI-1 electrical equipment 
environ qualification files. Licensee not properly 
interpreting 8, implementing 10CFR50, App Q requirements. 

Region I should be advised of observation. ctsenHUT. D G 

VOLLMER.R.a Division of E^iglneering 

Division of Licensing. 2pp. 27922:203. 24X Fiche. 50 289, 


-8405160601 Advises that OPU has committed to conduct intermediate bldg 
mods prior to restart. Commitment resolves concerns re 
emergency feedwater reliability during main feedwater line 
break,exceDt for submergence of Boston Insulated wire. 

STOLzij p "^ operating Reactors Branch 4. 84/05/02, NDQNAN. V. 

Qualification Branch. PARR, 0. Auilliary St»t.m. Branch. 

ZIEMANN, D. Procedures «< Systems Review Branch. 2pp. 27922.205. 

F-irha- fid -009. 84/06/06, 8412130520. 


-8412130529 Recommends that facility be selected for equipment 
qualification audit review. Audit would focus on resolution 
of identified deficiencies, justifications for continued 
operation it compliance w/lOCFRSO. 49. /iz. 

NOONAN, V. S. Equipment Qualification Branch, 84/02/16. 
VOLLMERiR.H. Division of Engineering. Ip. 27922:180. 24X 


8412130511 FOIA request for AGS Mgt Sys, Inc winning proposal 
in response to solicitation for CPM/PERT sys, 

PADEN. R.C. Control Data Corp. 84/01/05, Division of R 
Records. Ip. 27922:231. 


submitted 
ules and 


-8412130536 Forwards NRR SALP input for period Dct 1902 
VAN VLIET, J. Operating Reactors Branch 4, 84/04/04. 

Region 1. Office of Director. 7pp. 27922:186. 24X 

Fiche: 50-289, 84/06/06. 8412130520. 


Jan 1984. 
CONNER, E. 


8412130514 FOIA request for documents prepared by NRC or 
prior to, during or after 840320—21 audit of electrical 
equipment qualification files, 

WEISS. E.R. Union of Concerned Scientists, 84/05/14. 
Division of Rules and Records. Ip. 27922:176. 24X 

Fiche: 50-239, 84/05/14. 8412130514. 


contractor 

FELTON, J. 


12130522 Partial response to FDIA request for MC 535, Section 1 
guidelines it documents providing directions to IE P*;:sonnel 
on conducting insps it Investigations from 791101 “ 

Forwards App A change notices. Documents „ 

FELTON, J. M Division of Rules and Records. 84/06/08. HAMLIN, J. B, 


8412130516 Fourth partial response to 840306 FOIA request for documents 
re Portland General Electric application to expand storage 
capacity of spent fuel pool. Forwards App A documents. 

Documents also available in PDR. or-,, m 

FELTON. J. t1. Division of Rules and Records, 84/06/19, BELL. N. 
Nuclear Information 8c Resource Service. 2pp. 27922:055, 24X 

Fiche: 50-287, 84/06/19, 8412130516. 


8412130528 IE Manual Chapter 0535. IE Manual Chapter 0010 table of 

contents dtd 840301 also end. 

* Office of Inspection 8( Enforcement, Office of the Director. 
77/10/26. IBBpp. 27922:259. 
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■84:2170129 Insp Rept 50-2Sa/79--01 on 791015. No noncomp 1 lance noted. 
Major areas inspected security p Ian, protec t i on of SNM. 
security organ lation, access c on tro 1 , alarm sys, procedure s, 
surveillance !t c aff.munica 1 1 ons. Sens 1 1 1 ve info deleted 
SCHAEFER. D w . MGRTEN5EN, W P. . NORDERHAUG. L R. Region 5. San 
Francisco. Office of the Director. 79/11/09 4pp. 27959:002 
24X Fiche 50-000,84/07/09.8412170075 


8412130527 Responds to FDIA request for three categaries of records r# 
facility. Forwards documents listed in App A. Documents also 
available in PDR Documents listed in App B withheld 
(ref FOIA Exemption 5), 

FELTON, J. M Division of Rules and Records. 84/05/23. BELAIR.R R 
Kirkpatrick «< Lockhart. 4pp, 27923:090. 24X FI c h e: 50-322. Q4/05/2:), 


S41217007B Responds to FOIA request for copy of file on Sarg en t-We Ic h 
Scientific Co, Skok i e, IL. Forwards documents listed in App A. 

FELTON, J M Division of Rules and Records 84/06/18, TRAWICK.S. 
United Paperworkers International Union 4 pp. 27972 046. 


8412130535 FOIA request for names & addresses of NRC licensees in 
Regions I.ru & v holding listed mat! licenses. 

MIKOWSKI.J Affiliation Not Assigned. 84/05/31. FELTON. J. M. 
Division of Rules and Records. 2pp. 27922:052. 


-9412170082 License 12-06661-02E for Sargent-We Ich Scientific Co, 
authoriiing byproduct natl distribution to persons exempt 
from 1 icensing. per 10CFR30. 

BASSIN, N Atomic Energy Commission, Directorate of Licensinn 
72/06/29 Ip. 27972. 050 


—8412170087 Amend 1 to License 12-06661-02E, auth ori z mg use & 
distribution of Po-2l0, Tl-204. Co-60, Sr-90, Sn -1 13 & Cs-137 
to persons exempt fron 1 i c ens ing . per 10CFR30. 10 

Energy Commission. Directorate of Licensing 
73/08/13 Ip 27972- 051. 


-8412170090 Amend 2 to License 12-06661-02E, author i z ing storage & 
distribution of Po-2lO. Tl-204. Co-60, St- 90, Sn -113 i'. Cs-137 
to persons exempt from 1 icensing. per 10CFR30. 10 

2p”^^'27972^052‘*°*°^^* Licensing Branch (Pre 790501). 78/06/30. 


—8412170094 Amend 3 to License 12-06661-02E, auth ori i ing use & possession 
of licensed matl described in Items 6-8 & allowing use of 
matl under supervision of OT Cuzelis or E Javor. 

^972^067^ Materials Licensing Branch. 82/02/23. Ip. 


— 8412170097 
it notice 
CRIER, B. H 
MELHORN, J 


orviolation^* License 12-06661-02E on 721106 

Region 3. Chicago, Office of the Director. 73/01/04 
Sargent-Uelch Scientific Co. 2pp. 27972:054. 


8412170101 Notice of violation fro 
721106. 

* Region 3, Chicago, Office of 
27972. 056 


m insp of License 12-06661-02E 
the Director. 73/01/04. Ip. 


on 


DT’aft insp rept from insp of License 12-06661-02E on 7 =>tinA 
Nonc=mpl„„ce not.d:no evaluation* „ade to ensire“?ai do« “ 
S 5 JJ. "“‘“Set not exceeding 


8412130541 FOIA request for Ofc of Inspector & Auditor document* re 
Region IV investigation & insp of firing C Atchison, 
including Repts 4-83-001 &. 4-83-013. 

GARDE, B.P. Government Accountability Project. 84/03/21 Offua 

27922:038. 24X Fiche; 50-445, 84/03/21, 

841 213054 1 

8412130542 Responds to 840531 FOIA request for names tk addresses o# mz 
licensee^, in Regions I, IV & V holding various matl licenses 
listed in request. Forwards computer printout furnishing 
requested info, Document also available in PDR. W/o end, 

A? ^ I??' ^°ivision of Rules and Records. 84/06/18. MIKDW9KI,V 
Affiliation Not Assigned. Ip. 27922:054. 


8412130550 Further response to FDIA request for five categories of 
documents. Forwards documents listed in app. Documents also 
PDR. Review of addl documents continuing. 

BELTON, J. M Division of Rules and Records, 04/06/11. GARDE, 0, P 
Government Accountability Project. 2pp. 27922' 040 24 X 

Fiche: 50-445, 84/06/11, 8412130550. 


S412130556 Forwards documents informing of 
investigation, W/o ends. 

FITZGERALD, J. A. Office of Investigation. 
Commissioners. Ip. 27922:042. 


opening of 
83/01/12, 


new 

PALLADINO 


8412130560 Rev 0 to "Preparation S? Control of 
* CYGNA Energy Services. 01/12/01. 9pp. 


QA Dept Documents, " 
27922; 043. 


Phlflcal ..curity 8, ..f.gu.rd. 
p"«nt '■eactor. in Rejions tl & V from 1979 to 


present. 

AFTERODOD, S. Committee to Bridge the Gap 
Administration. Ip, 27958:344. 


insp rept 
Office of 


8412170074 FOIA request for copy 
Co, Skokie, IL. 

TRAWICK, S, United Paperworkers 
Region 3, Office of Director. 


of file on Sarg en t-Wel c h Scientific 

Internatl onal Union. 04/05/21 
ip. 27972:045. 


durin, 721 lSrinlp.’" ''' "“"“"'PUancd npted 

27972?07I ‘I" Director. 73/10/22. Spp. 

“®^J?73?;jr° iSJ??02’2"'‘ 1^74 - .uno 

D^ud- 

drier, B.H ReSior“ Jhiclr old? L.c.nso 12-06661-02E. 
MEUHDRN.J.P. Sarp.„t-W.ic;"|;ie„':UL°Co“'ip.‘’''^*?;2,o”'°‘^‘8- 

‘'~®^^2^70133 Responds to AFC 7*^0104 i*-.. . 

License 12 - 06661-028 on 721 106. Co^rectiv^acti ons • 
pa"“InrL°"l.:' ** »—.0P.r:L°r":p. tin* . 

reducing scopr^f Ucens^from^cltegorj 3 ! 1° 12-06661-02E, 

BADDELEY.D.U Sargen“-Selch Sci^n^-S ^ Category 5A. 

Atomic Energy Commission. !p 27172:^85.°' 71/04/07. 


& il?efluadr?nsp reoWn documents re physical security 

V nonpower reactors in Regions II 

^ — - ^PP- 

Committee to Bddgi°thrOap.^‘'%pp!^ ^2795a*345®'^''2qi°*^' AFTEROGOO, S 
Fiche; 50-000, 84/07/09. 84121700% ^ 

‘ accountm, for 

Branch, ' %,T 

Fiche: 50-000, 84/07/09. 8412170075. 350. 24X 

k:::; 

Br.nch. IEB-“"°79/S2/2l*’'‘4pp=' 

Fiche: 50-000, 84/07/09, 8412170075. S 4 X 

°^9^"i2«tlon, measurements, id^pina «< 
brock, B.l!, KOBORI, Y. ” Rlaion*^ 5 ^*s°^®e*' inventory. 

Director, NORDERHAUG, L. R^ Region^? ^San*^F?an\ 

»O-0S9/SO-0l. 80/03/11. 3pp 279Sr3ir' 

Fiche: 50-000, 84/07/09, 8412170075 360. 24X 
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— B412170147 Application for amend to License 12-06661-01 1 au thori z ing 
storage f* redistribution of C 0 - 6 O 1 Ce-144i Pr-144i Zn“65< C-14. 

Cl-36. Po-210, TI-204, Fe-53. Ca-45, Sn-1 13. In-1 13. Cs-137. Ba-137 
& Sr-90 for training, 

BADDELEY. D. J. Sargent-We 1 c h Scientific Co. 21705. 71/04/07. 

2pp. 27772: 086. 


— 8412170255 Forwards sue, .r.ary of isotope quantities transferred under 
License 12-06661-02E for Jul 1975 - June 1976. per 
10CFR32 20. 

DEEHER.JD. Sargent-We 1 c h Scientific Co 2128 76/07/26. 

Materials Licensing Branch 2pp 27972 140 


— B4121701S9 License 31-03334-09E for Union Carbide Co. authorizing 
distribution of C5-137. Sn- 1 13 Zt Sr-70 contained in 
mirigenerator a to persons exempt from 1 i c ens ing, per 
10CFR30. IS, 

BASSIN. N. Atomic Energy C ofnrni ss i on. 70/09/29, 11pp. 27972.088 


— 8412170261 Forwards application for renewal of License 12-0666 1-02E. 
authorizing byproduct natl distribution to persons exempt 
from licensing. 

KRITEK. J J Sargent-Welch Scientific Co 88052. 77/06/14. 

Radioisotopes Licensing Branch <Pre 790501) Ip. 27972 142 


— 3412170168 Forwards application for license to distribute items 
containing byproduct matl to persona exempt from licensing 
requirements. Fee paid. 

BADDELEY. D. J. Sargent-Welch Scientific Co. 72/03/03. JOHNSON, L. 
Atomic Energy Commission, 2pp. 27972:099. 


— 3412170173 Application for 1 icense. authoriz ing distribution of items 
containing byproduct matl to persons exempt from licensing 
requirements. 

BADDELEY. D. J. Sargent-Welch Scientific Co. 26660. 72/03/03. 

7pp. 27972:101. 


— 8412170132 Requests addl info re actual quantities of radioactive matl 
to bo distributed, per 720303 application for license. Cop ies 
of prototype labels & brochures requested. 

BASS IN. N. Atomic Energy Commission. 26660. 72/03/24. 

BADDELEY. D. J, Sargent-Welch Scientific Co. 2pp. 27972:108. 


— 8412170190 Responds to AEC 720324 request for addl info re 720303 
application for license to distribute byproduct matl to 
persans exempt from 1 icens ing. Matl quantities 8 < copies of 
prototype labels brochure end. 

BADDELEY, D. J. Sargent-Welch Scientific Co, 1328. 72/05/16. 

BASSIN, N. Atomic Energy Commission. Spp. 27972:110. 


— 8412170197 Forwards label description details of Catalogs 2162S,2190U & 
21920. per 720303 8 < 0516 applications for byproduct matl 
1 icense. 

BADDELEY. D, J. Sargent-Welch Scientific Co. 1537. 72/06/13. 

BABSIN. N, Atomic Energy Commission. 4pp. 27972:115. 


— 8412170202 Application for amend to License 12 - 06661 - 02 E, authorizing 
receipt & possession of listed byproduct matls. Summary of 
byproduct matl operations end. 

EWENi E. F. Sargent-Welch Scientific Co. 73/02/23. HOLOWAY, C. J. 
Atomic Energy Commission. 7pp, 27972: 119. 


— 8412170210 Requests list of byproduct matl. suppl iers & max amount to be 
possess ed . p er application for amend to License 12-06661-02E. 

Eduquipi Inc disallowed as licensed Tl-204 beta source 
supplier. 

BASSIN. N. Atomic Energy Commission, Directorate of Licensing. 

31540. 73/04/20, EWEN, E. F, Sargent-Welch Scientific Co, Ip. 

27972: 126. 


— 8412170215 Forwards info requested to complete review of application 
for amend to License 12-06661-02E. per AEC 730420 Itr. 

Catalog 219QU.beta source now supplied by Nucleus, Inc. 

MA3HEK, E. R. Sargent-Welch Scientific Co. 2546. 73/06/26. 

BASSIN, N. Atomic Energy Commission, Directorate of Licensing. 

7pp. 27972: 127. 


— 8412170224 Application for amend to License 12 - 06661 - 02 E, author i i mg 
use of 12 s mCi Pb-210. ^ 

AMBRISTER, J. C. Sargent-Welch Scientific Co. 50330. 74/07/16. 

Atomic Energy Commission. Ip. 27972:134. 


— 8412170229 Forwards summary of isotope quantities transferred under 
License i2-06661-02E for Jul 1973 - June 1974, per 
10CFfl32 20 

DEEMER. J. D. Sargent-Welch Scientific Co. 3275. 74/07/29. 

Atomic Energy Commission. 2pp. 27972:135. 


B Responds to 740716 application for amend to License 
1-02E. Possession «< distribution of Pb-210 not subj to 


— 8412170238 
12-06661- 

AEC regulation. , ^ ^ 

BASSIN, N. Atomic Energy Commission, Directorate of Licensing. 
74/08/08. AMBRISTER, J. C. Sargent-Welch Scientific Co. ip. 
27972: 137. 


— 8412170240 Forwards summary of isotope quantities transferred 
License 12-06661-02E for Jul 1974 - June 1975, per 

10CFR32. 20.. znT/no 

DEEMER. J. D. Sargent-Welch Scientific Co. 327B. 75/07/2 . 

— No Detailed Affiliation Given. 2pp. 27972:138. 


under 


NRC 


— 8412170265 Application for renewal of License 12-06661-02E, naming 
J Deemer C Schmitz as radiation protection officers. 

BADDELEY. D J. Sargent-Welch Scientific Co. B8052, 77/06/14 

Spp. 27972 143. 


— 8412170267 Aclc receipt of application for renewal of License 
12-0666 1-02E. 

COMBS, F. Radioisotopes Licensing Branch (Pre 790501) 88052. 

77/06/29 KRITEK. J. J. Sargent-Welch Scientific Co. Ip- 
27972- 148. 


— 8412170274 Forwards summary of isotope quantities transferred under 
License 12-06661-02F for Jul 1976 — June 1977. per 
10CFR32, 20. 

DEEMER. J D Sargent-Welch Scientific Co. 88724 77/07/18 

Materials Licensing Branch. 2pp. 27972: 149. 


—8412170282 Requests addl info re 770614 application for renewal of 
License 12-06661-02F. Description of operations re handling 
of radioactive matl & radiation safety procedures requested 
COMBS. F. Radioisotopes Licensing Branch (Pre 790501). 88052. 

77/08/15 KRITEK. J.J Sargent-Welch Scientific Co 2pp. 

27972: 151 


— 8412170290 Forwards amended application for renewal of License 
12-06661-02E. correcting Sections 6(a) & (b) re changes in 

KRITEK. J J. Sargent-Welch Scientific Co. 2975. 77/08/17. 
COMBS, F. Radioisotopes Licensing Branch (Pre 790 501). Ip. 
27972: 153. 


— 8412170297 Amended application for renewal of License 12-06661 02E, 
authorizing byproduct natl distribution to persons exempt 

KRITEK, J.J. Sargent-Welch Scientific Co. 2975, 77/08/17. 6pp. 

27972: 154. 


-8412170301 Forwards further revised application for renewal of License 
12-C6661-02E. per NRC 770815 Itr. 

KRITEK, J. J. Sargent-Welch Scientific Co. 3459. 77/09/19. 

COMBS. F Radioisotopes Licensing Branch (Pre 790501). Ip- 
27972: 160 


— B412170308 Revised application for renewal of License 12 06661 02E, 
authorizing byproduct natl distribution to persons exempt 

raiTEK“'y*"larg.nt-H»Uh Scientific Co. 3459. 77/09/16- 14pp. 

27972; 161. 


0412170312 Requests label description & worker 

review of 770919 application for renewal of License 

COMBS. F. Radioisotopes Licensing Branch (Pre 790W1). 
77/11/18. KRITEK, J.J. Sargent-Welch Scientific Co 
27972: 175. 


nstructions to complete 


-8412170317 Requests response to NRC 770815 request for add! info re 
.^plication ?pr renewal of Liceiite 12-06661-02E. within 
30 days or license will be terminated. t -xo/m/iT 

COMBS. F. Radioisotopes Licensing Branch (Pre i 


— 8412170321 Forwards copies of 770817 8< 0916 
renewal of License 12-06661-02E. W/o enc 1. 
BADDELEY, D. J. Sargent-Welch Scientific C 
COMBS, F. Radioisotopes Licensing Branch 
27972: 177. 


amended applications 

o. 1555. 78/04/13. 

(Pre 790501). Ip. 


for 


3412170350 R.apondt to NRC 771118 Itr f 

info for application for renewal of License 12 06661 02E. 
Labels bear words “radioactive matl. - encl. 

JORDAN. MF. Sargent-Welch Scientific Co. 2273. 7S/06/1J. 

COMBS. F Radioisotopes Licensing Branch (Pre 790501). 3pp. 


-8412170360 Forwards summary of isotope auantities transferred under 
License 12-06661-02E for Jul 1977 - June 1978. per 

DEEMER?J^D. Sargent-Us let Scientific C", 78/07/31. NRC 

- No Detailed Affiliation Given. 2pp. 27972.131. 
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‘""'I’' l-antitles transferred under 
License 12-06&A1~02E for Jul 1980 - June 1981/ oer 
10CFR32 20 

DEEMER/J.D. Sargent-Welch Scientific Co, 1557. 81 / 07 / 31 . NRC 

“ No Detailed Affiliation Given. 2pp. 27972.189. 

—9412170364 Foruards application for amend to License 1 2-0666l-02Ef 
naming GT Cuzelis as radiation security officer 
DEEHERdJ.D. Sargent-Welch Scientific Co. 0571B, 81/12/11 

Region 3/ Office of Director. Ip. 27972 • 190. 

Application for amend to License 12-06661-02E. naming OT 
cuzeXis as radiation security officer ** 

DEEHERi J. D. Sargent-Welch Scientific Co. 05718. 01/12/11 

Materials Licensing Branch. Ip. 27972:191. 

([uantitids transferred under 
License 12-06661-02F for Jul 1981 - June 1982/ per 
10CFR32 20 

CUZELIS/ G.T. Sargent-Welch Scientific Co. 92/07/23 Materials 
Licensing Branch. 2pp. 27972:192. naceriais 


expediting precede of reguletor, 
effectiveness review rept on timely basis. ^ 

BURNETT, R.F. Division of Safeguards. 83/09/12. EISENHUT, D 0 

airirfSSs;.' 34X ficne:50-oSo,B4“/Mm, 

-^0412170126 Informs that regulatory effectiveness review scheduled for 
safltl/Jffp®'^''^^ ^ representation w/effort re examining 
83^9^9 ^ issues. Full list of attendees requested by 

83%9/0A'®'TwnMArrn'’®^o!‘'’‘ Safeguards Licensing Branch. 
83/09/06^ THOMAS/ C 0. Standardization & Special Projects Branch 
Ip. 27970:127. 24X Fi che: 50-000, 84/04/30, 9412170089 

regulatory effectiveness review rest 
conducted during uk of 830523. Div of Licensing has 

on internal procedures requiring review t, comment 

on rept prior to transmittal to util 

BURNETT/R.F. Division of Safeguards. 83/08/25. DAVIS, J 0 

27970 ^ 5 R ^ Safeguards/Director. Ip. 

27970.128. 24X Fiche: 50-000, 84/04/30, 8412170089. ^ 


30-0S509/B1-01 p„ BlOSao.Npncompliancp noted: 
records of surveys not always maintained 

REICHHOLD, W. P. , HIEDEMAN, D. G. Regions, Chicago. Office of the 
Director (81/03/01). 81/05/26. 15pp. 27972:196. 

application for renewal of License 
taken 02E. License will not expire until final NRC action 

HICKEY, J. W. Materials Licensing Branch. 75335 B3/0S/2A 

BADDELEV, D, J. Sargent-Welch Scientific Co. Ip 2%72:lTl. 

—9412170372 Application for renewal of License 12-06661-02E, author! zino 
byproduct matl distribution to persons exempt fro^ 
licensing. ^ 


BADDELEV, D, J. Sargent-Welch Scientific Co 
31pp. 27972:212. 


75335. 03/07/29. 


9412170089 Further response to FOIA request for 16 categories of 
documents. Forwards App A & B documents, per Category 6?re 
t'eview.App B documents partially 
FELTON^^j 3). Documents available in PDR. 

FELTON, J.M, Division of Rules and Records. 84/04/30 SHOLLY, S C 

Union of Concerned Scientists. 6pp. 27970 106 24 X 

Fiche; 50-000, 84/04/30, 8412170089. ^ 

in pr.p.ring repponsn to NMSS 830520 
q est for views on end Tech Spec changes re surveillance 
diesel generator day tank valves. Changes 
ii/ X wn n & 1 d . ^ 

PARr'^Q n ° A ^*f"‘^^''‘'i*ation 8. Special Projects Branch. 83/06/17. 
PARR.O D. Auxiliary Systems Branch. Ip. 27970-205 24X 

Fiche. 50-000, 84/04/30, 8412170089. ' 

’’•vitdid Nnss r.pt k licontoe response to open item re 

ReliabJl?!!" '<‘”'1 jenerator dag tank valves. 

Reliabiljtg surveillance should be balanced u/need to 

PARR, 0. D. Auxiliary Systems Branch. 83/06/22. THOMAS, C O 

Projects Branch. Ip 2^5 24X 

Fiche; 50-000, 84/04/30. 8412170089. 24X 

—8307130125 Discusses NhSS safeguards regulatory effectiveness rept & 
Jenerin surveillance frequency of diesel 

1. do 

MCCDRKLE e u ®‘pn^r'‘o''‘i°" I Special Proj.ct. Branch. 83/04/29. 
2707 o!^onl ■ r Safeguards Licensing Branch. Ip 

27970.206. 24X Flch e: 50-000, 84/04/30, 84121 70089. ^ 

—8308180585 Comments on regulatory effectiveness review for plants Rept 
seems complete & accurate based on portions of review 
Should t discussed during visit. Recommendations 

CLAYTON S separately 8< not included in rept 

THOMlS^r^n ■ «< Systems Review Branch 83/08/12. 

27970 il3 Projects Branch. Ip. 

27970.213. 24X Fi ch e ; 50-000, 84/04/30, 8412170089. 

-830S290532 Cojm.nta on r.julatorg af factiv.n.aa ravi.c rapt vital 
rapta.par 830B03 ra,u.at. R.pt daficianci.a 

PARR, 0. D. Auxiliary Systems Branch. 83/08/23 TWOMAq r 
Standardization 8. Special Projects Branch Ipp 279?o'21l 24 X 

Fiche; 50-000, 84/04/30, S412I70089, *^'^'^“•211. 24X 




affactivan... ravl.u. 

A performance of review being developed 

for FY85, Author will attend & participate in INMM laser^ 
engagement simulation workshop. 

BURNETT, R.F. Division of Safeguards. 83/08/22 DAVIS, v 
2797 o'i 29 , Safatg & Safasuards, Director. 


DAVIS, J. G. 

Ip. 


—8412170146 Lists followup to 830708 discussion re regulatory 
effectiveness review. Program important. Draft guidance 
document will be distributed to regions & saf ety/saf eguards 
interface dearly defined & implemented. ® 

BURNETT R F Affiliation Given, 83/07/11. 

BURNETT, R.F. NRC - No Detailed Affiliation Given. ip. 27970:130, 

''°*B30M9-09S2‘r‘" "f af f ac 1 1 venass raviau, .ch.dulad for 
830829 0902. Region II responsible for coordinating review u/ 

representative requested by 030812. 
on/na Reactor Safeguards Licensing Branch. 

PARTLOW j ™^^S.C. Standardization & Special Projects Branch. 

^ Safeguards 8< Inspection Programs (Post 

830103). Ip. 27970:131. 24X Fiche: 50-000, 84/04/30, 0412170089 . 

’"'“f"”'' »*’■ llbanaee closing out tuio op.n It.c 
in 830520 memo re safeguards regulatory effectiveness 
review Agrees W/S30629 comments re day tank valve 
surveillance. Matter closed. Related info end. 

Reactor Safeguards Licensing Branch. 

S3/0B/02_ THOMAS, C. Standard i zat i on it Special Projects Branch 

7pp. 27970:132. 24X Fiche: 50-000, 84/04/30, 8412170089. 

030523-27 rejulotorg off octlven.sx 
review. Proposed Itr transmitting rept to licensee 8< 
requesting responses to safeguards concerns identified in 
rept also encl.W/o rept. 

BURNETT.R. F. Division of Safeguards. 83/07/27. EISENHUT, D 

24* Rich.: 50-000. • 

—8412170181 Requests analysis of safeguards regulatory ef f ectivenesi 
review on 021203-10 re frequency of diesel generator day 
tank valve survei 1 lance. Mi spositl oning of valves offers no 
safety implications. 

Reactor Safeguards Licensing Branch. 
a3/05/20_ THOMAS, C.O. Standardization & Special Projects Branch. 

Ip. 27970:141. 24X Fiche: 50-000, 84/04/30, 8412170089. 

Forwards proposed Itr to licensee re two open items in 
830224 regulatory effectiveness review r ep t. Li c ensee 030323 
response did not offer proper resolution to items. 

Reactor Safeguards Licensing Branch. 

S3/05/2a THOMAS, C. 0, Standard i zation St Special Projects Branch. 

2 pp. 27970:142. 24X Fich e; 50-000, 84/04/30, 8412170089. 

-8412170203 Summarize* bac kground, objectives, technical approach *< 
current status of safeguards regulatory effectiveness review 
program. 

BURNETT, R.F. Division of Safeguards. 83/05/10, DAVIS, J, 0. 

Office of Nuclear Material Safety & Saf eguards, Director, 3pp 
27970; 144, 

-8412170205 Summarize* ob j ect ives, technical approach & status of 
safeguards regulatory effectiveness review program. 

BURNETT, R.F. Division of Safeguards, 83/05/02. DAVIS, U. 0. 

Office of Nuclear Material Safety «t Safeg uards, Director. 2pp 
27970: 147. ^ 
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/-B4t21702il Forwards proposed Itr to licensee requesting addl info re 
safeguards concerns identified in 021209 regulatory 
effectiveness review. 

MCCDRKLEt G. W. Power Reactor Safeguards Licensing Branch. 

03/04/27 THOMAS/C.O. Standard i zat ion 8< Special Projects Branch. 
2pp 27970:149. 24X Fiche: 30-000. B4/04/30, 8412170089. 


/-041217O218 Forwards results of 821202—10 safeguards regulatory 
effectiveness review & proposed Itr transmitting rept to 
1 i c ensee. Requests Power Reactor Safeguards Licensing Branch 
be provided u/transmittal Itr. 

BURNETT. R.F, Division of Safeguards. 83/02/10. EISENHUT. D. 
Division of Licensing. 2pp. 27970:131. 24X Fiche : 50-000. 

S4/04/30, 8412170089. 


^-8412170222 Forwards results of 821203-10 regulatory effectiveness 
review for review. W/o end. 

MCCCRKLE. 0. W. Power Reactor Safeguards Licensing Branch. 
S3/OZ/02. BURNETT. R. F. Division of Safeguards. Ip. 27970:153. 
24X Fiche: 50-000. 84/04/30. 84121700B9. 


— 8412170382 Comments on 830323-27 safeguards regulatory effectiveness 
review S: vital area val idati on. Level of 10CFR73 protection 
met based on NRC-approved site security plan, Info deleted 
MCDONALD. D, 0. Operating Reactors Branch 1. 83/05/27. THOMAS. C. D 

Standaidi zat ion it Special Projects Branch. 6pp. 27970 : 270 24X 

Fiche: 50-000, 84/04/30. 8412170089, 


8412170117 FDIA request for documents re Board Notification 84-062 
concerning thermal hydraulic instability tests at unnamed 
foreign reactor 8< license amend applications for single-loop 
operation. 

BELL. N. Nuclear Information «< Resource Service, 84/05/23. 
FELTON. J.M. Division of Rules and Records, 2pp. 27970:329. 


8412170121 Second partial response to FOIA request for documents re 
Board Notification 84-062 concerning thermal hydraulic 
instability tests at unnamed foreign reactor !< license 
amend ap p 1 icat i ons. Ap p A 8c B documents available in PDR. 

FELTON. J. M, Division of Rules and Records. 84/06/25, BELL. N. 
Nuclear Information St Resource Service 3pp. 27970:331. 24X 

Fiche: 30-334. 84/06/25. S412170121. 


'0412170227 Apologize* for canceling 820927-1001 regulatory 
effectiveness review. Cancel lat ion due to EDO suspension of 

review program. „ .. 

aURNETT.R. F. Division of Safeguards. 83/01/18. OIESLER, C. W, 
Wisconsin Public Service Corp. Ip. 27970:154. 24X 

Fiche: 50-000. 84/04/30. 8412170089. 


— 8303260020 Requests transmittal of end questions re N-1 loop operation 
for stai tup tests, to licensee, in response to 83041B request. 

CLAYTON, H. B. Procedures 8t Systems Review Branch. 83/04/29. 

YARQA, S. A. Operating Reactors Branch 1. 2pp. 27970:334. 24X 

Fiche: 50-334. 84/06/25. B412170121. 


^-8412170256 Submits statement of purpose Sc scope of safeguards 
regulatory effectiveness review. in response to Item 3 in 
B20713 memo. 

BURNETT. R.F. Division of Safeguards. 82/07/20. EISENHUT, D. G. 
Division of Licensing. Ip. 27970: 155. 


--8412170262 Summarizes concerns raised at 820707 meeting re 

regulatory effectiveness review teams. OA angle, coordination, 
ai u d 1 o-visua 1 f sc op e. per sonne 1 qualif ications 8< Commission 
V i ew. 

MULLEN. S. NRC - No Detailed Affiliation Given. 82/07/07. 

QUINN, L.. MCCORKLE.G, NRC - No Detailed Affiliation Given. 2pp. 
27970: 156. 


— 0412170273 Informs of regulatory effectiveness review scheduled for 
last wk of Jul, per FYS2 fPG commitment. Reasons why site 
chosen as first for review listed. 

BURNETT. R.F. Division of Safeguards. 82/06/28. EISENHUT. D. G. 
Division of Licensing. 3pp. 27970:158. 24X Fiche: 50-000, 

04/04/30. 8412170089, 


-8412170277 Forwards proposed memo to DG Eisenhut designating facility 
as candidate for safeguards regulatory effectiveness review. 
Selection of sites joint responsibl lity. per SECY-ao-449. 

Suggestions for possible alternative sites welcomed. 

BURNETT, R.F, Division of Safeguards. 81/11/09. 

Division of QA. Safeguards 8< Inspection Programs (Post 830103). 

2pp. 27970:161. 24X Fiche: 50-000, 84/04/30. 8412170089. 


8412170145 Partial response to FOIA request for documents re Board 
Notification 84-062 license amend applications for single 
loop operation. Forwards App A & B documents. Documents in 
PDR. App C documents withheld (ref FOIA Exemption 5). 

FELTON. J. Ml. Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information & Resource Service. 6pp, 27958:297. 24X 

Fiche: 50-334. 84/06/25. 8412170145, 


— 8208240009 Forwards request for addl info re accident analysis for N-1 
loop operation, required to complete review of License Amend 
Request 35 for two-loop op erat i on. Ap p 1 i can t response 
requested by 820913. 

5PEIB, T. P. Assistant Director for Reactor Safety. 82/08/12. 

LAINAS, G. C. Assistant Director for Operating Reactors. 3pp. 
27958:330. 24X Fiche : 50-334, 84/06/25, 8412170145. 


— 8208250470 Forwards Operating Reactors Analysis Branch safety 
evaluation re N-1 loop op erati on. Reactor Sy s Branch review 
ongoing, Div requested to review need to make control room 
indicators. W/o end. 

LAINAS. G. Assistant Director for Operating Reactors, 82/08/10- 
THOMPSON, H. L. Division of Human Factors Safety. Ip. 27958:341. 
24X Fiche: 50-334.84/06/23. 8412170145. 


-8306030378 Forwards request for addl info re steam generator tube 
ruptures during N-1 loop operation for transmittal to 
licensee. 

SHERON, D. W. Reactor Systems Branch. 83/05/20. VARGA, S. A. 
Operating Reactor* Branch 1. 3pp. 27953:325. 24X 

Fiche: 50-334, 84/06/25. 8412170145. 


— 0412170292 Forwards summary of 820913-17 Safeguards regulatory 
effectiveness review h proposed Itr transmitting rept to 
otll Sc requesting responses to safeguards concerns. Related 

BURNETT. R.F. Division of Safeguards. 82/11/19. EISENHUT. D. 
Division of Licensing. 38pp, 27970: 163. 24X 

Fiche: 50-000. 84/04/30. 8412170089. 


— 8309060571 Forwards question* for proposed N-1 loop operation, as part 
of secondary review. Primary reviewer is Reactor Sys Branch, 
BERLINGER. C. H. Core Performance Branch, TAC 10386. 83/08/24, 

VARGA. S. Operating Reactors Branch 1. 3pp. 27958:319. 24X 

Fiche: 50-334. 84/06/25, 8412170145. 


— 0412170330 Responds to 820628 memo re Safeguards regulatory 
effectiveness review & confirms understanding reached at 
020709 meeting. Facility cannot accommodate review visit 

EISENHUT^D. 0. Division of Licensing. 82/07/13, BURNETT, R. F. 
Division of Safeguards. Ip. 27970:214. 24X Fiche: 50-000. 

04/04/30. 8412170089. 


' — 84 1 2170373 "Safeguards Regulatory Effectiveness Review, Salem Nuclear 
Power Station Units I 2. " Info deleted. 

* NRC - No Detailed Affiliation Given. 82/12/31. 25pp. 

27970:216. 24X Fiche: 50-000, 64/04/30, 8412170089. 


— 8402060053 Informs that Div of Sys Integration safety evaluation of N-1 
loop operation. Multi-Plant Action E-05 expected by 840331. 

SHERON, B, W. Reactor Systems Branch. TAC 10383, 84/01/26. 

VARGA, S. A. Operating Reactors Branch 1. Ip. 27958:316, 24X 

Fiche: 50-334. 84/06/25. 8412170145. 


— 8404050490 Forwards Instrumentation & Control Sys Branch 
proposed Tech Spec changes fon plant operation w/loop 
of-svc. Comments should be used as agenda for further 
discussions w/licensee. 

HOUSTQN.W. R. Assistant Director for Reactor Safety. 
84/03/19. LAINAS, G. Assistant Director for Operating 
Ip. 27958:305. 24X Fi c h e : 50-334. 84/06/25. 8412170145. 


c omments 
ou t- 


TAC 10386. 
Reactors. 


re 


' — S412170377 "Safeguard* Regulatory Effectiveness Review. Pal isadea 
Nucleai' Power Station." Info deleted. 

•* NRC - No Detailed Affiliation Given. 82/09/30. 16pp. 

27970:241. 24X Fiche: 50-000, 84/04/30, 8412170089, 


— 0412170156 Notifies of 940319 meeting to discuss facility N-1 loop 

TAM. P.S. Operating Reactors Branch 1. TAC 10386. 84/03/09, 

Operating Reactors Branch 1. 12pp. 27958:306. 24X 

Fiche: 50-334, 84/06/25. 8412170145. 


^-04 1 2170380 "Safeguards Regulatory Effectiveness Review, Tur key Point 
Nuclear Power Station Units 3 & 4. " Info deleted. 

» NRC - No Detailed Affiliation Given. 83/06/30, I3pp. 
27970:257. 24X Fiche: 50-000, 84/04/30, 8412170089. 


—8412170178 Initial NSHC determination & noticing action re util 781027 
application for amend to License DPR-66, al lowing operation 
of two coolant loops when needed. Three units required during 
power operation. 

TAM. P.S. . VARGA. S. A. NRC - No Detailed Affiliation Given. * 

Office of the Executive Legal Director. 83/08/04. 3pp. 

27958:322. 24X Fiche: 50-334. 84/06/25, 8412170145. 
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'”'“8412170186 Foruiards chronology of e' 
TAMf P Operating Reactors Branch 
HSII.Y Core Performance Branch. 
Branch, 2pp. 27958- 328. 24X Fit 


'ents for N-1 loop operation. 

1, TAG 10386, 83/04/06. 

SHAW. H. Mechanical Engineering 
he: 50-334. 84/06/25. 84 1 21 701 45. 


0412180051 FOIA request for 
disposition of matls rept 
BANAS. D. L. Noruich Hosp. 
Division of Engineering & 


830706 closeout survey rept is 830808 
re Ribicoff Research Ctr. 

Norujich. CT. 84/05/23. JERMAN. P.C, 
Technical Programs, ip, 27974:330, 


—8412170192 Advises that target date re N-1 loop operation changed to 
821231 to accommodate licensee delayed response to Reactor 
Sys Branch questions. 

TAM. P S. Operating Reactors Branch i. TAC 10386. 82/09/28. 

BARRETT. R. Reactor Systems Branch. ip. 27958:337 24X 

Fiche 50-334,84/06/25,8412170145. 


8412180054 Responds to FOIA request for info re Ribicoff 
Docume-nts listed in App A end. 

FELTON. vJ. M. Division of Rules and Records. 84/06/25 
Norwich Hosp Norwich, CT. 2pp. 27974:331. 


Research Ctr 
BANAS, D. L. 


8412170148 FQIA request for five categories of records re R Belair F 
request on behalf of Suffolk County. 

^ Williams. BOWE, J F. Long Island Lighting Co. 
84/04/27. GRIMSLEY. D. H. Division of Rules and Records. 3pp. 

24X Fiche: 50-322. 84/04/27, 8412170148, 


27970: 340. 


-7905310215 Amend 4 to License 06-13045-01 for 
use of C-14.H-3. 1-125, P-32 & S-35 for lab r 
animal studies. 

VACCA.P.C- Radioisotopes Licensing Branch 
2pp. 27974:345. 


Norwich Hosp, authorliinj 
esearch including 

(Pre 790501 ). 79/04/26 


8412170152 Addl response to FDIA request for five categories of records 
re R Belair FOIA request on behalf of Suffolk County. 

Documents listed in App a available in PDR. 

FELTON, J M. Division of Rules and Records 84/06/20. BOWE, J. F 
Hunton «, Williams. 2pp. 27970:343. 24X Fi ch e ; 50-322, 84/06/20. 

8412170152. 


8412170161 FOIA request for names & mailing addresses of agency 
procurement/contracting training schools/facil ities used to 
educate personnel in procurement/contracting laws, 
regulations & policies of federal govt. 

GAMBLE. G C. Information Handling Services. 84/06/13. NRC - No 
Detailed Affiliation Given. ip. 27970:345. 


8412170169 Responds to FOIA request for names & mailing addresses of 
agency procurement/contracting training schools/facilities 
used to educate personnel in procurement/contracting laws & 
regulations. Requested listing end. 

FELTON, J M. Division of Roles and Records, 84/06/25. GAMBLE, G. C 
Information Handling Services. Ip. 27970:346. 


— 8412170170 Index of NSC 
* NRC - No Detailed 
27970: 347. 


procurement/contacting training facilities. 
Affiliation Given. S4/06/25. 2pp. 


8412170300 FOIA request for documents re decontamination of nuclear 
power reactors, anticipated schedule for decontamination of 
Dresden Unit 1 & disposal , burial «t solidification of wastes 
from decontamination procedures. 

BELL, N. Nuclear Information & Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 2pp. 27973*312 24X 

Fiche: 50-010, 84/06/01, 8412170300, 


— 84121B00S6 Certificate of disposition of 
by Radiac Research Corp on 830712. 
GORDON, M. W. Norwich Hosp. Norwich, CT 
27974: 333. 


matls: waste disposal picked t; 
01554. 83/09/00. 3pp. 


-o*tA«:iauuoei rorwaro 


rwBiQuai counts in ubi 


where radioactivity employed. All counts fall far below 
limits indicated in "Guidelines for Decontamination of 
Facilities & Equipment. " 

GORDON, M. W. Norwich Hosp. Norwich, CT. 01554. 83/07/06. 
Region 1, Office of Director, 9pp. 27974:336. 


GREEN, d. 


8412180079 FOIA request for info re SNM & source matl 
licenses issued to Kerr-licGee Corp, predecessors & 
subsidiaries from 1962-1984. 

BARNES, C. Affiliation Not Assigned. 83/05/14. 
International Programs, Director. Ip. 28015:001. 


export & import 


Office of 


1 inro re wnn s< source matl 

export & import licenses issued to Kerr-McGee Corp, 

8< subsidiaries from 1962-1964. Documents end. 
a^«Tv . 'r . Division of Rules and Records. 84/06/19. BARNES, C 
Affiliation Not Assigned. Ip. 28015:002, 


—8412180086 Application for license to export 9.2 kg U, contained in 10,4 
kg U02, to Canada. 

PYLE, J. Kerr-McOee Nuclear Corp. 78/06/21. 2pp. 28015:003. 

License for American Potash & Chemical Corp to export 
2,370 lb thorium, contained in 5,512 lb thorium nitrate, to 
West Germany, 

^ 20015 ^'^’ Energy Commission. LINDSEX-281. 64/10/06. Ip 


8412170304 Partial response to FOIA request for documents re 
decontamination of nuclear power reac tors. NUREO/CR -3444 may 
be related to Item 3 of request. Document placed in PDR. 

FELTON, J. M, Division of Rules and Records. 84/06/21. BELL, N 
Nuclear Information & Resource Service. Ip. 27973 : 314 . 


—8412180096 License for American Potash & Chemical Corp to export 43 lb 
thorium, contained in 100 lb thorium nitrate, to Colombia. 

^^lergy Commission. LrNDSEX-3l3. 69/07/28. Ip. 


B4121B0009 FOIA request for prefiled testimony, speeches & public papers 
on nuclear power & plant-specific memos authored by listed 
individuals 

Potts & Trowbridge. 84/05/18. 

FELTON, J. M. Division of Rules and Records, 2pp. 28014:351. 24X 

Fiche: 50-498, 84/05/18, B4121B0009. 






I A rui niiici'ican rocasn e< UhemlC 

export 4.86 lb thorium, contained in 11,023 lb thorium 
chloride, to United Kingdom. 

Energy Commission. LINDSEX-145, 67/10/27. Ip. 

2801 5 1 042 


8412180012 Partial response to FOIA request for prefiled testimonu. 
speeches public papers on nuclear power & plant-specific 
memos. Documents listed in Apps A & B available in PDR, 

FELTON. J f1. Division of Rules and Records. 84/06/07 

Potts h Trowbridge. 4pp. 28014*353 
24X Fiche: 50-498, 84/06/07, 8412180012. ^ 


8412180016 Appeals denial of FOIA request for documents re 
Inspector 6 Auditor & Ofc of Investigations. 
GARDE, B. P. Government Accountability Project. 84/04/09, 
of the Secretary of the Commission. ip. 28014 : 357 . 


proposals to 
Office 


8412180018 Responds to appeal re denial of FOIA request 
re proposals to merge Ofc of Inspector S< Auditor & Ofc 
Invest igati ons. Appeal denied. 

0^ the Secretary of the Commission. 
GARDE, B. P. Government Accountability Project. 2pp. 


for documents 
of 

84/06/25. 
28014: 358. 


8412180022 Partial response to FOIA request for three categories of 
facility. Documents listed in App A available in 

FELTON, J M. Division of Rules and Recor<ls. 84/05/24. BRDSIUS,E 
Nuclear Awareness Network. 2pp. 28014:347. 24X 

Fiche: 50-482, 84/05/24, 8412180022. 


—0412180101 License for Kerr-McGee Nuclear Corp to export 7.2 kg U* 
contained in 10.4 kg U02 powder, to Canada. 

OPLINGER, G. G. Atomic Energy Commission. 78/07/21, 2pp. 

2o015^ 005. 


®^^2180103 License for American Potash Chemical Corp to export 
2,845 lb thorium, contained in 6,615 lb thorium nitrate, to 
Indonesia. 

PRICE, E.R, Atomic Energy Commission. 70/06/16. Ip, 20015:127. 


—8412180105 License for A.merican Potash & Chemical Corp to export 4. 06 
lb thorium, contained in 11.023 lb of thorium chloride, to 
United Kingdom. 

PRICE, E.R. Atomic Energy Commission. LINDSEX-141. 67/10/17 Ip, 
28015:043. 


B4ipS0106 License for American Potash S{ Chemical Corp to export 176 lb 
thor 1 um, c ontained in 200 lb thorium oxide, to Canada. 

PRICE, E, R. Atomic Energy Commission. LINDSEX-311 69/07/22 Ip. 
28015:166. 


8412180108 License for Kerr-McGee Corp to export 2,9 ka Pu,as Pu 
dioxide, to Canada. 

PRICE, E. R. Atomic Energy Commission. 71/02/12. Ip, 28015:007. 


•84121B0111 License for American Potash it Chemical Corp to export 964 lb 

thorium nitrat»,to Hong Kong. 

PRICE, E. R. Atomic Energy Commission. A-3813. 67/10/10, Ip. 
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8412180112 Amend 1 to American Potash & Chemical Corp e 

adding NVPV Pandawang i , Ltd as purchaser. 

PRICE^ER. Atomic Energy Commission. 70/05/14. Ip, 


xport license! 
28015- 128. 


8412160113 Application for license to export 2» 

in Pu02i to Canada. 

BB?FlYiE. A. Kerr-McGee Corp. 71/01/15. Ip. 


500-3. 000 g 
28015; 008. 


Pu. contained 


8412180116 License for American Postash &< Chemical Corp to export 

1,927 lb thorium, contained in 4,480 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission. A-3814. 67/l0.?10. Ip- 

28015: 045. 


— 8412180117 License for American Potash & Chemical Corp to export 
2,371 lb thorium, contained in 5,513 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission. 70/02/17. Ip 28015:129. 


— B4121B0120 Application for license to import 2.9 kg cold Pu. estimated 
90X by weight Pu-239, from Canada. 

BERRY, E. A. Kerr-McGee Corp. 71/01/04. ROUSE. L. C. Atomic Energy 
Commlssiom Directorate of Licensing. 2pp. 28015:009. 


— 0412180121 License for American Potash Sc Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb thorium nitrate. to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. 3798-2. 67/10/10. Ip. 

28015:046. 


— 8412100122 License for American Potash 8< Chemical Corp to export 
1,927 lb thorium, contained in 4,480 lb thorium nitrate, 
to Hong Kong. 

PRlCEiE. R. Atomic Energy Commission. A-3924. 68/06/14. Ip. 

28015: Oil. 


-84121B0125 Returned license for American Potash 8c Chemical Corp to 
export 7,722 lb thorium, contained in 18,386 lb thorium 
nitrate, to Indonesia. 

PRICE, E.R. Atomic Energy Commission. 67/09/12. Ip. 28015:047. 


— 8412180127 License for American Potash 8c Chemical Corp to export 
6,638 lb thorium, contained in 15,435 lb thorium nitrate, to 

PRICE, E. R. Atomic Energy Commission. 70/02/12. Ip. 28015:130, 


— 8412100130 License for American Potash & Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission. A-3914. 68/05/14. Ip. 

28015:012. 


— 8412180131 License for American Potash 8c Chemical Corp to export 
525 lb thorium, contained in 596 lb thorium dioxide, to 

PRICE, E.R. Atomic Energy Commission. CR 17C~7039, 67/08/31. Ip. 

2801 5; 048. 


— 8412180133 License for American Potash 8c Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate. to 

PRICE, E.R. Atomic Energy Commission. 67/08/28. Ip. 28015:049, 


-8412180134 License for American Potash 8c Chemical Corp to export 
8. 8 lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE, E.R. Atomic Energy Commission. 43651. 68/05/03. Ip. 

28015:013. 


— 8412180135 License for American Potash 8c Chemical Corp to export 
20.2 lb thorium, contained in 25 lb thorium dioxide, to 

PRICE, E.R. Atomic Energy Commission. CR190-4102. 69/07/22. Ip. 

28015: 167. 


— 8412180146 Canceled license for American Potash Sc Chemical Corp to 
export B. a lb thorium, c ontained in 10 lb thorium oxide, to 

PRICE, E R Atomic Energy Commission. D-47S71. 69/07/16. Ip. 

28015: 168. 


— 0412180147 Amend 2 to American Potash & Chemical Corp e 
extending expiration date to 710430 8c adding Group S 
countries to Condition 1. 

PRICE, E.R. Atomic Energy Commission. 68/04/29. Ip 


xport license, 
28015; 014. 


— 0412100150 License i®or American Potash 8c 
2,315 lb thorium, contained in 5.512 lb 
Hest Germany. 

PRICE, E. R. Atomic Energy Commission. 


Chemical Corp to export 
thorium nitrate. to 

70/01/27 Ip. 28015: 132 


0412180154 License for American Potash 8e Chemical Corp to export 

1,720 lb thorium, contained in 4,000 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission 21720. 67/07/24. Ip. 

28015: 052. 


— B4121B0155 License for American Potash lie Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 

PRICE, E. R. Atomic Energy Commission. A-3910. 68/04/26. Ip. 

28015: 015, 


-8412180158 Amend I to American Potash 8< Chemical Corp export 
extending expiration date to 700331. 

PRICE, E. R. Atomic Energy Commission. 

28015: 133. 


P-29440. 69/12/16. 


1 i cense, 
ip. 


-S412180159 License for American Potash 8< Chemical Corp to export 
4.86 lb thorium, contained in 11.023 lb thorium chloride, to 

PRICEfE^R"^**Atofflic Energy Commission. LINDSEX-103. 67/07/13. Ip- 


8412180161 License for American Potash & Chemical Corp to export 

1,720 lb thorium, contained in 4,000 lb thorium nitrate, to 

PRICE, E. R. Atomic Energy Commission. P 29440. 69/07/08. Ip. 

28015: 169. 


— 8412180163 License for American Potash V. Chemical Corp to export 
964 lb thorium, contained in 2*240 lb thorium nitrate, to 

price, E.R. Atomic Energy Commission. A-3909. 68/04/26. Ip. 

28015; 016. 


— 8412180164 Amend 1 to American Potash 8< Chemical 
6.62 lb thorium metal to Japan. 

PRICE, E.R. Atomic Energy Commission. KR-218. 
28015:087. 


Corp license to export 
66/04/20, Ip. 


8412180169 License for American Potash 8« Chemical Corp to 

lb thorium, contained in 1,500 lb thorium oxide. to Canad 
PRICE, E.R. Atomic Energy Commission. 69/12/12. ip. 


export 1,320 
a. 

28015; 134, 


— 0412180172 License for American Potash St 
lb thorium metal to Japan. 

PRICE, E.R. Atomic Energy Commission. 
28015: 089. 


Chemical 

KR-218. 


Corp to export 6. 62 
66/03/25. Ip. 


— 8412180173 License for American Potash S: 
4.86 lb thorium, contained in 11.023 lb 
United Kingdom. 

PRICE, E.R. Atomic Energy Commission. 
28015: 054. 


Chemical Carp to export 
thorium chloride, to 

LINDSEX-78. 67/05/29. 


Ip. 


8412180174 Amend 1 to American Potash t Chemical Corp e 

adding NVPD Pandawang i , Ltd as intermediate consignee. 
PRICE, E.R. Atomic Energy Commission. 68/04/19. Ip, 


xport license, 
28015: 017. 


— 8412180138 License for American Potash 8< Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission. A-3807. 67/08/28. Ip. 

20015: 050. 


— 8412180178 License for American Potash 8, Chemical Corp to export 
13.2 lb thorium, contained in 15 lb thorium oxide, to 

price, E.R. Atomic Energy Commission. D-47871. 69/07/02. Ip. 

28015: 170. 


— 0412180141 License for American Potash it Chemical 
lb thorium, contained in 10 lb thorium oxide, to 
PRICE, E.R. Atomic Energy Commission. P-50146. 
28015: 131. 


Corp to export B. 8 
Canada. 

70/02/11. Ip. 


—8412180179 License for American Potash & Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb thorium 
PRICE, E.R. Atomic Energy Commission. 

28015:088. 


A-3650. 66/03/22. Ip. 


— 8412180145 License for American Potash & Chemical Corp to export 
1,927 lb thorium, contained in' 4, 480 lb thorium nitrate, to 

PRICE, E.R. Atomic Energy Commission. 709528. 67/08/08. Ip. 

28015: 051. 


3412180181 License for American Potash & Chemical Corp to export 946 
lb thorium in 2,240 lb thorium nitrate to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-3433. 64/08/03. Ip. 

28015: 135. 
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-8412180183 License for A^nerican Potash 
964 lb thoriurii contained in 2-240 lb 
Hong Kong 

PRICE- E. R. Atomic Energy Commission. 
28015 055 


Chemical Corp to export 
thorium nitrate, to 

A-37B0, 67/05/05. Ip. 


— 8412180217 Li 
8. 8 I b th or 
PRICE, E. R, 
28015: 174. 


cense for American Potash & Chemical Corp to eioort 
lum, con .ained in 10 lb thorium oxide, to Canada ^ 
Atomic Energy Commission. D46906. 69/04/11. ip 


8412180184 License for A-mencan Potash it Chemical 
5-030 lb thorium- contained in 11-464 lb thorium 
Indonesia. 

PRICE, E. R. Atomic Energy Commission. 68/01/19. 


Corp to export 
nitrate, to 

Ip. 28015:018. 


- 8412180220 License for Amer 
132 lb thorium, contained 
Canada. 

PRICE, E. R, Atomic Energy 
28015: 175 


ican Potash it Chemical Corp to 
in 150 lb thorium dioxide, to 


ejport 


Commission. CR1BC16685. 69/02/24, 


Ip. 


8412180188 License for American Potash & Chemical 
thorium. contained in 100 lb thorium hydroxide, to 
PRICE, E.R. Atomic Energy Commission. P 15774 
28015: 090 


Corp to export 70 lb 
Canada. 

66/03/09. Ip. 


—8412180191 License for American Potash «. Chemical Corp to export 1,611 
lb fchorium.contained in 3,758 lb thorium n i trate, to Sout h 
V I e tnam. 


PRICE, E. R. 
28015: 136 


Atomic Energy Commission. VAP-086. 64/09/16. 


•8412180192 License for American Potash it 
2.315 lb thorium- contained in 5.512 lb 
West Germany. 

PRICE, E.R. Atomic Energy Commission 
28015: 019. 


Chemical Corp to export 
thorium nitrate, to 

LINDSEX-51. 68/04/15. 


Ip- 


8412180221 License for American Potash 
964 lb thorium- contained in 2,240 lb 
Hong Kong. 

PRICE, E R. Atomic Energy Commission. 
28015: 05R 


it Chemical Corp to export 
thorium nitrate, to 

A-3769. 67/04/18. Ip. 


—8412180223 Li 
lb thorium, 
Vietnam, 
PRICE, E. R. 
28015; 138. 


cense for American Potash *< Chemical Coro 
contained in 3.748 lb thorium nitrate, to 


to export libli 
South 


Atomic Energy Commission. VAP-086A. 64/09/16. Ip 


8412180224 License for American Potash 
2,205 lb thorium 
PRICE, E, R. Atomic Energy Commission. 


8< Chemical 
nitrate, to 
66 / 01 / 12 . 


Corp to export 930 U 
Argentina. 

Ip. 28013:094. 


8412180193 License for American Potash & 
2,370 lb thorium, contained in 5,512 lb 
West Germany. 

PRICE, E.R. Atomic Energy Commission 
28015:056. 


Chemical Corp to export 
thorium nitrate, to 

LINDSEX-72, 67/05/03. 


Ip. 


-rat X a 


Hong Kong. 
PRICE. E. R. 
28015: 176. 


«ii u I 1 um, 




Atomic Energy Commission. A-4035. 69/02/13. Ip. 


- 2^12100195 License for American Potash it Chemical Corp to export 
Litze^llnr'”" ^ thorium metal powder, to 

^ 28015^171 Energy Commission. LINDSEX-26A. 69/05/27. 


License for American Potash it Chemical Corp to export 6 lb 
thorium, contained in 6.62 lb thorium oxide, to Vnited 

fVi ngd 

28015- 09^ Energy Commission, L. 977. 66/02/25. Ip. 


8412180201 License for American Potash 
964 lb thorium, contained in 2.240 lb 
Hong Kong 

PRICE, E.R, Atomic Energy Commission 
28015, 057. 


8e Chemical Corp to export 
thorium nitrate, to 

A-3771 67/04/18. Ip. 


for American Potash i Chemical 
4,740 lb thorium, contained in 11.023 lb thorium 
Argentina, 

PRICE, E.R. Atomic Energy Commission. 69/04/15. 


Corp to export 
nitrate, to 

Ip. 28015: 172. 


Potash & Chemical Corp to export 39 I 
JrI^E eT' ' 1? ' oxide, to CaLda. 

28015 092. Energy Commission. CR15C 18290. 66/02/14. Ip. 


8412180205 License for Ameri 
03. 16 lb thorium, contained 
West Germany. 

PRICE, E. R. Atomic Energy 
28015; 020. 


can Potash & Chemical Corp to export 
in 198 lb thorium nitrate, to 

Commission. LINDSEX-SO. 68 / 04 / 15 . 


Ip. 


*■ Chemical Corp to ..port 

82 lb thorium, cootalned in 199 lb thorium nitrate, to 
west S^rfoany, 

280151 137 Energa Commipsion. L. 757. 64/09/15. Ip. 


af lb iLrJ""” f°r Pot'S" «■ Chemical Corp to ..port 

PRICE E R A;=m?r p""’ ‘"orium oxide, to Lnada. 

™B015fi73. * ‘ Energg Commission. LINDSEX-aso. 69 / 04 / 15 . 


“ ‘"“Oiom nitrate.t 
rixiufe, t. R. Atomic Energy Commission. 66/01/12 


Corp to export 950 lb 
Argentina. 

Ip. 28013:095. 


-8412180232 License for Amer 
1,720 lb thorium, containe 
to Canada. 

PRICE, E. R. Atomic Energy 
28015: 177. 


lean Potash St Chemical Corp to export 
d in 4,000 lb thorium nitrate, 

Commission. P 27665. 69/02/13. Ip. 


—8412180233 Li 
lb thorium, 
Hong Kong. 
PRICE, E. R. 
28015: 059, 


cense for American Potash St Chemical Coro 
contained in 4,480 lb thorium nitrate, to 


to export 1,927 


Atomic Energy Commission. 704051. 67/04/18. Ip. 






Q s,. . . • wxcian « ^unemicai tori} t 

LiL thorium oxide, to Italy. 

28015! 022 Energy Commission. LINDSEX-29. 68/03/05. Ip. 


, rswii IIUWCI7 uorp zo exooT 

thorium oxide, to Canada. 

2 e 015 °i 39 Energy Commission. 7261. 72/05/31 


26. 4 lb 
Ip. 


8412180239 License for Ameri 
22 lb thorium, contained in 
Canada. 

PRICE, E. R. Atomic Energy 
28015: 178, 


can Potash it Chemical Corp 
25 lb thorium dioxide, to 

Commission. CR18Ci6683. 


to export 
69/02/13. 


4 


-841^80243 License for American Potash it Chemical 
lb thorium, contained in 5,512 lb thorium nitrat 
Germany. 

PRICE, E.R. Atomic Energy Commission. L. 955. 
2001 9 4 


Corp to 
e, to West 

66/01/11. 


export 2,370 


ip. 


•8412180244 License for American Potash 
964 lb th orium, contained in 2,240 lb 
Hong Kong. 

28015*023 atomic Energy Commission. 


& Chemical Corp to export 
thorium nltrate.to 

A-3884. 68/03/05. Ip. 


License for American Potash & Chemical Cc 
PRICE thorium oxide, to Canad 
■ 'Atomic Energy Commission. CR15C 19727 
2S0x 5 ; 0?3. 


to export 356 lb 
66/02/14. Ip, 


—8412180245 License for American Potash 8< Chemical Corp to export 
12,900 lb thorium, contained in 30,000 lb thorium nitrate, 
to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. 69/02/12. Ip. 28015:179. 


-B4121S0216 License for Ameri 
9,723 lb thorium, contained 
Indonesia. 


can Potash S. Chemical 
in 23, 149 lb thorium 


Corp to export 
nitrate, to 


^28015^021 Commission. LIN0SEX-251. 68/03/13. 


Ip. 


8412180249 License for American Potash 
964 lb thorium, contained in 2,240 lb 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission, 
28015: 180. 


is Chemical Corp to export 
thorium nitrate, to 

A-3394. 69/12/11, Ip. 
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— S4121B0251 License -for American Potash &■. Chemical Corp to export 
964 lb thoriumi contained in 2i 240 Ib thorium nitrate< to 
Hong Kong. 

PRICEiE. R. Atomic Energy Commission. A-38B2. 6B/02/29. Ip, 

20015:024. 


■8412180252 License for Kerr-McOee Chemical Corp to export 2^371 lb 
thorium* contained in 5» 513 lb thorium nitrate* to Indonesia. 
vIOi^lSONiL. Atomic Energy Commission. 72/02/28. Ip. 20015: 152, 


— 0412180253 License for American Potash & Chemical Corp to export 950 lb 
thorium* contained in 2*205 lb thorium nitrate* to Argentina. 

PRICE. E.R. Atomic Energy Commission. 65/12/20. Ip. 20015:097. 


—0412180254 License for American Potash & Chemical Corp to export 
964 lb thorium* contained in 2*240 lb thorium nitrate* to 
Hong Kong. 

PRICEiE, R. Atomic Energy Commission. A-3994. 69/11/12. Ip. 

28015: 181. 


—0412180255 License for American Potash & Chemical Corp to export 
1*927 lb thorium* contained in 4*480 lb thorium nitrate* to 
Hong Kong. 

PRICEfE. R. Atomic Energy Commission. 704052. 67/04/18. Ip. 

20015:060. 


— 0412180258 License for American Potash St Chemical Corp to export 
2*064 lb thorium* contained in 4*800 lb thorium nitrate* to 
Hong Kong. 

PRICEiE. R. Atomic Energy Commission. A-3995. 60/11/04. Ip. 

20015: 182. 


— 8412100260 License for Kerr-McOee Chemical Corp to export 3.413 lb 
thorium* contained in 7*937 lb thorium nitrate, to Indonesia. 
JOHNaohfiL. Atomic Energy Commission. 71/07/30. Ip. 28015; 153. 


— 0412180261 License for American Potash St Chemical Corp to export 
2*077 lb thorium* contai ned in 4*850 lb thorium nitrate* to 
Indonesia. 

PRICEiE. R. Atomic Energy Commission, INDO. 68/02/05. Ip. 
28015:025. 


— 0412100265 License for American Potash St Chemical Corp to export 2*370 
lb thorium* contained in 5*512 lb thorium nitrate* to West 
Germany. 

PRICEiE. R, Atomic Energy Commission. 65/09/24. Ip. 28015:098. 


— 04 1 2100266 License for American Potash St Chemical Corp to export 
5.3 lb thorium* contained in 6 lb thorium oxide* to Canada. 
PRICEiE. R. Atomic Energy Commission. 39220. 67/03/23. Ip. 

28015:061. 


— 84 1 2100267 License for American Potash St Chemical Corp to export 
2*315 lb thorium, contained in 5*512 lb thorium nitrate* to 
Hest Germany. 

PRICEiE. R. Atomic Energy Commission. 68/10/25. Ip. 28015:183. 


— 8412100270 License for American Potash St Chemical Corp to export 8.8 Lb 
thorium* contained in 10 lb thorium oxide* to Canada. 

PRICE. E.R, Atomic Energy Commission. D-49502. 69/12/11. Ip. 

28015: 154. 


--8412180271 License for American Potash St Chemical Corp to export 1*991 
lb thorium* contained in 4*630 lb thorium nitrate, to South 
Vietnam. 

PRICE, E.R. Atomic Energy Commission. VAP-08SA. 65/07/28, Ip. 
28015:099. 


— 04 1 2180272 License for American Potash St Chemical Corp to export 
8.8 lb thorium* contained in 10 lb thorium oxide* to Canada. 
PRICE* E, R, Atomic Energy Commission. D-44069. 68/10/19, Ip. 

28015; 184. 


■84 1 2180273 License for American Potash St Chemical Corp to export 
964 lb thorium* contained in 2*240 lb thorium nitrate* to 
Hong Kong. 

PRICEiE. R. Atomic Energy Commission. A-3759. 67/03/22. ip. 

20015:062. 


— 0412100274 Returned license for American Potash St Chemical Corp to 
export 1*852 lb thorium* contained in 4*409 lb thorium 
nitrate* to Indonesia. 

PRICE, E.R. Atomic Energy Commission. INDO. 67/11/17. Ip. 
20015:026. 


— 84 1 2100276 License for American Potash St Chemical Corp to export 1.991 
lb thorium* contained in 4,630 lb thorium nitrate* to South 
Vietnam. 

PRICE, E.R. Atomic Energy Commission. VAP-OBS. 65/07/28. Ip. 
20015: iOO. 


— S4121S0277 Amend 1 to American Potash St Chemical Corp export 
1 icense. extending expiration date to 701231. 

PRICEiE, R. Atomic Energy Commission. 69/12/08. Ip 28015 155. 


— 8412180280 License for American Potash St Chemical Corp to export 
2.850 lb thorium in 6*615 lb thorium nitrate* to Argentina. 

PRICE. E R, Atomic Energy Commission. 67/03/06 Ip. 20015 063, 


— 8412180282 License for American Potash St Chemical Corp to export 
8,8 lb thorium* contained in 10 lb thorium oxide, to Canada. 
PRICE, E.R. Atomic Energy Commission. 42687. 68/02/19. Ip 

28015: 027. 


— 8412180284 License for American Potash St Chemical Corp to export 
964 lb thori urn* contained in 2.240 lb thorium nitrate, to 
Hong Kong, 

PRICE* E R. Atomic Energy Commission. A-3984, 68/10/02. Ip. 

28015: 185. 


— 8412180285 License for American Potash St Chemical Corp to export 968 lb 
thori urn* contained in 2*250 lb thorium nitrate, to Hong Kong. 

PRICE, E.R. Atomic Energy Commission A-3571 65/07/09. Ip. 

28015: 101. 


— 8412180286 License for American Potash 8, Chemical Carp to export 
964 lb thorium* contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICEiE R. Atomic Energy Commission A-3743. 67/01/20. Ip. 

28015: 064. 


— 84121602QB License for American Potash S*. Chemical Corp to export 
1*720 lb thorium* contained in 4*000 lb thorium nitrate, to 
Canada. 

PRICE* E.R. Atomic Energy Commission P 23712. 68/02/15. Ip. 

28015: 028. 


— 8412180291 License for American Potash S* Chemical Corp to export 
6.534 lb thorium* contained in 6.6 lb thorium metal powder* 
to Japan. 

PRICEiE. R. Atomic Energy Commission. 431014. 68/09/27, Ip. 

28015: 186. 


— 8412180292 License for American Potash S« Chemical Corp to export 356 lb 
thorium* contained in 400 lb thorium oxide* to Canada. 

PRICE, E.R. Atomic Energy Commission. CR15C 3377. 65/06/02 Ip 

28015; 102, 


— 8412180293 Amend 1 to American Potash S( Chemical Corp export license, 
extending expiration date to 701231. 

PRICE, E.R. Atomic Energy Commission. 69/12/08. ip. 28015:156. 


— 8412180294 License for American Potash St Chemical Corp to export 
950 lb thorium, contained in 2,205 lb thorium nitrate* to 
Argentina. 

PRICE, E.R. Atomic Energy Commission. 67/01/16. Ip. 28015:065. 


— 8412180296 License for American Potash St Chemical Corp to export 
352 lb thorium* contained in 400 lb thorium dioxide* to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CRISC 7578. 68/09/25. Ip 

28015: 187, 


— 8412180298 License for American Potash St Chemical Corp to export 
3,853 lb thorium, contained in 8,960 lb thorium nitrate, to 
Hong Kong. 

PRICE, E.R, Atomic Energy Commission. A-3aBl. 68/02/15, Ip. 
20015; 029, 


— 8412180300 License for American Potash 8< Chemical Corp to export 1,031 
lb thorium* contained in 2, 410 lb thorium nitrate* to Hong 
Kong. 

PRICEiE. R. Atomic Energy Commission. A-3545. 65/05/20. ip. 

28015; 103. 


— 8412180302 License for American Potash 8< Chemical Corp to export 
964 lb thorium* contained in 2*240 lb thorium nitrate, to 
Hong Kong. 

PRICEiE. R. Atomic Energy Commission, A-3729. 67/01/16. Ip. 

28015:066 


— 8412180304 License for American Potash S*. Chemical Corp to export 
440 lb thorium* contained in 500 lb thorium oxide* to 
Canada. 

PRICEiE. R. Atomic Energy Commission. LINDSEX-358, 69/11/07. Ip. 
28015: 157. 
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--841218030S License for Anerican Potash 8. Chemical Corp to export 1»031 
lb thorium, contained in 2.410 lb thorium nitrate, to Hono 
Kong. 

PRICE. E.R Atomic Energy Commission. A-3546, 65/05/20 Id 

28015: 104 


—8412180332 License for American Potash 
lb th or lum. contained 2.240 lb thorium 
PRICE. E.R. Atomic Energy Commission. 
28015- 071 


& Chemical Corp to export 964 
nitrate, to Hong Kong. 

A-3702. 66/09/30. Ip. 


--8412180306 License for American Potash & Chemical Corp to export 
964 lb thorium. contained in 2.240 lb thorium nitrate, to 
Hong Kong 

PRICE. E.R. Atomic Energy Commission. A-3974. 68/09/25 Id 

son t *5 ■ 1 aa ' 


8412180334 License for American Potash & 
3.704 lb thorium, contained in 8,818 lb 
Argentina 

PRICE. E R. Atomic Energy Commission. 


Chemical Corp to export 
thorium nitrate. to 

67/11/28. ip. 28015:035 


—8412180307 License for American Potash S< Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong 

PRICE. E.R. Atomic Energy Commission. A-3a70. 68/02/02 in 

28015:030. 


— 6412180337 License for American Potash 
964 lb thorium, contained in 2.240 lb 
Hong Kong 

PRICE, E. R. Atomic Energy Commission. 
28015. 192 


8t Chemical Corp to export 
thorium nitrate, to 

A-3952. 68/09/03. Ip. 


8412180310 License for American Potash 8- Chemical Corp to export 
1.720 lb thorium, contained in 4,000 lb thorium nitrate, to 
Canada 

PRICE. E.R. Atomic Energy Commission. P 19660. 66/12/19 In 

20013* 


License for American Potash it Chemical Corp to export 
352 lb thorium. contained in 400 lb thorium dioxide, to 
Canada. 

PRICE. E. R, Atomic Energy Commission. CRISC 3388. 68/09/18. Ip. 

SBOl S i 1 S?.. 


License for Kerr-McGee Chemical Corp to export 9 7 lb 
thorium, contained in 11.023 lb thorium oxide. to West 
Germany. 

PRICE. E.R, Atomic Energy Commission. 71/05/21. ip. 28015:158. 


8412180314 License for American Potash & Chemical Corp to export 964 lb 
2,240 lb thorium nitrate, to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-3538. 65/04/19. Ip. 

28015: 105. 


License for American Potash & Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate, to 
Canada. 

PRICE, E.R. Atomic Energy Commission. 66/09/22. Ip. 20015:072. 


—8412180340 License for American Potash 
thorium, contained in 496 lb thorium n 
PRICE. E R. Atomic Energy Commission. 
28015: 106. 


& Chemical Corp to export 2S4 1 
itrate, to West Germany. 

L. 850. 65/04/13. Ip. 


-8412180341 License for American Potash it Chemical Corp to export 
1.928 lb thorium, contained in 4.480 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission 
28015: 036. 


-3845/6. 67/11/27. Ip 


®^12180343 License for American Potash & Chemical Corp to export 
4.86 Ib thorium, contained in 11.023 lb thorium chloride.to 
United Kingdom. 

PRICE, E, R. Atomic Energy Commission. LINDSEX-102. 68/08/14. Ip, 


®^12180315 License for A.merican Potash it Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R. Atomic Energy Commission. 

28015: 031. 


A- 3868. 68/02/02. Ip, 


8412180318 License for American Potash it Chemical Corp to export 

“ thorium oxide, to Canada. 

PRICE. E.R. Atomic Energy Commission. CR16C 12959, 66/12/01. 

280 1 5 : 066. 


1. 041 

Ip. 


-8412180319 License for American Potash & Chemical Corp to export 
176 lb thorium. contained in 200 lb thorium dioxide, to 
Canada. 

Energy Commission. CR18C 3388. 68/09/18. Id. 

SqOISi 190, * 


'8412180320 License for American Potash 
964 Ib thorium, contained in 2,240 lb 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission 
28015:032. 


5t Chemical Corp to export 
thorium nitrate, to 

A-3866. 68/01/23. Ip. 


American Potash 5c Chemical Corp to export 
0.0055 lb thorium, contained in 2,2 lb of Cerox polishino 
matl. to East Germany, ® 

f;,?' Atomic Energy Commission. R. 251. 68/09/16. Ip. 

28015; 191, 


‘ Ch.mical Corp export license, 

adding listed condition. 

Atomic Energy Commission. L. 57. 66/10/28. Ip. 

28015:069. ~ 


—8412180326 License for American Potash it Chemical 
1.927 lb thorium, contained in 4.480 lb thorium 
Hong Kong. 

PRICE, E.R, Atomic Energy Commission, A-3865 
28015:033. 


Corp to export 
nitrate, to 

68/01/08. Ip. 


®Ai2180345 License for American Potash & Chemical Corp to export 
thorium to Hong Kong, 

PRICE, E.R. Atomic Energy Commission, 69/01/11. ip. 28015:194, 


841^80346 License for American Potash 5c Chemical Corp to export 2,370 
lb thor ium. c ontained in 5.512 lb thorium nitrate, to Hest 
Germany . 

PRICE. E. R. Atomic Energy Commission. 65/04/13, Ip. 28015:107. 


-8412180348 License for American Potash 5c Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong, 

PRICE, E.R. Atomic Energy Commission A-3S44, 67/11/24, Ip. 

2801 5. 037. 


-8412180349 License for American Potash 5< Chemical Corp to export 
19.62 lb thorium, contained in 22.046 lb thorium oxide, to 
Canada. 

PRICE. E. R Atomic Energy Commission. CR 16C 7720. 66/08/30 Ip 

28015:073. 


8412180351 License for Kerr-McGee Chemical Corp to export 107 lb 
thorium, as thorium oxide. to Canada. 

KERR, G. W. Division of Fuel Cycle it Material Safety, D64847 
75/07/09, Ip. 28015:195. 


8412180354 License for American Potash it Chemical Corp to export 352 lb 
thorium, contained in 400 lb thorium oxide, to Canada. 

PRICE, E.R, Atomic Energy Commission. CR14C 20429 65/03/15 Ip 

28015. lOB. 


—8412180355 License for American Potash & Chemical Corp to export 
82 lb thor lum. con ta ined in 199 lb thorium nitrate, to West 
Germany. 

PRICE. E.R, Atomic Energy Commission. 67/11/22. Ip, 20015:033. 


-84121B0356 Amend 1 to American Potash it Chemical Corp export license, 
adding resale authorization to Union Metal Works. Ltd. 

PRICE. E. R. Acomic Energy Commission. A-36aS. 66/09/25 Id 

28015:074. 


License for American Potash it Chemical Corp to export 4 
lb thorium, contained in 11.023 lb thorium chloride.to 
United Kingdom. 

S 015 I 070 Energy Commission, L. 57. 66/10/04. Ip. 


Potash it Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to ^ 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission. 

28015: 034. 


A-3851. 67/12/13. Ip. 


8412180357 Amend 1 to Kerr-McOee Chemical Corp export license, 
permitting export of addl 96,7 lb thorium. contained in 
225 lb thorium nitrate 8< changing ultimate consignee to 
South Africa. 

KERR.G. W. Atomic Energy Commission, Directorate of Licensing. 
NYC-3665. 73/12/20. Ip. 28015: 196. 


84121B0358 License for American Potash S< Chemical Corp to export 950 Ik 
th or i urn. c onta ined in 2.205 lb thorium nitrate, to Argentina. 

PRICE, E.R. Atomic Energy Commission. 65/02/12. Ip. 28015:109, 
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a4121803ii0 License for Anerican Potash S? 

2j 370 lb thor iumj conta ined in 5.512 lb 
West Germany. 

PRICEiE. R. Atomic Energy Commission. 


Chemical Corp to export 
thorium nitrate.to 

67/11/22. Ip. 28015:039. 


— 8412100391 License for American Potash & Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate.to 
Hong Kong. 

PRICE. E.R Atomic Energy Commission. A-36e8. 66/07/01 Ip 

20015: 079 


■8412180361 License for American Potash & Chemical Corp to export 950 lb 
thorium, contained in 2.205 lb t h or i urn ni trat e. to Argentina. 

PRICEiE. R. Atomic Energy Commission 65/02/12. Ip. 28015:110. 


‘0412180363 License for American Potash «< Chemical Corp to export 2.850 
lb thorium, contained in 6.615 lb thorium nitrate.to 
Arg entina. 

PRICE. E.R. Atomic Energy Commission. 66/08/04 Ip 28015:075. 


■8412180364 Amend 1 to Kerr-McOee Chemical Corp export license, 
adding 3.440 lb thorium. contained in 8.000 lb thorium 
nitrate, to Canada. 

BLANC. G. A. Atomic Energy Commission. Directorate of Licensing. 
73/11/23, Ip. 20015; 197. 


— 8412100392 License for Kerr-McGee Chemical Corp to export 

1,720 lb thorium, contained in 4,000 lb thorium nitrate.to 
Canada. 

BLANC. G. A. Atomic Energy Commission. Directorate of Licensing. 
73/09/13. Ip. 28015:200. 


— 8412180393 License for American Potash Chemical Corp to export 4. 4 lb 
thorium. contained in 5 lb thorium oxide, to United Kingdom. 

PRICE. E R, Atomic Energy Commission. L. 797. 64/12/17. Ip. 

28015; 117 


— 8412180395 License for Kerr-McOee Chemical Corp to export 1.706 lb 
thorium, contained in 3,968 lb thorium nitrate.to Indonesia. 

PRICE, E. R. Atomic Energy Commission. 71/10/31. Ip. 28015.159. 


'84 12180365 License for American Potash Chemical Corp to export 950 lb 
thorium, contained in 2,205 lb thorium nitrate.to Argentina. 

PRICE.E.R. Atomic Energy Commission. 65/02/12. Ip. 28015:111. 


■8412180368 License for American Potash & Chemical Corp to export 
7,722 lb thorium, contained in 18.386 lb thorium nitrate.to 
Ind ones la. 

PRICE.E.R. Atomic Energy Commission. 67/11/17. Ip. 20015:040. 


'8412180369 License for American Potash & Chemical Corp to export 155 lb 
thorium, contained in 360 lb thorium nitrate.to Greece. 

PRICE.E.R, Atomic Energy Commission. L. 824. 65/02/12. Ip. 

2801S: 112. 


'S412180371 License for American Potash 8< Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate.to 
Canada 

PRICE.E.R. Atomic Energy Commission. P 18077. 66/07/15. Ip. 

2B01S: 076. 


■B4121B0373 License for Anerican Potash h Chemical Corp to export 950 lb 
thorium, contained in 2.205 lb thorium nitrate, to Argentina. 

PRICE.E.R. Atomic Energy Commission. 65/02/12. Ip, 28015:113. 


•0412180374 License for American Potash & Chemical Corp to export 
lb th or i urn. c on ta i ned in 2.240 lb thorium nitrate.to 
Hang Kong. 

PRICE.E.R. Atomic Energy Commission. A-3835, 67/11/16. Ip. 

2B015: 041. 


— 8412100396 License for Karr-HcOee Chemical Corp to export 
26.25 lb thorium, as thorium oxide, to Canada. 

BLANC. G. A, Atomic Energy Commission. Directorate of Licensing, 
0-64847. 73/08/01. Ip. 28015:201. 


— 8412180397 License for American Potash & Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate.to 
Canada. 

PRICE.E.R. Atomic Energy Commission. P17958. 66/06/23. Ip. 

28015 : 080. 

— B41218039S License for American Potash 8< Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb th ori urn n itrate. to Hong Kong. 

PRICE.E.R. Atomic Energy Commission. A-3497. 64/12/16. Ip. 

28015: 118. 


— 8412180400 Amend 1 to Kerr-McOee Chemical Corp export license, 
adding Condition 1- 

BLANC. 0. A. Atomic Energy Commission. Directorate of Licensing. 
TAI-90/72. 73/07/10. Ip. 28015:202. 


— 0412180401 License for American Potash Chemical Corp to export 964 lb 
thorium. contained in 2.240 lb thorium nitrate.to Hong Kong. 

PRICE.E.R. Atomic Energy Commission. A-3498, 64/12/16, Ip. 

28015; 119. 


— B4121B0403 License for Kerr-McGee Chemical Corp to export 26.4 lb 
thorium. contained in 30 lb thorium oxide. to Canada. 

PRICE.E.R. Atomic Energy Commission. D35 106 79/09/30. Ip. 

28015: 160. 


— 8412180376 License for American Potash Chemical Corp to export 
2.370 lb thorium, contained In 5.512 lb thorium nitrate.to 
West Germany. 

PRICE.E.R. Atomic Energy Commission, LINDSEX-197. 66/07/05. Ip- 
2B015: 077. 


— 8412180405 License for American Potash Chemical Corp to export 
764 lb thorium, contained in 2,240 lb thorium nitrate.to 
Hong Kong. 

PRICE.E.R. Atomic Energy Commission. A-36S2. 66/06/14. Ip. 

28015: 081. 


— 8412100377 License for American Potash &e Chemical Corp to export 2,370 
111 thorium, contained in 5.512 lb thorium nitrate.to West 
Germany. 

PRICE.E.R. Atomic Energy Commission. S/4. 65/02/05. Ip. 

28015: 114. 


— 8412100406 License for Kerr-McGee Chemical Corp to export 
26.25 lb thorium, contained in 30 lb thorium oxide, to 
Canada. 

BLANC, G. A. Atomic Energy Commission. Directorate of Licensing. 
D-642ia/. 73/05/25. Ip. 20015:203. 


— 0412180381 License for Kerr-McGee Chemical Corp to export 
105.6 lb thorium, contained in 120 lb thorium oxide. to 
Canada. 

BLANC. G. A. Atomic Energy Commission. Directorate of Licensing. 
D-65Bi7. 73/11/19. Ip. 28015:198. 


— 8412180407 License for American Potash ?< Chemical Corp to export 266.20 
lb thorium, contained in 302.5 lb thorium oxide, to Canada. 

PRICE.E.R. Atomic Energy Commission. CR14C 13619. 64/11/18. Ip. 

2801 5: 120. 


— 84 1 2180382 License for American Potash Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate, to 
Canada. 

PRICE.E.R. Atomic Energy Commission. 66/07/01. Ip. 28015:078. 


— 84 1 2180383 License for American Potash Chemical Corp to export 964 lb 
thorium, contained in 2.240 lb thorium nitrate.to Hong Kong. 

PRICE.E.R. Atomic Energy Commission. A-3508. 66/01/27. Ip. 

28015: 115. 


— 8412180384 License for Kerr-McGee Chemical Corp to export 
76.7 lb thorium, contained in 225 lb thorium nitrate.to 
South Africa. 

BLANC. 0. A. Atomic Energy Commission. Directorate of Licensing. 
NYC-3665. 73/10/29. Ip. 28015:199. 


— 8412180386 License for American Potash Chemical Corp to export 474 lb 
thorium, contained in 1,103 lb thorium nitrate, to Indonesia. 

PRICEiE R, Atomic Energy Commission. 64/12/23. Ip. 28015:116. 


— 84121B0409 License for Kerr-McOee Chemical Corp to export 
17.5 lb thorium, contained in 20 lb thorium oxide, to 
Canada 

BLANC, G. A. Atomic Energy Comn'ission. Directorate of Licensing. 
D-63093/7522. 73/05/14. Ip. 28015:204. 


— 0412180410 License for American Potash St Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb thorium nitrate.to Hong Kong. 

PRICE.E.R. Atomic Energy Commission, A-3477. 64/11/06, Ip, 

28015; 121. 


— 8412180411 Amend 1 to American Potash {< Chemical Carp export license, 
adding resale authorization to Std Gas Mantle Factory. 

PRICE.E.R. Atomic Energy Commission. A-3671. 66/05/31. Ip. 

28015:082. 


— 8412180412 License for Kerr-McOee Chemical Corp to export 1,720 lb 
thorium, contained in 4.000 in thorium nitrate.to Canada 
PRICE.E.R. Atomic Energy Commission, P-34974. 71/08/31. Ip, 

28015: 161. 
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'"3^12180448 License for Kerr-KcGee Chemical Corp to export 
35 lb thor iumi conta ined in 40 lb thorium oxideito Canada. 
BLAMCjG a. Atomic Energy Commissioni Directorate of Licensing. 
D-59739, 72/05/23. Ip. 28015:211. 


— 8412180449 License for Kerr-NcGee Chemical Corp to export 17.6 lb 
thoriumj contained in 20 lb thorium oxide, to Canada. 

PRICE. E R. Atomic Energy Commission. 71/01/08. ip. 28015:143. 


■“”8412180450 License for Kerr-McGee Chemical Corp to export 
13.64 lb thorium, contained in 15 5 lb thorium oxide, to 
West Germany. 

SALTZMAN. J. Atomic Energy Commission. 72/04/14 Ip. 28015:212. 


-8412180453 License for American Potash Chemical Corp to export 
19.4 lb thorium, contained in 22.05 lb thorium dioxide, to 
Canada 

PRICE. E. R. Atomic Energy Commission. CR 19C 18919. 70/10/20. 

Ip. 28015- 144. 


■8412180455 License for Kerr-McGee Chemical Corp to export 
1.352.200 lb U. contained in 1.594,599 lb of U308, to 
Canada 

JOHNSON. L Atomic Energy Commission. KM 0603. 72/12/31. Ip. 

28015 213 


8412180459 License for American Potash & Chemical Corp to export 
thorium to Canada. 

PRICE. E, R. Atomic Energy Commission. 70/08/27. ip. 28015:145. 

— 8412180460 License for Kerr-McGee Chemical Corp to export 
963 lb thorium, contained in 2,240 Ib thorium nitrate, to 
Hong Kofig. 

JOHNSON. L. Atomic Energy Commission. 72/01/04. ip. 28015:214. 


■8412180463 License for Kerr-McOee Chemical Corp to export 
11.568 lb thorium, conta ined in 26.880 lb thorium nitrate, 
to Hong Kong. 

JOHNSON, L. Atomic Energy Commission. 72/01/31. ip. 28015:215. 


— 8412180467 License for American Potash S< Chemical Corp to export 
3.792 lb thorium, contained in 8,818 lb thorium nitrate, to 
Argentina. 

PRICE. E R. Atomic Energy Commission. 70/08/17. Ip. 28015:146. 


— 8412180469 License for American Potash S< Chemical Corp to export 
8.8 lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE. E.R. Atomic Energy Commission. D46273. 69/02/12. Id 

28015-216. 


8412180474 License for American Potash Sc Chemical Corp to export 
2.371 lb thorium, contained in 5,513 lb thorium nitrate, to 
Indonesia. 

PRICE. E.R Atomic Energy Commission. 70/07/30, Ip. 28015:147. 


— 8412180477 License for American Potash St Chemical Corp to export 
6.6 lb thor i um. contained in 20 lb thorium oxide, to Japan. 
PRICE, E. R. Atomic Energy Commission. 431014. 70/07/01. Ip 

28015: 148. 


>8412180482 License for American Potash & Chemical Corp to export 
6 lb t h or i um. c on tain ed in 20 lb thorium oxide, to Canada. 
PRICE. E.R. Atomic Energy Commission. D-51935. 70/07/06. Ip 

28015; 149. 


—8412180486 License for American Potash Chemical Corp to export 
thorium, contained in 15 lb thorium oxide. to Canada. 

PRICE. E.R, Atomic Energy Commission. 69/09/12. ip. 28015:150, 


— 8412180439 License for American Potash St Chemical Corp to export 
9.27 lb thorium, contained in 11.023 lb thorium dioxide, to 
Canada 

PRICE, E.R. /atomic Energy Commission. CR19C 4113. 69/09/02. Ip. 

28015:151. ^ 


84121B0494 License for American Potash & Chemical Corp to export 
4.85 lb thorium, contained in U. 023 lb thorium chloride, to 
United Kingdom, 

PRICE. E.R Atomic Energy Commission. LINDSEX-99. 69/08/25. Ip 
28015: 163. ^ 


8412100496 License for American Potash & Chemical Corp to export 
2.315 lb thorium, contained in 5,512 lb thorium nitrate, to 
West Germany. 

PRICE. E.R. Atomic Energy Commission, LINDSEX-92. 69/08/14. Id 


— 8412180417 License for Kerr-McGee Chemical Corp to export 
860 lb thorium, as thorium nitrate, to Bangladesh. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensino 
TAI-90/72 73/03/28, Ip. 28015:205, ^ 


— 8412180418 License for American Potash ii Chemical Corp to export 2M U 
depleted U to Canada. ^ ^ n 

PRICE, E.R. Atomic Energy Commission. NPD-4112. 64/11/03 la 

28015 122 


— 8412180419 License for American Potash & Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate, to 
Canada. 

PRICE. E.R. Atomic Energy Commission. 66/05/25, Ip. 28015:003 


—8412180420 License for Kerr-McOee Chemical Corp to export 2.371 lb 
thorium, contained in 5.513 lb thorium nitrate, to Indonesia. 
PRICE. E R. Atomic Energy Commission. 71/03/08. ip, 28015:162. 


— 8412180422 License for Kerr-McGee Chemical Corp to export 
39 lb throium. as thorium oxide. to Canada. 

BLANC, G. A, Atomic Energy Commission, Directorate of Llcensinu 
D-62569/1015. 73/01/16. Ip. 28015:206. 


■8412180423 License for American Potash & Chemical Corp to export 96A It 
thorium, contained in 2.240 lb thorium nitrate, to Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-3475. 64/11/02 In 

28015: 123. 


— 8412180426 License for Kerr-McOee Chemical Corp to export 
35 lb thorium. as thorium oxide. to Canada. 

BLANC, G. A. Atomic Energy Commission. Directorate of Licenslnii 
D-61654/3017. 72/11/21. Ip. 28015:207. 


8412180427 License for American Potash «c Chemical Corp to export 82 U 
thorium, contained in 199 lb thorium nitrate, to West Germany, 

PRICE, E. R. Atomic Energy Commission. L. 17, 66/05/23 Id 

28015: 084. 


8412180429 License for American Potash Ik Chemical Corp to export 970, K 
lb thorium, contained in 1,102.5 Zb thorium oxide, to Canada. 

PRICE. E. R. Atomic Energy Commission. CR14C 13619 64/10/30 Ip 

28015:124. 


—8412180430 Amend 3 to Kerr McOee Chemical Corp export 1 i cense, extendinj; 
expiration date to 740430. adding Condition 4 8< changing 
name of licensee to Kerr-McOe# Chemical Corp. 

PRICE, E.R. Atomic Energy Commission. 71/02/12. Ip. 28015:140. 


8412180432 License for American Potash & Chemical Corp to export 96A 11: 
thorium, contained in 2.240 lb thorium nitrate, to Hong Kong. 

PRICE. E.R. Atomic Energy Commission, A-3464. 64/10/07. Ip, 

28015: 125. 


8412180433 License for American Potash & Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong, 

PRICE, E.R. Atomic Energy Commission. A-3671. 66/05/16. Ip. 

28015:085. 


•8412180436 License for Kerr-McGee Corp to export 44 kg U, depleted In 
50 kg U02 ceramic poufder. to Belgium. 

PRICE, E.R. Atomic Energy Commission. 66/05/02, ip. 28015:096. 


— 84121B0438 License for Kerr-McOee Chemical Corp to export 220 lb 
thorium, contained in 250 lb thorium dioxide, to Canada. 

PRICE, E. R. Atomic Energy Commission. WS-10K-ei693, 74/01/20. 

Ip. 28015: 141. 


8412180439 Amend 1 to Kerr-McGee Chemical Corp export license, 
extending expiration date to 740101. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensing. 
72/11/06. Ip. 28015:208. 


8412180440 License for Kerr-McGee Chemical Corp to export 
1,706 lb thorium, as throium nitrate, to Indonesia. 

BLANC. G. A. Atomic Energy Commission. Directorate of Licensing. 
72/09/26. Ip. 28015:209. 


8412180444 License for Kerr-McOee Chemical Corp to export 11.560 It 
thor ium. contained in 26.880 lb thorium nitrate, to Hong Kong. 
PRICE, E.R. Atomic Energy Commission, 71/12/31. Ip. 28015:1^2. 


■8412180446 License for Kerr— McGee Chemical Corp to export 
1,720 lb thorium, contained in 4.000 lb thorium nitrate, to 
Canada. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensing. 
P-3527. 72/07/28. Ip. 28015:210. 
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0412200024 FQIA request for documents re potential seismic activity in 
area affected by New Madrid Fault/ inc luding grant from FEMA 
to Central USA Earthquake Consortium awarded on 840418 & 
basis for seismic design of plants it components. 

SELL/M Nuclear Information & Resource Service. B4/05/15. 

FELTON/ J. M. Division of Rules and Records. 2pp. 28052:316. 


8412200033 Responds to FOIA request for five categories of documents re 
potential seismic activity in areas affected by Neui Madrid 
Fault. App A documents available in PDR. 

FELTON/ U. K. Division of Rules and Records. 84/06/14. BELL/ N. 
Nuclear Information & Resource Service. 3pp. 28052:318. 24X 

FI Che: 50-000. 84/06/14. 8412200033. 


— B405300707 Forieards draft response to Public Citizens Critical Mass 
Energy Project Questions 6 & 7 of 840427 Itr to Chairman 
Palladino. 

MATTHEWS. D. B. Emergency Preparedness Branch. 84/05/21. 

JACKSON. R.E, Geosciences Branch. 6pp. 28052:321. 


8412200004 FQIA request for all notices of violation & deviation save 
for those listed on Encls 1 Z« 2 & for any all civil 
penalties re Wolf Creek facility. 

BHOSIUS. E, Nuclear Awareness Network. 84/03/30. Office of 
Adminiitration. 3pp. 23039:182. 24X Fiche: 50-482. 84/03/30. 

8412200084. 


— 8412200162 Forwards Insp Rept 50-482/77-10 on 770912-15 & notice of 
violation. ^ 

SEIDLEi W C. Region 4. Dallas. Reactor Construction & Engineering 
Support Branch. 77/09/29. KOESTER.G. L. Kansas Gas & Electric Co 
2pp. 28039 229. 24:< Fi c he. 50-482. 84/06/27. 8412200091 , 


— 8412200165 Notice of violation from insp on 770912-15. 

* Region 4. Dallas. Office of the Director. 79/09/29. Ip. 
28039:231. 24X Fiche: 50-482. 84/06/27. 8412200091. 


—8412200173 Insp Rept 50-482/77-10 on 770912-1 5. None omp 1 ian c e noted: 
failure to record QC insp data as observations made. 

□HERO.C.R.. HALL.R.E. Region 4. Dallas, Office of the Director 
ELSASSER. T. C. Region 1. Philadelphia. Office of the 

77/09/29. 12pp. 20039:232. 24X Fic he ; 50-482. 84/06/27, 84 12200091 . 


— 8412200181 Forwards Insp Rept 50-482/77-13 on 771128-1214 & notice of 

violation. . r- • 

SEIDLE/W C Region 4, Dallas. Reactor Construction 8-. Engineering 
Support Branch. 77/12/30. KOESTER, G L, Kansas Gas it Electric Co. 
2pp. 28039:244. 24X Fic h e: 50-482, 84/06/27. 841 2200091 . 


— 8412200188 Notice of violation from insp on 771128-1214. 

* Region 4, Dallas. Office of the Director. 77/01/23. Ip. 
28039:246. 24X Fiche: 50-482. 84/06/27. 8412200091 . 


8412200088 FOIA request for any 8< all tOCFRSO. 55< e > notifications & 
Severity Level III violations re Wolf Creek facility. 

BR0SIU8. E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28039:185. 24X Fiche: 50-482. 84/04/13. 

0412200008. 


— 8412200201 Insp Rept 50-482/77-13 on 771128-30.1205-08 & 12-14. 
Noncompliance noted : fai lure to properly clean const joint 

OBERG.C.R.. STEWART.R. C. . GILBERT, L. D. Region 4. Dallas. Office of 
the Director. 77/12/30. t2pp. 28039-247. 24X 

Fiche: 50-482. 34/06/27. 8412200091. 


B412200D91 Third partial response to FOIA requests for various 
categories of info re Wolf Creek facility. Forwards documents 
listed in App A. Review of addl documents progressing. 

FELTON. J. M, Division of Rules and Records. 84/06/27. BROBIUS. E. 
Nuclear Awareness Network. 2pp. 28039:186. 24X 

Fiche; 50-482, 84/06/27. 8412200091 . 


-8412200215 Forwards Insp Rept 50-482/78-01 on 780104-06 notice of 

SEIDLE^W^C Region 4. Dallas, Reactor Construction & Engineering 
Support Branch. 78/01/24. KOESTER. G. L. Kansas Gas & Electric Co 
2pp. 28039:259. 24:< Fiche; 50-482, 94/06/27. 8412200091, 


-8412200096 Forwards Insp Rept 50-482/77-07 on 770524-26 8< 0607-10 & 
notice of violation. 

BEIDLE.W. C. Region 4. Dallas. Reactor Construction 8i Engineering 
Support Branch. 77/07/28. KOESTER. G.L. Kansas Gas & Electric Co. 
2pp. 28039:188. 24X Fiche: 50-482, 84/06/27, 8412200091. 


— 8412200101 Notice of violation from insp on 770524-26 It 0607-10. 
a Region 4, Dallas. Office of the Director, 77/07/2B. 2pp. 
28039:190. 24X Fi c he : 50-482, 84/06/27. 8412200091 . 


— 0412200220 Notice of violation from insp on 780104-06, 

* Region 4, Dallas, Office of the Director. 78/01/24, Ip. 
28039:261. 24X Fiche: 50-482. 84/06/27, 8412200091 , 


—8412200232 Insp Rept 50-482/78-01 on 780104 - 06 . None omp 1 1 an ce noted; 
failure to follow testing frequency for production cadwelds 
& failure to review as-built drawings. . n' 

OBERG, C. R, . OILBERT.L. D. Region 4, Dallas, Office of the Director 
ELSASSER, T. L. Region 1, Philadelphia. Office of 
78/01/19. llpp. 28039:262. 24X Fiche : 50-482, 84/06/27, 8412200091. 


-8412200106 Insp Rept 50-482/77-07 on 770524-26 0607 - 10 . Noncomp 1 iance 

noted: fai lure to test concrete aggregates per ASNI & ACI 

□SERG.C.R. , STEWART, R.C. Region 4, Dallas, Office of the Director, 
ELSASSER. T. C. Region 1. Philadelphia. Office of , 

77/06/29. 9pp. 28039:192. 24X Fiche: 50-482, 84/06/27. 8412200091. 


— 8412200270 Forwards Insp Rept 50-482/78-03 on 7B0209 & 21-24 it notice 

SEIDLE?W^C°" Region 4, Dallas. Reactor Construction It Engineering 
Support Branch. 78/03/16. KOESTLER, G. L. Kansas Gas & Electric 
Co 2pp. 28039:273. 24X Fiche ■ 50-482, 84/06/27, 84122 00091. 


— 84 1 2200 U8 Forwards Insp Rept 50-482/77-08 on 770718-21 & notice of 
violation, ^ „ 

SEIDLE.W C Region 4, Dallas, Reactor Construction U Engineering 
Support Branch. 77/03/08. KOESTER. G.L. Kansas Gas 8. Electric Co 
2pp. 28039:201. 24X Fiche: 50-482, 84/06/27, 8412200091. 


— B412200121 Notice of violation from insp on 770718-21, 

* Region 4, Dallas, Office of the Director. 77/08/08. ip, 
20039:203. 24X Fich e: 50-482, 84/06/27, 8412200091 . 


— 8412200281 Notice of violation from insp on 780221-24. 

* Region 4, Dallas, Office of the Director. 78/03/16. 
28039:275. 24X Fi che : 50-482, 84/06/27, 8412200091 , 


3pp. 


— B412200293 Insp Kept 50-482/78-03 on 780209 U 21 - 24 . None omp 1 ianc e 
noted: fai lure to follow procedures 8c to control 
saf ety-re lated documentation it failure to document insp of 

OBERG.C.R., TAPIA, J. I. Region 4. Dallas, Office of the Director, 
BCHWEIBINZ. E. Region 3. Chicago, Office of the Di^ector^ 
78/03/16. 10pp. 28039:278. 


24X Fiche- 50-482, 84/06/27, 8412200091. 


— B4 12200130 Insp Rept 50-482/77-08 on 770710 - 21 . Noncomp 1 iance noted; 
failure to maintain inert gas pressure in boron injection 

OBERG.C.R., STEWART, R. C. , ELSASSER, T. C. Region 4, Dallas, Office 
of the Director. 77/03/08. i3pp. 28039:204. 24X 

Fiche: 50-482, 84/06/27, 8412200091. 


— 8412200309 Forwards Insp Rept 50-482/78-04 on 780313-17 & notice of 

SEIDLE.^W^C Region 4. Dallas, Reactor Construction 8c Engineering 
Support Branch. 78/03/31, KOESTER. G.L. Kansas Gas & Electric Co. 
2pp 28039:288. 24X Fiche: 50-482. 84/06/27. 8412200091 . 


-B4 1 2200136 Forwards Insp Rept 50-482/77-09 on 770801-03 8c 08 & notice 

of violation. , 

SEIDLE.W. C. Region 4, Dallas, Reactor Construction r« 

Support Branch. 77/03/26. KOESTER, 0. L. 

2pp. 28039:217. 


Kansas Gas & Electric Co. 
24X Fiche: 50-482, 84/06/27, 8412200091. 


— 8412200141 Notice of violation from insp on 770801-03 it OS. 
* Region 4, Dallas, Office of the Director. 77/08/26. 
28039:219. 24X Fiche; 50-482, 84/06/27, 8412200091 . 


Ip. 


— 8412200315 Notice of violation from insp on 780313-17, 

* Region 4, Dallas, Office of the Director, 78/03/31. 
28039:290. 24X Fiche: 50-482, 84/06/27. 8412200091 . 


2pp. 


8412200320 Insp Rept 50-482/78-04 on 780313-17. None omp 1 ianc e 

failure to follow procedures re approved forms for 
compression test records. , , 

OBERG.C.R., GILBERT, L. D. , CRDSSMAN, W, A. Region 4. Dallas, 
of the Director. 78/03/30. Bpp. 26039:292. 24X 

Fiche: 50-482, 84/06/27, 8412200091. 


noted : 


Office 


— B412200154 Insp Rept 50-482/77-09 on 770801-03 & 08 . NonComp 1 iance 
noted: QA internal audit program repts w/o description of 
audit scope, author & contact identif icati on & evaluation 
statement. Documented QA plan not available. 

OBERG.C.R., CROSSMAN, W. A. Region 4, Dallas. Office of 

Director. NAIDU. K. R. Regions, Chicago, Office of the Director. 

77/08/25. 9pp. 28039:220. 24X Fiche: 50-482, 04/06/27, 8412200091. 


— 8412200338 Forwards Insp Rept 50-482/78-05 on 780417-19 & notice of 

SEIDLE.W. C. Region 4, Office of Director. 78/05/05. KOESTER, G. L. 

Kansas Gas S< Electric Co. 2pp. 28039:300. 24X 

Fiche; 50-482, 84/06/27, 8412200091. 
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8412200344 Notice of violation from insp on 780417-19. 

* Region 4, Dallas/ Office of the Director. 78/05/05. Ip. 
28039.302. 24X Fi c h e . 50-482/ 84/06/27/ 841220009 1 


—8412200353 Insp Rept 50-482/78-05 on 780417-19 Noncompliance noted; 
failure to follow procedures re performance of false set 
cement test, 

OBERO/ C. R , STEUARTiR.C. Region 4/ Dallas/ Office of the Director. 

MATT I A* J. Region 1, Philadelphia/ Office of the Director. 
78/05/04 11pp. 28039 303, 24X Fi che : 50-482/ 84/06/27/ 8412200091 , 


--8412200385 Forwards Insp Rept 50-482/78-08 on 780619-23 & 0711-12 & 
notice of violation. 

SEIDLEf W C. Region 4» Dallas* Reactor Construction & Engineering 
Support Branch. 78/07/18. KDESTER, G L. Kansas Oas & Electric Co. 
2 pp. 28039:314. 24X Fiche; 50-482/ 84/06/27* 8412200091. 


-8412200173 Insp Rept 50-482/77-10 on 770912-15. Noncomp 1 iance noted 
failure to record QC insp data as observations made^ 

Dallas, Office of the Director. 

^ Philadelphia/ Office of the Director. 

77 09/29, 12pp. 28039:232. 24X Fi c he . 50-482, 84/06/27, 8412200091 


violation. « nosicf PT 

SEIDLE,W_C Region 4, Dallas, Reactor Construction Sc Engineerino 
77/12/30. KOESTER.O.L. Kansas Gas S. Elec"Ic Co, 

2 pp. 28039:244. 24X Fic he: 50-482, 84/06/27* 8412200091 . 


Dallas, Office of the Director. 77/01/23. Ip 
28039 ; 246 24X Fi c h e ; 50-482, 84/06/27, 84 1 2200091 . 


—8412200394 Not 
* Region 4, 
28039: 316. 


ice of violation from insp on 780619-23 S< 0711-12. 
Dallas, Office of the Director 78/07/18. 2pp 
24X Fiche: 50-402, 84/06/27. 8412200091. 


—8412200402 Insp Rept 50-482/78-08 on 780619-23 «c 0711-12. Noncompliance 
noted. failure to follow procedures & to provide adeauate mat 
response to audit findings. 

OBERG/C.R. / CROSSMAN. W. A. Region 4. Dallas, Office of the 
S412200091 ’PP- 28039:318. 24X Fi ch e ; 50-482, 84/06/27, 


-8412200096 Forwards Insp Rept 50-482/77-07 on 770524-26 & 0607-10 *< 
notice of violation. 

SEIDLE, W C Region 4, Dallas, Reactor Construction 8c Engineerino 
Support Branch. 77/07/28 KDESTER. G. L. Kansas Gas 8< Electric Co 

2 pp. 28039:188 24,< Fiche. 50-482, 84/06/27, 8412200091. 


-I- - -r- r r *.w wii /■ / ii/aca-JU, iccuo-og Be 12-14. 

Noncompliance noted : fax 1 ure to properly clean const joint 
area. '' 

OBERG, C. R. , STEWART, R. C, / GILBERT, L.D. Region 4, Dallas, Dffice fi|t 
the Director. 77/12/30. 12pp. 28039:247 24X 

Fiche: 50-482, 84/06/27, 8412200091. 


violation. " Be nonce of 

qnnnn^^'^R^’ R^^ctor Construction «c Engineering 

Support Branch. 78/01/24. KDESTER, 0. L. Kansas Gas & Electric Co 
2pp. 28039:259. 24X Fiche: 50-482, 84/06/27. 84122^0091 


8412200220 Notice of vi 
* Region 4, Dallas, 
28039:261. 24X Fiche 


olation from insp on 780104-06. 
Office of the Director. 78/01/24. 
: 50-482, 04/06/27, 8412200091, 


Ip. 


—8412200101 
* Region 
23039 190 


Notice of violation from insp on 770524-26 8( 0607-10. 
4, Dallas, Office of the Director. 77/07/28. 2pp. 
24X Fiche: 50-482,84/06/27,8412200091 


8412200106 Insp Rept 50-482/77-07 
noted ' fa i lure to test concrete 
stds. 


on 770524—26 Jc 0607— 10. Noncomp I lane e 
aggregates per ASNI & ACI 


OBERG, C. R. 

ELSASSER, 

77/06/29 


. STEWART. R.C. Region 4. Dallas. Office of the Director. 
T. C. Region 1, Ph i lade Ip h ia, Office of the Director. 

9pp. 28039:192. 24X Fiche: 50-482, 84/06/27, 8412200091 


8412200118 Forwards Insp Rept 50-482/77-08 on 770718-21 8c notice of 
violation, 

Dallas, Reactor Construction S. Engineering 
Support Branch. 77/08/08. KOESTER.G.L. Kansas Gas & Electric Co. 
2 pp. 28039:201. 24X Fiche; 50-482, 84/06/27, 8412200091. 


° ‘ Norcompiiance noted, 

failure to follow testing frequency for production caduelds 
8< failure to review as-built drawings. 

°EfqAqqpo T Region 4. Dallas, Office of the Director. 

'’•Sion 1, Philadelphia, Office of the Director. 
78/01/19. 11pp. 28039, 262. 24X Fi c he: 50-482, 84/06/27, S41220009I 

-8412200270 Forwards Insp Rept 50-432/70-03 on 780209 8c 21-24 & notic* 
of violation. 

Dallas* Reactor Construction 8< Engineering 
Support Branch. 78/03/16. KOESTLER, G. L. Kansas Gas 8c Electric 
Co. 2 pp. 23039:273. 24X Fiche; 50-482, 34/06/27, 8412200091. 


-8412200231 Notice of violation from insp on 780221-24, 

Dallas, Office of the Director. 78/03/16, 3pp. 
28039:275. 24X Fiche: 50-482, 84/06/27, 3412200091 , 


-8412200121 Notice of violation from insp on 770718-21. 
a Region 4, Dallas, Office of the Director 77/08/08. 
28039:203. 24X Fich e ; 50-482, 84/06/27, 8412200091. 


-8412200130 Insp Rept 50-482/77-08 on 770718-21. Noncomp 1 iance noted- 
tank maintain inert gas pressure in boron injection 

' STEWART, R. C. . ELSASSER, T. C. Region 4, Dallas, Office 

of the Director. 7//03/0B. 13pp. 28039:204. 24X 

Fiche: 50-482, 84/06/27, 8412200091. 


—8412200136 Forwards Insp Rept 50-482/77-09 on 770801-03 & 08 8c notic 
Of violation, 

SEIDLE, W_C Region 4, Dallas, Reactor Construction & Engineering 
Support Branch. 77/03/26. KOESTER.G.L. Kansas Gas 8c Electric Cc 
2pp. 28039:217. 24X Fiche; 50-482, 84/06/27, 8412200091. 


—8412200293 Insp Rept 50-482/78-03 on 780209 «c 21-24. None omp 1 iance 
noted: failure to follow procedures & to control 
saf ety-related documentation 8c failure to document inso of 
subgrade. 

eruncTSv?.;' TAPIA, J. I. Region 4. Dallas. Office of the Director. 

R»9ion 3, Chicago, Office of the Director. 

78/03/16. 10 pp. 28039:270, 24X Fiche: 50-482, 84/06/27, 8412200091 . 


horwards insp Rept 50-482/78-04 on 780313-17 




violation, 

SEIDLE, W. C. Region 4, Dallas, Reactor Construction 8c Engineering 
Support Branch. 70/03/31. KOESTER.G.L. Kansas Gas 8« Electric Co 
2pp. 28039:288. 24X Fiche: 50-432, 84/06/27, 3412200091. 


8412200315 Notice of violation from insp on 780313-17. 

* Region 4, Dallas, Office of the Director. 78/03/31, 
28039:290. 24X Fi ch e: 50-482, 84/06/27, 8412200091 . 


2pp. 


•8412200141 Notice of violation from insp on 770801-03 8c 08. 
* Region 4, Dallas, Office of the Director. 77/08/26. 
28039:219. 24X Fich e: 50-482, 84/06/27, 8412200091 . 


ip. 


-8412200154 Insp Rept 50-482/77-09 on 770801-03 8c 08. None omp 1 iance 
noted: QA internal audit program repts w/o description of 
audit scope, author Sc contact identification 8c evaluation 
statement. Documented QA plan not available. 

OBERG, C. R. , CROSSMAN, W. A. Region 4, Dallas, Office of the 

NAIDU, K, R. Region 3, Chicago, Office of the Director 
77/08/25. 9pp. 28039.220. 24X Fiche: 50-482, 84/06/27, 84122000*5 


—841^00162 Forwards Insp Rept 50-482/77-10 on 770912-15 8c notice i 
vlalati on. 

SEIDLE,W_C. Region 4, Dallas, Reactor Construction 8( Engineerii 
Support Branch. 77/09/29. KOESTER.G.L. Kansas Gas 8c Electric 
2pp. 28039:229. 24;< Fi c h e: 50-482, 84/06/27, 8412200091. 


—8412200320 Insp Rept 50-482/78-04 on 780313-17. Noncomp 1 lance noted: 
failure to follow procedures re approved forms for 
compression test records. 

□BERG, C. R. , GILBERT, L. D. , CROSSMAN, W. A. Region 4, Dallas, Office 
of the Director. 78/03/30. 8pp. 28039:292. 24X 

Fiche: 50-482, 84/06/27, 8412200091. 


—8412200338 Forwards Insp Rept 50-482/78-05 on 780417-19 & notice of 
violation, 

SEIDLE, W. C. Region 4, Office of Director. 78/05/05. KOESTER.G.L 
Kansas Gas 8c Electric Co. 2pp. 28039:300. 24X 

Fiche; 50-482, 84/06/27, 8412200091. 


8412200344 Notice of violation from insp on 780417-19. 

* Region 4, Dallas, Office of the Director. 78/05/05, Ip, 
28039:302. 24X Fiche; 50-482, 84/06/27, 8412200091. 


8412200165 Notice of violation from insp on 770912-15. 

Region 4, Dallas, Office of the Director. 79/09/29. in 
28039:231. 24X Fiche: 50-482, 84/06/27, 8412200091. 


—8412200358 Insp Rept 50-482/78-05 on 780417-19. Noncomp lian c» noted: 
failure to follow procedures re performance of false set 
cement test, 

' STEWART, R.C, Region 4, Dallas, Office of the Director. 
MATTIA, J. Region 1, Philadelphia, Office of the Director, 
78/05/04. llpp. 28039:303. 24X Fiche; 50-482, 84/06/27. 8412200091. 
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-3412300385 Forward* Insp Rept 50-483/78-08 on 780617-23 t, 0711-13 k 

notice Hollas, Reactor Construction S< Engineering 

f 7 S/SV /?8 FOESTlR^rL. Kansap Gas «. Elactric Co 

apS 3803? 314. 34:< Flcha: 50-483, 84/06/27. 8413300091. 

--8412200394 Notic. oFjlo.aUo„Jno6^1nop^onJ80619;33^.^^^ 

M039-3°6. ‘24X Ficha: 50-482, 84/06/27, 8412200091. 

:!rS""3?:r%:r "sy; 5',."“;::' 

8412200091. 

8412200103 FOIA re<iuest for Manual /Q5/24* Office of 

AFTEf?OODD.S. Committee to Bridge the Gap. 84/05/2A. 

Administration. 2pp. 2B040; 171. 

0412200107 Rasponda to FOIA ra.iiuast for Manual Chapter 2540 I. ends. 

® Jl S°iiull «a?g; Notica 76-34, inp 1 ud Ing Manual Chapt.ra 

2540 a. 2545 end. ^ o , i»nd Records Q4/06/15. AFTERGOODi 5, 

FELTON. J. M, Division of Rules and 
Committee to Bridge the Gap. IP- 28040.173. 

-8412200114 IE Chang. Notice :'^‘!‘"|,p"rif‘'u?“i?actor. ^ 

» Office of Inspection & Enforcement. Office f 
76/11/23 115pp. 28040:174. 

8412200123 Furth.r raapona. ta FOIA rapu.st for f 

Foriuarda SECV-B2-55 & SECY-a2-71. Doc uirants available in 

F™T0N,3.M. Divl.lon of Rula. and Records. 84/07/02. WEISS.E.R. 

Union of Concerned Scientists. !?■ 2803 . 

”iSSSSrp^?Jo:L'?r.n” ‘t^ ^a^tTlSTtfaniYoU^ not 
82/02/08. 3pp. 28039:141. 

— B203150200 ^ over 6 months old.uj/60 open 


recommendations. 

CUMMINGS. J. J. Office of Inspector 
2B039: 144. 


Auditor. 82/02/13. 3Bpp. 


8412200138 FOIA request = 10^ 

need for clarification referred to in end RB mnogue o 

memo. W/o end. 84/06/07. FELTON. J. M. 

HtRSCH.D. Coccitt.a to Br.dg. th. Sap 84/06/0/, 

Division of Rules and Records. Ip- 28032.24^. 

R Minogue 800110 memo Forwards draft Reg Guide 

Sapt 1982 . Action completed. R-rords 84/06/27. HIRSCH.D. 

FELTON. J.M. Division of Rules and 
Committee to Bridge the Gap. IP- 28032.24 . 

—8412200164 "For Comment" issue of P^JP“®®^^”Jor^Llcenstr 

?h3:'ii“^«o??:r?i:r5o:”pro‘t.ttro"nnr8ro^^Modarat. or 

Low Strategic Significance, R-oulatoru Research. Director. 

KUFFNERi A. R. Office of Nuclear Regulatory 
82/09/30. 97pp. 28032:249. 

—8412200179 R.gua.t. 'std^E^rmat V 

JoStiJt'for^ic.^J.’Mua'ic.l Sacurlty P? J" 

St^oSEr^. o^“8t^^?:rra'?£o;M.nt. Oir.ctor, 80/01/10. 

Affiliation Not Assigned. Ip- 28032. 34 J. 

* caFinAOR FOIA request that all 1982 SECY 
841 2200430 Further 226 82-237. 82-295. 82-311 Id 

ISTJ ^:,n-:in‘'?SJ-sirv:;s2?i6ft;??hf?lir.f fca 

S5?rM="oivl.ion Of Ru.» 

Union of Concerned Scientists. 2PP- 
Fiche: 50-000. 84/06/21. 8412200430. 

— 8206090247 SECY-B2-226 «„»»,( ao 

Recommends that Commission J uJe. 

recommendation re ****"’ Director for Operations. 

DIRCKS. W. j. Fiche: 50-000, 84/0^21. 8412200430. 

82/06/02. 18pp. 28040:017. 24X ncne. =.u 


—8206300338 SECY-S2-237 

Requests approval of AO determination re incidents involving 
degradation of cooling water flow to diesel generator 

DIRCKS. W J. Office of the Executive Director for 

02/06/09. 13pp. 28040 004, 24X Fiche 50-000, 84/06/21 , 84 12200430 

—8207230663 SECY-B2-295 

Recommends Commission approval to proposed first quarter 
CY82 AO rest to Congress 

DIRCKS. W.J^ Office of the Executive Director for Operations. 

82/07/12 60pp. 28040:035. 

— B20B040321 BECY-B2-311 ^ = 

Informs Commission of proposed license conditions to assure 
appropriate offsite emergency response in case of 
significant release of U at NFS. 

DIRCKS, W,J. Office of the Executive Director for Operations 
82/07/23. 5pp. 28040:095. 

—8212010320 SECY-82-469 h k n 1 h i nn « ^ 

Requests Commission approval of continued holding of 
Facility License CX-10 by D&W. due to reorganization of 

DIRCKS?W^J.^”*^Offlce of the Executive Director for Operations. 
B2/11/26. 71pp. 28040:100. 

8412210073 Addl response to FOIA for documents re facility 

Documents listed on app withheld <ref FOIA p, , 

FELTON. J M. Division of Rules and Records 24X 

CLARK. L. Government Accountability Project. 3pp, 28048.220. 

Fiche: 50-358, 84/06/28. 8412210073. 

8412210075 FOIA request for documents re faci 1 ity. inc luding 
investigations t. violations concerning overexposure to 
radiation of employees from 1976-1980. 

KEANE. J P Madan & Madan. S4/05/29. FELTON, J- = 

Administration ip. 23048:218- 24 X Fiche : 50-293, 84/05/29, 

84122100/5. 

8412210076 FOIA request for NUREO-1055, "Assurance of Quality in 
S‘^NEILL,eT* California. State 

84/06/12. Division of Rules and Records. ip. 28048. .. 1 *. 

8412210078 Responds to FOIA request for NUREG-1055, "Assurance of 
Quality in Nuclear Const Projects." Forwards NUREG. W/o 

^?LTDN.J.M Division uF «uU. and Rbca/hs. ay06/21. 

California, State of. Public Utilities Commission. Ip. 28048,217. 

8412210079 Responds to FOIA request for documents re facility from 
1976-1980. Computer printout of documents enc 1 . Doc uments 

FELTON? Division of^Rules and Records, 84/07/02. KEANE, J. P. 

M^dTi. Madan ip. 28048:219. 24X Fiche: 50-293, 84/07/02, 

84122100??. 

84122100S2 FOIA request for 1 1 i ^ ^ metal 

8412210082. 

8412210083 FOIA r.^ua.t for document, re 820827 incident Involving leak 
of radioactive matls Ih License 37-16998-01. 

?L”.W.M. Thompson S, Bailg. 84/05/09. NRC - No Datal led 
Affiliation Given. Ip. 28048:202. 

8412210085 Responds to FOIA T'equest for s® flexible 

metal conduit 8. associated fittings supplied to facilities. 
Investigation tentatively expected to be completed by Fall 
1984. Final rept will be provided. aA/nA/o«i 

FELTON. J.M. Division of Rules and 

CHAVARRIA. J. N, ServicAir Co, Ip. c.804B:215, 24X 

Fiche: 50-445, 84/06/25. 8412210085. 

8412210086 Further response to FOIA request for documents re License 
37-16998-01 & S20S27 incident in Greene County . PA, Forwards 

documents listed in App A, .a o j na/nA/iP BAILY, W M. 

FELTON. J.M. Division of Rules and Records. 84/06/19. BAILY. w.n. 

Thompson Baily, 2pp. 28048:203. 

—8111040475 Discusses appropriate Am-241 & 

forwards "Guidelines for Decontamination of Facilities it 
Equipment Prior to Release for Unrestricted Use or 
Termination of Licenses for “I ..tu 

riJMKirwGHAMi R E DivisioTi of Fuel Cycle & Material Safety^ 
Sl/09/15. THORNBURG. a Ph Division of Safeguards & Radiological 
Safety Inspection. 2pp. 28048:205. 
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-8412210094 Notes that 820027 event involving well logging source should 
have been captured bg NfISS review procedure «< identified as 
requiring evaluation or case study. Explanation & summary 
rept requested by 821221. 

^^ivision of Fuel Cycle i; Material Safety. 82/12/10. 
MILLER. V.L Materials Licensing Branch. SINGER, B. Material 
Certification & Procedures Branch. 3pp. 28048; 207. 


0412210150 Responds to FQIA request for "Identification Ranking of 
Human Factors Affecting Nuclear Power Plant Safeguards " * 

BNL-NUREG-33261 placed in PDR. NUREG/CR-3520 will be o laced 
in PDR when available. 

TOMS.N. NRC - No Detailed Affiliation Given. 84/06/25 SHOLLV S 
Union of Concerned Scientists. Ip. 28059:051. SHOLLV, 3. 


—8412210100 Informs of transfer of certain matls licensing 
responsibilities to Hatl Certif ication Branch from Matl 
Licensing Branch. 

CUNNINGHAM, R. e. Division of Fuel Cycle i: Material Safety 
82/10/07 PAGE.G. , MILLER, U. , SINGER. B. NRC - No Detailed 
Affiliation Given. ip. 28048:210. 

—8412210105 Submits status rept on 820827 incident involving ruptured 
well logging sourc e. Con sol i dated Coal Co did not follow 
source recovery procedures. Info notice should be sent to all 
well logging licensees. 

Material Certification 4t Procedures Branch. 82/12/30 
Cycle S, Material Safety. Ip. 

: 2 1 1 

Responds to FqIA request for three categories of info re 
NUMEC Niagara facility located near Lewiston, NY. NRC has no 
documents subj to request. DOE should be contacted for 
response 

FELTON, J^M. Division of Rules and Records. 84/06/26. ANDERSON, R J 
R. U. Anderson Associates. Ip. 28048; 196 

FOIA request for three categories of info re NUMEC Niagara 
facility located near Leuiston.NY. 

ANDERSON, R. J. R. j. Anderson Associates. 84/06/05. FELTON, J 
Division of Rules and Records, Ip. 28048: 197. 

“P# “P 9PldeUn...proc.di,r.s !< criteria 
used by NRC m assessing confirmatory surveys for matl 
licensees. 

Institute, Columbus Laboratories. 
4/06/05. FELTON, J. M Office of Administration. Ip. 28048:187. 

8412210103 Responds to FOIA request for g uide 1 ines, proced ure s & 
criteria used in assessing confirmatory survey for matl 
Suidellnes. Availability of 

NUREG/CR— 2082 from NRC noted. 

FELTON, J.M Division of Rules and Records. 84/06/21. STEWART. D I 
Battelle Memorial Institute, Columbus Laboratories. ip. 28048:188.’ 

8412210113 Final response to FOIA request for four categories of 
documents on util request to expand spent fuel pool storage 
avSilable^in^PD^ documents listed in App A. Documents also 
FELTON, J. M. Division of Rules and Records. 84/06/21 BELL. N 

FjcJr50^S«:S4/04/2t.8"l2lS!l3'’'''‘"- 20048:177. 24x' 

"'■-o 

TRAMMEL^'r' IS? ~ Affiliation Given. 84/04/17. 

~ Detailed Affiliation Given. 2pp. 28048-181 

24X Fiche 50-344, 84/06/21,8412210113. 181 . 

8412210133 Discusses util request to amend License NPF-l to expand 
spent fuel pool storage capacity. SER analysis insufficient ^ 
to support NSHC determination. Concurrence in issuance of 
amena denied* 

r' “J ■ li” 0'*4U.4 Affiliation Siv.n, 84/05/03. 

24X Fic;":50^S44:8?%“/|?.‘8:?22tm}3"‘‘“" *“■ 

SPRWLL.B^J, Economic Consoltinj J, R.s.arch Sust.m,, Inc. 84/04/30. 

NRC - No Detailed Arfiliation Given, Ip, 28048:150. 

Respond, to FOIA request for documents & i„f„ sources mhich 
contain std financial data on corporations under NRC 
jurisdiction. NUREG-0652, Part 1 encl.W/o end. 

84/06/14. SPROULL.B. J. 

Economic Consulting & Research Systems. Inc. ip. 20048:151. 

request for "Identification & Ranking of Human Factors 
Affecting Safeguards at Nuclear Power Plants" & Factors 

Research Approaches for Examining Human 
Affecting Nuclear Power Plant Safeguards." 

SHOLLV, S. C. Union of Concerned Scientists, 83/11/15 FELTON. J M 
Division of Rules and Records. Ip. 28059:050 FELTON. U. M. 


— 8412210159 BNL-NUREG-33261 

Identification & Ranking of Human Factors Affecting 

int" 

' StookhAVsn National Lsturstoru FIN 

A-3260. 84/03/31. Office of Nuclear Raaulatorq Rastarch, 

Director. 72pp. 28059:052. ynesearcn, 

8412210152 FOIA request for all info re leasing of bldg space in 
Bethesda/Rockville.MD by OSA &/or NRC for occupancy by NRC 
covers time period from 840601 to present 
Treasury Employees Union. 84/07/17. 

FELTON, J. M. Division of Rules and Records. ip. 28048:067 

Partial response to FOIA request for documents re leaslno o, 
bldg space in Bethesda/Rpc kvll le. MD by GSA 8</or NRC for * 

occupancy by NRC. covering 840601 to present. Forwards App A 
document. 

FELTON, J. M. Division of Rules and Records. 84/08/01 HFARW P r 
National Treasurq Emploq.es Union. 2pp. 2a048;0A8 

Requests that OSA procaed to amend current lease to acqulr, 
addl space in Fairmont Bldg. Space will allow modest ^ 

suppport NRC operation 
to fund portion of initial alteration. 
qtfuapt'^o^' Facilities & Operations. 84/07/13. 

8itwAKr,R. General Services Administration. 2pp. 28040:070. 

8412210157 FOIA request for five categories of documents. Inc ludina 
comments on draft NUREO-1070, RESAR-SP/90 «c Sandla rept ° 

entitled. "Accident Sequence Evaluation Program Plant Survey 
«< Initial Plant Grouping Ltr Rept. " 

FFLTON I'm Concerned Scientists. FIN A-3705. 84/03/01 

FELTON, U. M. Division of Rules and Records. 2pp. 28048:026 24X 

Fiche-: 50-000, 84/05/01, 8412210157. 

8412210165 Second response to FOIA request for five categories of 
documents. Forwards documents listed on app. Documents also 
available in PDR. 

BHOUu's ?' Rul” 4nd Records. FIN A-3705. 84/04/21. 

SMOLLV.S. C. Union of Concerned Scientists. 2pp. 2804 8:028 24J£ 

Fiche; 50-000, 84/06/21. 8412210165. 

8311080310 Forwards std order for DDE work: "Safety Evaluation of 
‘'“i^FFt'i^ESSAR-FDA W.stinphou.e Std PUnt-FDA. ” 

A I^ivision of Systems Integration (post 8110051. FIN 

k DSEKA, 0. U. Energy, Dept. of. ip. 28048:064. 

24X Fiche: 50-000, 84/06/21, 0412210165. ^ 

—8311080314 Std order for DOE work: "Safety Evaluation of Core-Melt 
Accidents: CESSAR-FDA Westinghouse Std Plant-FDA. " 

MATISON. R. J, Division of Systems Integration (post 811005). * 

New Brunswick Laboratories. FIN A-3705-4. 20-84-013, 83/10/20, 

Ip. 28048:065. 24X Fiche: 50-000, 84/06/21, 8412210165. 

—8412210171 Requests proposal from DNL to provide technical assistance 
through FY85 for Safety Evaluation of Core-Melt Accidents; 
CESSAR-FDS, Westinghouse Std Plant - FDA. " Statement of work 
ffnc 1. 

Division of Systems Integration (post 811005), FIN 
83/01/04. OOEKA. 0. J. Energy, Dept. of. 11pp. 

28048:030. 24X Fiche: 50-000, 84/06/21, 8412210165. 

8412210174 Project & budget proposal for NRC work; "Safety Evaluation 
of Core-Melt Accidents; CESSAR-FDA. Westinghouse Std Plant - 
FOA. " 

KATO, W. V. , KOUTS, H. J. Brookhaven National Laboratory. 

SCHWELLER.D. Energy, Dept. of. FIN A-3705. 83/02/28. MEYER, J. 

Reactor Systems Branch. 19pp. 28048-041 24X 

Fiche: 50-000, 84/06/21, 8412210165. 

—8412210177 Forwards std order for DOE work: "Safety Evaluation of Core- 
Melt Accidents; CESSAR-FDA, Westinghouse Std Plant-FDA,*' for 
issuance to bNL. 

MATTSON, R. J. Division of Systems Integration (post 811005), FIN 
A-3703. 83/04/13. OGEKA, G. J. Energy, Dept. of. Ip. 2e04a:06(). 

24X Fiche: 50-000, 84/06/21, 8412210165, 

—8412210181 Std order for DOE work: "Safety Evaluation of Core-Melt 
CESSAR-FDA, Westinghouse Std Plant-FDA," issued to 

MATTSON, R.J. Division of Systems Integration (post 811005). * 

Brookhaven National Laboratory. FIN A-3705-3. 20-03-400. 

83/04/13. 3pp. 28040:061. 24X Fiche: 50-000, 84/06/21, 8412210165 . 
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S4t2210l70 FQIA request for set of gumired labels for distribution of 
•ncl IE Info Notice 84-53. "Info Concerning Use of Loctite 
242 it Other Anaerobic Adhesive/Sealants." 

BARSNE9S. D. A. Loctite Corp. 84/07/18. SCHAEFFER. C. NRC - No 
Detailed Affiliation Given. Ip. 28048; 198, 


8412210179 Responds to FOIA request for set of gummed labels for 
distribution of IE Info Notice 84-53. Requested labels end. 

FEt-TONi J. M. Division of Rules and Records. 84/07/30. BARSNESS. D. A. 
Loctite Corp. Ip. 20048:201. 


8412210249 Responds to FOIA request for Insp Rept 50-142/83-03 8< five 
categories of documents. Forwards documents listed in Ap p A. 
Documents available in FDR. 

FELTON, J. M Division of Rules and Records 84/06/26. AFTEROOOD. S 
Committee to Bridge the Gap. 2pp. 28049:011. 24X 

Fiche: 50-142. 84/06/26. 8412210249. 


— 8412210252 Working draft "Emergency Preparedness Implementation 
Appraisal Program for Research & Test Reactors," 

* NRC - No Detailed Affiliation Given. 83/09/30. 52pp. 

28049: 013. 


0412210190 Further response to FOIA request for documents re discovery 
of Co-60 release problems at fac i 1 ity . Insp Rept 50-271/B4-04 
available in LPDR. 

FELTON, J. M. Division of Rules and Records. 84/06/05. 

LGNOENECKER. C. Vermont Yankee Decommissioning Alliance. Ip. 

28042- 146. 24X Fi che: 50-271 , 84/06/05, 8412210190. 


8412210200 Partial response to FOIA request for five categories of 
d ocuments. Forwards listed documents, including T Margulies 
B30A01 memo re NUREG-0956. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 04/06/05. SHQLLY, S. C, 
Union of Concerned Scientists. Ip. 28047:307. 


— B304200455 Forwards sampling of results from CRAC calculations of 
reactor accident consequences & risks assuming source terms 
developed for NUREG-0956, Vol 1. 

MAROULIES. T. S. Reactor Risk Branch. 83/04/01. BERNERO,R.M. 
Accident Source Term Program Office. 6pp. 28047:308, 


— B412210211 Discusses current risk perspectives on source term work 
<WASH“1400). Results of reanalysis presented in NUREG-0773. 
State-of-the-art analysis of radionuclide release presented 
in NUREG-0956. 

MURPHY, J. A. Division of Risk Analysis & Operations (post 840429). 
B3/02/09. BERNERO-R. M. Division of Safety Technology. 8pp. 
28047:314, 


8412210213 FQIA request that "Reactor Operator Performance Under Heavy 
Stress of Seismic Event, '* presented at 840512 Seismic Risk 
U Heavy Industrial Facilities Conference, be placed in PDR. 

SHOLLY, S. C. Union of Concerned Scientists. 84/07/17. FELTON, J. M. 
Division of Rules and Records. Ip. 28048:268. 


8412210216 FOIA request for documents re 2D/3D program in which RES 
supplied two-phase flow instruments to Japanese Cylindrical 
Coro Test Facility 8c Slab Core Test Facility Jt for other 
records re two-phase flow instruments. 

KERCHNER, J. L. Doc-Search Associates. 84/05/18, FELTON, J.R. 
Division of Rules and Records. Ip. 28048:265, 


8412210221 Responds to FOIA request that "Reactor Operator Performance 
Under Heavy Stress of Seismic Event, " presented at 840512 
Seismic Risk Sc Heavy Industrial FacilitTe.s Conference, b e 
placed in PDR. Document in PDR. 

FELTON, J. M. Division of Rules and Records. 84/08/01. SHOLLY, S. C. 
Union of Concerned Scientists. Ip. 28048:269. 


— B412210256 Requests assistance to expedite Insp Rept 50-142/83-03. 
NORDERHAUG, L. R, Region 5. Office of Director. 84/03/13. 

PAGANO, F. G. Emergency Preparedness Branch, Ip, 28049:065. 24X 

Fiche: 50-142, 84/06/26, 8412210249. 


8412210262 Second response to FOIA requests for documents re facility. 
Forwards App A documents. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/05. BROSIUS, E. 
Nuclear Awareness Network. 2pp. 28048:225. 24X 

Fiche: 50-482, 84/06/05, 8412210262. 


8412210262 Second response to FOIA requests for documents re facility. 
Forwards App A documents. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/05. BROSIUS, E, 
Nuclear Awareness Network. 2pp. 28048:225. 24X 

Fiche: 50-482, 84/06/05, 8412210262. 


8412210262 Second response to FOIA requests for documents re facility. 
Forwards App A documents. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records, 84/06/05. BROSIUS, E. 
Nuclear Awareness Network. 2pp. 28048:225. 24X 

Fiche: 50-482, 84/06/05, 8412210262, 


— 8309120561 Forwards *40,000 in payment of civil monetary penalty per 
NRC 830630 order. Actions did not warrant imposition of civil 
penalty. 

KOEBTER,G. L. Kansas Oas «< Electric Co. EA-B3-018. 83/07/29. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. Ip. 20048:231. 24X Fiche: 50-482, 04/06/05, 

6412210262. 


— B412210266 Forwards request for mitigation of proposed civil penalty re 
deficiencies found w/borated refueling water storage sys S< 
classifications of 10CFR50. 55<e) events Jk response to notice 
of violation. Related info end. 

KDESTER.G. L. Kansas Gas Zt Electric Co. KLIiNRC B3-045, 83/04/21. 

DEYOUNG, R.C, Director's Office, Office of Inspection and 
Enforcement. 29pp. 28048:232. 24X Fiche: 50-482, 84/06/05, 

8412210262. 


— 8309120561 Forwards *40,000 in payment of civil monetary penalty per 
NRC 830630 order. Actions did not warrant imposition of civil 
penalty. 

KOESTERfG, L. Kansas Oas it Electric Co. EA-03-O1B. 83/07/29. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. Ip. 28048:231. 24X Fiche: 50-482. 84/06/05. 

8412210262. 


8412210232 Responds to FOIA request for documents re two-phase flow 
Instruments i>. RES 2D/3D program. Request denied as broad, 
sweep Ing, ind 1 scriminatc request lacking specificity. 

Assistance in refining request offered, 

FELTON, J. M. Division of Rules and Records. 84/06/21. KERCHNER, J. L. 
Doc— Search Associates. 2pp. 28048:266. 


8412210237 FOIA request for records re "Containment Failure 
Experiments," described in NUREO/CR— 2549, NUREO/CR— 3131 & 
NUREO/CR-341 1 & "High Pressure Streaming (Melt Injection) 
Experiments (HIPS)," described in NUREG/CR-3027. 

VANTOR,A. K, CBS News, CBS, Inc. FIN A-1249. 84/05/10. 

Division of Rules and Records, Ip. 28040:261. 


FELTON, J, M. 


S412210240 FOIA request for Insp Rept 50-142/83-03 it five categories of 
documents re preliminary versions of rept, handwritten notes, 
insp plan used, correspondenc e between NRC it, UCLA it records 
of site tours regarding emergency preparedness. 

AFTEROOOD, S. Committee to Bridge the Gap. 84/05/23. Office of 
Administration. Ip. 28049:010. 24X Fiche; 50-142, 84/05/23, 

8412210240. 


8412210242 Responds to FQIA request for listed documents re 
NUREO/CR-2549, NUREO/CR-3131, NUREO/CR-3411 i NUREG/CR-3027, 
Forwards explanatory text for NUREG/CR— 3027. 

FELTON, J. M. Division of Rules and Records. FIN A-1249. 
KANTORiA. K. CBS News, CBS, Inc. Ip. 28048:262. 


84/06/12. 


— 8412210266 Forwards request for mitigation of proposed civil penalty re 
deficiencies found w/borated refueling water storage sys & 
class if Icatlons of 10CFR50. 55( e ) events St response to notice 
of violation. Related info end. 

KOESTER.G. L. Kansas Gas 8< Electric Co. KLMNRC 83-095. 83/04/21. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 29pp. 28048:232. 24X Fiche: 50-482, 84/06/05, 

8412210262. 


8412210268 FOIA request for documents re N Palladino 840320 memo to 
Commissioners on licensing delays & legal authority & 
justification for hearings held by ASLBiASLAB St Commission. 

BELL, N- Nuclear Information St Resource Service. 84/03/23. Office 
of Administration. 2pp. 28047:324. 


8412210271 FQIA request for info re end Palladino 840320 memo on 
licensing delays. 

BELL,N. Nuclear Information St Resource Service. 84/06/01. 
FELTON. J. M. Office of Administration. 2pp. 28047:329. 


0412210272 Responds to FOIA request for documents re 340320 memo on 
licensing delays it legal authority for hearings by ASLB, 

ASLAB & Commission, Forwards App A documents. App A App B 
documents available in PDR> 

FELTON, J. M. Division of Rules and Records, 84/06/20. BELL, N. 
Nuclear Information St Resource Service. 3pp. 28047:332, 24X 

Fiche: 50-000. 84/06/20, 8412210272. 


— 8412210248 "Test of Preliminary Models SC-) Containment Safety Margins 
Program. " Info re high pressure streaming end. 

♦ NRC - No Detailed Affiliation Given. 84/06/12. 2pp. 

28048:263. 


— B412210275 Forwards NRC monthly licensing rept for Feb 1984. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/09. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
28047: 334. 
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-B412210276 Forwards NSC nonthly licensing rept For Feb 1984, Potential 
delay for Shoreham is 9 months & for Lin»erick< 5 months. 

DENTON, H- R Office of Nuclear Reactor Regulation, Director 
04/03/09. DIRCRS. W. j Office of the Executive Director for 
Operations 32pp. 23047.334. 24X Fjc he 50-000. 84/06/20, 

9412210272. 


9412260075 FOIA request for documents re Charleston 
& seismic design for Vogtle Nuclear Power Plant. 
BELL, N Nuclear Information & Resource Service, 
FELTON, J M Division of Rules and Records. 2pp 
Fiehe: 50-424. 84/05/23, 0412260075. 


earthquake of 1836 

84/05/23. 

28074: 001. 24X 


— 8412210275 Forwards NRC 
DIRCRS, W J Office o 
84/03/09 PALLADINO, 
29047: 334 


monthly licensing rept for Feb 1904 
f the Executive Director for Operations. 
CILINSKY, ROBERTS Commissioners Ip, 


8412210276 Forwards MRC monthly licensing rept for Feb 1984. Potent ial 
delay for Shoreham is 9 months & for Limerick, 5 months. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
84/03/08 DIRCKS,W, J. Office of the Executive Director for 
8412210272 24X Fic h e . 50-000, 84/06/20, 


8412260081 Partial response to FOIA request for 
documents re Charleston earthquake of 1886 & 
for '.'ogtle Plant. RFP RS-RES-84-128 available 
c ontinu i ng 

FELTON. J M. Division of Rules and Records. 
Nuclear Information St Resource Service. Ip. 
Fiehe: 50-424, 84/06/14, 8412260001. 


SIX categories of 
seismic design 
in PDR. Review 

84/06/14. BELL.N. 
28074:003. 24 X 


8412260085 Unexecuted sol ic i tation. of f er 8c award 
"Charleston Earthquake Research Program. " 
BAISDEN, L. Division of Contracts. 84/05/07. 


for RS-RES-84-12a. 
167pp. 28074:004. 


request for 1984 correspondence between Rochester Gas 
8< Electric Corp & NRC re routes, dates & cask types for 
shipments of irradiated fuel between West Valley 8< Ginna 
Nuclear Power Plant. 

RESNIKOFF, M Sierra Club. 84/06/08 NRC - No Detailed 

S41224006l" ip- 28060:339 24X F i c h e • 50-244, 84/06/08. 

8412240066 Responds to FOIA request for 1984 correspondence between 
Rochester Gas 8, Electric Corp «t NRC re routes, dates & cask 
types for shipments of irradiated fuel between West Valley & 

Ginna. No documents exist in response to request. 

FELTQN. J. M. Division of Rules and Records. 84/07/13, RESNIKOFF, M, 
Sierra Club Ip. 28060.340. 24X Fiehe 50-244,84/07/13,8412240066 

request for placement of BECY-a4-169. dtd 840423, in PDR 
BUCKLES. R. NUS Corp. CD-LIS-e4-321 84/04/27. Division of Rules 

and Records. Ip. 28060-336 u'wision or Kuies 


0412240096 Fourth partial response to FOIA request for prefiled 
testimony in CP or QL hear ings, info on nuclear power & NRC 
memos an f ac i 1 ity. Documents responsive to request olaced in 
PDR under Folder 83—289. 

FELTON, J. M Division of Rules and Records, 84/07/12 
OLASSP lEGEL, H. Shaw, Pittman, Potts & Trowbridge 
24X Fiehe: 50-498, 84/07/12, 8412240096. 


2pp. 28060:341. 


8412240108 Responds to FOIA request that SECY-84-169, dtd 840423, be 
placed in PDR, Document withheld (ref FOIA Exemption 5). 

division of Rules and Records. 84/06/20 BUCKLES, R 
NUS Corp, 2pp. 28060:337. 


8412240110 FOIA request for 
AFTEROOQD, S. Government 
of Administration. Ip. 


SECY-83-500A & all related corre sp ondenc e. 
Accountability Project. 84/05/29, Office 
28060: 334. 


of meetings held w/util on 831213 & 840320. 

SCHULTZ, G R. Susquehanna Environmental Advocates. 84/05/06 
MURLEY, T. Region 1, Office of Director In. 28073-332 pax 

Fiehe: 50-387, 84/05/06. 8412260088 . ^ ‘iW073. 232. 24X 


831213 & request for documents re meetings w/utJl on 

“ , ^ 3^0320. App A documents encl.App B document withheld 

(ref FOIA Exemption 5>, 

FELTON, J. M. Division of Rules and Records. 84/06/14. SCHULTZ, G.R. 
Susquehanna Environmenta 1 Advocates. 4pp. 28073-233 24x 

Fiehe: 50-387, 84/06/14, 8412260092. 


-B412260100 Notification of Significant Licensee Meeting 84-24 on B40320 
in King of Prussia, PA to discuss Insp Rept 50-387/84-11 re 
inoperability of HhCI & RCIC 8. trending of recent spills «, 
alarm responses during last 6 months. 

R« 9 ion 1, Office of Director. 84/03/14. Region I, 
Director. ip. 28073:237. 24X Fiehe: 50-387. 84/06/14, 

8412260092, 


8412260107 Further response to FOIA request for documents re failures 
in electrical relay s. Forward s documents listed in App A 
App A documents available in PDR. Search for addl documents 
continues. 

f^^L-TON, J. M. Division of Rules and Records, 84/06/25. BELL, N. 
Nuclear Information it Resource Service, 3pp. 28074- 162 24X 

Fiehe: 50-416, 04/06/25. 8412260107. 


8412260142 Notice of significant licensee meeting w/util on 030923 at 
Region II ofc to discuss Agastat relay failures & other 
items. 

■e NRC — No Detailed Affiliation Given. 83/09/21. NRC - No 
Detailed Affiliation Given. 7pp 28074-196 24X 

Fiehe: 50-416, 84/06/25, 8412260107. 


8412240112 Further response to FOIA request for SECY-83-500A & all 
correspondence. Search & review completed. No addl records re 
request exist. 

FELTON, U.M Division of Rules and Records, 84/07/16 AFTERGOOD, S 
Government Accountability Project Ip. 28060 ; 335 . 


- ---• ■ urarts or aireccor’s 

decisions, telephone logs & technical analyses re resolution 
of UCS 840120 10CFR2. 206 petition concerning facility 
emergency feedwater sys. 

WEISS, E. R, Union of Concerned Scientists. 34/05/02. FELTON, J. 
Division of Rules and Records. Ip. 28073-218 24X 

Fiehe: 50-289, 84/05/02, 8412260109. 


8412260060 FOIA request that SECY-eO-449 & Conf 
82-25, dtd 820818, including all attachments 8< 
in PDR. 

SHOLLY, S. C. Union of Concerned Scientists. 
FELTON, J. M. Division of Rules and Records. 


irmatory Action Ltr 
end, be placed 

CAL-S2-25. 84/05/07. 

Ip. 28107:258. 


8412260065 Responds to FOIA request that SECY-80-449 t Confirmatory 
Action Ltr (CAL) 62-25, dtd 820918, includinj all attachment^ 
t placed in PDR. Portion of CAL 82-25 withheld 

(ref FOIA Exemption 4), 

SHOLLv'fi ?■ Records. CAL-82-25. 84/06/20. 

SHOLLY, S. C Union of Concerned Scientists. 2 pp. 28107:259 24X 

FiChe: SO-272, 84/06/20, 8412260065. 


— 8010200379 SECY-aO-449 

Informs Commission of plans for future safeguards 
assessments. " 

DIRCKS, W. J. Office of Nuclear Material Safety & 
Safeguards, Director. 80/10/13. Bp.^,. 28107:261. 


field 


82081* SJn apparent tampering e( 

r* “ i '' ‘ tU “f safety-related 

r ° sefe operation o, plant. 

HAVNES.R.C. Reg on 1, Office of Director. CAL-B 2 ^ 2 |: 82 / 08 / 18 . 

24X Fiehe; 50-272, 84/06/20, 8412260065, 


ECKERT, R. M. 
28107; 269. 


8412260111 Futher response to FOIA request for all SER input & drafts 
of director's decisions re resolution of UCS 840120 
10CFR2. 206 petition concerning facility emergency feedwater 
sys. Documents in Apps A, B & C in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/27. WEISS, E.R 
Union of Concerned Scientists. 4pp. 28073:219 24X 

Fiehe: 50-289, 84/07/27, 8412260111. 


-8404100067 Forwards SER addressing seismic capability of emergency 
feedwater sys questions raised by 840120 UCS 2.206 petition, 
per request. Concludes that emergency feedwater sys can 
withstand SSE & perform intended safety function. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment, 84/03/15, 
LAINAS, G. C. Assistant Director for Operating Reactors. Ip, 
28073:223. 24X Fic h e : 50-289, 84/07/27, 84122601 1 1 . 


8412260117 Safety evaluation concluding that reasonable assurance 
exists that emergency feedwater sys can withstand SSE 5< 
perform intended function. 

* NRC - No Detailed Affiliation Given. 84/03/15. 8pp. 
28073:224. 24X Fiehe; 50-289, 84/07/27, 84122601 11 . 


8412260112 Responds to FOIA request for documents prepared by Ofc of 
Investigation re Zack Co. Forwards Inquiry Rept 3-82-065 re 
alleged improper document control practices/procedures. 
Confidential source deleted. Document available In PDR. 

FELTON, J. M. Division of Rules and Records. 34/06/27. PERRY, R. A. 
Affiliation Not Assigned. Ip, 28068:306. 
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S412360H9 FOIA req.ue3t foT documents re whether J Cutchin may advise 
Commissioner Roberts on any cases in which Cotchin 
participated as NRC lawyer & opinions or interpretations of 
lOCFRa. 719Cd >. 

WEISS* E- R. Harmon* Weiss 8< Jordan. 84/06/07 FELTON* J. Division 
of Rules and Records. Ip 28068.343 


B412260123 Further response to FDIA request for documents re whether 
J Cutchin may advise Commissioner Roberts on cases in which 
Cutchin participated as staff lawyer & opinions/ 
interpretations of 10CFR2. 719< d ) NUREG-0760 available in PDR 
FELTON* J M Division of Rules and Records 84/07/13 WEISS* E.R 
Harmon* Weiss & Jordan. Ip. 28068:344 


S412260137 FOIA request for resumes, statements of prof qualifications 
for listed scientists associated w/named institutions. 

HIATT* S, L. Ohio Citizens for Responsible Energy. 34/07/02. 

FELTON, J f1 Division of Rules and Records. 2pp. 28068:3 51. 


B41226O140 Responds to FOIA request for resumes* statements of prof 
qua 1 if ications of listed scientists associated w/specified 
natl labs univs. Listed DOE official should be contacted. 

FELTON* J. M. Division of Rules and Records. 84/07/13. HIATT* S. L. 
Ohio Citizens for Responsible Energy. Ip. 28068:353. 


8412260141 FOIA request that "Deficiency in Automatic Switch Co <ASCa> 
Spare Parts Kits for Scram Pilot Solenoid," dtd 840117 be 
placed in PDR. 

PEDRO, J. NUS Corp. CD-L IB-84-420. 84/06/06 Division of Rules 

and Records. Ip. 20068:345. 


B412260143 Further response to FOIA request for four categories of 
documents re GESSAR—II. Ap p A documents enc 1 8< available in 
PDR. App D documents being reviewed by GE for proprietary 
info. 

FELTON* J. M. Division of Rules and Records. 84/07/10. SHOLLY, S. 
Union of Concerned Scientists. 4pp. 28068' 188. 24X 

Fiche: SO-447. 84/07/10* 8412260143. 


— 8206290560 Discusses treatment of external events for OESSAR 
probabilistic risk assessment based on 820616 meeting w/BNL 
ti GE. Questions whether OE should be redirected on issue. 

THADANI.A. Reliability & Risk Assessment Branch. 82/06/21. 
HANAUER-S.H. Division of Safety Technology. Ip. 28068:262. 24X 

FI Che: 50-447, 84/07/10. 8412260143 


— B207140317 Comments on treatment of external events for facility 
probabilistic risk assessment (PRA) . External events should 
be included in std plant PRAS. 

HATTSON.R.J, Division of Systems Integration (post 811005). 
82/07/08. HANAUER* S. Division of Safety Technology. Ip. 
28068:264. 24X Fiche: 50-447, 84/07/10* 8412260143. 


— 8302090515 Comments on Jan 1983 status rept on review of standardized 
plants* in response to 830117 memo, 

SHERaN.B, W. Reactor Systems Branch. 83/01/31 MIRAGLI A* F. J. 

Assistant Director for Safety Assessment. 3pp. 28068:265. 24X 

Fiche: 50-000, 84/07/10, 8412260143. 


— 8305090515 Summary of 830330-31 meetings w/BNL, LLL* Sand la Natl Labs & 
Benjamin Assoc in Bethesda.MD re external events analysis in 
PRA of nuclear power plants. 

YUE* D. D, Reliability Risk Assessment Branch. 83/04/15, 

THADANIrA. C. Reliability & Risk Assessment Branch 22pp. 

28068: 192. 


— 8308170188 Forwards 1 tr rept, "Review & Evaluation of OESSAR-II 
Probabilistic Risk Assessment - Containment Failure Modes & 
Fission Product Release. " Comments requested by 830901. 

BHERON* B. W. Reactor Systems Branch. 83/08/08. THOMAS, C. O. 
Standardization 8* Special Projects Branch. Ip. 28068:214. 24X 

Fiche: 50-447* 84/07/10* 8412260143. 


— 8412260151 Forwards "Guidance for GESSAR Seismic PRA. " NRC will 
continue to work w/GE on PRA. Quanti f ication of uncertainty 
should be carried through anal y 1 i s. Support would be 
pprec iated 

SULLIVAN, E. J. Division of Engineering. 83/05/18. THADANI.A. 
Reliability fc Risk Assessment Branch. 4pp. 28068:215. 24X 

Fiche: 50-447, 84/07/10* 3412260143. 


— 8412260164 Notification of 840320 meeting w/GE in Bethesda.MD to 
discuss GES3AR-II source term reanalysis. 

SCALETTI.D. Standard i z ati on U Special Projects Branch. 84/03/15. 

THOMAS, C.O. Standardization & Special Projects Branch. 7pp- 

28068:268. 24X Fiche: 50-447. 84/07/10* 8412260143. 


8412260158 Response to FQIA request for "Deficiency in Automatic Switch 
Co <ASCO> Spare Parts Kits for Scram Pilot Solenoid*" dtd 
B40I17. Document placed in PDR. Action completes request. 

FELTON* J. M. Division of Rules and Records. 84/06/25. PEDRO.M. NUS 
Corp. ip. 28068:346. 


— 8402090034 Forwards engineering evaluation rept for consideration in 
support of IE info notice re deficiency in Automation 
Switch Co sparts kits for scram pilot solenoid valves. Same 
deficiencies could exist at other facilities. 

IPPOLITO. TA Director's Office, 84/01/19. JORDAN* E.L. Division 
of Emergency Preparedness 8* Engineering Response (Post 830103) 

2pp. 28068:349, 


— 8402290048 Informs that detailed control room design review would be 
most appropriate for mid-Aug 1984 instead of mid-Oct. 

BELTRACCHI* L. Human Factors Engineering Branch. AEDD/E403. 
84/02/22 MOORE, V. A, Human Factors Engineering Branch. 2pp 
28068. 347 


8412260175 FOIA request for 13 categories of documents indicating why 
number of civil penalties tripled between 1979 St 80. 

SAMP* R. A. Shaw* Pittman* Potts & Trowbridge, 84/05/07. FELTON* J. M. 
Division of Rules and Records. 3pp. 28105:001. 


8412260179 Responds to FDIA request for 13 categories of documents re 
why Dumber of civil penalties increased greatly between 
1979 & 80. Forwards App A d ocuments. Documents available in 
PDR. Documents listed in App B already in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/18. SAMP, R. A. 
Shaw, Pittman, Potts it Trowbridge. 7pp. 28105:004. 


—7903010222 Comments on draft rept "NRC Use of Civil Penal t ies. .. Hi gher 
Amounts & More Effective Use Needed," Pleased that findings 
reinforce NRC recommendations to Congress re need for 
increased civil penalty authority. 

OOSSICK,L. V. Office of the Executive Director for Operations. 
79/01/03, PEACH, J. D. General Accounting Office. 4pp. 28105:011. 


— 8001170155 Submits resident inspector program monthly rept for Nov 
1979. 

OREHER* E. Office of Inspection St Enforcement, Office of the 
Director. 79/12/07. STELLO* V. Office of Inspection & 
Enforcement, Office of the Director. 13pp, 28105:244. 


— 8003040511 Resident program monthly rept for Dec 1979. As of 791231*60 
residents were at 48 sites w/74 addl residents selected. 

Forwards documentation re FY80 site staff ing* status of 
action items It time usage statistics. 

GREHER. E. Office of Inspection St Enforcement* Office of the 
Director. 80/01/15. STELLO* V. Office of Inspection & 

Enforcement, Office of the Director. 12pp. 28105:264. 


— 8004090575 Forwards manpower planning factors for use in distribution 
of FY81 resources within headquarters & reg ions. Requests 
comments by 800222. W/o end 

STELLO, V. Office of Inspection it Enforcement, Office of the 
Director. 80/02/15. ORIER* B. H. Region 1, Philadelphia* Office of 
tha Director 5pp. 23105:285. 


— 8006030129 Forwards latest list of future resident const sites for 
FYB0-a2 

GREHER* E. Office of Inspection St Enforcement, Office of the 
Director. 80/05/01. DONNELLY, L. Resource Management Branch. 
2pp. 28106:018. 


— 8007290778 Forwards resident program monthly rept for June 19B0. IE had 
117 residents plus 17 equivalent residents on 78 sites. 

Twenty— two residents have been selected 8c 15 resident 
positions remain to be filled. 

GREHER* E. Executive Officer for Management & Analysis. 80/06/30. 
STELLO, V. Office of Inspection 8c Enforcement* Office of the 
Director. 20pp. 28106:075. 


— 8011140226 Advises that previously identified issues re revised NRC 
enforcement policy have been resolved* in response to 800S01 
memo. 

SHAPARiH. K. Office of the Executive Legal Director. 80/08/06. 
STELLO, V. Office of Inspection 8« Enforcement, Office of the 
Director. ip. 28106:100. 


— 8412260184 Responds to LI Cobb 790122 note re resource mgt. Agrees 
ui/Cobb re holding line on man-yrs per reactor. Difference in 
opinion re timing stated. 

MOSELEY* N.C. Division of Reactor Operations Inspections. 

79/01/23. DAVIC* J. 0. Office of Inspection 8c Enforcement* Office 
of the Director. Ip. 28105:015, 


— 8412260188 Forwards Change Notice 78-45 to IE manual, adding estimated 
26-31 manhours of direct insp effort per yr per reactor to 
routine program of insp of operating reactors. 

COBB, L. I. NRC - No Detailed Affiliation Given. 79/01/22. 

DAVIS* J. NRC - No Detailed Affiliation Given. 2pp. 28105:016. 


— B412260191 Submits resource utilization data for 9-month period. Data 
distributed as shown on end table. 

THORNBURG* H. D, Division of Reactor Construction Inspection. 
79/01/30. DAVIS, U. G. Office of Inspection 8< Enforcement* Office 
of the Director, 3pp. 28105:018, 
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8412260194 Foruards Cor.<r.a s s ion 780511 proposal increasing civil 
penalty authority. 

Detailed Affiliation Given 79/03/27. 
PARSHLEY, P riRC - No Detailed Affiliation Given 5pp. 20105:021, 

—8412260199 Sub<nits fundanental questions raised by proposed policy for 
increased civil penalty authority Requests meetLg to 
discuss proposed policy & uhat contribution OELD may make to 
assure sys satisfactory to all concerned. 

THOMP^nS^n'^’ Executive Legal Director. 79/06/06 

THOMPSON, D. Office or Inspection S-. Enforcement, Office of the 
Director 5pp 28105 026. 

—8412260201 Foruards IE briefing slides prepared for Stello 790726 
presentation to Commi s s i on. Requests revieu for accuracy & 
comprehensiveness. 

COBBi L. I Executive Officer for Management 8c Analysis. 79/07/24 
Executive Officer for Operations Support. 93pp. 28105:031. 

=T*r‘°" revieu.ins FY80 

6 FYSl 83 budget proposals Presentations restricted to key ' 

issues 1 i sted. Requests info re reclama by 790723 
79 % 7 /^ 9 ^ '^ °n Executive Director for Operations. 

9 07/19. NRC - No Detailed Affiliation Given. 2pp. 28105:124. 

staffing distribution 

ror f-YBO S3. Manpower tor reactor operations & const 
for^FYsr* ‘^32 positions for IE aligned 

STElLO, V. Office of Inspection & Enforcement, Office of the 
28lo5 Office Of the Controller 3pp. 

committee rept 8c Recommendation 79-3 of 
Administrative Conference of US civil penalties. 

^ R®9ional Operations Enforcement Division 
IpP 28105mS''"' E xecutive LegaJ iJ^ector. 


Stello 800215 memo re manpouer planning 


revised list of const sites for resident inspector 
assignments, in response to Commissioner Kennedy request 
Draft memo to Commissioner Kennedy re current plans for 
manning const sites through FYSl end 

OREHER, £. A NRC - No Detailed Affiliation Given 79/09/Pl 

— - — er^^^'flation 

—8413260231 Foruards monthly resident proyrsm for Oct 1979 IE had 47 
residents onsite 6 another SO s.lecied Ooal for end of Fvio 
IS 157 residents. 

Mor ■ 11 ° ''ffillation Given. 79/11/03. 

STELLO, V. NRC - No Detailed Affiliation Given. 9pp. 28105:130. 

-B412260253 Foruards analysis of RMS data tor resident inspector, for 
GREHERcE. NRC — No Detailed Affiliation Given 79/ll/OS 

- - --allri'^^^filation 

submission to Commission. 

B?lLLn'5' *"‘li4ti=n eiv.n, 79/12/07. 

ol^ec?;"- 3jF‘"2lIo3r!?:.'‘‘°" " ^"'--ceMent. Office of the 

-B412260264 Foruards resident inspector manpouer effort data for Oct 

Detailed Affiliation Given. 79/12/10 
0 '-^E?LLY u Office of the Director. 

Lpplfp / P 2. Atlanta, Office of the Director. 

28105 257 Chicago, Office of the Director, 5pp. 

-8412260268 Submits status of recruitment against current goal re 
cSbB L®; resident'insp prog^:" ' 

STELLO V wp? " w*’ Detailed Affiliation Given. 79/12/11. 

STELLOfV, NRC - No Detailed Affiliation Given. 2pp 28105:262. 

0412260271 Discusses statutory increase in civil penalty limits for 
Violations of lOCFRPi . Draft statement approving'regulat Jn 
SHAPAR notice end for sigLture^ processing. 

DIRCKS u S!! °t Legal Director. 80/01/23. 

28lS5;276.' Director for Operations. Spp. 


responses 8< 


8412260275 Foruards 800215 manpouer planning factor, IE 
proposed utilization of l£ manpouer 

Officer for Management %< Analysis 80 / 03/13 
orthe'Di;ectr^"ip:"-3e?05:^2S^ Inspection ^ Enforcement, Office 


—8412260281 Comments on 
factors. 

GRIER, D H Region 1, Philadelphia, Office of the Direrfn,. 

lliol'llo. Manage™,"^ eJanci 3pJ: 


-8412260284 Foruards comments on manpower plannina fartnre rnmmarsf- * 
be used in distributing FY 81 resource!. ® factors. Comment* to 


ting FYSl resources. 

nnwMPtiv . Chicago, Office of the Director. 

DONNELLY, L Resource Management Branch. 


6pp. 


80/02/26. 
28105: 293. 


manpouer planning factors. Reviiy 


-8412260286 Responds to 800215 memo re 
of selected manpower sys data end. 

^STFLfn u ® Office of the Director. 80/02/26 

STELLO, V. Office of Inspection & Enforcement, Office of the 
Director. 3pp. 28105:299. wnce or xne 


—8412260289 Foruards tables showing percent of time spent on routine t 
reactive programs less than that projected In proposal & 
codes used m obtaining info from MPS sys. 

nnNWnt^v , of the Director. 80/03/03. 

DONNELLY, L. J. Resource Management Branch. 3pp. 28105:302. 

—8412260294 Comments on nanpouer planning factors, m response to 

D'dcddS” significant differences on Page, 3a !, 3b of 
800221 memo re revs to 800215 manpouer planning factor memo 
in!pect!r"effo?t'* nuclear i, engineering supoort for 


VETTER, W. E. 
DONNELLY, L. 


engineering support for 

Region 4, Dallas, Office of the Director. 80/03/03 
Resource Management Branch. 4pp. 28105:307, 

8412260301 Comments on IE manpouer planning factors for FYBl No 
comments listed on Items 9, 10, or 11. IE must more closely 
align programs u/available manpouer resources & be 
realistic about quantity of work. 

ao/02%1”' °nnMSSfi"S". Francisco. Office of the Director. 

28105^311 Resource Management Branch. 6pp. 

-8412260304 Foruards summary of comments & changes re allocatloTi of 
routine insp time. 

Fd'- Management !, Analysis. 80/03/07. 
Region 1, Phi ladelph ia, Office of the Director. 4pp. 28106:020. 

”°''in?tr?el^r“'°''''' draft memo soliciting comments on major 

enforcement issues that emerged from NRC recent enforcement 
J summarizing plans for completing development of 
revised enforcement policy & program. 

nrpruc'n’ J^anagement and Program Analysis. 80/05/09. 

KS, B. NRC No Detailed Affiliation Given. 9pp. 28106:024 

-8412260308 Foruards first quarterly rept, h i gh 1 ighting efforts in 
** assigning resident inspectors through Mar 1980. 
Smumuav^b Officer for Management & Analysis. S0/( 

SHUMWAY, R. P. Division of Budget. 3pp. 


alys 
28106: 033. 


—8412260310 Advises that JA Sullivan requests to be included on fotur* 
addressee lists requesting comments or concurrence on either 
policy or forthcoming Commission paper. 

TunMBcnM n Management and Program Analysis. 80/07/14. 

Executive Officer for Operations Support* Ip* 

So 106 ! 095. ^ 

8412260313 Foruards comments on industry proposed alternative 
enforcement policy. 

euAOAo'u'^’ 0^ the Executive Legal Director. 80/08/05. 

the Executive Legal Director. 4pp. 

28 X 06 c 096. 

“8412260317 Discusses assignment given by H Shapar re 800731 memo on 
staff views on enforcement pol icy. Requests memo for 
Commission be prepared dealing u/Ahearne/Hendrie concerns 
bulk be devoted to Oi 1 in s ky/Bradf ord conerns. 

r.- Regional Operations & Enforcement Division. 80/08/06. 
LIEBERMAN, J. NRC - No Detailed Affiliation Given Id 
28106:101. 

-8412260319 Submits marked-up staff vieus on enforcement policy, per 
directive in SECY-A-SO-90. 

Office Of the Secretary of the Commission. 00/07/31, 

0^ the Executive Director for Operations. ip. 

28106: 102. 
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-3412260320 Foruiards second q.uarterly rept on resident inspector 
staffing & efforts for period ending June 1980. Next rept 
billl be available by 801130. 

CR8HER/E. NRG - No Detailed Affiliation Given. 80/08/27. 

DDNNELLYj L. NRC - No Detailed Affiliation Given. 3pp. 28106:103. 


-8412260322 Farujards status of FY80 site-by-site resident manning. as of 
800915, 

GHEHER-E. NRC - No Detailed Affiliation Given. 80/09/24. 

DONNELLY. L NRC -■ No Detailed Affiliation Given. 21pp. 

28106; 106 


8412260209 Partial response to FOIA request for all drafts it Itrs of 
transmittal for Temporary Instruction 2545/1 it all documents 
re need for S( contents of same. Temporary Instruction 

2545/1 end. uTaor'u n 

FELTON- J. M Division of Rules and Records. 84/06/26. HIRSCH-D. 
Committee to Bridge the Gap. Ip. 28074:287. 

— 8412260211 Temporary Instruction 2545/1. "Physical Security Insp 
Program for Nonpouer Reactors. " 

♦ Director's Office, Office of Inspection and Enforcement, 
84/05/02 5pp, 28074:298. 


-8412260324 Submits list of resident inspector meetings currently 
scheduled for Dec 1980 — Feb 1981. 

KLIMGLER.G, NRC - No Detailed Affiliation Given. 80/11/25. 
STELLD.V. NRC - No Detailed Affiliation Given. Ip. 28106:127. 


—8412260326 Forwards current budget schedule for FYSl resident inspector 
ass ignements. 

DONNELLY, L. J. Resource Management Branch. 80/10/22, KLINGLER. G. 
Office of Inspection 6 Enforcement, Office of the Director. 35pp. 
28106; 128. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


841 1260041 Provides addl info re matl properties in reactor vessel it 
forwards Special Rept EPRI NP-3573--SR. "Robinson 2 Reactor 
Vessel: Pressurized Thermal Shock Analysis for Small Break 
LOCA, *' in response to NRC 840911 request. 

MCDUFFIE, M. A. Carolina Power fc Light Co, NLS-84-427. 84/10/30. 

VARGA, S. A. Operating Reactors Branch 1. 6pp. 27615:115. 24X 

Fiche; 50-261 . 04/10/30, 8411260041. 


-3412260328 Advises that someone needed to take over E Oreher 
responsibilities In support of resident insp program. 

COBBiL. NRC - No Detailed Affiliation Given. 80/09/29. 
SNIEZEKtJ. NRC - No Detailed Affiliation Given. Ip. 28106:163. 


-3412260330 Discusses cost analysis it proposed legislation for resident 
inspector program. Supporting documentation end. 

COBB, L. I. Training it Administration Staff. 80/12/05. TORGOW. M. 
Office of the General Counsel. 426pp. 28106:164. 


-8412260332 Discusses IE paper re enforcement policy c ri ter ia. Requests 
clarification re preceived differences in ofc director 
authority to issue orders. 

DAVIS, J.G. Office of Nuclear Material Safety Si 

Safeguards, Director. 80/03/12. CUNNINGHAM, G. Office of the 
Executive Legal Director. Ip. 28107:230. 


-0412260334 Forwards set of charts summarizing plan of action for 
developing enforcement policy paper. Charts identify it 
discuss major outstanding issues it provide recommended 
pos i 1 1 on. 

HALLER, N. Office of Management and Program Analysis. 80/04/25. 
DIRCKS, B. NRC - No Detailed Affiliation Given. ISpp. 28107:231. 


■8412260336 Comments on draft revised NRC enforcement p o 1 i c y . Ed i tior i a 1 
comments marked on end, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

80/07/15. THOMPSON, D. Executive Officer for Operations Support. 
3pp, 28107:246. 


-0412260338 Forwards consents on B00801 rev of SECy-80-l30, NRC 
enforcement program, 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
80/08/15. STELLD,V. Office of Inspection it Enforcement, Office of 
the Director, 2pp. 23107:249. 


0412260187 FDIA request for NUREO-1055, "Assurance of Quality in 
Nuclear Const projects. ’■ 

FDGELMAN, M. California, State of. Public Utilities Commission. 

04/06/12. Division of Rules and Records. Ip. 28074:293. 


0412260193 Responds to FOIA request for NUREG-1055, "Assurance of 
Quality in Nuclear Const Projects. " Forwards NUREO. W/o 
NUREO. ^ 

FELTOM, J. M. Division of Rules and Records. 84/06/21. FDGELMAN, M. 
California, State of. Public Utilities Commission. Ip. 28074:294. 


—8412070190 NP-3573-SR 

Special Rept NP-3573-SR "Robinson 2 Reactor Vessel: 
PT^CBsurized Thermal Shock Analysis for Small Break LOCA* 
MARSTON, T. , GR lESBACH, T. , CHAO. J. Electric Power Research 
Institute. 84/08/31. 160pp. 28118:254. 24X 

Fiche: 50-261, 84/10/30. 8411260041. 


B411280498 Forwards info from Power Component Sys, Inc re nuclear-grade 
blanket insulation mfg by Insulation Technology, Inc. Matl to 
be treated as public response to Unresolved Safety Issue 
A-43. "Containment Emergency Sump Performance. " 

SERKIZ.A.W. Generic Issues Branch. 34/11/15. KNIEL, K. 

Issues Branch. Ip. 27896:046. 


Generic 


—8411280515 Ack receipt of info on blanket insulation mfg by 
Technology. Inc. Info will be placed in PDR it cited in NRC 
technical findings re Unresolved Safety Issue A-43, 
"Containment Emergency Sump ^ n a 

SERKIZ.A.W, Generic Issues Branch. 84/11/15. LEACH, D. A. 


Insulation 


Power 


— 8411280523 Forwards info & technical rept re nuclear-grade blanket 
insulation mfg by Insulation Technology, Inc. Expresses 
willingness to support NRC studies re insulation for nuclear 
SVC 8,/or qualification. . 

LEACH, D. A. Power Component Systems, Inc. 84/11/08. SERKIZ, A. 
NRC - No Detailed Affiliation Given, 6pp. 27896:048. 


—8411280530 50-84/M528F 

"Buoy ancy , Transport it Head Loss Characteristics of 
Fiberglass Insulation for Nuclear Containment Areas Mfg by 
Insulation Technology, Inc. " „ 

BRQCARD, D. N. Alden Research Laboratory. 84/05/31. 60pp. 

27896: 054 


8411290201 Further response to FOIA request & appeal for four separa e 
categories of documents re GESSAR-II PRA. Forwards App A 
documents. Documents also available in PDR. 

FELTON, J. M, Division of Rules and Records. 84/05/24. 

Union of Concerned Scientists. 2pp. 27690:051, 


SHOLLY, S. 


6402010100 Responds to 840106 memo re GESSAR-II potential design 

improvements. Recommendations being made to resolve 
Unresolved Safety Issues A-l,A-43 it A-44. 

SCHRQEDER.F. Assistant Director for Generic Projects. 

HOUSTON, R,W, Assistant Director for Reactor Safety. 

27690: 091, 


84/01/23. 

4pp. 


0412260195 FOIA request that exercise repts for Waterford 3 & Comanche 
Peak re emergency preparedness exercises held in 1983 it 1984 
be placed in PDR. ^ 

WILLI AMS, 0. G. JRA Associates. 0GW-a4-035. 84/06/15, FELTON, J. M. 

Division of Rules and Records. Ip. 28073:360. 24X 

Fiche: 50-000, 84/06/15, 8412260195. 


■8402010113 Forwards comments on GESSAR-II design improvements, per 
840106 memo. Potential design improvements in structural sys 
analysis should be pursued. Meeting w/GE recommended. 

ROWSOME.F. Assistant Director for Technology Review. 84/01/23. 
HOUSTON, R. W, Assistant Director for Reactor Safety. 4pp. 

27690: 087. 


0412260200 Response to FOIA request that repts for Waterford 3 it 
Comanebe Peak re emergency preparedness exercises held in 
1903 it 1984 be placed in PDR. Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/28. WILLIAMS, 0. G. 
JRA Associates. ip. 28073:361. 24X Fi ch e : 50-000, 84/06/28, 

8412260200. 


8412030603 Memorandum Ic Order LPD-S4-53 closing remanding issues 
housekeeping S* environ qualification 8, ^"9 J , 

to 841218 5, 21 to propose contentions for litigati on. Serve d 
on 841203. 

BRENNER, L. Atomic Safety and Licensing Board Panel 
84/11/30. Long Island Lighting Co. 3lpp 
Fiche: 50-322, 84/11/30, S412030603. 


#484 396. 
27732:036. 24X 


B412260205 FQIA request for all agency records on Temporary Instruction 
2543/1, "Physical Security Insp Program for Nonpower 
Reactors, " distributed by IE on 840509. 

RiRSCHi D. Committee to Bridge the Gap. 84/06/01. FELTON, J. M. 
Division of Rules and Records. 3pp. 28074:284. 


8412040262 Forwards SSER based on response to 801222 generic 
control of heavy loads, Phase I, <NUREG~0612> . Enel technical 
evaluation rept will be incorporated in next SSER. Response 
to Phase II requested prior to Unit 1 licensing. 

YOUNGBLOOD, B. J. Licensing Branch t. 

Cleveland Electric Illuminating Co. 4pp. 27762:315. 24X 

Fiche: 50-440, 84/11/20, 8412040262. 
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B412070303 Foriuards SSER re overhead heavy load handling sysi SALP input 
it contrartnr Heavy Loads at Nuclear Power 

Electric Station# Units 1 & 2 


P lants# Comanche Peak Steam 
(Phase i " Item closed. 

YOUNGBLOOD. B J. Licensing Branch 1. 84/11/27. SPENCE. M. D Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
27846:122, 24X Pi Che. 50-445. 84/11/27. 8412070303. 


3pp. 


SSER re overhead heavy load handling sys. Phase 1 of 


NUREG-06i2 acceptable. 

* Auxiliary Systems Branch. 84/11/27. 
Fiche: 50-445. 84/11/27. 8412070303, 


2pp. 27846. 125. 


— 8412070317 EGG-HS-6722 

“Control of Heavy Loads at Nuclear Power Plants. Comanche 
Peak Steam Electric Sta tion. Uni ts 1 & 2 (Phase 1)." 

Idaho National Engineering Laboratory. FIN A~6457. 

Systems Integration (post 811005). 30pp. 

27846:127. 24X Fiche; 50-445. 84/1 1/27. 8412070303. 

841211015B Forwards addl response to Guideline 4 of technical 
evaluation rept re special lifting devices (NUREG-0612 & 

Generic Ltr Si-07 re control of heavy loads). 

HUFriAM. J. W. Tennessee Valley Authority, GL-ai-07. 84/12/07. 

ADENSAH.E Licensing Branch 4. lOpp, 27856:037 24X 

Fiche: 50-327. 84/12/07. 8412110158. 

8412120157 Forwards updated response to NUREG-0612, "Control of Heavu 
Loads, for Unit 2. Submittal anticipates NRC comments will 
be similar to comments issued for Unit 1. Changes made 
equivalent to Unit 1 submittal. 

KNTOHTnN"^r°u Electric Co. DCL-94-373. 84/12/05. 

KNIGHTON. G. W. Licensing Branch 3. 85pp. 27831*058 24X 

Fiche; 50-275. 84/12/05. 8412120157. 

8412120339 Forwards Procedures OP-4. 3. "Shipping of Spent Fuel TN-BL 
Shipping Cask, Loading t< Handling Procedures" it l-OP-4 19, 

"Receipt & Storage of Spent Fuel TN-SL Shipping Cask 
in response to NRC 841114 ltr. 

STEWART. W.L. Virginia Electric 8. Power Co. 698. 84/11/30 

27876:219. 24X Fiche; 50-000. 84/1 1/30, 8412120339. 

—8412120350 Procedure OP-4. 3, "Shipping of Spent Fuel TN-8L Shipping 
Cask. Loading & Handling Procedures. " 


1 ing . 

» Virginia Electric 5t Power Co. 83/11/04. 
24X Fiche; 50-000, 84/11/30. 8412120339, 


121pp. 27876:221. 


— S412120357 Procedure l-OP-4. 19. "Receipt it Storage of Spent Fuel TN-SL 
Shipping Cask, Unloading «, Handling Procedures." 

Electric 8c Power Co. 83/09/15. 100pp. 27876*342 

24X Fiche: 50-000, 84/11/30, 8412120339. 


8412120423 Requests util reevaluate responses to B01220 810203 

generic Itrs re NUREG-0612, "Control of Heavy Loads " 
Reevaluatxon should include requests in generic Itrs & 

1 (ftp 1 9fnen i; i on cf Int^ri/n actions 
WAGNER, P. C. 


rim actions. 

, Detailed Affiliation Given. 84/12/05 

LEE, 0. R, Public Service Co. of Colorado 
Fiche: 50-267, 84/12/05, 8412120423. 


3pp. 27883:212. 24X 


8412140137 Informs that Suffolk County does not intend to pursue 
Unresolved Safety Issue A-47 remanded by ASLAB 
in ALAB— 788 Related correspondence. 

^^ii'lfpatrick «c Lockhart. #484 592. OL. 84/12/11 
BRENNER.L. J. . HORRIS.P. A. , FERGUSON. G. A. Atomic Safety and Licensing 
Board Panel. ip. 27920:196. 24X Fiche: 50-322, 84/12/1 1, 8412140137. 

responses to technical evaluation rept re 
control of heavy loads (NUREG-0612) . Kaint procedure for 
reactor bldg crane load handling operations revised. Issues 
c 1 osed, 

84 / 12 / 13 '' '’I-*** 'JPN-B4-82. 

oyoki Operating Reactors Branch 2. 2pp. 

27931:361. 24X Fiche: 50-333, 84/12/13, 841217031 1 


nd 

5 1 & 


— 8412040268 EOG-HS-6264 

"Control of Heavy Loads at Nuclear Power Plants, Cleve la 
Electric Illuminating Co. Perry Nuclear Power Plant, Unit 
2 tPh^ss I), ** 

SEKOr, J P. Idaho National Engineering Laboratory FIN A-6457 
03/0^30 NRC - No Detailed Affili^ion Given 30pp. 

27756 347 24X Fi c h e . 50-440, 84/ 1 1 /20 , 84 1 2040262. 

8412050352 Responds to 841105 request for info re control of heavy 
loads for facility. Info should be sufficient to close out ^ 

SER Open Item 74 & will ‘ .... 


be included in 
MANGAN. C V Niagara Mohawk Power Corp. 
SCHWENCER.A Licensing Branch 2. 6pp. 
Fiche; 50-410, 84/11/30, 8412050352. 


lend 17 to FSAR. 

(NriP2L 0265). 84/11/30 

27767:291. 24X 


8412050676 Summary of CRGR Meeting 70 on 841017 in Bethes da, HD re min 
dosimetry for offsite emergency workers, proposed generic ltr 
concerning QA associated w/ATWS rule proposed pressurized 
thermal shock final rule. 

nTnrum'w . Operations & Generic Requirements. 84/11/07. 

2778of21l'^‘ Executive Director for Operations. 4pp. 

B412050736 Notices of CRGR Meeting 70 on 841017 in Bethesda, MD to 
discuss min dosimetry for offsite emergency workers & 

0*^ guidance concerning ATWS rule. 

BFRNFRn R Operations & Generic Requirements. B4/10/04. 

Nuclear Reactor Regulation, Director. 

?SSn?nghAM Office. Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Otfice of Nuclear Material Safety h 
Safeguards, Director. 2pp, 27783: 275. 

initiated to resolve pressor!,. d there.1 
shock (PTS) issue. Heat ing refueling water storage tank not 
safety standpoint or to comply w/proposed 

P TS rule. 

den™ hr' ^ '^^S-84-466. 84/12/03. 

■ Jit Reactor Regulation, Director. 2pp. 

27791.023. 24X Fiche: 50-261, 84/12/03, 8412060283. 

NUREG/CR-3053 re closeout action of IE Bulletin 
BO-08. Exam of Containment Liner Penetration Welds " Rept 
presents findings re evaluation of licensee responses to 
bulletin. W/o end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). IED-SO-08. 84/11/29. STAROSTECK I. R. 
Division of Project & Resident Programs. OLSHINSKI, J. A. Region 2. 
°^J.‘“2Si3° sir”’'' Rasion 3. Office of Director. 

—8410120090 Discusses resolution of Generic Issue B-2i, "Structure! 
Integrity of Containment Penetrations. " No further resources 
should be assigned & issue should be classified as drop 
resolution & val ue/ impact. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director. 


28132; 359. 


4pp. 


request for SECY-84-013, SECY-84-099, SECY-a4-009 i 

SECY-S4-034. 

bell, N. Nuclear Information 8c Resource Service. 04/04/02. Office 
of Administration. Ip. 27847:082. 

8412070134 Responds to FOIA request for SECY-a4-013, SECY-B4-09?, 

^ SECY-84-034. Forwards four Commission papers. 

FELTON. J. M. Division of Rules and Records. 84/06/01, BELL, N. 
Nuclear Information & Resource Service. Ip. 27847:083. 

— 8403080445 SECY-84-099 

Requests consent to mod of schedule requested by Commission 
for preparation of staff guidance on pressurized thermal 
shock plant-specific analy ses. Schedul e inconsistent w/staff 
schedule for resolution of Unresolved Safety Issue A-49. 

of the Executive Director for Operations. 
04/02/29. 4pp. 27847: 120, 


i«d?nrto « w i®®’: "EvAluatiun of Stoam Generator Overfill 
Twia? aJ *■ R'l«‘l»nship to Pr.eeurii.d 

Thermal Shock." in response to 840920 ltr re Generic Issue 

t Wilcox Operating Plants Owners Group. 

3p^ 2B006f339 ■ Director for Generic Projects. 


-8401310036 SECY-S4-013 

Recommeffds that Commission approve issuance of staff 
positions stemming from proposed resolution of Unresolved 
Safety Issues A-3i A-4 It A-5 to PWR licensees & applicants, 
implementation of positions or alternatives & SRP rev. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/01/11. 27pp. 27847:089. 


— 0412130344 BAW-1859 

"Evaluation of Steam Generator Overfill Leading to Steam 
Line Break Relationship to Pressurized Thermal Shock." 
* Babcock t Wilcox Co. 84/12/31. Slpp. 28006*342 


8412070252 Advises that Rev 2 to Gilbert Assoc, Inc Rept 2364, "Control 
of Heavy Loads at VC Summer Nuclear Station, " will be 
submitted by 850125. 

DIXON, O.W. South Carolina Electric it Gas Co. 84/11/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27824:110, 

24X Fiche; 50-395. 84/11/30, 8412070252. 
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B4t2190349 Advises that util ujill take exception to guidance that 40 
ton nain hoist load block in unloaded condition be 
considered heavy load during mod to upgrade crane to comply 
u/Section 5. 1.3 of NUREG-0A12 

KOBEH^R.W. Rochester Gas << Electric Corp. 84/12/14 ZWOLINSKI. J. A, 
Operating Reactors Branch 5. Ip. 28008:067. 24X 

Fiche; 50-244, 84/12/14. 8412190249. 


8413260030 Concurs u/results contained in B41101 analysis to support 
expansion of reactor bldg heavy load travel boundaries. NRC 
approval required prior to moving loads in excess of 2,400 
lbs. 

SNVDER, □. J. TMI Program Office. 84/12/18 STANDERFER , F. R. General 
Public Utilities - GPU Service Corp. 3pp, 28073- 342 24X 

Fiche: 50-320, 84/12/18, 8412260030. 


8412260298 Reviews present program for control of heavy loads 
(NUREO-0612) , per Generic Ltr 81-07. Present program assures 
that objectives of Section 5.1 of NUREG-0612 satisfied 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-148. 
84/12/18. VASSALLO, D. Q. Operating Reactors Branch 2. 3pp. 
20056:070, 24X Fi c he : 50-271 , 84/ 12/ 18, B41226029B. 


8412260455 Order terminating further proceedings on remand issues re 
Unresolved Safety Issue A-47, per 841120 order confirming 
rulings on remand issues & 841130 memorandum JU order ruling 
on remand is sues. Served on 81224. 

BRENNER, L. Atomic Safety and Licensing Board Panel. #484 776, OL. 
84/12/20. 2pp. 28064:167. 24X Fiche: 50-322, 84/12/20, 8412260455. 


8412270045 Forwards Diamond Power Speciality Co 841206 ltr transmitting 
summary test rapt re effects of blowdown loads on MIRROR 
i n su la t i on, p er Unresolved Safety Issue A-43. Rept will be 
included as addl app to Rev 1 to NUREG-0897. 

SERKIZiA. N. Generic Issues Branch. 84/12/17. BOEHNERT, P. ACRS - 
Advisory Committee on Reactor Safeguards. CAMPBELL, W. E. 

Moc han i c a 1 /Structure I Engineering Branch. CQX,T. Office of the 
Executive Director for Operations. 2pp. 28118:176. 


— 8412270048 Forwards summary test results documenting performance of 
MIRROR insulation during simulated LOCA cord itions, per 
841114 meeting. Results will provide addl info for use in 
resolving Unresolved Safety Issue A-43. 

ZIELB, B.D. Diamond Pouer Specialty Corp. (subs, of Babcock & 
Uilcox Co. ). 04/12/06. SERKIZ,A. W. Generic Issues Branch. Ip. 

20118: 178. 


8411210360 IE Info Notice 84-84, ■'Deficiencies in Ferro-Resonant 
Transformers " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830i03> 04/11/27 Consolidated Edison Co of New 

York, Inc I26pp. 27807 179 24X Fiche 50-000,84/11/27,8411210360 


8411280366 IE Info Notice 84-85. “Molybdenum Breakthrough From 
Tc-99m Generators " Svc list end 

GRACE, J. N Division of QA, Safeguards t Inspection Programs <Post 
830103) 84/11/30 Consolidated Edison Co of New York, Inc 

BBpp. 27967:086 24X Fiche 50-000.84/11/30,8411280366 


8411280370 IE Info Notice 84-86, "Isolation Between Signals of 
Protection Sys !, Nonsafety-Related Equipment *’ 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 83010.3). 84/11/30 Consolidated Edison Co 

York, Inc. 116pp. 27965:224. 


of New 

24X Fiche- 50-000. 84/11/30, 8411280370 


8412010099 PNS-V-B4-103; on 841 124. unidentified worker observed posting 
notice in Unit 2 mens room Notice dtd 050101 addressed to 
all hands 8, cited upcoming wage redu c t i on, cal 1 ed for craft 
workers to "cut wire or turn valve for wage earner 

SCHAEFER, D. . NORDERHAUG, L. Region 5, Office of Director 84/11/26 
Ip. 27709' 223. 24X Fiche; 50-206, 04/11/26, 8412010099. 


8412010100 PN0-II-B4-090: on 84 1 124. w/uni t operating at i007» power, 
electrical ground fault on 4,160-volt safety bus deenergized 
reactor coolant pump, causing reactor trip from low reactor 
coolant flow. ^ 

ELROD, S. A., DANCE, H.C. Region 2, Office of Director. 04/11/26. Ip. 
27709:224 24X Fiche : 50-25 1, 84/ 1 1/26, 8412010100. 


0412010187 PN0-III-B4-102A; on 841123, star top transformer water deluge 
sys actuated Fire pump annunciation led to transformer St 
reactor trip. Deluge valve opening caused by pressure loss 
in transformer oil rate-of-temp rise detector. 

BOYD, D. C , WARNICK.R.F. Region 3, Office of Director. B4/H/26. 

Ip. 27715' 051. 24X Fi ch e : 50-331 , 84/ 1 1 /26, 8412010187 

8412010193 PNQ-V-B4-070: on 841124, high steam generator level turbine 
trip/reactor trip & safety injection occurred. Caused by 
spurious malfunction of main turbine digital sys Si high 
steam flow w/low reactor temp Sys returned to . 

DODDS, R., MENDONCA.M. Region 5, Office of Director. 84/11/26. Ip. 


— 8412270053 ”HDR Test Result Summary : MIRROR Insulation Performance 
During LOCA Conditions. " 

GILBERT, K. T. , PATEL, R. L. , ZIELS, D. D. Diamond Power Specialty Corp. 
<subs. of Babcock St Nilcox Co. ). 84/12/06. 13pp. 28118; 179. 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads, Phase II. Phase II issue will be 
closed out as soon as submittals received, per 841024 St 1205 

E ISENHUT, D. G. Division of Licensing 84/12/13. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 20107:340. 24X 

Fiche: 50-000, 84/12/13, 8412270501. 


8412030021 IE Info Notice 84-87. "Piping Thermal Deflection 
Stratified Flow." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness St Engineer 
Response (Post 830103). 84/12/03. Consolidated Edison 

York, Inc. 117pp. 


27965:340. 24X Fiche: 50-000, 84/12/03, 


Induced by 
ing 

Co. of New 
8412030021 


8412030028 IE Info Notice 84-88. "Standby Gas Treatment Sys Problems 


Svc list end. 

JORDAN, E. L Division of Emergency 
Response (Post 830103). 84/12/03 

York, Inc. 122pp. 27966:093. 24X 


Preparedness & Engineering 

Consolidated Edison Co. of New 
Fiche: 50-000, 84/12/03, 3412030028. 


6412280211 Forwards "HDR Test Result Summary ; MIRROR Insulation 
Performance During LOCA Conditions," per Unresolved Safety 

SERKIZ.A. W. Generic Issues Branch. 84/12/17. BOEHNERT, P. ACRS 
Advisary Committee on Reactor Safeguards. CAMPBELL, W. E- 
Mechanical/Structural Engineering Branch. 

Executive Director for Operations. 2pp. 


COX. T. Office of the 
28132: 329. 


8412280484 Summary of CRGR Meeting 71 on 841203 re proposed resolution 
of Unresolved Safety Issue A-46, "Seismic Qualification of 
Equipment in Operating Plants. " W/o end. oa/io/id 

STELLOi V. Committee to Review Generic Requirements. 84/12/12. 
DIRCKS, W. T. Office of the Executive Director for Operations. 2pp. 
28126; 165. 


1S(E 


INSPECTION AND ENFORCEMENT 


0409280361 EN-84~057; on 840926 , not ice of violation ^ 
imposition of civil penalty in amount of *250 will 


issued. Action based on storage of density gauge in 
unrestricted area. 

ROSINSON, P. » AXELRAD, J. Director s Office, 
Enforcement. B4/09/21. Ip- 26722:353. 


Office 


proposed 

be 


of Inspection and 


041 1150064 
enc 1 . 
JORDAN, E. 
Response 
York, Inc 


Info Notice 84-83, "Various Battery Problems. " Svc list 

Division of Emergency Preparedness Jt Engineering 
st 830103) 84/11/19. Consolidated Edison Co. 

t20p? 27b077038. 24X Fiche: 50-000, 84/11/19. 9411 150064. 


J412030269 pNO-1-84-100: on 84 1 127, e 1 ectr ical fire occurred in 
underground manhole. Site fire brigade put out fire ^^sing 
portable Halon axtlnguUhar. Splica in 19.9-lV Una 
intarrupt.ng pouar to raduasta bldg^^Pouar 

CONTE, KISTER Region 1, Office of Director. 84/11/27 Ip. 

27727: 138 24X Fiche : 50-219, 84/11/27, 8412030269. 

Mia030343 EN-B4-070:on 841129 . ordar modifving licanaa .asuad to util 
baaad on Pailura to i»plaibent radiological 

effectively re precautions to minimize exposure & procedures 

FLACK?r:"AXE[RAS,'3""7“?tcr's Office, Office of Inspection^and _ 
84/11/29. 2pp. 27727.136. 24X Fiche: 5“ 


■ 12030389 PND-1 1-84-092: on 841129. high level in reactor vessel 
occurred due to increased speed of feedwater pumps Reactor 
manually tr ipped. Cause not stated. Followup investigation Ik 
evaluation of incident by util 84/11/29 

BT6TK4.T.F,, 34b.CE.H.C., . " J " 


H203041B PNa-ni-84-102:on 841133. atartup 
BUS actuated. Fire pump annunciation followed by transformer 
& reactor trip. Cause of deluge sys actuation unknown. Unit 

BOYD^^C^I'^WARNlCK.^lF^'^^Region 3. Office of Director. 84/11/23. 
2772i: 189 2ix Fich e : 50-331, 84/11/23. 8412030416. 
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8412040004 PNO-II-B4-071:ninor leaks identified in s« eieter sys ,n 
heat affected zones of 54 butt welds. Joints in containment 
will be sleeved. Joints outside containment will be evaluated 
«< repaired as necessary, 

BLAKEe J , FREDRICKSONk P. Region 2. Office of Director. 84/11/29. 

Ip. 27747:213, 24X Fi ch e . 50-261 . 04/ 1 1 /29i B41 2040004 

S'^llSSiWell injection tool containing 7 
fnci 1-131 found by farmer No evidence of tampering 
discovered it small spot of contamination measured at twice 
background level found on truck bed 

CAIN, C. L Region 4, Office of Director 84/11/27 ip. 27747 006. 

^0’''^^Tds -Suppl to NJREO/CR-3791 on Closeout of IE Bulletin 
79-09: Failures of GE Type AK-2 Circuit Breakers in Safety- 
Related Sys " Rept revised per author 841017 & 26 Itrs 
Submittal completes Task Order 48. 

P4’'4n.dtdr, Inc. NRC-05-S2-249. IEB-79-09. 84/11/27 

27750^093 ^"^ipeering 2 , Generic Communications Branch, Ip. 

—8412040073 "Suppl to NUREG/CR-3791 on IE Bulletin 79-09; Fa 1 1 ures of OE 
Type AK.-2 Circuit Breakers in Saf ety-Related Sys " 

* Parameter, Inc. NRC-05-82-249. ieb-79-09. 84/10/31 

2775o!'o 94' Office of. Inspection and Enforcement. 13pp. 

8412040077 PNO-V-84-071 : on 841 121, Mare Island Naval Shipyard banned 
from use of Beatty, NJ burial site & burial permit suspended 
Caused by improperly blocked & braced radwaste shipment. 

Administrative penalty assessed. 

27746^218^ Region 5, Office of Director 94/11/27. Ip. 


8412060264 EN-84-071:on 841 205, not ice of violation & proposed 
imposition of civil penalties in amount of $50,000 to be 
issued to licensee. Action based on several failures to 
install vital area barriers around vital eouioment 
ROBINSON, P^, AXELRAD, J. Director's Office, Office of Inspection -nii 

8412060427 PNQ-I-84-102: on 841 129, 1 icensee received notiflcatinn * 

RS Landauer, J. 8< Co that film badge exposld 
during Oct 1984. Licensee conducting investigation re 
validity of indicated exposure. 

8$:;{I>83: ^'r"^7754:2o"?:'"""•''■ — 

k.iH be shut bocun for 

approximotelt 40 h for repairs to reactor coolant pump 

FERLIC K L bAbiPlR line valve. 

Office of Director, 84/11/30, ip 27794-SA5 

24X Fiche; 50-317,84/11/30. 8412060462. 

8412060594 IE Info Notice 84-91, "QC Problems of Meteorological 
Measurements Programs." Svc list end. ^ 

JORDAN, E. L. Division of Emergency Preparedness ti Enofneerlnn 

y:rr";n%‘'“'’??A“°‘°ii- Sonsoubit^b^Ejj^r^:’ o, n.w 

116 pp. 28032:130. 24X Fiche : 50-000, 84/12/10, 8412060594. 

PNO-1 1 1-84-104: crac k indication confirmed in one weld in 
discharge p ip ing. Eva 1 ua t i on of 
possible corrective actions continuing. 

CHRISSOTIMOS, N. . KEY, W. Region 3, Office of Director S 4 /ll/ 3 n 
Ip. 27858:331. 24X Fi c h e : 50-237, 84/1 1/30, 8412100414! 


0412040181 PNO-1 1-84-093; on B41129. IGSCC detected at recirculation sus 
end-cap weld. Cracks found & repaired in sys 
on Unit 1 during last refueling outage. Two examples of IGSCC 
Identified in Unit 2 during current outage. 

raI? R egion 2. Office of Director GL-84-11 

84/11/29, 2 pp 27744:137. 24X Fiche: 50-260, 84/1 1/29, 8412040181. 

®‘'fufi°buna^«°''“T®ini°^'°" S^llSa.Hiscpvarab that handle on 1 of 18 
fuel bundles in 1-300 rail mounted spent fuel cask 
distorted Cause appears to be contact w/fuel cask lid. 

remove fuel bundle from cask 
PAPERIELLD.C. J. Region 3. Office of Director 
84/11/29 Ip. 27746:217. 24X Fiche; 50-263, 84/1 1/29, 8412040223. 

8412050081 IE Info Notice 84-89. "Stress Corrosion Cracking in 
Stainless Steel." Svc list end. ^ 

JORDAN, E.L^ Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/07. Consolidated Edsor^o of New 

or , Inc, 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 8412050001. 


®^iessd'’ioner‘'7'’®'''S'f.r 8^1206, licensee commenced jacking re.cUr 
vessel upper plenum 2 1/2 inches u/four hydraulic jacks to 
inspect underside of plenum in preparation for removing 

CDOK.R. , TRACERS. W. TMI Program Office 
24X Fiche; 50-320, 84/12/06, 8412110061. 


emovlng 
84/12/06. Ip. 27852:249, 


^''duilnJ®?..^’”'!'':®”'”" 8‘'>=0*'':RD failed te Inaert on acram algea) 
during tasting at Korea 6. Insp of Catauiba S revealed tight & “ 

i CRDs. Evaluation continuing. States of NC 

« oL xnrormed. 

DANCE, H. C. Region 2, Office of Director. 84/12/07 2op 

27850:001. 24X Fiche: 50-000. 84/12/07, 84121 10153. 

8412110219 PNO-1 1-84-094: on 841204, over 20 Haitian refugees landed on 
beach owned by uti 1. Security increased for protected Leas 
County 8. State of FL officials notified. 

ELROD, S_A^. BROWNLEE, V.L. Region 2, Office of Director. 84/12/05 
Ip. 27856:300. 24X Fich e : 50-335, 84/ 12/05, 84121 10219 . 


8412050090 IE Info Notice 84-90, "Main Steam Line Break Effect nn 
Eauipment. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness i< Enoineerinn 

Cunsalidated'E^l^rc:’ of N.u 

, Inc. 114pp. 27966:215. 24X Fiche; 50-000, 84/12/07, 8412050090. 

EN-84-069:on 841203 notice of violation & proposed 
imposition of civil penalties in amount of $5,000 to be 
^ “ ^f'see . Ac t i OH based on alleged violations re 
personnel ^JPosures & poor control over safety programs. 

FLACK, E., AXELRAD. J. Director's Office, Office of Inspection and 
Enforcement. 84/11/23. ip. 27769:295 inspection and 


8412050433 Forwards FR notice announcing revised policy 
review of insp repts. Revi sed IE Manual Chapter 0611, 
effective 840914, also end. 

DEYOUNG.R, C. Director's Office. Office of Inspection 
27B?5:17r Affiliation Not Assigned. 


re proprietary 


and 

10pp. 


''ihlutlon & ffuposed imposition of 
Civil penalties in amount of $40,000 to be issued to 
based on violation re entry into high 


order imposing civil penalties In 
amount Of $2,500 issued to Univ of Connec tic ut. Action based 
on violations re breakdown in mgt control of radiation 
safety program. 

FLACK, E., AXELRAD.J. Director's Office, Office of Inspect ion and 
Enforcement. 84/12/07. ip. 27856:305. ^ 

8412110276 PNO-II-a4-096:on 841207. inventory difference discovered, 
resulting from accounting gain which exceeded associated 
limit of error but within other regulatory reauirements. 
Investigation underway. 

2705^323 ’ 2' Office of Director, 84/12/07. Ip. 

PNO-III-84-106: during surveillance testing excessive scram 
times found for several control rods. Caused by partially 
plugged screens in hydraulic flow path. Sys will be cleaned 

lengthened by 15 days. 

3, Office of Director. 84/12/06. 2pp. 
27851:055. 24X Fiche: 50-263, 84/12/06, 84121 10328. 

8412110369 PNa-III-84-105: on 841205,27 mCi Cs-137 sealed source 
discovered missing. Licensee & Ohio Diaster Svc Agency 
personnel conducting radiation surveys 8« searches. Region III 
inspector will assist in search on 841210. 

SRENIAWSKI, D. , AXELSON, W. Region 3, Office of Director. 84/12/06, 
Ip, 27851: 197. 


^'^“•?^-07a:on 841 205. notic e of violation 8c proposed 
imposition of civil penalty in amount of $40,000 isLed 

safitu T statement re source insps of 

safety-related equipment. ^ 

KLINGLER.G. , AXELRAD.J. Director's Dffic t 

i«8S6oS5:.‘' FtchP:SO-Sl4rsJnS/oSf 


8418120383 PNO-IV-B4-02B: on 841203, ISO-TEX ordpnpd to copse procossins 
Of decayed radwaste for burial in municipal landfills. 

ISO-TEX received 7 Co-60 sources & placed 7 sources in 

^ 5-gallon pail. Extreme radiation levels measured. 

SWISS' A, Office Of Director. 84/12/06. 2pp. 

27073; 276. 

8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines, " Svc list end. 

JORDAN, E. L. Division pf Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/17. Consolidated Ed ison Co. of New 

York, Inc. 119pp. 28123:131. 24X Fiche: 50-000, 84/12/17, 8412120541. 
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3412120547 IE Info Notice 84-73. "Potential for Loss of Water from 
Refueling Water Cavity. '' Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

Yorir. Inc I20pp. 28123:250. 


24X Fiche. 50-000, 84/12/17. S412120547. 


B4121B0567 PNO- 1 1 1-84-103A- on 841127. hand le on I of 18 final bundles 
in lF-300 rail-mounted spent fuel cask discovered bent 
Caused by incorrect seating of lid. All fuel elements u/ill be 
fully seated in cask basket before lid installed 

BOVD.D.C., PAPERIELLO. C. Region 3, Office of Director 84/12/11. 
Ip, 28002:331. 24X Fi c he . 50-263, 84/ 12/1 1 . 8412180567. 


8412120567 PN0-IV-B4-027: on 841204, hardware pieces discovered in RHR 
test return line A.Pieces accidently or purposely placed in 
pipe. Other plant sys will be investigated 

EVERETT, R.J. Region 4. Office of Director 04/12/04, 2pp. 
27907:221. 24X Fi c h e: 50-458. 84/ 12/04, 8412120567. 


8412130093 PNO-I I I-S4-105A: on 841205.27 mCi Cs-137 sealed source 
reported missing. Source found in wrong storage slot, beneath 
another similar source. on 841206. All radioactive sources 

SREWIAWSKI. D. . AXELSON, W. Region 3. Office of Director. 84/12/07. 
tp. 27906:010. 


8412130252 PNQ-I I-S4-097: on 841209. fac 1 1 ity shut down due 
inoperability of both emergency diesel generators. Caused 
mechancial fai lures. Repairs in progress. Appropriate 
authorities notified. 

ELRODi S. A. , QRQWNLEE. V. Region 2. Office of Director. 

Ip. 27905:231. 24X Fich e: 50-339. 84/12/10. 8412130252. 


to 

by 

84/12/10. 


8412130438 PND-1 1 1-84-107: on 841206, while operating at 100'/. power. unit 
tripped. Caused by spuriously decreasing speed of feedwater 
pump 1C, Pump repaired. On 841207, steam leak discovered on one 
test connection of main steam line lA. Reactor shut down. 

WRIGHT, G.C.. SHAFER. W. D. Region 3. Office of Director, 84/12/07. 
Ip. 27901:321. 24X Fiche: 50-295. 84/12/07, 8412130430, 


8412140219 EN-04-073: on 841212. notice of violation 8. proposed 
imposition of civil penalty in amount of $50,000 will be 
issued. based on violation re licensed operator leaving 
assigned position unattended for 15 minutes. 

BEACH. B. . AXELRAD. J. Director's Office, Office of f 

Enforcement. 84/12/07. Ip. 27920:352. 24X Fi che ; 50-254. 84/ 12/07. 

8412140219. 


8412190220 PNQ-TMI-84-012A: on 84 121 1, s 1 1 g ht increase in jacking load 
occurred while jacking reactor vessel upper plenum to 
7-1/4 inches Plenum resting on mechanical followers No 
increase in radiation level occurred at working level. 

CDOK.R . COWGILL. C. . TRAVERS. W TMI Program Office. 84/12/12 Ip. 
28009:112, 24X Fiche- 50-320, 84/12/12, 8412190220. 


8412200063 PNO-I I -84-100: on 841212, vial containing 1/2 or cocaine found 
in trailer inside protected area. Access to area suspended. 

Urinalysis testing started to check for drug use. Access 
restored pending test results. 

TILLMAN, A, . MCGUIRE. D. R. Region 2. Office of Director 84/12/14. 

Ip. 28022:281. 24X Fiche: 50-321. 84/12/14, 8412200063. 


8412200192 EN-S4-076: on 841218, notice of violation proposed 
imposition of civil penalty in amount of $50,000 to be 
issued to 1 icensee. Action based on 840726 event involving 
loss of all low pressure ECCS. 

BEACH. B, , AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement 84/12/13. Ip. 28023:180 . 24X Fi ch e : 50-388, 84/ 12/ 1 3, 

9412200192, 


B412200274 EN-B4-075: on 841218. notice of violation proposed 
imposition of civil penalties in amount of $2,500 will be 
issued to 1 i cense e. Act i on based on seven examples of failure 
to comply w/NRC requirements. 

FLACK. E., AXELRAD. J. Director's Office, Office of Inspection and 
Enforcement. 84/12/13. Ip. 28021: 176. 


8412210026 PNO-I 1-84-102: on 841218. fire broke out in diesel cubicle 
during preservice testing on Emergency Diesel Generator 3. 

C02 deluge sys actuated Probably caused by blown fuel oil 
plug spraying oil onto turbocharger & crankcase. 

JENISON. K, . ELROD. S. A. Region 2. Office of Director. 84/12/18 Ip. 
28035:156. 24X Fiche; 50-280, 84/12/18, 8412210026, 


8412140256 EN-84-074; on 841212, not i c e of violation proposed 
imposition of civil penalty in amount of $80,000 to be 
issued to 1 i censee. Ac t i on based on review of reactor 
refueling cavity seal failure. , j 

BEACH. B., AXELRAD. J. Director's Office, Office of 

Enforcement. 84/12/07. 2pp. 27920:065. 24 X Fiche; 50-213, B4/12/07, 

0412140256. 


8412210168 PNO-I 1-84-101 : on 841215, exp 1 os ion 8c fire in Phase B 
transformer for 500-kV line occurred. Caused by possible 
internal short. Fire brigade extinguished fire. No injuries & 
damages to safety-related equipment. 

WEISE. S. , IGNATONIS. A. Region 2, Office of Director. 84/12/17, 


0412170199 PNO- I 9-84-029: on 841212, util issued press release announcing 
delay in fuel load date until Jan 1985. Caused by failure of 
centrifugal charging pump , de lay ing completion of 
pr Boperational testing. . 

MARTIN, L.E. Region 4, Office of Director. 04/12/12. Ip. 

27936:186, 24X Fi c he : 50-482, 84/ 12/ 12, 8412170199. 


8412170309 PNa-V-a4-072; on 841 128. sh ipp ing drum found w/puncture hole. 
Radioactive shipment record did not specify waste class & 
stability for one drum. Li censee banned by State of WA from 
using burial site, effect! ve 841129. 

THOMAS. R, D, Region 5. Office of Director. 84/12/11. ip. 

27937: 146 


8412240039 Requests list of CYBERNET customers imposing 10CFR21 in 
purchase agreements !c list of Control Data Corp sponsored 
computer programs available for safety-related designs, 

Requests discussed w/E Dunlap on 841206. 

ZECH. G. G. Vendor Program Branch 84/12/20. MOORE, G.E. Control 
Data Carp. 2pp. 28047:039. 


8412260267 PNO-I I -84-103: on 841212 & 13, employee received radiation 
dose of 28 9 rems to left hand while preparing chips of 
spent reactor fuel for anal y s i s. B8<W halted operation & will 
have work performed in hot cell in future. 

HOSEY.C.M, . COLLINS. D. M. Region 2. Office of Director. 84/12/19. 
Ip. 28050:224. 


04121BO1BO PNO-I-S4-103: on 841212. MSIV 11 declared inoperable becauS' 
of hydraulic fluid leakage from MSIV seal. During shutdown, 

MSIV 12 failed to close c amp letely. Cause under 


FOLEY, T. , FERLIC, K. Region 1. Office of Director, 
27962:287. 24X Fiche: 50-317, 84/12/13, 8412180180. 


84/12/13. Ip. 


8412270141 PNO-I-84-105: on 841219. fire started on exciter end of main 
generator, Lo-lo steam generator level reactor trip occurred 
during rapid power reduction. Fire extinguished & seal damage 
being evaluated. 

LIMROTH. D. . NORRHOLM, L. Region 1. Office of Director, 84/12/20. 
2pp 28090:349, 24X Fiche: 50-247, 84/12/20, 8412270141. 


8412180207 PN0-I-B4-104: on 841210, two leaks developed on isolable elbow 
section of concrete-lined salt water sys pip ing, Caused by 
c orrosion. One leak temporarily patched piping section 
containing second leak isolated. Further testing P _ . . _ . 

FOLEY. T. . FERLIC. K. Region 1, Office of Director. 84/12/13. Ip. 
27960:356. 24X Fich e: 50-317. 84/12/13. 8412180207. 


8412270370 PNQ-I 1 -84-104: unsch eduled shutdown of approx 5 da 
for replacement of reactor coolant pump seal. Seal failed 
when turbine trip reactor trip occurred due to low 
condenser vacuum. 

JENISON, K. M. . PANCIERA.V, Region 2, Office of Director. 

Ip. 28087:231. 24X Fi ch e : 50-389, 84/ 12/20, 8412270370. 


gs expected 

84/12/20. 


8412180311 PNP-V-e4-072: on 841 128. sh ipp ing drum transported to State of 
UA found w/puncture hole & radioactive shipment record 
failed to specify waste class & stability for one drum. State 
of WA banned license* from use of burial , 

THOMAS. R. D, Region 5, Office of Director. 84/12/11. ip. 

27959:320. 24X Fiche: 50-331. 84/12/1 1. 841218031 1. 


8412270430 EN-84-10B; on 841224. order issued rescinding 840619 order 
imposing civil penalties in amount of $1. 831. Licensee S40716 
request for hearing not in best interest of NRC. 

FLACK, E. , AXELRAD. J. Director's Office. Office of Inspection and 
Enforcement, 84/12/24. Ip. 28077:075. 


0412180508 EN-84-048A: notice of significant enforcement action in form 
of order imposing civil penalties in amount of $8,000 
issued. Action based on two violations re safety program mg t 
control 8< records tampering. . . 

FLACK, E.i AXELRAD. J. Director's Office, Office of Inspection an 
Enforcement. 84/12/13. Ip. 27959:036. 


8412280103 EN-84-077: on 841226, order modifying license issued. Action 
based on numerous violations, including failure of medical 
isotopes committee to meet during Fourth Quarter 1963 
failure to perform constancy & linearity tests. 

FLACK. E. , AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement. 84/12/26. Ip, 28111:245. 
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8412310072 PN'O-r 1-34-105 on 84i224i plant shut doun whrn hign 
conductivity detected in feeduater/condensate sys. During 
shutdown. reactor tripped from high neutron flu* signal 
Apparent condenser tube leak being corrected. 

NINH.S. . PANCIERA, V. Region 2. Office of Director. 84/12/26 Ip. 
26121 058 24X Fiche: 50-416. 84/12/26, 8412310072. 


3412310174 PNQ-1 1 1-84-1 13A on 641221. thyroid bioassay test performed on 
technician involved in 841220 source rupture inc ident, Test 
showed thyroid radioactive iodine burden of 0.1 uCi. One 
c ontaminated area identified in work area. 

WIEDEMAM, D , AXELSON, W. Region 3. Office of Director. 84/12/24. 

Ip 20121:113. 


3412310323 PN0-I-S4— 107: on B41224, reac tor trip occurred at 77% power 
Caused by returning reactor protection sys channel N-41 
overtemp delta-T instrument to svc while channel N-44 out of 
commission w/bistables tripped Unit cooled to 360 F 
HILLMAN, B . LINVILLE. J. Region 1, Office of Director. 84/12/24. 
Ip 28121 347 . 24X Fich e ; 50-272. 84/12/24, 8412310328. 


3412310332 PNa-I-a4-l06. on 841222. initial criticality achieved «c 
startup tests on source tt intermediate range nuclear 
instruments Se shut down margin claculation performed No 
problems encountered. Reac tor shutdown to perform maint 
WIGOINS, J , GALLO. R. Region 1, Office of Director. 84/12/24. 2pp, 
28121:313 24X Fiche: 50-352, 84/12/24, 8412310352. 


8412310439 PNO-I I I-S4-109: on 841214. unit scrammed from 977 . power due to 
turbine trip on high vibration. Licensee investigation of 
high vibration turbine trip conti nuing . Licensee plans on 
conducting various maint items prior to restarting. 

WRIGHT, G , SHAFER, W. Region 3. Office of Director. 84/12/14 Ip 
28135 360 24X Fiche ' 50-374. 84/12/ 14, 8412310439 . 


3412310441 PND-I II-84-104A- licensee reported multiple crack indications 
confirmed in 14 welds in reactor water cleanup sys. Licensee 
currently evaluating possible corrective actions. Insp 
program examined 99 welds out of 102 scheduled. 

2 . Office of Director. 

84/12/14 Ip 28135:362. 24X Fich e: 50-316. 94/12/14, 8412310441. 


8412310445 PNO-I 1 1-84-108: on 
radiation exposure 12% in e 
required to submit written 
15 days of initial rept. 
SRENIAWSKI, D . AXELSON, W. 

Ip 28136:073 


841009-1123. patient received therapeutic 
xcess of prescribed dose. Hosp 
rept on misadministration within 

Region 3, Office of Director. 84/12/14. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


matings »/IDCDR i„ RockvllU.MD to 
discuss IDCOR methods it results for baseline risk profile St 
accident mitigation. Agenda end. 

5PEIS, T. P. Division of Safety Technology. BERNERD. R M. Division of 
Systems Integration (post 811005). 84/11/26 DENTON. H R . CA«?f p ^ 

3 ? 8 !™;o “ '’•actor ' 


8403010527 Submits differing prof opinion on request for exemption ft 
requirements of lOCFRSO.App R, Section 1 1 1 . O. 2 re fire 
protection of control r oom. Ex emp t i on would undermine NRC 
requirements for fire protection for safe shutdown. 

FERGUSON. R L Chemical Engineering Branch. 84/02/24. HENAROVA, 
Chemical Engineering Branch. 2pp. 27829: 164. 24X 

Fiche - 50-213, 84/05/02. 0412060203. 


8403190426 Provides differing prof opinion re licensee request Nr 
exemption from Section III. (3.2 of App R for control room. per 
840224 comments. 

BENAROYA. V. Chemical Engineering Branch. 04/03/05. FERGUSON, flL 
Chemical Engineering Branch. 3pp. 27829: 166. 24X 

Fiche: 50-213, 84/05/02, 8412060203. 


-8404100100 Summarizes V Benaroya concerns outlined in 840224 memo r# 
R Ferguson differing prof opinion concerning SER on Haddam 
Neck request for exemption from Section HI. O. 2 of App R for 
control room. 

JOHNSTON. W V, Assistant Director for Matls, Chem, & Environ 
Technology <Post 830201 ). 84/03/06, VOLLMER, R. H. Division of 

Engineering. 2 pp. 27829:169. 24X Fich e : 50-213. 04/05/02, 

8412060203. 


84^060236 Designates recipient as responsible manager for conductir: 
independent assessment of issues raised by RL Ferguson 
differing prof op i ni on, Res p onse requested by B40427. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director, 
27829^171 Instrumentation & Control Systems Branch, 4 


-8412060240 Requests 15-day extension of due date for independent 
assessment of issues raised by RL Ferguson differlno prof 
opinion due to workload. 

instrumentation Control Systems Branch. 84/04/04. 
27 S 29 ^i 7 p”' Nuclear Reactor Regulation. Director, Ip 


-8412060246 Grants 15-day extension for completion of assessment of 
issues raised by differing prof opinion of RL Ferguson. 

Written response requested by 040518, 

04/04/09 RnSrp" Rs-ctor H.gul.tion, D.r.ctor, 

27Sa9fl73 l 9 »‘r 9 m.ntatlon & Control Syttomi Branth. I, 


X.J , - _ , -r ^ riAKu iio.rroT'ina i»raf oolnlon 

f^i lOCFRSO.App R requirement! 

for firs protection of control room. 

84/04/'l0 '''co?™‘S S' Nocl.ar Rnattor Regulation, Dlroctor. 
RD80JTHAi A a! Saf.tg And LlCAn.lng BoArd PAn.l 

Safety and Licensing Appeal Panel lu 
27829.174. 24X Fiche: 50-213. 84/05/02, 8412060203. ^ 


Forwards. for consideration for board n o t i P i c a 1 1 on, 
RL Ferguson differing prof opinion re util ^eqC^;; JoJ 
ex. option from lOCFRSO.App R roguirom.nt. for fir. 
protection of control room. 

& Program Analysis Btaff. 84/04/09 
EISENHUT. D. G. Division of Licensing. 2 pp. 27 0 29 1 7 5 24 X 

Fiche: 30-213, 84/05/02. 8412060203. 1 / 5 . 24X 


NRC authorixation to issue & make immediately 
effective any amend to Ou upon determination that amend ^ 

involves NSHC. per Public Law 97-415, amend ing Section 189 of 
nlZrnl end. W/J end. 

84/10/26 SiSo^nV^ Nwclear Reactor Regulation, Director. 

' 27812^032. ” Senate, Environment 8, Public Works. Ip. 

pT-oposed recommendations for resolution of issues 
differing prof opinion to interpretations of App R 

eIIrlJ r Ltr L- 33 . 

Redon's ^ I n- Engineering Branch. RAMSEY, C 

^iT'ector. GL-B3-33. 84/05/02. FERGUSON, R L 

Chemical Engineering Branch. 8 pp. 27829- 153 P 4 y 

Fiche* 50-213, 84/05/02, 8412060203 ' ' 

—8412060211 Discusses action plan re differing prof opinion nn 
R- Steering committee & working group 

s4?ls%rDiR»s".:' "‘oiiui orjd‘rExn:i!“°s'i 

Operations. 2 pp. 27029:162 ° ‘5»’'«c‘dr for 

24X Fiche 50-213. 84/05/02. 8412060203 . ' 27829.163. 


"■®''iont?dIrorro°S?Jf^r,^'‘°''°’A'“'''?'?“°" *•’“* n°t If 1 c.t Ion t. 

opinion on util SER. No 
notification required at present. Board notification 

EISeShS^d'^ invesii^L^n 

EISENHUT. D. G. Division of Licensing. 84 / 04/13 FUNCHEB J t 

=^s2,:i77, »4x 

emption from certain requirements of Section III r- P nf 
JSL F '■"7 flr.’protaction nf c„Jro,”oam “ 

Sen™;h^ 5fnc^*i‘’l: *'.‘=“"‘701 Supt.A. Branch. 04/03/30, 

27e^^:^7^: 

<=“"‘ 791 70 ., 

ficJ'^so^ST*”'' a7oa9‘ao2' 24 **'* 

Fiche: 50-213, 84/05/02, 8412060203. •*:7Q29. 206 . 24X 

Operator Liceneinp Branch Jp O^Jr'osJ: BECKHAM.D.H 



NONDOCKETED ITEMS 


449 


6412070107 Provides response to Q40926 req.uest for clarification of 
recent enforcement correspondence & investigation of 
apparent unauthorized installation S: use of licensable matl 
bu Norfolk Dredging Corp. , ^ 

STOHRi J- P. Region 2. Office of Director. 84/11/07 OUWERKERK, R 
Dredge Technology Corp. 2pp. 27837 199 


8412200611 Forwards rept re Region III requa 1 1 f i cati on exams, per 830603 
request Program proposed in 830608 memo contains too many 
options should be modified. No schedule changes needed for 

B30701 memo. W/Q end. , r, rMrMxnw u b 

KEPPLER-J. G Region 3. Office of Director. ^ 3 / 08 / 18, DENTON^H. R 
Office of Nuclear Reactor Regulation- Director, Ip ^8032.03,^ 


8412070524 Forwards AE0D/P406, "Trends & Patterns Analysis for 
Unplanned Reactor Scrams at US LWRs, Jan-Mar 1984," for 
reviaui comments. 

HELTEMES, C. J. Director's Office. 84/11/28. DENTON, H. R Office o 
Nuclear Reactor Regulation, Director. DEYOUNG, R. C Director's 
Office, Office of Inspection and Enforcement. MINOGUE, R. 3. Office 
of Nuclear Regulatory Research, Director. Ip 27044- 212. 


f 


8412210116 MOA between Nuclear Safety Analysis Ctr fx NRC reflecting 
desire for continuing 6 cooperative relationship in exchange 
feedback of operational e x p erienc e, in f o 8 , data re safety 
of nuclear power plants 

DIRCKSpW. J Office of the Executive Director for Operations 
ROSSIN, A D Nuclear Safety Analysis Center. 82/04/01 2pp. 
28041, 341. 


— B412O70525 ''Trends & Patterns Analysis of Unplanned Reactor Scrams at 
US LWRs. Jan-Mar 1984." 

DENNIO,R. , DELL.L. , HARPER, M. Director's Office. AE0D/P406. 
84/11/30. 34pp. 27844:213. 


8412110038 Forwards info re debriefing on containment leak rate 
testing. Invitation to debriefing extended, W/o end. 

REYTQLATT. Z. V. Warren Wilson College, Suannanoa, NC, 84/11/26. 

ARNDT, E, G. NRC - No Detailed Affiliation Given. Ip. 27892:238. 


— 8412110043 Forwards schedule It address for debriefing on containment 
l«ak rate testing requested in 840927 Itr, per 841115 telcon. 

W/a end. 

MORTON. K.U. Technical Assistance Contracts Branch. 84/11/16. 
REVTBLATT, Z. U. Warren Wilson College, Swannanoa, NC Ip. 

27092: 239. 


8412130566 Forwards KVMorton 841116 Itr to ZV Reytblatt 8 c invitations 
to Az'ndt, Shapaker & Huang to attend proposed meeting, re 
containment leak rate testing. Arndt attendance at meeting 
r e quested . 

REYTBLATT, Z. V, Warren Wilson College, Swannanoa. NC. 84/11/26. 
REHM, T. NRC - No Detailed Affiliation Given. Ip. 27915:314. 


— 8412130573 Forwards info re debriefing on containment leak rate testing 
it invites attendance at proposed meeting. 

REYTBLATT, Z, V. Warren Wilson College, Swannanoa, NC. 84/11/26. 

ARNDT, E. 0. NRC - No Detailed Affiliation Given. Ip 27915:315. 


B41221017Q Discusses Util Group for Regulatory Applications task to 
obtain generic review of VIPRE computer code List of 
sponsoring utils 8 c list of executive committee members end 
BLAISDELL,J A. Utility Croup for P J ‘ f ^ ^ . . . . . . 

BLAIBDELL, J. A Northeast Utilities Service Co (subs, of Northeast 
Utilities) 84/12/17 DENTON, H.R. Office of Nuclear Reactor 


8412210264 Forwards util schedule for requa 1 i f i ca t ion exams, determined 
by informal telephone survey. Concerns ^ ‘ ^ ^ 


exam audit program d i scus s ed . Spec if i c comments on 830608 

proposed std end. W/o ends. ncKi-rnM u o 
KePPLER-J.G. Region 3. Office of Director 83/07/01 RENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 28052. 04c. 


8412260452 Responds to 841130 memo End draft Commission paper 
reviewed. Concurs w/proposed amends to 10CFR21, "Reporting 
of Defects 8 c Noncompliance" & 10CFR50 55(e), “Reporting of 

Defects in Design 8 , Const. " ^ n- .-t-n-n 

DENTON, H R. Office of kludear Reactor Regulation, Director. 

84/12/13 DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. Ip. 28071:311. 

—8412100254 Forwards draft Commission paper containing proposed revs to 
10CFR21, "Reporting of Defects 8 , Non c omp 1 1 ance " 8 c 


10CFR21, "Reporting . 4 . 

10CFR50 55(e), "Reporting of Defects in Design 8 c Const. for 
concurrence Sc comments by 841214 , j. . j 

C Director's Office, Office of Inspection and 

84/11/3-0 DENTON, H.R. Office of Nuclear Reactor 
Director. 73pp. 28071.312. 


DEYOUNG, R 

Enforcement 

Regulation, 


— 0412130579 Informs that arguments to deny debriefings do not apply to 
author May 1982 proposal re containment sys leak rate 
testing requirements. Proposal invited by NRC. Vi o lat i ons of 
proposal evaluation procedure charged 

REYTBLATT, Z. Warren Wilson College, Swannanoa. NC. 84/11/26, 
THOMPSON. R. D. Division of Contracts. Ip. 27915:317. 


H2270534 Forwards NURE0-039O. "Topical Rept Review Status, 
NUREG-OaOO, "SRP" 8 < Rev 3 to Reg Guide 1.70 to aid in 
submitting topical repts, W/o end. 

GRACE, N. Division of QA, Safeguards 8 c Inspect! 

830103), 84/12/18. BAERS, H. TUV Rheinland of 


Programs (Post 




— 84 1 2 1 30585 Requests debriefing session w/par t i c i pa t ion of Arndt group 8 , 
presence of D Umbell, Techn ical expertise in evaluation low 8 c 
adequate technical response from Richardson cannot be 
e X p ec ted. 

REYTBLATT, Z. Warren Wilson College, Swannanoa, NC. 84/11/26. 
MORTON,K V. Technical Assistance Contracts Branch. Ip. 

27915: 318. 


— 8412130591 Informs that Richardson unacceptable as person to give 
technical response at debriefing session. R ichardson did not 
prepare evaluation. Presence of Arndt, Shapaker 8 c Huang 
suggested in order to provide adequate response. c/nx. 

REYTBLATT, Z. Warren Wilson College, Swannanoa, NC. 84/11/26. 
EDGEWORTH, P. Division of Contracts. 2pp. 27915:319. 


8412180013 Summary of 841129 operating reactor 
attendees, events discussed, assignments made 8 c 
previous assignments end. 

CRUTCHFIELD, D. Assistant Director for Safety 
EISENHUT, D. G. Division of Licensing. 13pp. 


events meeting. List of 
status of 

Assessment. 84/12/10. 
28014: 332. 


8412100019 Summary of 841115 operating reactors events meeti ng. Events 
discussed & status of previous assignments encl. oAxio/m 

CRUTCHFIELD, D, Assistant Director for Safety Assessment. lu. 

EISENHUT, D. G. Division of Licensing. 13pp. 28014:319. 

8412180140 Comments on QA guidance re nonsafe ty-related ATWS equipment. 
Specific guidance should be given on types of testing, maint 
8 t surveillance. BWR Owners Group comments ^ 

MUSOLE, D. Northern States Power Co. 84/12/07. GOLDBERG, S^M. 
Division of QA, Safeguards 8 c Inspection Programs (Post 830103). 2pp. 
27960: 360. 


8412190420 Forwards monthly rept of Region III requalification exams 
for Sept 1983, per 830608 request. No requalification audits 
scheduled for period, as stated ip 830701 w r 

KEPPLER,J.G. Region 3, Office of Director. Hgg^' 

Office of Nuclear Reactor Regulation, Director, Ip. 28029. 


8412280411 Forwards WJ Dircks 841211 Itr to S Rudd re Tech 
nuclear power operation. 

SNIEZEK, J H, Regional Operations 8 , Generic Requirements. 
GREEN. D. Florida Power & Light Co. Ip. 28132:345, 


Specs for 
84/12/17, 


—8412280422 Responds to 841108 Itr re Tech Specs for 
operation, expressing support for simplification. 
DIRCKS. W. J. Office of the Executive Director for 
84/12/16. RUDD.E. House of Rep. , Appropriations 
28132: 346, 


nuclear power 

Operations. 

2pp. 


8412280428 Summarizes 841101 meeting w/EPRI industry 

re Tech Spec content h development. 

EDISON, G. E, Technical Support Branch 84/11/16, 
Planning Resource Analysis Branch. 9pp. 28132.348. 


Palo Alto. CA 
PUNCHES. J. L. 


re amends to OLs.per Public 


B4122B0416 Forwards NRC monthly FR notice 
Law 97-415. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
04/11/29. SIMPSON, A. Senate, Environment 8 « Public Works. 
20130: 355. 


2pp. 


.2310239 Forwards NRR comments on performance trending for QA. IE 
should develop plan for evaluation of performance objectives 
)f pilot program & also develop objectives for 
Implementation of trending plan. 

JENTQN, H R Office of Nuclear Reactor Regulation, Director. 

14/12/17. DEYaUNG,R.C. Director's Office, Office of Inspection and 
inforcement. 6 pp. 28133:345. 


412310344 Denies 841018 request for debriefing re unsolicited 
proposals, "Improvements to Leak Rate Testing," "Assessment 
of Past Leakage Rate Tests" & "High Trajectory Turbine 
Missile Hazard Evaluation. " , , 

THOMPSON, R, D. Division of Contracts. 84/11/23. REYTBLATT, Z. 
Warren Wilson College. Suannanoa, NC. Ip. 28133:361, 
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NUREG NUREO REPORTS AND RELATED CORRESPONDENCE 

8410170275 Forwards Rev 1 to DECa-04~246B, "Assessment of Purge Valve 
Pressure Differential Cap abi 1 i ti es " & responses to items 
pending from SSER 3. Submittal should close issue 

JENS.W. H. Detroit Edison Co. EF2-72272. 84/10/11. YOUNGBLOOD. B J 

8410170275 27010 001 . 24X Fi ch e 50-34 1 , 84/10/ 1 1 , 

<NUREG-079B) Differences between 
SSER 4 it FSAR Tech Specs doc umented. Comments on proposed 
license conditions contained in Section 1.8 end 

JENS.W. H Detroit Edison Co. EF2-72013. 84/11/28, YOUNGBLOOD. B J 

341201000? 2« Fic^s: 50-341, 34/11/20; 

3412010003 Foriurdt Am.nd 4 to FSAR, Am.nd provide, tabulation of 
differences from SRP <NUREG-0906). 

Washington Public Power Supply System GD1-B4-0272. 

Licensing Branch 4. 2 pp. 27729:180 24X 

Fiche: 50-460. 84/11/09. 8412010008. 


8412030401 Reduests NRC judgement re compliance of listed plant 
procedures w/requirements of Tech Sp e c 4. 7. 1 . 2. a. 2 rPnr 
! auxiliary feedwater pump. Tech Specs in Rev 4 

ALEXICH. N. P Indiana & Michigan Electric Co AEP- wor- npnAA 
84/11/28, DENTON.H.R, Office of Nuclear Reactcf o^’ 

Director, 2 pp. 27723:244. 24X Fic he: 50-315. 84/1 l/^g.'|JllS30401. 

8412030472 Forwards final draft of NUREG/CR -4024 "o^ • • * 

Of Radionuc lide Solubility Inf o%rHanf orl^WA* Cand^JI^Je^ 
niTtRpri Repository Site. " BWIP documents prio^ to 

SwATi^Pv^^S^"* comments on Hanford Site. 

Ridge National Laboratory. 1599 84/10/24 

BROOKS.D.J. Geotechnical Branch (Post 831001). loopp. 27741:109, 

5 SER re environ Qualification ai 4 . 4 
important to safety. Program in compliance W/10CFR50 , 49 ^ ^ *’"’*"* 

resolution of deficiencies acceptable. 

VARGA. S. A. Operating Reactors Branch 1. 84 / 11/21 farrar ni 

3?SSo:?“^ Ficb.:S-2S5:34/l,/j,, 


8412010129 Responds to two license conditions discussed in BSFR 1 
(NUREO-0337. i GSER 5 (NOREO-0357. r. conf^Pb,.??? t? 

Bulletin 80-06 & low temp overpressure protection alarms 
Non-Class IE equipment ulll be loaded onto IE buses 

Service Co. IED-80-06. 84/11/28. 

KNIGHTON. G. Licensing Branch 3. 3pp. 27710:314 24X 

Fiche: 50-528. 84/11/28. 8412010129. 

8412010176 Forwards application for amend to License NPF-3. revising 
Tech Spec Sections 3 . 4,11 4.4.11 for high point vent 

installation, per NUREG- 0737, Item II.D. l.Fee paid. 

CROUSE, R. P. Toledo Edison Co. 1102. 84/11/20. STOLZ.J F 

Operating Reactors Branch 4. Ip. 27711- 136 24X 

Fiche: 50-346. 04/11/20,8412010176. 

—8412010179 Application for amend to License NPF-3, revi s i ng Tech Soec 

nr;Sn":efo737,‘».:-M“ t" ‘-‘^nation, 

FiS-340.0?}nU''3”Som76®’'"^"°' 24X 

—8412010182 Proposed Tech Spec changes, revis ing Sections 3 . 4.11 8 * 4.4.11 
for^high point vents in s ta 1 lation. p er NUREG-0737. Item 

* Toledo Edison Co 84/11/20. 2 pp. 27711:141 oax 
F iche: 50-346, 84/11/20, 8412010176. 

8412010191 Forwards SER on NUREO-0737, I tern II. D. 1 re testing of safety 
\ QWR. Info submitted demonstrates ^ 

ability of RCS safety valves to function under expected 
?rjnrTii ,?2 conditions for design basis transients. 

84/1 1 /IS . Reactors Branch 5. LSD5-84-1 1-032, 

LINDER, F, Dairy land Power Cooperative 13 a& P 77 i 1 • 'lAn 
24X Fiche: 50-409,84/11/29, 8412010191 . 27711.340. 


8412030172 Forwards addl info re NUREG-0737, Item II.D, 1 , "Performance 

SHIFFE^ requesr 

KNIGHTON Vu Electric Co. DCL-84-357. 84/11/27. 

KNIGHTON, G. W. Licensing Branch 3. 6 pp. 27723:190 34 X 

Fiche: 50-275, 84/11/27. 8412030172. 


8412030696 Safety evaluation re environ qua 1 i f icati on of electrir 
equipment important to safety. Licensee approach foj 
resolving identified environ deficiencies acceptable 

Qualif ication Branch. IEB-79-01D. 84 / 11/21 inax 

27743:089. 24X Fiche: 50-295, 84/1 1/21, 3412030693. 

environ qualification of electric 
equipment important to safety. Licensee approach for 
resolving identified environ deficiencieracceptable 
* Qualif ication Branch. IEB-79-01 84 / 11/21 

27743:099. 24X Fiche: 50-295. 84/1 1/21, 8412030693 

Application for amend to License DPR-13, consisting of Rev I 
to Proposed Change 119 to Tech Specs re admini straUve 
nSrE 0 /CR-? 764 .“'''‘^"® classiflcations.per 

California Edison Co. 84/11/30. 

ZWOLINSKI, J. A. Operating Reactors Branch 5 . 3 pn 27750- OAO VAv 
Fiche: 50-206, 84/11/30, 8412040014. 

‘ AnFlyslb o, SPDS for Son Onofr. 

UN?o2?L"r°L, California Edison Co. 84/11/30. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 27747:074 24 X 

Fiche: 50-361, 84/11/30, 8412040018. ^ 

—8412040024 1370-ICE-1302 ROl 

Rev 1 to "Safety Analysis of SPDS for San Onofre 
Units 2 & 3 . '• 


27741^^75 i n.er ing, 

8412040018. 


24X Fiche: 50-361, 84/11/30. 


°''s2-33°rsuri"r‘'? ® <o«n.ru n, 

82-33 Suppl 1 to NUREO-0737). Implementation of reg guide 


Type A variables scheduled f or' 3o'’day ^ af ti^’end 0^1986 
refueling outage or 861231, 

84 /M /!^n^' '^uAoeA!*'.*n *^6 State of New York. JPN-a4-77. 

‘ Operating Reactors Branch 2 . 

27750.017. 24X Fiche: 50-333, 84/1 1/30, 8412040019. 


42pp. 


NUREe-0737,Tm Action Plan 
^ 4 ^’ ??' Qi^alii-ication of Accumulators on Automatic 
Depressurization Sys Valves." Response acceptable. Item 
c ofnp 1 0 ir 9 . 

OP^T-ating Reactors Branch 5. LS05-e4-l 1-033 

Ntilnill. Nuclear Energy cr iluts of 

sSIaSsolas 2^27:184. 24X Flcbe: 50-243. 04/11/29. 

^^^ 0 ?““'*’ Foruiardb Insp R.pt 50-322/84-33 on 840915-0925. No violation 

TEDNAnnVn ff Enplnborlnj i Tschnlcal Programo. 84/11/09. 

LEONARD, J. D. Long Island Lighting Co. 4np. 27732-290 24 X 

Fiche: 50-322. 84/11/09. 8412030249. 32.290. 24X 

-8412030258 In.p Rapt 50 - 322 / 84-33 on 840918-25, No noncobipllanc. notad. 
NUR^o action on previous items 

?iT4Tr;"::tii„a.:;‘i::.?:“r‘"' p-tmtion . 

M/?"?'.;!,' CHEH.U, Raglon 1 , Offica of Dlractor. 

7 pp. 27/32:294. 24X Fiche: 50-322, 84/11 /09. 8412030249. 

to install manual inhibit switch in 
sys logic & emergency procedure 
premature sys actuation complicating 

LF^JoFr/p I’m scheduled for 1986. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/11/27 VASSALLO n a 

Operating Reactors Branch 2 . 2 pp. 277b3' 232 24 X 3- 

Fiche: 50-220, 84/11/27,8412030388 


84120^036 Advises that review of reactor vessel water level 
instrumentation in response to NUREO-0737, Item II.F. 2 8 < 

Generic Ltr 84-23 completed. License Condition 9 re 

cooling instrumentation analysis satisfied. 
Washington Public Power Supply System. 002-84-617. 

Licensing Branch 2 . 2 pp. 27748:005. 24X 

Fiche: 50-397. 84/11/27, 8412040036. 

Nuclear Power Plant Exercise Conducted 
on 840911 12, All deficiencies can be corrected through 
training ?< procurement of resources 8 < equipment. 

f^®‘l»T‘al Emergency Management Agency. 84/11/28. 
Re^J^nL^’Vp Emergency Preparedness & Engineering 

8412040039 ^P- 27747 : 284 . 24X Fich e: 50-390, B 4 /H/aB. 

8412040061 Forwards Amend 37 to License DPR-45 U safety evaluation. 

Specs by incorporating requirements of 
NUREQ-0737, TMI Action Plan Items II. B. 3, II, F. 1. 1, II F 1 2. 

II.F. 1.3, II.F, 1.4, II. F. II.F. 1.6. 

ZWOLINSKI , J. A. Operating Reactors Branch 5. LS05-S4-1 1-034, 

LINDER, F. Dairyland Power Cooperative. 3 pp. 27748:106. 
24X Fiche: 50-409, 84/11/30, 8412040061. 

8412040089 Amend 37 to License DPR-45, mod if y ing Tech Specs by 
incorporating requirements of NUREG-0737, TH I Action Plan 

II^F^l^^' ® ** 

ZWOLINSKI, U. A, Operating Reactors Branch 5, 84/11/30. Bpp. 

27748:109. 24X Fi ch e: 50-409, 84/1 1 /30, 8412040061. 
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B4i2040092 Safety evaluation supporting Amend 37 to License DPR-45. 

* Office of Nuclear Reactor Regulation* Director. GL-83-36. 
04/11/30- 4pp. 27/43:117, 24X Fi ch e. SO-409, 84/11 /30, 9412040061 


S41204006B Forwards "Buppl 
79-09: Failures of GE Type 
Related Sys. " Rept revise 
Submittal completes Task 
LQFYiR. A. Parameter, Inc 
LAUDAN, W. Engineering & 
27750; 093 


to NUREG/CR-3791 on Closeout of IE Bulletin 
AK-2 Circuit Breakers in Safety- 
d per author 841017 & 26 Itrs. 

Order 48 

NRC-05-S2-249. IEB-79-09. 84/ 11/27 

Generic Communications Branch. Ip. 


—8412040073 "Suppl to NUREG/CR-3791 on IE Bulletin 79-09: Fa i 1 ures of GE 
Tupe AK-2 Circuit Breakers in Safety-Related Sys 
* Parameter, Inc. NRC-05-02-249. iEB-79-09 84/10/31 

Director's Office, Office of Inspection and Enforcement. 13pp. 
27750; 094. 


9412040136 Forwards "SPDS Implementation Plan for JA Fitzpatrick 
Nuclear Power Plant," in response to Generic Ltr 82-33 & 

Suppl 1 to NUREG-0737. 

MCNEILL, C, A. Power Authority of the State of New York. GL Sc.~33. 
B4/11/30. UASSALLO. D. B. Operating Reactors Branch 2. 3pp. 
27749:215. 24X Fi che: 50-333, 84/1 1/30, 8412040136. 


— Q412040146 "SPDS Implementation Plan for JA Fitzpatrick Nuclear 

♦ Power Authority of the State of New York. GL-82-33. 84/11/30. 

33pp. 27749:218. 24X Fi c he : 50-333. 84/ 1 1 /30, 84120401 36. 


8412040167 Forwards “SPDS Parameter Safety Analysis" describing basis 
that selected parameters determined both necessary 8< 
sufficient to assess safety status for wide range of events 
In response to Generic Ltr 82—33 Suppl 1 to NUREG-0737. 

MCNEILL, C. A. Power Authority of the State of New York. GL-a2-33. 
84/11/30, UASSALLO, D. B. Operating Reactors Branch 2. 2pp. 
27744:145. 24X Fiche: 50-333, 84/1 1/30, 8412040167. 


— 8412040175 "SPDS Parameter Safety Analysis. " 

* Power Authority of the State of New York. GL-82-33. 
9pp. 27744:147. 24X F i ch e; 50-333. 84/1 1 /30, 8412040167. 


84/11/30. 


8412040179 Forwards "Degraded Core Accident Hydrogen Control Program, 
quarterly status rept for quarter ending 840930, in response 
to SSER 4 <NURE0-0831 ). 

DALE, L. F. Mississippi Power it Light Co. AECM-84/0510. 84/11/30. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 5pp. 
27744:139, 24X Fiche; 50-416, 84/11/30, 8412040179. 


8412050032 NUREO-0979 S02 

SAFETY EVALUATION REPORT RELATED TO THE FINAL DESIGN 
APPROVAL OF THE GESSAR II SWR/6 NUCLEAR ISLAND DESI GN. Doc k e t 
No. 50-447 (General Electric Company) 

♦ Division of Licensing. 84/11/30 131pp Available at NRC, 

♦5.50, 27808,272. 24X F i ch e : 50-447, 84/1 1 /30. 8412050032. 


8412050040 NUREG-0797 S06 

SAFETY evaluation REhORT RELATED TO THE OPERATION OF 
COMANCHE PEAK STEAM El ECTRIC STATION, UNITS 1 AND 2. Docket 
Nos. 50-445 And 50-446 (Texas Utilities Generating Company, 
e t a I ) 

* Division of Licensing. 84/11/30 250pp. Available at NRC 

♦6.50. 27808:018. 24X Fich e : 50-445, 84/1 1 /30, 8412050040. 


8412050045 Forwards "NUREO-0737, Supp 1 t.SPDS Safety Analysis" in 
response to Generic Ltr 82-33 & 840612 order confirming 
licensee commitments. Anal ysis & implementation plan describe 
basis for selection of parameters for display on SPDS. 

KOBER.R.W Rochester Gas it Electric Corp. 0L-B2-33. 

ZWOLINSKI , J. A. Operating Reactors Branch 5. Ip. 27767:330 24X 

Fiche: 50-244, 84/1 1/30, 8412050045. 


— 8412050053 ‘‘NUREG-0737, Supp 1 I, SPDS Safety Analysis “ 
■* Rochester Gas Electric Corp 84/11/30. 21pp. 

24X Ficbe; 50-244, 84/11/30, 8412050045, 


27767 331 


8412050075 Provides addl measures for consideration in developing 
new index sys per Section 5.3.25 of NUREG-0B28. Sy s 
acceptable alternative to updated final hazards summary 

ZWOLINSKI, J. A. Operating Reactors Branch 5, LS05-B4~1 2-004. 

84/12/04. VANDEWALLF, D. J. Consumers Power Co 5pp. 27768:358 
24X Fiche; 50-155, 84/12/04,8412050075. 


8412050169 Comments on draft biannual rept ( NUREG/CR-24B2, Vo 1 7) 
“Review of DOE Waste Package Program " Rept could be 
improved by including quantitative estimates of radioactive 
releases in spent fuel pool into executive summary. 

WICK, E A. Engineering Branch (Post 831001). FIN A-3164 
84/11/07. SOO, P. Brookhaven National Laboratory. 3pp. 


1623. 

2781 2' 043 


8412050256 Forwards request for extension on response to Confirmatory 
Order on NUREG-0737, TMI Action Items II.F. l.l it II.F. 1. 2 by 
revising local readout capability to read "prior to Unit 2 
startup in Cycle 6. " Approval requested by 841231, 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/28. DENTON.H_R^ 
Office of Nuclear Reactor Regulation, Director. 4pp. 27769:296. 
24X Fiche: 50-260. 84/11/28, 8412050256. 


B412040257 Requests remittance of fee for review of 840521 application 
for Amend 68 to License DPR-67, r evi s ing Tech Specs re 
NUREQ-0737 requirements. 

DI0Q3,R.M. License Fee Management Branch. 

Florida Power 8< Light Co. Ip. 27762:350. 

84/11/26, 8412040257. 


84/11/26. WILLIAMS, J. W. 
24X Fiche: 50-335, 


0412040262 Forwards SSER based on response to 801222 generic ltr re 
control of heavy loads, Phase I, (NUREG— 0612). Enel technical 
evaluation rept will be incorporated in next SSER. Response 
to Phase II requested prior to Unit 1 licensing. 

YDUNQBLQOD, B. u. Licensing Branch 1. 84/11/20. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 4pp. 27762:315. 24X 

Fiche: 50-440, 84/11/20, 8412040262. 


—8412040268 EGO-HS-6264 

"Control of Heavy Loads at Nuclear Power Plants, Cleve land 
Electric Illuminating Co, Perry Nuclear Power Plant.Units 1 it 

SEKOT? J*P.\ STICKLEY, T. H. Idaho National Engineering Laboratory, 
FIN A-6457, 83/04/30. NRC - No Detailed Affiliation Given. 

30pp. 27762:319. 24X Fic h e: 50-440, 84/1 1/20, 8412040262. 


0412040271 NUREG-03B3 V02 R07 „ 

DIRECTORY OF CERTIFICATES OF COMPLIANCE FOR RADIOACTIVE 
materials PACKAGES. Certificates Of Compliance. 

* Division of Fuel Cycle & Material Safety. 84/11/30. 641pp. 

Available at NRC. «ll.OO. 27775:300. 


8412050257 Forwards Commissioner Asselstine questions S, ACRS response 
re proposed NRC severe accident policy statement. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/11/21. Office of Nuclear Reactor Regulation, Director. Ip- 

27811: 334. 


— 8412050268 Responds to Commissioner Asselstine 840906 questions re NRC 
severe accident policy statement (NUREG-1070). Commission 
should limit action items required to provide appropriate 
balance between risk it cost, 

WARD. D. A. ACRS - Advisory Committee on Reactor Safeguards. 

84/11/06. ASSELSTINE, J. K. Commissioners. 7pp, 27811:335. 


8412050261 Forwards Amend 8 to License R-U9, notice of renewal, notice 
of finding of no significant environ impac t, environ 
assessment. Tech Specs 6 NUREG-10B3 "SER re Renewal of OL 
for Westinghouse Research Reactor, Zi on, IL. " . , 

EISENHUT, D. G. Division of Licensing. 84/11/27. NARDI, A. J. 
Westinghouse Electric Carp 2pp. 27798:098. 24X 

Fiche; 50-087, 84/11/27, 8412050261. 


8412050346 Comments on DES ( NUREG-1074 ) . Dose-des l gn objectives of 
10CFR50 concerning operating stds of EPA 40CFR190 it radwaste 
mgt sys provide adequate assurance that radiation doses meet 
protection stds. 

ROSENSTEIN, M. Food it Drug Administration. 

YOUNGBLOOD. B. J. Licensing Branch 1. 3pp. 

Fiche: 50-423, 84/09/14, 8412050346. 


84/09/14, 
27779' 005. 


24X 


8412040276 NUREG-OSSS V03 R04 

DIRECTORY OF CERTIFICATES OF COMPLIANCE FOR RADIOACTIVE 
MATERIALS PACKAGES, Summary Report Of NRC Approved Quality 
Assurance Programs For Radioactive Material Packages^ 

* Division of Fuel Cycle it Material Safety. 84/11/30. 129pp. 

Available at NRC. *5 00. 27758:165. 


8412050352 Responds to 841105 request for info re control 
loads for facility. Info should be sufficient to close ou 
SER Open Item 74 it will be included in Amend 17 to FSAR. 
MANGAN, C.V. Niagara Mohawk Power Corp. (NMP2L 0265). 
SCHWENCERiA. Licensing Branch 2. 6pp. 27767 291. 24X 

Fiche; 50-410, 84/11/30, 8412050352. 


of heavy 
t 

84/11/30. 


8412040283 NUREO-0383 VOl R07 « .r- 

DIRECTORY OF CERTIFICATES OF COMPLIANCE FOR RADIOACTIVE 
MATERIALS PACKAGES. Summary Report Of NRC 

* Division of Fuel Cycle it Material Safety. 84/11/30. 446pp. 

Available at NRC. *9.00. 27774:030. 


8412050371 "Evaluation of BWR Owners Group Generic Response 
NURE6-0737, Item II.K. 3. 18, 'Mod of Automatic 
Depressurization Sys Logic - Feasibility for Increased 
Diversity for Some Event Sequences'," 

e NRC - No Detailed Affiliation Given. 04/11/26. 6pp. 


to 


2781 1 : 026. 
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B412050381 Informs that problems discovered which prevent proper 
operation of existing A-Model per NUREG-0737. Supp 1 1 Amend 
to confirmatory orders changing A-Model implementation 
deadline from B50101 to B60101 requested. 

Commonwealth Edison Co. 94a7N. 84/12/03. DENTON, H. 

Office of Nuclear Reactor Regulation, Director 2 pn 27773-238 
24X Fiche 50-000,84/12/03.8412050381 27773.238. 


comments & 


8412050411 Documents results of 84U16 V 28 telcons r 
questions on Rept 77-1140898. "Bounding Analytical 

NUREG-0630 Models on LOCA kW//ft Limits ui/Use 

of FLECSET. " 

srwnM^^Fp'S ^ Wilcox Operating Plants Owners Group. 

SCHQMAKER.R J. Babcock ?< Wilcox Co. ESC-795. 84/11/30. 

LANGFORD. D, Reactor Systems Branch. 5pp. 27763:152 

8412050555 Discusses 840109-14 geochemistry workshop for review of 
■ program at BWIP. Comments on open items listed 

= SD-BWI-DIC-OOl enc 1. Concerns re DDE testing 

at BWIP as presented in NURE0-0960 provided. ^ 

Repository Projects Branch (Post 831001) 

84/10/15. OLSON, a. L. Energy. " 


Dept. of. 40pp. 


1060. 
27810: 104. 


8412050837 NUREG-0304 V09 N03 

REOULATORV AND TECHNICAL REPORTS, Comp 11 at i on Fon Third 
uuarter 19S4. 

r49pjl^^^2779r24r'’"**'^^ Information & Document Control. 


84/11/30. 


^ advising of completion of State 

of CT historic preservation ofc review of facility 
transmission line route. Route affects no historic or 
CDUNsn resources. Concerns raised in DES resolved, 
ij? i v Northeast Nuclear Energy Co. (subs, of Northeast 

YolicBicSD B Utiiitios. BUSTO. B4/n/20. 

YOUNGBLOOD, B. vl. Licensing Branch 1, 3pp, 27790 34A o/lv 

Fiche: 50-423, 84/11/20, 8412060098. 


NIJREG/CR-3053 r. ciosdout net, on of IE Bulletin 
SO OS. Exam of Containment Liner Penetration Welds " Rent 

^Pos?‘a^ojs.3.,°' ^ebUS-o^ 

ivision of Project 8 c Resident Programs, OLSHINSKI j A Reni 


8412060671 Informs that post-accident sampling sys meets NURE 0 -.a 7 n 7 
Action Item II. B. 3 criteria & acceptable. NUREG 0737, 

“70LZ, U, F. Operating Reactors Branch 
General Public Utilities - GPU S 
Fiche: 50-289, 84/11/20, 8412060671 


4. 04/11/20. 

- GPU Service Corp. 5 pp. 


HUKILL.H. D. 
27831 : 267, 24x 


receipt of 841016 Itr informing NRC of steps taken to 
50-328/84-22^ 50-327/84-21 8 , 

OLSHINSKI. J A. Region 2. Office of Director. 84/11/07 PARRIS o r 
Tennessee Valley Authority. ip. 27825:075 24X 

Fiche; 50-327, 84/11/07, S4120606S5. 

Rept 50-327/84-21 8 c 50-328/84-22 on 840806-10 
piocJdirL"'^ ^ ^ radiation protection 

50 - 3 PR/na' 2, Office of Director, 

50 328/84-22. 84/09/13. 8 pp. 27825:082. 24X 

Fiche: 50-327, 84/11/07. 8412060685. 

8412060714 Forwards request for add! info on NUREO-0737, I tem 11 D 1 re 
performance testing of relief & safety valves, within lo ‘ 

STOLZ, J. F. Operating Reactors Branch 4. 84 / 11/21 RonninitF? n i 

Sacramento Municipal Utility District. lOpp 2 ?b3I-24? MX ' 

Fiche; 50-312, 84/11/21, 8412060714. -di.249. 24X 


miller. J.R Operating Reactors Branch 2 . 84/11/14. LUNDVALL, A E 

Baltimore Gas It Electric Co. 5 pp. 27331:192. 24X 

Fiche; 50-317, 84/11/14, S412060137. 


8412060727 Informs that util must complete 757 . of all backloa licenUno 
tlltZn to 840701 by 850701 . No t i fi cation of ® 

planned disposition of two listed actions per NUREG-0748 
requested within 30 days. 

MILLER. J. R Operating Reactors Branch 3. 84/11/27. STEWART, U L 

Virginia Electric & Power Co. 2pp. 27831 ■ 242 24X 

Fiche: 50-338, 84/11/27, 8412060727. 


Updates B30415 submittal in response to Generic Ltr 82-33 
:suppl 1 to NUREG-0737 - Requirements for Emergen^ ResponsI 


ca?failuab'le1n%Sr"'“" implementation schedule. Aperture" 
MCDONALD. R. P. Alabama Power Co. GL-a2-33 84/11/30 

Reactor Regulation, Director. lOpp* 

24X Fiche; 50-348. 84/11/30, 0412060329. 


VARGA, S. A. 
27825: 001. 


8412060387 Advises that current schedule re Suppl 1 to NUREG-0737 calls 
for completion of initial draft of emergency operating 
procedures by 850131 . Or ig ina 1 date for implementation of 
procedures after 1986 outage unchanged 

MANGAN. C. V^ Niagara Mohawk Power Corp. 84/12/03. VASSALLO, D B 
Operating Reactors Branch 2 . Ip. 27794 - 134 24X 

Fiche; 50-220, 84/12/03, 8412060387. 

8412060434 Further response to FOIA request for two cateoories of 
irAorA^"'^ TDI diesel generators. Forwards documents listed 
in App A. Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/01. BELL. N 
Nuclear Information & Resource Service, 2 pp. 27828*185 24 X 

Fiche: 50-000, 84/06/01,8412060434. 185. 24X 

—8412060492 Forwards draft Commission paper re AD involving TDI 
emergency diesel generators. draft Itrs of transmittal to 

HELTEM^, C. J. Director's Office. 84/03/05. DENTON. H. R Office 
of Nuclear Reactor Regulation, Director. DAVIS, J. G. Officrof 
Nuclear Materi'al Safety & Safeguards. Director. MINOGUE, R B 
Office of Nuclear Regulatory Research, Director. 39 pp. 27828:196. 

8412060518 Ac k receipt of 841019 ltr informing NRC of steps taken to 

OLSHINSKI, J, A. Region 2. Office of Director. 84/11/06. PARRIS H G 
Tennessee Valley Authority. Ip. 27825’ 184 24X ' 

Fiche: 50-328, 84/11/06, 8412060518, 

50-328/84-18 on 040709-11. Violation noted: 
failure to follow written procedures & provide adequate 
procedures for abnormal alignment during removal of safety 
sys Jfc subsystems. aaresy 

STABLER, S. D. . MCCOY. F R . JULIAN, C n 

E4/0B/IB, ,pp. B782B:203. F, 


®'‘a 40909 -lnFn''U'''''° =0-528/84-44 & 50-S29/B4-31 on 

S4O9O9-1020. No noncompliance noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/11/21 VAN BRUNT, E E 

Arizona Public Service Co. 2 pp. 27820:326. 24X BRUNT, E. E. 

Fiche: 50-528, 84/11/21. 8412070057. 

50-529/84-31 on 840909-1020. No 

artfwi.o inspected:preoperational testing 

fol numn J' P r oc e d ur e s , d e f i c ienc y evaluation rept 

followup Si IE circular followup. 

^n^SDo S' ' '*>^L.LFR,L. Region 5, Office of Director. 
50-529/84-31. 84/11/21. 9pp. 27820:328. 24X 

Fiche : 50-528, 34/11/21 , 8412070057. 

8412070075 NUREG-0390 V07 N02 

TOPICAL REPORT REVIEW STATUS. Data As of October 15,1984 
(Blue Book ) iTot. 

■» Information Systems Branch. 84/11/30. 212pp. 27837:315, 

®^ 8 f?aS 9 ’'?,n°’'r''‘'? f"!? 30-275/84-37 8. 50-323/84-24 on 

841029-1 102. No violations noted. 

Region 5, Office of Director. 84/11/21. 

SHIFFER, J. D. Pacific Oas & Electric Co. 2pp. 27820*337 24X 

Fiche: 50-275, 84/1 1/21. 8412070079. 

—8412070085 Insp Repts 50-275/84-37 it 50-323/84-24 on 841029-1102. No 
violation or deviation noted. Major areas inspected* 

t staffing of chemistry Ss radiation protection 
^ startup tests it Unit 2 preoperational tests. 

Region 5, Office of Director, 
e? 12pp. 27820:339. 24X 

Fiche : 50-275. 84/11/21, 8412070079. 

841 2070080 NUREG/CR-4034 

A STUDY OF DROPLET HYDRODYNAMICS ACROSS A GRID SPACER, 

LEE, S. L. , CHO, S. K. . SHEEN, H. J. New York, State Univ. of, Stony 
Brook, NY. NRC-0-04-81-014. 84/11/30. Division of Accident 

Evaluation. 65pp. Available at NRC. $4.50. 27038:167. 

S4120700B4 NUREG/CR-40ie 

STUDIES AND MODEL IMPROVEMENTS FOR THE US 
NRC SEISMIC SAFETY MARGINS RESEARCH PROGRAM, 
w ^ MASLENIKOV. 0 . R. , BENDA, B. J. Lawrence Livermore 

Laboratory. FIN A-0I26. UCID-20212. 84/11/30, Division 

Of Engineering Technology. 134pp. 27838:235. 
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6412070087 NUREG/CR-2000 V03N10 

LICEJ^SEE EVENT REPORT (LER) COMPILATION: For Month Of October 
19B4. 

* Oak Ridge National Laboratory. FIN A-9135. □RNL/NSIC-200. 
84/11/30, Director's Office. 69pp. 27839:122. 


8412070092 NUREG/CR-39S5 

ORGANIC COMPLEX ANT-ENHANCED MOBILITY OF TOXIC ELEMENTS IN 
LOW-LEVEL WASTES: Annual Report — July 1983 - June 1984. 

BWANSONi J. L. Battelle Memorial Institute* Pacific Northwest 
Laboratories. FIN 8-2860. PNL-4965-4. 84/11/30. Division of 

Radiation Programs & Earth Sciences <post 840429). 55pp. Available 

at NRC. »4.25. 27839:006. 


8412070134 Responds to FDIA req,ue5t for SECY-84-013i SECY-S4-099. 
SECY-Q4-009 it SEC Y-B4-034. Forwards four Commission papers. 
FELTON* J. M, Division of Rules and Records. 84/06/01. BELL. N. 
Nuclear Information & Resource Service. Ip. 27847:083. 


— 8401310036 SECY-84-013 

Recommends that Commission approve issuance of staff 
positions stemming from proposed resolution of Unresolved 
Safety Issues A-3. A-4 It A-5 to PWR licensees & applicants* 
implementation of positions or alternatives 8t SRP rev. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
S4/01/11. 27pp. 27847:089. 


B412070164 Requests schedular exemption from 840927 commitment to use 
backup sampling to meet requirements of NUREG— 0737* Item 
XI. 8. 3 be granted* prior to exceeding 57. power, due to mods 
required on post— acc i dent sampling sys. Action plan encl. 

VAN BRUNT. E. E. Arizona Public Service Co. ANPP-31333-EEVB. 

84/12/05, KNIGHTON. G. W. Licensing Branch 3. 11pp. 27814:221. 24X 

Flche: 50-528. 84/12/05* 8412070164. 


6412070166 NUREO/CR-3052 

CLOSEOUT OF IE BULLETIN 80-07: BWR JET PUMP ASSEMBLY FAILURE. 

DEAN* R. S. * MILLS. W. R. . FOLEY* W. J. Parameter. Inc. FIN B-1013. 
IEB-BO-07. 84/11/30. Division of Emergency Preparedness «< 

Enfilneering Response (Post 830103). 59pp. Available at NRC. #4.50 

27839; 062. 


8412070176 Forwards results 8< conclusions re failure mode effects 
analysis of control bldg ventilation sys (CBVS> per TMI 
Item IIl.D. 3. 4. "Control Room Habitability." No major mods 
to CBVS required. 

HUKILL* H D. General Public Utilities - GPU Service Corp. 
5211-84-2289. 84/11/30. STOLTZ, J. F. Operating Reactors Branch 4. 

7pp. 27814:041. 24X Fiche; 50-289* 84/1 1/30, 8412070176. 


8412070181 Advises that intake structure pump encl fan housing i* 
condensate storage tank vent hood housing modified, per 
SSER 2 (NUREO-OB43), Reactor auxiliary bldg sliding door 
satisfies NRC allowable ductility factor. 

WILLIAMS* J. W. Florida Power Light Co. L-S4-343. 84/11/29. 

HILLER, J.R. Operating Reactors Branch 3. Ip. 27815:019. 24X 

Fiche: 50-389*84/11/29, 8412070181. 


8412070303 Forwards SSER re overhead heavy load handling sys.SALP input 
?< contractor rept* "Control of Heavy Loads at Nuclear Power 
Plants* Comanche Peak Steam Electric Sta 1 1 on, Un i ts 1 & 2 
(Phase 1) " Item closed, 

YOUNGBLOOD, Q J. Licensing Branch 1 84/11/27 SPENCE, M D, Texas 

Utilities Electric Co, (formerly Texas Utilities Generating Co ) 

3pp. 27846 122. 24X Fich e : 50-445. 84/ 1 1/27* 041 2070303 


— 8412070310 SSER re overhead heavy load handling sys Phase 1 of 
NUREG-0612 acceptable. 

* Auxiliary Systems Branch. 84/11/27 2pp 27846:125. 24X 

Fiche 50-445,84/11/27,8412070303 


—8412070317 EOG-HS-6722 

"Control of Heavy Loads at Nuclear Power P 1 ant s* Coman c h e 
Peak Steam Electric Station, Units 1 & 2 (Phase 1) " 

YEN* T. C. * STICKLEY.T H. Idaho National Engineering Laboratory. 
FIN A-6457, 84/10/31. Division of Systems Integration (post 

811005). 30pp. 27846:127. 24X Fiche' 50-445* 84/11/27, 8412070303 


8412070322 Forwards SSER 2 to GESSAR II (NUREG-0979> 

THOMAS. C. 0. Standardization & Special Projects Branch. 84/11/30 
SHERWOOD, G. G General Electric Co 3pp 27846' 282, 24X 

Fiche: 50-447. 84/11/30* 8412070322, 


8412070427 Forwards safety evaluation re util 830429 response to 
Generic Ltr 82-28 !t TMI Item II. F. 2, "Inadequate Core 
Cooling Instrumentation Sys. " Schedule for completing 
licensing action should be provided within 30 days, 

MILLER. J. R. Operating Reactors Branch 3 GL-a2-2B 84/11/14. 
RANDAZZA.J. 0 Maine Yankee Atomic Power Co. Bpp. 27846:109. 24X 

Fiche; 50-309. 84/11/14* 0412070427. 


8412100028 Forwards c lar i f i cat i on of 840629 response to Generic Ltr 
83-36 request for info concerning implementation of Tech 
Specs for NUREG-0737 Items II.B. l.U-F 1 3. 1 1. F. 1 , 4. 1 1 . F 1 5 
& II. F. 1. 6. 

MANGAN* C. V Niagara Mohawk Power Carp. GL-B3-36. 84/12/03 

VASSALLO. D Q. Operating Reactors Branch 2 5pp. 27835:108. 24X 

Fiche: 50-220. 84/12/03, 8412100028. 


8412100086 Application for amend to License DPR-67. includ ing Tech Specs 
for containment water level & containment pressure monitor, 
per Generic Ltr 83-37 U NUREG-0737. 

WILLIAMS. J. W. Florida Power & Light Co. GL-83-37. 84/12/03. 

EIBENHUT, D G. Division of Licensing. 2pp. 27833:248, 24X 

Fiche; 50-335. 84/12/03, 8412100086. 


— B412100091 Proposed Tech Specs re containment water level K< containment 
pressure monitor* per Generic Ltr B3-37 & NUREG-0737. 

# Florida Power & Light Co, GL-B3-37. 84/12/03. 3pp. 

27833:250. 24X Fiche: 50-335, 84/12/03* 8412100086. 


B412100092 Forwards Vols 1 *< 2 to NUREG/CR-3922* "Survey & Evaluation 
of Sys Interaction Events 8< Sources." 

THATCHER. D Generic Issues Branch. FIN B-07B9. 84/11/16. Public 

Document Branch. 437pp. 27863:003 


B412O70246 Informs of change of implementation date for Schedule B 
item re emergency operating procedures to 85031 5, Proced ure 
changes will be reviewed & licensed operators will be 
trained concurrently. 

HARRINGTON, W. D. Boston Edison Co. 84/11/27. VASSALLO* D. B. 
Operating Reactors Branch 2. Ip. 27814:049. 24X 

Fiche; 50-293. 84/11/27, 8412070246. 


8412100096 Advises that facilities selected for short-term 
determination on whether util implemented effective 
surveillance tt/or control measures to prevent biofouling per 
IE Bulletin 81-03. Info requested within 30 dags. 

KNIGHTON* G. W Licensing Branch 3, IEB-81-03, 84/11/27. 

SHIPPER* J. D, Pacific Oas Electric Co. 4pp. 27864:355. 24X 

Fiche: 50-275. 84/11/27, 9412100096. 


B412070252 Advises that Rev 2 to Gilbert Assoc* Inc Rept 2364* "Control 
of Heavy Loads at VC Summer Nuclear Station," will be 
submitted by 850125. 

DIXON, O.W, South Carolina Electric Gas Co. 84/11/30, DENTON* H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 27024:110. 

24 X Fiche; 50-395*84/11/30*8412070252. 


0412100101 Forwards updated const status rept as of B40930 for next 
issuance of Yellow Book ( NUREO-0030 ) , per NRC S11031 request. 

COOK, K W. Louisiana Power & Light Co W3PB4-3145. 84/12/03. 

Information Systems Branch. 4pp. 27835.054. 24X 

Fiche: 50-382, 84/12/03. 0412100101. 


8412070255 Forwards "Enrico Fermi Atomic Power Plant Unit 2 
Site-Specific Offsite Radiological Emergency Preparedness 
Alert Notification Sys Independent Technical Review. " Sys 
meets specific design requirements of NURE0-0654/FEf1A-REP-l, 
SPECK, B. W. Federal Emerg ency Management Agency, 84/11/28. 
DIRCKS, W.J, Office of the Executive Director for Operations. Ip. 
27013:124. 24X Fiche; 50-341 , 84/1 1/28, 8412070255, 


8412070281 Forwards "Response to NUREO-0737, Supp 1 1, Section 6.0, Review 
of Reg Guide 1.97 - Application to Emergency Response 
Facilities, Calvert Cliffs Nuclear Power Plant," per NRC 
B40614 order, 

LUNDVALL. A. E. Baltimore Gas it Electric Co. 84/12/01. MILLER, J. R. 
Operating Reactors Branch 3. Ip- 27817:206. 24X 

Fiche; 50-317. 84/12/01, 8412070281. 


— 0412070285 "Response to NUREO-0737, Supp 1 1, Section 6.0* Review of 
Guide 1,97 - Application to Emergency Response Facilities, 
Calvert Cliffs Nuclear Power Plant. " 

* Baltimore Oas & Electric Co. 84/12/01. 88pp. 27917:207. 

Fiche; 50-317* 84 / 12 / 01 , 8412070281. 


Reg 


24X 


8412100114 Describes plans for implementing improvements in reactor 
water level instrumentati on, per Generic Ltr 84-23 & NUREG- 
0737* Item 2. F. 2. 

DALTROFF. S, L. Philadelphia Electric Co. 0L-B4-23. 84/12/05. 

EISENHUT. D. G. Division of Licensing. 3pp. 27835:048. 24X 

Fiche; 50-277, 04/12/05, 8412100114. 


8412100188 NURE0-iO61 V03 

REPORT TO U. S. NUCLEAR REGULATORY COMMISSION PIPING REVIEW 
COMMITTEE Volume 3: Evaluation Of Potential For Pipe 
Breaks, 

* Piping Review Committee. 84/11/30. 200pp. Available at NRC, 

#6. 00. 27849: 092. 


8412100199 NUREG/CR-3927 

CHARPY TOUGHNESS AND TENSILE PROPERTIES OF A NEUTRON- 
IRRADIATED STAINLESS STEEL SUBMERGED ARC WELD CLADDING 
OVERLAY, 

CORWIN* W, R * SERGGREN. R. 0. * NANSTAD*R.K, Oak R i d g e Na fc i on a 1 
Laboratory. FIN B-0H9. ORNL/TM-9309, 84/10/31. Division of 

Engineering Technology. 38pp. 27867:270. 
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B412100247 NUREG/CR~3973 

ALTERNATIVE CONTAINERS FOR LOW-LEVEL WASTES CONTAIfgiNG 
LARGE AMOUNTS OF TRITIUM 

MACKEN21E.DR Brookhaven National Laboratory 
FIN A-3X59 BNL-NUREO-51814. 84/11/30 Division of Waste 
Management ISlpp Available at NRC. *5 50 27064- 080. 

8412100263 NUREO/CR-3891 

SAMCR;A TWO-DIMENSIONAL DYNAMIC FINITE ELEMENT CODE FOR THE 
STRESS ANALYSIS OF MOVING CRACKS. 

SCHWARTZ.CW, CHONA, R . FOURNEY. W L Maryland, Un iv of, College 
Park, MD FIN B-0119. 84/11/30. Division of Engineering 

Technology 277pp. 27872 001 . 

8412100269 NUREG-0750 V20 NOl 

NUCLEAR REGULATORY COMMISSION ISSUANCES FOR JULY 1984. Pages 

* Technical Information jt Document Control. 84/11/30 

254pp. 27871:001 

8412100274 NUREG/CR-4029 

LOCAL FORMULATION OF INTERFACIAL AREA CONCENTRATION AND ITS 
MEASUREMENTS IN TWO-PHASE FLOW. «K«I 1 UN AND ITS 

^SHII,M. , SERIZAWA.A Argonne National Laboratory, FIN 
72pp^^’ 27864 ~ 23 S^^' Division of Accident Evaluation, 

S412100326 Comments on draft Rev 1 to NUREG-09ai, "NRC/FEMA Operational 
Response Procedures for Response to Commercial Nuclear 
Reactor Accident," per 841116 request. Procedures clear & 
well-defined per NRC/FEMA actions L interfaces 
DENTON, H R Office of Nuclear Reactor Regulation, Director 

Director's Office, Office of Inspection and 
Enforcement. ip, 27871; 256. 

—8411280486 Forwards draft of Rev 1 to NUREO-09S1. "fgRC/FEMA Operational 
Response Procedures for Response to Commercial Nuclear 
Reactor Incident." Comments requested by 841219 
DEYOUNG, R.C. Director's Office. Office of Inspection and 
S'REjLrrVp E. R.sion Office of Director. 

R n«V e r, KEPPLER.J. 0 . Region 

3, Office of Director. 30pp. 27871:257. 

B412100350 NUREG/CR-3511 V02 

INTERIM reliability EVALUATION PROGRAM: ANALYSIS OF THE 
CALVERT CLIFFS UNIT 1 NUCLEAR POWER PLANT Volume II, 

Appendices A, B And C. 

PAYNE, AC Sandla Laboratories. 84/10/31. Division of Risk 
Analysis & Operations (post 840429). 779pp. 27868 OOl 24)f 

Flche; 50-317, 84/10/31, 8412100350. 


8412100351 NUREG-0750 V19 102 

INDEXES TO NUCLEAR REGULATORY COMMISSION ISSUANCES FOR 
JANUARY- JUNE 1984. 

^ Division of Technical Information ti Document Control 
119pp. 27870:190. n^roi. 


84/11/30. 


proposed NUREG/CR-4025 for GE proprietary 
info befoie ACRS subcommittee 841204-05 meetings in ^ 

Los Angeles, CA to discuss staff consultant rept dealing 
u/new or improved mitigation sys for OESSAR II 

SHFR^nnnn n Special Projects Branch. 84/11/29. 

SHERWOOD, G, G General Electric Co 2 pp. 27894*359 24X 

Fiche: 50-447, 84/11/29. 8412110022. 


8412110041 NUREO/CR-3620 

INTRUDER DOSE PATHWAY ANALYSIS FOR THE ONSITE DISPOGal OF 
RADIOACTIVE WASTES; The ONSITE/MAXIl Computer Program 
NAPIER.B A , PELOQUIN.R.a . KENNEDY. W. E BatteUe Semor ia 1 
Institute, Pacific Northuest Laboratories FIN B- 247 a PWL dnsi 

' 27890:2Ja " Management I30pp. Available St V 

8412110095 Discusses review of responses to NUREG-0737, Item II F 3 
Inadequate Core Cooling Instrumentation." Generic Ltr 82-28 
? Technology for Energy Corp sy s, Three-outag e 

installation schedule unacceptable. 

EISENHUT, D G Division of Licensing. GL-32-28 04/1 win 

MCDONALD, R P Alabama Power Co. 8 pp 27899* 173 pav 

Fiche; 50-348, 84/11/30, 8412110099. 

8412110102 Informs that saf ety-related mechanical equipment 
uAf. PT'oST'am compl eted, per SSER 5 <NURE0-0857) 

VAN BRUNT, E E. Arizona Public Service Co. ANPP- 31301 -FPwn 

"■ '-—‘"a Branch 3 %p.'“^ 7 M 0 ,03 

Fiche: 50-528, 84/12/07, 84121 10102, luj. 

8412110122 Responds to 840724 ltr re facility c leanup. Enf or c em.nt 
action may be taken in response to harassment for raising 
safety concern, per Suppl 5 to NUREG-06BO. 

AffllLtinn General Counsel. 04/11/20, PARKS, R. D. 

B"u/3a‘a4,2notSJ ^‘che: =o-sa9, 

8412110158 Forwards addl response to Guideline 4 of technical 
evaluation rept re special lifting devices (NUREG-0612 & 

Generic Ltr 81-07 re control of heavy loads) 

Tennessee Valley Authority. OL-81-07. 84/12/07. 

ADENSAM, E. Licensing Branch 4. 10pp. 27856*037 24 Y 

Fiche; 50-327. 84/12/07, 8412110158. 


8412110188 NUREG-09S0 ROl 

NUCLEAR REGULATORY LEGISLATION. 

FOTIAS. A Office of the Executive Legal Director. 
27890: 208. 


84/11/30. 9pp, 


License DPR-67 & safety evaluation. 
Amend adds Tech Specs re RCS vents. 

P = Branch 3. 84/08/27. WILLI AMS. J. W. 

Florida Power C< Light Co. 3pp. 27S99: 107. 24X 

Fiche: 50-335, 84/08/27, 8412110227. 

“8412110378 Safety evaluation supporting Amend 68 to License DPR-67, 
Reactor Regulation, Director. 84/08/27 2pp 
27899:119. 24X Fiche: 50-335, 84/08/27, 8412110227. 

8412110236 Forwards Amend 93 to License NPF -1 & safety evaluation 
Amend incorporates Tech Specs for equipment added or 
modified, per NUREO-0737 t, Generic Ltr 83-37. 

WITW?R^^n‘^n'^’ Reactors Branch 3. CL-S3-37. 84/08/28. 

WITHERS, B^D Portland General Electric Co. 2 pp. 27899:153 24X 

Fiche: 50-344, 84/08/28, 8412110236. 

* <NURE0-0a57, r, applic.tjon for DL. W/o oncl. 
KNIGHTON, G. W. Licensing Branch 3. 84/11/05. VAN BRUNT. E . E. 

Arizona Public Service Co. 3pp. 27899*123 24X 

Fiche: 50-528, 84/11/05, 8412110259. 


Forwards final draft NUREG/CR-4004, "Closeout of IE 
Bulletin 79-25: Failures of Westinghouse BFD Relays in 
Safety-Related Sys. " 

rSf^'p f' NRC-05-82-249. IEB-79-25. 84/12/06 

27855-029 ^"^ineering Generic Communications Branch. 45 pp. 

8412110033 NURE0/CR-3a64 

LOW-LEVEL RADIOACTIVE WASTES AND 
WASTE PACKAGES OF GENERAL ELECTRIC VALLECITOS NUCLEAR 
CENTER. 

REMPF.C R. , MACKENZIE, D. R , BOKERMAN, B, S. BrohkhAven Natthnal 
L.horAtoTB, FIN A-317a. BNL-NURBO-51791. 84/11/30. Division of 
p?*?* Management. 96pp. Available at NRC. *4,75. 27896*139 24X 

Fiche; 50-018. 84/11/30, 8412110033. o. uv. 

8412110034 NUREO/CR-3625 ERR 

Errata to "Review And Discussion Of The Development Of 
Synthetic Aperture Focusing Technique for Ultrasonic 
Testing (SAFT-UT)," replacing Pages 63-70 

“OCTOR.S.R. Battolle Memorial In.titote, 
Pacific Northwest Laborator i es. FIN B-2467. PNL-4957. 84 / 09/19 

Division of Engineering Technology. lOpp, 27896:129. 


8412110316 Confirms that seismic qual if icat ion program complete w/ 
xception of end justif ications for interim operation re 
equipment not expected to be qualified prior to fuel load, 
per SSER 5 {NUREG-0857). 

DRUNTi E. E. Arizona Public Service Co. ANPP-313ao-EEVB, 
84/12/07, KNlOHTONf G. W. Licensing Branch 3. 6 pp, 27852:056. 24X 

Fiche: 50-528. 84/12/07, 8412110316. 

8412110391 Responds to Generic Ltr 84-23, "Reactor Vessel Water Level 
Instrumentation in BWRs. " No mods necessary. License 
Condition 2. c, (33>(e) resolved based on response. 

nPNTnw w o ** AECM-B4/0521, 34/12/06. 

Nuclear Reactor Regulation, Director. 3pp. 

27851.286. 24X Fiche: 50-416, 84/12/06, 84121 10391. 

Forwards Amend Request 84-11 to License DPR-BO, re vi sing 
Tech Spec 3/4. 3. 3. 6 to include reactor vessel level 
indication sys in other NUREG-0737 instruments. 

** Co. DCL-84-375, 84/12/06. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director, 2pp. 
24X Fiche: 50-275, 84/12/06, 8412110416. 


27851; 095. 


“8412110420 Amend Request 84-11 to License DPR-SO, revi s ing Tech Spec 
reactor vessel level indication sys in 
other NUREG-0737 instrumentation. 

SHIPPER, J. D. Pacific Gas it Electric Co. DCL-84-375. 84/12/06. 

Ip. 27851:097. 24X Fi che : 50-275, 84/12/06, 8412110416. 
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-B412110424 Proposed changes to Tech Spec 3/4. 3. 3. 6. "Accident 
Honitioring Instruaentation. " including reactor vessel level 
indication sus in other NUREG-0737 instrumentation. 

♦ Pacific Gas 8< Electric Co. 84/12/06. 6pp. 27851:078. 
Flche: 50-273, 84/12/06, 8412110416. 


24X 


6412110426 Responds to 840310 Itr expressing concerns re possible 
restart prior to completion of administrative hearings 
urging Commission to hold & complete necessary hearings 

mithin 60 to 90 days. 

PALLADINO, N. J. Commissioners. ALAQ-772. 84/11/19. SPECTER, A. 

Senate. 4pp. 27896:322. 


8412120186 FQIA req.uest for NUREG/CR-3301, 
Accident Sequence Info. *' 

SHDLLY. S, C. Union of Concerned Scientist 


"Catalog of PRA Dominant 


FIN A-6301. 


fi4/04/30. 


8412120193 Partial response to FOIA request for NUREG/CR-3301, 
of PRA Dominant Accident Sequence Info. " Foriuards PRA 
results for listed BWR plants. PRA results for Limerick 
withheld <ref FOIA Exemption 4>. cum 

FELTON, J. M. Division of Rules and Records 84/06/05, SHDL 
Union of Concerned Scientists. 2pp. 27740:095. 24X 

Fiche: 50-000, 84/06/05, 0412120193. 


"Catalog 


—B4121 1043S Renews request that public hearings on mgt competence 
reopened in light of Ofc of Investigations 830913 charge 
that proper procedures circumvented re cleanup of Unit 2 8t 
continuing ambiguities in Commission position. 

SPECTER, A. Senate. 83/11/17. PALLADINQ, N. J. Commissioners. Ip. 
27896:344. 


6412110510 Forwards Insp Repts 
840913-14, 18-21. 1009-12 15- 

vi elation. 

GREGER, L, R. Region 3, Office 
Commonwealth Edison Co. 2pp. 
0412110510. 


50-454/84-66 & 50-455/84-44 on 
17 forwards notice of 

of Director. 84/11/21. REED, C. 

27893: 223. 24X Fiche: 50-454. 84/11/21, 


—8412110520 Insp Repts 50-454/84-66 It 50-455/84-44 on 840913-14, 18-21, 
1009-12 it 15-17. Violation noted : fai lure to rept it 
disposition nonconformances per QA procedures for air 


cleaning sys. _ 

HUETERiL, J. , GILL, C.F. , LOVENDALE, P. C. Region 3, Office 
Director. 50-455/84-44. 84/11/21. 12pp. 27093:226. 

Fiche: 50-454. 84 / 1 1 / 21 , 84121 10510. 


of 
24 X 


8412120266 NUREG/CR-3746 VOi 

LWR PRESSURE VESSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 

PROGRAM. Semiannual Progress Repor t. Oc tober 1983 

March 1984. „ , 

LIPPINCOTl. E. P. . MCELROY, W.M. Hanford Engineering Development 
Laboratory. FIN B-593B. HEDL-TME 84-20. 84/11/30. Division of 

Engineering Technology. 16Spp. Available at NRC. *6.00. 

O-701 n- 1 


8412120339 Forwards Procedures OP-4. 3, "Shipping of Spent Fuel TN-BL 
Shipping Cask, Loading it Handling Procedures" 8< l-OP-4. 19, 

"Receipt *< Storage of Spent Fuel TN-8L Shipping Cask..., 
in response to NRC 8<11114 Itr. oA/<iyTn 

STEWART, W, L. Virginia Electric Power Co. 698, 84/11/30. 

DENTON, H. R. Office of Nuclear Reactor Regulat 


ni vs Ar -f 


— 8412120350 Procedure 0P~4. 3, "Shipping of Spent 
Cask, Loading it Handling Procedures," 
a Virginia Electric it Power Co. 83/11/04. 
24X Fiche: 50-000,84/11/30,8412120339. 


Fuel TN-8L Shipping 
121pp. 27876:221. 


6412120062 Forwards public version of "State County Users Manual for 
Meteorological/Radiological Computer Sys" it Vol II, Rev 3 
to "Class A Atmospheric Dispersion 8« Radiological Dose 
Assessment Model." W/o Vol II, Rev 3 to "Class A...." 

MANOAN, C. V. Niagara Mohawk Power Corp. 84/11/02, VASSALLO, D. B. 
Operating Reactors Branch 2 9pp. 27836:298. 24X 

Fiche: 50-220, 84/11/02. 8412120062. 

6412120099 Confirms that pump & valve operability assurance program for 
Unit 1 complete w/exceptlons noted in end justifications 
for interim operation, per Section 3. 9, 3. 2 of SER 
(NURE0“0857> . 

VAN BRUNT, E.E. Arizona Public Service Co. ANPP-31416-EEVB 
84/12/10. KNIGHTON, 0, W. Licensing Branch 3. 9pp, 27889:178. «:4X 

Fiche; 50-528.84/12/10, 8412120099. 

6412120105 Final response to FOIA request for NUREO-0862 investigation. 
Forwards App A documents. Portions of listed App A documents 
completely it partially withheld (ref FQIA Exemption 5). 

Documents also available in PDR. , 

FELTON, J. M. Office of Administration. 84/06/04. REYNOLDS, J. 

Center for Law in the Public Interest. 6pp. 27938:001. 

—8412120235 Submits review of investigation reported in NURE0-0B62, 
which consisted of one phase re testimony of PG&E employees, 

RL Cloud employees it AR Norton, atty to PG&E Sc second phase 
re PGScE comment on RL Cloud draft submittals. =a, . AntKin 

CUMMINGS. J. J, Office of Inspector & Auditor. 84/06/04. PALLADINQ 

Commissioners. 6pp. pp. 27940:006. 

6412120145 Forwards schedule for meeting requirements for emergency 
response capability contained in Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). Description of implementation Sc 
integration of response activities end. 

VAN BRUNT, E.E. Arizona Public Service Co. GL-82-33. 84/12/10. 

KNIGHTON, G. W. Licensing Branch 3. 14pp. 27881:149, 24X 

Fiche: 50-528, 04/12/10, 8412120145, 

6412120157 Forwards updated response to NUREG-0612, "Control of Heavy 
Loads, " for Unit 2. Submittal anticipates NRC comments will 
be similai- to comments issued for Unit 1. Changes made 
equivalent to Unit 1 submittal. 

SNIFFER. J. D. Pacific Gas it Electric Co. DCL-a4-373. 84/12/05. 

KNIGHTON, G. W. Licensing Branch 3. 85pp. 27881:058, 24X 

Fiche: 50-275, S4/12/OS, 8412120157. 

6412120171 FOIA request for copies of NUREG/CR-0680, NUREG/CR-0308 & 

GOLDSMITH, A Massachusetts Nuclear Referendum Committee. 84/04/20, 
NRC - No Detailed Affiliation Given. Ip. 27941:159. 

6412120182 Responds to FOIA request for copies of NUREG/CR-0680. 
NUREG/CR-0308 & NUREO/CR-1759. Documents available in PDR. 

.n, R.cor,.. 84 /«/ 04 ^ 00 LDS« 1 TH.A. 
Massachusetts Nuclear Referendum Committee. Ip. 27941. lov- 


—8412120357 Procedure l-OP-4. 19. "Receipt it Storage of Spent Fuel TN-BL 
Shipping Cask, Unload ing & Handling ornrA.'qno 

♦ Virginia Electric it Power Co, 83/09/15. 100pp. 27876,342. 

24X Fiche: 50-000, 84/11/30, 8412120339. 


8412120351 Forwards response to NRC 840829 statement that util response 
to NUREG-0737, Item II.K. 3. 25, "Reactor Coolant Pump Seal 
Integrity Following Loss of Offsite Power," unacceptable. 

End response submitted per 10CFR50. 54(F). mtiipp J R 

LUNDVALL. A. E Baltimore Gas ^ • • • 

Operating Reactors Branch 3. 9pp. 27889:092. 24X 

Fiche: 50-317. 84/11/30, 8412120351. 

8412120371 Informs that existing radioactive gaseous effluents 
monitoring sys will be used until new sys operable. New 
sys will be employed in unlikely event of emergency that 
requires adherence to NUREG-0737 guidelines. oA/inyia 

FIEDLER, P.B. Genera 1 Pub 1 ic Uti lit i es - GPU Bervi ce Cor p. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 27875.094. 24X 

Fiche: 50-219, 84/10/18, 8412120371. 

0412120374 Forwards application for amend DPR-59. changing 

Tech Specs to achieve conformance w/NUREO-0737 & Generic 

MCNEILLrc^A*'’ ^Powtr'^Authod t y of the State of New York. JPN-B4-80. 
84/12/06. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 

27874:156. 24X Fiche: 50-333, 84/12/06, 8412120374. 

— 8412120377 Application for amend to License Specs 

to achieve conformance w/NUREG-0737 Generic Ltrs 83-02 

MrwFTi L. C A Power Authority of the State of New York. GL-83-02. 
S 4 /I 2 /O 5 ip. 27^75^58. 24X Fic h e : 50-333. 84/12/06, 84 12120374. 

—8412120380 Proposed Tech Spec changes to achieve conformance w/ 

NUREG-0737 & Generic Ltrs 83-02 & 83-36. S4/12/06 

* Power Authority of the State of New York. GL-83-02. 84/12/06. 

45pp. 27874:159. 2q:< Fiche: 50-353, 84/12/06, 8412120374. 

8412120423 Requests util reevaluate responses to 801220 it 810203 
generic ltrs re NUREO-0612, "Control of Heavy Loads. 

Reevaluation should include requests in generic ltrs it 

implementation of interim actions. oA/io/nn 

WAONEB.P.C, NRC - No Siv»n. 34/12/05. 

LEE.O R Public Service Co. of Colorado. 3pp. 27883.212. 24X 

Fiche- 50-267, 84/12/05, 8412120423. 

8412120424 FuTm.Ti> “R.vl.u «. CoW.nt on NUREO/CR-3756, 'S.lomU Hai.nd 
ChiJactarliation of Eaatarn US:Matl>odol 09 i( & rntanim Results 

WHimERfe^D,'' Halna Yankee Atomic Pouen Co. MN-84-211^ 

MILLER, J.R- Operating Reactors Branch 3, Ip. 27884.0 
Fiche: 50-309. 84/12/04, 8412120426. 
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— 8412120432 YAEC-1455 

'■Review Z< Comcjent on NUREG/CR-3756. 'Seismic Hazard 
Characterization of Eastern US: Methodology & Interim Results 
for Ten Sites. 

* Yankee Atomic Electric Co. S4/Ja/04 
Fiche. 50-309, 84/12/04. 8412120426. 


ISOpp 27884:024. 24X 


request for -Analysis of Processes Used in Evaluatinc 

oVmToA.-ZtV'""''"'' preparation 

D wtiCon' 


8412120430 Forwards "Program Plan for Implementation of Detailed 
Conrol Room Design Review- & "Human Factors Engineering 
Control Room Survey Suppl," in response to Suppl 1 to 
NUREO-0737, Item 5. 2. a (Generic Ltr 32-33). 

^ ^ Electric Light S: Power Co. NG-84-5216. 

84/11/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip. 27884:175 24X Fich e: 50-331 . 84/ 1 1 /30, 8412 120430 . 

"®‘'De‘i 5 n^Reviay°"°” Detailed Control Room 


Iowa Electric Light h Power Co. 34/11/30. 
24X Fiche 50-331,84/11/30,8412120430. 


32pp, 


8412120466 Forwards Insp Rept 50-322/84-26 on 840626-28 & 0702 No 
violation noted. w/viec. ind 

^LFONARn Vn Engineering 8< Technical Programs. 84/09/18. 

LEONARD, J D. Long Island Lighting Co. 2pp. 27908^355. 24X 

Fiche: 50-322,84/09/18, 8412120466. 

50-322/84-26 on 840626-28 & 0702, No violation 
inspected: licensee action on previous insp 
findings t-. response to TMI Action Item I. D. 2, "Plant SPDS. " 
Proprietary details deleted (ref 10CFR73. 21 & 9 5 ) 

BLUMBERS.N , HODDARD, C. . SETrENHAUSEN, L. Resion li Office of 

a4X Fiche; 50-322, Bd/09/lB, 

8412120581 NUREO/CR-3810 V02 

REACTOR SAFETY RESEARCH PROGRAMS Quarterly Report. 

April-June 1984. 

EDLER, S. K. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2043. PNL-5106-2. 84/n/30 SwLion of 

Accident Evaluation. 32pp. Available at NRC, «3. 75. 27913:332. 

8412120631 Forwards Exam Rept 50-206 /aL-84-02 on 841015-19 Three 

broliced failed facility portions of written exam will 

be placed in accelerated training program. 

PATE, R. U. Region 5, Office of Director. 84/11/26 RAY. H R 
Southern California Edison Co. 2pp. 27909 001 24X 

Fiche-: 50-206, 84/11/26, 8412120631, 

—8412120634 Exam Rept 50-206/0L-84-02 on 841015-19. Exam results' 

Program evaluated satisf ac tor y, per 
NUREO-1021, Eight of nine candidates passed written exam 
sec zi on s . 

ELIN, J. , PATEfR. J. Region 5, Office of Director 04/11/16 

200pp. 27907:003. 24X Fi che. 50-206, 84/1 1 726, 3A121206« 

8412130077 Further response to FOIA request for detailed instructions 
provided by NRC re use of risk assessment techniques & 
analysis 8, calculations on which values selected for max 
for earthquake. Documents in PDR, 

Affiliat^^nn and Records. 84/06/08. CALSOYAS. C. D, 

Affiliation Not Assigned. Ip. 27924:213. 24X 

Fiche^: 50-000, 84/06/08, 8412130077. 

Forwards proposed rev to 840127 Tech Specs re limitina 
conditions for operation, incorporating guidance^contained in ^ 

Generic Ltr 83-36, per 840919 request. ReJ of ?Lh Spec^ 
requested to incorporate changes. ^ 

ntr Electric Light & Power Co. NO-84-3943. 

°4pp 27906^011*^' ^24X°^- Director, 

^pp. ,=.7906.011. 24X Fiche: 50-331, 84/12/07, 8412130095, 

Public Utilities - GPU Service Corn 

3pp 2;?Sr236®'^^2?f^ Reactor^ Branch 4. 

hjpp, «i/Y06.236, 24X Fiche: 50-289, 84/12/06, 8412130107. 

Forwards request for addl info based on review of procedures 
generation package for emergency operating procedures, 06^ 
fS'diy^ NUREO-0737, Item I. C. 1 . Resp onse%equesterwi thin 

w?LL?AMe^') Reactors Branch l. TAC 44345. 84/12/05. 

WILLIAMS, U. W. Florida Power f< Light Co. 4pp, 27916-307 24X 

Fiche: 50-250, 84/12/05, 8412130150. /Vi6.307. 24X 

p t> Atomic Power Co. MN-84-209. 84/11/30 

Region 1 , Office of Director. 7pp. 27905 266 24 X 

Fiche: 50-309,84/11/30,8412130169 ^ ^/905. 266 , 24X 


8412130333 Forwards "Palisades Nuclear Power Plant Si tp-Pn or i j: 

Offsite Radiological Energencg PreparednoL Atert ^ 

Notification Sys. QA Verification." Alert sys satisfies 

requirements of NUREG-0654/FEMA-REP-1 , Rev 1 

DIHCKsV'j Emergency Management Agency. 84/12/04. 

Office of the Executive Director for Operations Id 

27900:201 24X Fiche. 50-255, 84/12/04, 8412130333. ^ 

8412130369 Responds to 840329 ltr & SER re NUREG-0737, I terns II K 2 lit. 
II. K. 3. 25 concerning reactor coolant pump seal integrity ^ 

Driild power. Consolidation of previously 

provided info re SER end. vioua^y 

E^bImhut D *■ ODANiBSAOl. 84/12/10, 

EISENHUT, D, G Division of Licensing. 15pp. 27904-258 P&t 

Fiche: 50-313, 84/12/10,8412130369. «i/Y04.25S- 24X 

8412130383 Provides justification re requirements for emergency 
capability, per Suppl 1 to NUREG-0737 (Generic Ltr ^ 
p-33) emergency operating procedures. Procedural changes can 
. ^ detrimental to incident response.^ 

fairyland Power Cooperative. GL-B2-33. 84/11/20 

PAULSON, W A. Operating Reactors Branch 5. 3pp. 27904-045 24X 

Fiche: 50-409, 84/11/28, 8412130383. 04.04 3, 24X 

°''J?i''?r°LuaMarnrJr'‘ra“"“i “=Fk activiti,, 

for installation of upgraded post-acc ident sampling sys & 

containment atmospheric continuous monitoring sys, per items 
set forth in NUREG-0737. s < ptfr items 

HARRINGTON, W D. Boston Edison Co. 84-209. 84/12/12, DENTON, H fi 

Nuclear Reactor Regulation, Director. 4pp. 27920-272 

24X Fiche: 50-293, 84/12/12, 8412140001. 

8412140096 Forwards SER L request for addl info re util response to 
Generic Ltr 82-28, "Inadequate Core Cooling Instrumentation 


c.,« « Da,- J J -"“*ing Instrumentation 

Sys. Proposed design approach satisfactory. Response to 
request for addl info requested within 30 days 

Reactors Branch 1 . TAC 45143. 

HINTZ, D. C. Wisconsin Public Service Core 
Fiche: 50-305, 84/11/30, 8412140096. 


3pp. 


84/11/30. 
27958:066. a4X 


-8412140101 Safety evaluation re util response to Generic Ltr 82-28, 
Inadequate Core Cooling Instrumentation Sys. " Proposed 
approach to reactor vessel level instrumentation sys 
acceptable. Addl info requested. 

Z Detailed Affiliation Given. CL-82-2e. 84/11/30 4pp 

27958:069. 24X Fi c h e: 50-305, 84/ 1 1 /30, 8412140096. 

Forwards info re changes to Question B. 4 concerning staffing 
changes per Suppl 1 to NUREG-0737. Info supersedes info in ® 

830429 & 1121 submittals (k will be incorpSrIted inti nexl 
rev to emergency plan. 

^ Electric Co. KMLNRC 84-225 84/12/10 

Nuclear Reactor Regulation, Director. 19pp. 

27919-231, 24X Fiche: 50-482, 84/12/10, S412140119. ^ 

8412140282 Forwards Insp Rept 50-397/84-34 on 841022-26. No violation 
noted. 

KIRSCH, D. F. Region 5, Office of Director, 84/11/23. SORENSEN, CJ. C 
Washington Public Power Supply System. Ip. 27954-321 24X 

Fiche: 50-397, 84/11/23, 8412140282 321. 24X 

—8412140285 Insp Rept 50-397/84-34 on 841022-26. No violation or 
deviation noted. Major areas inspected : fol lowup items, TMI 
(NUREG-0737) followup h independent insp. 

WILLETT, D. J. , JOHNSON, P.H. Region 5, Office of Director. 

84/11/21. 4pp. 27954:322. 24X Fiche; 50-397, 84/11/23, 8412140282. 

8412170135 Ack receipt of 840924 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-271/84-11. High 
range containment monitoring channels sys installation does 
not meet requirements of NUREO-0737, Items II. F, 1-3. 

Division of Engineering 8, Technical Programs. 84/12/11. 
nURPHY, U. P. Vermont Yankee Nuclear Power Corp. 2pp. 27936:153 
24X Fiche' 50-271, 84/12/11, 8412170135. 

8412170155 Forwards fees for 841206 requests for amends re changes to 
Tech Specs to achieve conformance w/NUREG-0737 & refuel 
interlock 8: control rod blocks. 

MCNEILL, C. A. Power Authority of the State of New York. JPN-a4-S4. 
84/12/13, VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 

27937:074. 24X Fiche: 50-333, 84/12/13. 8412170155. 
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S412170244 Advises that issue addressed in integrated plant safety 
assessment rept < NUREG-032e> . Sec t i on 5.3 17 re operating air 
pressure for BS&B valves resol ved. Proposed action & 
schedule acceptable. 

ZWOL INSKI I J. A Operating Reactors Branch 5. LSO5-04-12-O1O. 

84/12/14 VANDEWALLF. D. J Consumers Power Co. 3pp 27936 351- 
24X Fiche. S0-15S. 84/12/14, 8412170244 


8412170250 Forwards listing of overdue integrated plant safety 
assessment rept <NUREG-0328) items status of staff 
reviews Interim milestone to establish evaluation methods & 
acceptance criteria for NRC review recommended. 

ZWOL.INBKI, J. A. Operating Reactors Branch 5. LSO5-04-1 2-007. 

94/12/13. VANDEWALLE, D. J. Consumers Power Co. 8pp. 27936:312 
24X Fiche 50-155.34/12/13,8412170250. 


8412170304 Partial response to FOIA request for documents re 
d econtamination of nuclear power reac tors . NUREG/CR-3444 may 
be related to Item 3 of r equest. Doc ument placed in PDR. 

FELTON. J. M Division of Rules and Records 84/06/21. BELL. N. 
Nuclear Information 8< Resource Service Ip. 27973:314. 


8412170311 Claiifies prior responses to technical evaluation rept re 
control of heavy loads (NUREG-0612) . Maint procedure for 
reactor bldg crane load handling operations revised. Issues 
closed. 

MCNEILL, C A Power Authority of the State of New Vork. vlPN-84-82. 
84/12/13. VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 
27931:361, 24X Fi c h e: 50-333. 84/ 1 2/ 13. 841217031 1 . 


B412170444 Forwards Insp Repts 50-295/84-21 & 50-304/84-22 on 
84 1 022-26,30-31 «< 1107 t* notice of violation. 

little. W.S, Region 3. Office of Director. 84/11/28. REED. C. 
Commonwealth Edison Co. 2 pp. 27968 237. 24X Fi c h e : 50-29 5. 84/1 1 /2a. 

9412170444 


8412180248 Forwards addl clarification of position re NUREG-0737 
post-accident sampling monitoring capabilities Five addl 
Items Identified for NRC review t' concurrence 

JENS, N. H Detroit Edison Co EF2-72030 34/12/13 YOUNGBLOOD, D, J 

Licensing Branch 1. lOpp 27961 014 24X Fiche 50-341.84/12/13, 

8412180248 


8412180370 Application for amend to Licenses DPR-52 DPR-68 . chang i ng 
completion date of mods to provide monitoring capability for 
noble gas >1 iodine effluents u/local readout per NUREG-0737, 

Items I r F. 1 1 Zc II. F. 1 2. Fee paid, 

DDMER. J. A Tennessee Valley Authority 84/12/13, DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp. 28003- 357 
24X Fiche- 50-260. 84/12/13. 8412180370 


S4121S0552 Forwards Insp Rept 50-482/84-26 on 840810-0921. No violations 

or deviations noted. r» i 

DENISE, R P Region 4. Office of Director. 84/12/12. KOESTER, G L 
Kansas Gas & Electric Co. 2pp. 27961:337 24X 

Fiche: 50-482. 84/12/12. 8412130552 


— 8412180559 Insp Rept 50-482/84-26 on 940810-0921, No violations or 
deviations noted. Major areas inspected preoperational test 
procedures & performanc e, completed preoperational test, 
startup test procedures S’. TMI action plant items 

FLIPPO. T. A. . JONES. U. , WHITTLESEY. K. Region 4. Office of Director 
84/12/10. 23pp 27961:339. 24X Fi ch e : 50-482. 84/ 12/ 1 2. 

8412180552 


8412190613 Forwards "Procedures Generation Package" £< Rev 10 to 
Operations Administrative Directive 7, “Operating Procedure 
Development 8- Control" for upgraded emergency operating 

Q'TOOLE. J. D. Consolidated Edison Co. of New York, Inc 84/06/04. 
EISENHUT, D G Commissioners. Ip. 28001,270 24X 

Fiche: 50-247. 84/06/04. B4121B0613 


—8412170459 Insp Repts 50-295/84-21 50-304/84-22 on 841022-26.30-1102 

it 07. Noncompliance noted: fai lure to provide independent 
verification of tagouts failure to approve temporary 
changes in periodic test procedure 

CHOULES.N. . SMEENGE. R. . TAYLOR. T. Region 3. Office of Director 
5O'-304/84-22. 84/11/28. 14pp. 27968:240. 24X 

Fiche: 50-295. 84/11/28. 8412 1 70444. 


1412190003 Forwards "PORV Reliability Study & Setpoint Analysis," 
response to NUREO-0737, I terns II. K 3 t J: 1 1 . K. 3, 2. Enc 1 rept 
provides justification for using original as-designed trip 
setpoints on 205 fuel assembly isolation sys. c 

DOMER.J A. Tennessee Valley Authority. S4/ltf./13. ADENBAM, E 
Licensing Branch 4. Ip. 28009:117 24X F i c he ; 50-438, 84/ 12/13. 


8412170449 NUREO-0020 VOB NIO 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT, Data As Of 
September 30.1984. (Grey Book) 

■* Division of Budget & Analysis. 84/11/30. 412pp. 27971:001. 


— 8412190006 "PDRV Reliability Study & Setpoint Analysis 
* Dabccick Wilcox Co. 84/12/13 6app 28009: 118, 
Fiche: 50-438. 84/12/13. 8412190003, 


24X 


8412170501 Forwards Insp Repts 50-528/84-49,50-529/84-33 & 
50-S3O/84-23 on 841105-09. No violation noted. 

WENSLAWSKI. F, A. Region 5. Office of Director. 94/11/29. VAN 
BRUNT, E. E Arizona Public Service Co. 2pp. 2796B- 136. 24X 

Fiche; 50-528, 84/11/29. 8412170 501. 


— 0412170512 Inps Repts 50-528/84-49,50-529/84-33 50-530/04-23 on 

041105-09. No noncompliance noted. Major areas inspected; 
preoperational test of radiation mon i toring sys & 

NUREG-0737, Items II. B 3 II.F. 1. 

SHERMMAN, C. I. Region 5. Office of Director. 50-530/84-23. 
84/11/20 9pp- 27969:138. 24X Fiche’ 50-528. 84/1 1/29, 8412170501. 


9412170504 Requests remittance of fee for S40413 application for amend 
to License DPR~36. c h ang in g Tech Specs re certain 
NUREG-0737 requirements. 

DIGGS, R M License Fee Management Branch. 84/12/12. OARRITY. J. 
Maine Yankee Atomic Power Co. Ip. 27970:313. 24X 

Fiche': 50-309, 84/12/12, 8412170504. 


8412190045 Summary of 841205 meeting at site re schedule for 
developing Tech Specs, List of attend ees. d evel opment schedule 
& draft SER <NUREO-OS53> issues to be included in Tech Specs 

SCHULTEN. C S. Tech Spec Review Group 84/12/13. BUTCHER, E. J_ 
Spec Review Group. 7pp. 28028:290 24X Fic he. 50-461, 84/ 1^/13. 

B412190045 


B412190109 Application for amends to Licenses DPR-70 & DPR-75 revising 
Tech Spec Section 6.8.4 re maint of post-accident sampling 
sys program 

LIDEN.E. A. Public Service Electric £• Gas Co. of New Jersey^ 
LCR-S4-16 84/12/07. VARGA, S. A. Operating Reactors Branch 1. 4pp 

28009:187 24X Fiche: 50-272, 84/12/07, B412190109 


— 8412190114 Proposed changes to Tech Specs. adding Section 6.8 4<e) re 
past-accident sampling program requirements, per Generic Ltr 
83-37 & NUREG~0737. 

# Public Service Electric & Gas Co. of New Jersey OL-83-37 
84/12/07 4pp. 28007:191. 24X Fi c h e: 50-272. 84/ 12/07, 841 21901 09. 


8412180037 Forwards Insp 
V i 

SHAFER, W, D. Region 3. 
Toledo Edison Co. 2pp. 
8412180037, 


Rept 50-346/84-26 on 841002-1105 8< notice of 

Office of Director. 84/11/29. CROUSE. R. P. 
27974:294. 24X Fi che ; 50-346. 84/ 1 1 /29, 


8412190232 Forwards Rev 1 to "Compliance Rept 
(Rev 3). " per Suppl 1 to NUREG-0737. 
SPANOENBERG, F. Illinois Power Co. U-0767. 
Licensing Branch 2. Ip. 28007:065, 24X F 

B412190232. 


- Reg Guide 1.97 

84/12/11, SCHWENCER, 
iche: 30-461. 84/12/11, 


A. 


— 8412180044 Insp Rept 50-346/84-26 on 841002 - 1 1 05. Noncomp 1 i anc e noted: 
failure to properly handle load w/polar crane, per 
NURe6-0612. 

OACKIW. I. N. Region 3. Office of Director. 84/11/29. 4pp. 
27974:297, 24X Fic he : 50-346, 84/ 1 1 /29 j 8412180037. 


8412180093 Provides final piping restraint stresses as compared to 
stress allowables & explanation of why proposed mod requires 
two rupture disc/baffle plate assemblies rather than one. per 
NRC request re NUREG 0737. Item 1 1. D. 1 . Tab 1 es & figures 1 . 
HINTZ, D. C. Wisconsin Public Service Corp. TAC 44590. 84/12/14. 
VARGA, S. A, Operating Reactors Branch 1. 20pp. 27961:136. 24X 

Fiche: 50-305. 84/12/14. 8412180093. 


— 8412190235 Rev 1 to "Compliance Rept - Reg Guide 1.97 
* Illinois Power Co. 84/12/11. 29pp. 28007.066. 

Fiche: 50-461, 84/12/1 1, 8412190232. 


(Rev 3). 
24X 


12190240 Forwards "Procedures Generation Pac kage. NUREG-0737, 
Section 7, Suppl 1," per NRC 840921 request. Enel addresses 
items including plant-specific technical guidelines & 
writers guide. Enel withheld (ref 10CFR2. 790) „Tni 7 tP 

DALTROFF. S L. Philadelphia Electric Co. a4/lc./13. STOLZ, J. F. 
Operating Reactors Branch 4. 4pp. 28007,061. 24X 

Fiche: 50-277, 84/12/13, 8412190240. 
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8412190249 Advises that util will take exception to guidance that 40 
ton main hoist load block m unloaded condition be 
considered heavy load during mod to upgrade crane to comply 
(J/Section 5 1. 2 of NUREG-0612 ^ ^ 

KDBER.R. W. Rochester Gas & Electric Corp B4/12/14 ZWOLINSKI.J A 
Operating Reactors Branch 5. Ip. 20008 067 24X 

Fiche- 50-244, 04/12/14, 8412190249 

8412190357 NUREG/CR-3923 

1:S£ISMIC-FRAGII. ITV TESTS OF NATURALLY-AGED 
CLASS IE GOULD NCX-2250 BATTERY CELLS 

*- ' WENTE.D. B. sandia Laboratories FIN A-I051 

l32r''SL6:02L°''^‘ » Technolo,,. 

B412190369 NUREO/CR-3784 

LIGHT WATER REACTOR SAFETY RESEARCH PROGRAM Semiannual 
Rep ort» Ap ri 1-September 1983. 

BERMAN. M. Sandia Laborator i es. FIN A-1255. SANDa4-06a9. 84/10/31. 
Division of Accident Evaluation 250pp 28016,052. 

8412190371 NUREO-0936 U03 N03 

NRC REGULATORY AGENDA. Quarter 1 y Rep t. July-Sep tember 1984 . 

Division of Rules and Records. 84/10/31. 200pp, 28027:001, 

8412190375 NUREG/CR-3521 

SURVIVAL EXPERIMENTS AT FULLY INSTRUMENTED 
rtibr SITE (FITS). 

RICHARDS.E, , ARAGON. J. J, Sandia Laboratories FIN A -1270 

8412190376 NUREG/CR-3910 

DYNAMIC SIMULATION OF THE AIR-COOLED DECAY HEAT REMOVAL SYS 

E-^perinenifl breeder reacIdr 

SCHUBERT. B K. Brookhaven National Laboratory FIN A -3015 

S412190378 NUREG/CR-4014 

LABORATORY MEASUREMENTS OF PARAMETERS AFFECTING WET 
DEPOSITION METHYL IODIDE. «rrtuiir-(, WET 

Accident Evaluation. 53pp, 2S027’ 305 , 


8412210016 Discusses replacement of existing reactor olant exhancf 
Re!lac?n monitor per TMX Item II. F^ 1 * 

existing detector ui/higher range monitor more 
LEE O^R^^ PhM due to simplified design. 

jnWN(=!nw F u Service Co of Colorado P-B4506 84/11/28 

JOHNSON, E H Region 4. Office of Director. 3pp. 28051 300 Dd 

Fiche: 50-267, 84/11/28. 8412210016 48051.300. 24, 


"Assurance of Quality in 


8412210076 FOIA request for NUREO-1055, 

Nuclear Const Projects. 

O'NEILL, E.W. California, State of, Public n ^ 

84/06/12 Division of Rules and Recordl Ip 2804 ^"’? 


Ip. 28048:216. 

8412210078 Responds to FOIA request for NUREG— loss ha 
O uajit, Nuclaar C=„sb P^„%cb^ 

Division of Rules and Records. 84/06/21 O'NEILL F 
California, stata of, RubUc Utilities Con.,tis.i„n'’ ZBOwl'in 

oier?"' *° Soidellnes, procedure, i 

BUldeUnea.AuaUablUt, of 

Division of Rules and Records 84/OA/DI NTFuaDr n 

Datt.lle Necorial Institute, Coluabus Laborato^^et ip. 

^'‘^fnJL‘f.tr??"‘'n ‘“i'"?'? fut documents S, info source, uhl. 

td financial data on corporations under NRC 

FELTON, J M. Division of Rules and Records. 84/06/14 SPROLH l a 
Economic Consultina 5: Research Systems, Inc. Ip ^OAsflS? ‘ 

8412210135 NURE0/CR-3S9O 

MITCHnf’®^ N®” GEOMEMBRANES. 

I ^ Battelle Memorial Institute. Pacific Northwest 

Laborato. ies FIN B-2476 PNL-5164 M/ioAV northwest 

Management a8pp. Available at NRc! *4 50. 28049 286. " 

8412210140 NUREO/CR-4019 
A NEW STEAM COOLED REACTOR 

Unir^'nii ; ''i’- 9 ‘nia Pdatecbnic Institute «, State 

Univ. , Blacksburj, VA NRC-G-04-B4-007. 84/11/30 Office of 

Avaiub?:"rNRa 


8412190379 NUREG/CR-3982 

propagation of a small flaw under pwr 

LOADING conditions AND COMPARISON WITH THE ASMS CODE oLlON 
vluf ; J=PP;Ti«n Of ASHE Code Sections HI And XI. 

RKH^RiL'. AT™rnLn-®; National Laborator,,. 

RICHARDSON, A. K, EG&G, Inc. FIN A-6367 ORNL-6099 84/11/30 

Division of Engineering Technology. 52pp. 28026:309. 

8412190380 NUREG/CR-4021 

experimental MODAL MODELING USING HDR 
(HEISSDAMPFREAKTDR) DYNAMIC TEST DATA 


Tequost for "Identification i. Ranllno of 
HNr Nuclear Power Plant Safejuards, “ ° 

?™wO;f!vai;adr "“'’■'""EG/CR-3520 will be placed 

™o;^f Conc;rn:d“lJ:“t;s?:,'"l;“'’2aOB;'Ssi. 

8412210159 I3NL-NUREQ-33261 

"Identification & Ranking of Human Factors Affecting 
NSRlS/CR-lsar''''"" “ncorpcra?.d into 

A-aPAn*^' STOokhaven National Laboratory. FIN 
Director. "72pp 2805?fo5r Regulatory Research. 


B412190434 Forward DES (NUREG-1073) Table 4.1 re onsite area land 
4, 1 represents acreages J^r^ 

States Utilities Co. RQG-19675 S4/12/io 

4oXs Jf';t;'recdpT‘“^" 

cS^r,®^Vn ''■-."'’'"‘‘P!' 5- GL-a3-33. B4/I2/17. 

■omic Power Co. I5pp. 28019:005 
4. 


on^? categories of documents, inc luding 

comments on drart NUKEG-1070f RESAR-SP/90 «< Sandia rent' * 

Sequence Evaluation Program Plant Survey 
« Initial Plant Grouping Ltr Rept. " ^ 

FE?™'^ m 1:;';'^°".°^ Concerned Scientists. FIN A-3705. 84/05/01. 
FELTON, J.K Division of Rules and Records. 2pp, 28043:026. 24X 

Fiche: 50-000, 84/05/01, 8412210157. ov-to. u.xo. 

^'^iomiletioi"^rpL°^ util inability to fulfill 840229 commitment for 
completion of PRA evaluation of emergency feedwater sys per 

to 851127 050630. Schedule for completion revised 

2' Power Corp. 3F1284-13, 84/12/18. STOLZ, J. F 

Operating Reactors Branch 4. Ip. 28036- 184 24X 

Fiche: 50-302. 84/12/18. 8412210180, 


rhAin«a= ml = 4 - Z V jjrK-icf & sstety Bvaiuatu 

completion of actions required for 

ZUOLINFUT^'/I^^ III.D_3. 4 re control room habitability. 

Opei'ating Reactors Branch 5. LS05-S4-12-0 17. 

Rochester Gas & Electric Corp. 3pp. 

28035:135. 24X Fiche: 50-244. 84/12/20, 8412210193 


«mena i co License DPR-18 changing date for compl 
actions required for NUREG-0737. Item III.D. 3. 4 re control 
room hab 1 ta b i 1 i ty . 

Operating Reactors Branch 5. 84/12/20, 

28035:138. 24X Fich e: 50-244, 84/12/20. 8412210193. 


2pp. 


—8412210204 Safe 
* Office of 
28035: 140. 


ty evaluation supporting Amend 1 to License DPR-IS. 
Nuclear Reactor Regulation. Director. 84/12/20. Spa. 
24X Fiche; 50-244. 84/12/20, 8412210193. 
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B41221019B Provides schedule for tujo-phase approach re SPDS (Suppl 1 to 
NUREG-0737) 4 describes items included in SAR that mill be 
implemented during each phase. NRC concurrence requested by 
B501 15. 

COUNSILiW.G. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). CQUNSIL. W. G. Northeast Utilities A02959. 84/12/07 

yOUNGBLQODi B J Licensing Branch 1 4pp 2B035- 266. 24X 

Fiche: 50-423. 84/12/07, 8412210198 


8412210200 Partial response to FOIA request for five categories of 
documents Forwards listed documents, inc lud ing T Margulies 
930401 memo re NUREG‘-0956. Documents also available in PDR. 

FEUTON, J f1. Division of Rules and Records. 04/06/05, SHDLLY, S. C. 
Union of Concerned Scientists. Ip. 28047:307. 


— 9412210211 Discusses current risk perspectives on source term work 
(WASH-1400) . Results of reanalysis presented in NUREG-0773. 
State-of-the-art analysis of radionuclide release presented 
in NUREO-0956. 

MURPHY. J. A, Division of Risk Analysis S: Operations (post 840429). 
B3/O2/09. BERNERQ. R. f1. Division of Safety Technology. Bpp. 
2B047; 314. 


— B3O42O0455 Forwards sampling of results from CRAC calculations of 
reactor accident consequences & risks assuming source terms 
developed for NUREG-0956, Vo 1 1. 

MARGULIES, T. S. Reactor Risk Branch. 83/04/01. BERNERO,R.M. 
Accident Source Term Program Office. 6pp. 29047:308. 


— 6412210211 Discusses current risk perspectives on source term work 
(WASH-1400) , Results of reanalysis presented in NUREG-0773. 
State-of-the-art analysis of radionuclide release presented 
in NUREa-0956. 

MURPHY, J. A, Division of Risk Analysis & Operations (post B40429). 
B3/02/09, BERNERO. R. M. Division of Safety Technology. 8pp. 
2B047: 314. 


8412210207 Forwards "Program to Determine Capability of Millstone 3 
Poiuer Plant to Withstand Seismic Excitation..," per 
SER (NUREG-1031) Confirmatory Item 1 BJ Youngblood B40815 
request. Cone lusions of study listed. W/o end. 

COUNSIL, W, G. . FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G. Northeast Utilities. B113a6. 
04/12/06. YOUNGBLOOD, B. J. Licensing Branch 1. 2pp, 28035:133. 
24X Fiche: 50-423, 84/12/06, 8412210207. 


B412210214 Responds to NRC 840523 Itr re violations noted in Insp Rept 
50— 261 /B4-10 Corrective ac t i ons: trai 1 er posted as radiation 
area & radioactive matls receipt procedure revised to ensure 
requirements of lOCFrtPO. 204( d ) not misapplied. 

MORGAN, R. E. Carolina Power 8; Light Co. RSEP/B4-434. 84/06/21. 

O 'REILLY, J P, Region 2, Office of Director, Spp. 28034:043. 24X 

Fiche: 50-261. 84/06/21, 8412210214. 


— 8412210235 Insp Rept 50-261/84-10 on 040319-23. Vi o 1 at i on npted: 
individuals wearing respiratory equipment not qualified in 
accordance w/licensee respiratory protection program & 
impropei- posting of radiological areas. 

ALBRIGHT, R. H. . COLL INS, T. R. , JENKINS, G. R. Region 2, Office of 
Director. 84/05/10. Bpp. 28034:052. 24X Fi c h e ; 50-261 . 84/06/21 , 

B412210214, 


8412210237 FOIA request for records re "Containment Failure 
Experiments," described in NUREG/CR-2549, NUREG/CR— 3131 
NUREG/CR-34U t* "High Pressure Streaming (Melt Injection) 
Experiments CHIPS)," described in NUREG/CR -3027, 

VANTORi A. K. CBS News, CBS, Inc. FINA-1249. 84/05/10. FELTON, J. M, 

Division of Rules and Records. Ip. 28048:261. 


8412210242 Responds to FOIA request for listed documents re 
NUREO/CR-2549, NUREG/CR-3131, NUREG/CR-3411 & NUREO/CR-3027. 
Forwards explanatory text for NUREO/CR-3027. 

FELTON, J, M. Division of Rules and Records FIN A-1249. 84/06/12. 

KANTOR.A- K. CBS News, CBS, Inc. Ip. 28040:262. 


04122 1 0243 Forwards response to SER (N'JREO-1031 ) re volumetric exam of 
Class 2 piping welds. Volumetric exam performed on 7.5*/. 
sample of welds larger than 4 inches nominal pipe size & 

4-inch HPSI sys welds added to preservice insp program. 

COUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILiW.G. Northeast Utilities. 011358. 84/12/13. 

YOUNOBLODD, B. J. Licensing Branch 1. 3pp. 28034:013. 24X 

Fiche-: 50-423, 84/12/13. 8412210243. 


8412210302 Advises that alternative fracture toughness data data 
analysis in Section 5.3.1 of SER (NUREG-0420) sufficient to 
demonstrate equivalence w/10CFR50, App G requirements. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
B4/12/07. LEONARD, J. D. Long Island Lighting Co. 6pp. 28041:313. 
24X Fiche: 50-322. 84/12/07, 8412210302. 


8412240003 Informs of status of three-room complex HVAC filter 
installation committed to in 840330 Itr per TMI Item 
III.D. 3. 4 Installation of new HEPA filter charcoal 
absorber completed on 841001. Fi Iter considered operational. 

LEE, Cl. R, Public Service Co. of Colorado. P-B4511, 04/12/03. 

JOHNSON. E H. Region 4. Office of Director. 4pp. 28061:313. 24X 

Fiche: 50-267, 84/12/03, 8412240003. 


8412240029 NUREG/CR-2331 V04 N1 

SAFETY RESEARCH PROGRAMS SPONSORED BY OFFICE OF NUCLEAR 
REGULATORY RESEARCH. Quart er 1 y Progress Rep ort, January I - 
March 31, 1984. 

WEISS, A. J. Brookhaven National Laboratory. FIN A-3011. 
BNL-NUREG-51454. 84/11/30. Division of Accident Evaluation. 
162pp. 28059:128. 


8412240070 Summary of ACRS Subcommittee on Class 9 Accidents 840531 
meeting in Wash ing ton, DC. 

■» ACRS - Advisory Committee on Reactor Safeguards. 84/06/27. 
ACRS - Advisory Committee on Reactor Safeguards. 6pp. 28060:323, 


B41224009S Forwards SER re post-accident sampling sys (PASS) per 
NUREO-0737. Item II.B. 3. PASS meets all criteria it acceptable. 
VARGA, S. A Operating Reactors Branch 1 84/12/12. Q'TOOLE, J. D. 

Consolidated Edison Co. of New York, Inc. 4pp. 28060:262. 24X 

Fiche: 50-247, 84/12/12, 8412240098. 


8412240137 Summary of ACRS Subcommittee on Quality & QA in Design It 
Const 840911 meeting in Washington, DC re qualif ications of 
QA/QC personnel & public comments on NUREG-1055. Attendanc e 
list end. 

* ACRS - Advisory Committee on Reactor Safeguards, 84/10/31. 

ACRS - Advisory Committee on Reactor Safeguards, 15pp. 28060:268. 


8412240163 Summary of ACRS Subcommittee on Metal Components 840914 
meeting in Wash ing ton. DC re status of Task Group on Pipe 
Crack draft rept, Vol 1 of NUREG-1061, "Investigation & 

Evaluation of Stress Corrosion Cracking in Piping..,." 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/11/14. 

ACRS - Advisory Committee on Reactor Safeguards. 16pp. 28052:346. 


8412260030 Concurs w/results contained in 841101 analysis to support 
expansion of reactor bldg heavy load travel boundaries. NRC 
approval required prior to moving loads in excess of 2,400 
lbs. 

SNYDER, B.J. Tlil Program Office. 84/12/lB. STANDERFER , F, R. General 
Public Utilities - GPU Service Corp. 3pp. 28073:342. 24X 

Fiche: 50-320, 84/12/18, 8412260030. 


8412260052 NUREG/CR-4002 

DEVELOPMENT AND APPLICATION OF ECONOMETRIC DEMAND AND 
SUPPLY MODELS FOR SELECTED CHESAPEAKE BAY SEAFOOD PRODUCTS. 

NIEVES, L. A., MOEiR.J. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2366. PNL-5226. 84/12/31. TMI Program 

Office. 180pp. 28069:001. 


8412260057 Forwards SER supporting post-accident sampling capability, 
per NUREG-0737. Item II.B. 3. 

VARGA, S. A Operating Reactors Branch 1. 84/12/12. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28075:170. 24X Fiche: 50-295, 84/12/12, 

8412260057, 


8412260077 Requests updated status of efforts re Inadequate core 
coaling instrumentation sys identified in 840929 response, 
per NUREG-0737, Item II. F. 2. 

VARGA, S. A. Operating Reactors Branch 1. GL-B3-37. 84/12/14. 

WILLIAMS, J. W Florida Power 8< Light Co. 4pp. 28072:352. 24X 

Fiche: 50-250, 84/12/14, 8412260077. 


8412260116 NUREG/CR-3B51 V02 

PROGRESS IN EVALUATION OF RADIONUCLIDE GEOCHEMICAL 
INFORMATION DEVELOPED BY DOE HIGH-LEVEL NUCLEAR WASTE 
REPOSITORY SITE PROJECTS: Report For January-Marc h 1984 
KELMERS, A. D. , KESSLER, J. H. , ARNOLD, W. D, Dak Ridge National 
Laboratory. FIN B-0290. 0RNL/TM-9191/V2. 84/11/30. Division of 

Waste Management. 63pp, Available at NRC. *4.50. 28069:194. 


8412260120 NUREO-0954 S04 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS 1 AND 2. Docket Nos. 50-413 And 50-414. 
(Duke Power Company, et al) 

* Division of Licensing. 84/12/31. 220pp. Available at NRC. 

*6.50. 28071:039. 24X Fiche: 50-413, 04/12/31, 8412260120. 


8412260123 Further response to FOIA request for documents re whether 
J Cutchin may advise Commissioner Roberts on cases in which 
Cutchin participated as staff lawyer &< opinions/ 
interpretations of 10 CFR 2 . 719 ( d ) . NUREG-0760 available in PDR 
FELTON, J, M. Division of Rules and Records, 84/07/13, WEISS, E. R. 
Harmon, Weiss J< Jordan. Ip. 28068:344. 
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8412260135 NUREC/CR-391 1 VOl 

EVALUATION OF WELDED AND REHAIR-WELDED STAINLESS STEEL FOR 
LWR SERVICE Quarterlit Rep ort. Januarg-March 1984 
ATTERIDGE, D G , DRUErlNER, S M. , PAGE, R E Qattelle Memorial 
Institute, Pacific Northuest Laboratories FIN B-2449 PNL-5181. 

84/11/30 Division of Engineering Technology 34pp. Available at 

NRC. $375 28071:000 


8412260366 Forwards lists of items resulting from review of 9 FR 
(NUREG-oaSG) through Suppl 3, including itLs requiring 
confirmation of imp 1 ementa t i on , app 1 i cat i on & NRC commitments 
^ requiring licensing conditions 
SCHWENCER.A, Licensing Branch 2. 84/12/13. SPANGENBERO, F 

28070:353. 24)t Fi c h e : 50-46 1 . 84/ 1S/I3, 


8412260139 NUREG-074a V 04 NIO 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data As Of 
October 31,1984 (Orange Book) 

* Division of Budget it Analysis 84/11/30 310pp. 28070:001 


8412260143 Further response to FOIA request for four categories of 
documents re GESSAR-I I. Ap p A documents encl & available in 
PDR App D documents being reviewed by GE for proprietary 
info. 

FELTON, J. M Division of Rules and Records 84/07/10. SHOLLY. S 
Union of Concerned Scientists. 4pp. 28068 188. 24X 

Fiche: 50-447, 04/07/10, 8412260143. 


B41 2260149 NURE0-07S7 SOB 

SAFETY EVALUATION REhORT REI ATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATION, UNIT NO 3. Docket No. 

50-302 (Louisiana Power & Light Company) 

L Licensing. 04/12/31. lOOpp Available at NRC. 

*4.75, 2«069- 255. 24X Fi c h e : 50-382, 84/12/31 , 841 2260 1 49. 


8412260187 FOIA request for NUREG-1055, "Assurance 
Nuclear Const Projects “ 

FOGELMAN.M California, State of, Public Utiliti 

84/06/12 Division of Rules and Records. Ip. 


o f Qua 1 i t y in 

es Commission. 
28074: 293. 


8412260193 Responds to FOIA request for NUREG-1055, "Assurance of 
Quality in Nuclear Const Projects " Forwards NUREG W/o 
NUREG. 

FELTON, J M. Division of Rules and Records. 84/06/21. FOOELMAN, M. 
California, State of. Public Utilities Commission, ip 28074:294. 


Forwards NSHC evaluation & bases for NSHC in support of 
840822 request for extension to complete NUREG-0737, I tern 
III.D. 3 4 re control roon hab i tab i 1 1 ty . 

Municipal Utility District RJR 84-565 
EISENHUT, D, G. Division of Licensing 3pp 28055-292 
24X Fiche • 50-312, 84/12/21 , B412260234. 


Speciality Co 841206 Itr transmittino 
summary test rept re effects of blowdown loads on MIRROR ® 

insulation, per Unresolved Safety Issue A-43, Rept will be 
included as addl app to Rev 1 to NUREG-0897, 

SERKIZ,A. W. Generic Issues Branch. 84/12/17. DOEHNERT, P ACRR - 
Advisory Committee on Reactor Safeguards. CAMPBELL, W. E. 
Mechanical/Structural Engineering Branch COX, T. Office of the 
Executive Director for Operations. 2pp 28118:176. 


Forwards summary test results documenting performance of 
MIRROR insulation during simulated LOCA cond itions, per 
841114 meeting. Results will provide addl info for use in 
resolving Unresolved Safety Issue A -43 

ZIELS, B^D. Diamond Power Specialty Corp. (subs, of Babcock & 
28^^S^7B SERKIZ, A, U, Sen. ric Issues Branch. Ip. 


—8412270053 "HDR Test Result 
During LOCA Conditions. " 
GILBERT, K. T. , PATEL, R.L , 
(subs, of Babcock 8, Wilcox 


Summary : MIRROR Insulation Performance 

ZIELS, B. D. Diamond Power Specialty Corp 
Co.). 84/12/06. 13pp. 28118:179. 




meteorological & radiological data from control room to'' 
emergency operations facility it technical support ctr, per 
requirements of Suppl 1 to NUREG-0737. 

WE5TAFER , G. R . Florida Power Corp. 3F12B4-10. 84/12/21. 

Operating Reactors Branch 4. 2pp. 28090:072. 24X 

Fiche: 50-302, 84/12/21. 84122701 57, 






ST0L2. J. F 


HYDRODYNAMICS OF COUNTER-CURRENT TWO PHASE FLOW THROUGH 
POROUS MEDIA. 

univ. uf, Us Ans.l.s. CA. 

NR^ *1:50. 


8412260256 Application to amend License DPR-2a, c hang mg Tech Specs to 
incorporate addition of post-accident instrumentation & 
associated limiting conditions for operation & surveillance 
requirements, per NUREG-0737 Fee paid. 

HUNTp, D. Vermont Yankee Nuclear Power Corp. FVY-a4-l46 84/12/14 

2805 J°?;|:I ' RegSlation, Dmector i^p 

28058:166 24X Fiche: 50-271, 84/12/14, 8412260256 


8412270206 Responds to 941 128, request for mod of dates in NRC 830325 
confirmatory orders re installation of post-accedent 
monitoring equipment, per TMI Item 1 1 . F. 1, Request for change 
should be pursued Via formal license amend. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/07. PARRIS, H.Q. 

Tennessee Valley Authority 2pp. 28116:358 24X 

Fiche: 50-260, 84/12/07, 8412270206 


8412260260 Proposed Tech Spec changes re 
Vermont Yankee Nuclear Power Corp 
24X Fiche. 50-271 , 84/12/14, 8412260256 


post-accident instrumentation 
84/12/14. 9pp. 28058-170, 


8412260279 Forwards shift experience program for review fk concurrence 
per ShR {NUREO-0876>. A1 1 personnel will be trained by Last 
Quarter 1985. Response to 840923 request for exemption from 
observation training requested 

SMITH, D. H Commonwealth Edison Co, 952SN 84/12/18 

Office of Nuclear Reactor Regulation, Director 
24X Fiche. 50-456, 84/12/18, 8412260279. 


75pp. 


DENTON. H. R. 
28057: 248. 


program for control of heavy loads 
(NUREG-0612), per Generic Ltr 81-07. Present program assures 
that objectives of Section 5, 1 of NUREG-0612 satisfied. 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-14B 
^^SSALLO, D. B. Operating Reactors Branch 2 3pp 
28056:070 24X Fiche : 50-271, 84/12/18, 8412260298. 


8412270296 Ac k receipt of 841022 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-24, 

50-260/84-24. 50-296/04-24, 50-327/84-18 it 50-328/84-19. 

Staff assessment of licensee response end. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/20. PARRIS, H.O. 

Tennessee Valley Authority, 3pp, 28116:001. 24X 

Fiche: 50-000. 84/11/20, 8412270296. 


8412270381 Insp Repts 50-257/84-24. 50-260/84-24, 50-296/84-24. 
50-327/84-18 & 30-328/84-19 on 840916-20 it 24-26. Vi o lat i ons 

noted: fai lure to follow training procedure ?( failure of 
operator to participate in annual requalification exam. 

MUNRQ, J. Region 2, Office of Director, 50-328/84-19. 84/09/20. 

24pp. 28116:014. 24X Fi c h e: 50-000, 84/ 1 1 /20, 8412270296. 


8412270345 Forwards Insp Repts 50-528/84-47,50-529/84-36 it 50-530/84-25 
on 841015—1102 it notice of violation. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/05. VAN BRUNT, E. E. 

Arizona Public Service Co 2pp. 28115:307. 24X 

Fiche: 50-528. 84/12/05, 8412270345. 


^ Emergency Implementing Procedure FNP-O-EIP-30, 
Post-Accident Core Damage Assessment " W/a41214 ltr 
WOODARD, J. D. , MCDONALD, R p. Alabama Power Co. 84/12/14. VARGA, S 
Office of Nuclear Reactor Regulation, Director 46dd 28057- mn 
24X Fiche: 50-348, 84/12/14, 8412260316. 0=38. 


B412260360 Responds to NUfiEO-0737, Item II.F. 2 & Generic Ltr 82-28 re 
inadequate core cooling instrumentation sys, per 841130 ltr 
Inventory tracking sys schedules should be reviewed based on 
level of effort expended. 

MCDONALD, R.P. Alabama Power Co. 0L-82-2a. 84/12/18. EISENHUT. D. 

Nuclear Reactor Regulation, Director. 6pp. 28054- 130 
24X Fiche. 50-348, 84/12/18, 8412260360. 


8412270397 Insp Repts 50-520/84-47,50-529/84-36 50-530/84-25 on 

841015-1 102. Violation noted: pipe support beam attachment 
welded to lower beam flange on east & west sides, rather than 
north it south. 

SORENSEN. R, C. , NARBUT.P.P, KELLUND. G. Region 5. Office of 
Director. 50-530/84-25, 84/11/29. iSpp. 28115:310, 24X 

Fiche: 50-528, 84/12/05, 8412270345. 


8412270387 Advises that onsite offsite emergency preparedness 
adequate it emergency plans upgraded in accordance w/ 

NUREG-0737, Item III. A, 2. 1. NUREO-0737 item complete. 

STOLZ, J. F. Operating Reactors Branch 4. 84/12/11, RODRIGUEZ, R, J. 

Sacramento Municipal Utility District. 3pp, 28107:358. 24X 

Fiche: 50-312, 84/12/11, 8412270387, 
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0412270459 Ac N receipt of 841113 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/84-27 Si 
50-'23 1 /B4-2a Corrective actions mill be examined during 
future insp 

OLSHINSK I < J. A Region 2. Office of Director 84/12/03. 

WILHAMS* J W, Florida Power & Light Co Ip. 28114 037 24X 

Fiche: 50~250i 84/12/03. 8412270459. 


8412230167 Informs that review of existing emergency plan procedures 
shows that use of potassium iodide & self-contained 
breathing apparatus by central control room personnel when 
appropriate addressed, per NUREG-0737. I tern III D 3 4 
□ ■'TOOLE. J D. Consolidated Edison Co of New York. Inc 84/12/24 

VARGA. S A Operating Reactors Branch 1 Ip 2810B 059 24X 

Fiche: 50-247. 84/12/24. 8412280167 


—84122 70503 Insp Repts 50-250/84-27 It 50-251 /B4-2B on 840820-24 
Non c om p 1 i anc e noted • fa i I ur e to analyze carbon samples from 
Btnorgency containment filter within 45 days & failure to 
have work permit for decontamination activity. 

HOSEY. C, M . COOPER. W T . JENKINS. G R Region 2, Office of 
Director. 50-251/84-23 84/10/10. llpp 28114 044. 24X 

Fiche 30-250. 84/12/03. 8412270459. 


B'}t2270476 Submits addl info re GESSAR II SPDS. per NRC request Info re 
display clutter & reliability analysis submitted 
PFEFFERLEN. H. C. General Electric Co MFN-173-84 84/12/20. 

DELTRACCHI . L. Homan Factors Engineering Branch. 4pp 28086:200. 
24K Fiche; 30-447. 84/12/20. S412270476 


8412270501 Forwards estimated schedule for final licensee submittals re 
control of heavy loads. Phase II. Phase II issue will be 
closad out as soon as submittals received, per 841024 tf 1205 
memos. 

EISENHUT. D, 0 Division of Licensing, 84/12/13. DENTON. H.R. Office 
of Nuclear Reactor Regulation. Director. 2pp 28107:340. 24X 

Fiche : 50-000. 84/12/13. 8412270501. 


6412270334 Forwards NUREO-0390. "Topical Rept Review Status." 
NUREG-OBOO, "ERP" 8( Rev 3 to Reg Guide 1 70 to aid in 
submitting topical repts. W/o end. 

GRACE. N. Division of QA. Safeguards & Inspection Programs (Post 
030103). 84/12/18. BAERS. H. TUV Rheinland of North America. Inc, 

2pp. 2B107:309. 


0412270393 Advises of results of review of util 830308 response to 
NUREO-0737. Item II K. 3. 23. "Loss of AC Power to Reactor 
Coolant Pump Seals." Seal integrity adequately demonstrated. 
VARGA. S. A, Operating Reactors Branch 1. 84/12/18, MCNEILL. C. A. 

Power Authority of the State of New York. 4pp. 20116 341. 24X 

Ficha. 50-2B6. 04/12/18. 8412270593. 


6412270624 Advises of inconsistencies in Revs 9 & 1 1 to radiological 
emergency plan, per 10CFR50. 34 ( q) . 10CFR50, 47< b ) . 10CFR50, App E 
Bection 11 of NUREO-0654, P Ian must be mod if led. Correc tions 
should be submitted within 45 days of Itr date. 

OLSHINSK 1 1 J. A. Region 2. Office of Director 84/11/28. PARRIS. H, G. 

rennossea Valley Authority. 2pp 28113:136. 24X 

Fiche: 30-327. 84/11/28. 8412270624. 


8412280259 Ac k receipt of 841120 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-395/04-27 

OLSHINSKI.J A Region 2, Office of Director 84/12/12 DIXON. 0 W 
South Carolina Electric & Gas Co Ip 28127.325 24X 

Fiche- 50-395. 84/12/12. 8412280259 


—8412280268 Insp Rept 50-395/84-27 on 040827-31 Violation noted 
failure to follow radiation protection procedure 

PEERY.W- W . JENKINS. G, R Region 2. Office of Director B4/10/04 
10pp. 28127 331 24X Fic h e • 50-395, 84/ 1 2/ 12, 8412280259 


8412280397 Forwards Insp Rept 50-416/84-39 on 840924-28 No violation 
noted . 

BROWNLEE, V L Region 2. Office of Director 84/11/09 RICHARD, J B 
Mississippi Power &< Light Co 2pp. 28125:328. 24X 

Fiche: 50-416, 84/11/09. 8412280397 


— B4122B0405 Insp Rept 50-416/84-39 on 840924-28 No violation noted Major 
areas inspec ted ; p ost-ac c i d ent sampling per NUREG-0737, I t em 
II, B. 3. 

ALBRIGHT, R H . JENKINS. G.R. Region 2, Office of Director 

84/11/05 7pp. 28125.330 24X Fiche 50-416.84/11/09,8412280397 


8412280495 NUREG/CP-0060 

THE FIRST INTERNATIONAL WORKSHOP ON FUNDAMENTAL ASPECTS OF 
POST-DRYOUT HEAT TRANSFER, He 1 d At Salt Lake City, Utah. 

April 2-4,1984. 

LEE, R. Division of Accident Evaluation 84/12/31 Division of 

Accident Evaluation. 7l0pp Available at NRC 00 28129 OOl 


8412310067 Forwards request for addl info to complete review of B&W 
Rept 77-1140898-01 re bounding analytical assessment of 
NUREG-0630 models on LDCA kw/ft limits w/use of FLECSET, 

Schedule for submittal requested in 14 days. 

STOLZ. J. F Operating Reactors Branch 4 84/12/06 RODRIGUEZ. R J 

Sacramento Municipal Utility District 4pp 28137'357. 24X 

Fiche: 50-312, 84/12/06, 8412310067 


8412310101 NUREQ-1099 

TECHNICAL SPECIFICATIONS FOR CATAWBA NUCLEAR STATION UNIT 1 
Docket No 50-413. (Duke Power Company) 

* Division of Licensing. 84/12/31- 250pp Available at NRC 

»10. 00, 28149.001, 24X Fi c he : 50-4 13, 84/ 12/31 . 841231 0101 


8412200026 Informs of change in schedule for permanent emergency 
operations facility (EOF) completion, per NUREG-0737i Sup p 1 1. 
Completion of EOF portion of training facility scheduled for 
050220. 

COOK. K, W. Louisiana Pouer & Light Co. W3P84-2565. 84/12/26. 

KNIGHTON, 0. W. Licensing Branch 3. Ip 28111-203. 24X 
Fiche; 50-382. 84/12/26. 8412280026. 


8412310128 NUREO-1012 

TECHNICAL SPECIFICATIONS FOR SHOREHAM NUCLEAR POWER STATION. 

UNIT No. 1. Docket No 50-322. (Long Island Lighting 
C ompany ) 

HOFFMAN. D. R, Division of Licensing. 84/12/31 400pp Available at 

NRC. $10.00, 28151.082, 24X Fiche 50-322.84/12/31,8412310128 


0412280031 Requests extension for qua 1 i f i cati on of addl equipment not 
meeting requirements of NUREO-OSaS until end of Cycle 3 
5ct)ffdul^d iJun 0 i 

Jtji» 1 1 f i c a t i on for continued operation end. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/20. ADENSAM. E, 
Licensing Branch 4. 7pp. 20110:096. 24 X Fiche: 50-327, 84/12/20. 

04 1 2200031 . 


04122BOO4O Confirms 841212 telcon re NRC acceptance of 850118 as new 
submittal date for addl info concerning BWR Owners Group 
response to NUREO— 0737 » Item II. D. 1- 

SORENSEN. G. C, Washington Public Power Supply System, 

04/12/20. SCHWENCER.A. Licensing Branch 2. Ip. 

Fiche : 50~3'77. 84/12/20. 8412280040. 


002-84-655. 
28111:280. 24X 


0412280053 Forwards info re NUREG-0737, Item II.E, 4. 2 concerning 
containment purge valve operab i 1 i ty . inc lud ing vendor 
analyne* on IB- & 42-inch purge valves & drawings. Four 
ovarsize drawings enc 1. Ap erture cards available in PDR. 
EDELMAN. M. H. Cleveland Electric Illuminating Co. 
YOUNOSLOOD. Q. J. Licensing Branch 1. 2pp. 28109:183. 

Fiche; 50-440. 84/12/19, 8412280053. 


0412260068 Provides addl info re detailed control room design review, 
par NURE0-0737, Item I.D. l.AU future control room mods will 
undergo human factors review prior to implementation. ci mrc 

PETRICK.N. A. Standardized Nuclear Unit Power Plant System, SLNRC 
OA mA e4/12/2l DENTON, H. R. Office of Nuclear Reactor 

D?^«tor "Z: 28111:265. 24X Flch.: 50-000. 84/12/21, 

841228006B, 


8412310275 Forwards Insp Repts 50-528/84-54,50-529/84-37 
on 841112-23. No violation or deviation noted. 

KIRSCH.D, F. Region 5, Office of Director 34/12/10 
Arizona Public Service Co. 2pp 28135- 034 24X 

Fiche: 50-528, 84/12/10. 8412310275. 


(El 50-530/84-26 
VAN BRUNT. E E 


—8412310281 Insp Repts 50-528/34-54,50-529/84-37 ?. 50-530/84-26 on 
841112-23. No violation or deviation noted. Major areas 
inspected , const open items, IE bul 1 et ms, vi o iat ions & 
implementation of TMI lessons learned actions 
HOLLENBACH, D. , MILLFR, L. Region 5, Office of Director. 
50-530/84-26. 84/12/07. 16pp. 28135 036. 24X 

Fiche- 50-528, 84/12/10, 8412310275 


8412310285 Forwards Rev 2 to emergency response capability 
implementation plan schedule, in response to Generic Ltr 
82-33, Suppl 1 to NUREG-0737- First emergency preparedness 
rfafcp j»rcelerated aoprox 3 months to 850904 
SPANGENDERG, F. Illinois Power Co. U-0774. 84/12/28 SCHWENCER, 

Licensing Branch 2. 7pp. 23122:277 24X Fiche- 50-461 . 84/ 1^/28, 

8412310285. 


'^FINAL^ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
HOPE CREEK GENERATING STATION. Doc k et No, 50-354. (Public 


Company) „ 

* Division of Licensing. 84/12/31. 277pp 

»7. 00. 28150-166. 24X Fiche; 50-354. 84/12/31, 


Available at 
8412310301 


NRC. 
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B412310347 Clarifies items pending. per SSER 4. Section 13 3 & F Kantor 
energencg response plan revised per 
NUReG-0654, delineating goals of 30 & 60 minute staffing of 
** planning m/local authorities. 

. ?fln ■ Co. EF2-72034. 84/12/17 YOUNGBLOOD. B. J, 

0412310347 28121-323 24X Fiche: SO-341, 84/12/17. 

8412310376 Foru/ards SSEK 8 {NUREG-0420 ) , 

SCHWENCER.A Licensing Branch 2. 84/12/18. LEONARD. J. D Long 

841MJo37i 23137.169. 24X Fi ch e: 50-322 . 84/12/18. 

8412310394 NUREQ-0420 SOB 

REPORT RELATED TO THE OPERATION OF 
SHOREHAM NUCLEAR POWER STATION.UNIT 1. Docket No. 50-322 
(Long Island Lighting Company) 

M loipp. Av..Jable at NBC. 

«4. 75. 28148.180. 24X Fich e: 50-322. 84/12/31, 8412310394. 


CORRESPONDENCE WITH OTHER ORGANIZATIONS 


l>at«,aan IHPO 8, NBC reflect.ng continuad conparation ip 

WtLKINSm.'^e Director for □pcratione. 

Spp 28^9:006 Po«<er Dperations. 82/04/01. 


"Various Battery Problems. " Svc list 


8411150064 IE Info Notice 84-83, 
enc 1, 

JORDAN. £ L Division of Emergency Preparedness 8t Engineering 

Consolidated EdlsoTc? of Neu. 
York. Inc. 120 pp. 27807:058. 24X Fiche: 50-000. 84/1 1/19. 841 U 50064 . 


"Deficiencies in Ferro-Resonant 


8411210360 IE Info Notice 84-84. 

Transformers." Svc list end. 

JORDAN. E L Division of Emergency Preparedness & Engineering 

Response (Post 830103^ 84/11/27. Consolidated £'^ 0 ^ 0 .® of Neu. 

York, Inc 124pp. 27807:179. 24X Ficha: 50-000, 84/1 1/27, 841 1210340. 

"°‘=" Braakthroush Prop, 

(C 9‘rm Generators. " Svc list end. 

830103^ '^ 84/d/no°" J!< Inspection Programs (Post 

030103)^ Sy 11/30. Consolidated Edison Co. of New York. Inr 

BBpp. 27967 036. 24X Fi ch e : 50-000. 84/ 1 1 /30. 841 1280366. 

84-84, “Isolation Between Signals of 
yotection Sys & Nonsaf ety-Related Equipment " ^ 

Svc list end, 

JORDAN. E, y Division of Emergency Preparedness & Engineerlno 
Response (Post 830103.. 84/11/30. Consolidated E3!"orCo° of New 

York. Inc. 114pp. 27945:224. 24X Fi clie : 50-000, 84/1 1 /30, S4U 280370 . 

®^Bt?a?“LfFJr“^Bvc‘"lsre'u:'"''’‘"’ Bef.ectlen Induced Pg 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/12/03. Lnsolidated Edson ^o' of New 

17pp. 27965:340. 24X Fi che: 50-000. 84/12/03. 0412030021. 

8412030028 lE^Info Notice 84-88. "Standbg (3as Treatment Sgs Problems." 

£’Fi''‘'’°i2V“*%" of New 

C. 122pp. 27966:093. 24X Fiche: 50-000, 84/12/03, 8412030028. 


8412030589 Testimony of FEHA re admitted portions o 
contentions of Limerick Ecology Action. Certlficat 


f deferred 
of Svc 


Ecology Action, #484 397. OL. 84 / 11/30 

27732:180. 24X Fiche: 50-352. 84/11/30, 8412030589. 

®'‘on°B409n-;r“’'l!l"d^JL^ Conducted 

^ rf^yciencies can be corrected through 
S w = of resources «< equipment. 

JORDAN p- I Emergency Management Agency. 84/11/28. 

JORDAN. E.L. Division of Emergency Preparedness & Engineer inn 
8412040039 ^°^^ B30103). Ip. 27747 : 284 . 24X Fiche: 50-390, 84/1 1 / 2 B. 

"*“®''84S9??d2""*^"* Exercise Conducted on 

2774?^Jr?^ Agency. 84/10/15 79pp. 

27747.285. 24X Fiche; 50-390, 84/11/28. 8412040039. 


0412040^2 Fywards exercise rept of 840828-29 joint exercise of 

preparedness plans for 

State y IL.Rock Island County & Cities of Cordova & Port 
KRIMM R^w'‘'Th'^ emergency broadcast sys identified. 

JORDAN P I n Emergency Management Agency. 84/11/14 

JORDAN. E. L. Division of Emergency Preparedness & Enoioeerinn 

84!IS4llor°^‘ 27744:080. a4X Flcbl^jS^sirL/U/, 

—8412040205 Describes n.ws madia ctr »; Molina Public HosD madical 
sJoagrRr^r'r “pabiutd discovarad duMn, 

fuppor^ Iiaicisa'"’"’""'' *- ^^>0911-12 madical 

K«pf‘FR^'^F« Emergency Management Agency. 84/10/19 

KEPPLEyj 0. Region 3. Office of Director, 3pp 27744 082 

Fiche. 50-254, 84/1 1/14, 8412040202. ^ «:/^4A.082, 24 

—8412^0209 Exercise rept cf 840828-29 joint exercise of offsit- 
ydylogicy emergency preparedness plans for State of IL, 

WKil County & Cities of Cordova 8< Port Byron & 

Whiteside County & City of Albany. 

* Federal Emergency Management Agency. 84/10/10 •iCinn 

27744:085. 24X Fi ch a ■ 50-254, 84/ ll/ 14!'841 2040202 

8412040204 Forwards schadula of corrective actions for def Ic Isnclas 
noted during 840411 offsite radiological emargencg 
preparedness exercise at facility. ^ 

JDRDAN^P^I Emergency Management Agency. 84/11/29. 

JORDAN. E L Division ot- Emergency Preparedness 8t Enoineerinn 

8:i2MoSor'‘ =^"^" 078. 24X Flcb::’5S"I"l4/ll/2, 

8412040206 Forwards "Second Interim Finding on Comanche Peak 5 t..m 

Pla^" Planr^r Emergency Preparedness. Texas State 

Plan. Plans adequate. 

JDRDAM^P^f F'hergency Management Agency. 84/11/29. 

JORDAN. E.L Division of Emergency Preparedness S< Engineering 

‘O- =7744:049. 24X Fic b a : sl/l 1 / 29 , 


8412040206. 

Comanche Peak Steam Electric 

yayy Offsite Emergency Preparedness. Te xas State Plan " 

™ Emergency Management Agency. 84/10/12. 26pp. 

27744.050. 24X Fiche: 50-445. 84/1 1/29, 8412040206. 

^’s^arcisa wS 4 "’'f '..7f ' °'’7sita Emsrg.ncg Praparadna.s 
^ Verde Nuclear Generating Station 

WDTMM ® ^'”®^9ency Response Plans Exerc ise, 83051 1. " 

JDRd^n'^p ‘^1 Emergency Management Agency. 84/11/28, 

JORDAN. E. L^ Division of Emergency Preparedness Si Engineering 

‘ =« Flcba:lo-52L 84/11/28, 

-8412040218 "Palo Varda Offalt. Emergancg Prapar.dn.sa E.arcla. 1984 ■ 
Emergency Management Agency. 84/10/10. 43np. 

27744.165. 24X Fiche: 50-528, 84/1 1/20, 0412040214. 

Verde Nuclear Generating Station Offsite Emergency 
Response Plans Exercise. 830511. " ^ ’ 

* Federal Emergency Management Agency. 83/05/11. 

27744:251. 24X Fiche: 50-528, 84/1 1 / 20 . 8412040214. 


51pp. 


8412050081 IE Info Notice 04-89, "Stress Corrosion Cracking In 
Nonsensitized 316 Stainless Steel." Svc list end. 

Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/12/07. Consolidated Edison Co of New 

York. Inc. 118pp. 27966:332. 24X Fiche: 50-000, 84/12/07, 84120500BI. 

8412050090 IE Info Notice 84-90. "Main Steam Line Break Effect on 
Environ Qualification of Equipment. " Svc list end. 

JORDAN, E.L Division of Emarganci, Praparednass & Enjlnearino 
Re.ponsa (Post 830103). 84/12/07. Consolidated Edison Co. of Nau 

York, Inc, 114pp, 27966:215, 24X Fic he; 50-000. 84/12/07, 8412050090. 

Forwards Std Form-83 8< supporting statement for "Disposal of 
High Level Radwaste in Geologic Repositories: Amend to 
Licensing Procedures. “ Review & approval requested. 

NORRY, P.G. Office of Adnini stration. 84/11/27. MACRAE. J. B. Office 

of Management Budget. Ip, 27812:013, 

8412060163 Forwards request for 0MB review 8, supporting statement re 
practicality «, need for proposed info collection per 
10CFR140. ^ 

NORRY. P.G. Office of Administration. 84/11/28. MACRAE. J.B. Office 

Of Management & Budget. ip. 27831:170. 


8412060533 Requests review of util transition plan (local offsite 
radiological emergency response plan) response to 
inadequacies & legal concerns as identified in end FEMA 
841115 rept. by 850101. 

SCHWENCER.A. Licensing Branch 2. 84/11/28. LEONARD. J. D. Long 

27829:059. 24X Fi ch e : 50-322. 84/1 1/20. 

8412060533 . 
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412060374 IE Info Notice 84-91. "QC Problems of Meteorological 
Mea Bur ement s Programs. " Svc list encl, 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 030103). 94/12/10. Consolidated Edison Co. of Neu 

Vork. Inc 116pp. 28032:130. 24X Fi che; 50-000. 84/12/ 10, 8412060594. 


8412120298 Further response to FOIA reguest for documents re 
FIN A-3751, "Reactor Coolant Pump Seal Integrity " App 
documents available in PDR. 

FELTON. J. M Division of Rules and Records FIN A-3751. 84/06/07. 

SHOLLY, S. C Union of Concerned Scientists 2pp. 27952:265. 


412060709 Responds to FOIA request for three categories of documents 
re fac i 1 i ty- Forwards App 0 documents. Apps A B records 
available in PDR. Search for addl records subj to request 
continuing . 

FELTON, J. M. Division of Rules and Records, 84/05/04. BELAIR, R. R. 
Kirkpatrick &« Lockhart. 6pp. 27831:021. 


“9311030326 Requests FtMA employ svcs of Regional Assistance Committee 
(RAC) to review LILCO Transition Plan & provide findings ?< 
determinations to NRC by 331201. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B3/09/1S. KRIMM.R.W. Federal Emergency 

Management Agency. Ip. 27831:037. 24X Fic he; 50-322. 84/05/04. 

8412060709. 


-8412060717 Confirms 831219 telcon re continued FEMA support in review 
of emergency plan. Related info encl. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/12/22. KRIMM.R.W. Federal Emergency 

Management Agency. 2pp. 27831:038. 24X Fi ch e : 50-322. 84/05/04, 

8412060709. 


412070189 Further response to FOIA request for three categories of 
records re util i< facll ity. Forwards App I J documents. 

Documents also available in PDR. App K documents withheld 
(ref FOIA Exemptions 5 t* 10). 

FELTON, J. M. Division of Rules and Records. 84/05/23. BELAIR. R.R, 
Kirkpatrick Lockhart, 13pp. 27848:087. 


-8406110394 Handwritten request for comments on NJ Palladino 031229 memo 
re federal assistance w/emergency planning. 

WEISS. B. NRC - No Detailed Affiliation Given. 84/01/04. 

WINKLE. J. Federal Emergency Management Agency. Ip. 27848; 162. 

24X Fiche: 50-322.84/05/23.8412070189. 


412070255 Forwards "Enrico Fermi Atomic Power Plant Unit 2 
Sito-Spaclflc Offsite Radiological Emergency Preparedness 
Alert 6 Notification Sys Independent Technical Review," Sys 
meete specific design requirements of NUREG-0654/FEMA-REP-i. 
SPECK. 3. W. Federal Emergency Management Agency. 84/11/28. 
DIRCKS.W. J, Office of the Executive Director for Operations. 
27313:124. 24X Fiche: 50-341. 84/1 1/20, 0412070255. 


Ip. 


— 8412120296 Project budget proposal for NRC work: "Evaluation of 

Reactor Coolant Pump Seal Cooling Reliability " 

KOUTS.H J . KATD.W Y. , PAPAZOGLOU, I. Brookhaven National 
Laboratory FIN A-3751. 83/12/19 SYLVESTER. E. Auxiliary 

Systems Branch. lOpp- 27952:270 


8412120541 IE Info Notice 84-92. "Cracking of Flywheels on Cummins Fire 
Pump Diesel Engines." Svc list encl. 

JORDAN. E. L Division of Emergency Preparedness S« Engineering 
Response (Post 830103). 84/12/17. Consolidated Edison Co. of New 

York. Inc ll9pp. 28123.131. 24 X Fiche: 50-000. 84/12/ 17. 8412120541 


8412120547 IE Info Notice 84-93, "Potential for Loss of Water from 
Refueling Water Cavity." Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/12/17 Consolidated Edison Co,_of_New 

York. Inc. 120pp. 28124:001. 


24X Fiche- 50-000, 84/12/17. 8412120547 


8412120572 Responds to approval request for info collection re generic 
steam generator related requirements for PWRs. Ap proved for 
use through 850430. i 

MACRAE. J.B Office of Management 4= Budget. OMB 
84/12/01. SCOTT. S. Document Management Branch. 2pp. 

8412120627 Responds to approval request for info collection re 
application for license to export nuclear matl & equipment. 

Request approved through 871231 under OMB 3150-0027, per 

MACRAE“L.'B'’''orMce U Budget. OMB 31^-0027^ 

84/12/03. SCOTT. S, Document Management Branch. 2pp 2791 l.J 

8412130011 Responds to approval 

certificate of medical exam by facility 1 i c ensee. Form NRC 
T96 Aonroved for use through 871231. 

MACRAeI^J, B Office of Manage, ment 5; Budget. OMB . 

84/12/01. SCOTT. S. Document Management Branch c.pp. 27 1 . 


B41Z130072 Respond, to FQIA request for three cat.sori.s of docunent, 
re LILCO or facility. Forwards documents listed in Apps 
G S* H, Documents also available rel AIR. R R 


-8412070262 "Enrico Fermi Atomic Power Plant Unit 2 Site-Specific 
Offsite Radiological Emergency Preparedness Alert & 
Notification Sys Independent Technical ^ .iOnn 

* Federal Emergency Management Agency. 84/11/16. llBpp. 
27313:126, 24X Fiche: 50-341, 84/1 1/28, S412070255. 


-8308040073 Reque.ts advice on FEMA position re adequacy of util 
transition plan & need for full-scale exercise^ ..c-a-innc 

niRCKS.W J Office of the Executive Director for Operations. 
83/07/22 BRAGG. J.S. Federal Emergency Management Agency. 1 


1412070275 Forwards FEMA Region X 840823 memo updating status of 
corractiva actions taken to correct deficiencies resulting 
from B31005 exercise of offsite radiological emergency. 

pr«p«rednes3 plan. Qviyqo/nn 

KRIMM.R-W. Federal Emergency Management Agency. 04/12/ • 

JORDAN. E.L. Division of III F^r Up 5^-344? 

Response (Post 830103). 34pp. 27819:344. 24 X Fiche, 50 344, 

84/12/03. 8412070275. 


1412100507 DRNL/FTR-t918 Fourth 

"Root of Foreign Travel of JA Mullens at 841015 19 Fourt 
Specialist Meeting on Reactor Noise (SMORN-IV) in Dijon. 

MULLENS, J. A. Pak Ridge National Laboratory. 84/11/02. 39pp. 

27849: 299. 


of Nuclear Facility Personnel Requiring Operator Licenses. 

for review it approval. aA/ 11 /iA MACRAE. J. B. Office 

NORR/.P.O* Office of Administration. 84/11/16. MACRA 

of Management 6 Budget. 7pp. 27862:357. 

14, 2120273 Addl r.qpod.. to FOIA requ.dt for docum.nts from INFO thpt 

continuing. 94/06/14 TOTTEN. M. 

FEUraN. J. M. Division of Rules 040.221 

Public Citizen Litigation Group. 3pp. 27940. 


>-0412120205 SECY-79-647 

Informs of contractual 
"NPRDS. " 

DQNOOHUF. D. J. Office 
27940: 227. 


matters in process 
of Administration. 


re INPO contract. 
79/12/10. 14pp. 


8412130253 Forwards draft Suffolk County radiological 

response plan.W/o encl. niT.ortftT 

REIS. E. J. Office of the Executive Legal Director 
PERRY. S Federal Emergency Management Agency. ip. 


emergency 

DL. 02/12/20 
27923: 266. 


12130219 Responds to approval request for 
concerning operator licenses. Request approved through 
871231 under OMB 3150 - 0018 . per Paperwork 

MACRAE. J.B. Office of Management & budget. OMB 3150 00 _ 


e 10CFR55 


H2130333 Forwards "Palisades Nuclear Power ^ite Spec if i 

Offsite Radiological Emergency is f les 

Notification Sys.QA Verification. Alert sys satisfies 
requirements of NURE0-0654/FEMA-REP ' ' 94/12/04 

SPECF.S W Federal Emergency Management Agency. .. 

w J. Office Pf tL = ' 


ionm4t "Palisades Nuclear Power Plant Site-Specific Offsite 
EreJ^ency Fraparedne,, AlarC . Notificat.od 

Sys.QA Verification." pa/hwia 98od. 27900:202. 24 


,2,30392 Forcarde "Final Radiological ^"'7 

^''''^FedSrlx Em^^lencrSnagement Agency. 84/12/07. 
SSrSaN E L onof’EFeJgency Preparedn.es ^.Engineering 

R°eSreeiFos? 830103,. 13pp. 27903:149. 24X Fiche . 50-313, 

84/12/07. 8412130392. 
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8412130395 Final Radiological Emergency Preparedness Exercise Rept. 
# Federal Emergency Management Agency. 84/08/03. 120pp. 

27903.161 24X Fiche. 50-313, 84/12/07, 8412130392. 


8412140210 Fortuards 841126 notice of appearance 
planning hearing, in response to request 

® Federal Emergency Management Agency. #484 608 
CLEMENTS, W. Docketing & Services Branch. 2pp. 
27920:353. 24X Fiche; 50-352, 84/12/11, 8412140210. 


offsite emergency 
OL. 


8412180^.83 Forwards 841017 final exercise rept re offsite radiological 
emergency preparedness plans. Util performance adequate 
Correctible weaknesses identified. 

Emergency Management Agency. 84/12/12. 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
8412180283 830103). ip. 27960:022. 24X Fiche: 50-344, B 4 / 12 / 12 , 

8412180289 "1984 Trojan Rept, Emergency Response Plan Exercise." 

Emergency Management Agency. 84/10/17. I 22 pp. 
27960:023. 24X Fiche: 50-344, 84/12/12, 8412180283. 


8311080314 Std order for DOE work; "Safety Evaluation of rnno-w i,. 
Acc idents : CESSAR-FD,A Westinghouse Std Plant-FDA. *' 

MATTSON, R.J Division of Systems Integration (post 811005) « 

New Brunswick Laboratories FIN A-3705-4. 20-84-013 SS/lO/on 

ip. 28048.065. 24X Fi c h e : 50-000, 84/06/21 , B4122I0165.‘ 

--8412210171 Requests proposal from DNL to provide techn^ral *. 

through FVas for "Safety Evaluation of ^^re-MeU Ac" 

CESSAR-FDS, westinghouse Std Plant - FDA. " StauL^rifl'n 

BOYD, S. M Division of Systems Integration (post Sitnoii c-im 
A-3705, 83/01/04. OSEKA, G. J, Ene?9^ oLt of 

28048:030. 24X Fiche- 50-000, 84/06/21 !^8412210165! 

-8412210174 Project & budget proposal for NRC work: "Safety Evaluatlan 
af^Core-Melt Accidents: CESSAR-FDA, Westinghouse Std Plant - 

SCHWELlfr' National Laboratory. 

SCHWELLFR. D. Energy, Dept, of. FINA~3705. 83/02/28 MEYEfi J 

Reactor Systems Branch 19pp. 28048:041. 24X 

Fiche: 50-000. 84/06/21, 8412210165. 


evaluation 

NLRFr fet plant. Su« meets guidance of 

NUREG 0654 Zt will adequately alert & notify public of 
accident at site. 

PAPERIELLO, C. j. Region 3, Office of Director. 84/12/12. JENS, W H 
Bj!SieJ 54 a 24X Fiche: 50-341,84/12/12®''^ ''' 

8412190386 Forwards "Diablo Canyon Nuclear Power Plant 1984 Emerqencu 
Preparedness Field Exercise. 841030. Exercise Evaluation 
Rept Appropriate protective measures can be implemented by 
offsite jurisdictions. ^ 

Emergency Management Agency. 84/12/17. 

JORDAN, E. L^ Division of Emergency Preparedness & Engineering 
eJmSwal = 2« Fltte:lo-275.SL,2/17. 

PlAnt 1984 Enargencg 

Preparedness Field Exerc ise, 841030, Exercise Evaluation 


Rept, 

* Federal Emergency Management Agency. 04/10/30 
28012:191. 24X Fiche. 50-275, 84/12/17, 8412190386. 


24pp. 


8412200131 Forwards FEMA 841129 supplemental interim finding re offsite 
emergency preparedness for f ac il i t i es. per App Q of SSER 6 .^ 

Findings will be incorporated in next SSER 

Licensing Branch 1 . 84/12/12. SPENCE, M. D. Texas 

Utilities Electric Co, (formerly Texas Utilities Generating Co ) 

3pp. 28040:349. 24X Fic he; 50-445, 84/12/12, 8412200131. 

"Final Findings 44CFR350. NY State & Oswego County 
Plans S, Preparedness, Nine Mile Point/JA Fitzpatrick ^ 

Nuclear Power Generating Stations." for review. Comments 
requested by 850108. mmencs 

KRIMM, R. W. Federal Emergency Management Agency. 84/12/13 NRC - 
No Detailed Affiliation Given. Ip. 28019:170 24X 

Fiche: 50-000, 84/12/13, 8412200367. 

—8412200379 "Final Findings 44CFR350, NY State Oswego County 
Plans & Preparedness, Nine Mile Point/JA Fitzpatrick 
Nuclear Power Generating Stations. " 

PETRQNE,EP^ Federal Emergency Management Agency. 84/09/2B 

48pp. .^8019:171. 24X Fiche: 50-000, 84/12/13, 8412200367. 

8412200540 Forwards request for 0MB review «< supportino statement 
recordkeeping requirements of NRC Form 237, "Request^for 
Access Authorization," ror 

NORRY, P. G, Office of Administration, 84/12/17. MACRAE, J n n-P-i^ira 
of Management & Budget. ip. 28039:130 MACRAE, J. B. Office 


—8412210177 Forwards std order for DOE work: "Safety Evaluation of fn.. 
Melt Accidents: CESSAR-FDA, Westinghouse Std Plant-FDA," for 

issuance to BNL. 

Division of Systems Integration (post 811005), FIK 
A— 3705. 83/04/13. OGEKA, 0. J. Energy, Dept, of in 2804fl-n&n 

24X Fiche: 50-000. 84/06/21, 8412210165. ‘ 

—8412210181 Std order for DOE work: "Safety Evaluation of Core-Melt 
Accidents. CESSAR-FDA, Westinghouse Std Plant-FDA," issued to 

MATTSON, R.J. Division of Systems Integration (post 811005) ♦ 

Brookhaven National Laboratory. FIN A-3705-3 20-83-400 

83/04/13 3pp. 28048:061. S 4 X Fi c h e: 50-000! 84/S6%i^B4122101«. 

8412210273 Forwards draft INPO accreditation team rept for TMI~1 
transmitted by 841213 Itr.Svc list end. Related 
correspondence. 

BAUSER.D.B. Shaw, Pittman. Potts 8c Trowbridge. BAUSER.D B 

84/12/19, EDLES, G.J., 

UCK, J. H , KOHL. C. N. Atomic Safety and Licensing Appeal Panel 
Slpp. 28034:245. 24X Fi ch e : 50-289, 84/12/ 1 7. 8412210273. 

T-equest for OMB review 8c supporting statement re 
NMSB caseload planning survey. 

NORRY, P.G. Office of Administration. 84/12/20. MACRAE, J. D Office 
of Management & Budget. ip. 28130 : 339 , utrice 

8412310203 Forwards FEMA response to applicant motion for summary 
disposition of Eddleman Contention 57-C-3. summary 

MOORE, J.E. Hearing Branch 1 . #484 824, OL 84/12/li 

KELLEY, J.L , CARPENTER. J. H. , BRIGHT, G. 0 . Atomic Safety ’ and Licenilne 
oard Panel. ip. 28120.196. 24X Fi c h e: 50-400, 84/12/ 1 1, 8412310203, 

—8412310205 Response to applicant 841102 motion for summary disposition 
of Eddleman Contention 57-C-3. Issue of matl fact remains to 
3 '^®‘l<jacy of fixed siren sys to warn populace. 

" A+ ^ ■ Federal Emergency Management Agency, OL. 84/12/06. 

Atomic Safety and Licensing Board Panel. 10pp. 28120:197 24X 

Fiche; 50-400, 84/12/11, 8412310203. ^ 

—8412310210 Affidavit of TI Hawkins in support of applicant motion fbT 
summary disposition of Eddleman Contention 57-C-3. 

HAWKINS, T I. Federal Emergency Management Agency. OL. 84/11/26. 
3pp. 28120:207. 24X Fi ch #: 50-400, 84/12/ 11 . 8412310203. 

Hoell re design rept for plant siren sys, 
nutL-L, M. u. Federal Emergency Management Agency. OL. 04/12/06. 

Ip, 28120 : 210 . 24X Fi ch e : 50-400. 84/12/1 1 , 8412310203. 


program based on INPO NUTAC rept will be 
implemented by 850901, per Generic Ltr 83-20. 

B r, Yankee Atomic Power Co. GL-S3-2a, 84/12/1^ 

MILLER. J. R Operating Reactors Branch 3. Ip. 28036-205 24X 

Fiche: 50-309. 84/12/14, 8412210142, «:4X 


8412210165 Second response to FOIA request for five catenorie^ 

apu,Guc™:„^r:?:r" 

SHOLLV B?’ Records. FIN A-3705. 84/06/ 

SHOLLYi S. C. Union of Concerned Scientists. 2 pp. 28048*028 2 

Fiche: 50 - 000 . 84 / 06 / 21 , 8412210165 . cJB 04 B. 028. 2 


"Safety Evaluation o( 

Sa^N J W«»stin3house Std Plant-FDA. " 

A-^ 7 rti * Systems Integration (post 811005). F 

L S3/10/20. QGEKA, G, J. Energy, Dept, of in 28048 ' 

24X Fiche; 50-000, 84/06/21, 8412210165 ^ ^ 


PR PROPOSED RULE 


8412030152 Co.mments on proposed rules 10CFR50 & 73 re screening 
procedures for persons u/unescorted access on control over 
SNM, Prof interviews recommended, 

ANASTASI.A. Affiliation Not Assigned. 49FR30726 027 . 84/11/26. 

CHILK.S. J. Office of the Secretary of the Commission. 2pp. 
27726: 249. 


8412030173 Comments on draft reg guide, Task SG 301-4, "Std Format & 
Content Guides of Access Authorization Plans for Nuclear 
Power Plants. " Extension of comment period to 60 days 
following publication of final version requested. 

SIMPSON, E.C. Florida Power Corp. 49FR30726. 84/11/15. CHILK.S. J. 

Office of the Secretary of the Commission. Ip, 27723:189. 
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8412030109 Comments on proposed rule 10CFR4 re enforcement of 
n oncf i scr imi na t i on on basis of handicap in federally 
conducted programs. Opposes rule. 

JELLEYi C U. Association for Retarded Citizens. 49FR34l3a 003. 
84/11/20. Office of the Secretary of the Commission 2pp. 

27723: 120. 


841203019B Comments on draft reg guide. Task SG 301-4. "Std Format & 
Content Guide for Access Authorization Plans for Nuclear 
Pouter Plants " More precise definition of psychological 
testing recommended. 

HIDLEfl-N.S. . LEVINSQN.S. Affiliation Not Assigned. 49FR30726 009. 
04/11/20. Office of the Secretary of the Commission. 2pp. 

27725; 064. 


8412060046 Forwards comments on proposed rules 10CFR50 & 73 re 
r eq,o ir ements for psychological testing in nuclear industry. 

Rule seriously flawed due to overreliance upon written test 
scores. Supporting documentation end. 

INWALD. R.E. Affiliation Not Assigned 49FR30726 041 84/11/28. 

□ffice of the Secretary of the Commission ISOpp 27709:001. 


9412060227 Comments on proposed rules 10CFR50 8< 73'rB access 
authorization program It psychological assessment. Each 
individual should be interviewed by clinical psychologist. 

Public hearing on rule urged. 

BERGHAUSEN. P. E Affiliation Not Assigned. 49FR30726 042. 84/11/30. 

CHILK. S J Office of the Secretary of the Commission 13pp. 

27792: 334. 


84120 4 0 0 05 Comments on proposed rules 1OCFR50 & 73 re access 
a uth or i I a 1 1 on pr ogram. Change s to continual behavioral 
observation suggested. 

PICLARDiC.H. International Brotherhood of Electrical Workers. 
49Ffi30726 030, B4/11/27. Docketing & Services Branch. 2pp. 

27747: 21 J. 


8412110144 Comments on proposed rules 10CFR50 8e 73 re access 
authorization program. Supports both psychological screening 
& clinical interview process as part of emotional stability 
screening program for nuclear power plant personnel. 

HELLERVIK.L W. Personnel Decisions, Inc. 49FR30726 058. 04/12/05. 

CHILK, S. J Docketing It Services Branch. 2pp. 27053 060. 


0412040011 Comments on proposed rules 10CFR50 & 73 re access 
authorl za tion program. Thorough psychological assessment 
r ecommend ed , inc 1 ud ing interview, testing &; ongoing behavior 
oh f ervat ton. 

SIEBEN, R, L. Affiliation Not Assigned, 49FR30726 020. 04/10/29. 

CHILK, S. J. Office of the Secretary of the Commission. Ip. 

27747: 210. 


8412040023 Comments on proposed rules 10CFR50 73 re access 

authorization program. Testing followed by interview 
w/lndepondenfc psychologist recommended. 

BARTON, R. E. Affiliation Not Assigned. 49FR30726 029. 84/11/26. 

CHILK, 8. J. Office of the Secretary of the Commission. 3pp. 
27747: 071. 


8412110154 Package of four comments supporting proposed rules 10CFR50 
& 73 re access authorization program. 

SCHULTZ, S. D. Behaviordyne Psychological Corp. JOHNSON, D.L. 
Affiliation Not Assigned. HARRINGTON, W. D. Boston Edison Co. 
49FR30726, 34/12/07. CHILK, S.J. Office of the Secretary of the 

Commission. 30pp. 27853:070. 


0412110159 Comments on proposed rules 10CFR50 8< 73 re physical 
protection of nuclear power plants. Study should be 
undertaken to determine number of licensees w/security sys 
emergency power designated nonvltal. 

VANDEWALLE, D. J. Consumers Power Co, 49FR30726 043. 84/12/03. 

CHILK, S.J, Office of the Secretary of the Commission 3pp. 
27853: 103 


8412040090 Package of three comments opposing proposed rules IOCFR50 
It 73 re unescorted access authorization. 

MDLOAWSKY, S. . TIKTINSKY, C. M. , WEINGARTEN, R. Affiliation Not 
Assigned. 49FR30726. 84/11/30. CHILK, S.J. Office of the Secretary 

of the Commisslpn. Spp, 27743:328, 


0412040160 Comments on proposed rules 10CFR50 & 73 re unescorted 
access. Psychological evaluation should be conducted on each 
employee who has unescorted access. Public hearings 
suggested. 

MANNEN, 0, T. Affiliation Not Assigned. 49FR30726 032. 84/11/26. 

Docketing St Services Branch. 2pp. 27744:356, 


8412050039 Comments on proposed rules 10CFR50 8t 73 re access 
authorization program. Thorough psychological asessment 
should be part of clearance. 

ORYCZ, A, E, Affiliation Not Assigned. 49FR30726 035. 34/11/27. 

CHILK, a, J. Office of the Secretary of the Commission. Ip. 
2776S: 321. 


0412050128 Comments on draft reg guide, Task SQ 301-4, "Std Format it 
Content Guide for Access Authorization Plans for Nuclear 
Power Plants, '• Candidate susceptibility to stress it chemical 
abuse should be assessed, 

FLINT, R.T. Affiliation Not Assigned. 49FR30726 091. 34/11/26. 

Docketing St Services Branch. 2pp. 27773:150.' 


0412050136 Comments on proposed rules iOCFRSO & 73 re access 
authorization program. Ob 1 i ga tory psychological evaluation of 
people operating, maintaining 8< repairing nuclear power 

EDELSTEIN^J^P^^^^^Af filiation Not Assigned. 49FR30726 036. 84/11/24. 

CHILK, S.J. Office of the Secretary of the Commission. 2pp. 

27760: 319. 


8412030189 Requests 90-day extension of comment period for proposed 
rules 10FR30 6 73 & draft reg guide. Task SO 301-4, re 
nhusical protection programs of nuclear power plants. 

BoSmAKER, N. J. Baltimore Gas Electric Co. 49FR30726. 84/11/19. 

Docketing 6 Services Drench. 2PP- 27772:360. 


0412OSO331 Forwards RL Murray 841121 Itr opposing proposed rule iOCFRSO 
re conversion of all research & training reactors from 
high enriched U to low enriched U. Enactment of rule should 
he postponed until funding provided. no 84/11/29 

NAUrtANN-R.A. American Chemical Society. 49FR27769 132. B4 /ii/^y. 

Docketing Sc Services Branch. 4pp. 27767:206. 


8412030474 Package of four comments supporting proposed rules iOCFRSO 
It 73 re access authorization program, dver,P Society 

kelly, T.S. Affiliation Not Assigned 12%3 

for Industrial-Organizational Psychology. 49FR30726. 04/12/03. 

CHILK, B. J. Office of the Secretary of the Commission. 9pp. 

27763: 199. 


0412110163 Comments on proposed rules IOCFRSO & 73 re psychological 
screening & eva luations, Supports rules. 

HEERSEMA, P.H Affiliation Not Assigned. 49FR30726 048. 04/12/01. 

CHILK, S. Docketing & Services Branch. 2pp. 27855:074. 


0412110170 Comments on proposed rules IOCFRSO & access 

authorization program. Program does not give sufficient 
consideration to privacy interests of employees. 

ROTHSTEIN, M. A. West Virginia Univ. , Morgantown, WV. 49FR30726 060. 
84/12/07. NRC - No Detailed Affiliation Given. 7pp. 27855:082, 


8412110175 Comments on proposed rules 10CFR50 & 73 re access 
authorization program. Min stds should dictate at least both 
objective psychological testing of highest validity & full 
scale, professionally conducted psychological interviews. 

DDNK, L. J. Affiliation Not Assigned. 49FR30726 059. 84/12/05. 

CHILK, S.J. Office of the Secretary of the Commission. 3pp. 
27855: 089. 


8412110191 Package of 11 comments opposing proposed rules IOCFRSO *< 73 
re access authorization program. .. 

OLSON, O.M.< WIGGINS. J.G. Affiliation Not Assigned. MADSEN, D. A. 
Institute for Personality it Ability Testing, Inc. 49FR30726. 
84/12/06. CHILK, S. J Office of the Secretary of the Commission. 
77pp. 27855 092. 


8412180309 Package of two comments supporting proposed rules IOCFRSO & 
73 re access authorization program. 

SHATZGFF.A. . RUSSELL, H. Affiliation Not Assigned. 49FR30726. 
04/12/11. CHILK, S. d- Office of the Secretary of the Commission. 

4pp, 27959:006. 


8412100333 Package of five comments supporting proposed rules IOCFRSO it 
73 re access authorization program. ^ , 

SPENCE, JT., PERLOFF.R. , PALLAK, M. S. American Psychological 
Association. 49FR30726. 04/12/07. 

Branch. 43pp. 27964:317. 


CHILK, S.J. Docketing & Services 


5412190342 Package of two comments opposing proposed rules IOCFRSO & 
73 re access authorization program. ^ ^ i 

REEVES, T. A. Affiliation Not Assigned. CARLOUGH. E. J. Sheet Metal 
Workers International Association. 49FR30726. 04/12/10. 

Docketing it Services Branch. 3pp. 27999:328. 

3412100352 Comments on proposed rules IOCFRSO it 73 re 

authorization rules. Psycholog ical evaluation should be based 
on both psychological tests it clinical __ S4/11/27 

WRIGHT, R.H. Affiliation Not Assigned. 49FR30726 072. 84/11/27. 

CHILK, S.J. Docketing 6 Services Branch. Ip- 28003:356. 


B4121B0431 on pTopQS.d IOCFRSO & p J, draft r.j gulda. 

Task SG 301-4, re access authorization program. Requirements 
of proposed rule excessive in comparison to similar private 

Duduasna Llpht Co. 49FR30726 070, 84/12/03. 

Docketing 1< Services Branch, 3pp. 28006:283. 
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four comments supportlns proposed rules 10CFR50 & 
/j re access authorization program. 

49FR307iA ^ Not Assigned. 

27999:338 CHILKi S. J. Docketing & Services Branch. Bpp. 

proposed rules 10CFR50 8< 73 & draft reg guide, 
Task Se 301-4, re access auth or i rat i on rules. Opposes rules & 
reg guide 

KRIEGPR^K^; Workers International Association. 

49FR30726 ■84/?2Jo7 of Carpenters & Joiners of America. 

27959:025 Docketing & Services Branch. 4pp. 

Comments on proposed rules 10CFR50 & 73 re access 
establishii°" P^°g^^<" Five-yr retrospective time frame for 
establishing employment, credit, educational & criminal 
histories supported. 

sJ/lS/lo®' ”n Lighting & Power Co. 49FR30726 085. 

84/12/10. Docketing & Services Branch. 12 pp. 27959 : 103 . 

Comments on proposed rules 10CFR50 it 73 re access 
& Program. Con s i d erat i on of whether NRC policies 

r *g'^P^°'ns that require individual to be 

eni competence recommended. 

°affifi Not Assigned. 49FR30726 080. 84/12/06. 

the Secretary of the Commission. Ip. 28003:272. 

8412180545 Comments on proposed rule 10CFR50 supporting conversion of 
V reactors due to e^demir 

areas ^ burglaries using unauthorized keys to restricted 

sab otag e. Opp OSes rule. ’ 

Nucl.ar Safety. 49FR30735 006. 
leJ/OD. Docketing & Services Branch. 2pp. 27962:123. 

Comments on proposed rule lOf'PP 7'3 nk*... 

.af.ty. Scape of .ppuLb!l”J :Jg\%'°nj?ene!:'’Jr 
In pT:p;:’d‘’rui: “ issue ,f pPn.s. regain. 

RIEHMfP.F. KMC, Inc. 49FR30735 004. 84/12/07. CHILK Qffir»na 

he Secretary of the Commission. 3pp. 28003:228. 

Comments on proposed rules 10CFR50 & 73 re physical 
° Pouer plants. Proposed access ^ ^ 

requirements might place significant 
administrative burden on licensees 

®84/?I/S3®'‘^CH.Lrr?‘°naI“““a'’rr'' <’FR30726 OB,. 

7 pF 27962 : ' Secretary of the Coeimission. 

^^loCFRSo't’’??""*’ e, tension to comment on proposed rules 

JoS^rniJ. oh’''-*'?*" '“‘""'•‘"■“"n projren.. amend 

r protection of nuclear power plant & 

CHILK^S^'i ‘ ^ q9FR30726, 84/12/03 

2 B 002 ; 344 : S.cr.tery of the Commission. ip 


8412190272 Comments on proposed rules lorPR« 3 n v-a 
authoriiation propra/prSposad JMr' 

BlISchIr? '''”'„‘,-9 = ‘'f 9 ht'>iness & security risks. 

Diego. CA 49FR30726' 093. B4/12/07 ’’'^'ollketlni*!! 

2 pp. 28008:245. Docketing 8 t Services Branch. 

piii:irih:jirh:“in^-i“-“- — - -■ 

proposed roles loCFRSO & 73 t draft red ould. 

n::i.ro?“ii^iiaM:ri:r^::n‘s:ii;i:i"ei:ir::n?“5i: 
"'iu??o"tati:rij:g7°i/;iSg“i:i: io"ernlfp™=°iJe’?iih' 

of assurance that person intending to cLJI act S 5 “ 
NABnr’ 4 °*.‘'“\,'^‘’°‘“’* i^lontified. 

D^^;In^ ^Ir^iljrSra'nfJ''*^^! "^022:'2’^f 
"''lu??pa^i:rir‘:gi."/s:iu°n^ if"'^%aSrog"?c^ici:e:rr* 

uould^he „ore effective if traineS pM^a”?! lining 

CHILK^s'i' ® Assigned. 49FR30726 075 84/12/02 

S:l52: secretary of the Coccissio^ ^BA/ 12 / 02 . 

8412200441 Comments on proposed rules lOCFRSO -77 „ , 

screening programs. Supports ruler ** psychological 

CH^rTs^j Assigned. 49FR30726 iOO. 84/12/13 

CHILK. S.J. Docketing & Services Branch. Ip. 28020: 25^ 

PT-oposed rule 10CFR4. "EnfOTcement of 
Co°n2icl: - F.derang'™"‘ 


L^N^riS'' D'’°rr‘' " -rp-tic ^Jp^oa : sl„i^t.d 

N- Couneeling. Advocacy «, Referral ”IncJ 


006. 84/12/21 

28086: 197. 


Office of the Secretary of the Commission. 


3pp. 


rui. locFRsS "‘c*h**g:s'i„“’";'°^,ju‘“ p-»pp»*j 

fublini"!?. Cr 45?R556«""l4nz/20 

°'‘l‘“®?fSpp^Iar^uir ‘P recording of r.di.tion 

84/12/03^' ^DocketlnJ /"lOPCtion Industries, Inc. 49FR3916B 013. 
i«:/oj. Docketing 8, Services Branch. 4pp. 28108:262. 

84122S00S2 Package of two comments on proposed rule 10CFR4 re 
NSc"”gIaas°' * ‘"‘"‘''P “ ‘PPiP "f Oandicep in 

National Center for Law & the Deaf. CHAR MAT Z, M. 

Center Deaf /Legal Defense Fund. MILSTEIN, B. 


8412180598 Request 30-day extension until 850206 to comment on 
proposed rule 10CFR50 re changes in propertrinsCranT 
KEAMEY*J*J JST = nuclear power^lants. 

CHILK^sV' 49FR44645. 84/12/07 

2m2 234 secretary of the Commission. Ip. 


PETITION FOR RULEMAKING 


® Commants on petition for rulemaking PRM-7-2 re public 

I meetings. Supports rulemaking. " 

LEWIS, M. I. Lewis. M. 49FR43070 003. 84/1 1/25. Office of the 

Secretary of the Commission. Ip. 27724:3lt 


^'^authorJ!-^-"’'"®"^® proposed rules 10CFR50 Jk 73 re access 
B ^ PPOflram. Opposes rules. ^ 

PALLADINO Assigned. 49FR30726 099. 84/12/07 

f'ALLADiNO Commissioners. 6pp. 28009:077. o-r^i*c/u/. 


HARRlNOTnw ! contaminated waste oil. Supports rule. 

Dockitlln L e Boston Edison Co. 49FR36653 012. 84/11/29. 

uocketlng 8< Services Branch. ip. 27773 : 257 . 


prppased rul.s ,0CFR30 

Environmentaf 'H^fith Fo^nd'aJ WR30^6!'""a4/52?^r' ''cHILK''rj“''' 

Office of the Secretary of the Commission. 11pp. 280^9: 101 ’ 

0412190258 Comments on proposed rules iocFRSO i, 7 m » w j-*. 

Tas SG 301-4, "Std Form^ C^nJ^nt oSid! for AccesI 
uthorxzation Plans for Nuclear Power Plants •' Check on 
hSJ 5^ , in«PPFopri.t.. ■ 


Ilstad documents ha Incorporated in record of 
proceeding re Petition for Rulemaking PRM-7-2 re 
closing ACRS meeting 

NANTZ, J. L Nantz, J, L. 49FR43O70. 84/12/0 

Services Branch. 3pp. 28002:345. 


Docketing & 


^tltion for Rulemaking PRM-7-2 to r.conaidar decision to 
approve closure of portions of ACRS 840614 & 13 meetings to 
safety research program it budget. 

7?? 28002:^48.*" 8^/12/07. Commissioner,. 
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0412180593 Requests explanation re rationale 8t authority for closing 

A€RS Research Program L Budget meetings. Answers to listed 
auestiors requested. 

NANT2«J. L. Nantii J, L 84/06/22. HOYLE* J. Office of the 
Secretary of the Commission. 3pp. 28002:355. 


—8412100596 Responds to 840622 request for authority Sc rationale for 
closing ARCS Research Program 8< Budget 840614 Sc 15 meetings. 
Meeting may disclose info prematurely. frustrating 
implementation of proposed NRC action. 

HOYLE. J.C. ACRS - Advisory Committee on Reactor Safeguards. 
04/07/16, NANTZ. J. L. Nantz. J. L. 15pp. 28002:358. 


9412190268 Comments on petition for rulemaking PRM-20-1 5 re disposal of 
waste oils Supports rulemaking. although waste oils may be 
disposed of by other methods. 

SHAFER. P. W. Dairyland Power Cooperative. 49FR366S3 013. 84/12/10. 

Office of the Secretary of the Commission. Ip. 28008:062. 


94122BO067 Forwards petition for rulemaking PRM-71-10 re regulatory 
process for evaluation & approval of proposed shipments of 
irradiated reactor fuel. No forum available to public to 
consider need, safety or propriety of proposed shipments. 

SINDER0RAND, C. Wisconsin. State of. 84/12/13. CHILK. S. Office of 
the Secretary of the Commission. Ip. 28112:077. 


—8412280074 Petition for rulemaking PRM-71~10 re transportation of 
Irradiated reactor fuel. NRC should ensure that safety <« 
environ consequences of proposed shipments considered in 
public forum prior to approval of shipment route. 

SINDERBRAND. C. Wisconsin. State of. 84/12/13. Commissioners. 

0pp. 28112:078. 


PROJ PROJECTS - PREOOCKET LICENSING 


B41205O670 Forwards Oct 1934 ORNL rept. "Plan for Diagnosing Solvent 
C on taimi nation at West Valley Facility Disposal Area. " 

CLARK. A. T. Advanced Fuel & Spent Fuel Licensing Branch. 84/11/27. 
HANNUM. W. H. Energy. Dept. of. Idaho Operations Office. Ip. 

27812: 267. 


—0412050678 "Plan for Diagnosing Solvent Contamination at West Valley 
Facility Disposal Area." 

HERBES. S. E. J CLAPP. R. B. Oak Ridge National Laboratory. FIN 
B— 0292. 84/10/31. NRC ~ No Detailed Affiliation Given. lOlpp. 

27012; 268. 


6412260134 Forwards addl info requested on ORIOEN calculation details 
re activation calculations made by Gesellschaft fur Nuklear 
Svc for CASTOR Ic nodular cask iron cask body. 

ROBERTS. J. P. Advanced Fuel & Spent Fuel Licensing Branch. 84/12/ls. 

ROUSE. L. C. Advanced Fuel «< Spent Fuel Licensing Branch. 19pp, 
28073: 318. 


8412270027 Forwards addl info for TSAR for Castor Ic re LLL 841114 
submi ttal. 

ROLLINS. J, Gesellschaft fuer Nuklear Service. mbH. 24485. 
04/11/19. ROBERTS. J. P. NRC - No Detailed Affiliation Given. 6pp. 
281 IB: 241 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8412010035 Part 21 rept re improper design 8t mfg of 20-inch gate valve 
supplied by Borg-Warner Corp. Vendor in cooperation ui/util is 
formulating insp h corrective action plan to resolve 

deficiencies. 

MILINAZZO. P. L. Borg-Warner Corp. PT21 84-540-000. 

MARTIN. J. B. Region 5. Office of Director. 4pp. 27704:052. 24X 

FI Che: 50-440. 84 / 1 1 / 21 . 8412010035. 


8412010052 Part 21 rept re slippage of raceway support bolted strut 
f i t tings. Retrofit of fittings will be completed prior to 
fuel load for Seabrook station. Identified tray support mods 
will be incorporated upon resumption of WPPSS-1 const. 

KREIDER.H. 0. United Engineers tt Constructors. Inc. (subs. 
Raytheon Co. ». PT21 84-539-000. 84/11/26. « 

Office of Inspection and Enforcement. 3pp- 
Fiche: 50-000. 84/11/26. 8412010052. 


Director 
27704: 226. 


of 

Office. 

24X 


84120 10122 Final Deficiency Part 21 Rept DER-82-76 re Target Rock 
Solenoid valves not meeting spec/test requirements. Initially 
reported on 821 124. Valves inspected tc refurbished or 

VAN^ BRUNT. E. E. Arizona Public Service Co. DER-S2-76. 84/11/14, 

htsmOP.T W Division of Resident. Reactor Project Engineering 

9PP 277S9: 295. 24X FiChe: 50-528. 84/U/14. 8412010122. 


8412010167 Final Deficiency & Part 21 Rept DER B4-6B re Robert Shaw 
essential chiller temp suitch. Initial ly reported on 840910. 

New temp switches installed in Unit 1. Units 2 & 3 temp 
switches will be replaced. 

VAN BRUNT. E. E. Arizona Public Service Co. DER 84-68. 84/11/15. 

KIRSCH. D. F. Region 5. Office of Director. 6pp. 27711:321. 24X 

Fiche: 50-528,84/11/15. 8412010167. 


8412030565 Part 21 I* third interim deficiency rept. Item 17B re Donney 
Forge sock-o-lets it uield-o-lets not supplied per NCA 3800. 

Initially reported on 840619. Fitting s returned to vendor, 
scrapped downgraded. Final rept expected by 850215. 

PARSONS. R. li. Carolina Power !« Light Co. NRC-290. 84/11/14. 

0 'REILLY, J. P. Region 2. Office of Director. 3pp. 27734:319. 24X 

Fiche: 50-400.84/11/14. 8412030565. 


8412040125 Part 21 rept re swelling of seals within actuator, increasing 
max closing time above max allowable time of 3 s. Swelling 
may result from long-term storage or use of improper 
lubricants during assemb 1 y. Testing underway. «... - 

KNARTZER. J. Greer Hydraulics. 84/11/26. 

Director. 2pp. 27748:299. 24 X Fiche; 50-444. 84/11/26, 8412040125. 


B412060175 Interim Part 21 8; deficiency rept re TDI fuel control level 
cap screws. Initially reported on B41010. No corrective 
actions will be pursued U no further repts on subj made 
unless Midland reactivated. 

CDOK.J.W Consumers Power Co. 32076. 84/11/15. KEPPLER.J.O. 

Region 3. Office of Director. 4pp. 27826:311. 24X 

Fiche: 50-329, 84/11/15, 8412060175. 


8412060188 Interim Part 21 & deficiency rept re Rosemount 1153 Series 
transmitters potentially leaking. Initially reported on 
841010. Four units shipped to facilities. Corrective actions 
will not be pursued. 

COOK.J. W. Consumers Power Co. 32077. 84/11/15. KEPPLER.J.O. 

Region 3, Office of Director. 4pp. 27826:173. 24X 

Fiche: 50-329, 84/11/15. 8412060188. 


8412060316 Part 21 rept re analysis of two carbon steel samples 
it 12949B received from Baldwin Assoc. Steel not from Heat 
81177-21 sold to Interstate Steel. Matl not produced fay 
Phoenix Steel liatl did not meet ASTM A— 36 specs. 

BROOKS. R. L. Phoenix Steel Corp. 84/11/12. COURTLAND. P. 
Engineering & Generic Communications Branch. 2pp. 27791:089. 
Fiche: 50-461. 84/11/12. 8412060316. 


12949A 


24X 


8412070051 Interim Part 21 rept re defective valve operators. Initially 
reported on 840830. Efforts continuing to complete control 
valve, valve actuator fc accumulator study program. Final rept 

ERLACH. F. U, Paul-Kunroe Hydraulics. Inc, 84/11/15. HURLEY, T.E. 
Region 1, Office of Director. 4pp. 27879:312. 


8412110374 Part 21 Sc interim deficiency rept re Ruskin Mfg Co 
interlocking blade fire dampers. Initial ly reported on 
841121. Corrective action will not be pursued 8< no further 
repts will be made unless plant reactivated. « 1 

COOK. J. W. Consumers Power Co. 04-18 #1. 84/11/27. KEPPLER,J. G. 

Region 3. Office of Director. 4pp. 27892: 168. 24X 

Fiche: 50-329. 84/11/27. 8412110374. 


8412110385 Part 21 Sc interim deficiency rept CROC 121(84)1 re failure 
of Borg-Warner gate valve to properly operate. Initially 
reported on 041031. Gate guide replaced Sc alignment problems 
corrected. Next rept by 850315. .nc/oA'^i 

EDELMAN. M. R. Cleveland Electric Illuminating Co. CROC 121(B4)J. 
84/11/28. KEPPLER.J.O. Region 3. Office of Director, 2pp. 

27891:347. 24X Fiche: 50-440. 84/1 1/28, 8412110385. 

0412110405 Final Significant Deficiency Rept RDC Cl20<B4)l Sc Part 21 
re Class IE inverters mfg by Topaz. Initia 1 ly reported on 
841024. Testing of Unit 1 inverters will be completed by 
850106. Unit 2 completion consistent w/const schedule. 

EDELMAN. M. R. Cleveland Electric Illuminating Co. RDC C120(S4)J, 
84/11/28. KEPPLER.J.O. Region 3< Office of Director. 2p P- 
27892:166. 24X Fiche: 50-440. 84/11/28, 8412110405. 


8412120113 Final deficiency Sc Part 21 rept. Item 175 re Hub, Inc bolts 
exceeding max hardness values. Initially reported on 840517. 

Bolts returned to manufacturer. Action taken to remove vendor 
from util approved vendors list pending NRC action. 

PARSONS. R.M. Carolina Power t* Light Co. NRC-297. 84/11/30. 

□ 'REILLY. J. P. Region 2. Office of Director. 3pp. 27910:320. 
Fiche: 50-400, 84/11/30. 8412120113. 


24X 


8412120133 First interim deficiency 8c Part 21 rept. Item 181 re 
Westinghouse component cooling water sys butterfly valve 
operators. Initially reported on 841031. Vendor currently 
evaluating cond ition. Fina 1 rept by 050630, 

PARSONS, R.M. Carolina Power Sc Light Co. NRC-299. 

O'REILLY. J. P. Region 2. Office of Director. 4pp. 27911:109. 
Fiche; 50-400. 84/11/30, 8412120133. 
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HUFHAfl.J.W, Tennessee Valley Authority. 84/11/38 O'RPTliv /o 

2PP' 27910 047 24X 

Fiche: 50-438, 84/11/28. 8412120416. 

^^dSfective^cIf* interim Part 21 & Deficiency Rept NCR 3615 re 
^ components & miscellaneous steel 
lAlvlinl Investigation underuiay to 

SSphIS , „ PrDhle,ns I corrective actions “ 

Q'SlLLV ^ P 1^'""'“” Vallej Authority,. NCR 3il5 84/11/27 
Fiche:50l438;a4/n525.i;i2t3j5«°' 120^ 24X 

^^deieorf^ Sixth interim Part 21 O deficiency rept. Item 101 re 
diesel sene?«or° 5 etrr t°“?}‘"“ '"'‘^Hed in TDI emergency 

0'nl?LLv"l"p ‘=r‘’*'"4 Pomer 8. Light Co. NRC-293. 84/11/1* 

Fiche: 50-400. 84/n/J2.8il2r3jM7°"’"°'‘°''' ‘28. 24X 


®'’Jopa“supp{;;:!. IMtIiuy^;e‘portL°on'8i!S2l St'J 

corrLt!erac2ian.®‘'“® ‘^“^ 

Fiche. 50-438, 84/11/20, 8412140234 “'’'"'‘or. 2 pp. 27954 : 333. 24X 

DEVQUNo!“r. C^^Dl'^eJtor^^i^f *n' S?«ce "H«=-®'‘-2^‘'“a'>/12/07. 
Enforc.mant 6pp. 279 I 0 289 nSx P s “d 

PPP. 27920 289. 2« Fiche: 50-000, 84/12/07. 8412140277. 

®"Janrjor"::sirro‘rf‘p?„t:!uar'%’"? V ^ 

a4/12/08.^'^KIRSCHr“F"^ DiW^i n^^’f^R® ‘^'^'=‘P~31337-TDS /. 

Engineering Programs. ' 4pp. 28031 28^ ^‘^ 24 x' *"* ** 
8412200111. «:HU3l.a85. 24X Fiche: 50-528j 84/12/00. 


O'SlxVp Pop.r & Light Ce. NRC-291. 84/11/30 

Fiche: 50 I 400 : e4/I!/3S. aiislaosle."'' “7- 

^'’deJ^ctr.n^MVipi nH'us f”;""''' ^opt re operatlanal 

S" 7ept uil/he LbmrtteJ"Jy“8»^03 

s gj^n' 2 " %./uroVli:tll‘'l ^■ 

Fiche: 50-438,84/11/29.8412130611 24X 

to restrain t,nsioil"iir’ ““ ™ Fastener DD156307 

K?R8K"F“Ragt:r?r“o^;?c”%l'Srj“t=“' 

Fiche: 50-528, e4/U/27;eSlLlS6M. ‘°''- =^’“>^074 24X 

"£S=fK::!,';:;.=;.;.:;.'!;i::;!.:-;;;.:;:“-a' ... 

d'^REILLYJP ’^'2"'“'%^^"''' I^OR 2917. 84/11/19 

Fi:he^^0^i;^3^:84^t!JJ?,8%i^r^ilk"“‘"'‘-- OOa 24X 

°"'i9B?’DiL"han‘’" ‘° «■'■'' 'Yidence as E.hibits 27 l< 28 re 

c’rtlSiJIte or^r^hc’; 41. 

PaJIf ;%^ephr"*Sg^^'’%:ir;95. ^t /i**"*"' 

pufnp, rfipor'fctfd on ssoapp Pa-nm a. 4 . *1 njection 

HUF^A^'^v r“‘ "““--"rp:: i:iroiLT^ 

Fiche: 50-438. 84/n/19, 1412^0^6 ^PP- 27954:361. 24X 

0412140121 Interim Part 21 «, deficiency rept, Item 187 r.. i .. • 

errors made by WI WooUy Co & potential T ^ulati onal 

8c functional reciuirements of^J^sUe ^ ieT ^door Ma?L 

?ArS ^ubmitteriy'sS^J l' ' 

r^S yI'o^. ‘=R:g°Jor2r“s;iin‘-irjir^“ct=r=-tr' 2^,%^i-=- 

Fiche: 50-400. 84/11/20, 8412140121. ’ 27954.335, 


24X 


9412140187 Interim Part 21 & deficiencu T*anF t*. 



Fiche. 30-400,84/11/20, 8412140187. ^®ctor. 4pp. 27954:326. 24X 

8412140227 Final Part 21 8, Deficiency Rept NCR 2454 re et-nni. 
separated from Bailey Meter Co modules Ini tiari^r^Jr I 
831004. Modules reuiorked «, welding procedure ^iwsed'^ 

Alignment tool will be obtained. I'evised. 

S*^RF?M v' ‘I' p Valley Authority. NCR 2454. 84 / 11/27 

Fiche: 50 ^ 38184 / 11 / 27 , 8412140227 .“^ Director. 2 pp. 27954:336, 24X 


8412200127 Revised final Parf (U noCe n 

potential leakage in seal of^ihread! 

Ee'-l^:t^“‘rr^c2ir;Li:nl“Hr-“'‘“"""^^^ 

84/ll/or’^KfRScS''D'r" Di"”"- ■''^'='=-313=8-703/. 

ESE^iANr«.R.''°''cUv:“nJ’8?:c':rfi'i/°i 

Washington State Univ lO^FRSi T-pn+ u dosimetry problem, per 

''!*P^®^®'"®nt adequate. S/o“en^r' 

28073:001. ^ Engineering & Technical Programs. 3 pp. 

TODD. W. E Siemens Ganmasonics, Inc. 84/11/27 bafr R i 
Engineering lk Generic Communications BranJ J , 3pp '^^2aS73; 003 . 



reldiSgs e*plaining possible false negative 

prepare detail leS^s'ponse."'' 

Gammasonlcs, Inc. 84/08/20. BAER, R L 
gineering & Generic Communications Branch. Ip. 28073 : 011 . 

“J?rrd®mpd"‘c?‘ ?„"r‘ "'Pt S4-56 r. RysHn Mfg Ch 

840822 F?^I n ^ ®L 3 . reported on 

n°ighf;:: cZ!;i=:;f-"“ ^ 

84/13/08’'' ^KfRSc2''D'r' ^^"'= *P'P'’-31384-TDS/. 

28113 * Region 5, Office of Director. 5 pp. 

20113.314. 24X Fiche: 50-528, 84/12/08, 8412270383. 

84/12/1^ =“"?*' Co- ANPP-31467-TDS/. 

26113-334 s»dv e'‘ : * Ehgioh 3. Office of Director. 4pp. 

28113.334. 24X Fiche: 50-528, 84/12/14, 8412270596. 
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6412280448 Final Part 21 Deficiency Rept DER 04-13 re HVAC acceptance 
criteria. All engineering drawings for HVAC supports revised 
to provide sufficient details to assure proper installation 
tt prevent misinterpretation by Waldinger Corp 

VAN BRUNTiE. E. Arizona Public Service Co ANPP-3 1454-TDS / . 

34/12/12 KIRSCH.D. F. Region S, Office of Director. 5pp. 

23123. 2B1. 24X Fiche; 50-5201 84/12/12, B412280448. 


3^999 


QUALITY ASSURANCE INSPECTIONS 


0412030047 Forwards QA Program Insp Rept 99900875/S4-01 on 040724-27 
b notices of violation & none omf or mane e 

ZECH. 0. 0. Vendor Program Branch. 84/11/14. GRUNTHALER, G H. Ouyon 
Alloijs, Inc. 3pp. 27734:044. 

—9412030049 Notice of violation from insp on 840724-27. 

* Vendor Program Branch. 84/11/14, 2pp. 27734:047. 

—9412030051 Notice of nonconformance from insp on B40724-27. 

* Vendor Program Branch. 84/11/14. 3pp. 27734:049. 

-B412030069 QA Program Insp Rept 99900875/04-01 on 840724-27. Violation 
noted: 10CFR21 procedures inadequate re requiring review of 
deviations & reviewing files for affected customers. 

Purchase orders did not include 10CFR21 applicability. 

BAKERiE. T. , MERSCHOFF, E. W. Vendor Program Branch. 84/09/24. 

22pp. 27734:052. 

6412030111 Forwards QA Program Insp Rept 99900911/84-02 on 840827-31. 

Nq nanconp 1 iance noted. 

ZECHi O. G. Vendor Program Branch. 84/11/06. BRUGGEMAN# W. H. General 
Electric Co. 2pp- 27734:001. 

—9412030124 QA Program Insp Rept 9990091 1/S4-02 on 840B27-31.No 
none amp 1 ianc e noted. Major areas insp ected : veri f i cat ion of 
implementation of corrective action from QA Program Insp 
Rept 99900911/84-01. 

HUBBARD, 0. T, . POTAPOVS, U. Vendor Program Branch. 

27734: 003. 


84/10/04. 17pp 


0412030170 Forwards QA Program Insp Rept 99900277/84-02 on 840820-24 
notice of nonconformance. Implementation of QA program failed 
to meet NRC requirements. 

ZECHp O. G. Vendor Program Branch. 

Co, 3pp. 27734:148, 


84/11/06. JONES, G. 


Rockbestos 


-84120 30178 Notice of nonconformance from insp on 840820-24. 

# Vendor Program Branch. 84/11/06. Ip. 27734: 151. 

-8412030182 QA Program Insp Rept 99900277/84-02 on 840020-24 
Noncompliance noted : traceab i li ty not demonstrated for reel 
of conductor insulated wire & six timer units used for 
rework processes not calibr. 

PETR 08 1 NO, J. J. , MERSCHOFF. E. W. Vendor Program Branch. 84/ 
ISpp. 27734:132. 


8412040055 Revises 840214 response to QA Program Insp Repts 
99900277/83-01,83-02 & 83-04. Schedu le for supplemental 
qualification test program modified as listed. 

LITTLEHALE5. G. Rockbestos Co 84/11/26 ZECH, G G Vendor Program 
Branch. Ip, 27750:279. 

8412050173 Responds to violation noted in QA Program Insp Rept 
99900023/84-01. Corrective ac t i ons ; c us tomers receiving 
suspect sway strut & mechanical snubber parts shipped before 
821001 will be notified by 841215, 

KOCH, G A. National Valve & Mfg. Co 84/11/27, ZECH, G. G. Vendor 
Program Branch. 2pp. 27768: 313. 

8412050240 Responds to NRC B41106 1 tr re nonconformance noted in QA 
Program Insp Rept 99900003/04-01 . Corr ec tive actions 
tubeshell reheat treated & acceptable temp strip chart 
recording obtained. 

LEES, E A, General Electric Co 04/11/26, ZECH. G. G Vendor Program 
Branch. 2pp. 27773:121. 

8412050374 Responds to B41021 Itr re nonconformances noted in QA 
Program Insp Rept 99900400/04-03 Corrective actions: 
calculation procedure revised for use in establishing 
operational S- safety Units for upcoming cycles reloads. 

PRYOR, C.W. Babcock Wilcox Co. 04/11/27, ZECH, G. 0. Vendor 
Program Branch. 19pp. 27773:209. 

0412100173 Responds to violation nonconformance noted in QA Program 
Insp Rept 99900023/84-01. Corrective actions company 
procedure & purchasing guide revised to show that 10CFR21 
is condition of every order for NCA-3000 matl. 

BIDDLE, W C. National Valve & Mfg. Co, 84/12/04. ZECH, G. G. Vendor 
Program Branch. 13pp. 27834: 152. 

8412120307 Further response to FDIA request for documents re 
allegations concerning Bahnson Co. Forwards documents listed 
in App D. App D documents also available in PDR, Search for 
addl documents continuing. ,, u 

FELTON, J. M. Division of Rules and Records, 84/06/26. ESPINOSA, W H. 
Hale, Russell S< Gray. 3pp. 27952: lOB. 

—8412120333 Ac k receipt of 830113 Itr re violation noted in QA Insp 
Rept 99900791/82-01. Corrective action will be examined 
during future insp. 

POTAPOVS, U. Division of Vendor 8 c Technical Programs. 03/01/31. 
CANUP, J. D. Bahnson Co, , Inc. < 5 ubs. of Hillman Coal 8 < Coke Co. ), 
Ip. 27952' 214. 

8412130541 FOIA request for Ofe of Inspector & Auditor documents re 
Region IV investigation Ia insp of firing C Atchison, 
including Repts 4-93-001 4-83-013 

GARDE, B.P. Government Accountability Project. 84/03/21. Office 

of Administration. 2pp. 27922:038. 

8412170122 Responds to NRC 841108 Itr re nonconformance noted in QA 
Program Insp Rept 99900966/84-01. Corrective actions . QA 
manual & insp criteria will be revised, 

THORNTON, C. E. Hub, Inc. 84/12/07. ZECH, G. G. Vendor Program 
Branch. 2pp. 27937:056. 


G41203O336 Forwards QA Program Insp Rept 99900003/84-01 on 840813-17 8 , 

notice of nonconformance, 

ZECH» O. Q. Vendor Program Branch, 84/11/06. LEES, G. General 
Electric Co. 3pp- 27735: 172. 

““3412030359 Notice of nonconformance from insp on 840813-17. 

* Vendor Program Branch. 84/11/06. tp. 27735: 175, 

'“3412030364 QA Program Insp Rept 99900003/84-01 on 840813-17. 
Nonconformance noted; comp lete tubeshell corrosion 
improvement beat treat analog temp recordings not obtained 

for all tubeshells. oA/M/m 

CIUIMBERG, R. L. I COSTELLO. J. R. Vendor Program Branch. 84/11/01. 

9pp. 27735: 176. 

B41 2030626 Forwards QA Program Insp Rept 99900023/84-01 on 840006-10 
U notices of nonconformance & violation. ^ - m 

ZECH* O. G. Vendor Program Branch. 04/11/05. BIDDLE, W.C. Nation 
Valve 8 » Mfg. Co. 3pp. 27734:289. 

-B412O30630 Notice violation 
e Vendor Program Branch. 


8412170259 Provides addl response to nonconformance noted in QA Program 
Insp Rept 99900861/84-01. Corrective actions: QA manual 
procedure revised to Indicate all markings or tags 
transferred when matl cot in more than one piece. 

BENNETT. D, DuBose Steel. Inc, 04/12/10, ZECH, 0. G, Vendor Program 
Branch. 3pp, 27936:320. 

at Kennewi c k , WA plant on 850107-11, 


8412170280 Confirms QA program insp 
per 841210 telcon. 

ZECHiG. G. Vendor Program Branch. 04/12/13, 
Special Metals Corp- Ip. 27937:104. 


ASTLEV, E. R. Sandvik 


8412170334 Responds to NRC 841127 Itr re nonconformance noted in QA 
Program Insp Rept 99900317/04-01, Requests extension of 
deadline for response to 850131 to complete evaluation 8 < 
investigation per request for addl info. 

LAMBERT, W. H. Cooper Industries, Inc. QCG-1006, 84/12/11. 

ZECH. G G. Vendor Program Branch. Ip. 27933:267. 

84121B012S Confirms QA program insp at Waltham, MA plant on 850107-11, 

ZECH, 0, G. Vendor Program Branch. 84/12/14. BAILEY, F. C. Teledyne 
Engineering Services. Ip, 27961:276 


-3412030635 Notice onf oriwnce^f rom^insp on^840806-10, 


Vandor Program Branch. 84/11/05. 6pp 


-3412030637 QA Program Insp Rept 99900023/84-01 on 840806-10. 
Nonconformance Sot.d : fai lure to notify NRC ^ 

component supports due to inadequate evaluation of 
BAKER, E.T., MER6CH0FF, E. W, Vendor Program Branch. 84/10/17. 
15pp. 27734:300. 


8412180139 Forwards QA Program Insp Rept 99900882/84-01 on 840924-28 
t( notices of noncomformance violation. „ , 

ZECH, 0. G. Vendor Program Branch. 84/12/13. JORGENSEN, R. Buffalo 
Forge Co. 2pp. 27960:300, 

— 8412100144 Notice of violation from insp on 040924-28. 

# Vendor Program Branch. 84/12/13. Ip. 27960:302. 
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8412180151 Notice of none onf ormanc e from insp on 840924-28. 
» Vendor Program Branch 84/12/13. 2pp. 27960:303. 


— 8412180162 QA Program Insp Rept 99900882/84-01 on 840924-28, Violation 
noncompliance noted : 10CFR21 not specified as applicable 
requirement on order for ASME Code Section III weld wire & 
failure to procure items from suppliers on vendor list. 

MIEOELi N. J , MERSCHOFF. E W, Vendor Program Branch. 84/11/05. 

Bpp. 27960.305. 


B412180330 Informs of 30-day extension of time to respond to NRC 841114 
Itr QA Program Insp Rept 99900875/84-01, per 841213 telcon 
u/ET Baker Addl time required to complete research of 
records for detailed response to rept findings. 

ORUNTHALER, G. H. Guyon Alloys. Inc. 84/12/13, ZECH, G. 0. Vendor 
Program Branch. Ip. 27964 360. 


8412180547 Ack receipt of 840706 S< 1008 Itrs informing NRC of steps 
taken to correct nonconf ormance noted in QA Program Insp 
Rept 99900841/84—01. Addl info re response to Violation A re 
configuration mgt procedures needed. 

ZECH.G. G. Vendor Program Branch. 84/12/17. FISCHER, D. M. GNB 
Batteries, Inc. Ip. 27962:013. 


—8412200509 QA Program Insp Rept 99900002/84-01 on 841001-05 No 
deviation noted. Major areas in sp ec ted : mf g & special oroctss 
control. including fuel pellet fabrication, fuel rod loadino, 
bundle assembly & folloiuup on previous insp items 

' ^°S'''ELLO, J. R. Region 1, Office of Director 
84/10/29. 9pp. 28030:196. uireccor. 


8412200597 Forwards QA Program Insp Rept 99900879/04-01 on 840927-30 
& notices of violation & nonconformance. 

ZECH, 0. G. Vendor Program Branch. 


Supply Co., Inc. 3pp. 28032:058. 


84/11/23. KEISER.M. Tioga Pips 


-8412200600 Notice of violation from insp on 840827-30 

* Region 1, Office of Director. 84/11/23. ip, 28032:061, 

-8412200604 Notice of nonconformance from insp on 840827-30 

* Region 1, Office of Director, 84/11/23. 3pp, 28032:062. 


-8412200614 QA Program Insp Rept 99900879/84-01 on 840827-30, Vi o la tlcf 
it nonconformances noted: mfg defects in components for use as 
replacement RHR piping. 

CONWAY.J.T., MERSCHOFF, E. W. Region 1 . Office of Director 
84/10/29. 9pp. 28032:065. ice or Director. 


8412190063 Forwards QA Program Insp Rept 99900883/84-01 on 841015-19 fe 
notice of violation. 

ZECH, 0. G. Vendor Program Branch. S4/12/17. BYRNES, R. Pyrotronics, 
Baker Protection Services, Inc. 4pp, 28011:013. 


— 8412190071 Notice of violation from insp on 841015-19. 

* Vendor Program Branch. 84/12/17. Ip. 28011:017. 


-8412190081 QA Program Insp Rept 99900983/04-01 on 84101 5-1 9. Violation 
noted’ 10CFR21 & Section 206 of Energy Reorganization Act of 
1974 not posted in conspicuous area. 

CONWAY.J.T, MERSCHOFF, E. W. Vendor Program Branch. 84/12/05 

10pp. 28011:018. 


8412240032 Ack receipt of 841126 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Reot 
99900003/84-01. r k 

ZECH, G. G. Vendor Program Branch. 84/12/20. LEES, G General 
Electric Co. ip. 20045: 177. 


nous-egn, ia plant on 850211-15, 

telcon. Insp will examine Shearon Harris 840804 
10CFR50. 55(e) rept. 

ZECH, G. G. Vendor Program Branch. 84/12/24. BORNES, R. P. Southueit 
Fabricating St Welding Co. (subs, of lu International Carp. ) ip 
28088:094. 


8412200206 Forwards QA Program Insp Rept 99900981/84-01 on 841001-05 8< 
notices of violation St nonconformance. 

ZECH, G. G. Vendor Program Branch. 84/12/17. SPINETTI, R. S. LTV 
Tubular Division. 3pp. 28019:060, 


8412200212 Notice of violation from insp on 841001-05, 

■e Vendor Program Branch. 84/12/17. 2pp. 28019:063. 


8412200219 Notice of nonconformance from insp on 841001-05. 
* Vendor Program Branch. 34/12/17. 3pp. 28019:065. 


•B412200223 QA Program Insp Rept 99900881/84-01 on 841001-05. Vi olat i on 
it nonconformance noted: Energy Reorganization Act of 1974 not 
posted & no evaluation or customer notification made for 
piping that did not meet min wall thickness requirements. 

BAKER, E. T. , MERSCHOFF, E. W. Vendor Program Branch, 84/12/06 
12pp. 28019:068. 


B41220024B Responds to NRC 841106 Itr re nonconformance noted in QA 
Program Insp Rept 99900277/84-02. Corrective actions; reels of 
completed cable incorporating suspect single conductor wire 
tagged i. later scrapped. 

LITTLEHALES. G. Rockbestos Co. 84/11/28. ZECH, G. 0. Vendor Proaram 
Branch. 2pp, 28022:310. 


8412200476 Forwards QA Program Insp Rept 99900286/84-01 on 840813-17 
& notices of violation h nonconformance. 

ZECHiO. G. Vendor Program Branch. 84/11/27. BOPP, R. Gaul in Coro 
2pp. 28030:215. 


8412270329 Confirms QA program insp at Houston, TX plant on S50U4-IS, 
per 841127 telcon. 

ZECH,G.G. Vendor Program Branch. 84/12/24. DULANY, J. R. Powell 
Industries. Ip. 28087:284. 


8412270377 Confirms QA program insp at San Francisco, CA ofc on 850107- 
11, per 841218 telcon. 

ZECH, 0.0. Vendor Program Branch. 84/12/24. SKJEI.R.E. John A. 
Blume it Associates, Engineers (subs, of URS Corp. ). ip, 28087:222 


8412280111 Responds to 841123 notices of violation 8c nonconformance 
from insp on 840827-30. Corrective actions; Itr will be sent 
to sources cited in notice of violation St 10CFR21 invocation 
made part of orders. 

VICKERY, D.M. Tioga Pipe Supply Co., Inc, 04/12/20. ZECH, 0.0, 
Vendor Program Branch. 12pp. 28110:350. 


REOOD REGULATORY GUIDES 


8411150249 Forwards for consideration, Sept 1984 draft proposed Rev 3 to 
Reg Guide 1.28, "QA Program Requirements (Design & Const)." 

Minutes of CROR Meetings 51 tc 65 also end. 19 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/11/07. FRALEY, R. F. ACRS - Advisory Committee on 
Reactor Safeguards. 3pp. 27973:001. 


■8312160365 Forwards draft marked-up Reg Guide 1.28, Rev 3, Task R8 002- 
"QA Program Requirements (Design St Const)," dtd Oct 1983. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/10/28. STELLO, V. Regional Operations & Generic 
Requirements, 4pp. 27973:038. 
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8412030173 Cofnmants on draft reg guide. Task SQ 301-4. "Std Format 8c 
Content Guides of Access Author! 2 at ion Plans for Nuclear 
Power Plants. ” Extension of comment period to 60 dags 
following publication of final version requested. 

SIMPSON. E. C. Florida Power Corp. 49FR30726. 84/11/15. CHILK.S. J. 

Office of the Secretary of the Commission. Ip 27723: 1B9. 


8412050402 Comments on draft reg guide. Task OP 032-5. "Test & Calibr of 
Radiation Protection Instrumentation. " Supports reg guide. 

Proposed statement (Section C2.Page 3) re frequency of 
calibr does not appear adequate to prevent use. 

ZIMMERMAN. S. R. Carolina Power & Light Co. NLS-84-4a9. 84/11/30. 

CHILK. S. J. Office of the Secretary of the Commission. 3pp. 

27765: 036. 


8412030190 Comments on draft reg guide. Task SG 301-4, **Std Format 8< 
Content Guide for Access Authorization Plans for Nuclear 
Power Plants, " Psychological test in conjunction u/ 
interview recommended. 

EDELSTEIN. J. P. Affiliation Not Assigned. 84/11/24. CHILK. S J. 
Office of the Secretary of the Commission. 2pp. 27726:254. 


8412050412 Comments on draft reg guide, Task OP 032-5, "Test 8t Calibr of 
Radiation Protection Instrumentation. " Concern exists over 
what position NRC will take under new reg guide if 
manufacturer has not provided info. 

ALEXANDER, G. L. Commonwealth Edison Co. 9479N. 84/11/28. 

Docketing 8e Services Branch. 2pp. 27773:262. 


8412030198 Comments on draft reg guide, Task SG 301-4, "Std Format L 
Content Guide for Access Authorization Plans for Nuclear 
Power Plants. " More precise definition of psychological 
testing recommended. 

HIBLERi N. S. . LEVINSON. S, Affiliation Not Assigned. 49FR30726 089. 
84/11/28. Office of the Secretary of the Commission. 2pp. 
27725:064, 


8412030361 Advises that continuous It direct indication of Valves 
CVR-401A 1< CVR-401B will be installed consistent w/R»v 2 to 
Reg Guide 1.97 prior to startup following first refueling 
outage. 

COOK. K W, Louisiana Power & Light Co. W3PB4-3318. 84/11/29. 

KNIGHTON. Q. W. Licensing Branch 3. Ip. 27723:196. 24X 

Ficha: 50-382. 84/11/29. 8412030361. 


8412040019 Forwards response to Rev 2 to Reg Guide 1.97 (Generic Ltr 
82-33 & Suppl I to NUREO-0737). Implementation of reg guide 
Type A variables scheduled for 30 days after end of 1906 
refueling outage or 861231. 

MCNEILL. C. A. Power Authority of the State of New York. JPN-B4-77. 
84/11/30, VASSALLO. b. B. Operating Reactors Branch 2. 42pp. 

27750:017. 24X Fiche: 50-333, 84/11/30. 8412040019. 


B412040038 Comments on draft reg guide. Task OP 032-5 it value/impact 
statement "Test 8< Calibr of Radiation Protection 
Instrumentation. *' Requirements for recording humidity too 
□ b 1 ig ator y . 

CLEMENTS. B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
(Jeneratlng Co. ). 84/11/26. Docketing 8c Services Branch. 3pp. 

27750:090. 


8412050128 Comments on draft reg guide. Task SO 301-4, "Std Format « 
Content Guide for Access Authorization Plans for Nuclear 
Power Plants. " Candidate susceptibility to stress «« chemical 
abuse should be assessed. 

FLINT, R.T. Affiliation Not Assigned. 49FR30726 091. 84/11/26. 

Doctceting 8c Services Branch. 2pp. 27773:150. 


8412050136 Comments on proposed rules 10CFR50 8c 73 re access 
authorization program. Obi igatory psychological evaluation of 
people operating. maintaining 8c repairing nuclear power 
plants supported. 

EDELSTEIN, J. P. Affiliation Not Assigned. 49FR30726 036. 84/11/24. 

CHILK, S.U. Office of the Secretary of the Commission. 2pp. 

27768: 319. 


8412050172 Forwards revised response to Reg Guide 1.75, "Physical 
Independence of Electric Sys, '* to aid in review of 
resolution of FSAR Question 421. 47. Info will be Included in 

FSAR Amend 17, 

MANOAN, C, V. Niagara Mohawk Power Corp. (NMP2L 0273). 84/12/03. 

SCHWENCER,A. Licensing Branch 2. 4pp. 27773:203. 24X 

Fiche; 50-410. 84/12/03, 8412050172. 


8412050419 Comments on draft reg guide. Task OP 032-5, "Test 8< Calibr of 
Radiation Protection Instrumentation. " Restriction from use 
of uncalibr scales should be plainly marked on instrument. 

HUFHAM, J. W. Tennessee Valley Authority. 84/11/28. Docketing 8c 
Services Branch. 3pp. 27773:272. 


8412060126 Comments on draft reg guide. Task OP 032-5, "Test 8c Calibr of 
Radiation Protection Instrumentation. " Opposes reg guide. 

Definition of uncertainty given in App A unsatisfactory 
8( concept may become obsolete. 

LOEVINGER.R. Commerce. Dept. of. National Bureau of Standards, 
84/11/30, Docketing 8< Services Branch. 2pp. 27789:349. 


8412070093 Partial response to FDIA request for three categories of 
documents re single state licensing 8c standardized design 
c art if ica 1 1 ons. Doc ument s listed on app being placed in PDR, 
Forwards documents. Review continuing. 

FELTON, J. M. Division of Rules and Records. 83/11/15. ADATO, M. 
Union of Concerned Scientists. 3pp- 27846:207. 


— 8309120490 Summary of 830825 meeting w/AlF Standard izat i on Subcommitt 
re level of design detail required for single-stage 
licensing 8c/or design certification. Viewgraphs end. 

MORAN, D. H. Standardization 8c Special Projects Branch. 83/08/31. 
THOMAS, C. 0. Standardization Sc Special Projects Branch. 6pp. 

27847: 061. 


B412O7O201 Forwards "Response to NUREG-0737. Sup p 1 1. Section 6.0, Review 
of Reg Guide 1.97 - Application to Emergency Response 
Facilities, Calvert Cliffs Nuclear Power Plant," per NRC 

LUND V ALL, A. E. Baltimore Gas 8< Electric Co. 84/12/01. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 27817:206. 24X 

Fiche: 50-317, 84/12/01, 8412070281. 


—8412070285 "Response to NUREG-0737. Suppl 1, Section 6 . 0 , Review of Reg 
Guide 1.97 - Application to Emergency Response Facilities. 

Calvert Cliffs Nuclear Power Plant. " 

s Baltimore Gas 8< Electric Co. 84/12/01. 88pp. 27817:207, 24X 

PlrhB- 50-317, 84/12/01, 8412070281. 


J412100166 Notifies that ACRS Subcommittee on Regulatory Activities 
meeting in Nov 1984 postponed doe to administrative 
difficulties. 

RICHARDSON, J. E, Mechanical/Structural Engineering Branch. 84/11/20. 
HELWIQ, D. R. BWR Owners Group. HELWIG, D. R. Philadelphia Electric 


8412110324 Forwards revised Type A variable list re Rev 2 to Reg Guide 

1.97, in response to 841107 telcon. 

VAN BRUNT, E.E. Arizona Public Service Co. ANPP-31334-EEV0. 
84/12/05. KNIGHTON, 0. W. Licensing Branch 3. 4pp. 27852:067. 24X 

Fiche: 50-528. 84/12/05, 8412110324. 


8412050189 Requests 90-day extension of comment period for proposed 
rules 10FR5O i 73 draft reg guide. Task SG 301-4, re 
physical protection programs of nuclear Pi?"**- „ 

BOWNAKERi N. J. Baltimore Gas 8< Electric Co. 49FR30735. 84/11/19. 

Docketing it Services Branch. 2pp. 27772:360. 


8412050203 Comments on proposed Rev 2 to Reg Guide 10.6 re min 
experience of manager or supervisor of radiography program. 
Reduction of min experience to 3 months *‘^PPO"**'^- ^ 
MAONUSaON, E. J. Morton Thiokol, Inc. 84-10533. 84/11/28. 

Docketing it Services Branch. 2pp. 27769:293. 


8412050392 Comments on draft reg guide, Task OP 032 5, Calibr 

of Radiation Protection Instrumentation." Application for 
survey instrument calibr sources should include make & model 

LAC Texas, State of. 84/11/28. Office of the Secretary 
of the Commission. Ip. 27773:240. 


8412120330 Forwards draft proposed FSAR changes that identify addl 
Reg Guides 1.84 it 1.85 approved ASME Code cases used in 
const of plant components. Changes will be incorporated in 
FSAR Amend 14, 

VAN BRUNT, E. E. Arizona Public Service Co. ANPP-31404-EEVB. 
04/12/10. KNIGHTON. 0. W. Licensing Branch 3, 28pp. 27885:032. 

Fiche: 50-528, 84/12/10. 8412120330. 


24X 


8412180431 Comments on proposed rules 10CFR50 & 73 8< draft reg guide, 
Task SO 301-4, re access authorization program. Requirements 
of proposed rule excessive in comparison to similar private 
industries. 

CAREY, J. J, Duquesne Light Co. 49FR30726 070. 84/12/03. 

Docketing St Services Branch. 3pp. 28006:283. 


8412180478 Comments on proposed rules lOCFRSO Jt 73 St draft reg guide. 
Task SO 301-4, re access authorization rules. Opposes rules St 

KOBEr!^r!*w! Rochester Gas St Electric Corp. 49FR30726 0S2. 84/12/04. 

CHILK, S J. Docketing St Services Branch. 10pp. 27999:346, 
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8412180490 Comments on draft reg guideiTask OP 032-5, "Test h Calibr 
Radiation Protection Instrumentation." Reg guide fails to 
address alpha or beta survey instrumentation 8^ 
nonradiological characteristics of instrument calibr. 

MEDFORD, M, a, Southern California Edison Co. 84/12/04 Docketing 

& Services Branch. 2pp. 28006: 28* 


84121S0556 Package of two comments re draft Reg Guide, Task OP 032-5 i 
value/impact statement concerning test i. calibr of radiation 
protection instrumentation. 

CROUSE, R.P, Toledo Edison Co. TUCKER, H. 0. Duke Power Co. 1107 
84/12/06 CHILK, S. J. Office of the Secretary of the Commission 
5pp. 27962 ' 007. 


B412200266 Forwards addl mfo & mods to 841212 & 17 itr^ tn nu ... 
in order to satisfy separation concerns re Lg GuiL 1 75 
Results of tests concluded that criteria of IEEE Std ^R 4 
satisfactorily met, 

VAN BRUNT, E, E. Ariiona Public Service Co ANPP -31 soa-ppur 
84/12/18. KNIOHTQN. e, U. Licensing Branch 3 lOh sIm?'. 

Fiche. 50-528.84/12/18. 8412200266 ‘ ' 


: 163. 


8412200278 Forwards Bechtel Study 13-ES-600, 
Energy Circuit Analysis." 

VAN BRUNT, E.E. Arizona Public Service Co. 
84/12/17. KNIGHTON, G. W, Licensing Branch 
Fiche; 50-528, 84/12/17, 8412200278. 


"Reg Guide 1 75 Low 

ANPP-31492-WFQ/. 

3- 2pp. 28021:134. 


24X 


8412180572 Comments on draft reg guide Task OP 032-5, “Std Format Z< 
Content Guide for Test & Calibr of Radiation Protection 
Instrumentation. " NRC underestimated impact on industry in 
value/impact statement. 

DALE, L. F. Mississippi Power & Light Co. AECM-84/0494. 84/12/06. 

Docketing & Services Branch. 3pp. 28001:209. 


—8412200287 13-ES-600 

Bechtel Study 13-ES-600, "Reg Guide 
Analysis. " 

* Bechtel Corp. 84/12/17. Spp. 
Fiche: 50-528, 84/12/17, 8412200278. 


1.75 Low Energy Circuit 
28021:136. 24X 


8412190232 Forwards Rev 1 to "Compliance Rept - Reg Guide 1 97 
(Rev 3)," per Suppl 1 to NUREO-0737, 

SPANGENBERG, F, Illinois Power Co. U-0767, 84/12/11 SCHWENCER, A 

Licensing Branch 2. Ip. 28007:065. 24X Fich e; 50-461 , 84/ 12 / 1 1 , 

8412190232, 


8412260008 Informs that 830919 proposed 
drainage sys design for disposal site 
Reg Guide 3. 11, Info re capability of 
handle larger flow 8< reca 1 culation of 
HAWKINS, E F. Uranium Recovery Field 
Valley Authority. 2pp. 28073:355. 


embankment dam & di 
satisfies criteria 
current design to 
PMF requested. 
Office. 84/11/30. 


version 

in 


Tennessee 


—8412190235 Rev 1 to "Compliance Rept - Reg Guide 1,97 
* Illinois Power Co. 84/12/11. 29pp. 28007:066 

Fiche: 50-461, 84/12/11, 8412190232. 


(Rev 3), " 
24X 


8412190258 Comments on proposed rules 10CFR50 & 73 & draft 
Task SG 301-4, "Std Format & Content Guide for Access 
Authorization Plans for Nuclear Power Plants. " Check on 
personal credit history inappropriate. 

HUFHAM, J. W. Tennessee Valley Authority. 49FR30726 093. 
Docketing & Services Branch. Spp. 2a(X)8: 059. 


reg guide, 


84/12/05, 


B412190273 Comments on proposed rules 10CFR50 8« 73 & draft r 
Task 8(3 301-4, "Std Format & Content Guide for Access 
Authorization Plans for Nuclear Power Plants." All 
individuals should be interviewed. 

FLANAGAN, C. L. Affiliation Not Assigned. 49FR30726 092. 
Docketing Services Branch. 2pp. 28008:247. 


eg guide. 


84/12/01. 


8412190276 Comments on proposed Rev 1 to Reg Guide 4.16, Task CE 401-4, 
Monitoring & Reporting Radioactivity in Release of 
Radioactive Matls in Liquid 8< Gaseous Effluents From Nuclear 
Fuel Processing & Fabrication Plants.,.." Supports rev 
STAUTER, J. C. Kerr-McGee Corp. 84/12/14 
Branch. Ip. 28013:244. 


Docketing 8< Services 


8412190300 Comments on proposed Rev 1 to Reg Guide 4. 16, Task CE 401-4 
re monitoring h reporting radloactivi ty. Methodol ogy not 

meeting new 10CFR20 requirements, Deferral until 
10CFR20 revs completed requested. 

f?^ncr"7pp. «. SPTVip, 


8412270331 Comments on proposed Rev 1 
changes will improve qualitative & 
NRC personnel to evaluate liquid & 
releases. 

NARDI,A. J, Westinghouse Electric C 
Docketing Services Branch. Ip, 


to Reg Guide 4. 16. Prop osed 
quantitative repts for 
gaseous effluent 


orp. LA 84-129. 
28087: 285. 


84/12/19. 


B412270431 Forwards interim rept re response to Reg Guide 1 97, Rev 2 
re emergency response capab i 1 ity. Response to open items 


requested within 60 days of 1 tr receipt. 
SCHWENCER, A. Licensing Branch 2. 84/12/13. 

Commonwealth Edison Co. 3po. 28118' OOl 
8412270431. 


FARRAR, D. L, 

24X Fiche: 50-373, 84/12/13, 


8412270434 "Conformance to Req 

1 8 , 2 . " 

UDY, A. C, EG&G, I 


1.97, LaSalle County Station, Unit 


M « 6. A-64S3. TAG 55102. 84/12/31. WRC - 

No Detailed Affiliation Given. 15pp, 28118:004 24X 

Fiche 50-373, 84/12/13, 8412270431. 


meeting w/util & S8<W re util S41109 proposal to 
modify FSAR commitments concerning Reg Guide 1 . 75 List of 
attendees end. 

4pp"''*28n6-34k‘"S«"?.®r“";!i '-icpnsinj Branch 3. 

*fpp. ZS116.345. 24X Fiche: 50-458, 84/12/18, S412270551. 


aourc e 


Preparation of Application for Use of Sealed E 
Devices for Performing Industrial Radiography • 
COREY, D. A. Navy, Dept. of. 84/12/19. Docketinc 
Branch, 3pp. 28110:108. ^ 


Guide for 
8 < 


Services 


8412190312 Comments on proposed rules 10CFR50 & 73 is draft reg guide 
Task SO 301-4, re access authorization program, Guide provides 
unescorted access concepts, 

FLYNN, F. C. Chem-Nuclear Systems, Inc. 49 FR 30 726 094. 84/11/10 

Docketing it Services Branch. 2pp. 28013' 232 


1 . 97 , perry Nuclear Power 

rianx ur^ts l 2, re emergency response capabilities, 


Responsp^to identified open items 
of Itr receipt. 

YOUNGBLOOD, B. J. Licensing Branch 1, 
Cleveland Electric Illuminating Co. 
Fiche; 50-440, 84/12/11, 8412200109, 


capa 

equested within 60 days 

84/12/11. EDELMAN, M. R. 
4pp. 28041:001. 24X 


■8412100015 "Conformanc 
Units 1 & 2, " 

UDY,A. C. EG&G, Inc, 
Affiliation Given. 
8412200109. 


e to Reg Guide 1.97, Perry Nuclear Power Plant, 

FIN A-6493. 84/12/31. NRC - No Detailed 

13pp. 28041:005, 24X Fiche: 50-440, 84/12/11, 




84IZ280092 Comments on draft reg guide, TasK ut- 

Radiatlon Protection Instrumentation." Guide appears to 
apply only to portable radiation survey instrument s. Tit 1 e 
Should be changed to reflect limited scope. 

SMITH, L.R. E. I. du Pont de Nemours it Co., Inc. 84/12/10. 
Docketing it Services Branch. 2pp. 28112:066. 




RES 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


« 4 . =-T-.r4.y ftssessmenc, " interim forelg 

trip rept of attendance at Specialists Meeting on Reactor 
Noise (SMORN-IV) on 841115-19 in Di jon, France. 

SWEENEY, F. U. Oak Ridge National Laboratory, FIN B-0191. 
ORNL/FTR-1917. 84/10/30. KONDIC, N. N. Instrumentation it Control 
Branch. 43pp. 27867:307. 


dhcum.6ts r, Cpmmls.lon 

identification of need for clarification referenced in 
R Minogue 800110 memo. Forwards draft Reg Guide 5. 59, dtd 
Sept 1982. Action completed. 

FELTON, J.M. Division of Rules and Records, 84/06/27 HlRSrp 
Committee to Bridge the Gap. Ip. 28032:248. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8412050013 Forwards agenda for 841127-28 steam explosion review meetint 
& all submittals received responding to Ross 840824 Itr 
concerning Sandia proposed research program. 

GINSBERG, T., ALLEN, C, L, Steam Explosion Review Group, 84/11/20. 
Steam Explosion Review Group. 6pp. 27810:295, 


— B412200164 "For Cohim.nt" i«u. of propos.d Rev 1 to draft Reg Oui 
D.39, Task SG 229-4, "Std Format it Content for Licensee 

rSrstriteg'uinniJue^" - 


“~®^^20500i8 Comments on Ross 840824 Itr concerning Sandia proposed 
research program. 

SQUARER,D. Steam Explosion Review Group. 84/11/20 7pp 

DTfl 1 n - i ’ r r * 
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— 8412050024 Response to Question 3 of D Ross 840824 Itr re revieiu of 
stead explosion issue 

GTNSBERO^T Brookhaven National Laboratory. 84/11/30. 6pp. 
27810; 300- 

8412030028 Forwards reviews re need for large-scale experiments for 

stead explosion potential in connection ui/LWR severe 
accidents Experiments of little value re direct 
extrapolation to LWR sys. 

FAUSI^E.H. K. Fauske 6 Associates- Inc 84/11/19. ALLEN. C. NRC 
No Detailed Affiliation Given 4pp. 27810:314 


0412110226 "Technical Rept 9. IR- Preventive Methods to Arrest Sequences 
of Events Prior to Core Damage. Rev 1." 

* NUS Corp * Industry Degraded Core Rulemaking Program. 

84/09/30 500pp. 27893:045. 


8412180592 Forwards long-range CRGR agenda for Dec 1984 - Dec 1985 for 
c omment. Agenda will be updated every 6 months. Input will be 
solicited in May 1985. 

BTELLO, V. Committee to Review Generic Requirements. 84/12/17. 
DENTON, H. , DAVIS. J. < MINOGUE-R. NRC - No Detailed Affiliation Given 
15pp. 20001:255. 


■8412050034 Discusses visit to Sandia to review experimental results i 
large-scale steam explosions other support programs 
c orap 1 ement ing large scale tests. 

NENRy. R. E Fauske & Associates, Inc 82/05/06. TONG, L. S, NRC - 
No Detailed Affiliation Given. 4pp. 27810,318. 


— B412050036 Comments on Question 3 of Ross 840824 Itr concerning 
proposed large-scale steam explosion experiments. 

CORRADINl.M. Wisconsin, Univ. of, Madison, WI. 84/11/20. Stean 
Explosion Review Group. 17pp. 27810:322. 


—8412050042 Comments on "Proposed Research Contributing to Resolution 
Rasiduai Steam Explosion Issues. " 

BOHL, W, R. , BUTLER, T. A. Affiliation Not Assigned. 84/11/20. 47pp. 

27810; 324 


—8412050047 Comments on Sandia steam explosion research proposal. 
THEGOANOUS, T. G. Af f i I iation Not Assigned. 84/11/20. 3pp. 
27B11: 023, 


0412050676 Summary of CRGR Meeting 70 on 841017 in Bethesda, HD re min 
dosimetry for offsite emergency workers, proposed generic Itr 
concerning QA associated w/ATWS rule & proposed pressurized 
thermal shock final rule. 

BTELLO, V. Regional Operations & Generic Requirements. 84/11/07. 
DIRCKS, W. J. Office of the Executive Director for Operations. 4pp. 
27780: 2U. 


8412050736 Notices of CRGR Meeting 70 on 841017 in Bethesda, MD to 
discuss min dosimetry for offsite emergency workers 
proposed generic Itr re QA guidance concerning ATWS rule, 

STELLO, V. Regional Operations & Generic Requirements. 84/10/04. 
BERNERD.R. Office of Nuclear Reactor Regulation. Director. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R, E. Office of Nuclear Material Safety 
Safeguards, Director. 2pp. 27783:275. 

— 04 1 2050745 Forwards proposed generic Itr re QA guidance concerning AT 
r u le. Gu i dance in end consistent w/QA practices observed at 
two fac i 1 ities. Meeting on 841004 requested. 

DEVOUNG,R. C, Director's Office, Office of Inspection and 
Enforcement. 84/10/01. STELLO, V. Regional Operations «< Generic 
Requirements. Spp. 27783:277, 


8412070073 Summary of CRGR Meeting 70 on 841017 re NRC policy on min 
dosimetry for offsite emergency workers & proposed final 
version of generic Itr concerning QA for ATWS rule. List of 
attendees end. 

STEL.LO, V, Committee to Review Generic Requirements. 84/11/07. 
DIRCKS, W, J. Office of the Executive Director for Operations. 3pp. 
2704A; 130. 


0412100188 NUREG-106i V03 

REPORT TO U. S, NUCLEAR REGULATORY COMMISSION PIPING REVIEW 
COMMITTEE. Vo lume 3: Evaluation Of Potential For Pipe 
Breaks. 

■e Piping Review Committee. 84/11/30 200pp. Available at NRC. 

OO. 27B49: 092. 


9412280058 Staff requirements memo re 841115 meeting w/Advisory Panel 
on TMI-2 Cleanup. Ofc of General Counsel directed to provide 
opinion re advisory panel legal basis for engaging in review 
of epidemiological studies re radiation releases, 

CHILK. S. J. Office of the Secretary of the Commission MS41I154. 
84/12/19. DIRCKS. W. J. Office of the Executive Director for 
Operations. PLAINS, H. Office of the General Counsel. 2pp. 
28132:362 24X Fiche. 50-320, 84/12/19, 8412280058. 


8412280219 Submits editorial corrections Sk minor clarifications to 
visual weld acceptance criteria for AWS structural welding 
at nuclear power plants, per 841214 Itr & 1221 telcon. 

DUTTON, D. E. Nuclear Construction Issues Group. DUTTON, D. E. 
Southern Co. Services- Inc. 84/12/21. VOLLMER, R. H. NRC - No 
Detailed Affiliation Given. 3pp. 28108.001. 


8412280404 Summary of CROR Meeting 71 on 841203 re proposed resolution 
of Unresolved Safety Issue A-46, "Seismic Qualification of 
Equipment in Operating Plants. " W/o end. 

STELLO, V, Committee to Review Generic Requirements, 84/12/12. 
DIRCKS, W, T. Office of the Executive Director for Operations. 2pp. 
28126: 165. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8409250143 SECY-B4-360 

Requests Commission review staff proposed procedural course 
for decision to authorize restart. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
04/09/13. Mpp. 27896:348. 24X Fiche: 50-206, 84/09/13, 8409250143 


8410150310 SECY-84-378 

Advises of Director, NRR decision resolving remaining issues 
raised by UCS 2.206 petition re environ qualification of 
emergency feedwater sys. Decision concludes sys qualified. 

Relief requested denied. 

DIRCKS, W. J. Office of the Executive Director for Operations, 
84/09/26. 78pp, 27870:109. 24X Fiche: 50-239, 84/09/26, 8410150310. 


8411190049 SECY-a4-425 

Provides Commission w/background info in preparation for 
841115 meeting u/director of DDE, Of c of Civilian Radwaste 
Mgt to discuss natl high level waste program. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/10/31 6pp. 27810:289. 


8412070134 Responds to FOIA request for SECY-84~013, SECY-e4-099, 
SECY-a4-009 & SECY-84-034, Forwards four Commission papers. 
FELTON. J, M. Division of Rules and Records, 84/06/01, DELL, N. 
Nuclear Information & Resource Service, Ip. 27847.083. 


—8401310036 SECY-84-013 

Recommends that Commission approve issuance of staff 
positions stemming from proposed resolution of Unresolved 
Safety Issues A-3, A-4 «< A-5 to PWR licensees «< applicants, 
implementation of positions or alternatives & SRP rev. 

DIRCKS, W.J. Office of the Executive Director for Operations, 
84/01/11. 27pp. 27847:089. 


8412100232 Forwards repts for IDCOR/NRC Technical Interchange Meeting 
an BA1213-14 in Bethesda. MD. 

STROLJPE, E P. Technology for Energy Corp. 84/11/21. DENTON, H. R. , 
CASE, E. Office of Nuclear Reactor Regulation, Director. BERNERO, R. 
Division of Systems Integration (post 811005). 2pp. 27865:001. 


— 8412100236 " IDCOR Task 24. 4, Operator Response to Severe Accidents 
Final Rept. " 

* Technology for Energy Corp. 84/09/30. 146pp. 27865:003. 


—8412 100241 NUS-4378 

D-raft "IDCPR Sobtask 18 . 1, Evaluate Atmospheric & Liquid 
Pathway Dose. " 

KAISER, G.D., CHECK, M. , TOBLIN, A. NUS Corp. 84/10/31. 775pp. 

27065: 151. 


8412110205 Draft "IDCOR Task 21 . 1 , Risk Reduction Potential," W/841206 
memo to PDR, 

* Energy, Inc. * Industry Degraded Core Rulemaking Program. 
84/11/30. 200pp. 27897:001. 


—8403080445 SECY-a4-099 

Requests consent to mod of schedule requested by Commission 
for preparation of staff guidance on pressurized thermal 
shock plant-specific analyses. Schedule inconsistent w/staff 
schedule for resolution of Unresolved Safety Issue A-49. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
64/02/29. 4pp. 27847: 120. 


8412120273 Addl response to FOIA request for documents from INPO that 
describ e, analy ze or evaluate INPO role or procedures in 
reporting info to NRC. 5ECY-79-647 available in PDR. Review 

FELTON, J. M. Division of Rules and Records. 84/06/14, TOTTEN, M. 
Public Citizen Litigation Group. 3pp. 27940:221. 


—8412120285 SECy-79-6g7 

Informs of contractual matters in process re INPO contract. 
"NPRDS. " 

D0N30HUE, D. J. Office of Administration. 79/12/10. 14pp. 


27940: 227. 
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8412130188 Partial response to FOIA request for SECY-79-t64 it 
SECY~79'-213 Forwards SECY-79-164. “AO Recommendation - 
Extortion Attempt Involving Alleged Theft of Licensed Matl. " 
SECY-79-164 also being placed in PDR, 

FELTON. J. M Division of Rules and Records. 84/06/04. AFTERGOOD. S. 
Committee to Bridge the Cap. Ip 27926:102. 


STATE PROG STATE PROGRAMS 


8412030112 "Lakevieu U Mill Site Remedial 
Sept-Oct 1984. “ 

* Oregon, State of. 84/10/31. 28pp, 


Action Project Status Rept. 
27743: 283. 


— 8412130197 SECY-79-16<} 

Requests approval of AO recommendation re extortion attempt 
involving alleged theft of licensed matl. Commi ssi on comments 
requested by 790320. 

GOSSICK, L V. Office of the Executive Director for Operations 
79/03/05, 9pp. 27926: 103. 


— -- — - or 07 meetinas in 

Richland. WA to discuss licensing info re BWIP program No 
formal notice of meeting or invitation received 

V. Washington, State of 1029. 84/10/29. BROWNING. R 

NRC - No Detailed Affiliation Given. ip. 27742:064 


8412200123 Further response to FOIA request for all 1982 SECY oaoers. 
Forwards SECY-S2-55 it SEC Y-82-71 . Documents available in 
PDR. 

FELTON. J. M. Division of Rules and Records. 84/07/02. WEISS, E.R 
Union of Concerned Scientists. Ip. 28039: 139. 


— B203050126 SECY-82-055 

Recommends approval of changes to NRC recommendation in 
SECY-Sl-653 re proposed amends to Part 110. License would not 
allow export of complete reactors through piecemeal exports. 
DIRCKS. W. J. Office of the Executive Director for Operations 
82/02/08. 3pp, 28039:141. 


— 8203150200 SECY-a2-071 

Forwards 14 audit repts over 6 months old,u/60 open 
recommend a ti ons . 

CUMMINGS. J. j. Office of Inspector 8< Auditor. 82/02/18. 3Bpp. 


8412200430 Further response to S3062B FOIA request that all 1982 SECY 
papers be made available. SECYs 82-226,82-237,82-295,82-311 8< 

82-469 available in PDR. SECY-82-36a withheld (ref FOIA 
Exemption 5) 

FELTON. J. M. Division of Rules and Records, 34/06/21. WEISS. E. R 
Union of Concerned Scientists. 2pp. 29040:001 24X 

Fiche: 50-000. 84/06/21. 8412200430. 


-8206090247 SECY-82-226 

Recommends that Commission approve proposed AO 
recommendation re steam generator tube rupture. 

DIRCKS. W.U. Office of the Executive Director for Operations. 
82 / 06/02 18 pp. 28040:017. 24X Fiche: 50-000, 84/06/21. 841220043 C 


-8206300338 SECY-82-237 

Requests approval of AO determination re incidents involving 
degradation of cooling water flow to diesel generator 

Executive Director for Operations. 
82/06/09. 13pp. 29040:004. 24X Fiche: 50-000. 84/06/21, 8412200430. 


-8207230663 SECY-S2-295 

Commission approval to proposed first quarter 
CY82 AO rept to Congress. 

Executive Director for Operations. 
82/07/12. 60pp, 28040.035. 


-8208040321 SECY-aQ -311 

Informs Commission of proposed license conditions to assure 
appropriate offsite emergency response in case of 
significant release of U at NFS. 

al/OT/DT Director for Operations. 

82/07/23 5pp. 28040:. 095. 


— 8212010320 SECY-a2-469 

Requests Commission approval of continued holding of 
Facil i ty License CX-10 by B&W. due to reorganization of 
McDermott. Inc. 

S 3 /??/ 3 a = Director for Operations. 

82/11/26. 71pp, 2B040: 100. 


8412260065 Responds to FOIA request that SECY-80-449 it Confirmatory 
t '?^‘-\S2-25. dtd 820818, including all attachment^ ^ 

y ^ PDR. Portion of CAL 82-25 withheld 

(ref FOIA Exemption 4). 

Records. CAL-82-25. 84/06/20. 

SHOLLY, S. C. Union of Concerned Scientists. 2pp. 28107:259, 


— 8010200379 SECY-80-4<?9 

Informs Commission of plans for future safeguards field 
assess.ments. “ 

DIRCKS, W. J. Office of Nuclear Material Safety & 
Safeguards, Director. 80/10/13. Bpp. 28107:261, 


8412030334 Notifies of upcoming meetin 
TAYLOR, T J Energy, Dept. 

Detailed Affiliation Given. Ip. 27737 362. 


TAVL0«.T 0 


8412030363 Requests attendance at 841108 & 1206-07 meetings in 
Las Vegas, NV w/DOE to review Nevada Nuclear Waste Storage 
Investigations project. " 

M ^^''10/26. BROWNING. R. Division 

of Waste Management. Ip. 27738:360. 


8412030380 Confirms State of OR. Dept of Energy info & suggestions 
previously reviewed re Lakeview Remedial Action Project Stds 
for radwaste disposal facilities end. '* 

FRANK. L. Oregon, State of, 84/10/25 MORLEY. 
of. 5pp. 27737:351. 


' U, A. Energy, Dept. 


8412030408 Informs of special meeting of Nuclear Waste Board in Laceu. 
WA on 841105 to discuss processing of proposed consultation ^ 

«t cooperation agreement per RCw 43.200. 100 it proposed 
funding to support defense waste program activities 
BISHOP. W. Washington. State of. 1035. 84/10/29. ‘ Washington, 

State of. Ip. 27737:329 waanington, 


8412030434 Forwards State of WA 841130 Itr informing that all request* 
greater than Class C waste will be deferred 
until NRC guidance issued. 

^ '^s^is^ant Director for State Agreements Programs 
BROWNING, R. Division of Waste Management. Ip. 

27/42’ 3o0. 


—8412030442 Notifies that requests for disposal of greater than Class C 
wastes will be deferred until NRC review criteria 8, 
guidance established. Action necessitated by large number of 
requests for disposal of wastes, 

STRONG, T.R. Washington, State of. 84/11/30, NUSSDAUMER, D. A. 
Assistant Director for State Agreements Programs. Ip. 27742:361. 


8412030662 Documents 841015 telcon w/V Autry of State of SC re data 
requirements for cold temp testing, drop testing it vibration 
testing for NUPAC FL50 hand indicator controller generic 
rept. 

TOKAR.M. Engineering Branch (Post 831001). 84/10/23. Engineerino 

Branch (Post 831001). 2pp, 27743:151, ^ ® 


Project staff in Columbus, OH to discuss licensing process & 
GA experience from reactor licensing & AIF 841112 annual 
conference in Wash ing ton, DC. 

TAYLOR, T.J. Energy, Dept. of. 734. 84/10/26. LINEMAN, J. 

Detailed Affiliation Given. Ip. 27738:331. 


NRC - No 


8412040288 Submits notice of upcoming meetings from DOE Sait Repository 
Project Ofc. per 830719-20 me et ing s . Hos t organization should 
be provided w/names of anticipated attendees. 

TAYLOR, T. J. Energy, Dept, of. 761. 84/11/08. LINEHAN, J. NRC - No 

Detailed Affiliation Given. Ip. 27758:359. 


B412040309 Submits notice of upcoming meetings from DOE Salt Repository 
Project Ofc. per 830719-20 me et ing s. Has t organization should 
be contacted for details. 

TAYLOR, T. J. Energy. Dept. of. 754. 84/11/15. LINEHAN. J. NRC - No 

Detailed Affiliation Given, Ip. 2775g;353. 


B412040331 Forwards comments on Sept 1984 version of Salt Lake City 
remedial action plan. Environ health ir. safety plan, 
radiological support plan & QA plan to be prepared by 
State of UT will require review & concurrence. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Re covery Projects Branch. 
84/10/18. MORLEY, J. E. Energy, Dept. of. Ip. 27758:340, 


B412050013 Notification of contract execution. Mod 3, to ''Radiation 
Monitoring Program Requirements. " 

Contractor: State of CA. 

STEWART, S.D. Technical Assistance Contracts Branch. FIN B-8553, 
NRC-32-83-684. 84/11/26. FRIGILLANA, E, B. Region 5. Office of 

Director. HAM ADA. (5. NRC — No Detailed Affiliation Given. Ip. 
27783: 307. 
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[ Mod 3 j adding incremental funding & changing B&R 
iation to "Radiation Monitoring Program 
uents. " 

'ornia* State of. EDGEWORTH, P. J Division of Contracts. 
>53. NRC-32-83~6S4. B4/ 11/26. 2pp. 27783:308. 


■pruiards listed revieu ?< workshop summaries documenting 
)E/NRC/State of NV interactions over past yr,per 
* 840917-28 Nevada Nuclear Waste Site 
lions geology data review. W/o end. 

1, Repository Projects Branch (Post 831001). 427. 

JOHNSDNi C. Nevada, State of. Ip. 27812.003. 


8412110141 Notification of contract e icec uti on, Mod 3, to "Radiation 
Monitoring Program Requirements. " Contractor ■ State of OR. _ec/i 
STEWART, S D. Technical Assistance Contracts Branch FIN B-8554, 
NRC-32-a3-685. 84/12/03. FRIGILLANA, E, 3. Division of Resource 

Management &. Administration. HAMADA, G NRC - No Detailed 
Affiliation Given. Ip. 27899:294 


— 8412110147 Mod 3, adding incremental funding & changing B&R & 
appropriation number, to "Radiation Monitoring Program 
Requirements, " 

* Oregon, State of EDGEWORTH, P. J Technical Assistance 
Contracts Branch, FIN Q-8554. NRC -32-83-605. 84/12/03. 2pp. 

27899 295, 


lomments on draft reg guide, Task DP 032-5, "Test ?< Calibr 
.on Protection Instrumentation." Application for 
itrument calibr sources should include make & model 
itor, 

;. Texas, State of. 84/11/28. Office of the Secretary 
imission. Ip. 27773:240. 


lonfirms 841019 RS Heyer discussion w/KE Alkema, Peart & 
■e initial review of State of UT radiation control 
Guidelines for NRC Review of Agreement State 
Control Programs" end. 

I. Region 4. Office of Director. 84/11/29. STAPELY, M. 
;e of. 8pp. 27773:277. 


lonfirms conversation re NRC 841018 technical comments on 
City remedial action p Ian, Res ervat i ons re NRC role 
■evieu of listed plans w/State of UT expressed. 

IS should originate from DOE project ofc. 

I. G. Energy, Dept. of. 84/11/09. HIGGINBOTHAM, L. NRC - 
■d Affiliation Given. Ip. 27810:057. 


8412120372 Offers no comment on util B40B20 application for amend to 
License DPR-49, de I et ing snubber listing from Tech Spec in 
accordance w/Generic Ltr 84-13 ?< adjustment of two snubber 

Stat, of. CL-84-,3. 84/12/07. V4SSAUL0, D D. 

Operating Reactors Branch 2. ip 27873 318. 24X 

Fiche: 50-331 , 84/12/07, 8412120372. 


0412120383 PN0-IV-B4-028. on 841203, ISO-TEX ordered to cease processing 
of decayed radwaste for burial in municipal landfills 
ISO-TEX received 7 Co-60 sources & placed 7 sources in 
envelope 5- 5-gallon pail. Extreme radiation levels measured. 

HEYER, R. 5. Region 4, Office of Director. 84/12/06. 2pp. 

27B73: 276. 


8412130110 Responds to FOIA request for copies 
device registration certificates issued to 10 
organi nations. Forwards App A documents. 
FELTON, J. M, Division of Rules and Records. 
FOl Services, 4pp. 27924:065. 


of radiation source or 
listed 

84/06/05. HAMMITT. H. A. 


lotification of contract execution, Mod 3, to "Radiation 
Program Requirements. " Contrac tor : State of WA. 
Technical Assistance Contracts Branch. FIN B-8551. 
682. 84/11/26. FR IGILLANA, E. B. Office of Resource 

, Director. HAMADA, G. NRC - No Detailed Affiliation 
27783; 360. 


Mod 3, adding incremental funding & changing B&R !k 
ation number to "Radiation Monitoring Program 
ents. " 

NA, E. B. Washington, State of, Dept, of Social & Health 
EDGEWORTH, P. J. Division of Contracts. FIN B-S55i. 
3-682. 84/11/26. 2pp. 27783:361. 


equests meeting w/NRC to discuss repository siting issues 
g eo 1 og y I h y dr o g eo 1 og y & radionuclide travel times, 
i s ted. 

Utah, State of. 760. 84/11/01. LINEHAN, J. Repository 

ranch (Post 831001 > . 2pp. 27831:104. 


-8412130173 State of CA "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re fine leak sys. 

* California. State of. 83/05/12. 9pp. 27924:095. 


— B412130176 Corrected State of CA "Registry of Radioactive Sealed 
Sources fy Devices. Safety Evaluation of Device" re dosimeter 
calibrator. . ^ 

* California, State of. 76/10/21 2pp. 27924 104. 


— 8412130192 State of CA "Registry of Radioactive Sealed Sources 5( 
Devices, Safety Evaluation of Sealed Source" re calibr 

* California, State of. 81/01/06 2pp 27924:109. 


8412130200 State of CA "Registry of Radioactive Sealed Sources S< 

Devices, Safety Evaluation of Sealed Source" re X-ray 
fluorescence sources, 

■» California, State of. 81/12/10. 4pp. 279e.4.111. 


otification of contract e x ec ution, Mod 4, to "Environ 
Program W/State of MI." Contrac tor : State of MI. 

Division of Contracts, FIN B-1244. NRC-05-S0-2S4. 

SMIDTH.P. Region 3, Office of Director. COHEN, L. NRC 
d Affiliation Given. Ip. 27870:317. 


— 8412130206 State 
Devices, Safety 
direct loading 
* California, 


of CA "Registry of Radioactive Sealed Sources 
Evaluation of Sealed Source" re Model 312 
brachy therapy source. 

State of. 82/08/16 5pp. 27924, 115. 


Mod 4, deobligating balance remaining under contract, to 
Monitoring Program W/State of MI, " 

R. Michigan, State of. THOMPSON, R. D. Division of 
5 FIN B-1244. NRC-05-B0-2S4. B4/11/30. Ip. 27870:318. 


—8412130221 State 
Devices, Safety 
beta source 
* California, 


of CA "Registry of Radioactive Sealed Sources & 
Evaluation of Sealed Source" re high level 

State of. 82/10/19 5pp. 27924:121 


ck receipt of B41026 ltr , d iscuss ing concerns re groundwater 
tion of North Platte site S: restoration technique, 
tion falls under State of WY Dept of Environ 
gulatory responsibilities. 

Uranium Recovery Field Office. 84/11/13. LARSON, R.G. 
sources, Inc. 3pp. 27870:333. 


otification of contract execution, Mod 4 to "State 
e Reporting Svcs. " Contrator : Pub 1 i c Affairs Info, 


— 8412130227 State of CA "Regi 
Devices, Safety Evaluation 
afterloading brachy therapy 
* California, State of. 


stry of Radioactive Sealed Sources & 
of Sealed Source" re Model 314 
source. 

82/12/28. 5pp. 27924: 126. 


— B412130233 State of CA "Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Sealed Source" re miniature 
tube source < after 1 oad i ng ) . 

* California, State of. 83/05/11. 5pp. t79c.4:131, 


Admiinistrative Contracts Branch. FIN B-1592. 

266. 84/11/21. KERR, 6. W, Office of State Programs, 

LANDAU, M, NRC - No Detailed Affiliation Given, Ip, 


B412130240 Amended State of CA "Registry of Radioactive Sealed 
Sources & Devices, Safety Evaluation of Sealed Source re 
afterloading brachy therapy source. 'lyppa- nA 


Mod 4, decreasing total contract amount, to "State Legislative 
g Svcs. " 

C. Public Affairs Information, Inc. WIGGINS, E. Division 
acts. FIN B-1592. NRC-06-83-266. 84/11/21. Ip. 

2 . 


1412130245 Amended State of CA "Registry of Radioactive Sealed 
Sources Devices, Safety Evaluation of Sealed Source re 
y— rati fluorescence source, 

* California, State of. 83/10/06. 4pp. 27924: 140. 


equests NRC/State of TN, Dept of Health visit to facility on 
per C Rowe 841102 telcon. Visit will be limited to 
cility & discussions w/staff members re operations 
ical controls. 

. D. Region 1, Office of Director. 84/11/21. 
tals, Inc. Ip. 27892:190. 


—8412130249 State of CA "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re flood 

« California, State of. 83/10/18. 4pp. 27924:144. 


TUFFIN, W. B. 
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— B412130254 State 
Devices^ Safety 
monitor. 

» California, 


of CA ‘Registry of Radioactive Sealed Sources 
Evaluation of Sealed Source" re aerosol 

State of 78/07/10. 3pp. 27924 148 


& 


8412180413 Rsvised pages to radiological ediergencg preparedness p|»4. 

or 84/10/31 39pp. 28003:317. 24X 


* Neuj York, State 
Fiche: 50-220, 84/12/12, 8412180408 


^'^^2130256 State of TX ''Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re calibr 
source 

# Texas, State of. 82/12/10 3pp. 27924 151 


“B412130267 State of CA "Registry of Radioactive Sealed Sources 
Devices. Safety Evaluation of Sealed Source" re electron 
capture detector 

* California, State of 77/04/06. 2pp 27924:156. 


8412130115 State of TX "Registry of Radioactive Sealed Sources & 
Devices. Safety Evaluation of Device," re industrial 
radiography exposure device & survey instrument calibr unit 
* Texas, State of. 77/03/31 4pp. 27924:069. 


8412130121 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re well 
logging & calibr sources 

* Texas, State of 77/07/31. 2pp 27924:073, 


Forwards domments ro Stata df OR radiation control program 
State funding of radiation control section should be ^ 

extended at least 1 addl yr to eliminate backlog 
compliance insps 

MARTIN, J. B, Region 5, Office of Director. 

Oregon, State of. 5pp. 281B2 260 


be 

of 


84/12/14, GEBBIE.K.II 


8412190201 Responds to 840925 Itr re ERA environ stds for disposal of 
high level wastes Commission response, based on NRC analysis 
of concerns raised in 1 tr , 1 1 sted. t4RC will continue to assist 
further delay of natl high level waste program. 
PALLADINO, N. J. Commissioners 84/12/05. DAVENPORT JH Murohu t 

Davenport 2pp. 28027:358. n. nurpny 


“8412190233 Expresses appreciation for 840924 discussion re NRC 
interaction u/EPA concerning regulation of radiation 
hazar ds, Cone erns re EPA high level radwaste stds raised NRC 
should encourage EPA to finalize 40CFRC9]. 

DAVENPORT, J. H. Murphy & Davenport. 84/09/25. SERNTHAL, F 
Commissioners. 4pp. 28027- 360. 


B4I2130125 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re industrial 
radiography source changer. 

* Texas, State of. 77/08/31, 2pp. 27924.075. 


8412240041 Forwards application of guidelines for NRC review of 
Agreement State radiation control programs State of NY 

positions to program. 

MURLEY, T, E Region 1, Office of Director, 84/12/04 ROBERTS, L 
New York, State of. lOpp. 28062.001. 


-8412130134 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re well 
logging t density gauge source 

* Texas, State of 82/02/19. 2pp, 27924:077. 


—8412130139 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Sealed Source" re pipe line 
camera replacement sources. 

* Texas, State of. 82/02/19. 2pp. 27924:079. 


8412130142 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re survey 
instrumentation calibr unit. 

* Texas, State of 79/10/31. 2pp. 27924:081, 


8412130145 State of TX "Registry of Radioactive Sealed Sources ?< 
Devic es, Safety Evaluation of Device" re oilfield wireline 
sinker bars. 

* Texas, State of 79/12/31 2pp. 27924:083. 




I auviwi.a uc baRun ror oisposai Of 

contaminated sewer sludge while requirements reexamined, 
including assurance that regulatory staffs have workino 
knowledge of 10CFR20. 303 

° Director for State Agreements Programs, 
04/09/25. Affiliation Not Assigned. 4pp. 28062:011. 


8412260192 Advises that uks of 850206-08 11-15 agreed 

review of State of CA radiation control program for 
agreement mat 1 s. Meet ing requested on 850220 to discuss 
results, 

MARTIN, J. B. Region 5, Office of Director. 84/12/21 
California, State of. Ip. 2S05S; 128. 


to for 1985 


RANK, P. C. 


8412260197 Forwards NRC rept of 1983/84 review Sc followup of State of 
CA radiation control program for agreement matls. Pertinent 
parts of rept should be provided to agreement matls staff 
for exam prior to NRC Feb 1985 review. W/o end. 

HDRNDR, J W Region 5, Office of Director. 84/12/21 MARDtJ □ 
California, State of. Ip. 28055: 127. 


8412130153 State of TX "Registry of Radioactive Sealed Sources & 
Devices, Safety Evaluation of Device" re radiography 
source 

* Texas, State of. 81/04/30. 2pp 27924:085. 


0412130158 Amended State of TX "Registry of Radioactive Sealed Sources 
& Devic es, Safety Evaluation of Device" re X-ray source for 
medical RS^D 

* Texas, State of. 83/08/19. 4pp. 27924:088 


8412130293 AC-x receipt of 841127 response to technical comments & 
recommendations re review of State of LA radiation control 
program. 

MARTIN, R. D. Region 4, Office of Director. 84/12/07 SPELL, W H 
Louisiana, State of. Ip. 27900:362. 


Collins 840919 Itr. Nuclear div currently 
diation regulations to incorporate 


updating State of LA rad 
provisions of NRC regulations determined to be compatible S< 
reflecting changes in nuclear div enabling legislation. 
SPELL, W H Louisiana, State of. 84/11/27. MARTIN, R 
Office of Director, Upp. 27916:063. 


Region 4, 


8412170131 Advises that State of OA, Dept of Natural Resources Historic 
Preservation Section has prepared revieu# process for DES, 

Project acceptable, if survey . sys, review & implementation of 
cultural resource mgt plan followed. 

LYON, E A, Georgia, State of, HP 84-11-19-003. 84/12/10. 

ADENSAM, E B Licensing Branch 4. ip, 27937:061. 24X 

Fiche: 50-424, 84/12/10, 8412170131. 


B4121B0408 Forwards uncontrolled revised pages to "NY 

Radiological Emergency Preparedness Plan," per 10CFR50, App 
E, Section V Controlled version filed w/Region I under 
separate cover. 

MANGAN. C. V. Niagara Mohawk Power Corp. 84/12/12. Record Services 
Branch (Document Control Desk). 2pp. 28003:315 24X 

Fiche: 50-220, 84/12/12, 8412180408. 


8412260216 Forwards 1982 review rept of State of WA radiation control 
program for agreement matls. Resumes of new personnel 
excluded since rept oriented to evaluation of program, not 
individuals. W/o end. 

HDRNDR, J. W, Region 5, Office of Director. 84/12/20. STRONG, T.R. 
Washington, State of. Dept, of Social 5, Health Services Id 


8412270200 Responds to 841019 Itr re 1983 review of State of TX 
radiation control program. Pr ovi s i ons of Reg Guide 3.11.1 re 
in situ facilities will not be rigorously applied. 

LACKER, D. K. Texas, State of. 84/12/12. MARTIN, R. D Region 4, 
Office of Director. 2pp. 28090:342. 


S4122S0067 Forwards petition for rulemaking PRM-71-tO re regulatory 
process for evaluation & approval of proposed shipments of 
irradiated reactor fuel. No forum available to public to 
consider need, safety or propriety of proposed shipments. 

SINDERBRAND, C. Wisconsin, State of. 84/12/13. CHILK, S. Office of 
the Secretary of the Commission. Ip, 28112:077. 


8412280074 Petition for rulemaking PRM-71-10 re transportation of 
irradiated reactor fuel. NRC should ensure that safety 8* 
environ consequences of proposed shipments considered in 
public forum prior to approval of shipment route. 

SINDERBRAND, C. Wisconsin, State of. 84/12/13. Commissioners, 
app. 28112:078. 


8412280446 Discusses review & evaluation of State of NC radiation 
control program. Program for regulation of agreement matls 
adequate. Expansion of staffing level for program 
recommended. W/o stated encl. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/12. MGRRDW, S. T. 
North Carolina, State of. 2pp. 28135:286. 


8412310357 Confirms GW Kerr & J Hornor 841026 discussion following 
review of State of W.A radiation control program. Comments 
concerning recommendations & plans to make noted 
improvements requested. 

MARTIN, vJ. B. Region 5, Office of Director, 84/11/29. BEARE, J. 
Washington, State of. 6pp. 28137:274. 
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5411080376 Retiuest« NRC consideration of proposed alternative post- 
" reassembly diesel generator operability testing Proposed 
alternative testing uould add Seiner cumulative run hours & 
starts on engines Response requested by 841001. 

GEORGE. J B Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co.). CPPA-40999. 84/09/21 DENTON. H. R, Office of 

Nuclear Reactor Regulation, Director. 5pp. 27392:170 24X 

Fiche; 50--000, 84/09/21, 841 1080376, 


S411260041 Provides addl info re matl properties in reactor vessel 
foruards Special Rept EPRI NP~3573-SR, "Robinson 2 Reactor 
Ve » s el : Pressur i z ed Thernal Shock Analysis for Small Break 
LOCA. " in response to NRC 840911 request 

MCDUFFIE. M. A. Carolina Power & Light Co, NLS-a4“427. 84/10/30 

VARGA. S. A Operating Reactors Branch 1. 6pp. 27615:115, 24X 

Fiche: 50-261. 84/10/30, 841 1260041 


8412030459 Confirms telcon indicating that response to 840702 Itr 
reactor coolant pump trip issue will be provided by 841201 
Info re potential schedular changes requested 
LAINAS, G C Assistant Director for Operating Reactors 
WELLS. R. C-E Operating Plants Owners Group. WELLS, R 
Nuclear Energy Co. (subs of Northeast Utilities) 


84/10/24. 
Northeast 
Ip, 27741:362. 


S4120306B9 Informs that based on review of 3AW-17aiP & addl info 
provided in 840306,0713 & 0823 Itrs Mark BZ fuel design 
acceptab le. Analysis of combined seismic h LOCA loads in 
840306 submittal also acceptable SER e^icl. ictt d j 

STQLZ, J F Operating Reactors Branch 4. 84/11/16. roDRI GUEZ, R. J. 

Sacramento Municipal Utility District 2pp. 27743:117, 

Fiche: 50-312. 84/11/16, B4120306S9. 


24X 


— 8412030700 Topical rept evaluation of BAW-17aiP, "Rancho Seco Cycle 7 
Reload Rept.Vol l.Mark BZ Assembly Design Rept." Rept 
acceptab le. 

# NRC - No Detailed Affiliation Given. 84/11/16. 9pp. 

27743:119- 24X Fiche ; 50-312. 84/ 1 1 / 16. 8412030689. 


—0412070190 NP-3573-SR 

Special Rept NP-3573-ER "Robinson 2 Reactor Vessel: 
Pressurized Thermal Shock Analysis for Small Break LOCA." 
MARSTON. T. . GRIESBACH. T. . CHAO, J. Electric Power Research 
Institute. 84/08/31. 160pp. 28118:254. 24X 

Fiche: 50-261. 84/10/30. 8411260041. 


B412040063 Requests response to 830127 Itr re whether Stock Equipment 
Co should continue w/review of topical rept update in light 
of unknown costs associated w/NRC review of rept. - 

WILLIAMS. P. C. Stock Equipment Co. 84/11/28. MORAN. D. H. Office of 
Nuclear Reactor Regulation. Director. Ip 27750:276. 


B41201O115 Forwards response to end Derlinger 841010 Itr to Ray re TDI 
crankshafts Rept evaluating response will be furnished as 
directed by Board on 841 1 16. Related correspondence. 

GODDARD, R. J. Hearing Branch 3. #484 365. OL. 84/11/28. 

BRENNER. L., FERGUSON. G. A. . MORRIS. P. A. Atomic Safety and Licensing 
Board Panel. 7pp. 27709:265. 24X Fi c he • 50 - 322 . 84/1 1 /2B. 84120101 15. 


8412040083 Forwards response to EG Adensam 841105 request for addl 
re DPC-NF-2010, "Nuclear Physics Methodology for Reload 


Design. " 

TUCKER, H.B Duke Power Co. 84/11/30. 
Nuclear Reactor Regulation, Director, 
Fiche: 50-000, 84/11/30, 8412040083. 


DENTON, H.R. Office of 
61pp. 27748:139. 24X 


info 


5412010140 Forwards revised Vols 1-4, "TDI Diesel Generator Design 
Review Quality Revalidation Rept." Rept provides addl 
basis for conclusion that TDI diesel generators presently 
installed capable of performing intended safety function. 

DALE. L F. Mississippi Power 8< Light Co. AECM-84/0525 . 84/11/28 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
27716:042 24X Fi ch e : 50-416, 84/ 1 1 /2B, 8412010140. 


3412040087 Advises that complex geometry calorimeter will be included 
in test facility, per 840328 & 29 meetings. Sketch of planned 
instrument, including overall dimensions & locations of 

thermocouples end. aa/i.i-on 

HOBBS. 6. H. Hydrogen Control Owners Group, HGN-021. 84/ll/30_ 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. pp. 


— B412010144 Revised Vols 1-4, "TDI Diesel Generator Design Review 
Quality Rsvalidation Rept, " 

* TDI (Transamer ica Delaval, Inc.) Owners Group, 84/11/30. 

B74pp. 27716:044. 24X Fi ch e; 50-416. 84/ 1 1 /2B, 841 2010140. 

8412010161 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-48 & DSRV 16-4 Emergency Diesel Generator 
Sets - Nozzle Ring Assembly Suppl." Rept represents final QA 
verified rept on subj. 

RAV. C, L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 
00TP-39I-N-4B 84/11/27. DENTON, H R Office of Nuclear Reactor 

Regulation, Director. Ip. 27711.293. 24X FI c h e : 50-000, 84/ 11 /27. 

8412010161. 

— B412010173 FAAA 84-5-7. 1 

"Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-4B & DSRV 16-4 Emergency Diesel Generator Sets - 
Nozile Ring Assembly Suppl." ^ . oqa nav 

* Failure Analysis Associates. 84/11/30, 20pp. 27711:294. 24X 

Fiche: 50-000. 84/11/27. 8412010161. 

6412010189 Forwards Multi-Amp Corp 840214 Itr re mfg date of terminal 
blocks used on TDI diesel generators identified in Info 
Notice 80-00. TDI generators at facility not mfg during 
1974-1976. Terminal blocks considered acceptable. 

RAY, C, L. , RAY.C.L. TUI (Transamerica Delaval. Inc.) Owners Group. 

□ GTP-572-N-47. 84/11/16. BERLINGER, C. H. Office of Nuclear Reactor 

Regulation. Director. 2pp. 27711:336. 24 X Fi che: 50-445. B4/1 1/16. 

6412010189 

B412030O06 Deficiency Rept GN-39a re TDI diesel generator thrust 
bearings. Initially reported on S40S01. Corrective actions 
will be completed by 850601. iv i □ 

FOSTER. D. 0, Georgia Power Co. GN-441, 84/11/12. 0 REILLY, J. P. 

Region 2, Office of Director. 2pp. 27733:354. 24X 

Fiche : 50-424. 84/11/12, 8412030006. 


8412040110 Forwards Westinghouse nonproprietary & proprietary resp n 
to NRC request for addl info re SER Outstanding Issue 7 re 
Rrs flow measurement uncertainty 8< application for 
withholding proprietary info <ref 10CFR2. 790), 

DEVINCENTIS, J. Public Service Co. of New Hampshire. SBN-735, 

84/11/29. KNIGHTON, 0. W. Licensing Branch 3, 3pp. c.7749.001. 

Fiche: 50-443, 84/11/2'^* 84120401 lO, 

—8412040116 Requests withholding of proprietary response to NRC request 
for addl info re RCS flow measurement uncertainty (ref 
10CFR2. 790). ^ 

WIESEMANN, R. A Westinghouse Electric Corp^ 

DENTON, H. Division of Licensing. 35pp. 

Fiche: 50-443, 84/11/29, 8412040110. 


CAW-B4-B4. 84/11/13 
27749:004. 24 X 


8412040113 Forwards summary of B«<W Owners Group documents submitted to 
NRC for review 8e approval. Formal response requested by 
850107 to enable discussion at 850108-09 planned steering 

HOSLER^rol^^^Balb^ock & Wilcox Operating Plants Owners 

84/11/27, KADAMBI.N, B, NRC - No Detailed Affiliation Given. 5pp. 

27749: 353. 

8412040137 Application for aaenP 

to change nuclear peaking factor limits. Rev I tp XN-NF-31 
^ XN-NF-84-28(P) end. XN-NF-B4-2B(P) withheld 

GIEBLER?C^W ^'^Wisconsin Public Service Corp, NRC-S4-ia5. 84/1^30. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. pp. 
27746:232. 24X Fiche; 50-305. 04/1 1/30, B412040137. 

—8412040153 XN-NF-84-3i ROl 

Rev 1 to "Kewaunee High Burnup Safety Analysis . Limiting 
Break LOCA h Radiological Consequences. " 

citrtcker.M S Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. )• 
S/10%1 ?Opp 2?746:256. 24X Fiche: 50-305, 84/11/30. 8412040137. 


12030191 Forwards response to NRC questions re XN-NF~84-73 (P > , 
"Exxon Nuclear Methodology for PWRs: Analysi s of Chapter 15 
Events. " Response withheld (ref 10CFR2. 790). 

n-ck , r. Exxon Nuclear Co, . Inc. (subs, of Exxon Corp. ). 

Standard i za tion & Special 


CHANDLER. J. C. 

JCC: 157:84. 84/11/29. 

Projects Branch. 5pp. 


THOMAS. C. D. 
27727: 265. 


0412030215 Application for amend to CPPR-95, e x tend ing const completion 
date from 941231 to 850330. due to litigation on TDI 

emergency diesel generator. Decision expeded 

LEONARD, J. D. Long Island Lighting Co. SNRC 84/11/26. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
27724:317. 24X Fi c h e : 50-322, 84/ 1 1 /26, 841203021 5. 


8412040139 Forwards responses to ^^JitLetic 

telcon. Responses include concerns associated w/arithmetic 
discrepancies u/loss of offsite power load for TDI Diesel 

lISnARD^J. Long Island Lighting Co. SNRC-UIB. 84/11/29. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Direc or. pp. 
27749:206. 24X Fich e : 50-32P, 84/ 1 1 /29. 8412040139. 

8412040180 Provides followup to 840909 Ur to NRC re upcoming meeting. 
Discussions re reactor trip breakers, reactor trip frequency, 
abnormal transient operational guidelines, leak-bef ore-brea 
ii progress on MIST program suggested. 

CROUSE. R.P. Babcock 8c Wilcox Operating Plants Owners 
84/11/28. DENTON. H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 27744:355. 
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8412040226 Expresses appreciation for completing review of AECC-2-NP/P. 
"Raduiaste Vol Reduction Sgs, " in timely manner. 

KRAMER. W-E Aerojet Energy Conversion Co. (subs, of General Tire & 
Rubber Co.) 84/11/26, THOMAS. C 0. Standard i rat i on & Special 
Projects Branch. Ip 27746: 102. 


8412040297 Forwards NRC issued SERs on reliability of TDI diesel 
generators. per applicant oral motion re two deferred 
Eddleman contentions on diesel generators i( ASLB request 
for suppl.Svc list encl. Related correspondence. 

O^NEILL.J. H Shaw. Pittnan. Potts & Trowbridge. 0 'NEILL. J. H. 
Carolina Power t Light Co. #484 431. OL. 84/12/03. KELLEvi J. L. . 
BRIGHT. 0. □ , carpenter, J. H. Atomic Safety and Licensing Board Panel. 
336pp. 27757:001. 24X Fiche; 50-400. 84/12/03, S412040297. 


Notification 84-102 notifies of S41022 meeting e)/otlI 
^ TDI Emergency Diesel Generator Owners Group in Bethesda.MD 


re cracks in generator crankshafts t: overall evaluation of 
owners group program Meeting agenda end. 

Division of Licensing 04/11/28. PALLADIND 
7pp 27883:215 24X Fiche 50-000. 84/ 1 1 / 28 , 


EISENHUT. D 0 
Commiss loners 
8412060301 


—8412120396 Transcript of 841022 meeting w/TDI Owners Group in Bethes-a 
MD re causes of cracks found in TDI generator crankshafts & 
overall evaluation of owners group program, 

* NRC - No Detailed Affiliation Given, 84/10/22 161 db 

27083.222. 24X Fi c h e : 50-000. 84 / 1 1 / 28 . 8412060301 , 


B412050004 Forwards evaluation of Topical Rept AECC-2-P (NP ) , "Radwaste 
Vol Reduction Sys. " Rept acceptable. Requests publication of 
accepted vers i ons, propri etary & nonpropri etary . with in 3 
months of Itr 

THOMAS, C. 0, Standardization & Special Projects Branch. 34/11/21, 
GARCIA, R. Aerojet Energy Conversion Co. (subs, of General Tire & 
Rubber Co,). 2 pp. 27810.058. 


—8412050012 Topical rept evaluation of AECC-2-P (NP) . '•Radwaste Vol 
Reduction Sys." Rept acceptable. Contaminated oil, evaporator 
bottoms & dry activated wastes generated at commercial BWRs 
5< PWRs may be processed by vol reduction sys. 

♦ Meteorology & Effluent Treatment Branch. * Radiological 
Assessment Branch. Chemical Engineering Branch. 84/08/10 

44pp. 27810:060. 


8412050184 Notification of 841214 meeting w/Mark I Owners Or oup, NUTECH. 
Structural Mechanics Assoc & Franklin Research in Bethesda, 

MD to discuss use of CMDOF code to determine coupling 
between torus ti torus attached piping. 

SIE<3EU. B.L Operating Reactors Branch 2. 84/11/27. VASSALLD, D B 

Operating Reactors Branch 2 . Ip. 27812:036. 24X 

Fiche: 50-000, 84/11/27, 8412050184. 


8412050293 Notification of 841205 meeting w/EPRI in Bethesda, MD to 
discuss accomplishments of Util Steering Committee for EPR I 
std LWR plant design evaluation program & NRC policy 
committee fy status of current efforts, 

MORAN, D. H. Standardization Special Projects Branch. 84/11/21 
27811^213° ^ Special Projects Branch. 4pp. 


8412050371 "Evaluation of BWR Owners Group Generic Response to 
NLREG-0737, Item II. K. 3. 18, 'Mod of Automatic 
Depressurization Sys Logic - Feasibility for Increased 
Diversity for Some Event Sequences'. " 

* NRC - No Detailed Affiliation Given. 84/11/26. 6 pp. 2781 1 : 

8412050411 Documents results of 841116 S, 28 telcons re comments 8 c 
questions on Rept 77-1140898, "Bounding Analytical 
Assessment of NUREG-0630 Models on LOCA kW//ft Limits w/Use 
of FLECSET. " 

D * ^ Wilcox Operating Plants Owners Group. 
SCHOMAKER, R. J. Babcock U Wilcox Co. ESC -795. 84/11/30. 

LANGFORD, D. Reactor Systems Branch. 5 pp. 27763:152, 

8412050468 Forwards proprietary Suppl 6 to Rev 2 to XN-74-5(P), 
"Description of Exxon Nuclear Plant Transient Simulation 
Model for PWRs (PTS-PWR ) ; Revi sed PTWPWR2/RELAP5 Benchmark 
Analysis." for review. Rept withheld (ref 10CFR2. 790). 

Nuclear Co., Inc. (subs, of Exxon Corp. ) 
JCC:160:84. 84/11/28. THOMAS, C. 0. Standardization 8 c Special 

Projects Branch. Ip, 27765:334. 


that, within next 30 days, phone company will be 
modifying NR(: health physics network (HPN) phone sys to 
increase rel lability. Phone company should be provided 
w/access to HPN phones. 

VERRELLI, D. M, Region 2 , Office of Director. 84/11/14. PARRIS, H G 
Tennessee Valley Authority. 2 pp. 27781:080. 

enforcement conference at Region II ofc to 
to unload all containers of shipment of low 
enriched U fuel pellets 8 c plans to orevent rer 4 it,-B«nr-= 


pellets 8 < plans to prevent recurrence 
of similar events, per 841107 telcon. 

STOHR, J. P. Region 2 , Office of Director. 

Babcock L’ Wilcox Co. 2 pp, 27779:253. 


84/11/08. ALTO, R. A. 


auction 4 re FPL-NQA-1004, 

8 <*accep table ^ Program in conformance w/lOCFRSO, App B 

SlLr?AM 9 '','^u''' J*®';" =' Dir«tor. 04/11/20. 

WILLIAMS, J. W. Florida Power 8 c Light Co, 3pp. 27826-332 24X 

Fiche; 50-000, 84/11/20, B412060122. ^ /H^6. 332. 24X 


Evaluation of Combined Safe Shutdown (SSE) & LOCA Loadings ^ 

(Amend 3) " Affidavit encl. Rept withheld (ref 10CFR2 790) 

(JUIRKiJ F General Electric Co. MFN-I5a-S4. 84/11/20. THOMAS. C Q 
Standardi zation & Special Projects Branch. 4 pp. 27794 : 155 . 




cKvrowijoa raruiaros 




VC I- ueni; i u 






^ CEN-203-P, "Further Response 

to NRC Request Number 1 for Addl Info of C-E Rent 
CEN-203-P. " nepr 

NELSON, P. R. C-E Operating Plants Owners Group. 84/12/03. 

Standardization & Special Projects Branch, Ip. 
27/V^^ 1 q3 , ^ 




—8412060389 Forwards proprietary Suppl 2, Rev 1 to CEN-203-P, "Further 
Response to NRC Request Number 1 for Addl Info of c-E Rept 
CEN-203-P" 8 < nonpropr ietary Suppl 2, Rev 1 to CEN-203-NP. 

Affidavit encl. Proprietary rept withheld (ref 10CFR2. 790). 

WELLS, R. W. C-E Operating Plants Owners Group. WELLS, R. W 
Northeast Utilities. RWW-B4-82. 84/11/30. THOMAS.C.O. 

Standardi zat ion 8 « Special Projects Branch. 7 pp, 27794:164. 


8412060389 Forwards proprietary Suppl 2, Rev 1 to CEN-203-P, 
Response to NRC Request Number i for Addl Info of C-E Rept 
CEN-203-P'* nonproprietary Suppl 2 Rev 1 to CEN-203-NP. 
Affidavit end. Proprietary rept withheld (ref 10CFR2. 790), 
WELLS, R.W. C-E Operating Plants Owners Group, RWW-84-82. 

THOMAS.C.O, Standardization & Special Projects Branch. 
96627,’ 281 


"Further 


84/11/30. 

3pp. 


—8412070331 CEN-203-NP ROl S02 

"Further Response to NRC Request Number 1 for Addl Info on 
C-E Rept CEN-203-P. Rev 1 -P, 'Response to NRC Action Plan 
Item II. K. 3. 30, Justification of Small Break LOCA Methods. 
Combustion Engineering, Inc. 84/11/30. 84pp. 27813:281. 


8412060410 Forwards proprietary proposed Amend 10 to hC:DE-2401 l-P-A- 6 , 
General Reload Fuel Application," for review & approval 
Amend incorporates GE 8 XBE/GE 8 X 8 EB fuel des i gn. Af f i davi t 
encl. Proposed amend withheld (ref 10CFR2. 790). 

CHARNLEY, J. S. General Electric Co. MFN-162-S4. 84/11/30, 

THOMAS.C.O. Standardization & Special Projects Branch. 6 pp, 


8412060434 Further response to FOIA request for two categories of 
documents re TDI diesel generators. Forwards documents listed 
in App A. Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/01. BELL, N. 
Nuclear Information 8 c Resource Service. 2pp, 27828- IBS 24X 
Fiche: 50-000, 84/06/01, 8412060434. 


8412060492 Forwards draft Commission paper re AO involving TDI 
emergency diesel generators, draft Itrs of transmittal to 
Congress 8 < draft "Fourth Quarter CY83 AO Rept to Congress." 
HELTEMES, C. J. Director's Office. 84/03/05. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director, DAVIS, J. G. Office of 
Nuclear Material Safety 8 < Safeguards, Director. MINOGUE, R, B. 

Office of Nuclear Regulatory Research, Director. 39pp. 27828: 196. 


8412060452 Forwards "Abnornal Transient Operating Guidelines (ATOG) 
Comparison of Davis-Besse Unit 1 to Oconee Unit 3 " 8 < 

"Comparison of Davis-Besse Abnormal Transient Operator 
Guidelines S- Emergency Operating Procedure EP 1202.01." 

CROUSE. R.P. Toledo Edison Co. 84/11/30, STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 27784:269. 24X Fi c he ; 50-000, 84/1 1/30, 

8412060452. 


—8412060456 12-1153713-00 

"Abnormal Transient Operating Guidelines (ATOG) Comparison 
of Davis-Besse Unit 1 to Oconee Unit 3 . " 

* Babcock e< Uilcox Co. 04/11/30. 35pp. 27784:270. 24X 

Fiche: 50-000, 84/11/30, 8412060452. 


8412060467 Forwards proprietary XN-NF-84-93(P), "Steam Line Break 
Methodology for PWRs," for review. Affidavit requesting rept 
be withheld (ref 10CFR2. 790) end. 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
JCC;159;84. 84/11/30. THOMAS, C. O. Standardization St Special 

projects Branch. 5pp, 27784:264. 


NONDOCKETED ITEMS 
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B412060S9S Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on 
standby diesel generators supplied by TDI Next rept will be 
lubmitted by 841220. 

flaOKERf J. E. Gulf States Utilities Co. DR-203. 84/11/20. 

HARTIN. R. D. Region 4. Office of Director. Ip. 27825 234. 24X 

Flchfr: 30-438. 04/11/20- 8412060595. 


8412100250 Forwards proprietary nonproprietary Phase I t. I I software 
verification test repts tt core protection calculator/ 
control element assembly calculator data base listing 
Proprietary versions withheld (ref 10CFR2. 790). 

VAN BRUNT. E.E Arizona Public Service Co ANPP-31282 TFQ/ 

84/12/03 KNIGHTON- G W, Licensing Branch 3 8pp 27832 016. 24X 

Fiche- 50-528, 84/12/03, 8412100250. 


8412060731 Final Deficiency Rept DR-256 re VAR & watt scales in 
standby diesel generators supplied by TDI. Initial ly reported 
on 041019 Existing 0-5000 KW & 0-5000 KVAR scales in 
1E0B*PNLIA 1EGS^^PNL10 to be replaced. 

BOOKER- J. E. Gulf States Utilities Co. RDG-194S5 84/11/19. 

HARTIN-R. D. Region 4. Office of Director. 2pp. 27825:154 24X 

Flche: 50-458- 84/11/19. B412060731 


8412070126 FQIA request for SECY-84-013, SECY-a4-099. SECY-a4-009 & 
aECY-a4-034, 

BELL- N. Nuclear Information Resource Service. 84/04/02. Office 
of Administration. Ip. 27847:082. 


—8412100256 CEN-217 ( V) -N? R02 

Rev 2 to "Core Protection Ca Ic ula t i on/Contro 1 Element 
Assembly Calculator Sys Phase I Software Verification Test 
Rept. " 

* Combustion Engineering, Inc. 04/09/30. 22pp 27832 024 24X 

Fiche- 50-528- 84/12/03, 8412100250 


—8412100265 CEN-219( V>-NP R02 

Rev 2 to "Core Protection Calculation/Control Element 
Assembly Calculator Sys Phase II Software Verification Test 
Rept. " 

* Combustion Engineering, Inc. 84/09/30. 26pp 27832:045. 24X 

Fiche: 50-528. 64/12/03. 8412100250. 


8412070134 Responds to FQIA request for SECy-B4-013, SECY-B4-099. 
SECY-04--OO9 8* SECY-B4-03'^ . Forward s four Commission papers. 
FELTON- J. M, Division of Rules and Records. 84/06/01. BELL. N. 
Nuclear Information & Resource Service. Ip. 27847:083. 


B412070256 Forwards "TDI Emergency Diesel Generator 103 10 Cycle 
Confirmatory Test/Insp Rept. " Final TDI Owners Group rept re 
facility engine blocks uill be issued on 841207. 

LEONARD- U. D. Long Island Lighting Co. SNRC-1120. 84/12/03. 

DENTON- H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
27618:205. 24X Fiche ; 50-322, 84/12/03, 8412070256. 


— 0412070260 "TDI Emergency Diesel Generator 103 10 Cycle Confirmatory 
Test/Insp Rept. " 

SEAMAN, C. K. , YQUNOLINO, E. J. Long Island Lighting Co. 84/12/03. 
3BOpp. 27810:207. 24X Fiche: 50-322, 84/12/03, 8412070256. 


8412070319 Forwards util program for conducting maint & surveillance on 
TDI diesels at facil ity . Document should be placed in PDR. 

BERLINGER, C. H. Division of Licensing. 84/11/29. MCKNIGHT, J. C. 
Division of Technical Information & Document Control. 68pp. 
27646:189. 24X Fich e : 50-322- 84/ 11 /29, 841207031 9. 


8412070327 Order confirming 841116 grant of util motion to reopen 
diesel engine hearing re crankshafts & cylinder blocks of 
three TDI emergency power diesel eng ines. Served on 841205. 

BRENNER, L, Atomic Safety and Licensing Board Panel. #484 48c.. OL. 
84/12/04. Long Island Lighting Co. Opp. 27824:111. 24X 

Fiche-: 30-322, 84/12/04, 0412070327. 


6412100163 Forwards nonproprietary & proprietary supplemental info to 
Ouestion 6 of 840425 Itr re single failure assumption for 
borcn injection tank boron reduction analysis, Affidavit 
requesting info be withheld, per 10CFR2. 790 nc-KirnM wn 

WITHERS, B. D. Portland General Electric Co. 84/12/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 27835:155. 
24X Fiche: 50-344,84/12/04,8412100163. 


— 6412100168 Requests proprietary info supplementing 840425 response to 
Question 6 re single failure assumption for boron injection 
tank boron reduction analysis be withheld -20 

WIESEMANN- R. A. Westinghouse Electric Corp. CAW-84-103. 84/11/20. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ip 
27033:137, 24X Fi ch e : 30-344, 84/ 12/04, 8412100163. 


— 6412100175 Requests proprietary info re limiting single failure for 
plant steam line break analysis w/o boron injection tank be 


withheld <ref 10CFR2. 790). 

WIEBEMANN- R, A. Westinghouse Electric Corp. 
STOLZ- J. F. Division of Project Management. 
Fiche: 30-344, 84/12/04-8412100163. 


AW-76-42. 76/09/29. 

11pp. 27835:138. 24X 


—8412100273 CEN-25t C V )-NP ROl 

Rev 1 to "Palo Verde Nuclear Generating Station Cycle 1 
Core Protection Sys U Control Element Assembly Calculator 
Data Base Listing. " 

* Combustion Engineering, Inc 84/09/30 70pp 27832:070 24X 

Fiche 50-528.84/12/03,8412100250 


8412100534 Forwards evaluation of util proposed mod of emergency diesel 
generator loading profile & BNWL insp rept of post-test 
exam of Emergency Diesel Generator 103 concerning engine 
block & crankshaft. Related correspondence 

PERLIS.R G. Hearing Branch 3. #484 513 OL. 84/12/03. DYNNER, A. 

Kirkpatrick fy. Lockhart RANGE, V. Hunton & Williams. Ip 
27848:291. 24X Fiche: 50-322, 84/12/03, 8412100584 


— 8412100588 Post-test exam of TDI Emergency Diesel Generator 103 on 
841107-12 Related correspondence 

HENRIKSEN, A. J. , KIRKWCDD, B. J < LAITY. W. W Battel le Memorial 
Institute, Pacific Northwest Laboratories. OL. 84/12/03 17pp. 

27843:292. 24X Fi che : 50-322, 84/ 12/03, 84 1 21005B4 


0412110236 "Technical Rept 9. IR, Preventive Methods to Arrest Sequences 
of Events Prior to Core Damage, Rev 1." 

* NUS Corp, # Industry Degraded Core Rulemaking Program, 

84/09/30. 500pp. 27898:045. 


3412110281 Forwards description of proposed addition to coordination 
plan re addl personnel qua 1 i f i cat i on St training function 8, 
draft NP-3820, "Technical Basis for IGSCC Detection in BWR 
Piping Using lilNAC, " , . r, 

NEILS, G.H, BWR Owners Croup. NEILS. G. H. Northern States Power Co 
84/12/06, DEYOUNG, R.C Director's Office, Office of Inspection and 


■3412110289 NP-392a DRFT 

Draft "Technical Basis for 
Using MINAC. " 

MACDONALD, D. E J. A. Jones 
75pp. 27857:079. 


IGSCC Detection in BWR Piping 
Applied Research Co 1570-2 


84/10/31. 


412110305 Forwards nonproprietary St proprietary Suppl 1 to CEN 268, 
"Justification of Trip Two/Leave Two Reactor Coolant Pump 
TrJp Strategy During Transients." per 840503 requests 

for addl inf o. Propr ietary rept withheld <ref 10CFR2, 790) K.„-theast 

WELLS, R W c-E Operating Plants Owners Group. WELLS, R. W. Northeast 
Utilities. RWW-a4-81. 84/11/30. EISENHUT, D. G. Division of 


—8412110312 CEN-26B SOl-NP 

Nonproprietary Suppl l-NP. 
Info on CEN-268, " 

* Combustion Engineering, 


"Response to NRC Request for Addl 
Inc, 84/11/30. 69pp 27852:079, 


6412100169 Forwards summary «< status of maint & insp items identified 
In 840314 BER re Unit 1 TDI diesel generators. Replacement 
of turbocharger gas inlet bolts not 
oenerator lA. Justification provided in 841009 Itr. 
tucker- H B Duke Power Co. 84/11/30. ADENSAM, E. G. 3 


12120204 Further response to FQIA request for documents 
encountei-ed by Arizona Public Svc Co during hot function 
testing during Summer 1 ^ 33 . Documents listed in App A in 
Documents in App B withheld (ref FQIA J 

FELTON, J.M. Division of Rules and 

Onv^rnment Accountability Project. 4pp. 27951.076 


re problems 

al 

PDR 

BERNABEI. L. 


8412100196 Advises that TDI Diesel Generator Owners Group response 
Items 1-2 & 3 re crankshaft forging process & tensile 
specimens generic to Owners Group eng ines. Cran kshaf t 
Pot'iiItici process inay vary between manufacturer. 

8412100196 . 


8412120267 Application for amend to License DPR-49, chang ing Tech Specs 
tf;up%rt'?eload license for Cycle 8 lead test assemblies. 

MCGAUOHY. R, W. Iowa Electric Light Power Co^ ^2 od^^° 278B7^3™’ ^ 
Office of Nuclear Reactor Regulation, Director. 2pp 278B7.3I0 
24X Fiche- 50 - 331 , 84/12/07, 8412120267. 
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— 8412120289 23A1739 ROl 

Rev 1 to “Supplemental Reload Licensing Submittal for Duane 
Arnold Energy CtriUnit li Reload 7 " 

LAMBERT, P. A , 2ARBIS, W. A , CHARNLE/, J S General Electric Co 
84/12/31. 34pp. 27S37 329 24X Fiche 50-331< 84/12/07. 8412120267. 


8412120269 Final response to FOIA request for documents re NRC decision 
to offer opportunity for prior hearing for proposed license 
amends to 11 nuclear reactors allowing one recirculation 
loop out of SVC App A 6 B documents available in FDR. 

FELTON. J M Division of Rules and Records. 84/06/08. BELL, N. 
Nuclear Information & Resource Service 3pp. 27952- 283. 24X 

Fiche. 50-331. 84/06/08. 8412120269 


8412140176 Forwards draft AE0D/P405, "Feedwater Transients in 
Westinghouse PURS. "Salem 2 outlined due t^M LnJ 
rate, Region I should investigate procedures & practices at 
facility to Identify if impro-vement underway. 

HElTEMES, C, J. Director's Office. 84/12/04. MINOGliF R n 
Nuclear Regulatory Research, Director. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 2pp. 27958: 0B4 


—8412140184 Draft "Feedwater Transient 
DENNIG.R.L. , HARPER, 11. Director's 
35pp. 27958:086, 


Incident 

Office. 


s in Westinghouse PWRs. “ 
AEOD/P405, 84/12/31. 


— 8412120275 NEDO-24272 

"Duane Arnold Energy Ctr, Single-Loop Operation " 

» General Electric Co. 80NED279. 80/07/31. 27pp, 27952:292. 

24X Fiche. 50-331, 84/06/08. 8412120269 


B412120324 Forwards proprietary AECC-4-p-A & nonproprietary 
AECC-4-NP-A, "Mobile Vol Reduction Sys. " Affidavit end. 
Proprietary rept withheld (ref 10CFR2. 790). 

GARCIA, R. Aerojet Energy Conversion Co (subs, of General Tire h 
Rubber Co. ). 5301 , 4361 : RG. AB, 84/11/30 THOMAS, C.D 

Standardization te Special Projects Branch. 6pp. 27874:001. 


“8412120328 AECC-4-NP-A 

"Mobile Uol Reduction Sys. '* 

* Aerojet Energy Conversion Co. (subs of General Tire te Rubber 
Co. ). 84/11/09. 146pp 27874 007. 


8412120426 Forwards "Review & Comment on NUREG/CR-3756, 'Seismic Hazard 
Characterization of Eastern US: Methodo logy & Interim Results 
for Ten Sites. 

WHITTIER, G D Maine Yankee Atomic Power Co. MN-84-2li. 84/12/04, 

MILLER, J R. Operating Reactors Branch 3. Ip. 27884-023 24X 

Fiche: 50-309, 84/12/04, 8412120426. 


— 8412120432 YAEC-1455 

"Review 8, Comment on NUREG/CR-3756, 'Seismic Hazard 
Characterization of Eastern US: Methodology ie Interim Results 
for Ten Sites. 

* Yankee Atomic Electric Co. 84/12/04. 150pp. 27884:024 

Fiche. 50-309, 84/12/04, 8412120426. 


24X 


8412130039 Forwards Rev 1 to "IE Bulletin 79-27 Study, Rept of Findings 
for River Bend Station - Unit 1, " in response to Items 1 & 3 
of IE Bulletin 79-27, "Loss of Non-Class IE. .. During 
Operation" Confirmatory Item 31 of SER Table 1.4 
BOOKER, J, E Gulf States Utilities Co. RBO-19602, 84/12/03. 

DENTON. H, R Office of Nuclear Reactor Regulation, Director. Ip 
27905:274 24X Fiche; 50-458, 84/12/03, 8412130039. 






pxant-sp«c If ic 


r A 9 wil WIIC9L pxanT 

action must be taken re reliability qualification of 
TDI diesel generators installed prior to licensino 
YOUNGBLOOD, B. u Licensing Branch 1. 84/12/10. ED ELM AN, M R 

Cleveland Electric Illuminating Co. 7pp. 27958- 125 24X 

Fiche: 50-440, 84/12/10. 8412140205. 


H412140212 Forwards NEOO-30825, "Core Spray Sparger Crack 
El Hatch Nucl.ar Peer Station, Unit 1°- In roIponsTto 
Bulletin 80-13, "Cracking in Core Spray Spargers " 
GUeWA, L. T. Georgia Power Co. NED-84-597. 84/12/06 

Operating Reactors Branch 4. 3pp. 27921-265 

Fiche: 50-321,84/12/06.8412140212 


Analysis for 
IE 

STOLZ, J. F. 


— 8412140218 NEDO-30825 


"Core Spray Sparger Crack Analysis 
Power Station, Unit 1. " 


for El Hatch Nuclear 


BRANDON, R. J. , 
27921; 268. 


ORIDLEY, R.W. General Electric Co. 
24X Fiche: 50-321,84/12/06, 8412140212. 


84/11/30. 


130pp. 




• — — --i, .v,i .Eiiuep vnaenc agency to 

incidents at nuclear power plants, in response to 
841116 request, Rept provides accurate representation of 
Operating Reactors Branch activities. 

Nuclear Reactor Regulation, Director. 
84/12/07. HELTEMES, C. J. Director's Office. 2pp. 27957:001 


uiar if-icat ion re 


Equipment Not Saf ety-Rela ted. 
documentation required. 

WITHERS, B. D. Portland General Electric Co, 
GOLDBERG. S, QA Branch. 2pp. 27936:184. 




49FR44337, 84/12/07. 


8412170266 Forwards Rev 1 to 
Program Plan. " 

RAY, C.L. TDI <Transamerica 
0GTP-630-N-52. 84/12/14. 

Regulation, Director, 2pp. 
8412170266. 


"TDI Diesel Generators 

Delaval, Inc. ) Owners 
DENTON, H.R. Office of 
27932: 171. 24X Fiche 


Owners Group 
Group. 

Nuclear Reactor 
; 50-000, 84/12/14, 


-8412130041 Rev 1 to "IE Bulletin 79-27 Study, Rept of Findings for 
River Bend Station Unit 1. " 

PANIKER, P. R, , BISTIiJ C. Stone & Webster Engineering Corp. 
IEB-79-27. 84/11/20. 95pp. 27905,275. 24X Fiche 50-458, 
84/12/03, 8412130039. 


—8412170288 Rev I to "TDI Diesel Generators Owners Group Program Plan 
* TDI (Transamerlca Delaval, Inc. ) Owners Group. 84/12/14. 

324pp. 27932:173. 24X Fi che: 50-000, 84/12/14, 0412170266, 


8412130439 Forwards BCL-585-84-3, "Final Rept on Exam, Testing & 
Evaluation of Irradiated Pressure Vessel Surveillance 
Specimens From Vermont Yankee Nuclear Power Station. " No 
changes to Tech Specs required based on rept results. 

CAPSTICK, R. W Vermont Yankee Nuclear Power Corp. FVY 84-145. 
84/12/07. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip, 27901:203. 24X Fiche, 50-271, 84/12/07, 8412130439. 


— 8412130443 BCL-585-84-3 

"Final Rept on Exam, Testing & Evaluation of Irradiated 
Pressure Vessel Surveillance Specimens From Vermont Yankee 
Nuclear Power Station. " 

LOWRY. L.M., FAILEY,M.P,, LANDDW. M, P. SatteUe Memorial Institute, 
Columbus Laboratories. 84/05/15. 104pp. 27901-209 24X 

Fiche: 50-271, 04/12/07, 8412130439. 


rut warn- w wu - UH nanuai ror N55S, " in 

Q41016 request. Update will be provided by end 
of First Quarter 1985. ^ 

SCHERER, A. E, Combustion Engineering, Inc. LD-S4-065, 84/11/09 

SSoJosr *• Insp.cllon Propranip (Po.t 


“8412170324 CeNPD-210-A R03 

Rev 3 to "QA Manual for NSSS. " 

* Combustion Engineering, Inc. 77/12/05. 156pp, 27931:197. 

Forwards topical rept evaluation of Rev 3 to CENPD-210-A, 
QA Manual 'for NSSS, Rept acceptable. 

Detailed Affiliation Given. 77/11/16. 
SCHERER, A. E. Combustion Engineering, Inc. Spp. 27931:355. 


8412130494 Partial response to FOIA request for documents re TDI diesel 
generators at Shearon Harris nuclear plant & all lists of 
problems e? defects which occurred w/TDI generators being 
used or tested. Documents listed in App A available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/17. BELL, N 
Nuclear Information te Resource Service. 5pp. 27923- 172 24X 

Fiche; 50-000, 84/05/17, 8412130494. 


8412130557 Sixth interim Part 21 St deficiency rept, Item lOl re 
defective governor drive coupling installed in TDI emergency 
diesel generator sets. Ini tially reported on 820909 Final 
rept will be submitted by 840415. 

PARSONS, R.M, Carolina Power tt Light Co. 101, 84/11/16, 

0 'REILLY, U P. Region 2, Office of Director. 4pp. 27916-128 24X 

Fiche: 50-400, 84/11/16,8412130557. 


8412170327 Topical rept evaluation of Rev 3 to CENPD-210 -Aj "QA Manual 
for NSSS. " Rept acceptable. 

NRC - No Detailed Affiliation Given. 83/10/19. 2po 
27931:357. 


ivr, vruioance TB 

Equipment not Safety-Related. " QA guidance matl should not 
require any equipment to be backfitted. 

SHEPPARD, J, J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, J, J. Carolina Power te Light Co. 00-139, 84/12/11. 

GOLDBERG, S. M. QA Branch. 4pp. 27933:222. 


84121B0075 Forwards FaAA-84-9-1 1. t, "Design Review of TDI R-4 te RV-4 
Series Emergency Diesel Generator Cylinder Blocks." Enel 
supersedes 841211 FaAA Rept 84-9-11. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 
00TP-631-N-53. 84/12/13. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. Ip. 27960:164. 24X Fiche: 50-000, 84/12/13, 

8412180075. 


NONDOCKETED ITEMS 
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— 8412160094 FAAA-84~9-l 1 . 1 

Revised "Design Revieu of TDI R-4 RV-4 Series Emergency 
Dissel Generator Cylinder Blocks." 

« Failure Analysis Associates 03315A/RKT. 04/12/31. 

27960:165. 24X Fiche; 50-000, 84/12/13, 8412180075. 


125pp. 


0412180199 Foruards B&W 841015 rept, "Best Estimate, Steam Generator 
Tube Rupture Analysis, " per util 830916 commitment re TMI 
Action Item 11. K. 3. 5 Rept utilizes D&W Version 5. DA of 
RED61.5 computer code. 

DDMER, J A. Tennessee Valley Authority. 04/12/13. ADENSAM, E. 
Licensing Branch 4. Ip. 27962.253. 24X Fiche: 50-438, 84/ 12/13, 

8412180199. 


0412190231 ForuJards for revieu & app r oval , VEP-NE-1 , "VEPCD Relaxed 
Power Distribution Control Methodology & Associated FG 
Surveillance Tech Specs," Rept describes methodology for 
relaxing operational limits. Fee paid. 

STEWART, U L Virginia Electric & Power Co 603. 

DENTON. H. R. Office of Nuclear Reactor Regulation 
28007:099 24X Fiche: 50-000, 84/12/10, 0412190231. 


04/12/10. 

Director. 


2 pp. 


—8412190238 VEP-NE-l 

"VEPCO Relaxed Power Distribution Control Methodology « 
Associated FQ Surveillance Tech Specs " 

BASEHORE, K, L. Virginia Electric & Power Co. 84/10/31. 63pp, 

20007,102. 24X F i c h e ' 50 - 000 * 64/ 12/ 10, 8412190231 


— 8412180211 "Best Estimate , Steam Generator Tube Rupture 
* Babcock ti Wilcox Co. 04/10/15. 34pp. 27962:254. 

Fiche: S0-43B, 84/12/13, 0412180199. 


Analysis. " 
24X 


0412180322 Comments on QA guidance re ATWS equipment not 

safety-related. NRC recognition of existing util methods as 
adequate for des ign, procurement & installation of 
nonsafety-related ATWS equipment recommended. 

FULTON, J.N. BWR Owners Group. 084-430-21-1. 84/12/10. 

GOLDBERG, S. M. QA Branch. 2pp. 27960:020. 

84121B0329 Comments on 841106 FR notice re proposed QA guidance for 
nonsaf ety-rela ted ATWS equipment. 

OLSON, R.C. C-E Operating Plants Owners Group. OLSON, R. C. Baltimore 
Gas & Electric Co. 84/12/14. GOLDBERG, S. M. QA Branch. 3pp. 
28006:276. 

B412ia0339 Forwards BAW-1859, "Evaluation of Steam Generator Overfill 
Leading to Steam Line Break & Relationship to Pressurized 
Thermal Shock," in response to 840920 Itr re Generic Issue 
A-49. 

HOSLERi A. O, Babcock 8t Wilcox Operating Plants Owners Group. 

04/12/13, SCHROEDERiF. Assistant Director for Generic Projects. 

3pp. 28006:339. 

—8412180344 DAW-ie59 

"Evaluation of Steam Generator Overfill Leading to Steam 
Line Break & Relationship to Pressurized Thermal Shock." 

■* Babcock tt Wilcox Co. 84/12/31. 81pp. 28006:342. 


B4121S0527 Forwards NRC 841210 request for info re Issue 16 concerning 
TDI diesel generator reliability verification required for 
licensing of p lant. Related correspondence. 

WOODHEAD, C. P, Hearing Branch 4- #484 663, OL, 84/12/13, 

GLEASON. J. P. , KLINE. J.R., BRIGHT, 0.0. atomic Safety and Licensing 
Board Panel. Bpp. 27959:015. 24 X Fi che : 50-440, 84/12/ 13. 8412180527, 


G4121S0562 Forwards nonproprietary & proprietary WCAP-9736 it Rev 1 to 
WCAF-973S, respectively, "Multiflex 3. 0, FORTRAN IV Computer 

Program " Application for withholding proprietary info 

enc I , Propr i e tar y rept withheld per 10CFR2. 790. 

WOOLEVER. E. J. Duqueane Light Co. GL-84-04. 84/12/10. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 20003:217, 24X 

Fiche; 50-412, 84/12/10. 8412180562. 


— B4121B0569 Requests proprietary Rev 1 to WCAP-9736, "Multiflex 3.0, 
FORTRAN-IV Computer Program for Analyzing Thermal-Hydraulic- 
Structural Sys Dynamics (III) Advanced Beam Model" be 
withheld (ref 10CFR2. 790) . Affidavit end. aayic/na 

WIE8EMANN, R. A. Weatinghouse Electric Corp. CAW- 84 - 98 . 84/12/04. 

KNIGHTON, G. W. Licensing Branch 3. 9pp. 28003:219. 24X 

FI che: 50-412, 84/12/10, 8412180562. 


0412190325 Forwards nonproprietary & proprietary response to NRC 840907 
request for addl info re "Westinghouse Reload Safety 
Evaluation Methodology," to complete review of WCAP-9273 & 

WCAP- 9272 . Proprietary response withheld (ref * 790 ) . 

RAHE, E. P. Westinghouse Electric Corp. NS-NRC-a4-2974. 

NRC - No Detailed Affiliation Given. 2pp 28013.281. 


THOMAS, C 0 


— 8412190343 Requests proprietary response to NRC 840907 request for 
addl info re “Westinghouse Reload Safety Evaluation 
Methodology" be withheld (ref 10CFR2. 790). 

WIESEIiANN.R A. Westinghouse Electric Corp. AW-B4-96. 84/12/14. 

THOMAS, C. 0. NRC - No Detailed Affiliation Given. 42pp- 
28013: 283 


8412190387 Forwards proprietary "GE Procedure for Fuel Property 
Performance Model Rev." End withheld (ref 79(D) 

CHARNLEY, J. S. General Electric Co. MFN-169-04. 04/12/14. 

THOMAS, C. 0. Standardization & Special Projects Branch Ip. 
28013: 245. 


8412190396 Advises that addl info requested during 841008 meeting re 
WCAP-9172(P)/9264(NP), ■•N-16 Transit Time Flow 

Measurement Sys (TTFM) Description it Performance" will be 
provided to NRC by first refueling outage. 

RAHE,E. P, Westinghouse Electric Corp. NS-NRC-84-29B5. 84/12/05 

THOMAS, C. 0 Standard i la t ion Special Projects Branch. Ip. 

28012:189. 24X Fi ch e : 50-445, 04/ 12/05, 8412190396. 


8412200324 Discusses elimination of reactor vessel surveillance 
programs info from Tech Specs. Formal approval of BAW-1S43 


requested by Jan 1985 so that Tech Spec simplification 
can be completed. 

TAYLOR, J H. Babcock St Wilcox Co, 84/12/13 
Nuclear Reactor Regulation, Director. 2pp. 


DENTON, H. R. 
28020:277. 


0412210143 Forwards Addendum 1 to WCAP-9561, "DART Al: Computer Code for 
Best Estimate Analysis of Reflood Transients." Rept 
describes application of BART computer code to PWR using 
Westinghouse fuel upper head injection sys. 

RAHEiE, P. Westinghouse Electric Corp. NS-NRC-2978. 84/12/12. 

THOMAS, C.D. Standardization 8, Special Projects Branch. Ip. 

28034: 354. 


— 8412210149 WCAP-956t ADD 01 

Addendum 1 to "BART Al: Computer Code for 
Analysis of Reflood Transients. " 

RAHEi E. P. Westinghouse Electric Corp. 
28034: 355. 


Best Estimate 
84/11/30. 30pp. 


8412210212 Submits itemized schedule for meeting conditions of TD 
diesel engine reliability & operab i 1 i ty , p er ^41119 Itr, 

MEDFORD, M, a. Southern California Edison Co. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 2pp. 2B035. 084. 24X 

Rfl-PnA. R4/12/19, 8412210212. 


04121BO6O6 Forwards "Hydrogen Control Owners Group Hydrogen Control 
Program Plan." for review. Program plan revieu schedule based 
on supporting licensing schedules of member utils it 
completing 1/4 scale test program. ca/io/ia 

HOBBS, S. H. Hydrogen Control Owners Group. HON-024. 84/12/14. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
20003:010. 


B41I221029S revised procedures ,or edierjencg load requirements 

for TDI diesel generators to continue review of draft 
SCHWENCER, A Licensing Branch 2. 84/12/11. , 3 ° j ? 

Island Lighting Co. 4pp. 28041:319. 24X Fiche: 50-322, 84/12/11, 


nai 0210295. 


8412160610 "Hydrogen Control Owners Group Hydrogen Control Program 

CORN, J. R. , EVANS, R.W. Enercon Services. 84/12/14. 200pp. 

SSO03: 012. 


8412190076 Interim Deficiency Rept DR-236 re piston wrist pins in TDI 
standby diesel generator. Next rept will be submitted by 

BOOKERij. E. Gulf States Utilities Co. DR-236. ^ 

MARTIN.R. D. Region 4, Office of Director. Ip. 28029. 2B4, 24X 
Fiche: 50-458, 84/11/28, 8412190076. 


8412190186 Comments on proposed generic Itr re QA 

nonaafety-related ATWS equipment. Expanded scope described in 
oroDOsed oeneric Itr unjustified. Acceptable programs already 


proposed generic Itr 

In place. . . , a.* r 

CUTTER, A. B. Carolina Power & Light Co 
GOLDBERG, S. M. QA Branch. 5pp. 28009:346. 


NLS-84-50a. 84/12/14. 


12=10344 Int.ridi D.fUiendd Rapt DR-228 re cqUndar h.ad valve, i 
Stardbq Diesel Oararator lESSaEOlA supplied bg TDI.Na,t rept 
will be provided by 850221. „„ „ ..i 

BOOKER, J.E. Gulf States Utilities Co, DR-22a. ^^^^2/05^ 

MARTIN, R.D, Region 4, Office of Director. ip. 28051,323. 24;^ 


12240012 Remits application fee required for submittal of VIPRE 
computer code. All correspondence & billings re VIPRE review 
should be directed to author. 

BLAISDELL.J A, Northeast Utilities Service Co. (subs, of Northeast 
Utilities). BLAISDEU , J. A. Northeast Utilities. S4/12/17, 

MILLER, W.Q. License Fee Management Branch. Ip. 2B045. 140. 
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8412240016 Advises that present task of Util Group for Regulatory 
Application is to obtain generic review of UIPRE computer 
code VIPRE IS subchannel analysis tool designed to help 
evaluate nuclear reactor core safety limits 

BLAISDELL. J A Northeast Utilities Service Co. (subs, of Northeast 
Utilities) BLAISDELLi J A Northeast Utilities. 84/12/17. 

28045*^146*^ Nuclear Reactor Regulation, Director. 4pp 

8412240044 Forwards FaAA-84-6-54, “Evaluation of Emergency Diesel 
Generator Crankshafts at Midland Si San Onofre Nuclear 
Generating Stations" & Fa 44-84-3-16, "Evaluation of 
Emergency Diesel Generator Crankshafts at Shoreham. 

RAV, C. L. TDI (Transamer 1 ca Delaval, Inc.) Owners Group 
aGTP-632-N-54 84/12/13 DENTON, H R. Of f i c e of Nuc 1 ear Reac tor 

8412240044’ 28042 241 24X Fiche 50-000.84/12/13. 

8412260221 Notifies of plan to submit licensing topical rept re use of 
transportab le diesel generators as temporary replacements 
for emergency ac power supplies at nuclear power plants. 

Meeting w/NRC requested to discuss submittal Si review. 

GRIDLEY,R, L. General Electric Co, MFN 171-84. 84/12/19 

THOMAS. C 0. Standardization L Special Projects Branch 
28055: 323. 


8412270063 Forwards revised NEDO-20969B6. "Operating Ezoerience Reiif - 
Irradiated Fuel Storage at Morris Op era ti on. Jan 1972 - Dec ^ 

1982. " No significant environ impact noted. 

STITT, R K General Electric Uraniu 
04/11/28. ROUSE, L. 

Ip. 20118.122. 


ium Management Corp 24510 
Advanced Fuel & Spent Fuel Licensing Branch 


Ip. 


—8412270073 NED0-209d.9B6 ROl 

Revised "Operating Experience Rept - Irradiated Fuel Storaoe 
at Morns Operation. Jan 1972 - Dec 1982. " “ 

SsilS^ijr Uranium Management Corp. 84/11/30. 39pp. 

8412270188 Forwards Rev 2 to BAW-10046. "Methods of Compliance 
w/Fracture Toughness & Operational Requirements of 
lOCFRSO.App G. " NRC approval requested by 050501. 

TAYLOR. J.H. Babcock & Wilcox Co. ESC-852. 04/12/21 TWriMaa r n 

St.nd.rdl.ation t. Special Prcj.cts Branch, 2pp Ia? 

— 8412270194 DAW-10046 R02 

Rev 2 to "Methods of Compliance w/Fracture Toughness Sc 
Operational Requirements of lOCFRSO.App 0 " 

BEHNKE.H. W. . LOWE. A. L. . BLOOM. J. M. Babcock 
87pp. 28090:171. 


8< Wilcox Co. 84/12/31 


proprietary addl info re applicability of Rev 1 to 
XN-NF-734(P ). "Confirmation of XN-3 Critical Power 
Correlation." to 9X9 BWR fuel lattice configurations. Info 
withheld (ref 10CFR2, 790). 

Nuclear Co.. Inc. (subs, of Exxon Corp.). 

JCC; 163:84. 84/12/18. THOMAS, C.O. Standard i zation & Special 

Projects Branch. Ip. 28055:145. 

8412260276 Forwards XALA 80388. "Polar Crane - Main Hoist Manual Brake 
Release Vibration Test. " Test results indicate tie-rod not 
demonstrated vibration induced tendency to move 
preferentially toward mounting bracket 

Public Utilities - GPU Service Corp 

SNYDER. D. j. TMI Program Office ip, 

28057.167 24X Fiche: 50-320. 84/12/19, 8412260276. 

— 8412260283 XALA S038S 

"Polar Crane-Main Hoist Manual Brake Release Vibration 
Test " 

^ ' S^'^^IEC. R. R. We s t Ing hou s B E 1 ec tr Ic 

8412260276 28057:168. 24X Fi che: 50-320. 84/12/19. 

8412260311 Revises Phase i Rept FaAA 84-3-13 re connecting rods of TDI 
in-line generators, to read 5,000 psi peak oil pressure 
instead of 500, Correct pressure used in analysis. No changes 
to conclusions warranted. 

(Transa.nerica Delaval, Inc. ) Owners Group. 

^ 04/12/19. DENTON. H. R. Office of Nuclear Reactor 

84 ? 22603 n,' 28057 328. 24X Fiche: 50-000. 84/12/19. 

8412260321 Forwards "Abnormal Transient Operating Guidelines (ATOG) 
Comparison of Rancho Seco to Oconee Unit 3," per 940724 

prod. dure, Includ.d, 

04/12/2^ 57™ 7 Utility District. RJK B4-580. 

nAveit' U. F. Operating Reactors Branch 4, ip. 28053- 249 

24X Fiche: 50-312. 84/12/21, 8412260321, ^ 

— 8412260323 12-1155531-00 

"Abnormal Transient Operating Guidelines <ATOG) Comparison 
of Rancho Seco to Oconee Unit 3. " 

# Babcock fc Wilcox Co. 04/12/21. 36pp. 28053:250. 24X 

Fiche: 50-312, 84/12/21, 8412260321 


3412270202 Forwards Westinghouse application & affidavit for 
Withholding & nonpropr i etary version of info re VANTAGE 5 
demonstration fuel assemblies loaded into Cycle 2 core. 

DIXON. O.W. South Carolina Electric & Gas Co. 84/12/14 DFNxnwi uo 
Office of Nuclear Reactor Regulation. Director ip 28090-323^ 

24X Fiche: 50-395. 84/12/14. 8412270202. 28090.323. 

‘r'" T' factor limit tr.n.mltt.d 1, 

frUf 10CFR2‘?90)*"*'’*' '' “ithheld 


WIESEMANN. R. A Westinghouse Electric Corp. CAW-34-104 
Office of Nuclear Reactor Regulation. Director. 
28090:324. 24X Fiche: 50-395. 84/12/14, 8412270202. 


9pp. 


—8412270219 Nonproprietary "Calculated FQ vs Core Height Curves for 
VC Summer Nuclear Station, Cycle 2. " curves for 

W'sji^flhouse Electric Corp. 84/12/14. 4pp. 28090:333 24X 

Fiche: 50-395, 84/12/14, 8412270202. 

—8412270228 Nonproprietary "Safety Evaluation for VANTAGE 5 

Demonstration Fuel Assemblies in VC Summer Nuclear Station " 

* Westinghouse Electric Corp. 84/12/14. 5pp, 28090:337. 24X 

Fiche: 50-395. 84/12/14. 8412270202. 

supplemental info to be incorporated into rev to 
BAW-1543, 'Integrated Reactor Vessel Matl Surveillance 
Program. " Approval of program withdrawal schedule Sc 
overall program requested by 050131. 

TAYLOR, J. H. Babcock «t Wilcox Co. 84/12/21. THOMAS, C. 0. 
Standardization S< Special Projects Branch. 21pp. 28090:076. 

copies of required nonproprietary versions 
of Amends 4 & 5 to NEDE-20566-P, "GE Analytical Model for 
Loss-of-Coolant Analysis in Accordance W/10CFR50. App K. " are 
being provided. 

QUIRK, J.F. General Electric Co. MFN330-78. 78/08/10. PARfi.DD 

Light Water Reactors Branch 3. Ip. 28087:304. 

8412270376 Forwards Endorsements 130 & 64 to NELIA 8< MAELU Policies 
NF-34 & MF-59, respectively. 

ASHBURN, D. J. Marsh & McLennan. Inc. 84/12/20. SALTZMAN. J. 
Assistant Director for State & Licensee Relations. 3 pp, 28087:219. 


responses to NRC questions on LOTIC- 
WCAP-a354. ‘Long-Term Ice Condenser Containment 
uode. Info withheld (ref 10CFR2. 790). 

?SnMlQ r n '^S-NRC-84-298a. 84/12/18. 

28055^141°' ^ Special Projects Branch. Ip. 


—8412260358 Application for withholding proprietary responses to NRC 
questions on LOTIC-III Suppl 3 to WCAP-8354. "L^ng-Term Ice 
uonoenser Containment Code, " per 10CFR2. 790. 

'^= 4 . Electric Corp.' aW-84-114. 84/12/18 

28055 142°' ^ Special Projects Branch. 3pp. 


°'^Grouo°rLfc''r«'^H revised TDI Diesel Generator Owners 

Group rept re adequacy of diesel generators. Final rept 
anticipated by 850101 ^ 

GEORGE. J.B. Texas Utilities Electric Co. (formerly Texas Utiliti. 
Generating Co. ). TXX-4377. 84/12/17. DENTON, H R ‘ 

Nuclear Reactor Regulation. Director. I 3 pp 
Fiche: 50-445, 84/12/17, 8412260367. 


Office of 
28054:110. 24X 


Forwards Endorsement 66 to NELIA Policy NF-193 & Endorsement 
36 to MAELU Policy MF— 94 , 

ASHBURN. D. J, Marsh Sc McLennan, Inc. 84/12/20. SALTZMAN, J. 
Assistant Director for State S< Licensee Relations. 3 pp. 28087:360. 

8412270522 Lists items discussed at 841114 meeting w/B 8 <W Owners Group 
re proposed emergency operating procedures technical bases 
document. 

ORR.F. R, Procedures Sc Systems Review Branch. 84/12/04. 

ZIEIIANN, D. L. Procedures & Systems Review Branch. 2 pp. 28107:311. 


8412270626 Forwards request for addl info re 840907 submittal of Rev B 
to QA program. 

OLSHINSKI, J. A. Region 2 , Office of Director. 84/12/10. PARRIS.H. G. 
Tennessee Valley Authority. 5pp. 28113:138. 


8412280022 Requests written approval to proceed w/mod to BAW— 10104, 
"BScW ECCS Evaluation Model" described in 840706 Itr Sc 
approved verbally Sept 1984. 

F. R, Babcock St Wilcox Operating Plants Owners Group. 
84/12/20. KADAMBI.P. NRC - No Detailed Affiliation Given, Ip. 
28111:284. 
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Lists new BWR Ouners Group officers elected at B41 107-08 


STARK. S.J. BWR Owners Group, 


S. J. General Electric Co. 

^*a- 543-1- 84/12/17. DENTON, H. R Office of Nuclear Reactor 

I ation. Director. Ip. 28112:020, 

pggti* 


8412030091 Forwards Sept UNTRAP news letter. Organ! lat i onal changes re 
J Morleg. direc tor of energy technologies div, JG Themelis, 
manager of UNTRAP ?< K Car 1 son. deputy project manager 
discussed. 

THEMELIS, J G. Energy. Dept, of. 84/11/01 MARTIN. D. Uranium 
Recovery Licensing Branch. 6pp. 27742; 171. 


-290094 Confirms decontrol of QA rept 
IN Grace on 841 109. 

A. E. Combustion Engineering, 
^'"cord Services Branch (Document Contr 
Branch. Ip. 28111.255. 


CEN-210-A. transmitted to 

Inc LD-84-075. 84/12/20. 

ol Desk). ZECH. G G. Vendor 


22S0152 Forwards proprietary "Mark III Encroachments Summary Rept 
^^oached pool swell response less severe than pool swell 
^ sponsB in clean portion of pool. Rept withheld, 

^5,«L./^NDrL A. Containment Issues Owners Group. ENGLAND. L. A, Gulf 
States Utilities Co. LAE-00-133. 84/12/19. DENTON. H. R. Office of 

Reactor Regulation. Director. 2pp. 28108:004. 


8412030098 Summarizes 841030 meeting between State of NE Waste Program 
Ofc 8< representatives of local govt planning committees to 
discuss mutual interests in high level nuclear waste 
program. Supporting documentation end. 

PRESTHOLT. P. T, Energy. Dept. of. 419 84/11/01 MATTSON. D. R. , 

RUSSELL. C, Policy & Program Control Branch (Post 831001). 70pp. 

27737: 225, 


B412030112 "Lakevieui U Mill Site Remedial Action Project Status Rept. 
Sept-Oct 1984. " 

* Oregon, State of. 84/10/31. 2Spp. 27743:283. 


,2200243 Forwards request for addl info in order to continue review 
340925 submittal of Amend 8 to QA program. 
dLSHlNSKI, J. A. Region 2. Office of Director. 84/12/10 TUCKER. H. B. 
Qute Power Co. 6pp. 23128: 0i7. 


g,, 2310017 Forwards addl info concerning pin power uncertainties re 
DPC’'NF“2010, "Nuclear Physics Methodology for Reload 
Deslfl"' " P®’' S41217 telcon. 

tucker. H.B, Duke Power Co. 84/12/19. DENTON, H. R. Office of 
Nucl®^^ Reactor Regulation, Director. 4pp. 28120:013. 24X 

piche: 50-000. 84/12/19, 0412310017. 


84123100*^7 Forwards request for addl info to complete review of BitW 
Rept 77-1 140B9S-01 re bounding analytical assessment of 
NUREO-'0630 models on LOCA kw/ft limits w/use of FLECSET. 

Schedule for submittal requested in 14 days. 

STOLZ.U. F. Operating Reactors Branch 4. 84/12/06. RDDRI 0UE2. R. U. 

Sacramento Municipal Utility District. 4pp. 28137:357. 24X 

FI Che: 50-312. 84/12/06. 8412310067. 


8412030120 "Reviewing Draft Environ Assessments for Basalt Waste 
Storage Investigations it Salt Sites at Cypress Creek. 

Vacherie & Richton Domes. Davis & Lavender Canyon 8c Deaf 
Smith. . . " monthly progress Ltr Rept 6 for Sept 1984. 

FANNON, M. M. Weston Geophysical Corp FIN D-1003. NRC-02-84-001 . 
84/10/29. RICE. B. Geotechnical Branch (Post 831001). 2pp. 

27742: 169. 


0412030161 Reviews It comments on Gunnison, CO site preliminary draft 
environ assessment, remedial action plan 8t processing site 
character i zation rept. Review criteria for hydrogeological 
assessments end. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 84/11/01. 

HIGGINBOTHAM, L. Low-Level Waste 8< Uranium Recovery Projects Branch. 
6pp. 27742:163. 


8412030180 Forwards records of 840918,1003 8( 11 telcons w/NRC re data 
gathering geologic field trip & revised NRC issue hierarchy. 

ASH. E, B. Rockwell International Corp. 1034. 84/10/29. OLSON, 0. L. 

Energy, Dept of. 3pp. 27742:124. 


8412310139 Staff response to Suffolk County 8< State of NY contention 
challenging proposed 3, 300-kW rating for Shoreham TDI diesel 
g enerators. Suggests contention be d ivided. Power limit 
inadequate for generator. Certificate of Svc encl. 

PERLIS, R.O, Hearing Branch 3. #484 825. OL. 84/12/27. Atomic 

Safety and Licensing Board Panel. 5pp. 28121:169. 24X 

FI Che: 50-322, 84/12/27. 8412310139. 


8412310209 Forwards Rev 1 to Proprietary NEDC-30603-P-1. "Duane Arnold 
Energy Ctr Power Uprate. '* Return of prior version of rept 
requested . Nonproprietary version in preparation. Rept 
Withheld (ref 10CFR2. 790). 

MCOAUOHY, R. W. Iowa Electric Light it Power Co. NG-S4-5456. 

84/12/12. DENTON, H, Office of Nuclear Reactor Regulation, Director. 
Ip. 28119:292. 24X Fiche: 50-331< 84/12/12, 8412310209. 


84123 1 0416 Summary of S4090B meeting w/B8sW Owners Group re application 
of leak-bef ore-break concepts to B&W p lants. Attendanc e list, 
vieuigraphs & addl info encl. 

KADAMBI.N. P, Operating Reactors Branch 4. 84/12/11. Operating 

Reactors Branch 4. 53pp 28152:263. 24X Fi c he : 50— 000. 84/ 12/ 1 1 , 

B412310416. 


HASTE MGT NUCLEAR WASTE MANAGEMENT 


0411130301 Forwards comments on listed Impell & CYGNA topical repts on 
waste classification & related computer programs, per 840813 

Te que st. 

OAMMILL, W. P. Meteorology & Effluent Treatment Branch. 04/10/31. 
HIGOINBGTHAM. L, Low-Level Waste it Uranium Recovery Projects Branch, 
ipp. 27742:212. 

8412010198 Submits "Nevada Nuclear Waste Storage Investigations Site 
Rept# ” for Oct 1984. 

PRESTHOLT. P. T, Energy, Dept. of. 417. 84/10/26. BROWNI NG. R. E. 

Givi Sian of Waste Managenent. 3pp. 27722:332. 


8412030005 Forwards proposed State of TX.Dept of Water Resources rules 
drilled or mined shafts for comment. Comments requested by 
G41 112. 

FRISHMAN. S. Texas. State of. 735. 84/10/25. NRC - No Detailed 

*^Pfiliatian Given. 7pp. 27742:177. 


8412030022 Forwards "Vitro UMTRAP Project Manual" & const drawings. 
THEmelIS, U. 6. Energy. Dept. of. 84/11/05. HIGGINBOTHAM* L. Low 
^«V«l Waste Licensing Branch. Ip. 27728:194. 


— Q4iaQ3QQ27 "Vitro UMTRAP Project Manual. " Const drawings encl. 
Utah. State of. 84/11/30. 336pp. 27728:195. 


8412030186 Summary of Nuclear Waste Board 841019 meeting in Lacey. WA. 
BISHOP, W. A., STEVENS, D. W. Energy. Dept. of. 1048. 84/10/19. 

Energy. Dept. of. 2Spp. 27742:096. 


8412030197 Discusses review of Sept 1984 monthly progress rept. Task 
Orders 001 it 002 comp leted. Task Order 003 virtually complete 
unless DOE forwards Draft 5 of Salt environ assessments to 
NRC. 

BUCKLEY, J. T. Engineering Branch (Post 831001). FIN D-1004. 
NRC-02-84-002. 84/10/29, CUMMINGS, R. Engineers International, Inc. 

2pp. 27742:094. 


8412030211 Trip rept of site visit to Rifle & Grand Junction UMTRAP 
sites familiarize staff u/sites it alternate disposal 
locations & determine if any identifiable flaws exist. 

PENNIFILL, R. A. Low Level Waste Licensing Branch. 84/11/02, 
HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 3pp. 27742:089. 


B412030220 Discusses Second Symposium on Geotechnical Assessment it 
Instrument Needs for Nuclear Waste Isolation in Crystalline 
St Argillaceous Rocks held in Berkeley, CA on 841015-19. 

Keynote paper presented by NRC encl.W/o encl. 

LOGSDON, M. J. Repository Projects Branch (Post 831001). 84/10/25. 

MILLER, H. J. Repository Projects Branch (Post 831001). 2pp. 

27742: 087. 


8412030229 Discusses review of topical rept on Dow solidification 
process for low level radwaste. 

CDSTANZI. F. A. Waste Management Branch (post 840429). 84/10/29. 

BARRETT, L.H. Engineering Branch (Post 831001). 2pp. 27742:084. 


8412030235 Submits comments an BWIP draft environ assessment. 
DAEMEN, J. Sandia Laboratories, FIN A-1755. 1616. 84/10/23. 

BUCKLEY, J. Engineering Branch (Post 831001). 11pp. 27742:073. 


B412030238 Advises that stress calculations performed to assess 
adequacy of overpack to withstand applied loads over design 
life for high level waste & spent fuel waste packages, 

Environ assessment Section 6, 4. 2. 1.3, "Corrosion." encl. 

STEPHENS, K. W. Aerospace Corp. FIN A-4165. 1601. 84/10/29. 

CHANG, K.C. NRC - No Detailed Affiliation Given. 3pp. 27742:070, 


8412030241 Discusses review of Sept 1984 monthly progress rept for 
"Geochemical Sensitivity Analysis. " Progress on Tasks 1-4 
satisfactory. Anticipated problems re rising computer costs 
discussed. 

KELLY, W.R. Geotechnical Branch (Post 831001). FIN A-1756. 

NRC-50- 19-03-01. 84/10/29. SIEGEL, M. D. Sandia Laboratories, 2pp. 

27742- 068. 
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*■ “'• ™sst.nS5 in 

Richlani, WA to discus, licensinj info re BMIP progren, No 


formal notice of meeting or invitation received 
STE'w'ENSi D W Washingtoni State of, 1029. 84/10/29 

NRC - No Detailed Affiliation Given. ip. 27742:064, 


BROWNING, R 


»'= SAloSi msnthlg UMTRAP status brisfing in 
Bethesda.MD to discuss project mgt ac t ivi t i e s, statu s of 
in-house UMTRAP reviews, future site reviews & vicinitu 
property cleanup status, ’ 

84/?S/i'a'® «■ Uraniu,. Racovarg Projacts Branch, 

2pp.^° 27742- 062^^”^^""^^ ^ Uranium Recovery Projects Branch. 


8412030395 "Disturbed Rock Zone Around Nuclear Waste Bar,ncf 4 -n - 

Mechanics Considerations." final rept Repo s i tones, Roc k 


RAJARAM, V. 
84/10/15 
27737: 336 


Engineers In ternat lona 1 , Inc FIN B- 7 'ioa i naa 
84/10/15 TIKTINSKY.D, Division of Uiasta Mana^™;^; 


8412030407 Comments on 840912 progress rept re "Preparation of 
Engineering Analyses for High Level Waste Packages in 


Geologic Repositories. ' 
MCNEIL, M.R. Division 


2773?f330. ^"3^"""''"9^°^''^""(P0sra3?00lT“% 


S412030..63 Discusses review of Sept 1984 monthly progress rept for "Lab 
Evaluation of DOE Radionuclide Solubility Data & Selected 
Retardation Parameter s, Experimental Strateg ies, Lab 
BRAnSupr^i t '■ Progress to date satisfactor 

BRADBURy, U. W Geotechnical Branch {Post 831001) FIN B -0290 lAOS 

84/10/30. WHATLEY, S.K ^ FIN B 0290 1605 

27742: 052 


ory . 

{Post 831001). FIN B-0290 
Oak Ridge National Laboratory. 


2pp. 


8412030267 Forwards "ENVIRQSTDNE h Portland Cement Encapsulation of 

Branch (Post 831001). 84/10/26. 

t, US lANZ I , F. A Waste Management Branch. Ip. 27742:038. 

8412030285 Discusses review of Sept 1984 monthly progress rept Draft 
of unsaturated tuff repository site description & rept. Draft 

estimated date that camera ready copy of SWIFT 11 STC will 
reguested to be sent to R Codell. 

ORNSTEIN, P Geotechnical Branch (Post 831001) FIN A- 115 R tAm 
84/10/30. ORANWELL-R. SAhdia Laborato^es 2pp "'a/yia 033. 


8412030292 Forwards corrected data reviews referre 
replace reviews not received. 

OA Enflineers International, Inc. FIND-1004 
27742fok >^^CRLEY,J. NRC - No Detailed Affiliation G^ven. 


to in monthly rept 

061. 

24pp. 


8412030297 Forwards FR notice of availability of "Draft Generic 

Comnen^r''^^®" RepLitories. " 

rlMin..! document reguested by 841126. W/o end. 

TANIOUS, N, S. , Engineering Branch (Post 831001). FIND-1010. 1607. 

Ip. 27742:001. 


84/10/18. HEISLER,S.V. National ResLtch Council 


^"^tfilindt emSrj® potential seismic effects on reclaim 

tailings embankment at Riverton s i te. Probab i 1 i ty of damage 

.nbuceb 

'kr™'^;(®r"' ”ecbb,ibh. EB8-1038A. 

27739:001 ^ISHNAN, K. R. Jacobs Engineering Group, inc. 32pp. 


8412030408 Informs of special meeting of Nuclear Waste Bna-rrf in i 
discuss processing of proposed consultation 
& cooperation agreement per RCw 43.200. lOO & proposed 
® support defense waste program activities. 

BiSsMOP.W. Washington, State of. 103S Pa/im/oo .. i. • 

state of. Ip. 27737:329 84/10/29. Wa.hinston. 

’•evieu coeimentB on NevaPa Nuclear Uaete 
?! I"''® project draft environ assessment 

rept. Listing of concern categories used for detailed 
comments also encl. 


27738:244 Engineering Branch (Post 031001). B3pp. 


8412030418 "Technical Assistance for Design Review," Task Order 006 
Assessment Of Water Intrusion into Geologic High Leve 
fW It^r^pT'" Salt,Dome Sa?t,Tuf? . lasilt," 

CUMMINGS, R. A. , RAJARAM, V. Engineers International, inc FIN B-732S 
1612 84/10/16. TIKTINSKY.D. High Level Waste TecH^icaT 

Development Branch. 74pp. 27738:170. 

8412030453 Forwards list of Edgemont vicinity properties for which 
unavailable. Partinant radiological data 

FLORY, c. Loid Laval 

Waste Licensing Branch. 3pp. 27742:351. * 

“"pfradof^Ba!!!!®!''* ‘'■‘P '■'P* <’»'• Task Order 006, "Data Rsvlau for 
consisting of summary of 841016-18 meetinns 
Consultants in San Franc i sco, CA, 

84/10/29 Rlr?‘n°" n!°!''“‘“'"i “-‘003. NRC-02-B4-001. 

84/10/29 RICE, B. Division of Waste Management, 2pp. 27742 : 349 , 

8412030458 Forwards Riverton UMTRAP draft environ assessment, for review 
comments to DOE scheduled for 

8 A 1126 . W/o end. 

a4/10>22 '■smrrrn^^'M' ^'■anium Racoverg Projacts Branch. 
27741^363 Uranium Recovery Field Office. Ip. 


TAYLOR T J I r meetings. Notice will be updated weekly 

JetaJllI'AF.tT S4/11/02. LINEHAN. J. NR^- No 

FRiliiAN r t'® ef"'®"- '^INCHMANaJ. Utah, State of. 

FRISHMAN. S Texas, State of. Ip. 27737:362. 

Basalt Environ Assessmant " 

* Sandia Laboratories. FIN A-1755, 1613. B4/U/01 NRr - n« 

Detailed Affiliation Given. 32pp. 27738:328. 


8412030363 Requests attendance at 841108 & 1206-07 meetinos 

InJesHL^''^ NucIeirWasL Stoiag^ 

Investigations project. -•-uiaHw 

84/10/26. BROWNING, R. 
Of Waste Management, Ip. 27738:360. 


in 


Division 


«^!r!r!! !:?'* °Tc of CiviUan 

9W-43. 84/10/22. Mccnnmu i n. , 


®''parado!V!!“''''%"'^''i'’ ‘’“T Saophgsics Data Ravl.b. for 

o!:!^ St5 l«o!S. '"'•"'’'‘-'^“■CA.Oct 23-25,1984," par task 

CHUNG, D.H. Laurence Livermore National Laboratoru FIN A ~0294 

3 pJ °P"tfchnical B;“ncb"?.^t°83lo01,, 

®''Rfd?o!cL-?’'F“!'!' "ENVIROSTONE 6 Portland Cament Encapsulation o, 
Radioactive Filter Elecsnts" for revieu, *, comments. 

Comments requested by 841224. W/o encl. 

Engineering Branch (Post 831001). 84/10/26. 

QRELLA. A. W. Safeguards S, Materials Program Branch. Ip. 27742:337. 

®'’i?°Ra2Ionu!!!’r'‘5 NUREG/CR-4024, "Revieu, 4 Ass.ssmant 

Of Radionuclide Solubility Info for Hanford, WA Candidate 

niJ Repository Site." BWIP documents prior to 

uct 1984 form basis of comments on Hanford Site. 

BRnnKl'^n^i’^ National Laboratory. 1598. 84/10/24. 

BROOKS, D.J. Geotechnical Branch (Post 831001). lOOpp, 27741:109. 


ep t. 


8412030475 Ac k receipt of topical rept "ENVIROSTONE it Portland Cement 
Encapsulation of Radioactive Filter Elements. " Schedule 
for review encl. 

rupS'^g^t^' „^'^?ineering Branch (Post 831001). 84/10/25. 

Pacific Nuclear Systems & Services, Inc, 2pp. 


appreciation re NRc parti c ipation in symposium on 
Geotechnical Assessment & Instrumentation Needs for Nuclear 
Waste Isolation in Crystalline Rocks," held on 841014-20 in 
Berkeley, CA 

DUGUIp, J. 0. Batteil-e Memorial Institute. 84/10/25, BROWNING, R E 
Division of Waste Management. G0LLER,K.R. Division of Radiation 
Programs *e Earth Science, (post 840429). 2pp, 27740:347. 
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S41203O497 Forwards draft comments on preliminary draft environ 
a s s es smen t < r emed i a 1 action plan & processing site 
c h a r ac ter 1 z a fe i on rept for remedial actions at Gunnison 
UMTRAP site. „ . 

HAISFIELD.M Low-Level Waste & Uranium Recovery Projects Branch. 
Q4/11/06. MASONi W. Jacobs Engineering Groupi Inc 17pp. 

27740; 325. 


S412030618 Forwards Task 5 final draft rept "Performance of Engineered 
Barriers in Deep Geologic Repositories for High Level 
Nuclear Waste, " summary & recommendations 8t response to NRC 
comments 

PENTZ, D L Golder Associates. FIN B-69S6. NRC-02-B1-027. 

84/09/30. PITTIGLIO, C. L. High Level Waste Technical Development 
Branch. ' 9pp 27741 224. 


8412030503 Forwards trip rept of attendance at thermochemical data base 
technical review committee 841001 meeting. 

SIEGEL, M.D Sandia Laboratories FIN A-1756 1595. 84/10/25. 

KELLY, W. NRC - No Detailed Affiliation Given. Ip. 27740:306. 


0412030507 "Technical Advisory Committee for Thermochemical Data Base 

for High Level Waste Disposal, " trip rept of attendance at 
B41001 meeting. 

SIEGEL, M. D. Sandia Laboratories. FIN A-1756. 84/10/01. NRC 

No Detailed Affiliation Given. 12pp. 27740:307. 


S412030S23 Concurs u/rad io 1 og i ca 1 & engineering assessment for 
Vicinity Properties G J-06077-CS, 0J-13481-MR & GJ-00015-CS. 

Planned remedial actions acceptable. 

HIOOINBOTHAN, L. Low-Level Waste «< Uranium Recovery Projects Branch, 
B4/10/31. CREW, M. E. Energy, Dept. of. 3pp. 27740:292. 


B412030S45 Submits BWIP schedule of repository activities provided by 
DOE. 

WRIGHT, R.J. Repository Projects Branch (Post 831001) 1031. 

84/10/30. miller, H.J. Repository Projects Branch (Post 831001). 
Ip. 27740:281. 


B41203O553 Forwards "Prelininary Two-Dimensional Regional Hydrologic 
Model of Nevada Test Site & Vicinity" & "Groundwater Level 
Data €t Preliminary Potentiometric-Surface Maps, Yucca 
Mountain Ic Vicinity, Nye County, NV" for review. 

POHLE, J. A. Geotechnical Branch (Post 831001). FIN D-7378. 1600. 

04/10/24. BUSS,D. R. Geotrans, Inc. Ip. 27743:311 


— Q412O30558 "Groundwater Level Data Sc Preliminary Potentiometric-Surface 
Maps, Yucca Mountain L Vicinity. Nye County, NV. " 

ROBISON. J.H. Interior, Dept, of, Geological Survey. 84/10/24. 

11pp. 27743:312. 


—8412030562 SANDB3-7466 

"Pr eliminary Two-Dimensional Regional Hydrologic Model of 
Nevada Test Site St Vicinity. " 

RICE, W. A. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/08/31. 90pp. 27743:323. 


— 8412030632 Task 5 final draft rept, "Performance of Engineered Barriers 
in Deep Geologic Repositories for High Level Nuclear 
Waste. " summary & recommendations. 

PENTZ, D.L . VOSS. J W. , TALBOT, R. Golder Associates. FIN Q-6986. 
013—1180 84/09/30 NRC — No Detailed Affiliation Given. 91pp 

27741 ■ 233 


8412030623 Forwards updated list of current Geotechnical Branch team 
assignments for UMTRAP Title I reviews & related generic 
task assignments for FYB5. Meeting suggested to discuss 
technical approach & prioritization. 

STARMER.R.J. Geotechnical Branch (Post 831001 ) . 84/11/09 

ONUGNOLI.O Low-Level Waste & Uranium Recovery Projects Branch. 
Spp. 27743:275. 


8412030633 Forwards preliminary document re need for perimeter 
drifting. Input on future direction of efforts requested. 
DAEMEN, J. Arizona, Univ. of, Tucson, AZ. FIN A-1755. 1625. 

84/11/06, PESHEL, J. J. Division of Waste Management. 2pp. 
27743: 260. 


— 8412030641 Provides preliminary outline re evaluation of benefits 
disadvantages associated w/perimeter drifting for addl site 
characterization approach for potential high level waste 

DAEMEN, J Arizona, Univ. of, Tucson, AZ. FIN A-1755. 84/11/01, 

PESHEL, J. J. Division of Waste Management, WAHI,K. Science 
Applications. Inc. Spp 27743:262. 


8412030634 Lists depth & elevation of oil S< gas wells near Shiprock 
UMTRAP site, per 841025 telcon w/R Wilson. 

* NRC - No Detailed Affiliation Given. 84/10/25 
Detailed Affiliation Given. ip- 27743:259. 


NRC 


No 


8412030645 Discusses proposed package for DOE re NRC review of UMTRAP 
Salt Lake City site remedial action p Ian- Submittal offers 
questionable interpretations & recommendati ons. Higg inbotham 
841018 Itr to DOE end for guidance. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/10/22 KNAPP, M. R. Geotechnical Branch (Post 831001). 3pp. 
27743: 249. 


04120 3 0 576 Forwards comments on draft ORNL/TM-9221, "Review & 
Assessment of Info on Geochemical Conditions for Candidate 
Salt Sites of Ofc of Nuclear Waste Isolation. " 

SIEGEL, !i. D. Sandia Laboratories. FIN A-'1756. 1597. 84/10/10 

KELLY, W. Geotechnical Branch (Post 831001). 80pp. 27739:136, 


04120 3 0 577 Forwards marked-up staff position on groundwater 
contamination of Vitro/UMTRAP site in Salt Lake City.UT. 

Buggeations for improving presentation to DOE offered. 

HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/10/23. KNAPP, M.R. Geotechnical Branch (Post 831001). 

MARTIN, D.E, Low-Level Waste & Uranium Recovery Projects Branch. 
23pp. 27741:335. 


— 8412030650 Forwards comments on Vitro/UMTRAP Salt Lake City remedial 
action p Ian. Comments address all issues except groundwater 
at Vitro s ite. Groundwater issues do not require resolution 
prior to concurrence w/plan W/o end. 

HIGGINBOTHAM, L. Low-Level Waste 8t Uranium Recovery Projects 
Branch, 84/10/18. KORLEY, J. A. Energy, Dept. of. 4pp. 

27743: 252 


412030646 "Lab Evaluation of DOE Radionuclide Solubility Data Jk 
Selected Retardation Parameters, Experimental Strateg ies, Lab 
Techniques £• Procedures, " monthly progress rept, Oct 1984. 

WHATLEY, B. K. Oak Ridge National Laboratory. FIN / ,• 

84/11/08. BRADBURY. J W. Geotechnical Branch (Post 831001 > . 15pp. 


B412030580 Trip rept of 841003-04 site visits to East Gas Hills & 
Riverton remedial action site in Riverton, WY «< 841005 visit 
to DPI Bureau of Mines in Denver, CO. 

SMYKOWSKI.S. Engineering Branch (Post 831001). 84/10/23. 

NATARAJA, M. e. Engineering Branch (Post 831001). 4pp. 27741:329. 


841203 0590 Forwards Rev 2 to process control program rept, "NUS Process 
6vcs Corp Topical Rept on 10CFR61 Qualified Radwaste Forms, 

TR— 002, Nov 19S4, "• & affidavit requesting withholding. Rev 
withheld (ref 10CFR2. 790). 

VOIT, R. E. NUS Corp. PS-83-1069. 84/11/12. PERSON, R. Engineering 

Branch (Post 831001). Spp. 27740:359. 


8412030616 Ac k receipt of monthly progress rept for Sept 1984. Progress 
to date sat isfactory. Forwards for review, "Groundwater Level 
Data «< Preliminary Potent iometric Surface Maps..." & 

"Preliminary Two-Dimensional Regional Hydrologic Model.... 

POHLE, J. A. Geotechnical Branch (Post 831001), FIN B-7377. 
NRC'-O2-82-046. 84/10/17. WILLIAMS, R. E. Williams 8{ Associates, Ip. 

27742-221. 


—84 1 2030629 04-4197 

"Groundwater Level Data St Preliminary Potentiometric 
Haps, Yucca Mountain S< Vicinity, Nye County, NV." 
ROBISON, J.H. Interior, Dept, of. Geological Survey, 
llpp, 27742:309. 


Surface 

84/12/31. 


8412030648 Forwards agenda for info 
matls corrosion. Suggests meeting 
to 841101 to accommodate RES. 
BARRETT, L. H. Engineering Branch 
JOHNSTON, W. V Assistant Director 
Technology (Post 830201). 2pp. 


exchange meeting u/RES U NMSS re 
date be changed from 841025 

(Post 831001). S4/10/1B. 

for Matls, Chem. 8< Environ 
27743: 228. 


U2030651 Forwards QA program description 8< QA procedures, includ ing 
re QA program, QA-L-1-101 re QA planning, 

QA-L-l-103 re QA assessments it QA-L-3-100 re document 
control. Documents framework of QA for 9 ®o=hemistry project. 
WHATLEY, S. K, Oak Ridge National Laboratory. FIN B-0290. 1639. 

84/11/06. BRADBURY, J. W. Geotechnical Branch (Post 831001). ip. 


-8412030657 GA program description. 

* Oak Ridge National Laboratory. 
27743: 161. 


FIN B-0290. 


84/08/20. 


27pp. 


-8412030664 QA proc ed ures, inc 1 uding QA-L-1-100 re QA program, QA-L-1- 
re QA p lanning, QA-L-l-103 re QA assessment. QA-L-3-iOO re 
control of documents 6 records it QA-L-6-101 re reporting of 

FIN B-0290, B2/,2/2=. 2.pp. 

27743: 188. 
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8412030653 Rev 1 to "UMTRap Remedial Action Contractor Health Physics 
Procedures ' * 


* Chem-Nuclear Systems* In 


84/11/02. lOBpp. 27741:001. 


Mark-Up. Site Nomination Environ Assessment for 
* Rockwell International Corp. 1040. 84/08/03. 706pp. 27754:093. 

8412030662 Documents 841015 telcon w/V Autry of State of SC re data 
requirements for cold tenp testing, drop testing & vibration 
testing for NUPAC FL50 hand indicator controller generic 
rept. 

TOKAR.M Engineering Branch (Post 031001). 84/10/23. Engineering 

Branch (Post 831001). 2 pp. 27743 : 151 . ^ ® 

8412030666 Advises that 840925 submittal of draft annual status rept to 
Congress re UMTRAP program omitted mention of NRC review St 
concurrence w/State of OR cooperative agreement. Review 
should be added to NRC narrative 

B4/?0/23™*BAUBLITr:‘''''r' R.coverv Projects Branch. 

04/10/23. BAUBLITZ, J. Energy, Dept. of. 2pp. 27743:149, 

0 ^ 841031 meeting w/NRR Div of Engineering 8 c RES 
in Batnesda.MD re matls corrosion. Agenda end, 

BARRETT, L. H. Engineering Branch (Post 831001) S 4 /io/ 3"5 

Of Was^^Manfsemenf- 

27743^147 Nuclear Regulatory Research, Director. 2 pp. 

8412030677 Forwards revised agenda for 841206 project review. All 
attendees should hear whole presentation based on integrated 
structures of matl. 

, Aerospace Corp. FIN A-4165. 1627. 84/11/09 

CHANG. K.C. NRC - No Detailed Affiliation Given. 2 pp, 27743:130. 

^^^Repfffo^'acrl^sl Contract NRC-02~e4-001, Month ly Progress Ltr 

S 4 /d/nn geophysical Corp. FIN D-1003. NRC-02-84-001. 

84/11/09. RICE,B. Division of Waste Management. 2 pp, 27743:128. 

^"^1/841114 It^ ^ "'^eelth Physics Procedures, Table of Contents. " 

SULLIVAN, S. Morrison-Knudsen Co., Inc. B4/11/14 MARTIN, D NRr - 
No Detailed Affiliation Given. 2 pp. 27743:115 MARTIN, D. NRC- 

8412030698 Submits comments on NUPAC responses to questions re hand 
j;;^ijetor^controHer (HIC ). Structural adequacy of HIC 

!J2rr™‘"P' S’ T ransportation Certification Branch. 84/10/25. 

BARRETT, L.H. Engineering Branch (Post 831001 ) . ip. 27743:086 

Pacific Nuclear Sys 8 < Svcs rept, -ENVIROSTONE & 
Portland Cement Encapsulation of Radioactive Filter 
HARRPTT^' requested by 841224. W/o end. 

OAM-Sfi . w « Engineering Branch (Post 831001). 84/10/26. 

GAhMILL.W, Meteorology 6 Effluent Treatment Branch. Ip. 27743:085. 

radiological assessment repts for properties in 
FLOR? ? S41001 telcon request. W/o%nd. 

S4d^/5e RSBFR^s u Projects Branch. 

B4/l0/ie. ROBERTS, W. A. Energy, Dept. of. Ip. 27743:078. 

S.,liT,g:A, 5 e,sm.nt o. Info fc Reseanch 

rHian h ""‘I’" 

^ * assure info correct i complete. 

si/n/is” A-1755. 1642. 

SYMKOWSKI.S. Engineering Branch (Post 831001). Ip. 


8412040190 Submits site rept for wk of 841022 "Theopth-n rai i, 

r — -- «eaaona„anta' f 


—8412040195 -Theoretical Modeling of Hole-to-Surf ace Resistivity 
Measurements for Hazardous Waste Analysis." resistivity 

DANIELS, J J. , HOLCOMBE, H T. Interior, Dept of, 

84/10/26. 57pp. 27775:200. ‘ 


Geological Survey. 


8412040203 Ack receipt of proprietary Topical Rept TFC-TR-B 4 (P) "Hinh 
Integrity Containers" (HIC ) . Proc ess for submitting ^ 

proprietary X< nonpropr ietary versions discussed. 

BARRETT, L. H. Engineering Branch (Post 831001) 84 / 11/07 

CHANDO.J.J, Affiliation Not Assigned. 4 pp, 27750:349 

^""clTtrTcl NRC^SS^lUo^,'"' progress rept for Aug 1984 under 

Engineering Branch (Post 831001). FIND-1004 

?nr"";pr°27758"33i^""- Eng i neerrintlrn^tionai, 

8412040234 Informs of 841105 meeting between NRC & Salt Repository 
Project staff in Columbus. OH to discuss licensing proce^ J ^ 

QA experience from reactor licensing & AIF 841112 annual 
conference in Wash ing ton, DC. 

TAYLtDR. T. J Energy. Dept. of. 734. 84/10/26. LINEHAN, J NRC - Mn 

fSrIJtSe f^R^SHMAN.S. Utah, StaU of. ' 

FORSYTHE. R. Texas, State of. Ip. 27758:331. 


progress rept for Oct 1984 re Palo Duro, 
generic category for nonsite-specific 


84120402.38 Eleventh monthly 
Paradox & Salt Domes & 
repts. 

WINTER. G. Williams & Associates. FIN B-7389-3 NRC- 02 -a 3 - 0 'n 

B4/U/06. COOKE. B. Division of Waste Management. 8 pp ^758; 323. 

8412040239 Twenty-eighth monthly progress rept for Oct 1984 re 
preparation to review BWIP site c harac ter i z at i on plan 
WILLIAMS, R. E. Williams 8t Associates. FIN B-7372. loi. 84/11/06 
GORDON, M. Division of Waste Management. 5 pp. 27758:318. 

8412040242 Discusses review of radiological & engineering assessments 
for Grand Junction, CO & Edgemont, SD sites. Concurs w/pUnned 
d c tv 1 on s . 

““'I' 5 ^’•‘>'’1™ R«cov.r, Proj.ct. Branch. 
84/10/11. CREW, M. E. Energy, Dept, of. 3 pp. 27758:315. 

8412040246 Forwards BNL 840927 proprietary critique of portion of NUPAC 
generic topical rept on Ferralium Alloy 255 FL50 high 

container re bead resin c orrosi on. Enc 1 withheld. 

TOKAR.M. Engineering Branch (Post S31001). 

Nuclear Packaging, Inc. 2 pp. 27758:313 


84/10/11. TEMUS, C. J. 


8412040255 Comments on "Groundwater Level Data *c Preliminary 
Potentiometric Surface Maps, Yucca Mountain & Viclnitg.Nue 
County, NV" & "Preliminary Two-Dimensional Regional 
Hydrologic Model of Nevada Test Site ...," per request 
WILLIAMS, R. E. Williams tt Associates. FIN B-7377-2 NRC-02-a2-046 

84/11/05. POHLE.J. Division of Waste Management. 17^^ ^758 2 ^ 4 . 

8412040263 Forwards draft "Sorption-Capacity Limited Retardation of 
Radionuclides Transport in Water-Saturated Packing Matls," 
for review & comment. 

SULLIVAN, T. Broo)(haven National Laboratory. FIN A-3167 1641 

>-,cJnsinrH^nhJ".^ht*B:i„cl.. 

8412040279 Submits Nevada Nuclear Waste Site Investigation site rept 
for wks of 841105 & 12, Forwards weekly highlights for 
841110 & 15 i< monthly project rept for Aug 1984. 

= Branch (post 831001), 433. 84/11/21. 

BROWNING, R. E. Division of Waste Management. B6pp. 27775 : 113 , 


monthly progress 


8412030706 "Technical Assistance in Geochemistry, 
rept for Oct 1984. ^ 

Ridge National Laboratory. FIN B-0287 

S7.‘’‘?7;:°‘- 27%3:o2i: B.,hch (Post 


8412030700 Ack receipt of status rept for Sept 1984, draft envimn 

** com^Sntron NR^ 

JccIotabiraJi''^ disturbed zones. Status rept 

wItaSa 1 ^^ documents under review. 

sJJJS/3? ’BnNANn®F"?’'‘2® 031001). FIN A-1755. 1618. 

04/10/31. BONANO, E.J. Sandia Laboratories. Ip. 27742:362. 


"Salt Repository Project Ofc Implementation Plan for 
Briefings & Public Hearings on DES. " 

* Energy, Dept, of, 756. 84/11/05. 23pp. 27762:273. 

8412040284 Requests NRC concurrence w/rad io log i cal & engineering 
assessments for Properties GJ-1 1225-Ra, OJ-00404-CS Sj 
GJ-01327-RS in Grand June tion, Co. Timely review St response 
requested. Assessments end. 

TUCKER, M K. Energy, Dept. of. 84/11/14. HIGGINBOTHAM, L, Low-Level 
Waste St Uranium Recovery Projects Branch. Ip. 27773:285. 

8412040289 Draft "Radiologic S< Engineering Assessment for Location 
OJ— 11225 — RS, Address 2861 1/2 Bedford Avenue. " 

* Bendix Corp. 84/11/30, 35pp. 27773:236. 
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— S41204O304 Draft "Radiologic & Engineering Assessment for Location 
GJ-00404-CS( Address 1111 South 7th Street," 

♦ Bendi* Corp. 04/11/30 39pp. 27773 321. 


—0412040312 Draft "Radiologic Zt Engineering Assessment for Property 
GJ-01327-RS. 1320 White Avenue. " 

» Bendi* Corp. 84/09/30 32pp. 27773 360. 


a4i20402Qe Submits notice of upcoming meetings from DOE Salt Repository 
f project Ofc.per B3O719-20 meetings. Host organization should 
be provided w/names of anticipated attendees. 

’ TAVLQR. T.J Energy* Dept. of. 761. 84/11/08 LINEMAN* J NRC - No 

‘ Cftailed Affiliation Given. HINCHMAN* J. Utah* State of. 

^ FflISHMAN*S Texas. State of. Ip. 27758:339. 


6412040293 "Reviewing Hydrogeologic Investigations of Nevada Test 
Site — Project C* " monthly progress rept for Oct 1984. 

I WILLIAMS* R. E. Williams U Associates. FIN D-'7377-*2. 1621. 

I 84/11/02. POHLE* J. Division of Waste Management. 3pp. 27758:356. 

6412040309 Submits notice of upcoming meetings from DOE Salt Repository 
Project Ofci per 030719-20 meetings. Host organization should 
be contacted for details. 

TAYLOR, T. J. Energy. Dept. of. 734. 84/11/15. LINEMAN. J NRC - No 

Ditailed Affiliation Given. HINCHMAN, J. Utah. State of. 

FRISHMAN. S. Texas. State of. Ip. 27738:333. 


6412040318 Comments on Sept 1904 rept. "Preparation of Engineering 
Analysis for High Level Waste Packages in Geologic 
Repositories." Criteria for selecting methods for NRC use 
to analyze waste package performance listed. 

CHANG. K. C. Engineering Branch <Post 831001). FIN A-4165. 1628. 

84/10/31. STEPHENS. K. W. Aerospace Corp. 2pp. 27775.298. 


6412040331 Forwards comments on Sept 1984 version of Salt Lake City 
remedial action plan. Environ health S; safety plan, 
radiological support plan Zt QA plan to be prepared by 
Stats of UT will require review «< concurrence. 

NIGOINBOTHAM. L, Low-Level Waste Jk Uranium Recovery Projects Branch. 
84/10/10. MORLEY. J. E. Energy, Dept. of. Ip. 27 7 58:340. 


S41204O335 Forwards comments by tribal & Bureau of Indian Affairs 
consultants derived from reviewing DOE/Jacobs Engineering 
environ assessment document on Riverton mill tailings site. 

COLLINS. G. Shoshone it Arapahoe Tribes. 84/11/16. FLORY, C. NRC - 
No Detailed Affiliation Given. 22pp. 27775:276. 


8412040336 Discusses review of Contract NRC-50- 1 9-03-0 1 , "Technical 
Assistance in Oeocheroistry, " monthly progress rept for Sept 
1984. Progress satisfactory. 

BROOKS. D J. Geotechnical Branch (Post 831001). FIN B-0287. 
NRC-30- 19-03-01. 04/11/05. WHATLEY. S. K. Oak Ridge National 

Laboratory. 4pp. 27758:345. 


8412050017 Forwards "Description of Proposed New Activities for 
FIN A-1755 During FY85, '* per discussion at 041015-16 
meting s. 

BDNANO. E. J. Sandia Laboratories. FIN A-1755. 1637. 84/11/07. 

NATARAJA. M. S. Engineering Branch (Post 831001). Ip, 27783:301. 


—041205002? "Description of Proposed New Activities for FIN A-1755 
During FY85. " 

WAHI. K, , BONANO. E. J. Sandia Laboratories. FIN A-1753. 84/11/1 

NRC - No Detailed Affiliation Given. 5pp, 27783:302. 


3412030056 Forwards draft Nevada Nuclear Waste Storage Investigations 
environ assessment. Draft contains preliminary draft 
Chapters 2-5. Chapter 6 currently undergoing rev, 

VIETH, D. L. Energy. Dept. of. 434. 84/11/15. COPLAN, S. M. Division 

of Waste Management. Ip. 27809:046. 


8412050123 Forwards comments on draft DOE rept. "Evaluation of 
Commercial Repository Capacity for Disposal of Defense High 
Level Waste, " prepared in response to Section 8 of Nuclear 
Waste Policy Act. 

BROWNING. R E Division of Waste Management. 84/10/15. 
LECLAIRE, D Q Energy, Dept of. 14pp, 27812:056. 


8412050124 Submits Aerospace Corp request for lists of publications 
re Nevada Nuclear Waste Site Investigations from various DDE 
contractors Mailing address listed. 

COPLAN, S. M, Repository Projects Branch (Post 831001). 431. 

84/11/16. VIETH. D.L. Energy. Dept. of. Ip. 27012:055. 


8412050137 Forwards "Coupled Thermal-Hydrological-Mechanical 
Assessments % Site Charac ter ization Activities for Geologic 
Repositories," monthly activity rept for Oct 1984. 

BONAND, E. J. Sandia Laboratories. FIN A-1755. 1651. 84/11/12. 

NATARAJA, M. S. Engineering Branch (Post 831001). Ip. 27812:047. 


— 8412050144 "Coupled Thermal-Hydrological-Mechanical Assessments & Site 
Charac ter 1 zation Activities for Geologic Repositories." 
monthly activity rept for Oct 1984. 

* Sandia Laboratories. FIN A-1755. 84/10/31. NRC - No 

Detailed Affiliation Given. 5pp. 27812:048. 


8412050169 Comments on draft biannual rept (NUREG/CR-2482. Vo 1 7). 
"Review of DOE Waste Package Program. " Rept could be 
improved by including quantitative estimates of radioactive 
releases in spent fuel pool into executive summary. 

WICK.E A. Engineering Branch (Post 831001). FIN A-3164. 1623. 

84/11/07. SDQ.P. Brookhaven National Laboratory. 3pp. 27812:043. 


8412050185 Forwards Abstract 51252. "Predictive Accuracy of Groundwater 
Models - Lessons From Post-Audit." published from 1984 OSA 
meeting in Reno. NV. Contenp lation of abstract suggested 
in view of modeling efforts underway at high level sites. 

WILLIAMS. R, E. Williams tt Associates. FIN B-7372. 1644. 84/11/14 

OORDDN. M. Division of Waste Management. 3pp, 27812:033. 


8412050205 "Hydrology of Nevada Test Site, Project D. " Monthly Progress 
Rept 61 for Dct 1984. " 

RUSS, D. R. Geotrans. Inc, FIN B-737B. NRC -02-82-047. 84/11/16. 

PDHLE. J. F. Division of Waste Management. 2pp. 27012*023. 


0412050212 Forwards mid-Aug 19B4 preliminary draft environ assessments, 
Chapters 3-6, for all seven potentially acceptable Salt 
s i tes. W/o end. 

NEFF. J. 0. Energy. Dept. of. 755. 04/11/13. LINEMAN. U. NRC - No 

Detailed Affiliation Given. 2pp. 27812:007. 


8412050220 Forwards listed review & workshop summaries documenting 
several DOE/NRC/State of NV interactions over past yr. per 
request at 840917-20 Nevada Nuclear Waste Site 
Investigations geology data review. W/o end. 

COPLANi B. M. Repository Projects Branch (Post 831001). 427. 

84/11/07. JOHNSON, C. Nevada. State of. Ip. 27812:003. 


8412030224 Submits status rept on UMTRAP progress for period 
840601-0928. General coordination items, status of processing 
sites vicinity property cleanup actions discussed. 

HIGGINBOTHAM. L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/10/15. BROWNING. R, E. Division of Waste Management. 5pp. 

27812: 262 


8412050231 "Benchmarking of Computer Codes & Licensing Assistance." 
monthly Itr progress rept for Oct 1984. Permission obtained 
from two of five publishers to use tables it figures in final 
data set rept for waste package codes. 

VOGT. D. K. CorSTAR Research. Inc. FIN B-69B5. NRC-02-B1-026. 

84/11/15. BROOKS, P. Division of Waste Management. 53pp. 

27812: 206. 


—8412050062 "Draft Nevada Nuclear Waste Storage Investigations Environ 
Asses sment. " 

ft Energy. Dept. of. 84/09/15. 360pp. 27809:047. 


0412050072 Forwards completed site technical positions for BWIP. Nevada 
Nuclear Waste Site Investigation it three salt basis sites 
re geology, hydrology, design/rocit mechanics, geochemistry 8< 
waste package. W/o end. 

MILLER, H.J. Repository Projects Branch (Post 031001). 1062. 

04/09/17. BROWNING. R. W. Division of Waste Management. Ip. 

27612: 099. 


8412050234 Forwards draft "Strategy Preliminary Plans for Large-Scale 
Hydraulic Stress Testing of Selected Hydrogeologic Units at 
RRL-2 Location," for review. Need for meeting to discuss 
hydrogeologic test strategy implementation noted. 

OLSON. □ L Energy. Dept. of. 1043. 84/11/02. WRIGHT. R.J. 

Repository Projects Branch (Post 831001). Ip. 27812:114. 


— 8412050243 Draft "Strategy i>. Preliminary Plans for Large-Scale 
Hydraulic Stress Testing of Selected Hydrogeologic Units at 
RRL-2 Location. " 

STONE, R. , ROGERS. P.M. I JACKSON, R. L. Energy, Dept, of. 84/10/30. 
S7pp. 27812; Il5. 


6412050095 Forwards comments on draft environ assessment for BWIP. Dust, 
airflou*' temp , relative humidity it differential pressure 
between airways & gases such as methane, hydrogen sulfide, 
carbon dioxide *< carbon monoxide should be monitored, 

CROP, E. L. Interior. Dept. of. Bureau of Mines. FIN B-6934. 1647. 

84/11/14. TIKTiNSKYi D. H. Engineering Branch (Post 831001). 3pp. 
27812: 086 


0412050237 Speech entitled. "Annotated Outline it Summary of Environ 
Assessment - Socioeconomic Analysis," presented at Salt 
Repository Project Eighth Bimonthly Meeting on 041115. 

DARROUGH. M, Energy, Dept. of. 7758. 84/11/15, 20pp. 27813:012. 
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= Handling 8, Disposal for NuoUar Wssts 

Rdpositong Project. presented at DOE B411I5 bimonthlu 
meeting w/NRC. 

WILLIAMS. J Energy, Dept of. 84/11/15 31pp 27813:032. 


6412050262 Speech entitled, "I 
Public Hearings on DES. " 
MCCLAIN, L Energy, Dept, of 


Implementation Plan for Briefings & 


’"^"^RUSrwP^n Rusche before aIF 1984 Annual Conference 

RUSCHE, B Energy, Dept of. 84/11/12 41pp. 27813.083. 

®''lnve?veL^t'’‘”“® conidients on DOE UMTRAP public par t ic i p a t i on/NRC 
involvement, per request. No need to increase activities in 
area of UMTRAP public participation other than placing all 
documents received by Oiv of Waste Mgt in PDR. 

BUNTING, J 0. Policy 5* Program Control Branch (Post 031001 > 

27 b 12 :To 2 «- n of Was te Manig emen 'spp . 

8412050252 Trip rept of 841015-16 contract review meetings at 
in FYSS Agenda & meeting minutes end. 

84/1^/09 831001). FIN A-1755. 1630. 

2%ilf358. S. Engineering Branch (Post 831001) 6pp. 

8412050255 Forwards list of documents requiring review prior to receiot 
Of environ assessments for BWIP & PermJan Basin sitesdn ^ 

response to Task A of 841012 Itr. 

BERRY, R. H. Richard H. Berry, Inc. 1055 84/11/15 TRAPP i q 

Geotechnical Branch (Post 831001 ) . I3pp. 27811 : 345 . * ' 

listing of refs in BWIP environ assessment 
Plan to refine list & initiate distribution of microfiche 
requested as soon as possible. 

OLSON, O.L. Energy, Dept. of. 1044. 84/11/06. WRIGHT, RJ 

Repository Projects Branch (Post 831001). 36pp. 27811 296.’ 

B4120S0266 Comments on open items, per 841024 discussion Hudrolonn 
meeting scheduled for 841212-13 in Washing ton, DC. S^an^ed' 
plan forwarded for review. 

OLSON, 0 L. Energy, Dept. of. 1054. 84/11/16 WRIGHT R i 

Repository Projects Branch (Post 831001). ip. 27811:285. 

oisai □. L 

^"^Moddf ^ "P^^rfictive Accuracy of Groundwater 

Lessons from Post-Audit," published from 1984 GSA 
meeting In Reno, NV. Contemp la ti on of abstract suggested 
fiodeling efforts underway at high level sites 
WILLIAMS, R E Williams h Associates piN D-7389-3 1645 

84/11/14. COOKE, B. Di vi si on of Wa s te Managelen”' 3p J 1 : 279. 

6412050^3 Forwards water level maps & data files of reoional 
hydrologic base line data. Data reflects water level f?om 

B4120502S1 Forwards concerns & comments on NRC draft Site Technical 
OLlaJ'^L'-'; Testing Strategy for BW?P Technical 

Ra!° ? Energy. Dept. of. 1053. 84/09/18. LINEHAN, J J 

Repository Projects Branch (Post 831001). 6pp. 27811:229 ' 

B412050286 Trip rept of 840916-21 UMTRAP site visits to insoerf * 4 4 - 

do ruinin' J""""' — «-nt S. remedial :cdorpi:r 

document reviews & potential alternative sites which may 
receive tailings from UMTRAP sites. ^ 

DAM. W L. Geotechnical Branch (Post 031001) a4/ll/OA ctadmcd d , 

Geotechnical Branch (Post 831001). 3pT BTSllf^Ei STARMER. R. U. 

re preliminary major salt hydrology 
environ assessment. Detailed outline of hydrology salt team 
.t.tup on pre.nviron assessment tast list.e in^'JeWe,! pulJ 

"SdhnU r™“;®- B-nch (Post B3100,,. 764, 

IBpp. 27 aiifi 93 Repoaitoru Projects Branch (Pest 831001). 

8412050296 Forwards "Finite Element Matrix & Mass Balanro x x- 

Schemes for Transport in Uar iably-Saturated Porous Media 
HUYAKORN.PS. Oeotrans, Inc. fIn B-737B imS paJm/OS 
No Detailed Affiliation Given. Ip. 27811:137. ~ 


57pT™S;^i?. “■ ■ '*■ ^ 3471.70=. 

8412050300 Forwards trip rept for Task Order OOS 747 .x 

on 840917-21 24-28 in Menlo Park.CA & Denver,' ^0 meetings 

Nevada Nuclear Waste Site I nves t i oaf 1 nn« 

8412050304 Forwards advance initial issue of approx 62 Xn plitd 

ind^c.r'' Ta assessment. Ne,t transmittal inSL ciu 

root !!?*.*" *■ ''“"f transmittal. Process 

□LSDN □ L P “ “tR^nce of draft environ assessment 

R.posi?o^U BrL‘ch°:Pasri3’lOofr“^i:p. 

“SE’v"' “ .. 

Investigations project. 

VIETU.D. L Energy. Dept. of. 425. 84/11/OB COPLAW G M 
Repository Projects Branch (Post 831001). Ip. 27811:097!^’ 

exceot fn contamination matl on property, 

except for matl designated Area G, Fuii-y, 

CREw’M®E™''En‘'' '""n Licensing Branch. 84710726 

CREW. M. E. Energy, Dept. of. 3 pp. 27811:094. 

Assistance for Assessment of Repository Sltino & 
1 progress r ept, Jul-Sept 1984. Siting t 

B4/n/14 ^LEENOR^'c 1650, 

27811 082 Technical Assistance Contracts Branch. 3 pp. 

8412050333 Comments on two documents re definitinn n* xj h. i 

P^°blem w/advance notice of propoLd r^ lema kiio'"® 

S 4 10CFR61 waste classification sys noted Congress shou!^ ?® 
given sound basis for preparing legislation 

BEL^TT'^of ■ Material Safety. 84/11/21 

BELL.M J. Division of Waste Management. 2 pp. 27811:000. 

^'^sJmD??no Aerospace monthly progress rept for Sept 1984 

0 ^ distribution functions that will be ^ 

densitu t procedure used to couple probability 

aensity function must be evaluated. 

Bfoohhaven National Laboratory. FIN A-3167 1657 

3pp 2781 L 077 :^' = ‘-■“"=‘''9 Nana, Lot Branch. 

®''pJ?fDuro'"BlT",' '■'''“r 3'*'I-503 8 . draft drill st.m test rept dh 

Basin°per reJuesL """ “"“'linJ of P.rado. 

84711716 COqJe'T ^IN B-73B9-3. NRC-02-83-033. 

84/11/16. COOKE, B. Division of Waste Management. 28pp. 27811:034. 

Engineering Analysis of High Level Waste 
fo^ 0^^1984 Repositories." monthly progress rept 

^^T-ospace Corp. FIN A-4165. 1649. 84/11/15 

CHANG, K.C. NRC - No Detailed Affiliation Given. 11pp. 27810:278, 

Forwards US Bureau of Mines Rept of Investigations 8061, 
■Assessment of Methane Hazards in Anomalous Zone of 
Gulf Coast Salt Dome." per request. 

84/11/OA 8* Associates. FIN B-73S9-3, NRC-02-B3-033. 

COOKE, B. Division of Waste Management. Ip. 27810:246, 

—8412050391 8861 

Investigations 8861 . "Assessment of Methane Halards 
in Anomalous Zone of Gulf Coast Salt Dome. " 

of MiSf s'^niti ' S*IN''TO'A- Interior, Dept, of. Bureau 
27810 247 1^311 " I^o Detailed Affiliation Oiven. 31pp. 

•“"’Mary of DOE-NRC 841016-18 meetings in San 
bII?^ T “I’ ssophysical data for Parado, 

Basin. Summary being sent to all states per DOE-NRc 
interagency agreement. 

R«ros^xL"' R 757. 84/11/05. LINEHAN, J.J. 

Repository Projects Branch (Post 831001). 25pp. 27810:212. 

8412050395 Forwards DOI, Fish & Wildlife Svc 840518 Itr i, 831201 
paper re representative biological opinion of 
Windy Gap water depletion issue. 

Affifi!;- 762, 84/05/18. NRC - No Detailed 

ATfixiation Given. 14pp, 27810:198, 
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U1205O432 Requests placement of DRNL on LASL distribution list for 
' rtpts re Nevada Nuclear Waste Site Invest i g at i ons, Addre ss 
luted. 

■ZGPLANjS.M Repository Projects Branch (Post 831001) 426. 

s4/ll/0e. VIETH. D. L, Energy. Dept. of. Ip 27810. 183. 


? :41205035S Discusses 840109-14 geochemistry workshop for review of 
biochemistry program at BWIP Comments on open items listed 
m BWIP Document SD-BWl-DIC-001 enc 1 . Cone er ns re DOE testing 
it BWIP as presented in NUREG-0960 provided, 
j wRIGHT* R. J. Repository Projects Branch (Post 831001). 1060 

=4/10/15. OLSON. 0. L. Energy. Dept. of. 40pp. 27810:104, 


I ;ilS050559 Confirms conversation re NRC 841018 technical comments on 
; Salt Lake City remedial action p Ian. Reserva tions re NRC role 
in joint review of listed plans w/State of UT expressed 
Al! reviews should originate from DOE project ofc. 

' TfSMELlS. J. G. Energy. Dept. of. 84/11/09. HIGGINBOTHAM. L. NRC- 
Ho Detailed Affiliation Given. Ip. 27810:057. 


•J1205OS63 Submits comments on double porosity refs noted in 841122 
! itr. Agrees that issue of multiple defensible interpretations 
a# pump test data important to hydraulic property testing 
far site ch arac ter i zat i on. 

WILLIAMS. R- E. Williams it Associates. FIN B-7372-3. NRC-02-a2-044. 

a4/ll/l3. GORDON. M. Division of Waste Management. 8pp. 27810:049, 


!WaO5O6O0 Forwards const package for Shiprock Mill Site. Phase I-B 
const. M/six oversize drawings. Aperture cards available in 
FDR. 

HOPKINS, R.E. Morrison-Knudsen Co. . Inc. 84/10/31. HI GOI NBOTHAM, L. 
Law-Level Waste tx Uranium Recovery Projects Branch. 41pp. 

27007: 307. 


;41205060‘? Forwards external QA comments on waste package code 
itnehmark problem rept. 

VDOT. D. K. CorSTAR Research. Inc. FIN B-6985. NRC-02-81-026. 

94/11/13. BROOKS, P. Division of Waste Management. 18pp. 
27783: 342, 


*412060015 Forwards response to NRC review Itrs 8< "Analysis 8< 
Interpretation of Recirculating Tracer Experiment Performed 
an Deep Basalt Flow Top. " 

OLSON. O. L. Energy. Dept. of. 1041. 84/11/01. WRIGHT. R.J. 

Repository Projects Branch <Post 331001). 9pp. 27829:277. 


8412030238 Advises that stress calculations performed to assess 
adequacy of overpack to withstand applied loads over design 
life for high level waste & spent fuel waste packages. 

Environ assessment Section 6. 4. 2. 1,3. "Corrosion." end, 

STEPHENS. K W Aerospace Corp. FIN A-4165. 1601. 84/10/29, 

CHANG. K.C NRC - No Detailed Affiliation Given, 3pp. 27742:070. 


8412030241 Discusses review of Sept 1984 monthly progress rept for 
"Geochemical Sensitivity Analysis. " Progress on Tasks 1-4 
satisfactory , Anticipated problems re rising computer costs 
d iscussed. 

KELLY, W. R Geotechnical Branch iPost 831001). FIN A-1756. 
NRC-50-19-03-01, 84/10/29. SIEGEL. M.D. Sandia Laboratories. 2pp, 

27742: 068. 


8412030263 Discusses review of Sept 1984 monthly progress rept for "Lab 
Evaluation of DOE Radionuclide Solubility Data it Selected 
Retardation Parameters , Ex p er imen ta 1 Strategies. Lab 
Techniques it Procedures. " Progress to date satisfactory, 

BRADBURY. J. W. Geotechnical Branch (Post B31001). FIN B-0290. 1605 

84/10/30. WHATLEY, S.K. Oak Ridge National Laboratory. 2pp. 

27742: 052 


8412030285 Discusses review of Sept 1984 monthly progress rept, Draft 
of unsaturated tuff repository site description & 
estimated date that camera ready copy of SWIFT II STC will 
be sent to NRC requested to be sent to R Codell. 

ORNSTEIN. P Geotechnical Branch (Post 031001). FIN A-115B. 1602, 

84/10/30. GRANWELL. R. Sandia Laboratories. 2pp. 27742:033. 


8412030292 Forwards corrected data reviews referred to in monthly rept 
for Aug 1984, to replace reviews not received. 

CUMMINGS. R. A. Engineers International, Inc. FIN D-i004. 061. 

84/10/31. BUCKLEY. J. NRC - No Detailed Affiliation Given. 24pp. 
27742: 002, 


8412030297 Forwards FR notice of availability of "Draft Generic 
Technical Position (GTP) on In Situ Testing During Site 
Characterization for High Level Nuclear Waste Repositories, " 
Comments on document requested by 841126. W/o end. 

TANIQUS. N. S. Engineering Branch (Post 831001). FIND-1010. 1607. 

84/10/18. HEISLER.S. V. National Research Council, Ip. 27742:001 


8412030349 "Review Comments on Draft Basalt Environ Assessment. " 

* Sandia Laboratories. FIN A— 1755. 1613. 84/11/01. NRC — No 

Detailed Affiliation Given. 32pp. 27738:328, 


-8412060017 "Analysis 8< Interpretation of Recirculating Tracer 
Experiment Performed on Deep Basalt Flow Top. " 

LEONHART, L S. , JACKSON, R. L. , GRAHAM, D. L. Energy, Dept. of. 
84/11/01. 70pp, 27829:286. 


54120602*73 Requests meeting w/NRC to discuss repository siting issues 
conceT*ning geology, hydrogeology & radionuclide travel times. 
Concerns listed, 

KEFER. S, Utah. State of, 760. 84/11/01. LINEHAN.J. Repository 

Projects Branch (Post S31001). 2pp. 27831:104. 


5412060657 Ac k NRC efforts re 841107 licensing briefing in Richland, WA 
for BWIP ofc it contractor personnel . Listed of attendees & 
viewgraphs end. 

QLSON.Q. L. Energy. Dept. of. 1052. 84/11/14. WRIGHT. R.J. 

Repository Projects Branch (Post 831001). 29pp. 27831:274. 


£412060674 Forwards Abstract 51252, "Predictive Accuracy of Groundwater 
Model s — Lessons From Post-Audit," published from 1984 GSA 
aeeting . Contemp lation of abstract suggested in view of 
aodeling efforts underway at various high level sites. 

HILHAMS, R. E, Williams 6 Associates. FIN B-7377~2. 1646. 

84/11/14. PQHLE, J. Division of Waste Management. 3pp. 27031:264. 
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2412030120 "Reviewing Draft Environ Assessments for Basalt Waste 
Storage Investigations & Salt Sites at Cypress Creek, 

Vacherie ix Richton Domes, Davis & Lavender Canyon 8c Deaf 
Smith. ..." monthly progress Ltr Rept 6 for Sept 1984. 

FANNON. M. M. Weston Geophysical Corp. FIN D-1003. NR C -02 -84-00 1 . 
04/10/29. RICE. B. Geotechnical Branch (Post 831001). 2pp. 

27742; 169. 


8412030395 "Disturbed Rock Zone Around Nuclear Waste Repositories, Rock 
Mechanics Considerations, " final rept, 

R A JAR AM, V. Engineers International, Inc. FIN 0-7328, 1085-004-20. 

84/10/15. TIKTINSKY.D, Division of Waste Management, 7pp. 

27737; 336. 


0412030407 Comments on 840912 progress rept re "Preparation of 
Engineering Analyses for High Level Waste Packages in 
Geologic Repositories. " 

MCNEIL, M. R. Division of Waste Management. FIN A-4165-4. 1596, 

84/10/25. CHANG. K. Engineering Branch (Post 331001). 2pp. 
27737: 330. 


8412030414 Forwards scoping review comments on Nevada Nuclear Waste 
Storage Investigations project draft environ assessment 
rept. Listing of concern categories used for detailed 
comments also end. 

BHATTACHARYA, S. Engineers Internat iona 1, Inc. FIN D~1004. 1614, 

84/10/30. BUCKLEY, J. Engineering Branch (Post 831001 > . 83pp. 

27738: 244 


8412030418 "Technical Assistance for Design Review." Task Order 006. 
"Assessment of Water Intrusion into Geologic High Level 
Waste Repositories in Bedded Salt. Dome Salt. Toff & Basalt, " 
final ltr rept. 

CUMMINGS, R. A. , RAJARAM, V. Engineers International, Inc. FIN B-7328. 

1612 84/10/16. TIKTINSKY.D. High Level Waste Technical 

Development Branch. 74pp, 27730: 170. 


8412030456 Forwards trip rept for Task Order 006, "Data Review for 
Paradox Basin." consisting of summary of 841016-10 meetings 
w/NRC t« Woodward-Clyde Consultants in San Francisco, CA. 

FANNON, M. M, Weston Geophysical Corp. FIN D-1003. NRC -02-84-001. 
84/10/29. RICE. B. Division of Waste Management. 2pp. 27742:349. 


£♦12030197 Discusses review of Sept 1984 monthly progress rept. Task 
Orders OOl & 002 comp leted. Task Order 003 virtually complete 
unless DDE forwards Draft 5 of Salt environ assessments to 

flUCKLEV.J.T. Engineering Branch (Post 831001). FIND-1004. 

NRC-O2-Q4-002. 84/10/29. CUMMINGS, R. Engineers International, Inc. 

2pp. 27742:094. 


8412030463 Forwards "Trip Rept for NRC Geophysics Data Review for 
Paradox Basin in San Franc i sc o. CA, Oct 23-25,1984." per task 
order dtd 841010. 

CHUNG, D, H. Lawrence Livermore National Laboratory. FIN A-0294. 
1615. 84/10/26. BLACKFORD, M. E. Geotechnical Branch (Post 831001) 

3pp. 27741:359. 


S4I2030235 Submits comments on BWIP draft environ assessment. 
DAEMEN. iJ. Sandia Laboratories. FIN A-1755. 1616. 84/10/23. 

BUCKLEY. J. Engineering Branch (Post 831001). Upp- 27742:07. 
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W^REe/CH-^OS-l, "Review !, Assessment 
Of Radlot.uclide Solubility Info for Hanford. WA Candidate 
n Repository Site." BWIP documents prior to 

uct 19S4 form basis of comments on Hanford Site. 

^ Ridge National Laboratory. 1598. 

BROOKS, D, J, Geotechnical Branch (Post 831001). 


84/10/24. 
100pp. 27741; 


109. 


trip rept of attendance at thermochemical data base 
technical review committee 841001 meeting. 

KELLY^o'*’' ^-1756. 1595. 84/10/25. 

KELLY, W NRC - No Detailed Affiliation Given. Ip 27740:306. 

—8412030507 "Technical Advisory Committee for Thermochemical Data Base 

nllnm Disposal," trip rept of attendance at 

o'tiuui meeting. 

SIEGEL, M. D. Sandia Laboratories. FIN A~1756. 04/10/01. 

140 Detailed Affiliation Given. 12pp. 27740:307. 


NRC 


8412030553 Forwards "Prelininary Two-Dimensional Regional Hydrolooic 
Model =f Nevsde Test Sit. t Vielnitg'' i »Ground«,ater Level ” 

Data & Preliminary Potentiometric-Surface Maps, Yucca 
Mountain U Vicinity, Nye County, NV" for review. 

sS/m/o/' Branch (Post 831001). FIN 8-7378. 1600. 

84/10/24. DUBS, D. R, Oeotrans, Inc. ip. 27743:311, 

*■ '■’•'“"'*'’"'''1 Pot.ntidmetrlc-Surface 
naps, Yucca Mountain & Vicinity, Nye County, NV. " 

B4/10/24. 

— 8412030562 SANDB3-7466 

"Preliminary Two-Dimensional Regional Hydrologic Model of 
Nevada Test Site & Vicinity. " 

Institute, Pacific Northwest 
Laboratories. 84/08/31. 90pp. 27743 : 323 . 

8412030.576 Forwards comments on draft ORNL/TM-9221 , "Review 2 < 

SairSite! nl on Geochemical Conditions for Candidate 

etiLf i ^ Nuclear Waste Isolation. " 

KELLY w ' Laboratories. FiN A-1756. 1597. 84/10/10. 

KELLY, W. Geotechnical Branch (Post 831001). SOpp. 27739:136. 

1*'!^”* S” P'-osrese rept for Sept 19B4. Proor.es 

^ m Forwards for review, "Groundwater Level ^ 

Data & Preliminary Potentiometric Surface Maps..." & 

Pnii'c Regional Hydrolog ic’ Model " 

Geotechnical Branch (Post 831001). FIN Q -7377 

Wi.l,a™lVAe?oriet.s. ,p. 

— 8412030629 84-4197 

"Groundwater Level Data & Preliminary Potentiometric Surface 
^ Vicinity, Nye County, NV " 

??pp i77?2:3oS‘"''“''' surveg. 84/12/3,. 

8412030618 Forwards Task 5 final draft rept "Performance of Fnn i ncArxiH 
Repositories ?or Hijh™^ 

comments^^*^^' ^ recommendations it response to NRC 

*"■ Gilder Associates. FIN 3-6986, NRC- 02 -ai -027 

Bra™ 9 p:.^""^ 77 i?; 2 ^^^^ = Development 

-8412020632 Task 5 final draft rept, "Perfornanc. of Engineered Barriers 
iLf! Geologic Repositories for High Level Nuclear 
Waste, summary & recommendations, 

813-1 ' OA /rtf R- Golder Associates. FIN 3-6986. 

27741 233 Detailed Affiliation Given, 91pp, 

Forwards preliminary document re need for perimeter 

PEsSir^j ™ A-I^ss. 1625 . 

27743:260. ^>ivislan of Waste Management. 2 pp. 

P:*li">in.rg outline re evaluation of benefits 8 , 
dlsedvantages associated ui/perimeter drifting for addl site 

Jip«St;;i:r‘“" i-iJ? ie°ai ™«t:“' 

PErHiL'^ , '"'L'"?*; «• FIN A-I7SS. 84/il/Ol 

Aooliclti'^;, Waste Management, WAHI.K, Science 

Applications, Inc. Spp. 27743:262, 

°*'sel^ct^d n'"f DOE Radionuclide Solubilitg Data & 

TKhnioLs i Farameters.Eiperimental Strategies, Lab 

WHATLEY s '* Progress rept, Oct 1984. 

B4/ii%s^' bRADBURv'j’u N**!""'! Oaboratorg, FIN B-0290. 1624. 

27743; 234 , ^ ®» “‘""F B7«Pcb (Post 831001 ) . 15pp, 


8412030651 Forwards QA prooram descriotirtn sl /ia 

8a:l:}:,‘o3 oa -'7->37a™,0A-L-i-.01%e OA p ?anSI°g, 

citri.‘SL::e“s%%“::Co%"ro^ «rf;r-g“c;:jnr““"‘ t 


8412030657 QA program description. 
* Oak Ridge National Laboratoru 
27743: 161 ^ 


FIN B-0290. 84/08/20 . 27pp. 


8412030664 QA procedures, including QA-L- 1 -lOO raA 

re QA p lanning, QA-L-1-103 re QA'assessLi? Q;!L?t;::®rr' 
control of documents & records & QA-L- 6 -ioi tso 100 r# 
quality deficiencies. QA L 6-101 re reporting of 

27743.\sa”' Laboratorg. FIN 8-0290. 82/12/22. 24 pp. 

"«=-02-94-001.Montblg Progress Ltr 

®»FPMsical Corp. FIND-1003. NRC-02-B4-001 

't/ii/ua. RICE,B. Division of Waste Management. 2pp. 27743ri2a 

8412030705 Forwards "Rock Maec; QaAiinn-A 

Needs. •• Requests review of Sec H ^r^g^ • j;* 

B4/11%S SYMKOWSKI I"'” A-1755. 1642. 

27743:015; ‘ ^ ■ Engineering Branch (Post 831001). Ip. 

«pr'2lMa'o.6®^^*^^"°' ®»t-Il'-^Ff‘I'a=ti„n Given. 

^^ie?t°for oJrJSsr" eeochemistrg. •• montblg progress 

!3rcIoo-;9-S3-o?*‘ F.NB-0287. 


831001). 


17pp. 


84/11/08. 
27743: 061. 


BROOKS, D. j, (Geotechnical Branch (Post 


rb:s‘:jrsit”: :"o^:^^tr!n"ssr‘ 

^'”P‘»“''oth“''IPCU9a^ts Cnder'^evul 

B4/.0/3?' "■ BONAN"s,”n"'s^„srr^Sb 

^‘'con^fcJ «J-oSI|LSoa <■”>-“ Fug 1,84 und, 

^"Sineering Branch (Post 831001). FIND-1004 

Inc: ^pt 27758^332."^^’ A. Engineers International, 

^"^pf^^dor&^SairiSLrr^''^'^ progress rept for Oct 1984 re Palo Duro, 
repts ^ ^ ^ ^ generic category for nonsite-specific 

Williams & Associates. FIN B-73S9-3. NRC-OP-aa-m^ 
COOKE, B. Division of Waste Management, Spp. 27758-323. 

8412040239 Twenty-eighth monthly progress rept for Oct 1984 r« 
“te%hfracLri5ation pUn 

WILLIAMS/ Re E Williams Associdtes, FIN B— a^yti yi^i^ 
GORDON f M, Division of Waste Management. Spp. 2^58:318, 

8412040255 Comments on "Groundwater Level Data & Preliminaru 

Coun?u nJ" Haps, Yucca Mountain 5i clnU^^Nyl' 

County, NV it Pre 1 i,-ninary Two-Dimensional Regional 

Site ...," peii Request 

S 4/1 1 ynf ' fn,., ^ Associates. FIN B-7377-2. 

84/11/05. POHLE, J. Division of Waste Man 


nagement. 


NRC-02-S2~046. 
17pp. 27758:294. 


°^Radi^nufudI'“^^''’‘ "Sorption-Capaditg Limited Retardation of 

^ ^ Transport in Water-Satura ted Packing Matls," 
for review t. comment. “ 

a4/l5/3y ui?r?''i‘’'''2-"cV°"*J FINA-3167. 1*41, 

lipp 27775 . 2^7 Licensing Management Branch. 

8412040293 "Revieulng Hgdrogeelogic Investigations of Nevada Test 
uJm TAieif ^ '!’°’^*hly progress rept for Oct 1984. 

WILLIAMS, R. E. Williams & Associates. FIN B- 7377-2 1621 

84/11/02. POHLE, J. Division of Waste Management. 3pp 27758: 356. 


101 



NONDOCKETED ITEMS 


491 


5412040310 Comments on Sept 1984 repti "Preparation of Engineering 
Analysis for High Level Waste Packages in Geologic 
Reposi fcoi ies. " Criteria for selecting methods for NRC use 
to analij^e uaste package performance listed 

CHANOi K C Engineering Branch (Post 831001). FIN A-4165. 1628 

84/10/31 STEPHENSi K W. Aerospace Corp. 2pp. 27775.298. 


E41204O336 Discusses review of Contract NRC-50-19-03-0i , "Technical 
Assistance in Geochemistry*" monthly progress rept for Sept 
1934. Progress satisfactory. 

SROOKSi 0. J Geotechnical Branch (Post 831001). FIN B-02S7. 

NRC -50- 19-03-01. 84/11/05. WHATLEV* S. K Oak Ridge National 

Laboratory. 4pp. 27753:345. 


3412050017 Forwards "Description of Proposed New Activities for 
FIN A-1755 During FYS5, " per discussion at 841015-16 
meetings. 

aONANDi E. J Sandia Laboratories. FIN A-1755. 1637. 84/11/07, 

NATARAJA* M. S. Engineering Branch (Post 831001). Ip. 27783:301 


—8412050022 "Description of Proposed New Activities for FIN A-1755 
During FY85. " 

WAHIiK., BONANOi E. J. Sandia Laboratories FIN A-1755. 84/11/15. 

NRC - No Detailed Affiliation Given. 5pp. 27783.302. 


— 8412050299 "Finite Element Matrix Mass Balance Comp u tat i ona 1 Schemes 
for Transport in Yariab iy-Saturated Porous Media " 

HUYAKORN* P, S. . MERCER. d.W* WARD, D. S Geotrans, Inc. 84/11/05 
57pp. 27811:138, 


3412050300 Forwards trip rept for Task 
on 840917-21 h 24-28 in Menlo Park.CA 
respectively for Nevada Nuclear Waste 
FANNON. M M. Weston Geophysical Corp 
84/10/12 RICE. B. NRC - No Detailed 
27011: 135. 


Order 005, data review meetings 
g* Denver, CO, 

Site Investigations. 

fin D-10O3 NRC-02-B4-001 

Affiliation Given. 2pp. 


8412050330 "Technical Assistance for Assessment of Repository Siting 
Design," quarterly progress rept, Jul-Bept 1984 

AMEY.E, Q. Interior. Dept of. Bureau of Mines FINB-6934 1650 

84/11/14. FLEENOR.C. Technical Assistance Contracts Branch. 
27811: 082 


3pp. 


8412050336 Comments on Aerospace monthly progress rept for Sept 1984. 
Sampling technipLues or distribution functions that will be 
used ui/data unclear & procedure used to couple probability 
density function must be evaluated 

SOOi P. Brookhaven National Laboratory FIN A 3167. 1657^ 

84/11/08, WICK. E. A. High Level Waste Licensing Management Branch, 
3pp. 27811.077. 


S412050095 Forwards comments on draft environ assessment for BWIP. Dust, 
air f low, temp . relative humidity & differential pressure 
between airways & gases such as methane, hydrogen sulfide, 
carbon dioxide carbon monoxide should be monitored. 

CROP. E. L. Interior, Dept, of. Bureau of Mines. FIN B-6934. 1647. 

84/11/14. TIKTINSKY, D. H. Engineering Branch (Post 831001 ) . 3pp. 

27Sia: 086. 


3412050137 Forwards "Coupled Thermal-Hydrological-Mechanical 
Assessments 5< Site Characteriiation Activities for Geologic 
Rep os t tor i es, " monthly activity rept for Oct 1984. 
aONANO, E. J. Sandia Laboratories. FIN A-1755, 1651. 04/11/12. 

NATARAJA, M. S. Engineering Branch (Post 831001). Ip. 27812:047. 


—8412050144 "Coupled Thermal-Hydrolog ical-Mechani cal Assessments tt Site 
C ha rac ter i za t i on Activities for Geologic Repositories," 
monthly activity rept for Oct 1984. 

«■ Sandia Laboratories. FIN A-1755. 84/10/31 NRC - No 

Detailed Affiliation Given 5pp. 27812- 048. 


3412050169 Comments on draft biannual rept (NUREG/CR-24S2, Vo 1 7), 
"Review of DOE Waste Package Program. “ Rept could be 
improved by including quantitative estimates of radioactive 
releases in spent fuel pool into executive summary. 

WICK, E, A. Engineering Branch (Post 831001). FIN A-3164. 1623. 

84/11/07. SOD, P. Brookhaven National Laboratory. 3pp. 27812:043 


34120501B5 Forwards Abstract 51252, "Predictive Accuracy of Groundwater 
Models - Lessons From Post-Audit," published from 1984 (JSA 
meeting in Reno, NV. Contenp lat i on of abstract suggested 
in view of modeling efforts underway at high level sites, 

WILLIAMS, R. E. Williams & Associates. FIN B-7372. 1644, 84/11/14, 

GORDON, M. Division of Waste Management 3pp. 27812:033. 


3412050205 "Hydrology of Nevada Test Bite, Project D, " Monthly Progress 
Rept 61 for Oct 1984. " 

RUSS, D. R. Geotrans, Inc. FIN B-7378. NRC-02-82-047. 84/11/16. 

POHLE, J. F. Division of Waste Management. 2pp. 27812:023. 


8412050354 Forwards reviews of ONWI-503 & draft drill stem test rept on 
Palo Duro Basin & second status rept on modeling of Paradox 

Tinted':" "ntlLs l Associate.. FIN , 03, 

84/11/16. COOKE, B Division of Waste Management 28pp- 27811.03 . 


8412050378 "Preparation of Engineering Analysis of High Level Waste 
Packages in Geologic Repositories," monthly progress rept 

STEPHENS, K. W. Aerospace Corp FIN A-4165, 1649. 84/11/15. 


CHANG, K. C NRC 


- No Detailed Affiliation Given. Upp. 27810:278, 


84120503B4 Forwards US Boreau of Mines Rept of Investigations 8861, 
"Assessment of Methane Hazards in Anomalous Zone of 
Gulf Coast Salt Dome," per request. 

WINTER. G. Williams & Associates. FIN B-73S9-3 NRC-02 ^246 
84/11/06. COOKE, B. Division of Waste Management Ip. 27810.2 


’"^'^Rept^ofSnvtsti gat ions 8861, "Assessment of Methane Hazards 
in Anomalous Zone of Gulf Coast Balt Dome, " ^ -t. £ 

lANNACCHIQNE, A. . ORAU.R.H. . SAINATO. A. Interior, Dept^ of, 
of Mines. 84/12/31. NRC - No Detailed Affiliation Given, 

27810. 247 


Bureau 

31pp 


3412050563 Submits comments on double porosity refs noted in 841 
Itr Agrees that issue of multiple defensible interpretations 
of pump test data important to hydraulic property testing 

WILlUmS, R^E. ^"^Williams & Associates, FIN D-7372-3. 


J412050609 Forwards external QA comments on waste package code 

benchmark problem rept. Bi-noA 

VOGT, D. K. CorSTAR Research, Inc. FIN 0-6985. NRC-02 81 026 
84/11/13. BROOKS, P. Division of Waste Management. 18pp. 
27783; 342 


B412090231 "Benchmarking of Computer Codes & Licensing Assistance," 
monthly Itr progress rept for Oct 1984. Permission obtained 
from two of five publishers to use tables & figures in final 
data set rept for waste package codes. 

VOOTj D. K. CorSTAR Research, Inc. FIN B-6985. NRC-02-81-026. 

84/11/15. BROOKS, P. Division of Waste Management. 53pp. 

27812: 206 


U2060674 Forwards Abstract 51252, "Predictive Groundwater 

Models-Lessons From Post-Audit." published from 1984 GSA 
meeting. Contemplation of abstract suggested in view of 
modeling efforts underway at various 

WILLIAMS, R E. Williams Associates FIN , 0^4 

84/11/14. POHLE, J. Division of Waste Management. 3pp. 27B31, 


B412090252 Trip rept of 841015-16 contract review meetings at 
Albuquerque, NM re status of FIN A-1755 future activities 
in FVas. Agenda Jc meeting minutes end. 

PESHEL, J. J. Engineering Branch (Post 831001). FIN A~l755. 
84/11/09. NATARAJA, M. S. Engineering Branch (Post 831001). 
27811 : 358 


1630. 

6pp. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8412050077 License for Mitsubishi Inti Corp to export 585 kg U-235, 

PETERSON?M^R. ^^AtdstLt' Director for ExpaT-t/Import ^ International 

Safeguards. HSA-548<)-02. 84/11/19. 2pp. 27812- 097. 


B412050271 Forwards Abstract 51252, "Predictive Accuracy of Groundwater 
Models - Lessons from Post-Audit," published from 1984 GSA 
meeting in Reno, NV. Contenp iation of abstract suggested 
Invieu of modeling efforts underway at high level sites. 

WILLIAMS, R. E. Williams h Associates. FIN B-7389-3. 

84/11/14. COOKE, B. Division of Waste Management. 3pp. 


8412050171 License for GE to export miscellaneous specially designed 
or prepared parts Zi canponents for use in nuclear reactors, 
except assembled pressure vessel , pr imary coolant pumps & 

ZIMMERMAn!’!^^^ A^listant Director for Export/Impor t International 
Safeguards BDW-160-84. 84/11/20. Ip. 27812:042. 


3412050296 Forwards "Finite Element Matrix & Mass Balance Computational 
Schemes for Transport in Variably-Saturated Porous _ 


HUYAKORN, P. S. Geotrans, Inc. FINB-737B. 

No Detailed Affiliation Given. tp- 27811:137, 


8412050176 License for Sandvik Special Metals Corp to export 16,475 
Zlrcalay-4 fuel cladding & weld monitor tubes to West 

?'mERSAN,J V. Assistant Diractor fan E.port/Impart !, International 
SaAaguariis, SSM-4120a 34/11/20. Ip, 27812:041. 
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B412050504 License for Westinghouse to export six moderator parts^as 
replacement parts to repair detector housing to Belgium 
PETERSON, M R Assistant Director for Expor t/' Imp or t L I nternat i ona 1 
Safeguards 2E 20750. 84/11/20 Ip 27812.025 


B412050221 License for Reactor Experiments, Inc, to export 16.52 mg 
U~235, contained in 16, 67 mg U, to Japan 

ZIMMERMAN, J V, Assistant sDirector for Expor t/ Imp or t 8< International 
Safeguards J-2907~l. 84/11/20. 2pp 27812 OOl 


8412050279 License for Hunanoid Sys to export 12 micrograms Pu-238, as 
PU-23B solid nitrate salt sealed in plastic lung phantoms, 
to Canada. 

PETERSQNi M. R Assistant Director for Expor t/Import ?< Internati oral 
Safeguards 82-351, 84/11/21. 2 pp 27811-258 


0412050282 License for Hunanoid Sys to export 81 meg Pu-239. as Pu-239 
nitrate salt solid sealed in plastic lung phantoms^to 
Austria 

PETERSON, M R. Assistant Director for Export/Import it Internati onal 
Safeguards 82-333. 94/11/21 2pp. 27811:227. 


B4120502S9 License for Hunanoid Sys to export 1 g U-235, c ontained in 
1. 1 g, as solid uranyl nitrate salt sealed in plastic lung 
phantoms, to France. 

PETERSON, M. R. Assistant Director for Export/Import & I nternati onal 
Safeguards 82-350. 84/11/21. 2pp 27811.222. 


S412050317 Amend 1 to Edlou Inti Co export 1 i censei e x tend ing 
expiration date to 051130 

ZIMMERMAN, J V, Assistant Director for Ex port/ Imp or t & Int erna t ional 
Safeguards STUDS-B&W. 84/11/26. Ip. 27811,089. 


8412050319 Foruards application for export license Requests 15-day 
waiting period for processing licenses be waived, per 841114 
te Icon. Orders classified as radioactive matl, limited 
quantity S- for medical use, 

OOLDNER.S J Humanoid Systems, 84/11/15, WRIGHT, B, Assistant 
Director for Export/Import & Interna 1 1 ona 1 Safeguards lo 
27811 087. “ ^ 


8412050324 Application for license to export 5 uCi Pu-239 nitrate salt 
solid Tor calibr of uhole body radiation scanners to 
Austr ia 

GOLDEN, S J Humanoid Systems, 82-333 84/11/15 Ip. 27811 088. 


8412050340 Amend 2 to GA Technolog ies, Inc export 1 icense, extending 
expiration date to 891231 & changing name of licensee 
ZIMMERMAN, J V. Assistant Director for Export/Import & Int ernati onal 
Safeguards IEL-6072 84/11/26. Ip 27811:074, 


8412050343 Amend 2 to Nuclear Metals, Inc export 1 1 c ense, e x te nd ino 
expiration date to 861231. 

PETERSON, M R Assistant Director for Exp or t/ Imp or t & International 
Safeguards. 1-201-71. 84/11/21. Ip. 27811 071, 


8412050347 Amend 1 to Aerojet Ordnance Co export license, increasing 
quantity of matl exported to 4,000 lbs depleted U 0 757. 
titanium. 

ZIMMERMAN, J V, Assistant Director for Export/Import &. International 
Safeguards 150.84-0303. 84/11/20 ip. 27811:063. 


B412050351 Amend 4 to Mitsui Air Inti, Inc export 1 icense, increasing 
value of equipment to be exported. 

ZIMMERMAN, J V, Assistant Director for Export/Import i> I nt erna t iona 1 
Safeguards 84/11/26. Ip 27811 062 


8412050385 Grants exception from 15-day waiting period for licenses tc 
export SNM to Austr ia, France & Canada for use in calibr 
of whole body radiation scanners. 

PETERSON, M. R Assistant Director for Export/Import International 
Safeguards. 84/11/21. Assistant Director for Ex port/Import St 
International Safeguards, Ip. 27810,237. 


8412050399 Discusses Westinghouse 841115 application for license to 
export moderator parts to Be 1 g ium. Lie ense issued w/o normal 
15-day waiting period 

PETERSON, M.R Assistant Director for Export/Import & International 
Safeguards 84/11/20 Assistant Director for Export/Import & 

International Safeguards ip. 27810.197. 


8412050404 Application to amend license to export 
to IB pieces P/N NVSl-l, 

SMITH, N L Circle Seal Controls. 84/11/20 
Affiliation Given. Ip 27810:196 


increasing quantity 
NRC - No Detailed 


B412050410 Discusses Inti Energy Assoc. Ltd 841030 application for 
license to import 1,600 kg U, enriched to max of 4.07. U-235, 
from United kingdom, West Germany ?</or The Netherland's 


License should be issued. ' 

MOORE, R N Assistant Director for Ex p ort/ Import 8< International 

Interrj'^^ Assistant Director for Export/Import I 

International Safeguards Ip, 27810 194 , p i « 


- tu import 1 , 

enriched to max of 5,0 U-235, from United Kingdom, West 
Germany The Netherlands, 

ZIMMERMAN, J. V. Assistant Director for Export/Import & 
International Safeguards. 84/11/27. ip. 27810,195 


8412050441 Forwards application for license 
to 907. U-235 solid nitrate salt, sealed in 
phantoms, to France 

OOLDNER, S J Humanoid Systems. 84/11/15, 
Director for Export/Import International 
27810; 166. 


to export 2 uCi U. enrichea 
plastic lung 

WRIGHT, B. Assistant 
Safeguards, Ip. 


8412050444 Application for license to export 
U-235 solid nitrate salt.sealed in plastic 
to France. 


2 uCi U, enric bed 
lung phantoms, 


OOLDNER, S J. Humanoid Systems 82-350, 84/11/15 la 

27810 167 ^ 


to 907, 


8412050447 Application for license to export 125 Zircalou-4 
thimble tubes to Sweden. ^ 

BANGERTER, D. H. Sandvik Special Metals Corp, SSN-41205 
Ip. 27810:165. 


triple 

84/11/07. 


841 2050451 
U-235, to 
HEIMAN, D 
27810: 161 


Application for license 
Japan. End use statement 
Reactor Experiments, 


to export U me ta 1 , enr i c he d to 937. 
enc 1 , 

Inc. J-03034. 84/11/19. 2pp, 


8412050453 Forwards application for license 
solid nitrate salt. sealed in solid plastic 
Canada. 

GOLDNER, S. J. Humanoid Systems. 84/11/15, 
Director for Export/Import & Interna t i ona 1 
27810: 158. 


to export 2 uCi Pu-23e 
lung phantoms, to 

WRIGHT, 8. Assistant 
Safeguards. Ip. 


8412050457 Application for license to export 2 uCi Pu-23B solid 
salt, sealed in solid plastic lung phantoms, to Canada. 

OOLDNER, S. J. Humanoid Systems 82-351. 04/11/15. Ip, 


nitrate 


8412060021 Forwards application for export license for 
export. Ltr of assurance required. 

ZIMMERMAN, J U. Assistant Director for Ex p or t/ Import 
Safeguards. 84/11/26. THORNE, C. Energy, Dept, of. 


minor nuclear 

8( International 
ip. 27831:215, 


8412060022 Forwards application for license to export 3,238 40 kg 
U-235, contained in 94,190 kg U, to West Germany, 

HANNETl.B.A. Transnuc 1 ear , Inc. RBU-455. 84/11/20. MOORE, N 

Office of International Programs, Director. Ip. 27831:216. 


--B412060025 Application for license to export 3,238.40 kg U-235, 
contained in 94, 190 kg U, to West Germany. End use statement 
enc 1. 

HANNETT.B A. Transnuc 1 ear, Inc. RBU-455. 04/11/20 2pp 


8412060260 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J. V. Assistant Director for Export/Import International 
Safeguards. 84/11/21. THORNE, C. Energy. Dept. of. Ip. 27831:116 


8412060271 Forwards application for license to export 40 solid metal 
castings, containing 122 kg U enriched to 19.757. U-235, 251 kg 
lirconium 5 kg erbium, to West Germany. 

MOWRY,W.R GA Technologies, Inc. /General Atomic Co. IEL-6075, 
84/11/09. ZIMMERMAN, J. Assistant Director for Export/Import !k 
International Safeguards. Ip. 27831:117, 


8412060278 Application for license to export 40 solid metal castings, 
containing 122 kg U enriched to 19,75% U-235, 251 kg 
zirconium 8^ 5 kg erbium, to West Germany. 

MOWRV, W R, GA Technologies, Inc. /General Atomic Co. IEL-6075. 
84/11/08 Ip. 27831:118. 


8412060653 License for Borg-Warner Nuclear Ua 1 ve Div to export 
3/8 to 12-inch carbon 6 stainless steel valves & spare parts 
to Taiwan. 

ZIMMERMAN, J V. Assistant Director for Exp or t/lmport & International 
Safeguards P 60582 N. 84/11/26. Ip. 27831:303, 
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=412070381 License for Mitsui i Co. (USA) 
lirconiurn liner tube shells to Japan. 
ZIMMERMAM. J. U. Assistant Director for 
Safeguards. 803-424, 84/11/28. Ip. 


Inc. to export 3. 000 lb 

Export/Import ?•: International 
27846; 121. 


•0412180463 License for Kerr-McGee Chemical Corp to 
11.568 lb thorium, contai ned in 26,880 lb thorium 
to Hang Kong. 

JDHWSON, L. Atomic Energy Commission. 72/01/31. 


export 
ni tr ate , 

Ip. 28015:215. 


=412070386 License for Natl Nuclear Corp to export 1. 5 mg Cf-252. 
contained in doubly encapsulated neutron source. to Japan. 

ZIMMERMAN. J. V. Assistant Director for Ex p or t/ I mpor t h International 
Safeguards. C-520. 84/12/03 Ip. 27846: 120. 


8412180181 License for American Potash Chemical Corp to export 946 
lb thorium in 2.240 lb thorium nitrate to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-3433 64/08/03 Id 

28015: 135 


S412O70388 Forinards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN. J. V. Assistant Director for Export/ Import & International 
Safeguards. 04/11/28. THORNE, C. Energy. Dept. of. Ip. 27846:117. 


£412140166 Executive Branch position re DOE application to export 3. 5 
tg Pu* containing appr ox 10.127. Pu-240, in oxide form, to 
Sui tierland. License should be granted. 

DEVINE* J, B. State, Dept, of. Bureau of Oceans Inti. Environ, it 
Scientific Affairs. 84/12/04. SHEA. J. R. Office of International 
Programs. Director. 3pp. 27958:073. 


8412180191 License for American Potash 6-. Chemical Corp to export 1,611 
lb thorium, contained in 3.758 lb thorium nitrate, to South 
Vietnam 

PRICE, E.R. Atomic Energy Commission. VAP-0a6 64/09/16 Id 
28015; 136. 


— 8412180223 License for A-merican Potash & Chemical Corp to export 1,611 
lb th ori urn, c ontained in 3,748 lb thorium nitrate, to South 
Vietnam. 

PRICE, ER. Atomic Energy Commission. VAP-O06A 64/09/16 Id 
28015: 138. 


£412140200 Executive Branch position re Edloiu Inti Co application to 
export 400.000 Ci tritium in bulk gaseous form, to United 
Kingdom. Li c ense should be granted, 

DEVINE. J. B. State, Dept, of. Bureau of Oceans & Inti. Environ. & 
Scientific Affairs, 84/12/04. SHEA. J. R, Office of International 
Programs. Director, Ip. 27958: 124, 


£412140298 License for Westinghouse to export 30,200 Kg U. enriched to 
3. lOX U-235. to Belgium. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Int ernational 
Safeguards MMH-504. 84/12/06, 2pp. 27957:307. 


— 8412180210 License for American Potash it Chemical Corp to export 
82 lb thor i urn, c ontained in 199 lb thorium nitrate.to 
West Germany. 

PRICE, E, R. Atomic Energy Commission, L. 757. 64/09/15 Ip 

28015:137. 


— 8412100095 License for American Potash Chemical Corp to export 
2,370 lb thorium, contained in 5.512 lb thorium nitrate.to 
West Germany. 

PRICE. E.R. Atomic Energy Commission, LINDSEX-2S1, 64/10/06. Ip 
28015:126 


£412140306 Ltr of assurance re Transnuc 1 ear , I nc 841120 application to 
export 3,238.40 kg U-235, contained in 94,170 kg U. 

DUBOIS, D. European Communities. Commission of. RBU-455. 84/11/27 

THORNE, C. E. Energy, Dept. of. Ip. 27937:309. 


B412180432 License for American Potash & Chemical Corp to export 964 lb 
thorium, contained in 2.240 lb thorium nitrate.to Hong Kong, 

PRICE, E.R. Atomic Energy Commission, A-3464, 64/10/07 ip 

28015: 125. 


5412140307 Executive Branch position re Transnuc 1 ear, Inc application to 
export SO, I kg U-235, contained in 53.7 kg U, to France. 

License should be granted, 

DEVINE, J, B. State. Dept, of. 84/12/03. SHEA. J. R. Office of 
Interna t i onal Programs, Director. 3pp, 27957:310. 


1412140309 Grants exemption from 30-day waiting period to Westinghouse 
for application to export 30,200 kg low enriched U to 
United Kingdom for conversion to U dioxide 8< then to Belgium 
for fabrication into fuel rod assemblies for return to US. 

ZIMMERMAN. J V. Assistant Director for Export/Import &< International 
Safeguards. 84/12/06. Assistant Director for Export/Import 8* 
International Safeguards. Ip. 27957:313. 


412170477 License for Sandvik Special Metals Corp to export 125 
pieces Zircaloy-4 thimble tubes to Sweden. 

ZIMMERMAN, J. V. Assistant Director for Export/Impor t & International 
Safeguards, SSM-41205. 84/12/10. Ip. 27972:349. 


412170537 Amend 1 to Brunswick Corp export license, increasing quantity 
to IB relief valves for export to Canada. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. N40123. 84/12/10. Ip. 27970:207. 


M21SOOB2 Responds to FDIA request for info re SNM 8< source matl 
export import licenses issued to Kerr-McGee Corp, 
predecessors & subsidiaries from 1962-1964. Documents end, 

FELTOhJ, J. M. Division of Rules and Records, 84/06/19. BARNES, C. 
Affiliation Not Assigned. Ip. 28015:002. 


0412100147 Amend 2 to American Potash & Chemical Corp export license, 
extending expiration date to 710430 St adding Group S 
countries to Condition 1. 

PRICE, E. R. Atomic Energy Commission. 60/04/29. Ip. 28015:014. 


8412180430 Amend 3 to Kerr McGee Chemical Corp export 1 icense, extending 
expiration date to 740430, adding Condition 4 & changing 
name of licensee to Kerr-McOee Chemical Corp. 

PRICE, E.R, Atomic Energy Commission. 71/02/12, Ip. 28015:140, 


5412100277 Amend 1 to American Potash ?< Chemical Corp export 
license, extending expiration date to 701231. 

PRICE, E. R, Atomic Energy Commission. 69/12/08, Ip. 28015:155. 


1412100293 Amend 1 to American Potash it Chemical Corp export license, 
extending expiration date to 701231. 

Price, E. R. Atomic Energy Commission. 69/12/08. Ip. 28015:156. 


8412180429 License for American Potash S- Chemical Corp to export 970. 20 
lb thorium, contained in 1,102.5 lb thorium oxide, to Canada. 

PRICE, E.R. Atomic Energy Commission. CRi4C 13619 64/10/30 Ip 

28015: 124. 


■8412180423 License for American Potash ?< Chemical Corp to export 964 lb 
thorium, contained in 2.240 lb thorium nitrate.to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-347S. 64/11/02 Ip 

28015:123. 


—8412180410 License for American Potash S< Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb thorium nitrate.to Hong Kong, 

PRICE. E. R. Atomic Energy Cammi ss i on, A-3477. 64/11/06 Ip 

28015: 121. 


•8412180407 License for American Potash 8< Chemical Corp to export 266. 20 
lb thorium, contained in 302,5 lb thorium oxide. to Canada. 

PRICE. E.R, Atomic Energy Commission. CR14C 13619. 64/11/10. Ip 

28015: 120, 


— 8412180398 License for American Potash t', Chemical Corp to export 964 lb 
thorium, contained in 2,240 lb thorium nitrate.to Hong Kong, 

PRICE, E.R. Atomic Energy Commission. A-3497. 64/12/16. Ip 

28015; lia 


•8412180401 License for American Potash 8c Chemical Corp to export 964 lb 
thorium. contained in 2,240 lb thorium nitrate.to Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-349B, 64/12/16. Ip 

28015: 119. 


— 8412180393 License for American Potash Chemical Corp to export 4.4 lb 
thor ium. c ontained in 5 lb thorium oxide, to United Kingdom. 

PRICE, E.R. Atomic Energy Commission. L 797. 64/12/17, Ip 

28015; 117, 


•8412180386 License for American Potash *c Chemical Corp to export 474 lb 
thorium, contained in 1,103 lb thorium nitrate.to Indonesia, 

PRICE. E R. Atomic Energy Commission. 64/12/23. Ip. 28015:116. 


•8412180383 License for American Potash & Chemical Corp to export 964 lb 
thor i um, contained in 2,240 lb thorium nitrate.to Hong Kong. 

PRICE, E. R. Atomic Energy Commission, A-350S. 66/01/27. Ip. 

28015: 115. 


■84121B0377 License for American Potash & Chemical Corp to export 2.370 
lb thorium, contained in 5,512 lb thorium nitrate.to West 
Germany. 

PRICE, E R. Atomic Energy Commission, S/4. 65/02/05. Ip. 

28015:114. 
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8412180359 License for Anerican Potash Chemical Corp to export 950 lb 
thariurrii contained in 2i 205 lb thorium nitrate^to Argentina. 

PRICE, E R Atomic Energy Commission. 65/02/12. ip. 28015,109 


'-8412160231 License 
thorium, contained 
PRICE, E R Atomi 


for Anerican Potash Chemical 
in 2,205 lb thorium nitrate.to 
c Energy Commission 66/01/12. 


Corp to export 950 
Argentina. 

Ip. 28015:095. 


lb 


8412180361 License for Anerican Potash «< Chemical Corp to export 950 lb 
thorium, contained in 2,205 lb thorium ni trate, to Argentina. 

PRICE, E R Atomic Energy Commission 65/02/12. Ip. 28015:110. 


-8412180365 License for American Potash Chemical Corp to export 950 lb 
th or i urn, c onta i ned in 2,205 lb thorium nitrate, to Argentina. 

PRICE, E R Atonic Energy Commission, 65/02/12. Ip, 28015.111 


8412180373 License for American Potash & Chemical Corp to export 950 lb 
thorium, contained in 2,205 lb thor i urn n i trate, to Argentina. 

PRICE, E R Atomic Energy Commission. 65/02/12. Ip. 28015:113 


8412180369 License for American Potash & Chemical Corp to export 155 lb 
thor ium, contained in 360 lb thorium nitrate, to Greece. 

PRICE, E.R, Atomic Energy Commission L. 824. 65/02/12 In 

28015: 112. 


'8412180354 License for American Potash & Chemical Corp to export 352 lb 
thorium, contained in 400 lb thorium oxide, to Canada. 

PRICE. E.R- Atomic Energy Commission. CR14C 20429 65/03/15 Id 

28015: 108. * 


— License for American Potash 
lb th 0 r 1 
Germany 

PRICE, E R Atomic Energy Commission 
28015 096 


v.nemicai 


L. 955. 66/01/11. Ip. 


8412180215 License for American Potash iS-. Chemical Corp 
thorium, contained in 400 lb thorium oxide, to Canada. 
PRICE, E R Atomic Energy Commission CR15C 19727 
280 15 093. 


to export 356 lb 
66/02/14. ip. 


— 0412180204 License for American Potash it 
lb thorium, contained in 44.1 lb thorium 
PRICE. E R Atomic Energy Commission 
28015: 092 


Chemical Corp to export 39,25 
oxide, to Canada. 

CR15C 18290, 66/02/14. Ip. 


“8412180196 License for American Potash 5, Chemical Corp to export 6 !b 
thorium, contained in 6.62 lb thorium oxide, to United 

Atomic Energy Commission. L. 


Kingdom, 
PRICE, E. R 
28015: 091. 


ited 
66/02/25. Ip. 


8412180340 License for American Potash & Chemical Corp to export 214 lb 
thorium, contained in 496 lb thorium nitrate, to West Germany 
PRICE, E R Atomic Energy Commission. L. 850. 65/04/13 lo 

28015: 106 


8412180188 License for American Potash S< Chemical 
thorium, contained in 100 lb thorium hydroxide, t 
PRICE, E R Atomic Energy Commission. P 15774 
28015:090 


Corp to export 70 lb 
□ Canada. 

66/03/09. Ip, 


8412180346 License for A.-nencan Potash Si Chemical Corp to export 2,370 
lb thor ium, contained in 5,512 lb thorium nitrate, to West 
Germany , 

PRICE, E. R Atomic Energy Commission 65/04/13. ip 28015:107. 


8412180179 License 
thorium, contained 
PRICE, E R Atomi 
28015: 088. 


for American Potash S< Chemical Corp to export 964 lb 
in 2,240 lb thorium nitrate, to Hong Kong, 
c Energy Commission. A-3650. 66/03/22. Ip. 


8412180314 License for American Potash t. Chemical Corp to export 964 lb 
thor i urn, c onta ined in 2,240 lb thorium nitrate, to Hong Kong. 

PRICE, E. R Atomic Energy Commission, A-3538. 65/04/19 lo 

28015: 105 


-8412180164 Amend 1 to American Potash S: Chemical 
6.62 lb thorium metal to Japan 
PRICE, E R Atomic Energy Commission, KR-2ia 
28015; 087 


Corp license to export 
66/04/20. Ip. 


--B412180305 License for American Potash V Chemical Corp to export 1,031 
lb thoi ium, contained in 2,410 lb thorium nitrate, to Hong 
Kong. 

PRICE, E. R. Atomic Energy Commission. A-3546. 65/05/20 lo 

28015: 104. ' 


8412180300 License for American Potash S; Chemical Corp to export 1.031 
lb th or ium, c ontained in 2,410 lb thorium nitrate, to Hong 
Kong. 

PRICE, E.R Atomic Energy Commission A-3545. 65/05/20. lo 


-8412180292 License for American Potash S, Chemical Corp to export 356 lb 
thorium, contained in 400 lb thorium oxide, to Canada. 

PRICE.E R Atomic Energy Commission. CR15C 3377, 65/06/02. Ip. 


-8412180285 License for American Potash & Chemical Corp to export 968 lb 
thorium, contained in 2,250 lb thorium nitrate, to Hong Kong. 

PRICE, E. R. Atomic Energy Commission. A--3571. 65/07/09 Id 

28015. 101 


8412180276 License for American Potash S< Chemical Corp to export 1,991 
lb thorium, contained in 4,630 lb thorium nitrate, to South 
Vietnam 

PRICE, E R. Atomic Energy Commission. VAP-08S. 65/07/28 Id 
28015, 100, ^ 


—8412180271 License for American Potash Chemical Corp to export 1,991 
lb thoi-ium, contained in 4,630 lb thorium nitrate, to South 
Vietnam. 

PRICE, E. R Atomic Energy Commission. VAP-088A. 65/07/28 lo 

28015:099. ' 


-8412180265 License for A-merican Potash t. Chemical Carp to export 2,370 
lb thorium, contained in 5, 512 lb thorium nitrate, to West 
Germany. 

PRICE, E.R Atomic Energy Commission. 65/09/24. Ip. 28015:098. 


-8412180224 License for American Potash Z>, Chemical Carp to export 950 
thorium, contained in 2,205 lb thorium nitrate. to Argentina 
PRIC^.E. R Atomic Energy Commission. 66/01/12. Ip. 28015:094. 


8412180172 License for American Potash 
lb thorium metal to Japan. 

PRICE, E.R. Atomic Energy Commission 
28015- 089 


8, Chemical Corp to export 6.62 
KR-218. 66/03/25. Ip. 


-8412180411 Amend 1 to Anerican Potash & Chemical Corp export 
adding resale auth or i z a t i on to Std Gas Mantle Factory. 
PRICE, E.R Atomic Energy Commission. A-3671. 66/05/31 

28015.082 


license, 

IP- 


--B412180433 License for American Potash 8,. Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission. A-3671. 66/05/16 Id 

28015:085. ' 


—8412180427 License for Anerican Potash & Chemical Corp to export 82 lb 
thorium, contained in 199 lb thorium nitrate, to West Germany. 

PRICE, E R. Atomic Energy Commission. L. 17, 66/05/23 Id 

onn 1 n • noa 


8412180419 License for American Potash &( Chemical Corp to export 
430 lb thorium, contained in 1,000 lb thorium nitrate, to 
Canada. 

PRICE, E R. Atomic Energy Commission, 66/05/25. Ip. 28015:003. 


B4121S0405 License for American Potash i>. Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICE, E.R, Atomic Energy Commission. A-36S2 66/06/14 Id 

28015:081, 


—8412180397 License for American Potash 8. Chemical Corp to export 
430 lb thor ium, contained In 1,000 lb thorium nitrate, to 
Canada 

PRICE, E.R. Atomic Energy Commission P1795B. 66/06/23. Ip. 

28015:080. 


—8412180356 Amend 1 to American Potash S< Chemical Corp export license, 
adding resale authorization to Union Metal Works, Ltd. 

PRICE, E.R. Atomic Energy Commission, A-36SS. 66/08/25. Ip. 

20015:074. 


- 8412180253 License for American Potash & Chemical C 
th or i urn, c onta ined in 2,205 lb thorium nitrate, to 
PRICE, E.R. Atomic Energy Commission. 65/12/20, 


orp to export 950 lb 
Arg enti na. 

Ip. 28015:097. 


— 8412180391 License for American Potash Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICE, E.R Atomic Energy Commission. A-3688. 66/07/01. Ip. 

28015:079. 
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^412160376 License for American Potash ?< Chemical Corp to export 
2t 370 lb thor ium, contained in 5.512 lb thorium nitrate, to 
West Oermang. 

PRICE* E.R. Atomic Energg Commission. LINDSEX— 197. 66/07/05. Ip. 

28015. 077 


$412180382 License for American Potash Chemical Corp to export 
^ 430 lb thorluDi contained in 1.000 lb thorium nitrate, to 

Canada. 

PRICE* E-R. Atomic Energy Commission 66/07/01. Ip. 20015.078. 


— 84121B0266 License for American Potash H* Chemical Corp to export 
5.3 lb thorium, contained in 6 lb thorium oxide, to Canada. 

PRICE. E-R. Atomic Energy Commission 39220. 67/03/23 Ip. 

28015: 061. 


— 8412180233 License for American Potash S' Chemical Corp to export 1.927 
lb thorium, contained in 4.480 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission 704051. 67/04/10. Ip. 

28015: 059. 


,$412160371 License for American Potash Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate, to 
Canada . 

PRICE* E.R. Atomic Energy Commission. P 18077. 66/07/15. Ip. 

28015: 076. 


— B412180221 License for American Potash X- Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R, Atomic Energy Commission A-3769. 67/04/19. Ip. 

20015: 058 


^$412160363 License for American Potash S'. Chemical Corp to export 2.850 
"" lb th orium* contained in 6.615 lb thorium nitrate, to 
Argentina. 

PRICE. E.R. Atomic Energy Commission 66/08/04. Ip. 28015:075. 


,$412180349 License for American Potash 8* Chemical Corp to export 
19. 62 lb thorium. contained in 22. 046 lb thorium oxide. to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CR 16C 7720. 66/08/30. Ip. 

2B015: 073. 


— B412180255 License for American Potash 5< Chemical Corp to export 
1.927 lb thorium, contained in 4,480 lb thorium nitrate, to 
Hong Kong 

PRICE. E.R Atomic Energy Commission 704052. 67/04/18 Ip. 

28015: 060. 


— 8412180201 License for American Potash 8- Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-3771. 67/04/16. Ip. 

28015: 057. 


.,^$412180332 License for American Potash & Chemical Carp to export 964 
lb th or ium. contained 2,240 lb thorium nitrate, to Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-3702. 66/09/30. Ip. 

28015: 071, 


—8412180338 License for American Potash ?< Chemical Corp to export 
430 lb thorium, contained in 1.000 lb thorium nitrate. to 
Canada. 

PRICE. E.R, Atomic Energy Commission. 66/09/22. Ip. 28015:072. 


-0412180323 Amend 1 to American Potash it Chemical Corp export license, 
adding listed condition. 

PRICE* E.R, Atomic Energy Commission. L. 57. 66/10/28. Ip. 

26015: 069. 

-B4121B0327 License for American Potash Chemical Corp to export 4.85 
lb th or i urn. con t a ined in 11.023 lb thorium chloride. to 
United Kingdom. 

PRICE, E.R. Atomic Energy Commission. L 57. 66/10/04. Ip. 

280 1 5 : 070. 


'-B412180294 License for American Potash Chemical Corp to export 
950 lb th or ium. con ta 1 ned in 2.205 lb thorium nitrate, to 

PR ICE, E. R. Atomic Energy Commission. 67/01/16, Ip. 28015:065. 


“•0412180318 License for American Potash X: Chemical Corp to export 1.041 
lb th orium. contained in 1.169 lb thorium oxide, to Canada. 

PRICE, E. R, Atomic Energy Commission. CR16C 12959. 66/'12/01. Ip, 

28015: 068. 


-9412180310 License for American Potash &■ Chemical Corp to export 
1,720 lb thor ium, contai ned in 4.000 lb thorium nitrate* to 

PRICE, E, R. Atomic Energy Commission. P 19660. 66/12/19, Ip, 

26015: 067. 

■'8412180302 License for American Potash J5< Chemical Corp to export 
964 lb thorium* contained in 2,240 lb thorium nitrate, to 

PRICE* E. R, Atomic Energy Commission A-3729. 67/01/16, Ip. 

26015: 066, 

'^8412180286 License for American Potash it Chemical Corp to export 
964 Ib thorium, contained in 2.240 lb thorium nitrate, to 

PRICE* E. R. Atomic Energy Commission. A-3743. 67/01/20. Ip. 

28015: 064. 


^8412180280 License for American Potash 8< Chemical 
2,650 lb thorium in 6,615 lb thorium nitrate, to 
PRICE* E.R, Atomic Energy Commission. 67/03/06. 


Corp to export 
Argentina. 

Ip. 28015:063. 


'9412100273 License American Potash Si Chemical Corp to export 

964 lb fcho r i um, con ta ine d in 2.240 lb thorium nitrate, to 

price* E. R. Atomic Energy Commission. A-3759. 67/03/22. Ip. 

28013: 062. 


— 8412180193 License for American Potash Chemical Corp to export 
2.370 lb thorium, contained in 5,512 lb thorium nitrate, to 
UJest Germany. 

PRICE, E.R, Atomic Energy Commission. LINDSEX-72. 67/05/03 Ip 
28015: 056. 


— 8412180183 License for American Potash & Chemical Corp to export 
964 lb thorium* contained in 2,240 lb thorium nitrate, to 
Hong Kong 

PRICE. E.R. Atomic Energy Commission. A-3780. 67/05/05. Ip. 

28015:055 


— S4121B0173 License for American Potash *i Chemical Corp to export 
4.86 lb thorium, contained in 11.023 lb thorium chloride, to 
United Kingdom. 

PRICE, E.R, Atomic Energy Commission. LINDSEX-78. 67/05/29. Ip 
28015- 054 


— B4121S0159 License for American Potash & Chemical Corp to export 
4,86 lb thorium, contained in 11.023 lb thorium chloride, to 
United Kingdom- 

PRICE. E.R Atomic Energy Commission. LINDSEX-103. 67/07/13. Ip. 
28015: 053 


— 8412180154 License for American Potash & Chemical Corp to export 
1,720 lb thorium, contained in 4.000 lb thorium nitrate, to 
Canada. 

PRICE. E R. Atomic Energy Commission. 21720. 67/07/24. Ip. 

28015: 052. 


— 8412180145 License for American Potash &; Chemical Corp to export 
1,927 lb thorium, contained in 4.480 lb thor ium nitrate, to 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission, 709520, 67/08/08. Ip, 

28015: 051. 


— 8412180133 License for American Potash & Chemical Corp to export 
964 lb thor ium. contained in 2*240 lb thorium nitrate, to 
Hong Kong. 

PRICE, E.R. Atomic Energy Commission 67/08/28. Ip. 28015:049. 


— 8412180138 License for American Potash Chemical Corp to export 
964 lb thorium, contained in 2,240 lb thorium nitrate, to 
Hong Kong. 

PRICE* E.R. Atomic Energy Commission, A-3B07. 67/08/28. Ip. 

28015: 050. 


— 8412180125 Returned license for American Potash Chemical Corp to 
export 7*722 lb thor iun. contained in 18,386 lb thorium 
nitrate, to Indonesia, 

PRICE. E.R Atomic Energy Commission, 67/09/12. Ip. 28015:047. 


— 8412180131 License for American Potash Si Chemical Corp to export 
525 lb thor iuD* contained in 596 lb thorium dioxide* to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CR 17C-7039, 67/08/31, Ip 

28015: 048. 
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3412180116 License -for A-nerican Postash & Chemical Corp to export 
li927 Ib cb or ium< c on ta 1 ned in 4; 460 lb thorium nitrate* to 
Hcng i^cng 

FRICE*£ R Atomic Energy Commission A-3814 67/10/10 Ip. 

2S015 045 


-8412160184 License for American Potash 
5*030 lb thorium, contai ned in 11,4<64 
Indonesia 

PRICE* E R. Atomic Energy Commission 


■%' Chemical Corp to export 
lb thorium nitrate* to 


68/01/19, Ip. 28013:010. 


“6412180111 License for American Potash It Chemical Corp to export 964 lb 
thorium. contaiend in 2.240 lb thorium nitrat 6 *to Hong Kong. 

PRICE, E F Atomic Energy Cocynission A-3813. 67/10/10. Ip. 

2S015 044 


- ni.ier i tan rotasn 

964 lb thorium* contained in 2,240 lb 
Hong Kong 

Energy Commission. 

28015: 032 


S; Chemical Corp to export 
thorium nitrate, to 

A-3a66 68/01/23. Ip, 


8412180121 License for American Potash Zt Chemical Corp to export 964 lb 
• horium, contained in 2, 240 lb thorium nitrate* to Hong Kong. 

PRICE, E R Atomic Energy Commission 3798-2 67/10/10 Ip 

28015 046 


— B4121B0326 Li 
1*927 lb th 
Hong Kong. 
PRICE* E R. 
28015: 033. 


cense for American Potash 
or lum. contained in 4*400 

Atomic Energy Commission 


S*. 

lb 


Chemical Corp to export 
thorium nitrate. to 

A-3865. 68/01/00. Ip. 


“8412180105 License for American Potash «* Chemical Corp to export 4.86 
Ib thonu.T, contained in 11.023 Ib of thorium chloride, to 
United Kingdom 

PRICE, E R Atomic Energy Commission LINDSEX-141 67/10/17 Id 
2601 5 043 


—8412180315 License for American Potash 
964 lb th orium* contained in 2*240 lb 
Hong Kong. 

Energy Commission. 


Chemical Corp to export 
thorium nitrate. to 

A-3a6S. 68/02/02. Ip. 


—9412180099 Canceled license for American Potash & Chemical Corp to 
export 4.86 lb thorium, contained in ii 023 lb thorium 
chloride, to United Kingdom 

PRICE. E R. Atomic Energy Commission LINDSEX-145 67/10/27 Id 
28015 042 ■ 


-8412180261 License for American Potash I- Chemical Corp to export 
2,077 lb thorium* contained in 4.850 ib thorium nitrate, to 
Indones la 

PRICE* E R Atonic Energy Commission. INDO. 68/02/05 Id 
psrii *5 - nas ■ 


License for American Potash 
964 lb thorium* contained in 2*240 lb 
Hong Kong. 

Energy Commission. 


& Chemical Corp to export 
thorium nitrate* to 

A-3870. 68/02/02. Ip, 


Q Cl Ik 4 -k X ikon “OvaSn w COT*D to iFXOQT' 

PfifcE E R lr oxld., to C«nLa 

2B01s!o 27' ComnJssion. 42*87. *0/02/19. Jp, 


-9412180274 Returned license for American Potash 
export 1,052 lb thoriun. contained m 4*409 lb 
nitrate. to Indonesia 

PRICE, E R Atonic Energy Commission INDO 
2B015 026 


& Chemical 
thorium 

67/11/17. 


Corp to 


Ip- 


0412180288 License for American Potash i 
1,720 lb thorium, contained in 4*000 It 
Canada. 

28015-028 Energy Commission. 


Chemical Corp to export 
thorium nitrate. to 

P 23712. 68/02/1 S. Ip. 


- 8412180363 License for American Potash . 5 , Chemical Corp to export 
7,722 lb thoriun* contained in 18,386 ib thorium nitrate* to 
1 noon es la. 

PRICE, E R Atomic Energy Commission 67/11/17, ip. 28015; 04C 


8412180334 License for American Potash i- 
3,704 lb thor lum, c onta i ned in 8,818 lb 
Argentina 

PRICE, E R Atomic Energy Coirani ssion. 


Chemical Corp to export 
thorium nitrate* to 

67/11/28. Ip 28015:035. 


-S4121S0360 License for American Potash & 
2*370 lb thor ium* contained in 5,512 lb 
West Gei-many. 

PRICE* E.fi Atomic Energy Commission 


Chemical Corp to export 
thorium nitrate* to 

67/11/22. ip. 28015:039. 


0412180355 License for American Pota 
82 lb thor lum* c onta ined in 199 lb 
Germany 


sh &■ Chemical Corp 
thorium nitrate, to 


PRICE. E R Atomic Energy Commission. 67/11/22. ip 


to export 
West 

28015; 038. 


8412100374 License for American Potash 
964 Ib thor lun, contained in 2.240 lb 
Hong Kong 

PRICE.E R. Atomic Energy Commission 
28015. 041. 


Si Chemical Corp to export 
thorium nitrate, to 

A-3S35. 67/11/16. Ip. 


-B4121B0348 License for American Potash 
964 lb thorium, contained in 2.240 lb 
Hong Korsg 

28015*037 Energy Commission. 


S, Chemical Corp to export 
thorium nitrate* to 

A-3844, 67/11/24. Ip. 


-8412130341 L.cbs, for Ar..riC 4 n Potash i Choo,.cal Corp to a.oort 
io^Kong ''' nitrate, to 

2ao5l;y CoooPission 4-3345/6 67/11/27. Ip. 


■8412180323 License for American Potash £. Chemical r 

Hong “png"""" ^p° 

28015' 034 Energy Commission 


A-3S51. 67/12/13. 


Ip. 


E412180174 Amend 1 to Anerir-an PrtV.acK ♦ /•t. 

RICE, E R Atomic Energy Commission 68/04/19 ® ip. 29015 01 


American PotasI 
J* 8 D 3 lb thorium, contained in 8*960 

Hong Kong, 

28015-029 Energy Commissi or 


& Chemical Corp to export 
lb thorium nltrafcfi,to 

A-3Sei. 68/02/15. Ip. 


964 lb th or i um, c onta ine d in 2*240 1 
Hong Ko.ng, 

SsiJIlog”: Commissio 


S,. Chemical Corp to export 
thorium nitrate, to 

A-3a82, 68/02/29, Ip. 


8 ib thor lum* contained i 
PRICE* E. R. Atomic Energ 
28015: 022, ® 


icon Potash Si 
9 lb thorium 
Commi ss i on. 


Chemical Corp to export 
oxide.to Italy. 
LrNDSEX-29. 68/03/03. 




2. 240 


964 lb thorium* contained 
Hong Kong, 

28015:023 Energy Commissic 


St Chemical Carp to export 
thorium nitrate, to 

A--30S4. 60/O3/OS. Ip, 


9.723 lb thorium, contain 
Indonesia. 

PRICE. E.R. Atomic Energ 
28015:021 ® 


an Potash 
in 23, 149 

ommi ss i on. 


S: Chemical Corp to export 
lb thorium nitrate, to 

LihJDSEX-asi. 60/03/13. 


tP 


m IX. iu n.iiKrican t-otai 

03.16 lb thorium, contained in 198 
West Germany. 

28015-020 Energy Commissit 


S'. Chemical Corp to 
thorium nitrate, to 


export 


LINDSEX-50 68/04/15. 


Ip. 


2 , 31*1 It. i: «<iierican rotash 

lb thorium, contained in 5.512 
West Germany. 

28015^ 019 Energy Commission 


Chemical C 
thorium ni 


orp to export 
trate. to 


LINDSEX-Sl. 68/04/15. 


ip 


—8412180163 Li 
964 lb thor 
Hong Kong. 
PRICE.E, R. 
28015:016. 


cense for American Potash 
ium. contained in 2.240 lb 

Atomic Energy Commission. 


& Chemical Corp to 
thorium nitrate, to 


export 


A~3909. 68/04/26. Ip, 
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-;4121S0155 License for Anerican Potash & Chemical Corp" to export 
?i4 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hang Kong. 

rSICE. E R Atomic Energy Commission. A-3910. 68/04/26. Ip. 

2b01S: 015. 


— 8412180258 License far American Potash Chemical Corp to export 
2.064 Ib thorium, contained in 4.800 lb thorium nitrate, to 
Hong Kong. 

PRICE. E, R. Atomic Energy Commission. A-3995. 68/11/04. Ip, 

28015; 182. 


-5*12180134 License for American Potash Xi Chemical Corp to export 
8.8 lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE. E.R. Atomic Energy Commission 43651. 60/05/03. Ip. 

2S015: 013 


— 8412180254 License for American Potash *> Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-3994. 67/11/12. Ip, 

28015; 181. 


-5412180130 License for American Potash & Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R. Atomic Energy Commission. A-3914. 68/05/14. Ip, 

2S015: 012. 


— 8412180249 License for American Potash & Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R. Atomic Energy Commission. A-3394. 69/12/11. Ip. 

28015: 180. 


-5*12160122 License for American Potash & 
1,927 lb thorium, contained in 4.480 lb 
to Hong Kong. 

PHICEi E. R. Atomic Energy Commission. 
2S015; Oil. 


Chemical Corp to export 
thorium nitrate. 

A-3924. 68/06/14. Ip. 


— 8412180469 License for American Potash Chemical Corp to export 
8. 8 lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE. E R. Atomic Energy Commission. D46273. 69/02/12. Ip, 

28015; 216. 


-54121B0343 License for American Potash Xi Chemical Corp to export 
4.86 lb thorium, contained in 11.023 lb thorium chloride, to 
L/ni'tecf Kingdom. 

PRICE. E.R. Atomic Energy Commission. LINDSEX-102. 68/08/14. Ip 
28015: 193. 


— 8412180245 License for American Potash 5< Chemical Corp to export 
12.900 lb thorium, contained in 30.000 lb thorium nitrate, 
to Hong Kong. 

PRICE. E.R. Atomic Energy Commission. 69/02/12. Ip, 28015:179. 


-54121Q0321 License for American Potash Xs Chemical Corp to export 
0,0055 lb thorium, conta ined in 2.2 lb of Cerox polishing 
ssatl. to East Germany. 

PRICE. E. R. Atomic Energy Commission. R. 251. 68/09/16. Ip. 

20015; 191. 


— 8412180239 License for American Potash Xi Chemical Corp to export 
22 lb thor ium. contained in 25 lb thorium dioxide. to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CR1BC166B3. 69/02/13. Ip 

23015; 178. 


-5412160337 License for American Potash X< Chemical Corp to export 
964 Ib thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-3952. 68/09/03. Ip. 

28015: 192. 


-5*12180319 License for American Potash & Chemical Corp to export 
176 lb thorium, contained in 200 lb thorium dioxide, to 
Canada. 

PRICE. E. R. Atomic Energy Contunission. CRISC 3388. 6S/09/1B. Ip. 

20015: 190. 


■5412160312 License for American Potash X-. Chemical Corp to export 
352 lb thorium, contained in 400 lb thorium dioxide, to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CR18C 3388. 68/09/18. Ip. 

28015: 169. 


5412180306 License for American Potash X< Chemical Corp to export 
964 lb trhor ium. contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R. Atomic Energy Commission. A-3974. 68/09/25. Ip. 

2801 5: 108. 


34121B0296 License for American Potash St Chemical Corp to export 
352 lb thorium, contained in 400 lb thorium dioxide, to 
Canad a. 

PRICE. E. R. Atomic Energy Commission, CR18C 7578. 68/09/25. Ip. 

28015; 1B7. 


8412180291 License for American Potash Xt Chemical Corp to export 
6.534 lb thorium, contained in 6.6 lb thorium metal powder, 
to Japan. 

PRICE. E, R. Atomic Energy Commission. 431014. 68/09/27. Ip. 

28015: 106. 


3412180204 License for American Potash St Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E. R. Atomic Energy Commission. A-39a4. 68/10/02. Ip. 

2S015; 105, 


1412180272 License for American Potash St Chemical Corp to export 
8.8 lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE. E. R. Atomic Energy Commission. D~44869. 68/10/19, Ip. 

20015: 104. 


14121802*7 License for American Potash St Chemical Corp to export 
2r315 lb thorium, contained in 5.512 lb thorium nitrate, to 
Htst Germany. 

PRICE. E. R. Atomic Energy Commission. 68/10/25. Ip. 28015:183. 


— 9412180232 License for American Potash Xt Chemical Corp to export 
1.720 lb thor ium. contained in 4.000 lb thorium nitrate, 
to Canada. 

PRICE. E.R. Atomic Energy Commission. P 27665. 69/02/13. Ip. 

20015: 177. 


— 8412180220 License for American Potash Xt Chemical Corp to export 
132 lb th or i urn. conta ine d in 150 lb thorium dioxide, to 
Canada. 

PRICE. E.R. Atomic Energy Commission. CR18C166S5. 69/02/24. Ip. 

23015: 175. 


— 8412180225 License for American Potash Xt Chemical Corp to export 
964 lb thorium, contained in 2.240 lb thorium nitrate, to 
Hong Kong. 

PRICE. E.R. Atomic Energy Commission. A-4035. 69/02/13. Ip. 

28015: 176. 


— 8412180217 License for American Potash St Chemical Corp to export 
a. S lb thorium, contained in 10 lb thorium oxide, to Canada. 
PRICE. E.R. Atomic Energy Commission. D46906. 69/04/11. Ip. 

28015: 174. 


— 8412180212 License for American Potash *< Chemical Corp to export 
86 lb thorium. contained in 100 lb thorium oxide. to Canada. 

PRICE. E.R. Atomic Energy Commission. LINDSEX-250. 69/04/15. Ip. 
28015: 173. 


— B4121B0202 License for American Potash St Chemical Corp to export 
4.740 lb thorium, contained in 11.023 lb thorium nitrate, to 
Argentina. 

PRICE. E.R. Atomic Energy Commission. 69/04/15. Ip. 28015:172. 


— 8412180195 License for American Potash St Chemical Corp to export 
5 lb thorium. contained in 5 lb thorium metal powder, to 
Switzer land, 

PRICE. E.R. Atomic Energy Commission. LINDSEX-26A. 69/09/27. Ip. 
2B015: 171. 


— 8412180178 License for American Potash St Chemical Corp to export 
13.2 lb thorium, contained In 15 lb thorium oxide, to 
Canada. 

PRICE, E.R. Atomic Energy Commission, 0-47871. 69/07/02. Ip. 

28015: 170. 


— 8412180158 Amend 1 to American Potash Xt Chemical Corp export license 
extending expiration date to 700331. 

PRICE. E R. Atomic Energy Commission. P-29440. 69/12/16. Ip. 

28015: 133. 


—8412180161 License for American Potash St Chemical Corp to export 
1.720 lb thorium, contained in 4.000 lb thorium nitrate, to 
Canada. 

PRICE. E.R. Atomic Energy Commission. P 29440. 69/07/08, Ip. 

28015: 169. 
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8412180135 License for American Potash fy Chemical Corp to export 
20.2 lb th Or 1 ufflj c onta i ne d in 25 lb thorium dioxide* to 
Canada 

PRICE* E. R Atomic Energy Commission. CR190-4102. 69/07/22. Ip. 


8412180103 License for American Potash & 
2.845 lb thorium, contained in 6.615 lb 
Indones la. 

PRICE. E.R Atomic Energy Commission. 


Chemical Corp to export 
thorium nitrate, to 

70/06/16. ip, 28015:127, 


^^^2180106 License for American Potash & Chemical Corp to export 176 It 
thorium. contained in 200 lb thorium oxide, to Canada. 

PRICE, E.R. Atoffic Energy Commission. LINDSEX-311 69/07/22. Ip. 


8412180477 License for American Potash 
6.6 lb thorium, contained in 20 lb th 
PRICE. E. R Atomic Energy Commission 
28015: 148, 


& Chemical Corp to export 
orium oxide, to Japan. 

431014. 70/07/01. Ip. 


8412180146 Canceled license for American Potash Chemical Corp to 
export 8.8 lb thorium, contained in 10 lb thorium oxide, to 
Canada. 

PRICE, E.R. Atomic Energy Commission. D-47B71. 69/07/16 Id 

29015 lAR ■ 


28015:149 Energy Commission. D-51935. 70/07/06. Ip. 


8412180096 License for American Potash 
thorium, contained in 100 lb thorium 
PRICE, E.R. Atomic Energy Commission 
28015: 165. 


& Chemical Corp to export 43 lb 
nitrate, to Colombia. 

LINDSEX-313. 69/07/28. Ip 


0412180474 License for American Potash 
2.371 lb thorium, contained in 5,513 1 
Indonesia. 

PRICE. E.R Atomic Energy Commission. 


8< Chemical Corp to export 
b thorium nitrate, to 

70/07/30. ip. 28015:147. 


License for American Potash & Chemical Corp to expor 
2,315 lb thorium, contained in 5,512 lb thorium nitrate, to 
West Germany. 

PRICE, E.R. Atomic Energy Commission LINDSEX-92 69 / 09/14 
28015:164 


t 


IP 


—8412180494 License for American Potash it 
4. 85 lb thorium, contained in 11.023 lb 
United Kingdom. 

PRICE, E. R, Atomic Energy Commission. 
28015: 163. 


Chemical Corp to export 
thorium chloride, to 

LINDSEX-99. 69/08/25. 


Ip, 


8412180489 License for American Potash & 
9,27 lb thorium, contained in 11.023 lb 
Canada. 

PRICE. E. R. Atomic Energy Commission. 
28015:151. 


Chemical Corp to export 
thorium dioxide, to 

CR17C 4113. 69/09/02. 


Ip. 


-8412180486 License for American Potash it Chemical Corp to export 
thorium, contained in 15 lb thorium oxide. to Canada. 

PRICE. E.R. Atomic Energy Commission. 69/09/12. ip, 28015- 150 


“8412180459 License for A-merican Potash 
thorium to Canada. 

PRICE, E. R. Atomic Energy Commission. 


8, Chemical Corp to export 
70/08/27. ip 28015:145. 


--B4121S0467 License for American Potash it 
3.792 lb thorium, contained in 8.818 lb 
Argentina. 

PRICE, E. R Atomic Energy Commission. 


Chemical Corp to export 
thorium nitrate, to 

70/00/17. ip. 28015:146. 


“8412180453 License for American Potash it 
19.4 lb thorium, contained in 22.05 lb 
Canada 

PRICE, E, R. Atomic Energy Commission. 
Ip. 28015: 144, 


Chemical Corp to export 
thorium dioxide, to 

CR 19C 18919. 70/10/20. 




I ..uwwc N-iitmitai uorp ro ex 

thorium, contained in 20 lb thorium oxide, to Canada 
PRICE. E.R. Atomic Energy Commission. 71/01/08. ip. 28015:143. 


-8412180444 License for Kerr-McOee Chemical Corp to export 11,568 lb 

PRICE^E'R°"^fi"®^ nitrate, to Hong Kong. 

E. R. Atomic Energy Commission. 71/12/31. Ip. 20015:142. 


“8412180345 License for American Potash it Chemical Corp to export 
thorium to Hong Kong, ^ *f»PDrT 

PRICE, E.R. Atomic Energy Commission. 69/01/11. ip. 28015:194. 


License for American Potash it Chemical Corp 
440 lb thorium, contained in 500 lb thorium oxide. to 
Canada. 

^2B0l'5^157 Energy Commission. LINDSEX-358. 


to export 
69/11/07. 


IP 


-8412180438 License for Kerr-McGee Chemical Corp to export 220 lb 

thorium dioxide, to Canada. 

PRICE, ER^ Atomic Energy Commission. WS-lOK-81693. 74/01/20 

1 p* 20015: 141, 


-8412180420 License for Kerr-McOee Chemical Corp to export 2,371 lb 

“ thorium nitrate, to Indonesia. 

rKiut, t R. Atomic Energy Commission. 71/03/08. ip. 28015:162, 


- 8412180270 License for American Potash it Chemical Corp to export B B U 
thorium, contained in 10 lb thorium oxide, to Canada. 

PRICE, E.R, Atomic Energy Commission. D-49502 69 / 12/11 

28015:154. 


Ip. 


4,000 in thorium nitrate, to Canada 
Energy Commission. P-34974. 71/08/31, Ip. 

2001 5: 161 . ^ 


License for American Potash it Chemical Corp to export 1,320 
thorium oxide, to Canada ^ 

PRICE, E.R. Atomic Energy Commission 


69/12/12. Ip, 28015: 134. 


““■6412180403 License f 
thorium, contained 
PRICE, E.R. Atomic 
28015: 160. 


or Kerr-McOee Chemical Corp to export 26.4 lb 
in 30 lb thorium oxide, to Canada. 

Energy Commission. D55 106. 79/09/30. Ip, 


—8412180150 License for American Potash U Chemical Corp to export 
2.315 lb thorium, contained in 5.512 ib thorium nitrate, to 
west Germany. 

PRICE. E.R. Atomic Energy Commission. 70/01/27, ip. 28015: 13 £ 


—8412180395 License for Kerr-McGee Chemical Corp to export 1,706 lb 
3.968 lb thorium nitrate, to Indonesia. 
PRICE, E R. Atomic Energy Commission. 71/10/31. Ip. 28015:159, 


License for American Potash it Chemical Corp to export 8. B 
m, contained in 10 lb thorium oxide, to Canada. 

Atomic Energy Commission 0-50146. 70/02/11. ip 


—8412180313 License for Kerr-McGee Chemical Corp to export 9.7 lb 
thorium, contained in 11.023 lb thorium oxide, to West 
Germany . 

PRICE, E.R. Atomic Energy Commission. 71/05/21. Ip. 28015:158. 


8412180260 License for Kerr-McGee Chemical Corp to export 3,413 lb 

thorium nitrate, to Indonesia. 

JOHNSON, L, Atomic Energy Commission. 71/07/30. Id. 28019 ? 153 
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-3412180439 Amend 1 to Kerr-McGee Chemical Corp export license^ 
extending expiration date to 740101. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensing. 
72/11/06. Ip. 28015:208. 


-3412130455 License for Kerr-KcGee Chemical Corp to export 
1,352,200 lb U, contained in 1.594,599 lb of U30S, to 
Canada. 

JOHNSON. L. Atomic Energy Commission. KM 0603. 72/12/31. Ip. 

28015: 213. 


-3412180450 License for Kerr-McOee Chemical Corp to export 
13.64 lb thorium, contained in 15.5 lb thorium oxide, to 
Mest Germany. 

SALTZMAN. J. Atomic Energy Commission. 72/04/14. Ip. 28015:212. 


-0412180449 License for Kerr-McGee Chemical Corp to export 
35 lb thor ium. contained in 40 lb thorium oxide, to Canada, 

BLANC. G, A. Atomic Energy Commission. Directorate of Licensing. 
D-597 39. 72/05/23. Ip. 28015:211. 


-0412180446 License for Kerr-McOee Chemical Corp to export 
1,720 lb thorium, contained in 4,000 lb thorium nitrate. to 
Canada. 

BLANC, G. A. Atomic Energy Commission. Directorate of Licensing. 
P->3527. 72/07/28. Ip. 28015:210. 


-8412180440 License for Kerr-McGee Chemical Corp to export 
1.706 lb thorium. as throium nitrate, to Indonesia. 

BLANC, G, A, Atomic Energy Commission, Directorate of Licensing. 
72/09/26. Ip. 28015:209. 


-84I21B0426 License for Kerr-McGee Chemical Corp to export 
35 lb thorium, as thorium oxide, to Canada. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensing. 
D-61A54/3017. 72/11/21. Ip. 28015:207. 


-8412180422 License for Kerr-McOee Chemical Corp to export 
39 lb throium. as thorium oxide, to Canada. 

BLANC, G. A. Atomic Energy Commission. Directorate of Licensing. 
D-62569/1015. 73/01/16. Ip. 28015:206. 


— 8412180357 Amend I to Kerr-McGee Chemical Corp export license, 
permitting export of addl 96.7 lb thorium, c onta ined in 
225 lb thorium nitrate h changing ultimate consignee to 
South Africa. 

KERR.G.W. Atomic Energy Commission, Directorate of Licensing. 
NYC -3665. 73/12/20. Ip 28015: 196 


— 8412180384 License for Kerr-McGee Chemical Corp to export 
96.7 lb thorium, contained in 225 lb thor i urn ni trate, to 
South Africa. 

BLANC, G. A. Atomic Energy Commission, Directorate of Licensing. 
NYC-3665, 73/10/29 Ip. 28015: 199. 


— 8412180351 License for Kerr-McGee Chemical Corp to export 107 lb 
thorium, as thorium oxide, to Canada. 

KERR. 0. W. Division of Fuel Cycle & Material Safety. 064847. 

75/07/09 Ip. 28015: 195. 

— B4121B0418 License for A.merican Potash & Chemical Corp to export 250 lb 
depleted U to Canada. 

PRICE. E.R. Atomic Energy Commission. NPD-4112. 64/11/03. Ip. 

28015: 122. 

— 8412180436 License for Kerr-McGee Corp to export 44 kg U, depleted in 
50 kg U02 ceramic pouder, to Belgium. 

PRICE. E.R. Atomic Energy Commission. 66/05/02. Ip. 20015:086. 
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8412050189 

8412110328 

8412010187 

8412030416 

8412130417* 

8412180053* 

8412100567 

8412210171* 

8412070354* 

8412130283 

8412140102 

8412260349 

8412030263 

8310070266* 

8310070269* 

8412190489 

8412200005 

8412200007* 

8412040037 

8412210172 

8412120389 

8412260339* 

6412090921* 

8412280145* 

8412280368* 

8412100132 

8412110279 

8412140218* 

8412100558* 

8412130967 

8412060151 

8412030603 

6412050020* 

9412070327 

8412110519 

3412260455 

8412260463 

8412270102 

8412100559* 

8412270299* 

8412130351* 

8412130620 

8412210021 

8412210027* 

8412100344 

8409270467 

8412070480 

8412070494 


50-382 

30-155 

50-331 

50-373 

50-928 

50-928 

50-322 

50-322 

50-322 

50-322 

50-322 

50-18 

PR 

50-263 

50-331 

50-331 

50-263 

50-263 

50-263 

50-470 

50-352 

50-277 

50-392 

90-277 


8 

S 

A 

Q 

A 

F 

F 

A 

A 

X 

S 

s 


WASTE RES 


FDIA 


BROCK. B. L 
brock. B. L. 
BROCKMAN. K. E. 
BROMBERO. B. J. 
bronb. j. C. 

brons, j. C. 

BRONSi x}. C. 

brons. j. C. 
brons, j. c 
brons, j. C. 

BRONSON. F. 
brooks, D. U. 
brooks, R. L. 

BROSIUS. E. 

brosius. e. 

BROUGHTON, T. G. 
BROWN, C. H. 

brown, D. F. 
brown, D. H. 
brown, d. h. 

brown, 0. D. 

BROWN, 0. D. 
BROWN, H. H. 
brown. H. H. 
BROWN, H. H. 

BROWN. H. H. 
BROWN, H. H. 


50-289 

0 

BROWN, H. H. 

90-289 

G 

BROWN, H. H. 

50-289 

G 

BROWN, H. H. 

50-352 

P 

brown, H. h. 

90-352 

J 

BROWN, H. H. 

50-289 

F 

BROWN, N. H. 

50-461 

A 

BROWN. T. C. 

90-338 

Q 

BROWNING. R. E. 

50-338 

3 

BROWNLEE, D. A. 

50-338 

Q 

BROWNLEE, D. A. 

50-275 

Q 

BROWNLEE, V. 

50-133 

P 

BROWNLEE. V. L. 

90-321 

Q 

BROWNLEE. V. L. 

50-445 

71-197 

G 

BROWNLEE. V. L. 
BROWNLEE. V. L. 

50-213 

S 

BROWNLEE. V. L. 

50-322 

G 

BROWNLEE, V, L, 

50-322 

G 

BROWNLEE. V. L. 

50-322 

0 

BROWNLEE, V. L. 

50-322 

G 

BROWNLEE. V. L, 

50-322 

G 

BROWNLEE. V. L. 

50-322 

G 

BROWNLEE. V. L. 

50-322 

G 

BROWNLEE. V. L. 

50-482 

Q 

BROWNLEE. V. L. 

50-482 

Q 

BROWNLEE. V. L. 

50-322 

T 

BROWNLEE. V. L. 

50-267 

P 

BROWNLEE. V. L. 

50-267 

P 

BROWNLEE. V. L. 

50-267 

40-1341 

40-1341 

40-1341 

40-1341 

Q 

BROWNLEE, V. L. 
BROWNLEE, V. L. 
BROWNLEE. V. L. 
BROWNLEE, V. L. 
BROWNLEE, V. L. 


ACCESSION 

NUMBER 

0412070520 

8412210292 

8412270358* 

8412270363* 

8412040115 


SUBJECT 

CATEGORY 


40-1341 

40-1341 

40-8783 

40-8783 

50-346 


8412200092* 

90-352 

Q 

8412110594* 

SO-400 

G 

8412070118* 

FOIA 


8412070123* 

FOIA 


8412070132* 

FOIA 


8412070136* 

FOIA 


8412070143* 

FOIA 


8412070147* 

FOIA 


8412070152* 

FOIA 


8412070158* 

FOIA 


8412070162* 

FOIA 


8412070167* 

FOIA 


8412070172* 

FOIA 


8412070178* 

FOIA 


8412310452 

50-336 

B 

B4121 10249 

50-266 

F 

8412120142 

50-301 

P 

8411280930* 

GEN TEC 

IS 

8412170503* 

50-454 

Q 

8412070250* 

70-734 


8412130543* 

70-29 


8412170119* 

50-163 

Q 

8412280490* 

50-321 

Q 

8412190119 

CONTRACT 


8412120346 

50-286 

Q 

8412190047 

90-286 

S 

8412200284 

90-286 

G 

8412200341 

50-286 

Q 

8412260072 

50-286 

R 

8412270599 

50-286 

S 

8412060411* 

40-6920 


8412040336 

haste res 

B412060316 

50-461 

S 

8412200084 

50-482 

G 

8412200088 

50-482 

G 

8412030615* 

50-289 

0 

8412180053* 

50-263 

G 

8412130268* 

50-322 

A 

8412130407* 

50-400 

0 

8412130407* 

50-400 

G 

8412120531* 

FOIA 


8412130147# 

40-1478 


8412010072 

50-322 

G 

8412010072 

50-322 

G 

8412010077* 

50-322 

G 

8412010077* 

50-322 

G 

841201 00B2* 

50-322 

G 

8412010092* 

50-322 

G 

8412070340 

50-322 

G 

8412070340 

50-322 

0 

8412140161 

50-322 

G 

8412140161 

50-322 

G 

841212038? 

50-209 

F 


8412100943* 

8412050123 


WASTE MOT 


8412040310 

50-322 

G 

8412040310 

50-322 

0 

8412130292 

50-339 

S 

8412090611 

50-250 

F 

8412050628 

50-416 

F 

8412050632 

50-2B0 

F 

8412090772 

50-302 

F 

0412090314 

50-339 

Q 

8412060043 

50-269 

F 

8412060134 

50-302 

Q 

8412060305 

50-413 

V 

8412110219 

50-335 

S 

8412110224 

50-424 

G 

8412260136 

50-302 

Q 

8412260148* 

50-302 

Q 

8412270284 

50-269 

Q 

8412270452 

50-280 

Q 

84 12270 49 7* 

90-369 

Q 

8412270977 

50-250 

Q 

84122709B4 

90-335 

G 

8412270590 

50-413 

Q 

8412270605 

50-424 

G 

8412270614 

50-339 

G 

8412280097 

90-321 

G 

6412280198 

90-416 

G 



PERSONAL AUTHOR INDEX 


HOR 


1. V. L. 
l> V. L, 
i. V. L 

I. V. L. 
i* V. L. 

. V. L 
. L. 
i V. L 
. V. L 
iQ. D. L 

iS M. 

J. E. 

C. 

A. 

- C. R. 

J. A, 

J. A. 

R. 

R. 

3. C. 

J. T. 

J. T, 

1. J. 


S 

I. 0. 

11 . 


J. 

. L. 

. F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 


J. 

I. 

I. 


ACCESSION 

number 


B4122B0226* 

8412280231 

8412280236 

8412280253 

8412280299* 

8412280376 

8412280397 

8412280424 

8412280450* 

8412200543* 

8412260135 

8412110583 

8412190435 

8412310321 

8412070193# 

8412270293 

8412270371 

8412060647 

8412240072 

8412070461 

8412030197 

8412040231 

8412260329* 

8412050465* 

8412180532* 

8412120436* 

8412050241 

8412200475 

8412200021 

8412280096* 

8412110153 

8412190462 

8412170421* 

8412280226* 

8412170118* 


SUBJECT 

category 


50-369 Q 
50-413 Q 
50-413 Q 
50-414 Q 
50-369 Q 

50-424 Q 
50-416 Q 
50-369 Q 
50-369 Q 
50-133 R 

NUREG 

50-329 Q 
XPGRTLIC 
50-341 A 
FOIA 

50-358 J 
50-315 J 
FOIA 
FOIA 

50-412 A 

WASTE RES 
WASTE RES 
50-344 p 
CONTRACT 
50-482 Q 

50-331 F 
WASTE MOT 
50-266 V 
50-282 U 
50-528 Q 

S 
R 
Q 
G 
F 


AUTHOR 


CANTDNE, S, H. 
CANTRELL- F. 
CANTRELL- F. 
CANTRELL- F. S. 
CANTRELL- F. S 

CANTRELL- F. S. 
CANTRELL. F. S. 
CAPSTICK, R. W. 
CAPSTICK-R. W. 
CAPSTICK, R. W. 

CAREY- J. J. 
CAREY. J. J. 
CAREY, J. J. 
CAREY- J. J. 
CAREY, J. J. 

CAREY, U. J. 
CAREY, J. J. 
CAREY, J, J. 
CARLOUGH. E. J. 
CARLOUOH, E. J. 

CARNEY, W. 
CARNEY, W. 
CARNEY, W. 
CARNEY, W. 
CARPENTER, D. R. 

CARPENTER, D. R. 
CARPENTER, F. D. 
CARPENTER, J. H. 
CARPENTER, T. 
CARRICO, J. B. 

CARROW. R 
CARRQW, H. 
CARROW. H. 
CARTER, R. S. 
CARTER, S. 0. 


50-370 

50-271 

50-329 

50-369 

50-250 


8412170124* 

8412170129* 

8412170134* 

8412170172* 

8412170203* 

8412170205* 

8412170218* 

8412170227* 

8412170256* 

8412170273* 

8412170277* 

8412170292* 

8412030478 

8412180246 

8412270619* 

8412270601* 

8412280379* 

8412280481* 

8412070018 

8412140058 


50-250 F 
50-250 F 
FOIA 

50-250 F 
FOIA 

FOIA 

50-272 F 
50-305 F 
FOIA 

50-305 F 

50-305 F 
50-255 F 
40-2061 
50-206 G 
50-335 Q 

50-327 Q 
50-390 Q 
50-369 Q 
50-445 H 
50-445 G 


CARUSO, R. 
CASCARANO. R. N. 
CASCARANO, R. N. 
CASELLA, F. 
CATACOSINOS. W. 

CAVANAUGH, W. T. 
CERNE, A. C. 
CESARE, J. G. 
CHAFFEE. A. E. 
CHAKQUR, D. 

CHAMBERLAIN, D. 
CHAMBERS. C. A. 
CHANDLER, J. C. 
CHANDLER, J. C. 
CHANDLER. U. C. 

CHANDLER, J. C. 
CHANDLER, L J. 
CHANEY, H. D, 
CHANEY, H. D. 
CHANG, K. C. 


8412200610 

8412240154 

8412120156 

8412030612 

8412030620* 


50-445 A 
50-445 A 
FOIA 

50-352 G 
50-352 G 


CHAO, J. 
CHAPELL, D. R. 
CHAPLICK. J. M. 
CHAPMAN, R F. 
CHARMATZ, M. 


0412110034 

8412110191 

8412040181 

8412070044# 

8412050042* 


NUREG 

PR 

50-260 s 
50-454 Q 
REVIEW GRP 


CHARNLEY, J. S. 
CHARNLEY, J. S. 
CHARNLEY, J. S. 
CHARNDFF, G. 
CHASE, G. R. 


8412130194* 

8412100504 

CONTRACT 

50-416 R 

CHAVARRIA, J. N. 

8412060194 

50-458 

C 

CHECK, M. 

8412060210* 

50-458 

c 

CHEH, U. 

8412070157 

50-458 

A 

CHEH, U. 

CHEN, 8. 

8412040013 

8412010017 

I8(E 

50-382 


CHEUNG, L. 

0412100024 

50-382 

a 

CHILK, 8. J. 

8412050439* 

50-416 

a 

CHILK, S. J. 

8412060265* 

50-416 

G 

CHILK, S. J. 
CHILK, S. J. 

8412310232* 

50-416 

a 

CHILK, S. J. 

8412180564* 

50-445 

a 

8412310036* 

50-482 

Q 

CHILK, S. J. 

8412170123 

50-133 

H 

CHILK, 8. J. 

8412130085* 

50-275 

P 

CHILK, S. J. 
CHILK, S. J. 

8412130089# 

50-275 

p 

CHILK, S. J. 

8412040278# 

50-445 

0 

8412190478 

50-387 

p 

CHILK, S. J. 

8412310280 

50-368 

P 

CHILK, S, J. 

S412I00591* 

50-352 

T 

CHILK, S. J, 
CHILK. S, J. 


ACCESSION 

NUMBER 

8412040056 

8412060327* 

8412260118* 

8412270273* 

8412270306* 

8412280189* 

8412280273# 

8412110139 

8412120335 

8412130439 

8412040182 

8412120087 

8412120353 

8412170077 

8412180431 

8412200300 

8412960252 

8412280046 

8412180342 

8412180505 

8412130180# 

8412130190# 


SUBJECT 

CATEGORY 


AUTHOR 


50-387 

50-395 

50-395 

50-259 

50-259 

50-259 

50-259 

50-271 

50-271 

50-271 

50-334 

50-334 

50-334 

50-334 

PR 

50-334 

50-334 

50-334 

PR 

PR 

50-322 

50-322 


F 

Q 

Q 

Q 

Q 

Q 

Q 

F 

F 

P 

Q 

R 

P 


8412200628# 

8412030228* 

8412270575 

8412310459* 

8412100548* 


CONTRACT 
50-443 Q 
50-416 R 
50-206 Q 
50-454 G 


8412910032 

8412100241# 

8412030258* 

8412270240* 

8312220114* 

8412270240* 

8412010061 

8412030222 

8412030586 

8412040290 

8412040306 

8412060638 

8412060641 

8412070148* 

8412110031 

8412110535 

8412110585 

8412120049 

8412130086 

9412140043 


50-445 0 
REVIEW GRP 
50-322 Q 
50-412 Q 
50-286 p 


50-412 

50-445 

50-289 

lOCFR 

50-289 

50-352 

lOCFR 

50-206 

FOIA 

lOCFR 

50-441 

50-206 

50-322 

50-424 

50-413 


CHILK, S. J. 
CHILK, S. J. 
CHILK. S, J. 
CHILK, S. J. 
CHILK, S. J. 

CHILK, S. J. 
CHILK, S. J. 
CHILK, S. J. 
CHILK, S. J. 
CHILK, S. J. 

CHILK, S. J. 
CHILK, S. J. 
CHILK, 8. J. 
CHILK, S. J. 
CHILK, S. J. 

CHILK, S. J. 
CHILK, S. J. 
CHIN, A. 
CHIN, A. 

CHO. S. K. 

CHONA, R. 


8412130213# 

FOIA 


CHDULES, N. 

S4121303I2* 

50-322 

u 

CHOULES, N. C. 

0412180559# 

50-482 

a 

CHOULES, N. C. 
CHRISSOTIMOS, N. 

8412180582* 

50-482 

Q 

CHRISSOTIMDS, N. 

8412970004 

50-352 

p 

B4I21 10594# 

50-400 

G 

CHRISSOTIMOS, N. 

8412200003* 

50-206 

G 

CHRISSOTIMOS, N. 

8412120262# 

FOIA 


CHRISTMAN, J. N. 
CHRISTMAN, J. N. 

8412130442 

50-400 

G 

CHRISTMAN, J. N. 

8412130447# 

50-400 

G 

8412960441 

50-400 

G 

CHRISTMAN, J. N. 

8412010111 

50-184 

P 

CHRISTMAN, J. N. 

8412140460 

8412110191 

50-260 

PR 

8 

CHRISTMAN. J. N. 
CHRISTOFFER, G. 

8412050393 

50-295 

p 

CHRI STOPFER, G. 

8412970424 

50-295 

P 

CHRISTOFFER, 0. 

8412180028* 

50-344 

a 

CHUNG, D. H. 

8412130488# 

50-322 

A 

CHUNG, J. 

CHUNG, J. W. 


CHURCHILL, B. W. 
CHURCHILL, B. W. 
CHURCHILL, B. W. 
CHURCHILL, B. W. 
CHURCHILL, B. W. 


8412130340* 

50-458 

G 

CHURCHILL, B. W. 

8412040024* 

50-361 

F 

8412030191 

TOPREP 


CHURCHILL. B. W. 

8412050468 

TOPREP 


CHURCHILL. B. W. 

8412060467 

8412260269 

TOPREP 

TOPREP 


CHURCHILL, B. W. 
CHURCHILL, B. W. 

8412180246 

50-206 

0 

CHURCHILL, B. W. 

8412070265# 

50-298 

Q 

CHURCHILL, B. W. 

8412070279# 

50-267 


CHURCHILL, B. W. 

8412040318 

WASTE RES 

CHURCHILL, B. W. 
CHURCHILL, B. W. 

8412070190# 

50-261 

P 

CHURCHILL, B. W. 

8412210094# 

FOIA 


8412960315 

30-133 

H 

CIHI, J. J. 

8412180441 

PR 

CILIMBERO, R, L. 

8412280082 

8412060410 

PR 

TOPREP 


CILIMBERO.R. L. 
CILLIS, M. 

8412120289* 

50-331 

P 

CIOFFI, J. 

8412190387 

TOPREP 


CIOFFI, J. A. 

8412050193* 

CONTRACT 


CLANCY, 0. F. 

8412120589 

40-8452 


CLAPP, R. B. 

CLARK, A. T. 


CLARK, B. L. 
CLARK, B. L. 
CLARK, B. L, 
CLARK, B. L, 
CLARK, B, L. 

CLARK, B, L. 
CLARK, B. L 
CLARK, B. L. 
CLARK, B. L. 
CLARK, B. L. 

CLARK, B. L. 
CLARK, B. L. 
CLARK, B. L. 
CLARK, C. A, 
CLARK, C. A. 

CLARK, D. D. 
CLARK. P, R. 
CLARK, R. J. 
CLARK, R. J. 
CLAUSEN, M. J. 


ACCESSION 

NUMBER 


8412140047 

8412140099 

8412140162 

0412180018 

8412100362 

8412190054 

8412190256 

8412190488 

8412240132 

8412240134 

8412240143 
8412240146 
841226031 9# 
8412260411 
8412270007 

8412280058 

0412310378 

8412030031 

8412030041# 

8412070080 

8412100263 

8412170459* 

8412170258* 

8412170295# 

8412100414 

8412140038* 

8412170295* 

8412310441 

8412130179 

8412130179 

8412170234 

8412170234 

8412270120 

8412270120 

8412060291* 

8412120264* 

8412130339* 

8412030463 

8412030258* 

8412140299* 

8412010031 

8412010031 

8412040166 

8412040166 

8412040173* 

8412040173* 

8412100473 

8412100473 

8412190257 

8412190257 

8412200010 

8412200010 

8412910288 

8412210288 

8412310223 

8412310223 

8412130127# 

8412030364# 

8412200509# 

8412310468# 

8412140281# 
8412010053# 
8412040142# 
8412050678* 
8412050670 

8412060197 
8412110109 
8412110162 
8412120412 
8412190416 

8412240157 
8412240167 
8412260021 
8412260025 
8412270438 

8412270454* 
8412270563 
8412280193 
8412140348* 
8412140420* 

8412280014 
8412010168 
8412120508 
8412260116 
0412070337 


SUBJECT 

CATEGORY 


50-352 G 
50-322 0 

50-413 Q 
FOIA 

50-275 0 

lOCFR 

50-275 0 

50-155 Q 
50-413 Q 
50-289 G 

50-352 0 

50-206 0 

FOIA 

50-320 c 
50-322 0 

50-320 p 
lOCFR 
71-524 
71-524 
KWREO 

WREG 
50-295 0 

50-483 Q 
50-373 Q 
50-237 g 

50-254 Q 
50-373 0 

50-316 a 
50-322 0 

50-322 0 

50-322 G 
50-322 0 

50-322 0 

50-322 e 
50-255 Q 

50-116 Q 
50-331 a 
WASTE RES 
50-322 Q 
50-29 0 

50-239 0 

50-2B9 0 

50-382 0 

50-382 0 

50-382 0 

50-382 G 
50-382 0 

50-382 0 

50-289 0 

50-289 G 

50-289 0 

50-289 0 

50-382 0 

50-382 G 
50-382 0 

50-382 0 

50-458 E 
QA999 
QA999 
50-312 Q 

50-272 Q 
50-220 Q 
50-445 G 
PROJ 
PROJ 

50-352 S 
50-352 S 
50-352 8 

50-352 a 
50-352 S 

50-352 a 
50-352 S 
50-352 S 
50-278 5 

50-352 S 

50-352 S 
50-352 S 
50-352 S 
50-528 Q 
50-528 Q 

50-97 F 
50-289 P 
50-296 p 
fvWREG 
50-352 0 


PERSONAL AUTHOR INDEX 


505 


author 

ACCESSION 

NUMBER 

A/- E. L. 

■AVTONi H. B. 

4>TQN. H. B. 
i«ENTS, B. R. 

B. R. 

04 122800 4 5* 
B305260020* 
B3O81805B5* 
6409130428 

B4 12040038 

^nts. B. R. 

8. R. 
events. D. R. 

Events, d. r. 
EKENTS, b . r. 

8412050162 

8412050235 

8412050287 

8412050321 

6412100080 

EHENTB, b. r. 
EMENTB, b. r, 
events, 0. R, 
events, b. r. 
w, l. 

B412130410 

8412180628 

0412200015 

8412210136 

8412060003 

EMENTS, w. l. 
EfiENTS. W. L. 
ErtENTQ, W. L 

:hent3, w. l. 
:H£NT8. W. L. 

0412060005 

0412070371 

8412140190 

8412200172 

0412210255 

mhtb. w. l. 

:«ENrs, w. L. 

«ONS, P, 

P. 

«ER 

0412260460 

0412310220 

0412270470* 

0412270474* 

0412120106 

hER 

W. E, 

N£. W. E. 

NE, W. E, 

W. E, 

0412120112 

0412060543* 

0412260155* 

0412270594* 

8412280064* 

H, E, 
m, W. E. 

UD, R. L. 

TE8, D. vJ. 

B,L, 

8412280320* 

0412310231* 

B412120164* 

0412170339* 

0412260328* 

B,L. I. 

B. L. I. 

0,L. I. 

B.L, I. 

B.L. I- 

041226O1S8* 

8412260201* 

0412260260* 

8412260275* 

0412260304* 

3.L. I. 

B.L. I, 

EY, J. F. 

BURN, T. O. 

EHAN. R. 

0412260308* 

0412260330* 

0412200453* 

0412070062 

0412170052 

EY, J. L. 

EY, J. L. 
lYt J. U. 

.IA9, O v/. 

.lER, l_ 8. 

8412060390* 

0412270628* 

0412280245* 

8412190171* 

8412190125* 

.INS, D. 

.INS, D, 

.INS, D. J, 

.INS, 0 M. 

.1N6. Q. 

0412110007* 
S412140511* 
84 12200384* 
0412260267 
0412040335 

.INS, H. X>. 

.INS, J. T. 

.INS, S. U, 

.INS, T. R, 

.INS, T. R. 

0412110034 

0412120486 

0412050038* 

8412060269* 

8412210235* 

.INS, T, R, 

.INS, T. R, 

.INS, T. R. 
iMBO, R. 
iMBS, R. W- 

0412260133* 

8412280335* 

8412310012* 

8412270442 

0412100116 

)HB0, r* w. 

imbo, R- w. 
fHBO,R. W. 

IS, c* 

IS, F. 

0412130619 

0412240025 

0412260163 

8412170057* 

8412170090* 

18, F* 

(S,F. 

IS. F. 

IB, F* 

V. N. 

8412170267* 

8412170202* 

8412170312* 

8412170317* 

8412060513* 

ON.T. e 

ON, T. E 

ON* T. E 

ON, T. ^ 

ON, ^ 

8412050512* 

0412060344* 

8412270542* 

8412270607* 

8412280129* 

ON, T. E. 

ISR, 

lER, 

8412200256* 

8412170503* 

8412180347* 

8412120390* 

8412120161 


SUBJECT 



CATEGORY 


AUTHOR 

70-1201 


CONSTANTINO. C. 

50-334 

P 

CONSTANTINO. C. 

50-250 

F 

CONTE 

50-445 

S 

CONTE. R. 

REGGD 


CONWAY. J. T. 

50-445 

S 

CONWAY, J. T. 

50-445 

s 

CONWAY. J. T. 

50-445 

s 

COOK. J. G. 

50-445 

s 

COOK. J. W. 

50-445 

Q 

COOK, J. W. 

50-445 

S 

COOK, J. W. 

50-445 

s 

COOK, J. W. 

50-445 

s 

COOK, J. W. 

50-445 

V 

COOK, J. W. 

50-445 

G 

COOK, J. W. 

50-445 

G 

COOK, K. W. 

50-445 

G 

COOK, K. U. 

50-289 

G 

COOK, K. W. 

50-400 

G 

COOK, K. W. 

50-322 

G 

COOK, K. U. 

50-322 

0 

COOK, K. W. 

50-400 

0 

COOK.K. W. 

50-286 

G 

COOK, K. W. 

50-247 

Q 

COOK, K. W. 

50-316 

R 

COOK.K. W. 

50-315 

R 

COOK.K. W. 

50-324 

Q 

COOK, K. W. 

50-302 

G 

COOK. K. W. 

50-413 

Q 

COOK. K. W. 

50-348 

Q 

COOK. K. W. 

50-259 

Q 

COOK, K. W. 

50-395 

Q 

COOK, K. W. 

50-275 

P 

COOK. K. W. 

50-206 

Q 

COOK, K. W. 

FOIA 


COOK. K. W. 

FOIA 


COOK. K. W. 

FOIA 


COOK. K. W. 

FOIA 


COOK, K. W. 

FOIA 


COOK, K. W. 

FOIA 


COOK, K. W. 

FOIA 


COOK, K. W. 

FOIA 


COOK. K. W. 

50-443 

I 

COOK, K. W. 

50-301 

P 

COOK, K. W. 

CONTRACT 

COOK. K. M. 

50-259 

G 

COOK, R. 

50-324 

G 

COOK, R. 

50-327 

Q 

COOK, R. 

30-320 

G 

COOK, R. J. 

50-395 

Q 

COOK, T. M. 

50-320 

G 

COOKE. B. 

50-213 

G 

COOL, W. S. 

50-245 

G 

COOLEY, R. A. 

70-824 


COOLEY, R. A. 

WASTE MOT 

COOLEY, R. A. 

NUREG 


COONEY, M. J. 

50-498 

F 

COOPER. C. R. 

50-333 

Q 

COOPER. D. W. 

70-824 


COOPER, M. R. 

50-261 

0 

COOPER. W. T. 

50-416 

Q 

COPLAN, B. M. 

50-261 

Q 

COPLAN. S. M. 

70-1201 


COPLAN, S. M. 

50-312 

R 

COREY, D. A. 

50-312 

S 

CORLEY. J. H. 

50-312 

S 

CORN. J. R. 

50-312 

S 

CORRADINI. M. 

"W5-312 

S 

CORWIN. W. R. 

CONTRACT 

COSTANZI.F. A. 

FOIA 


COSTELLO. J. R. 

FOIA 


COSTELLO. J. R. 



COTTER. B.P, 

FOIA 


COTTER. B. P. 

FOIA 


COTTER. B.P. 

50-317 

Q 

COTTER, B- P. 

50-430 

G 

COUNSIL. W. G. 


Q 

COUNSIL, W. G. 


Q 

COUNSIL. W. G, 

50-424 

Q 

COUNSIL. W. G. 

^-324 

Q 

COUNSIL, W. 0. 


G 

COUNSIL, W, G. 


Q 

COUNSIL. W. 0. 


Q 

COUNSIL. W. G. 

50-289 

G 

COUNSIL. W. G. 

FOIA 


COUNSIL. W. G. 


ACCESSION 

NUMBER 


8412190264« 

8412190264# 

8412030269 

8412120390# 

8412190031# 

8412200497# 

8412200614# 

8412270366# 

8412060175 

8412060188 

8412060241 

8412110374 

8412170108 

8412180170 

8412210001 

8412010064 

8412010086 

8412030361 

8412030425 

8412040048 

8412040117 

8412040189 

8412060479 

8412060487 

8412070071 

8412070284 

8412100101 

8412100125 

8412100157 

8412100328 

8412100330 

8412110138 

8412120026 

8412120254 

8412140239 

8412170221 

8412170393 

B41217041S 

8412180185 

8412180235 

8412180297 

8412190276 

8412280026 

8412280032 

8412310041 

8412110007* 

8412110061 

8412190220 

8412190171* 

8412280082 

8412050295 

8412120274* 

8412040006* 

8412040233* 

8412270110* 

8412100014 

8412190226 

8412050325* 

8412060598 

8412270503* 

8412050124 

8412050220 

8412050432 

8412280060 

8412210163* 

8412180610* 

8412050036* 

8412100199 

8412030229 

8412030364* 

8412200509* 

8211230529* 

8412170264 

8412170268 

8412170370 

8412010060 

8412010074 

3412010095 

8412010090 

8412010090 

S412010131 

8412010131 

8412010170 

8412010170 

8412030275 


SUBJECT 

CATEGORY 

50-382 

G 

50-382 

0 

50-219 

5 

50-289 

QA999 

QA999 

QA999 

G 

50-416 

P 

50-329 

S 

50-329 

S 

50-329 

s 

50-329 

s 

50-329 

R 

50-329 

R 

50-333 

R 

50-382 

S 

50-382 

F 

50-382 

A 

50-382 

Q 

50-382 

A 

50-382 

F 

50-382 

A 

50-382 

A 

50-382 

A 

50-382 

S 

50-382 

S 

50-382 

A 

50-382 

Q 

50-382 

A 

50-382 

S 

50-382 

S 

50-382 

S 

50-382 

A 

50-3B2 

A 

50-382 

A 

50-382 

A 

50-382 

A 

50-382 

S 

50-382 

A 

50-382 

A 

50-382 

E 

50-382 

A 

50-382 

F 

50-382 

P 

50-382 

J 

50-320 

Q 

50-320 

S 

50-320 

s 

50-320 

PR 

Q 

WASTE MOT 
FOIA 

50-482 

Q 

50-445 

Q 

50-298 

Q 

50-277 

PR 

contract 

F 

50-327 

S 

50-250 

Q 

WASTE MGT 

WASTE MGT 

WASTE MOT 
REGGD 

FOIA 

toprep 

review GRP 
NUREO 

WASTE MGT 
QA999 

QA999 

FOIA 

50-320 

G 

50-599 

G 

50-409 

G 

50-213 

P 

50-423 

A 

50-213 

Q 

50-213 

P 

50-213 

P 

50-423 

A 

50-423 

A 

50-245 

P 

50-245 

P 

50-423 

F 


AUTHOR 


COUNSIL, W. G. 
COUNSIL, W. G. 
COUNSIL. W. G 
COUNSIL. W. G. 
COUNSIL. W. G. 

COUNSIL. W. G. 
COUNSIL. W. G, 
COUNSIL. W. G. 
COUNSIL. W. G, 
COUNSIL. W. G. 

COUNSIL. W G. 
COUNSIL. W. G. 
COUNSIL, W. G. 
COUNSIL. W. G. 
COUNSIL. W. G, 

COUNSIL. W. G. 
COUNSIL. U. Q. 
COUNSIL. W. G. 
COUNSIL, W. 0. 
COUNSIL. W. G. 

COUNSIL. W. G. 
COUNSIL. W. 0. 
COUNSIL. U. G. 
COUNSIL. W. 0. 
COUNSIL. W. G. 

COUNSIL, W. G. 
COUNSIL, W. G. 
COUNSIL. W. G. 
COUNSIL. W. 0. 
COUNSIL, W. 0. 

COUNSIL. W. G. 
COUNSIL, W. 0. 
COUNSIL, W. 0. 
COUNSIL, M. G. 
COUNSIL. W. G. 

COUNSIL. W. G. 
COUNSIL. W. 0. 
COUNSIL. W. G. 
COUNSIL. W. G. 
COUNSIL, W, 0. 

COUNSIL. W. G. 
COUNSIL. W. G. 
COUNSIL, W. G. 
COUNSIL, W. 0. 
COUNSIL, W. 0. 

COUNSIL. W. G. 
COUNSIL. W. G. 
COUNSIL. W. G. 
COUNSIL, W. G. 
COUNSIL. W. 0. 

COUNSIL. W. G. 
COUNSIL, W. 0. 
COUNSIL. W. G. 
COUNSIL. W. G. 
COUNSIL, W. G. 

COUNSIL. W. G. 
COUNSIL, W- 0, 
COUNSIL. W. 0. 
COUNSIL. W. G. 
COUNSIL. W. G. 

COUNSIL. W. G. 
CDWGILL. C. 
COWNE. S. R. 
CRANE, C. U. 
CRANE, P. A. 

CRANE. P. A. 
CRAVEN, D. B. 
CRAVEN, D. B. 

graven. D. B. 

CRAVEN. D, B. 

CRAVEN. D. B. 
CRAVEN. D. B. 
CREED. U. R. 
CREED. J. R. 
CREED, vJ. R 

CREED. U. R. 
CREED. J. R. 
CREED, U. R. 
CREED. J. R. 
CREED, J. R. 

CREWS, J. L. 
CREWS, J. L. 
CREWS. U. L. 
CROCKER. K W. 
CROCKER. H. W. 


ACCESSION 

NUMBER 


8412030275 
B4 12040042 
8412040042 
8412040064 
8412060098 

8412060098 

8412060170 

8412060170 

8412060350 

8412060350 

8412060354 

8412060354 

8412060703 

8412060703 

8412100045 

8412100045 

8412100179 

8412100179 

8412120308 

8412120306 

8412140113 

8412140113 

8412140195 

8412180308 

8412180308 

8412180330 

8412200305 

8412200305 

8412200325 

8412200325 

8412200347 

8412200390 

8412200390 

8412210175 

B412210175 

8412210186 

8412210186 

8412210198 

8412210198 

8412210207 

8412210207 

8412210215 

8412210215 

8412210231 

8412210231 

8412210236 

8412210236 

8412210243 

8412210243 

8412210234 

8412210234 

8412240021 

8412240021 

8412270169 

8412270208 

8412270208 

8412270217 

8412270217 

8412270435 

8412310011 

8412310011 

8412190220 

8412140465 

8412070510# 

8112090473# 

8412120183# 

8412100519 

8412100519 

9412100519 

8412270533 

8412270533 

8412270533 

8412060080# 

8412060291# 

8412100124# 

8412100129# 

8412120325* 

8412130324* 

8412130338* 

8412180399* 

8412180509 

8412280199* 

8412310472* 

8412120326* 

8412120362* 


SUBJECT 

CATEGORY 


50-423 F 
50-423 K 
50-423 K 
50-213 F 
50-423 D 

50-423 D 
50-336 Q 
50-336 Q 
50-423 A 
50-423 A 

50-423 A 
50-423 A 
50-423 S 
50-423 S 
50-423 F 

50-423 F 
50-245 F 
50-245 F 
50-336 Q 
50-336 Q 

50-423 A 
50-423 A 
50-213 P 
50-336 P 
50-336 P 

50-213 P 
50-245 P 
50-245 P 
50-245 Q 
50-245 Q 

50-213 P 
50-423 S 
50-423 S 
50-423 E 
50-423 E 

50-423 A 
50-423 A 
50-423 F 
50-423 F 
50-423 E 

50-423 E 
50-423 C 
50-423 C 
50-423 A 
50-423 A 

50-245 F 
50-245 F 
50-423 E 
50-423 E 
50-336 P 

50-336 P 
30-423 A 
50-423 A 
50-213 P 
50-423 S 

50-423 S 
50-423 S 
50-423 S 
50-213 P 
50-423 A 

50-423 A 
50-320 S 
50-317 S 
50-29 P 
50-275 P 

50-275 P 
50-206 G 
50-206 G 
50-206 G 
50-206 G 

50-206 O 
50-206 G 
70-1308 
50-255 Q 
50-263 Q 

50-341 Q 
50-116 Q 
50-155 Q 
50-331 Q 
50-295 Q 

50-288 F 
50-275 Q 
50-397 Q 
70-712 
70-925 



PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

8412120369* 

8412120373* 

8412120413* 

8412050093 

8412100161 

70-712 

70-712 

70-712 

WASTE RES 
30-410 A 

CUTSHALL, N. H, 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER. A. B. 

8412200106* 

8412200130* 

8412200154* 

8412200173* 

8412200201* 

FOIA 

FOIA 

50-482 Q 

FOIA 

FOIA 

CUTTER. A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 

8412200232* 

8412200293* 

8412200320* 

8412200358* 

8412200402* 

FOIA 

FOIA 

50-482 Q 
FOIA 

50-482 Q 

CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 

8412240138* 

B412310148* 

8412010018 

84 I 20 10 020* 
8412010176 

50-445 Q 
50-382 G 
30-346 p 
50-346 p 
50-346 P 

CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 

8412010179* 

8412040180 

8412050238* 

8412060422 

0412060452 

50-346 P 
TOPREP 

50-346 Q 
50-346 p 
50-346 F 

CUTTER, A. B. 
CUTTER, A. B. 
CUTTER, A. B. 
CUZELIS, C. T. 
CZAJKOWSKI, C. J. 

8412100229* 

8412140105 

8412180556 

8412200256 

8412240049 

50-346 Q 
50-346 Q 
REGOD 

50-346 Q 
50-346 P 

C2AYA, P. F. 
D'ANGELO, A. J. 
DAEMEN, J. 

DAEMEN, J. 

DAEMEN. J. 

8412270305 

84 12270343 
8412270350* 
0412270359 
0412280153 

50-346 p 
50-346 p 
50-346 p 
50-346 p 
50-346 P 

DAEMEN, J. 

DAEMEN, J, J. 
DAHLER, C. 

DALE, L. F. 

DALE, L, F. 

0412110161* 

8412180006* 

0412180015* 

8412180404# 

8412260005* 

70-2955 

70-2928 

70-2910 

70-1113 

70-698 

DALE. L. F. 

DALE, L. F. 

DALE, L. F. 

DALE, L. F. 

DALE, L, F. 

8412280066* 

8412280241* 

8412180067 

8412310459* 

8412170375 

50-321 Q 
50-321 Q 
50-206 Q 
50-206 Q 
50-206 F 

DALE, L. F. 

DALE, L. F. 
dale, L. F. 

DALE, L. F. 

DALE, L. F. 

8412210199 

8412050280* 

8412180013 

S412I80019 

8412190219* 

50-206 F 

50-87 p 

MISC 

MISC 

50-382 G 

DALE, L. F. 

DALE, L. F. 

DALE, L. F. 

DALE, L. F. 

DALE, L. F. 


04 1220033 9 

0412200349* 

0412310239* 

0412070198 

0412140044 

0412270340 

0203150200* 

8412120235* 

0412030292 

0412030418 

8412280064* 

8412310231* 

8412130485* 

8412120001 

8412120039* 

8412130617 

8301030298* 

0411290320* 

0412070120* 

8412130109* 

8111040475* 

8412030333 

8412210100* 

8412240074 

8412050475 

0412040127 

0412120160 

0412130347 

8412240011 

0412260263 

0412270283 
8412270297 
B41 2270302* 
9412270395 
3412230163 


50-245 

50-245 

50-382 

50-352 

50-352 


DALE, L. F. 
DALE, L. F. 
DALTON, K. J. 
DALTROFF, S. L 
DALTROFF, S. L 


50-352 

F 

DALTROFF, S. L. 

FOIA 


DALTROFF, S. L, 

50-275 

Q 

DALTROFF, S. L. 

WASTE RES 

DALTROFF, S. L 

WASTE RES 

DALTROFF, S. L, 

50-348 

G 

DALTROFF, S. L. 

50-393 

G 

DALTROFF, S. L. 

50-322 

A 

DALTROFF, S. L. 

71-5980 


DALTROFF. S. L. 

71-5980 


DALTROFF, S. L. 

71-9195 


DALTROFF, S. L. 

50-322 

A 

DAM, W. L. 

50-483 

G 

DANCE. H. C. 

FOIA 


DANCE, H, C. 

50-344 

P 

DANCE, H. C. 


FOIA 


DANCE, H. C. 

WASTE MGT 

DANCE, H. C. 

FOIA 


DANCE, H. C. 

40-2061 


DANCE, H. C. 

50-322 

F 

DANCE, H. C. 

50-387 

F 

DANCE, H. C, 

50-387 

P 

DANCE, H. C. 

50-387 

P 

DANCE, H. C. 

50-387 

P 

DANCE, H. C. 

30-387 

P 

DANCE, H. C. 

50-387 

P 

DANCE, H. C. 

50-387 

P 

DANIELS, J. J. 

30-387 

P 

DANIELSON, D, H. 

50-387 

G 

DANIELSON, D. H. 

50-387 

G 

DANIELSON, D. H, 


ACCESSION 

NUMBER 

0412260116 
0412010142 
8412030330 
041 2050394 
8412060237 

8412060203 

0412060299 

8412060454 

8412110304 

8412120337 

8412130047 

8412130074 

8412130223 

8412130232 

8412140185 


SUBJECT 

CATEGORY 


AUTHOR 


NUREG 

50-261 

50-261 

50-324 

50-400 

50-261 

50-324 

50-325 

50-325 

50-325 

50-261 

71-9001 

50-324 

50-261 

50-324 


8412100504 
84121 10391 
8412130530 
8412140204 
8412180572 

8412200359 

0412240047 

8412260126* 

8412270325 

0412270365 

8412270575 

8412310213* 

8412070065* 

8412030599 

0412040093 

8412060061 

8412100114 

8412120007 

8412180595 

8412190240 

8412190335 

8412190438 

8412210307 

8412210341 

8412260351 

8412310360 

8412050286 

8410100065 

8412010100 

8412030389 

8412050516 
8412050525 
84 12060394 
B412U0153 
8412270426 

8412270535 

8412280228 

8412280239 

8412280394* 

8412280436* 

8412280476 

8412040193* 

8412030171* 

8412060166* 

8412060226* 


50-416 

50-416 

50-416 

50-416 

REGGD 

50-416 

50-416 

50-416 

50-416 

30-416 

50-416 

50-416 

50-338 

50-277 

30-352 

50-277 

50-277 

50-277 

50-278 

50-277 

50-352 

50-332 

50-352 

50-352 

50-277 


P 

P 

R 

Q 

8 

F 

F 

P 

P 

Q 

Q 

F 

F 

F 

F 

F 

Q 


DANIELSON, D. H. 
DANIELSON, D. H. 
DANIELSON, D. H. 
DANIELSON, D. H. 
DANIELSON. D. H. 

DARROUOH, M. 
DAVENPORT, J. H. 
DAVIS, J. 

DAVIS, J. G. 
DAVIS, J. O. 

DAVIS. J. O. 
DAVIS, J. O. 
DAVIS, J. O. 
DAVIS, J. O. 
DAVIS, J. O. 


8412170047 

8412190186 

8412210018 

8412210117 

8412210138 

50-324 

TOPREP 

50-400 

50-324 

50-324 

P 

G 

Q 

Q 

DAVIS, J. 0. 
DAVIS. K. A. 
DAVIS. K. A. 
DAVIS, L. A. 
DAVIS, M. 

8412210153 

8412310295 

8412310298 

8412170367* 

8412310195* 

50-400 

50-324 

50-324 

FOIA 

50-413 

G 

Q 

P 

G 

DAVIS, P. R. 
DAVIS, P. R. 
DAVIS, P. R. 
DAVIS. P. R. 
DEAOAZIO, A. 

8412010165 

8412310459* 

8412030235 

8412030633 

8412030641* 

50-219 S 

50-206 Q 

WASTE RES 

WASTE RES 

WASTE RES 

DEAOAZIO, A. 
DEAN, C. B. 
DEAN, R. S. 
DEBS. B. 
DECKER, T. R. 

8412030707# 

8412030705 

8412050163 

8412010019 

8412010098 

WASTE RES 

WASTE RES 

50-461 H 

50-416 Q 

50-416 Q 

DEEMER, J. D. 
DEEMER, J. D. 
DEEMER, J. D. 
DEEMER, J. D. 
DEEMER. J. D. 

0412010140 

8412040179 

8412050424* 

8412060238* 

8412100444 

50-416 

50-416 

50-416 

50-416 

50-416 

S 

R 

Q 

Q 

S 

DEEMER. J. D. 
DEEMER. J. D. 
DEEMER, J. D. 
DEEMER, J. D. 
DEEST, B. W. 


DELLA RATTA, A. 
DELMEDICO. J. 
DENISE, R. P, 
DENISE. R. P. 
DENISE, R. P. 

DENISE, R. P. 
DENISE, R. P. 
DENISE. R. P. 
DENISE, R. P. 
DENISE, R. P. 

DENISE. R. P. 
DENISE, R. P. 
DENISE, R. P. 
DENISE. R. P. 
DENNIG, R. 

DENNIO.R. L. 
DENTON, H. R. 
DENTON, H. R, 
DENTON, H. R. 
DENTON, H. R. 

DENTON, H. R. 
DENTON, H. R. 
DENTON, H. R. 
DENTON, H. R. 
DENTON. H. R. 


50-352 

F 

DENTON, H. R. 

WASTE MGT 

DENTON, H. R, 

50-250 

F 

DENTON, H. R. 

50-251 

S 

DENTON, H. R. 

50-416 

S 

DENTON, H. R. 

50-338 

Q 

DENTON, H. R. 

50-338 

F 

DENTON, H, R. 

50-269 

Q 

DENTON, H. R. 

50-370 

S 

DENTON. H. R. 

50-335 

G 

DENTON. H. R. 

50-424 

G 

DENTON, H. R, 

50-413 

Q 

DENTON, H. R. 

50-321 

G 

DENTON, H. R. 

50-424 

Q 

DENTON, H. R. 

50-369 

Q 

DENTON, H. R. 

50-369 

Q 

DENTON, H. R. 

WASTE MGT 

DENTON, H. R. 

50-282 

Q 

DENTON, H. R. 

50-263 

Q 

DENTON, H. R. 

50-341 

0 

DENTON, H. R. 


ACCESSION 

NUMBER 

8412120361* 

8412170413* 

8412170474* 

0412280494* 

0412310025* 

0412050237 

8412190233* 

8412060427 

0406230022* 

0412070323 

8412070326* 

8412170069 

8412170084 

8412170146* 

8412170407 

8412260332* 

041212O52B 

8412170039 

8412100385* 

8412270478* 

8412070339 

8412070341* 

8412070343* 

8412070345 

8412070049 


SUBJECT 

CATEGORY 

50-341 Q 
30-461 Q 
50-266 Q 
50-403 Q 
50-482 Q 


WASTE MOT 
COMMISSION 
l&E 

40-0760 

71-5607 

71-5607 

40-8760 

40-8760 

FOIA 

40-8760 

FOIA 
CONTRACT 
CONTRACT 
CONTRACT 
50-280 Q 


50-413 

50-413 

50-413 

50-289 

50-346 


8412070060 

50-346 

8412110501 

50-213 

8412070166 

NUREG 

8412270381* 

50-259 

8412280320* 

50-259 

8412170120* 

FOIA 

8412170229* 

FOIA 

8412170248* 

FOIA 

8412170255* 

FOIA 

8412170274* 

FOIA 

8412170360* 

FOIA 

8412170362* 

FOIA 

0412170364* 

FOIA 

8412170365* 

FOIA 

8412130621* 

50-267 

8412190454* 

70-371 

8104090474* 

FOIA 

8412030078 

50-402 

8412030083* 

50-482 

8412040082 

50-458 

8412040172 

50-482 

8412040188* 

50-402 

8412110310 

50-482 

8412130207 

50-285 

8412180552 

50-482 

8412180570 

50-482 

8412770285 

50-402 

8412310022 

50-482 

8412310032 

50-402 

8412070525* 

MISC 


8412140184* 

0205100003* 

8410120090* 

8412030471 

8412050160 

8412050188 

8412050257 

8412030333 

8412050359* 

8412030363* 


TOPREP 

FOIA 

OEN TEC IS 
50-348 P 
50-213 p 

Ml SC 

C0MMIB8IDN 
50-155 G 
50-153 0 

50-153 0 


8412060211* 

Miac 

8412060236* 

MISC 

8412060246* 

MISC 

0412060253* 

50-213 

8412060630 

50-320 

8412060636 

50-321 

8412070030 

50-346 

8412070453* 

50-322 

8412100326 

NUREG 

8412120102* 

50-250 

8412140252 

TOPREP 

8412140323 

50-315 

8412170030 

50-293 

8412170450 

50-293 

0412170455* 

50-293 

0412210276* 

50-352 

0412710299* 

50-320 

8412210302 

50-322 

0412240008 

50-280 

8412260033 

50-266 





i n'un 


AUTHOR 

S>frON, H. R. 
^EJ«T^W. H. R. 
S?iT0^<, K R. 
XNTDNi K R. 
SJiTQN, H. R. 

KNTON,H. R. 
SNTONtH. R. 
2E*<TDRr H. R. 
.•OilCSRrH. R. 

H. R . 

2NTDN. H. R- 
2:?fTDN, H. R. 
X’^OR. H. R. 
XHTQNi H. R. 
mm, P. S. 

XSaiCK, T. M. 

xtahore. M. fl. 

XT JEN, J. 

STJEN, J. 
DtVINCENTIS. J. 

XVINCENTIS. J. 
XVINCENTIB, J. 
XVINCENTIS, J. 
ECVINCENriS. J. 
SlVINCENTIS, j. 

DTJINCENTIS. J. 
KVINCEMTIS. J. 
:€VINCENTrS. J. 
KVINCENTIS, J. 
XVINE, J. B. 

JEVINE, J. B. 
SVfNE. J. B. 
SVRIEE, K. L. 
!£UeY« L. S, 

XWEY, L. S. 

EUEYi L. S. 

EWEV. L. e. 

EHEyi L, S. 

©EY, L, S» 

£^EY, L. S. 

EYOUNO. R. C. 
EYOUNO, R. C. 
CYOUNO, R. C. 
EVOUNO, R. C. 
£Y(HJNO, R. C. 

EVmiNQ, R. C. 
EVOUNO, R, C. 
EVQUKOi H, C. 
eVDUNO, R. C, 
eVOUNOi R. c. 

eyouno, R- c. 

Hlfi. V. K. 
lAB, B. S. 

IAZ,C. 
lAZ. C. 


ICHr O. F. 

ICK. O. F, 
lEDERICH, a. J. 
lE0£RICH,O J. 
JEDERICH. O- J. 

lEOERiCH, 0. J 
IEDERICH, O. J. 
lEDERICH, O. J. 
lEDERlCH,©. J. 
IEDERICH, <3. 0. 


IEI>ERICH,0. J. 
lEDEBICH, 0. J. 
IEDERXCH, O. 0. 
lEDERlCH, <3. J. 

iederich# o. j. 


iederich* o. j. 
IEDERXCH, o. J 
lEDERlC^^^ O. J. 
IEDERICH, 0. J. 
IEOERXCHi 0. J. 


iederich, 0. J. 

IEDERICH, 0, o. 

ieoerich, 0. J. 

IEDERXCH, <3, <J. 
iederxch, 0. J. 


lEOERXCHrO. J. 

IENES* a. f. 
ietz^c. r. 

jETZrC. R. 
IETZ# C. r. 


ACCESSION 

NUMBER 


84l2260039<t 

0412260171* 

0412260180* 

0412260182* 

8412260338* 

8412260452 

8412260472 

8412260473* 

8412260474* 

8412270039* 

B4122B0173 

8412260184* 

8412260416 

8412310289 

8412120094 

8412190117* 

8412040133* 

8412120217 

8412120224 

8412040110 

8412040157 

8412050455 

8412130140 

8412170335* 

8412200434 

8412200449 

8412240043 

8412270205 

8412270247 

8412140166 

8412140200 

8412140307 

8412050551 

8412010080 

8412060136 

8412060266 

8412060475 

8412130003 

8412210267 

8412310179 

8312160365* 

8401190060* 

8411150249 

8411280486* 

8412050433 

8412050745* 

8412060677* 

8412100158 

8412100254* 

8412170070* 

8412310339* 

8412270181 

8412310211* 

8412130504 

8412260157 

8412060185 

8412310079 

8412010123 

8412030193 

8412060161 

8412060179 

8412100110 

8412100159 

8412100331 

8412120587 

8412130008 

8412130608 

8412130613 

8412130615 

8412200151 

8412240001 

8412240019 

8412P40073 

8412240165 

8412260416 

8412260425 

8412270031 

8412270126 

8412270167 

0412270190 

0412310019 

8412200623 

S412010010 

8412010138 

8412030519 


SUBJECT 

CATEGORY 


50-322 P 
50-320 P 
50-320 P 
50-320 P 
FOIA 

MISC 

50-341 F 
50-341 F 
50-341 F 
50-413 P 

50-458 A 
50-382 P 
MISC 
MISC 

50-133 R 

50-395 Q 
50-387 F 
50-289 P 
50-289 T 
50-443 E 

50-443 F 
50-443 Q 
50-443 Q 
50-443 Q 
50-443 S 

50-443 I 
50-443 E 
50-443 S 
50-443 S 
XPORTLIC 

XPORTLIC 
XPORTLIC 
50-407 P 
50-354 0 

50-354 0 

50-529 0 

50-529 0 

50-458 G 
50-529 0 

50-354 0 

REOGD 

FQIA 

REOGD 

NUREG 

I&E 

REVIEW GRP 
50-413 A 
50-250 Q 
MISC 

50-309 0 

50-206 Q 
NUREG 
50-413 G 
50-454 S 
50-454 S 

50-244 F 
50-244 F 
50-374 S 
50-373 S 
50-373 S 

50-374 S 
50-373 S 
50-373 S 
50-373 S 
50-373 R 

50-373 S 
50-373 S 
50-373 S 
50-373 S 
50-374 S 

50-373 S 
50-373 S 
50-374 S 
50-374 S 
50-373 S 

50-374 S 
50-373 S 
50-374 S 
50-373 S 
50-373 a 

50-373 S 
50-255 R 
50-325 S 
50-324 Q 
50-324 S 


AUTHOR 

DIETZ. C. R. 
DIETZ. C. R. 
DIETZ. C. R. 
DIETZ. C. R, 
DIETZ, C. R. 

DIETZ. C. R. 
DIETZ. C. R. 
DIETZ. C. R. 
DIETZ. C. R. 
DIETZ, C. R. 

DIGGS. R. 
DIGGS. R. 
DIGGS. R. 
DIGGS, R. 
DIOGS. R. M. 

DIGGS. R. M. 
DIOGS, R. M. 
DIOGS, R. M. 
DIOGS. R. M. 
DIOGS, R. M, 

DIOOS, R. M. 
DIOGS. R. M. 
DIOOS, R. M. 
DIOGS, R. M. 
DIOOS, R. M. 

DIOOS, R. M. 
DIOOS, R. M. 
DIOOS, R. M. 
DIOOS, R. M. 
DIOOS, R. M. 

DIOOS, R. M. 
DIOOS, R. M. 
DIOGS. R. M. 
DIOGS. R. M. 
DIOGS. R. M. 

DIOOS. R. M. 
DIOOS. R. M. 
DIOOS. R. M. 
DIOOS. R. M. 
DIOOS, R. M. 

dircks, w. j. 
dircks. w. j. 
dircks, w. j. 
dircks, ui. j. 
dircks. w. j. 


accession 

NUMBER 


8412050264 

8412060521* 

8412110204 

8412110409 

8412110458 

8412130421 

8412270570 

8412270579 

8412270587 

8412310430* 

8412030690 
84 120402 51 
8412040252 
84 12040273 
8412040225 

8412040257 

8412050199 

8412070439 

8412100408 

8412110333 

8412110484 

8412120635 

8412130352 

8412170504 

8412170519 

8412170539 

8412100041 

8412180071 

8412200171 

8412200392 

8412200409 
8412260147 
8412270225 
8412280425 
84 12260 443 

8412280444 

8412280478 

8412310309 

8412310395 

8412310426 

3010200379* 

S203050126* 

8206090247* 

6206300338* 

6207230663* 


SUBJECT 



accession 

SUBJECT 


CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

50-324 

Q 

DIXON, 0. W. 

8412210132 

50-395 

P 

50-324 

0 

DIXON. 0. VI. 

8412260108* 

50-395 

<3 

50-324 

R 

DIXON, 0. W. 

8412270202 

50-395 

P 

50-325 

S 

DIXON. 0. W. 

8412270311 

50-395 

P 

50-325 

8 

DIXON. 0. W. 

8412280260* 

50-395 

0 

50-324 

R 

DJEMAL. A. 

8412180457 

50-322 

J 

50-324 

S 

DO* H. 

8412030106 

50-265 

s 

50-324 

S 

DOBSON. D. E. 

8412270012 

50-382 

Q 

50-325 

S 

DOCTOR, S. R. 

8412110034 

NUREG 


50-324 

a 

DODDS. R. 

8412010193 

50-275 

S 

50-277 

p 

DODDS, R. T. 

8412040106* 

50-275 

Q 

50-346 

X 

DODDS. R. T. 

8412060562* 

50-275 

Q 

50-244 

p 

DODDS. R. T. 

8412070217* 

50-344 

Q 

50-412 

A 

DODDS. R. T. 

0412140267* 

50-323 

Q 

50-269 

X 

DODDS. R. T. 

8412180028* 

50-344 

Q 

50-335 

P 

DODDS, R. T. 

8412280199* 

50-275 

Q 

50-272 

P 

DOEMEN, J. 

8412030235 

WASTE RES 

50-320 

P 

DOERFLEIN, L. T. 

8412050038* 

50-333 

Q 

50-220 

P 

DOMBY, A. H, 

S41213007I 

50-424 

A 

50-286 

P 

domer, j. a. 

8412070239 

50-390 

A 

50-255 

P 

domer, j. a. 

8412180199 

50-438 

A 

50-317 

P 

DOMER, J. A. 

6412180035 

50-259 

P 

50-387 

P 

domer, j. a. 

8412180370 

50-260 

P 

50-309 

P 

domer, j. a. 

8412180638 

50-390 

F 

50-305 

P 

DOMER, J. A. 

6412190003 

50-438 

A 

50-277 

P 

domer, j, a. 

6412190048 

70-2910 


50-389 

P 

domer, j. a. 

8412200168 

50-259 

P 

50-266 

P 

domer. j. a. 

8412240015 

50-259 

Q 

50-280 

P 

domer, j. a. 

8412260255 

50-327 

F 

50-244 

F 

domer, j. a. 

8412270257* 

50-259 

G 

50-269 

Q 

domer, j. a. 

0412270375 

50-259 

P 

50-219 

P 

domer, j. a. 

8412200255* 

50-259 

G 

50-325 

P 

domer, j. a. 

8412280354* 

50-390 

G 

50-317 

P 

domer. j. a. 

8412310055# 

50-327 

G 

50-361 

P 

DQNK, L, j. 

6412110175 

PR 


50-327 

P 

DONNELLY. L. J. 

8412260326* 

FOIA 


50-397 

P 

donqohue, d. j. 

6412120285* 

FOIA 


50-315 

P 

donohem, j. n. 

8412180531 

50-219 

F 

50-335 

P 

DOOLITTLE. E. L. 

8412100517 

50-423 

E 

50-293 

Q 

doroshow, j. 

8412010021 

50-289 


FOIA 


DOROSHOW. J. 

8412010021 

50-289 


FOIA 


doroshow. j. 

8412170355 

50-289 

C 

50-244 

S 

DOROSHOW. J. 

8412170355 

50-269 

( 

50-237 

s 

doroshow. j. 

8412210263 

50-289 

( 

FOIA 


doroshow, j. 

8412210263 

50-289 

< 


dircks. W. U. 
dircks. w. j. 
dircks. w. j. 
dircks. w. j. 
dircks. w, j. 

dircks, w. j. 
dircks, w. j. 
dircks, w. j. 
dircks, w. j. 
dircks, w. j. 

dircks, w, j. 

DIRCKS, W. J. 
dircks, w. j. 
DIRCKS, W. J. 

dircks, w. j. 

DIRCKS, W. J. 

dircks, w. j. 
dircks, w. j. 
dircks. w. j. 
dircks. w. j. 

dircks. w. j. 
dircks. w. j. 
dircks, w. j. 
dircks, w. j. 

DIRCKS, W. u. 

DIXON, □, W. 
DIXON, 0. W. 
DIXON. □. W. 
DIXON. O. W. 
DIXON, O. W. 

DIXON, O. W. 
DIXON, O. W. 
DIXON, O. W. 
DIXON, 0. U. 
DIXON, O. W. 

DIXON, O. W. 
DIXON, O, W. 
DIXON, O. W. 
DIXON, O, Vi. 
DIXON, O. W. 


8208040321* 

FOIA 


DOROSHOW. J. 

8212010320* 

FOIA 


doroshow, J. 

0305180444 

ORO 


DOROSHOW, J. 

8308040073* 

50-322 

F 

doroshow, j. 

8308100555* 

50-322 

F 

doroshow, j. 

8401170536* 

50-322 

A 

DOUGHERTY. D. 

8401310036* 

FOIA 


DOUGHERTY, J, 

8403080445* 

FOIA 


DOUGHERTY. J. 

8409250143 

50-206 

P 

DOUGHERTY, J. 

8410150310 

50-289 

P 

DOUGLAS, J. B, 

8411190049 

SECY 


DOUGLAS. R.P. 

8412060679 

50-275 

F 

DOWDY, L. 0. 

8412070385* 

50-322 

F 

DOWNING, 0. R. 

9412070444* 

50-322 

A 

doye. G. D. 

8412070450* 

50-322 

R 

DOYE, 0. D. 

8412130282* 

50-322 

F 

DOYEL, C. 

8412130323* 

50-322 

F 

DOYEL, C. a. 

8412130331* 

50-322 

A 

draoo. j. p. 

8412130343* 

50-322 

A 

draoo, j. p. 

8412130526* 

50-287 

P 

draoo, j. p. 

8412210116 

MISC 


dragoun, t. 

8412210275* 

FOIA 


draooun, t. 

8412280422* 

MISC 


draooun, t. 

8412280449 

50-445 

H 

draper, e, l. 

8412280452 

COMMISSION 

dreifus, d. 

8412010150 

50-395 

F 

dreifus.d. 

8412030374 

50-395 

P 

dreifus. d. 

8412030511 

50-395 

8 

dreifus. d. 

8412040026 

50-395 

P 

DRUOA. R. J. 

0412040078 

50-395 

P 

dubinbki.l. 

6412040118 

50-395 

P 

DUBINBKI.L. 

8412040183 

50-395 

H 

dub INSKI. L. 

3412040244 

50-395 

P 

DUBOIS. D. 

8412060307* 

50-395 

Q 

DUBOIS, D. 

8412070252 

50-395 

P 

DUCK. J. R. 

8412110597 

50-395 

R 

DUCK. J, R. 

8412170072 

50-395 

S 

DUCK, J. R. 

8412190116 

50-395 

G 

DUCK, J. R. 

8412200194 

50-395 

S 

DUCK, J. R. 

8412200375 

50-395 

P 

DUCK, J. R. 


84 12260434 
8412310216 
6412310216 
8412310377 
8412310377 

8412110033 

8412210230 

8412210281* 

8412210282* 

8412260339* 

0412270540 

8412120613 

8412030109* 

8412030105* 

8412030109* 

8412040115 

8412190140 

8412110450 

8412130278 

8412260378 

8412110270* 

8412140281* 

8412200040* 

8412070127* 

8412050323 

8412050323 

8412050337 

8412050337 

6412240152 

8412120306* 

8412120334* 

8412120349* 

8412140306 

8412190434 

8412370274 

8412270277 

8412270260 

8412270291 

8412270304 

8412270322 


50-289 0 

50-289 0 

50-289 0 

50-289 O 
50-289 0 

50-18 X 
50-338 0 

50-338 0 

50-338 0 

50-461 A 

70-3011 

70-1359 

70-2960 

70-2960 

70-2960 

50-346 F 
50-346 F 
50-213 S 
50-213 S 
50-213 8 

50-334 Q 
50-272 Q 
50-272 Q 
FOIA 

50-322 0 

50-322 G 
50-322 G 
50-322 0 

50-334 S 
70-712 

40-1478 
70-712 
XPORTLIC 
XPORTLIC 
50-250 J 

50-302 J 
50-335 J 
50-335 J 
50-259 J 
50-302 J 



508 


PERSONAL AUTHOR INDEX 


AUTHOR 

DUCK, J. R. 
DUCK, J. R. 
DUCK, J. R. 
DUCK, U. R. 
DUCK, J R. 

DUCK, J. R. 
DUCK, U. R. 
DUCK. J. R. 
DUCK. U. R. 
DUCK, J. R. 

DUDLEY, N. F. 
DUDLEY, N. F. 
DUOGIN, G. E. 
DUGSTAD, D. 
DUGUID, U. 0. 

DUNE, U, 
DUNLAP, J. 
DUNLAP, J. M. 
DUNLAP, J. M. 
DUNLAP, J. M. 

DUNLOP. A. 
DUNLOP, A. 
DUPONT, S. G. 
DUPREE, D. C. 
DURR. J. 

DURR, J. 

DURR, J. P. 
DURR, J. p. 
DURR, U. P. 
DURR, U. P. 

DURR, J, P, 
DURR, J, P. 
DURR, J. P. 
DURR. U. P. 
DURR. J. P. 

DURR, J. P. 

DUS, R. S. 
DUSING, J, A. 
DUTTON, D. E. 
DUTTON, D. E. 

DYER. P. 

DYNNER, A. R. 
DYNNER, A, R. 
DYNNER, A. R. 
DYNNER, A, R. 

DYNNER. A, R. 
DYNNER, A. R. 
DYNNER, A. R. 
DYNNER, A. R. 
EAPEN, P. K. 

EAPEN, P. K. 
EARLE. O, K. 
EARLEY, A. F. 
EARLEY, A, F. 
EBERLY.R. 

ECKHARDT, U H, 
ECONOMOS, N. 
EDDLEMAN, W. 
EDDLEMAN, W. 
EDDLEMAN, W. 

EDDLEMAN, W. 
EDDLEMAN, W. 
EDDLEMAN, W, 
EDDLEMAN, W. 
EDELMAN, M. R. 

EDELMAN.M, R. 
EDELMAN, M, R . 
EDELMAN, M. R. 
EDELMAN, M, R. 
EDELMAN, M. R. 


ACCESSION 

SUBJECT 


NUMBER 

category 

AUTHOR 

8412270357 
8412280024 
84 1228003 9 
8412280054 
84122B0062 

50-250 

50-321 

50-390 

50-327 

50-348 

J 

J 

J 

J 

J 

EDGEWORTH, P. J 
EDGEWORTH, P. J. 
EDGEWORTH, P. J 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 

8412280075 

8412280100 

8412280140 

8412P0O154 

8412280157 

50-321 

50-259 

50-327 

50-438 

50-348 

J 

J 

J 

J 

J 

EDGEWORTH. P. J, 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 

8412120480* 

8412260053* 

8412060608 

8412120084 

0412030477 

50-293 Q 
50-470 Q 
50-327 S 
50-282 R 

waste mot 

EDGEWORTH, P. J. 
EDGEWORTH, P . J, 
EDGEWORTH, P. J. 
EDGEWORTH, P. J 
EDGEWORTH, P. J. 

8412180194 

8412110256* 

8412210040* 

8412260024* 

8412270178* 

50-133 

50-213 

50-293 

50-220 

50-320 

H 

Q 

Q 

Q 

Q 

EDGEWORTH, P. J. 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 
EDGEWORTH, P. J 
EDGEWORTH, P. J. 

84 120700 44* 

8412170438* 

8412060675* 

8412110492 

8412110026* 

50-454 

50-456 

50-341 

50-327 

50-354 

Q 

Q 

Q 

R 

Q 

EDGEWORTH. P. J. 
EDGEWORTH, P. J. 
EDGEWORTH, P. J 
EDGEWORTH, P. J. 
EDGEWORTH, P. J. 

8412170257* 

8412040151* 

8412120260* 

8412120402* 

50-423 

50-317 

50-220 

50-443 

0 

Q 

0 

Q 

EDGEWORTH, P. J, 
EDGEWORTH, P. J. 
EDISON, G. E. 
EDISON, 0. E. 

EDLER, S. K. 

8412130205* 

50-334 

G 

8412130235* 

8412170093# 

8412170165* 

8412170357* 

8412270198# 

50-322 

50-322 

50-443 

50-410 

50-333 

G 

Q 

G 

G 

G 

EDLUND, M. C. 
EOOEBROTEN, J. 
EOOERT.R. R. 
EOGERT, R. R, 

EHO. P. L. 


8412270216* 

84121205S7 

8412190330 

3412280219 

8412280219 


50-220 Q 
50-373 R 
NUREG 
REVIEW GRP 

review grp 


EHRMAN, D. 
EICHORN, J. F. 
EISENHUT, D. 0. 
EISENHUT, D. 0. 
EISENHUT, D. 0. 


8412050474 

8412010185 

8412010185 

8412100480 

B4121004S0 

S412100483* 

8412100483# 

8412190279 

8412190279 

8412120430* 

8412170086* 

8412180077 

8412100524 

8412100524 

8412060203 

8412060218* 

8412270298* 

8412030433 

8412070329 

8412260476 

8412260477* 

8412260478* 

3412260479* 

8412260400* 

8412030379* 

8412060041 

8412060097 

8412110243 

8412110385 

8412110405 


PR 

50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-322 G 
50-322 G 
50-322 0 
50-322 G 
50-293 Q 

50-245 Q 
50-341 K 
50-322 G 
50-322 G 
50-213 F 

50-312 Q 
50-269 Q 
50-400 G 
50-400 0 
50-400 0 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-440 Q 

50-440 Q 
50-440 s 
50-440 s 
50-440 s 
50-440 S 


EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G 
EISENHUT, D O. 
EISENHUT, D. 0. 

EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT.D O. 

EISENHUT. D. G. 
EISENHUT, D. G. 
EISENHUT. D. G. 
EISENHUT, D. G. 
EISENHUT, D. G. 

EISENHUT, D, G. 
EISENHUT, D. G. 
EISENHUT. D. 0. 
EISENHUT, D. G, 
EISENHUT, D. C. 

EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D, G. 
EISENHUT, D. O. 
EISENHUT, D. G. 

EISENHUT, D. 0. 
EISENHUT, D. 0. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, n a 


ACCESSION 

NUMBER 

8412050602* 

8412050720* 

8412070017* 

8412070297* 

0412100277* 

8412100385* 

8412100386* 

8412100538* 

8412100569* 

8412100573* 

8412100582* 

8412100596* 

8412100398* 

8412110125* 

8412110149* 

8412120504* 

8412130173* 

8412130416* 

8412180031* 

8412200578* 

8412200585* 

8412200586# 

8412200628* 


SUBJECT 

category 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


AUTHOR 


ELROD, S. A. 
ELROD, S. A. 
ELROD, S. A. 
ELROD, S. A. 
ELROD, S. A. 

ELROD, S. A. 
ELROD, S. A. 
ELROD, S. A. 
ELROD, S. A. 
ELSASSER, T. C. 

ELSASSER, T. C. 
ELSASSER, T. C 
ELSASSER, T. C, 
ELSASSER, T. C. 
ELSASSER, T. C. 

ELSASSER, T. L. 
ELSBEROAS, V. J 
ELSBEROAS, V. J, 
ELSEN, M. J. 
ELTON, T. L. 

ELTON, T. L. 
ELTON, T. L. 


8412200633# 

8412210300# 

CONTRACT 

CONTRACT 

ELTON, T. L. 
ELTON, T. L. 
ELTON, T. L. 

8412310268* 
0412310270* 
8412280428# 
84 1 228045 7* 
8412120581 

CONTRACT 

CONTRACT 

MI SC 

commission 

NUREG 

ELTON, T. L. 
ELTON, T. L. 
ELTON, T, L, 
EMBRY, K. L. 
EMBRY, K. L. 

8412210140 
84 I 2260 031 
8412270491 
8412310364 
8412030383* 

NUREG 

50-267 s 

40-2061 

40-2061 

50-255 Q 

ENGELDER, T. C. 
ENOELKEN, R. H. 
ENGLAND, L. A. 
ENGLAND, L, A. 
ENGLE, L. B 

8412200441 

8412200464* 

8311300447# 

8312290064* 

8410290113 

PR 

50-443 I 

FOIA 

FOIA 

50-247 T 

ENGLEHART, R. W 
ENNIS, J. D. 
ENNIS, U. D. 

ENOS, J. T. 

ENOS, J. T. 

0411130418 

8411290385 

8412030077 

8412030452 

8412050261 

50-275 P 

50-445 A 

50-315 p 

50-341 A 

50-87 p 

ENOS, J, T. 

ENDS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

8412050267* 

8412060272* 

8412060301 

8412060501 

8412060565* 

50-87 p 

50-213 F 
50-206 S 

50-317 Q 

50-334 p 

ENDS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

8412060633 

8412070315 

8412110095 

8412120290 

8412130183* 

50-289 p 

50-445 A 

50-340 p 

50-445 A 

FOIA 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

ENOS, J. T. 

8412130203 

8412130404 

8412130576 

8412140193 

8412140233 

50-354 A 

50-382 A 

50-410 Q 

50-289 Q 

50-244 P 

ENTLE, N. 

ERHARDT, R. J. 
ERLACH, F. U. 
EVANS, C. A. 

EVANS, L. R. 

8412140238* 

8412140243* 

8412170330# 

8412170374 

8412190042 

50-244 p 

50-397 p 

50-305 F 

50-454 Q 

50-382 A 

EVANS, R. W. 
EVERETT, R. J. 
EVERETT, R. J. 
EVERETT, R. J, 
EVOLA, J. H. 

8412260054 

8412260101* 

B412P70035 

8412270501 

50-322 p 

50-388 p 

50-413 p 

50-219 p 

EUEN, E. F. 

FAILEY, M. P. 
FAINBERO, A. 

PA r n . . 1 D 


ACCESSION SUBJEC 

NUMBER CATEGOi 


8412110219 50-335 
8412130252 30-33? 
8412210026 5O-2B0 
8412270433* 50-335 
B4122B0I4S* 50-33a 

8412280229* 50-250 
8412280303* 50-250 
8412280401* 50-250 
8412280421* 50-250 
8412120490* 50-293 

8412170347* 30-309 
8412170352* 50-317 
8412200106# 50-482 
8412200130# 30-482 
8412200173* 50-482 


8412200232* 

8412120443* 

8412170461* 

8412260250* 

8412060186 

8412060382 

8412060576 

8412120009 

8412140398 

8412190352 

0412900329 

8412200332 

8412240155 

8412110495 

8412140458 

8412060114* 

8412120218* 

8412280132 

8412280132 

8412100450 

8412070249# 
8412120033# 
8412180617* 
8412060172 
8412060705 

8412100035 
8412110046 
8412110105 
8412110171 
8412110232 

B412110517 
8412110592 
841 21 20628 
8412120630# 
8412130369 

8412130370 
8412200290 
8412270330 
8412270441 
8412310167 

8412140344 
8412060101 
8412070051 
8412180564* 
8412130049 

8412180610* 
8412120367 
8412180564* 
8412310036* 
8412240057 

8412170202* 
8412130443# 
8412210159* 


50-4B2 
50-341 
50-341 
27-48 
50-366 

50-366 j 
50-321 s 
50-366 s 
50-321 E 
50-321 £ 

50-321 g 
50-321 s 
50-366 S 
50-309 S 
50-309 S 

70-824 
50-275 P 
TOPREP 
TOPREP 
50-339 p 

50-155 P 
50-259 Q 
50-335 Q 
50-360 S 
50-368 S 

50-313 P 
50-313 P 
50-313 P 
50-313 p 
50-369 S 

50-313 s 
50-313 R 
50-313 R 
50-313 s 
50-313 p 

50-313 S 
50-313 Q 
50-313 J 
50-368 S 
50-313 Q 

50-219 B 
50-329 S 
PT21 

50-445 Q 
FOIA 

TOPREP 
50-458 S 
50-445 Q 
50-482 a 
50-213 6 

FOIA 

50-271 P 
FOIA 



PERSONAL AUTHOR INDEX 


509 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

D. L. 

84121S0541* 

50-10 

Q 

#ARi D. L. 

0412310264* 

50-456 

G 

^asrell 

0412170056* 

50-458 

Q 

ISSETT, J. D. 

8412200453* 

50- 443 

I 

jWtNER* H. J- 

8412060590* 

50-447 

A 

a^ke. H. K. 

8412050028* 

REVIEW GRP 

Ay,R. E. 

8412040112 

50-108 

F 

w. 

8412030405* 

50-266 

Q 

iv.c. w. 

8412100205 

50-266 

P 

iy,c. w. 

8412100210 

50-266 

P 

lYrC. w. 

8412130319 

50-301 

S 

lY.C. W. 

8412130366 

50-266 

R 

IV.C, H. 

8412180259 

50-266 

P 

IV,C. w. 

8412180268 

50-266 

P 

iV.C. w. 

84121B0510 

50-266 

K 

,V,C. M. 

8412260165 

50-301 

S 

,y,c. w. 

8412280049 

50-301 

P 

,y, c. w- 

8412310100 

50-266 

F 

y,c. M. 

8412310382 

50-266 

P 

y,j. M. 

0412060372* 

50-461 

G 

DERLIME. J. 

8412030561 

71-263 


E,W, F, 

8412200347 

50-213 

P 

EiW. F. 

8412210186 

50-423 

A 

f,H. F. 

8412210186 

50-423 

A 

:iM. F. 

8412210207 

50-423 

E 

IM. F. 

8412210207 

50-423 

E 

■,W. F, 

8412210215 

50-423 

C 

:,M. F. 

8412210215 

50-423 

C 

[ERABEND. C. D. 

8412270433* 

50-335 

Q 

STER< W. J. 

8412180441 

PR 


TON. J. M. 

8409040220 

50-513 

I 

TON. xf, H. 

8411290201 

50-447 

A 

TON. xJ. M. 

8411290514 

50-483 

A 

TON. xJ. M- 

8412060434 

50-400 

8 

TON. J. M. 

8412060585 

50-447 

A 

TON. xl. M. 

8412060615 

50-10 

F 

TON. xf. M. 

8412060637 

50-322 

A 

TON. xJ. H. 

0412060643 

50-329 

Q 

fONr xJ, M. 

8412060656 

FOIA 


TON. J, H. 

8412060668 

50-413 

A 

TON. d. M. 

0412060694 

FOIA 


TON, d, H. 

8412060709 

50-322 

A 

TON. d. H. 

8412070098 

50-271 

8 

TON. d. M. 

8412070093 

FOIA 


rONi d. M. 

8412070105 

FOIA 


fON. d. M. 

8412070134 

FOIA 


rON. d. M, 

8412070188 

50-298 

P 

rON. d. M. 

8412070189 

50-322 

A 

fONi d. M. 

8412070477 

50-289 

P 

rON, d. M. 

8412120072 

50-250 

P 

[ON, xj, M. 

8412120105 

50-275 

P 

ON, xJ, H. 

8412120110 

FOIA 


ON, d. M. 

8412120124 

FOIA 


ON, d. M. 

8412120148 

FOIA 


ON, d, M, 

0412120163 

FOIA 


ON. d. M. 

8412120170 

FOIA 


ON, d. M. 

8412120172 

50-289 

P 

ON. d. H. 

8412120173 

50-338 

8 

ON, d. H. 

8412120179 

FOIA 


ON. d. M, 

8412120182 

FOIA 


ON, d. M. 

8412120184 

50-322 

A 

ON, d. M. 

0412120193 

50-245 

P 

ON, d. M. 

8412120194 

FOIA 


ON, d. M. 

8412120199 

FOIA 


ON, xJ. M. 

8412120204 

50-528 

A 

ON, d. H, 

8412120210 

FOIA 


ON, d. M. 

8412120225 

40-1478 


ON, d, H, 

0412120225 

70-712 


ON, d. H. 

0412120226 

50-289 

P 

ON, d. H. 

8412120244 

50-116 

Q 

DN, d. M. 

8412120251 

50-220 

5 

ON, d. M. 

8412120258 

FOIA 


DN, d, M. 

8412120269 

50-331 

P 

DN, d. M. 

8412120273 

FOIA 


DN, d. 

8412120288 

FOIA 


IN. d- M. 

8412120305 

FOIA 


DM, d. M. 

8412120307 

50-508 

A 

DM. d. M, 

8412120320 

50-322 

T 

DM. d, H. 

8412130016 

50-416 

8 

DM. d. M. 

8412130024 

FOIA 


DM, d, M. 

0412130031 

FOIA 


DM. d. M. 

8412130037 

FOIA 


DM. d. M. 

8412130040 

FOIA 


DM, d- M. 

8412130046 

FOIA 


)M, d- M. 

8412130054 

FOIA 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

FELTON, J. M. 

8412130056 

FOIA 


FELTON. J. M. 

8412130063 

40-8647 


FELTON, J. M. 

8412130066 

FOIA 


FELTON. J. M. 

8412130072 

50-322 

U 

FELTON. J. M. 

8412130075 

50-344 

P 

FELTON. J. M. 

8412130077 

50-344 

P 

FELTON, J. M. 

8412130091 

FOIA 


FELTON. J. M. 

8412130106 

FOIA 


FELTON, J. M. 

8412130110 

FOIA 


FELTON, J. M. 

8412130126 

40-1478 


FELTON. J. M. 

8412130159 

50-320 

Q 

FELTON, d. M. 

8412130172 

FOIA 


FELTON, J. M. 

84121301B8 

FOIA 


FELTON. J. M. 

8412130212 

FOIA 


FELTON, J. M. 

8412130242 

FOIA 


FELTON, J. M. 

8412130272 

FOIA 


FELTON, J. M. 

8412130440 

50-344 

P 

FELTON, J. H. 

8412130449 

50-322 

F 

FELTON. J. M. 

8412130494 

50-400 

S 

FELTON, J. M. 

8412130498 

50-461 

F 

FELTON, J. M. 

8412130499 

FOIA 


FELTON, J. M. 

8412130516 

50-287 

P 

FELTON, J. M. 

8412130517 

FOIA 


FELTON, J. M. 

8412130520 

50-289 

P 

FELTON, J. M. 

8412130522 

FOIA 


FELTON. J. M. 

B412130527 

50-322 

A 

FELTON, J. M. 

8412130542 

FOIA 


FELTON, J. M. 

8412130550 

50-445 

Q 

FELTON, J. M. 

8412170075 

50-375 

Q 

FELTON, J. M. 

8412170070 

FOIA 


FELTON, J. H. 

8412170089 

50-250 

F 

FELTON. J. M. 

B412170121 

50-334 

P 

FELTON, J. M. 

8412170145 

50-334 

P 

FELTON, J. M. 

8412170152 

50-322 

A 

FELTON, J. M. 

0412170169 

FOIA 


FELTON, J. M. 

8412170304 

FOIA 


FELTON, J. M. 

8412180012 

50-498 

A 

FELTON. J. M. 

8412180022 

50-482 

G 

FELTON, J, M. 

8412180054 

FOIA 


FELTON, d. M. 

8412180082 

FOIA 


FELTON, J. M. 

8412200033 

50-313 

F 

FELTON, J. M. 

8412200091 

50-482 

G 

FELTON, J. M. 

8412200107 

FOIA 


FELTON, J. M. 

8412200123 

FOIA 


FELTON, J. M. 

8412200144 

FOIA 


FELTON, J. M. 

8412200430 

FOIA 


FELTON, d. M. 

8412210073 

50-358 

A 

FELTON, J. M. 

8412210078 

FOIA 


FELTON, J. M. 

8412210079 

50-293 

P 

FELTON, J, M. 

8412210035 

50-445 

Q 

FELTON, J. M. 

8412210086 

FOIA 


FELTON, J. M. 

8412210091 

FOIA 


FELTON, J. M. 

8412210103 

FOIA 


FELTON, J. M. 

8412210113 

50-344 

P 

FELTON, J. M. 

8412210122 

FOIA 


FELTON. J. M, 

8412210155 

FOIA 


FELTON. J. M. 

8412210165 

50-470 

A 

FELTON. J. M. 

8412210179 

FOIA 


FELTON. J. M. 

8412210190 

50-271 

Q 

FELTON. J. M. 

8412210200 

FOIA 


FELTON, J, M. 

8412210221 

FOIA 


FELTON, d. M. 

8412210232 

FOIA 


FELTON, d. M. 

8412210242 

FOIA 


FELTON, d. M. 

8412210249 

50-142 

G 

FELTON, J. M. 

8412210262 

50-482 

S 

FELTON. J. M. 

8412210262 

50-402 

G 

FELTON, J, M. 

0412210272 

50-352 

A 

FELTON, J. M. 

8412240066 

50-244 

F 

FELTON, J. M. 

8412240096 

50-498 

A 

FELTON, J. M. 

841224010B 

FOIA 


FELTON, J. M. 

8412240112 

FOIA 


FELTON, d. M. 

8412260065 

50-272 

5 

FELTON, J. M. 

8412260081 

50-424 

A 

FELTON, J. M. 

8412260092 

50-387 

G 

FELTON. J. M. 

8412260107 

50-416 

A 

FELTON, d. M, 

8412260111 

50-289 

P 

FELTON, J. M. 

8412260112 

FOIA 


FELTON, J. M. 

8412260123 

FOIA 


FELTON, d. M. 

8412260140 

FOIA 


FELTON, d. M. 

8412260143 

50-447 

A 

FELTON, J. M. 

8412260158 

FOIA 


FELTON, d. M. 

8412260179 

FOIA 


FELTON, J. M. 

8412260193 

FOIA 


FELTON, J. M, 

8412260200 

50-382 

F 

FELTON, J. M, 

8412260209 

FOIA 



AUTHOR 


FERD0N< S. E. 

FERG. D. a. 
FERGUSON, R. L. 
FERGUSON, R. L 
FERGUSON, R. L 

FERKIN, Z. G. 
FERKIN, Z. G. 
FERKIN, Z G. 
FERKIN, Z G. 
FERKIN. Z. G. 

FERLAND. E J. 
FERLIC, K. 

FERLIC, K. 

ferlic.k. 

FERNANDEZ. C, 

FERRELL. R. 
FERRELL. S. D. 
fey, F. L. 

FIEDLER. P. B 
FIEDLER. P. B, 

FIEDLER. P. B 
FIEDLER, P. B 
FIEDLER, P B. 
FIEDLER. P. B. 
FIEDLER, P. B. 

FIEDLER. P. B. 
FIEDLER, P. B, 
FIEDLER. P. B. 
FIEDLER. P. B, 
FIEDLER. P. B, 

FIEDLER. P. B. 
FIEDLER. P. B. 
FIELDS. E. N. 
FIELDS. J. 

FIELDS, J. A. 

fields. J. S. 
FIELDS, J. S. 

fields, j. S. 
fields, j. S. 
fields, j. S. 

FINKELSTEIN. L. 

finkelstein. l, r 
finneran, j. c. 
finneran. j. c. 
finneran. j. c 

FIDRELLI. 0. 
FISCHER, D, 
FISCHER, D. C, 
FISCHER. D. C. 
FISCHER, S R, 

FISCHER. T. P. 

fish. R. F. 

FISH. R. F. 

FISH, R. F. 
FITZGERALD, J. A 

FITZGERALD. S, 
FITZGERALD. S 
FLACK, E. 

FLACK. E. 
flack, E. 

FLACK, E. 

FLACK, E. 

flack, E. 

FLACK, E. 
flack, E 

FLANAGAN. C. L, 
FLEISHER. Z. S, 
FLINCHPAUGH, W. 
FLINT. R.T. 
FLIPPO, T. A. 

fldrek, d. j. 

FLOREK, D. J. 
FLDRY. C. 

FLORY. C. 

FLYNN, F. C. 

FLYNN, S. F. 
FLYNN, S. F, 
FLYNN, S. F. 
FLYNN, S. F. 
FLYNN, S. F. 

fogelman, M, 

FOLEY, J. J. 
FOLEY, T. 

FOLEY, T. 

FDLEY, T. 


ACCESSION 

NUMBER 


8412360432# 

84 12060039 
0403010527* 
8412180414 
8412180424# 

84 1203061 1 

B412100590 

8412180597 

8412180599# 

8412370299 

B41230045B# 

8412060462 

8412180180 

8412180207 

8308030399# 

8412070044# 

8412110003 

84122S0147 

8412010152 

8412010165 

8412110515 

8412120371 

8412140344 

8412140350 

8412140376 

8412200075 

8412200286 

8412200395 

8412210025 

8412210201 

8412270222 

B4122BOOS6 

8412310217* 

8412180603 

B41211021S 

8412030001 

8412060106 

3412060111 

8412260044 

B4122600S4 

3412180542 

8412070359 

8412040275# 

8412070356* 

0412130131* 

B41 2070066# 

B4121304S1 

8412010196 

8412170027 

8412270366* 

8412260283* 

8412140292* 

8412170496* 

8412200225* 

8412130556* 

8412120217 

8412120224 

8412030343 

8412050254 

0412050463 

8412110247 

8412180508 

B412200274 

8412270430 

8412280103 

8412190273 

8410190364* 

8412170359 

0412050128 

8412180559* 

8412110278* 

8412310130* 

8412030458 

8412030704 

8412190312 

8412010193 

8412170216 

8412260413 

8412260415# 

8412260417# 

8412260187 

8412140170 

8412170352* 

8412180180 

8412130207 


SUBJECT 

CATEGORY 


50-413 G 
50-341 A 
50-213 F 
50-302 A 
50-382 A 

50-352 T 
50-352 T 
50-352 G 
50-352 G 
50-352 G 

50-443 I 
50-317 S 
50-317 S 
50-317 S 
50-272 P 

50-454 Q 
50-389 S 
50-263 F 
50-219 S 
50-219 S 

50-219 R 
50-219 F 
50-219 S 
50-219 S 
50-219 S 

50-219 S 
50-219 S 


50-219 

Q 

50-219 

8 

50-219 

G 

50-219 

Q 

50-219 

P 

50-413 

CONTRACT 

CONTRACT 

G 

50-387 

P 

50-387 

R 

50-387 

R 

50-387 

8 

50-387 

5 

50-289 

G 

50-289 

0 

50-445 

G 

50-445 

G 

50-445 

G 

50-528 

Q 

50-272 

P 

50-272 

P 

50-322 

0 

50-416 

P 

50-320 

P 

50-528 

G 

50-275 

G 

50-312 

FOIA 

Q 

50-289 

P 

50-289 

T 

50-293 

I&E 

Q 

50-250 

70-2953 

I&E 

IS<E 

I&E 

i&e 

PR 

Q 

50-247 

T 

50-133 

REGGD 

H 

50-482 

G 

50-398 

G 

50-388 

Q 

WASTE MGT 

WASTE MOT 
PR 

50-400 

G 

50-400 

G 

50-400 

G 

50-400 

G 

50-400 

FOIA 

G 

50-322 

G 

50-317 

Q 

50-317 

S 

50-317 

S 



PERSOIMAL AUTHOR IIMDEX 


510 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FOLEY, W. J 
FONKEN, G, J. 
FONKEN, G J. 
FONNER, R, L 
FONNER, R L 

8412070166 

8412100280 

8412120137 

841213C08S 

8412180493 

WREG 

50-602 H 

50-602 A 

40-2061 
40-2061 

FORD, B. 

FORD, C. A. 

FORD, £. J 

FORD, J. T 

FORD, J, T. 

8412050295 WASTE MGT 

8412210194 50-339 P 

8412310070* 50-327 Q 

8412030582 70-1201 

8412120580 70-1201 

FORNEY, W, 

FORNEY, W. L 
FOSTER, D. 0. 
FOSTER, D. 0. 
FOSTER, D. 0. 

8412170493* 50-456 Q 
8412110554* 50-456 Q 
6412010025 50-424 Q 
8412030006 50-424 S 
8412030010 50-424 S 

FOSTER, D. 0. 
FOSTER, D. 0. 
FOSTER, D. 0. 
FOSTER. D. 0. 
FOSTER, D. 0. 

8412030226 

8412040130 

8412110338 

8412120109 

8412210187 

50-424 S 
50-424 E 
50-424 A 
50-424 F 
50-424 Q 

FOSTER. D. 0. 
FOSTER. D. 0. 
FOSTER, D 0. 
FOSTER, D. 0. 
FOSTER. L. E 

8412270236 

8412280018 

8412280397* 

8412310359 

8412270478* 

50-424 A 
50-424 A 
50-424 Q 
50-424 F 
50-280 Q 

FOTIAS. A. 

FDURNEY, W. L 
FOWLER, L. 

FOWLER. L. 

FOWLER, L. 

8412110188 

8412100263 

8412040308 

8412040308 

8412040308 

NUREG 

NUREG 

50-424 G 

50-424 G 

50-424 G 

FOWLER. L. 

FOX, J. N. 

FOX, R. E. 

FRANK, L. 
FREDRICKSON, P. 

8412130144 

8412070102* 

8412110191 

8412030330 

8412040004 

50-424 G 

FOIA 

PR 

WASTE MGT 
50-261 S 

FREEMAN, M. D 
FRIGILLANA, E B, 
FRISCH, R.R. 
FRISCH. R. R. 
FRISCH, R, R 

8412100499 

8412050602* 

8412130607 

8412170076 

8412170079 

40-8768 
CONTRACT 
50-255 S 

50-287 S 
50-255 S 

FRISCH, R. R, 
FRISHMAN, S. 

FRYE. J. H. 

FRYE. J. H. 

FRYE, J. H. 

8412270566 

8412030005 

8412100529 

8412190381 

8412210270 

50-255 S 

WASTE MOT 
40-2061 

50-70 G 

40-2061 

FRYE, J. H. 

FRYE, J. H. 

FRYE. J. H. 

FUJIMOTO, W. H 
FUJITANI, J. Y. 

8412260436 

8412260475 

8412270545 

8412260261 

8412130120* 

40-2061 
40-2061 
40-2061 
50-275 F 
50-458 E 

FULTON, J. M. 
FUNCHES, J. L. 

GAHM, J. 

GAHM, J. W. 

GAHM, J. W. 

8412180322 

8412060262* 

8412010143 

8412060607 

8412110192 

TOPREP 

50-213 F 
50-267 F 
50-267 Q 
50-267 F 

GAHM, J. W. 

GAHM, J, W. 

GAHM. J. W. 

GAHM, J. W. 

GAINES, T. M. 

8412190414 

8412240064 

8412260031 

8412270622 

8412030264 

50-267 R 
50-267 F 
50-267 S 
50-267 S 
71-9156 

GALLAGHER. J C. 
GALLE, D. P. 

GALLO. R. 

GALLO. R. M. 

GAMBLE, D. H. 

8412030447 

8412310241* 

8412310352 

8412030228* 

8412060032 

50-322 F 
50-10 F 
50-352 S 
50-443 Q 
50-289 T 

GAMBLE, G. C. 

GAMEL, W. M. 

GAMMIE, C. a. 

OAMMILL, W. P. 

GARCIA, E. M. 

8412170161 

8412070519* 

8412030411 

8411130301 

8412070035* 

FOIA 

50-528 A 
50-317 J 

WASTE MGT 
50-275 Q 

GARCIA, E. M. 

GARCIA, P. J. 

GARCIA, P. J. 

GARCIA, P. J. 

GARCIA, R. 

8412140506* 

8412070484 

8412070488 

8412210316 

8412120324 

50-394 Q 

40-8084 

40-8084 

40-299 

TOPREP 

GARDE, B. P. 

GARDE. B. P. 

GARDE, B. P. 

GARDNER. R. 

GARNER, L. W, 

8412060632 

8412130541 

8412180016 

8412170493* 

8412310446* 

50-329 A 
50-445 Q 

FOIA 

50-456 Q 
50-324 Q 

GARRISON, D. L 
GASEWIND, L 

GAUD I NO. M. 

GAUSE, E. P. 

GAUTAM, A. 

8412270124* 

8412060690* 

8412040119# 

8412100247 

8412210322* 

50-458 Q 

FOIA 

50-352 Q 
NUREG 

50-341 Q 


AUTHOR 


GAUTAMi A. S. 
GAUTAMi A. S. 
GEARS, G. 
GEARS, G, E 
GEARS. G E. 

GEARS, G. E 
GEGAN, B. 
OENDZEL, I B 
GEORGE, J. B. 
GEORGE, J, B. 

GEORGE, J. B. 
GERDEMAN, F. W. 
GERDEMAN, F. W 
GERHANO, B 
GERMANO, R. 

GERRALD, L. D 
6EMEHR, S. 
GEWEHR, S, 
GEWEHR. S. 
GEWEHR, S. 

GEWEHR, S. 
GIBBONS, T. D. 
GIBBONS, T. D. 
GIBSON, A. F. 
GIESLER, C. W 

GILBERT, K. T. 
GILBERT, L. D. 
GILBERT, L. D. 
GILBERT. L. D. 
GILBERT, L, D 

GILBERT, R. A. 
GILBERT, R. A. 
GILBERT, R. G. 
OILINSKY, V. 
OILINSKY, Y. 

GILL, C. F. 
GINSBERG, T. 
GINSBERG, T. 
GIRARD, E. H. 
GIUFFRIDA. L. 0. 

GLASSMOYER. B. A. 
OLASSPIEOEL, H. 
GLAZER, H. I. 
GLEASON. E. J. 
GLEASON, E. J. 

GLENN, J. E 
GLENN, J. E 
GLENN, J. E. 
GLOSSMAN, H. A. 
GLOVIER, H. A. 

GLOVIER, H. A. 
GLOVIER, H. A. 
ONUGNOLI, G. N. 
GODDARD, R. 
GODDARD, R. J. 

GODDARD, R. J. 
GODDARD, R. J. 
GODDARD, R. J. 
GOLDBERG, J. 
GOLDBERG, J. 

GOLDBERG, J. H, 
GOLDBERG, J. H. 
GOLDBERG, J. H. 
GOLDEN, M. P. 
GOLDEN, S. J. 


GOLDMAN, M. I. 
GOLDNER, S. J. 
GOLDNER, S. J. 
GOLDNER. S. J. 
GOLDNER, S. J. 

GOLDNER, S. J. 
GOLDNER, S. J. 
GOLDSMITH, A. 
GOLDSTEIN, H. A. 
GOODE, R. W. 

GOODMAN, L. S. 
GOODMAN, L. S. 
GOODMAN, L S, 
GOODMAN, L. S, 
GOODMAN, L S. 

GORDON, M, W. 
GORDON, M. W. 
GOSSELIN, P, 
GOSSICK, L. V. 
GOSSICK, L. V. 


ACCESSION 

NUMBER 


8412060734# 

8412170396# 

8412270416 

8412070040 

84120703D4 

8412270327 

8412100548# 

8412200333 

8411080376 

8412110298 

8412260367 

8412120563 

8412180107 

8412210278 

0412140091 

8412190028 
8412010048 
8412110330 
S4121 10509 
8412140352 

8412170166# 

8412050512# 

8412270607# 

8412060424# 

8412040137 


SUBJECT 

CATEGORY 


50-341 Q 
50-341 Q 
50-277 P 
50-278 P 
50-277 P 

50-278 P 
50-454 G 
PR 

50-445 S 
50-445 A 

50-445 S 
40-8698 
40-8698 
50-322 G 
50-322 0 

71-4986 
50-369 S 
50-370 S 
50-369 S 
50-369 S 

50-369 S 
50-438 Q 
50-424 Q 
50-390 Q 
50-305 P 



ACCEBBION 

SUBJECI 

AUTHOR 

NUMBER 

CATEGDfl 

GOSSICK. L V. 

0412260204# 

FOIA 

GOUGH, H. G. 

B41210O441 

PR 

GRABER, L. 

8412130164 

FOIA 

GRACE. J. N. 

0411280366 

50-3 

GRACE. J. N. 

0412260023 

50-352 

GRACE, N, 

0412270534 

MIBC 

ORAOA. K. 0. 

8412190084 

50-334 

GRADA, K. D. 

0412190168 

50-334 

GRADA, K. D. 

8412260377 

50-334 

ORAESSER, K. L. 

0412030236 

50-295 

GRAEBSER, K. L 

0412030462 

50-295 

GRAEBSER. K. L. 

0412110488 

50-295 

GRAEBSER, K. L. 

0412120422 

50-304 

ORAESSER, K. L. 

8412130587 

50-304 

GRAHAM. D. 

0412170049 

50-302 

GRAHAM, D. L. 

0412060017# 

WASTE Mat 

GRANE, C. J. 

0412070151# 

50-237 

ORANLUND, R. W. 

8412270016 

70-113 

GRANT, J. M. 

0412170165# 

50-443 

GRANT, W. B. 

0412100403# 

50-263 

GRAU, R H. 

8412050391# 

WASTE RE6 

GRAVES, D. N. 

8412270110# 

50-290 

GRAVES, R. H. 

8412060151 

50-213 

GRAVES, R. H. 

0412060624 

50-213 1 

GRAVES, R. H, 

0412110450 

50-213 j 


84 122700 53# GEN TEC 
8412200201* 50-482 

8412200232# 50-482 

8412200320# 50-482 

8412240138# 50-445 

8412120490 50-237 

8412130279 50-237 

8412260301# FOIA 
8311100147# 50-322 

8412130477# 50-322 


•S GRAVES, R.H. 

Q GRAVES, R.H. 

Q GRAVES. R.H. 

Q GRAVES, R.H, 

Q GRAVES, R.H. 

Q GRAY, E. H. 

Q GRAY, E. H. 

GRAY, E H. 

A GRAY, E. H. 

A GRAYSON. M. 


8412110520* 

8412050013 

8412050024# 

8412040181 

8412050930 


50-454 Q 
REVIEW GRP 
REVIEW GRP 
50-260 S 
COMMISSION 


GRAYSON, W. M. 
ORAZZINI, P. F. 
GREEN, H. J. 
GREEN, W. 
GREEN. W. H. 


8412070357 

8412180009 

8412180333 

8412070342# 

8412070342# 


50-352 G 
50-498 A 
PR 

50-322 0 

50-322 G 


GREENE, 0. N. 
OREENKORN. R, A. 
OREENMAN, E. E. 
OREENMAN, E. G, 
OREENMAN, E. 0. 


8412060376 

8412130114 

8412130360 

8412180529 

8412060594 


70-1941 
70-341 
40-5293 
50-315 F 
50-333 S 


OREENQUiaT, T. A. 
OREENWALD, M. K. 
OREOER, L. R. 
OREOER.L. R. 
OREOER, L. R. 


8412210031 

8412270422 

8412030255 

8412060372# 

8412010115 


50-333 R 
50-333 Q 
WASTE MOT 
50-461 G 
50-322 0 


OREOER.L. R. 
OREOER. L. R. 
OREOER, L. R. 
OREOER.L. R. 
OREOER, L. R. 


8412060274 

8412060366 

8412130032 

8412210119# 

8412210133* 

8412110380 

8412270153 

8412280077 

8412270415 

8412050324# 

8412070354# 

8412050319 

8412050441 

8412050444* 

8412050453 

8412050457* 

B412200047 

8412120171 

8412180536 

8412050640 

8412110441 

8412110447 

8412120401 

8412130622 

8412310418 

8412180056* 

8412180062# 

8412260444 

7903010222# 

8412130197* 


50-322 G 
50-461 0 

50-322 G 
50-344 p 
50-344 p 

50-498 R 
50-498 A 
50-498 C 
50-245 J 
XPORTLIC 

50-352 T 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

PR 

50-321 p 


OREQER. L. R. 
OREOER. L. R. 
OREOER.L, R, 
OREOER. L, R. 
OREOER. L, R. 

QREOER. L. R, 
OREOER, L. R. 
OREOER. L. R. 
GREGG, H. I. 
GREGOR. F. E. 

OREHER, E. 
OREHER, E. 
OREHER, E. 
OREHER, E. 
OREHER, E. 

OREHER, E. 
OREHER. E. 
OREHER, E. 
OREHER. E. 
OREHER. E. 

OREHER. E. A, 
ORELLA, A. 
QRIDLEY. R. L. 
ORIDLEY, R. W. 
ORIER. B. H. 

GRIER, B. H. 
ORIER. a. H. 
ORIESBACH, T. 
ORIFFIN, H. B. 
ORIFFIN. J, F. 


50-409 S 
50-409 a 
50-409 S 
50-409 S 
50-409 S 

FOIA 

FOIA 

50-213 S 

FOIA 

FOIA 


8412110501 

0412130278 

B412240057 

8412260378 

8412260444 

8412110026# 

0412120260# 

0412170165# 

8412170237# 

8412060218# 

8412170512# 

0412100333 

0412270366* 

0412040115 

8412190140 

0412UO411# 

0412310268# 

8412260050# 

0412120388 

8412240027 

0412200465* 

8412070090 

0412030322 

0412040223 

0412030226 

8412060337 

8412100208 

0412100244 

0412100396 

8412110310 

8412110314# 

8412200390 

8412200403# 

0412200406 

0412200400# 

8412210100 

8412210323 

0412210326# 

0412030027# 

8410170277# 

8001170133# 

8003040511# 

8006030129# 

8007290778# 

8412260231# 

8412260253# 

8412260230# 

8412260264# 

8412260320* 

8412260322# 

0412260214* 

0412200040# 

8412260221 

8412140218# 

0412170097# 

8412170123# 

8412260281# 

8412070190# 

8412190300 

0412200466# 


S0“213 I 
30-213 i 
50-213 I 
30-213 i 
30-213 i 

30-354 { 

30-220 C 
30-443 C 
50-423 d 
30-312 a 

30-320 Q 
PR 

30-416 p 
30-346 F 
50-346 F 

50-490 H 
CONTRACT 
30-334 tt 
50-209 a 
30-213 Q 

30-443 I 
FOIA 

30-266 F 
30-263 S 
30-346 4 

50-346 a 
30-303 Q 
30-202 G 
30-263 Q 
30-434 a 

30-434 a 
30-253 a 
50-253 a 
50-373 a 
50-233 a 

50-254 a 
50-409 a 
30-409 a 
30-293 0 

30-341 t 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

30-272 0 

TOPREP 
30-321 0 

FOIA 

FOIA 

FOIA 

50-261 P 
50-445 T 
50-443 I 



PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

8412120163 

FOIA 


HANNETT. B. A. 

8412260046 

8412100323 

30-323 

Q 

HANNETT# B. A, 

8412260048 

9412120330 

30-324 

P 

HANNETT, B. A. 

8412260132 

9412120346 

30-324 

P 

HANNETTi B. A. 

S4 12260380 

9412180330 

QA999 


HANNETT. B. A. 

8412260412 

9412030059 

PR 


HANNETT. B. A. 

8412270023 

9412010027 

30-321 

Q 

HANNETT. B. A. 

3412270032 

9412010042 

30-321 

P 

HANNETTi B. A, 

8412270037 

8412010043* 

30-321 

Q 

HANNETTi B. A. 

8412270061 

8412010047 

30-321 

P 

HANNETTi B. A. 

8412270076 

8412010106 

30-321 

Q 

HANNETTi B. A. 

8412270475 

8412010132 

30-321 

P 

HARBUCKi C. C. 

3412270124* 

8412120335 

30-321 

0 

HARDIN. B. 

8411290313* 

8412140212 

30-321 

Q 

HARE. S. M. 

8412170479* 

8412210138 

30-321 

Q 

HARKNESS, J. R, 

8412140444 

8412260220 

30-321 

P 

HARKNESS. J. R. 

B412190337 

8412260227 

30-321 

F 

HARPER. M. 

8412070323* 

8412260288 

30-321 

S 

HARPER, M. 

8412140184* 

8412270339* 

30-321 

Q 

HARRANiO. 

8412120116 

8412140122 

30-413 

0 

HARRELL. E. W. 

8412060713 

8412140201 

30-413 

0 

HARRELL. E W, 

8412140209 

8412270003 

30-413 

0 

HARRELL. E. W, 

8412200373 

8412270003 

30-413 

Q 

HARRELL. E. W, 

8412270234 

8412270003 

30-413 

Q 

HARRELL. E. W. 

8412270391 

8412260385 

70-143 


HARRELL, P. H. 

8412040052* 

8412070223* 

FOIA 


HARRINGTON. W. D. 

9412040023 

8412030474 

PR 


HARRINGTON. W. D. 

8412050403 

8412180392* 

30-482 

Q 

HARRINGTON, W, D. 

8412070246 

8412120321* 

FOIA 


HARRINGTON, W. D. 

8412110134 

0412190379 

NUREO 


HARRINGTON, W. D. 

0412120348 

8412070099* 

FOIA 


HARRINGTON, W. D. 

0412120438 

8412030193* 

CONTRACT 


HARRINGTON. W. D, 

0412140001 

8412030242* 

CONTRACT 


HARRINGTON, W. D. 

8412190283 

8412030233* 

CONTRACT 


HARRINGTON, W. D, 

8412200213 

8412030278* 

CONTRACT 


HARRINGTON, W. D. 

S412210062 

8412030323* 

CONTRACT 


HARRINGTON, W, D. 

0412270199 

8412030350* 

30-206 

P 

HARRIS, D. R. 

0412120131 

8412030368* 

CONTRACT 


HARRIS, H. 0. 

S412060202* 

8412100333* 

CONTRACT 


HARRISON, F. 

8412110204 

8412110223* 

CONTRACT 


HARRISON, F, 

0412130427* 

8412120332* 

CONTRACT 


HARRISON,©. A. 

8412060200* 

8412180608* 

CONTRACT 


HARRISON, J. 

8412070044* 

8412200286 

30-219 

S 

HARRISON, J. J. 

8412170406 

8412170177 

30-133 

H 

HARRISON, J. J. 

B412170411 

0412030497 

WASTE MOT 

HARRISON, J. J. 

8412170434 

8409140021* 

50-206 

Q 

HARRISON, J. J. 

8412170468 

8412010096* 

30-390 

Q 

HARRISON, J. J. 

8412310246* 

8412120399* 

30-280 

Q 

HARRISON, J. J. 

8412310396 

8412180604* 

30-348 

G 

HARRISON, J. J. 

B412310456 

8412010147 

30-461 

Q 

HARRISON, J. J. 

S412310460* 

8412060306 

50-461 

6 

HARRISON, R. J. 

8412200432* 

0412100406 

30-461 

8 

HARVER8QN, J. M. 

8412030103# 

8412100426 

30-461 

8 

HASKELL, R. N. 

S4 1220046 3* 

8412110230 

30-461 

A 

HASSE, R. 

8412170463* 

0412200417 

30-461 

S 

HAUOHEV, M. F. 

8412030345 

8412200433 

30-461 

S 

HAUOHEY, M. F. 

8412070233 

8412200526 

30-461 

S 

HAUGHEY, M. F, 

8412070498 

8412240040* 

30-461 

F 

HAUGHEV, M. F, 

8412110064 

8412240160 

30-461 

8 

HAWKINS, D, A. 

8412200618 

0412310291 

30-461 

Q 

HAWKINS, E. F. 

8409270467 

8412200130* 

FOIA 


HAWKINS, E. F. 

8409270487 

8412200173* 

50-482 

Q 

HAWKINS, E F. 

8412070464 

0412200201* 

FOIA 


HAWKINS, E F. 

8412070474 

8412200232* 

FOIA 


HAWKINS, E. F. 

8412070480 

0412240130* 

50-443 

Q 

HAWKINS, E, F. 

8412070494 

0412260306* 

FOIA 


HAWKINS, E F. 

8412070301 

0412260334* 

FOIA 


HAWKINS, E. F. 

8412070312 

0412060442* 

30-400 

0 

HAWKINS, E. F. 

8412070320 

8412110123* 

CONTRACT 


HAWKINS, E. F. 

8412100246 

8412170106* 

50-373 

G 

HAWKINS, E. F. 

8412100341 

8412060202* 

30-206 

P 

HAWKINS. E, F. 

8412100344 

8412030347 

71-6771 


HAWKINS. E F. 

8412140033 

0412120118 

FOIA 


HAWKINS, E. F. 

8412140039* 

8412210062 

30-293 

R 

HAWKINS, E. F. 

8412140226 

8412270199 

30-293 

S 

HAWKINS, E F. 

8412140232* 

8412130510 

FOIA 


HAWKINS, E. P. 

8412210292 

0412130029 

FOIA 


HAWKINS, E, F. 

8412210334 

0412130100 

FOIA 


HAWKINS, E. F. 

8412210338 

8412060661* 

FOIA 


HAWKINS, E. F. 

8412260008 

8412060022* 

XPORTLIC 


HAWKINS, E F. 

8412270338* 

8412060023* 

XPORTLIC 


HAWKINS, E. F. 

8412270517 

8412210060 

70-2479 


HAWKINS, F. 

8412170463* 

8412240080 

70-2479 


HAWKINS, F. C. 

8412030060* 

8412260018 

70-2479 


HAWKINS, F. C. 

8412040100* 

8412260020 

XPORTLIC 


HAWKINS, F. C. 

8412170238# 


SUBJECT 



ACCESSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

70-2479 


HAWKINS. F. C. 

8412170430* 

50-155 

G 

XPORTLIC 


HAWKINS, F. C. 

8412170459* 

50-295 

Q 

70-2479 


HAWKINS. T. I. 

0412310210* 

50-400 

G 

70-2479 


HAYES. B. B, 

8412270581 

50-445 

G 

70-2749 


HAYES. J. 0. 

8412030606 

50-361 

S 

XPORTLIC 


HAYNES, J. G. 

8412030233 

50-361 

S 

XPORTLIC 


HAYNES. J. G. 

8412030230 

50-362 

S 

XPORTLIC 


HAYNES. J. G. 

8412030610 

50-361 

s 

XPORTLIC 


HAYNES, J. 0. 

8412040066 

50-206 

F 

XPORTLIC 


HAYNES, J- G. 

8412040171 

50-361 

S 

XPORTLIC 


HAYNES, J. G. 

8412100513 

50-361 

s 

50-4SB 

G 

HAYNES, J. G. 

8412100560 

50-361 

s 

30-447 

A 

HAYNES, J. G. 

8412110001 

50-361 

5 

50-303 

Q 

HAYNES, J. G. 

8412110503 

50-361 

R 

30-454 

8 

HAYNES, J. 0. 

8412120018 

50-206 

R 

50-454 

S 

HAYNES, J. G. 

8412190334 

50-361 

S 

MI SC 


HAYNES. J. 0. 

8412240060 

50-361 

S 

TOPREP 


HAYNES, J. G. 

8412270497 

50-206 

S 

50-243 

R 

HAYNES, J. G. 

8412270569 

50-206 

S 

50-339 

S 

HAYNES, J. G. 

8412310318 

50-361 

s 

50-338 

S 

HAYNES. J. G. 

8412310332 

50-361 

S 

50-338 

s 

HAYNES, R. 

8412200173* 

FOIA 


50-330 

8 

HAYNES, R. C. 

8412260102* 

50-272 

s 

50-338 

S 

HAYNES, R. F. 

8412170076 

50-287 

s 

30-313 

Q 

HAYNES, R. F. 

8412270561 

50-269 

s 

50-293 

P 

HAYWARD. M. D, 

8412130250* 

FOIA 


PRM 


HEARN. P. C, 

8412210152 

FOIA 


30-293 

F 

HEERSEMA, P. H. 

8412110163 

PR 


PR 


HEHL, C. W. 

8412060327* 

50-395 

G 

30-293 

P 

HEHL, C. W. 

8412260118* 

50-395 

Q 

30-293 

F 

HEIDER.L. H. 

8412110596 

50-29 

R 

30-293 

P 

HEIDER, L. H. 

8412120036 

50-29 

R 

30-293 

Q 

HEIDER.L. H. 

8412130073 

50-29 

G 

30-293 

P 

HE I MAN. D. 

8412050451 

XPORTLIC 

50-293 

R 

HEITNER. K. L. 

0412110017 

50-309 

P 

30-293 

8 

HELFRICH.R. E. 

8412110363 

50-29 

P 

30-225 

F 

HELOESON. K. A. 

8412030537 

71-241 


30-206 

P 

HELOESON. K. A, 

8412260405 

70-820 


50-324 

R 

HELOESON. K. A. 

0412260468 

70-820 


30-324 

R 

HELLERVIK, L. W. 

8412110144 

PR 


50-213 

F 

HELTEMES.C. J. 

8412060492* 

FOIA 


50-434 

Q 

HELTEMES, C. J. 

8412070524 

MISC 


50-436 

G 

HELTEMEB, C. J. 

8412140176 

TOPREP 


30-461 

Q 

HELTEMES, C. J. 

8412170326* 

TOPREP 


50-456 

Q 

HEMPERLY, J. 0. 

8412190118* 

CONTRACT 

50-266 

Q 

HENNE, D. 

0412050395 

WASTE MGT 

50-382 

G 

HENNICK. A. 

0412070166 

NUREG 


50-341 

Q 

HENRIKSEN. A. J. 

8412100580* 

50-322 

G 

50-373 

Q 

HENRY, L. G. 

0412170294* 

50-57 

G 

50-373 

G 

HENRY, R. E. 

8412050034* 

REVIEW 

GRP 

50-443 

I 

HENSLEY, K. D. 

8412120570 

70-143 


70-2960 


HENSLEY, K. D. 

8412120578 

70-143 


50-443 

I 

HENSLEY, K. D. 

8412270041 

70-143 


50-341 

Q 

HENTE, D. B. 

0412190357 

NUREG 


50-410 

A 

HERBERT, B, R. 

0412130042 

FOIA 


50-410 

A 

herbes, S. E. 

8412050678* 

PROJ 


50-410 

A 

HERMANN. R. 

8412200393 

50-321 

P 

50-410 

A 

HERMANN. R. A. 

8412120278* 

50-220 

Q 

CONTRACT 


HERMANN. R. B. 

8412030350* 

50-206 

P 

40-1341 


HERR. R. K. 

8412120318* 

FOIA 


40-8064 


HERRICK. R. C. 

8410260111* 

50-250 

P 

40-8674 


HEYER.R. 8. 

8412120383 

I8cE 


40-8745 


HIATT, S. L. 

6412260137 

FOIA 


40-1341 


hibbs.r.f. 

8412120542* 

FOIA 


40-1341 


HIBLER, N. 8. 

8412030198 

REGGD 


40-0728 


HICKEY, J. W. 

8412070231* 

FOIA 


40-8728 


HICKEY. J. W. 

8412120185* 

FOIA 


40-1341 


HICKEY, J. W. 

0412120188* 

FOIA 


40-1341 


HICKEY, J. W. 

8412170371* 

FOIA 


40-1341 


HICKS, R. 

8412040138 

50-445 

G 

40-1341 


hicks, T, e 

8412310446* 

50-324 

Q 

40-8681 


hiedeman. d. g. 

8412170369* 

FOIA 


40-8681 


hietala, j. j. 

8412010123 

50-374 

S 

40-8768 


HIGGINBOTHAM, L, 

9412030523 

WASTE 

MGT 

40-8768 


HIGGINBOTHAM, L. 

8412030377 

WASTE 

MGT 

40-1341 


HIGGINBOTHAM. L. 

8412030645 

WASTE 

MGT 

40-8829 


HIGGINBOTHAM. L. 

8412030630* 

WASTE 

MGT 

40-8829 


HIGGINBOTHAM. L. 

8412030666 

WASTE 

MOT 

40-1341 


HIGGINBOTHAM. L. 

8412040242 

WASTE 

MGT 

40-8783 


HIGGINBOTHAM, L. 

8412040331 

WASTE 

MGT 

40-8786 


HIGGINBOTHAM, L. 

0412050030 

27-48 


50-341 

G 

HIGGINBOTHAM, L. 

8412050178 

27-47 


50-454 

G 

HIGGINBOTHAM, L. 

8412030224 

WASTE 

MGT 

50-482 

Q 

HIGGINBOTHAM, L. 

8412050312 

WASTE 

MGT 

50-483 

Q 

HIGGINS, P. C. 

8412070097* 

FOIA 




512 


PERSOIMAL AUTHOR INDEX 


author 


HILDEBRAND. B, 
HILDENBRAND. P 
HILDENBRAND, P 
HILDENBRAND, P 
HILDENBRAND. P, 

HILDENBRAND. P. 
HILDENBRAND, P 
HILDENBRAND, P 
HILDRETH. R. G, 
HILL. W. 

HILLMAN, B. 
HILLMAN. B. 
HILLS. D. E. 
HIND. U. A. 

HIND. J. A. 

hind. J. a. 

HIND, J. A. 

HIND. J. A. 

HIND, J. A. 

HIND, J. A. 

HIND, J. A. 

HINDS, J. M. 
HINOTON, D. J, 
HXNTZ.D. C. 
HINT2, D. C. 

HINTZ.D. C. 
HINTZ.D. C. 
HINTZ.D. C. 
HINTZ.D. C. 
HINTZ.D. C. 

HINTZ.D. C. 
HIPPERT, R. J. 
HIRSCH, D. 

HIRSCH, D. 

HIRSCH, M. B. 

HOBBS. S. H. 

HOBBS, S. H. 
HDDSON, J. S. 
HOELL, H. D. 
HOFFMAN, D, P. 

HOFFMAN, D. R. 
HOFFMAN, J. 
HOFFMAN, R. F. 
HOGAN, T. F. 
HOLAHAN, G. M. 

HOLCOMBE, H. T. 
HOLCOMBE, J. C 
HOLCOMBE, J. C, 
HOLDEN, C. 

HOLLAND, N. 

HOLLAR, D, E. 
HOLLAR, D. E 
HOLLAR, D. E. 
HOLLAR, D. E. 

HOLLAR. D. E. 

HOLLENBACH, 0. 
HOLLENBACH, D. 
HOLLENBACH, D. 
HOLLEY, W. 

NOLLY, vl. T. 

HOLSKIN, J. L. 

HOLT, B. J. 

HDLZMER, M, M. 

HON, A. 

HON, A. 

HON. A. 

HONKUS, R. J. 

HOOD, A. 

HOOD. D. S. 

HODTEN, B. G. 

HOPKINS, J. B. 
HOPKINS, R E. 

HORIN, W. A. 

HORIN, W, A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN. W. A. 

HORIN, W. A. 

HORIN, W. A. 


ACCESSION SUBJECT 

number CATEGORY 


8412050720* CONTRACT 
8412070464 40-8674 

8412130014* 40-8674 

84121 300 1 9# 40-8674 

8412130561* 40-8681 

8412130569* 40-8511 

8412140039* 40-8681 

8412140232* 40-8768 

8412130501 FOIA 

8412270<^78* 50-280 Q 

8412040084* 50-247 Q 

8412310328 50-272 c; 


8412060675* 

8412100126 

8412120264* 

8412120311* 

8412200314 

8412200442 

8412200613 

8412210098 

8412210106 

8412170503* 

8412040059 

8412050001 

8412170066 

8412180093 

8412190278 

8412240093 

8412270032 

8412270210 

8412280033 

8412030617* 

8412200138 

8412260205 

8412140210 

8412040037 

8412180606 

8412030258* 

8412310212* 

8412120012 

8412310128 

8412050379 

84120^0024* 

8412170046* 

8412280371* 

8412040195* 

8412060331# 

8412180317* 

8412170347* 

8412190292* 

8412130397 

8412130401# 

8412170363 

8412170366* 

8412170368* 

8412060218* 

8412270397* 

8412310231* 

8412060716* 

8412190286* 

8412060029 

8412070268# 

8412070133# 

8412040106* 

8412140267* 

8412280199* 

8412190378 

8412120565 

8412170410 

8412060493 

8412200436 

8412050608 

8412040261 

8412040261 

8412040266 

8412040266 

8412040272 

8412040272 

8412040286 

8412040286 

8412070353 

8412070353 

8412100567 

8412100567 

8412130123 


50-341 Q 
50-341 Q 
50-116 Q 

50-116 Q 
50-263 V 
50-331 V 
50-409 V 
50-315 V 

50-282 V 
50-454 Q 
50-331 p 
50-305 Q 
50-305 R 

50-305 p 
50-305 p 
50-305 F 
50-305 S 
50-305 p 

50-305 p 
50-352 T 
FQIA 
FOIA 

50-352 G 

TOPREP 
TOPREP 
50-322 Q 
50-400 G 
50-155 R 

50-322 p 
50-269 J 
50-361 F 
CONTRACT 

50-13 p 

WASTE MGT 
50-361 p 
50-206 p 
50-309 Q 
50-352 Q 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-312 Q 
50-528 Q 
50-528 Q 
50-285 Q 
50-305 p 

50-352 0 

FOIA 

50-295 Q 
50-275 Q 
50-323 Q 

50-275 Q 
NUREG 
40-8760 
50-424 A 
50-410 s 

50-424 A 
WASTE MOT 
50-445 G 
50-445 G 
50-445 0 

50-445 0 

50-445 G 
50-445 0 

50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 G 
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GEN TEC 

IS 

lewis, r. c. 

8412030200 

50-220 

F 

LEWIS, R. C. 

8412210037 

50-220 

F 

lewis, R. c. 

8412060191 

50-206 

P 

LEWIS, R. C 

8412070516 

50-528 

A 

LEWIS. R. C. 

8412010075 

50-382 

A 

LEWIS. R. C. 

8412010078* 

50-382 

A 

lewis. R. C. 

8412100247 

NUREG 


LEWIS. R. C. 

8412070348* 

50-289 

G 

LEWIS. R. C. 

8412110508 

50-338 

R 

LEWIS. R. C. 

8412270445 

50-338 

R 

LEWIS. R. C. 

8412210016 

50-267 

P 

LEWIS, R. C. 

8412240003 

50-267 

P 

LEWIS. R. C, 

8412310397 

50-267 

F 

lewis, R.C. 

8412280495 

NUREG 


lewis, R. C. 

8412070080 

NUREG 


lewis, R. C. 

8412260116 

NUREG 


lewis, R.C. 

8412110276 

70-143 


lewis, R- c. 

0412120100 

50-309 


LEWIS. R.C. 

8412170043 

50-293 

P 

LEWIS, R. C. 

8412050240 

QA999 


LEWIS, R. C. 

8412030430* 

50-309 

P 

lewis, R. C. 

0412210229* 

50-413 

Q 

lewis, R. C. 

8412050372 

50-220 

Q 

LEWIS, R. C. 

8412030200 

50-220 

F 

LEWIS, R, C. 

8412030388 

50-220 

P 

lewis, R. C. 

8412110502 

50-220 

R 

LEWIS, R. C. 

8412120294 

50-220 

S 

lewis, r. c. 

8412200377 

50-220 

s 

LEWIS, R. C. 

8412200581 

50-220 

6 

lewis, r. c. 

8412060344* 

50-400 

Q 

LEWIS. R. C. 

8412270542* 

50-424 

Q 

LEWIS. R. C. 

8412070400* 

50-322 

H 

LEWIS. S. H. 

8412070420* 

50-322 

H 

LEY, M, 

8412070430* 

50-322 

H 

LEY. M. 

8412130275* 

50-322 

U 

lichtenberger 

8412130463* 

50-322 

U 

licitra, e. a. 

8412030215 

50-322 

A 

licitra, e. a. 

8412040139 

50-322 

S 

licitra, e a. 

8412060511 

50-322 

K 

LIDEN. E. A. 

8412070185 

50-322 

A 

LI DEN, E. A. 

8412070256 

50-322 

Q 

LIDEN, E. A. 

8412120286 

50-322 

F 

LI DEN, E. A. 

8412170207 

50-322 

A 

LIDEN, E. A. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

8412190419 

8412200240 

0412270418 

8412060017* 

8412170247* 

50-322 
50-322 
50-322 
WASTE MGT 
50-454 

S 

J 

P 

Q 

LIDEN. E. A. 

LIDEN. E. A. 

LIDEN. E A. 

LIDEN, E. A. 

LIDEN, E. A. 

8412310319 

8412120245* 

8412130339 

8412130339 

8412140137 

50-413 

50-315 

50-322 

50-322 

50-322 

F 

P 

G 

G 

0 

LIDEN, E. A. 

lieberman, j. 
lieberman, j. 
lieberman, j. 
lieberman. J. 

8412200578* 

8412030243 

8412030198 

8412260467 

8412260467 

CONTRACT 

50-313 

REGGD 

50-289 

50-289 

F 

G 

G 

limroth, d. 

LIN, E. 

LINDER, F. 

LINDER, F. 

LINDER, F. 

8412260448* 

8412030148 

8412070117* 

8412050429* 

8412050689 

50-413 

PRM 

FOIA 

50-416 

50-321 

G 

Q 

Q 

LINDER, F. 

LINDER. F. 

LINDER, F. 

LINDER. F. 
LINDSEY, D. J. 

8412060231 

8412060247* 

8412060314* 

8412060374* 

8412060419* 

50-416 

50-416 

50-395 

50-259 

50-269 

Q 

Q 

Q 

Q 

G 

lindy.f, 
linenberger, G. 
linenberoer, G. 
linville, j 
linville, j. c. 

B412060441* 

8412060488* 

8412060530* 

8412060531* 

8412060698* 

50-416 

50-400 

50-328 

50-324 

50-327 

5 

S 

Q 

Q 

0 

UPlNSKIiD. 

lipinski. d. 
lipinski. d. r. 
lippincott. e. p. 
little, m. 

8412120593 

8412210224* 

8412210230* 

8412260110* 

8412270262* 

50-280 

50-413 

50-250 

50-395 

50-259 

G 

Q 

Q 

Q 

Q 

little, M. 
little. W. S. 
little. W. S. 
little, W. S. 
little, w. s. 

8412270334* 

8412270446 

8412270453* 

8412270490* 

8412270492* 

50-259 

50-369 

50-369 

50-259 

50-250 

Q 

Q 

G 

G 

Q 

little, w. s 
little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 

8412270544* 

8412280061 

8412280118* 

8412280149* 

8412280160* 

50-321 

50-338 

50-338 

50-390 

50-261 

Q 

G 

Q 

G 

Q 

little, m. s. 
little, w. s, 
little, w. s. 
little, w. s. 
little, w. s. 

8412280192 

8412280197 

8412280207* 

8412280209* 

8412280216* 

50-250 

50-390 

50-250 

50-390 

50-250 

0 

G 

Q 

Q 

Q 

little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 

8412280218 

8412230222* 

8412280232* 

8412280258* 

8412280262* 

50-369 

50-390 

50-390 

50-259 

50-395 

Q 

G 

G 

Q 

G 

little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 

8412280264* 

8412280278 

0412280279 

8412280282* 

8412280290* 

50-259 

50-250 

50-369 

50-250 

50-369 

G 

G 

Q 

Q 

Q 

little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 
little, w. s. 

8412280297* 

8412280347* 

8412280360* 

8412280363* 

8412280377* 

50-250 

50-338 

50-390 

50-250 

50-250 

Q 

G 

Q 

G 

G 

little, w. s. 
little, w. s. 
little, w. s. 
little, w. s 
little, w. s. 

8412280390 

8412280408* 

8412310033* 

8412310060* 

8412310221* 

50-250 

50-250 

50-369 

50-327 

50-416 

G 

Q 

G 

G 

G 

little, w. s. 
little, w. s. 
little. W. 5. 
little, w. s. 
little, w. s. 

8412310262* 

8412310266* 

8412310331* 

8412310156 

8412070461 

50-302 

50-302 

50-250 

50-352 

50-412 

Q 

Q 

Q 

G 

A 

little, w. b. 
little, w. s 

LITTLEHALESrG. 

littlehales, g, 
LOEST, K. W. 

8412190374* 

8412210101 

8412100286 

8412100294 

8412270497 

50-412 

70-1100 

50-528 

50-528 

50-528 

A 

A 

A 

F 

loevinger.r. 
lqfy, r. a. 
lofy. r. a. 
ldfy, r. a. 
lofy, r. a. 

8412010050 

8412120039 

8412120473 

8412180166 

8412180359* 

50-272 

50-272 

50-272 

50-272 

50-272 

G 

F 

G 

G 

Q 

LOGSDON, M. J, 

looue, r. h. 
loionon. g. a. 

LOMAX, D. 

LOMAX, F. 


ACCESSION 

NUMBER 


B4121S0642 

8412190109 

8412190120 

8412190298 

8412210173 

841^210218 

8410310017 

8412060632* 

8412260194* 

8412260199* 

8412270141 

8412120229* 

8412110441 

8412110447 

8412120401 

8412130367* 

8412130333 

8412130622 

8412310418 

8412060594 

8412120378 

8412130099 

8412190381 

8412310328 

8412210169* 

8412030097* 

8412170143* 

8412280016* 

8412120266 

8412100283 

8412130185 

8412030164 

8412030372 

8412030376* 

8412060032 

8412060034* 

8412060155 

8412060229 

8412060248 

8412170251 

8412170426 

8412170444 

8412170448* 

8412170472 

8412170475* 

8412200262 

8412200267 

3412200279 

8412200288 

8412200321 

9412200445 

8412200484 

8412200513 

8412200521 

8412200566 

84122005S9 

8412200606 

8412200616 

8412200620 

8412200627 

8412210029 

8412210035 

B41221C038 

8412210044 

8412210053 

8412210241 

8412240069 

8412240075 

9412310253 

8412310270 

3412310292 

8412310401 

8412040055 

8412200248 

8412100486 

8412060126 

8412040068 

8412050222* 

8412100582* 

8412110029 

8412030220 

8412110162 

8412110597 

8412060705 

8412130068* 


SUBJECT 

CATEGORY 


50-272 Q 
50-272 P 
50-272 P 
50-272 P 
50-272 P 

50-311 P 
40-8760 
50-413 A 
FQIA 
POIA 

50-247 S 
FtllA 

50-409 S 
50-409 S 
50-409 S 

50-409 Q 
50-409 F 
50-409 S 
50-409 S 
50-333 S 

70-2949 
50-424 G 
50-70 G 
50-272 S 
50-272 <3 

50-423 Q 
50-423 Q 
50-423 Q 
NUREG 
CONTRACT 

CONTRACT 
50-282 Q 
50-255 Q 
50-255 Q 
50-305 Q 

50-305 Q 
50-263 Q 
50-461 Q 
50-263 Q 
50-483 Q 

50-155 Q 
50-295 Q 
50-295 Q 
50-305 Q 
50-305 Q 

50-305 V 
50-341 V 
50-409 V 
50-155 V 
50-266 V 

50-331 V 
50-255 V 
50-341 V 
50-373 V 
50-295 V 

50-305 V 
50-254 V 
50-254 V 
50-237 V 
50-454 V 

50-237 V 
50-346 V 
50-346 V 
50-358 V 
50-315 V 

50-373 V 
50-263 V 
50-263 V 
50-456 Q 
50-263 Q 

50-440 V 
50-331 Q 
0A999 
(JA999 
40-8380 

REGGD 

Ii<E 

contract 

CONTRACT 

NUREG 

WASTE MGT 
50-352 S 
50-395 R 
30-368 S 
40-8647 



PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

8412260234* 

8412310004 

8412070033 

8412060676 

8412070251* 

8412030363 

8412270010 

8412270011* 

8412270068 

8412060243* 

8412100403* 

8412110520* 

8412200408* 

8412210112# 

8412210327* 

8412270194# 

8412130443* 

8412070168 

8412050521* 

8412280145* 

8412280368* 

8412210300# 

8412040162 

8412070234 

8412070281 

8412110048 

8412120351 

S4121S0076 

8412170347* 

8412200612 

8412140299# 
8412110040 
8412170131 
8412190245* 
8412030398 


SUBJECT 

CATEGORY 


AUTHOR 


FOIA 

50-289 

50-271 

FOIA 

50-322 I 

WASTE MOT 
50-352 ( 

50-352 ( 

50-352 c 
50-461 c 


50-263 

50-454 

50-255 

50-254 

50-409 

TOP REP 
50-271 
50-322 
50-338 
50-333 


50-338 Q 
CONTRACT 
50-317 s 
50-317 Q 
50-317 F 


8412030406* 

8412030516 

8412030573 

84120305S4 

8412030588* 

8412030613 

8412030628 

3412030636 

3412030639 

3412030652 

3412030653 
3412030659* 
J4 12030698 
>412050315 
1412050320* 


50-317 

50-317 

50-317 

50-309 

50-309 

50-29 

50-341 

50-424 

50-382 

71-9137 

71-9137 
71 -9156 
71-9183 
71 -228 
71 -228 


2060233* 

2060252 

2060261# 

2060263 

2060273 

2060282 
2060297 
2060300* 
2060308 
20603 09 

>060315 

>060320 

>060324* 

1060333 

060340* 


MACDONALD. C. E. 
MACDONALD. C. E. 
MACDONALD. C E 
MACDONALD. C. E 
MACDONALD. C. E 

MACDONALD. C. E 
MACDONALD. C. E. 
MACDONALD. C. E 
MACDONALD. C. E 
MACDONALD, C. E 

MACDONALD, C. E 
MACDONALD. C. E 
MACDONALD. C. E 
MACDONALD. C. E 
MACDONALD. C. E. 

MACDONALD. C . E 
MACDONALD, C. E. 
MACDONALD. C. E. 
MACDONALD. C. £ 
MACDONALD. C. E 

MACDONALD, C. E 
MACDONALD. C. E 
MACDONALD. C. E 
MACDONALD. C. E 
MACDONALD, C. E. 

MACDONALD, C. E. 
MACDONALD, C, E. 
MACDONALD. C. E. 
MACDONALD, D. E 
MACKENZIE, D. R, 

MACKENZIE. D. R. 
MACRAE, J. B 
MACRAE. U. B. 
MACRAE. J. B. 
MACRAE. J. B. 

MADDEN. W. 

MADDEN. W. J. 
MADDEN. W. J. 
MADEDA. T. J. 
MADEDA. T. J. 


71-6574 

71-161 

71-5814 

71-9183 

71-9035 

MADENAS. L. P. 
MADSEN. D. A. 
MAECK, W. J. 
MAGNO. A. C. 
MAGNU8S0N. E. J. 

71-6642 

71-9035 

WASTE MOT 
71-261 

71-261 

MALECKI.R. T. 
MALLOY, J. A. 
MALONEY. J. 
MALSCH. M. G. 
MALSCH. M. 0. 


412050327 

412050332# 

412030338 

412050342* 

412050616 

71-236 

71-236 

71-316 

71-316 

71-92 

MANCINELLI, J. F 
MANOAN. C. V. 
MANOAN, C, V. 
MANOAN, C. V. 
MANGAN. C. V. 

412050622* 

U2060058 

U 206 0063 
H2060069 

H 2060 128 

71-92 

71-9151 

71-9094 

71-5950 

71-6166 

MANGAN. C, V. 
MANGAN, C. V. 
MANOAN. C. V, 
MANGAN, C. V. 
MANOAN, C. V. 

•12060138 

12060145* 

12060152 

12060158* 

12060168 

71-319 

71-319 

71-9006 

71-9006 

71-243 

MANOAN. C. V. 
MANOAN. C. U. 
MANOAN. C. V. 
MANOAN. C. V. 
MANOAN, C. V. 

12060174* 

12060221 

12060224 

12060225* 

12060228 

71-243 

71-201 

71-6280 

71-201 

71-306 

MANOAN. C. V, 
MANOAN. C. V. 
MANGAN, C. V. 
MANOAN. C. V. 
MANOAN. C. V. 


71-306 

71-5086 

MANOAN, C. V. 

71-5086 

MANGAN. C. V. 

71-6771 

MANGAN. C. V. 

71-5942 

MANGAN. C. V, 

MANOAN, C. V. 

71-9073 . 

71-6478 

MANOAN. C. V, 

71-9073 

MANOAN, C. V. 

71-85 

MANGAN. C. V. 

71-285 

MANOAN, C. V, 

MANGAN, C. V. 

71-226 

71-241 

MANGAN. C. U. 

71-241 

MANOAN. C. V. 

71 -28 

MANOAN. C. V. 

71-28 

MANGAN, C. V. 

MANOAN. C. V. 


ACCESSION 

NUMBER 


8412060349 

8412060355* 

8412060392 

8412060397* 

8412060407 

8412060414* 

0412060423* 

8412060446 

8412060450* 

S412060457 

8412060517 

8412060520* 

8412060525 

S412060526 

8412060529* 

8412060532 

8412060535# 

8412140019 

8412140024# 

S412170051 

8412170055 

8412170065 

8412190093 

8412190097 

8412190100* 

8412190425 

8412200433 

8412200548 

8412110289* 

8412100247 

8412110033 

8412120572 

8412120627 

8412130011 

8412130219 

8412110256* 

8412210040* 

84 12260032* 
8412060030# 
8412100129* 

8412280270* 

8412110191 

8412190378 

8412280034 

8412050203 

8412120245* 

8412170430* 

8412280032 

8412070499* 

8412070502* 


SUBJECT 

CATEGORY 


71-346 

71-346 

71-268 

71-268 

71-197 

71-197 

71-85 

71-274 

71-274 

71-9001 

71-263 

71-263 

71-9111 

71-339 

71-339 

71-246 
71-246 
71-333 
71-333 
71 -67 

71-167 

71-287 

71-10 

71-309 

71-309 

71-5971 

71-5980 

71-9010 

TOPREP 

NUREO 

50-18 X 

ORG 

ORO 

ORG 

ORO 

50-213 Q 
50-293 Q 
50-247 Q 
70-1308 
50-341 Q 

50-259 Q 
PR 

NUREG 

PR 

REGOD 

50-315 p 
50-155 Q 
PR 

50-289 p 
50-289 p 


AUTHOR 


MANOAN. C. V. 
MANOAN, C. V. 
MANGAN. C. V. 
MANOAN. C. V. 
MANOAN. C. V. 

MANGAN. C. V. 
MANOAN. C. V. 
MANOAN. C. V. 
MANOAN. C. V. 
MANGAN, C. V. 

MANOAN, C. V. 
MANGAN. C. V. 
MANGAN. C. U. 
MANGAN. C. V. 
MANGAN. C. V. 

MANGAN. C, V. 
MANOAN, C. U. 
MANGAN, C. V. 
MANOAN, C. V. 
MANOAN. C. V. 

MANGAN. C. V. 
MANGAN. C. V. 
MANOAN, C. V. 
MANGAN, C. V. 
MANGAN. C. V. 

MANNEN, 0. T. 
MANNING, C. 
MANNIX. S. 0. 
MANOLY, K. A. 
MAPUDA, G. 

MARBUROER, G. C. 
MARGULIES. M. B, 
MARGULIES. T. S. 
MARKEY. E. J. 
MARKEY. E. J, 

MARKS, A, W. 
MARLEY, j. W. 
MARLEY, R. E 
MARSHALL. J. G. 
MARSHALL. J. S. 

MARSTON. T. 
MARTIN. D. E, 
MARTIN. J. B. 
MARTIN. J, B. 
MARTIN, J. B. 

MARTIN, U. B. 
MARTIN. J. B. 
MARTIN. J, D. 
MARTIN, J. D. 
MARTIN. J. D. 


8412910219# 

8412010013 

8412030413 

8412040001 

8412040010 

8412050006 

8412050152 

8412050172 

8412050181 

8412050191 

8412050207 

8412050352 

8412050369 

8412050401 

8412050443 

8412050478 

8412050496 

8412050491 

8412050574 

8412050712 

8412060256 

8412060270 

8412060289 

8412060303 

8412060387 

8412060451 

8412060514 

8412060634 

8412100028 

8412100230 

8412110063 

8412110032 

8412110099 

8412110120 

8412110131 


50-219 Q 
50-410 A 
50-220 p 
50-410 A 
50-410 E 

50-410 A 
50-410 A 
50-410 A 
50-410 F 
50-410 A 

50-410 A 
50-410 E 
50-410 A 
50-410 F 
50-410 E 

50-410 A 
50-410 A 
50-410 A 
50-410 S 
50-410 S 

50-410 8 
50-410 s 
50-410 s 
50-410 s 
50-220 F 

50-220 p 
50-410 s 
50-410 K 
50-220 P 
50-410 A 

50-410 A 
50-410 A 
50-220 P 
50-410 E 
50-410 A 


MARTIN, J. D. 
MARTIN. J. D. 
MARTIN. J. D. 
MARTIN, J. D. 
MARTIN, J. D. 

martin, j. D. 
martin, j. D. 

MARTIN. J, D. 
MARTIN. J. D. 
MARTIN. L. 

MARTIN, L, 
MARTIN. L. E 
MARTIN, L. E. 
MARTIN. L. E. 
MARTIN, L, E. 

MARTIN. L. E 
martin, L, E. 

MARTIN, L. E. 
MARTIN, L. E. 
MARTIN, L. E. 

MARTIN. R. D. 
MARTIN. R. D. 
MARTIN, R. D. 
MARTIN. R. D. 
MARTIN. R, D, 

MARTIN, R. D. 
MARTIN. R. D, 
MARTIN. R. D. 
martin. R. D. 
MARTIN. R. D, 

MARTIN. R, E. 
martin. R. E. 
MARTIN, T. J. 
MARTIN. T. J. 
MARTIN, T. J. 


accession 

number 


8412110325 

8412120062 

8412120342 

8412140224 

8412180092 

8412100227 

8412180238 

8412180240 

8412130257 

8412180281 

8412180290 

8412180367 

8412180408 

8412180465 

8412190271 

8412190426 

8412900354 

8412900407 
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8412050464 

8412130529* 

NOONAN. V. S. 
NOONAN. V. S, 
norderhauo. L. 
norderhauo. L. R. 
norderhauo. l. r, 

8412210332 

8412240135 

8412010099 

8412170106* 

8412170113* 

norderhauo, l. r. 
norderhauo, l. r. 
norderhauo, l. r. 
norelius. c. e. 
norelius. c. e. 

8412170119* 

8412170128* 

8412210256* 

0311040211* 

8412010127 

norelius, c. e. 
norelius. c, e. 
norelius, c. e. 
norelius. c. e, 
norelius. c. e. 

8412030409 

8412040187 

8412060268 

0412100170 

8412100218 


SUBJECT 

category 

AUTHOR 

50-245 

Q 

NORELIUS, C. E 

50-528 

S 

norelius, c. e. 

50-528 

Q 

norelius. C. E. 

50-528 

Q 

norelius. c. e 

50-528 

Q 

norelius, c. e. 

50-87 

P 

NORELIUS. C. E. 

70-1151 


norelius. C. E 

PR 


NORELIUS. C. E. 

70-1151 


norelius, C. E. 

70-698 


norelius. c. e. 

REOOD 


norelius, c. e. 

50-443 

Q 

norelius, c. e. 

50-322 

Q 

norelius, c. e. 

50-410 

Q 

NORELIUS. C. E 

50-333 

0 

norelius, c E. 

50-483 

S 

ndrklinoer. m. s 

50-483 

S 

NORMAN, D. E 

WASTE RES 

norrhqlm, L 

PR 


norrhqlm. l. 

50-155 

P 

ndrrholm. l 

WASTE MGT 

norry. p. g. 

50-2B6 

P 

worry, P. 0 

toprep 


NDRRY. P. G. 

TOPREP 


WORRY, P. G. 

PR 


worry. P. G. 

50-289 

F 

NORTON. J. F. 

50-289 

F 

WOTIOAN. D. V. 

TOPREP 


novachek. F. 

50-354 

G 

NOVAK. T. M. 

50-336 

R 

NOVAK. T. M. 

50-498 

A 

NOVAK. T. M. 

50-443 

A 

WOVAK. T. M. 

NUREG 


NOVAK. T. M. 

50-269 

Q 

NOVAK. T. M. 

CONTRACT 


WOVAK, T. M. 

50-322 

Q 

NOVAK, T. M. 

50-298 

G 

WOVAK. T. M, 

50-267 

G 

NOVAK. T. M. 

50-445 

G 

WOVAK. T. M. 

50-443 

I 

NOVAK. T. M. 

70-2960 


nussbaumer. d. 

70-2960 


WUSSBAUMER. D. A. 

40-2061 


nussbaumer. d. a. 

40-2061 


nussbaumer. d. a. 

40-2061 


nussbaumer. d. a 

40-2061 


nussbaumer, d. a, 

50-269 

P 

nussbaumer, d. a. 

50-269 

F 

nussbaumer. d. a. 

^-286 

Q 

nussbaumer. d. a. 

nureg 


nussbaumer. d. a. 

50-220 

Q 

nussbaumer. d. a. 

50-416 

e 

nykirk. a. w. 

50-366 

S 

O'BRIEN, J. N. 

50-366 

s 

O'BRIEN, J. p. 

50-321 

s 

0 'CONNOR, P. W- 

50-321 

R 

0 'DWYER. O. F. 

50-321 

R 

O'NEILL. E. W. 

50-366 

s 

O'NEILL. J. H. 

go-366 

S 

O'NEILL. J. H. 

50-321 

V 

O'REILLY. J. P. 

50-321 

s 

O'REILLY. J. P, 

50-366 

s 

O'REILLY. J. P. 

50-321 

s 

O'REILLY. J. P. 

50-32 1 

5 

O'REILLY. J, P. 

^-321 

5 

O'REILLY. J. P. 

71-5971 


O'REILLY, J P. 

50-366 

S 

O'REILLY. J. P. 

50-289 

P 

O'REILLY. J. P. 

50-445 

A 

O'REILLY. J. P. 

50-289 

P 

O'REILLY, J. P. 

50-440 

A 

O'REILLY. J P. 

50-445 

Q 

O'REILLY. J. P. 

50-206 

S 

O'REILLY. J P. 

50-375 

Q 

O'REILLY. J. P. 

50-27 

G 

O'REILLY, J. P. 

50-163 

Q 

O'REILLY. J. P. 

50-208 

Q 

O'REILLY. J. P. 

50-142 

FOIA 

50-373 

Q 

O'REILLY. J. P. 
O'REILLY. J. P. 

Q 

O'REILLY. J. P. 

50-456 

A 

O'REILLY. J. P. 

50-305 

P 

O'REILLY, J. P. 

50-346 

G 

O'REILLY, J. P. 

50-346 

P 

O'REILLY, J. P. 

50-341 

Q 

O'REILLY, J. P. 


ACCESSION 

NUMBER 


8412100237* 

8412100238 

8412110523 

8412130309 

84,12130313* 

8412130402 

0412140032 

8412180279 

8412180394 

8412130498 

0412180500* 

8412180554 

8412180580 

8412270071 

8412310369 

8412100494 

8412070299* 

8412040034* 

9412060461* 

8412270141 

8412050208 

8412060165 

8412100586 

8412200540 

8412200487 

8412170408* 

8412110515 

8412190414 

8412040220 

8412050239 

8412110013 

8412110049 

8412110133 

9412130130 

8412140169 

8412180637 

8412180643* 

8412240070 

8412260106* 

8412260368 

8412120520* 

8412030434 

8412120417* 

S412120424* 

8412120457* 

8412120458* 

8412120469* 

8412120475* 

8412120481* 

8412120513* 

8412240051* 

8412050007 

8412210159* 

8412180497* 

8412030647 

8412060675* 

8412210076 

8412040297 

84120^0297 

8311080619 

8311080622* 
8412050449 
8412050470 
84 12050654 
8412050669 

8412050765 

8412060135 

6412060223 

8412060230 

0412060523 

8412120045 

8412210220* 

8412260121 

8412260129* 

8412260336* 

8412270259 

8412270278* 

0412270287* 

0412970535 

8412280155 

8412280180 

8412280304 

8412280334 

8412280359 

8412280418 


SUBJECT 

CATEGORY 


50-341 Q 
50-341 Q 
50-461 Q 
50-264 Q 
50-264 Q 

50-116 Q 
50-254 Q 
50-266 Q 
50-150 Q 
50-150 Q 

50-150 Q 
50-346 Q 
50-440 Q 
50-346 Q 
50-294 Q 

40-8760 
50-285 Q 
50-247 Q 
50-286 0 
50-247 S 

ORG 

□RO 

ORG 

ORG 

ORG 

50-456 Q 
50-219 R 
50-267 R 
50-322 A 
50-341 A 

50-454 P 
50-412 A 
50-397 P 
50-482 A 
50-369 P 

50-454 P 
50-454 P 
50-329 E 
50-388 P 
50-413 E 

40-1478 

27-48 

40-1478 

70-712 

40-1478 

70-712 

70-712 

70-712 

70-712 

70-712 

STATE PROG 
go-295 F 
FOIA 

50-89 0 

50-482 A 

50-341 Q 
FOIA 

50-400 G 
go-400 G 
50-250 Q 

50-250 Q 
50-259 S 
50-296 P 
50-369 Q 
50-413 P 

50-250 P 
50-259 Q 
50-259 0 

50-321 9 

50-416 F 

50-259 Q 
50-261 Q 
50-416 Q 
50-416 Q 
FOIA 

50-259 Q 
50-259 Q 
50-259 Q 
50-280 F 
50-261 Q 

50-259 Q 
50-414 Q 
50-390 Q 
50-250 Q 
50-400 Q 
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PERSONAL AUTHOR INDEX 


AUTHOR 


□ 'REILLY. J P 
O'REILLY. J. P 
O'REILLY. J. P 
O'REILLY, J. P. 
O'RIORDAN. M. C. 

O'TOOLE, J. 
O'TOOLE, J. D. 
O'TOOLE. J. D. 

D 'TOOLE, J, D, 

0 'TOOLE, J. D. 

O'TOOLE, J D 
0 'TOOLE. J. D- 
0 'TOOLE, J, D. 
O'TOOLE. J. D. 
O'TOOLE, J. D. 

O'TOOLE, J. D. 
O'TOOLE, J. D 
O'TOOLE, J. D. 
O'TOOLE, J. D. 
O'TOOLE, J. D. 

O'TOOLE, J. D 
O'TOOLE. J. D 
O'TOOLE, J. D, 
O'TOOLE. J. D. 

0 'TOOLE, J. D. 

OBERO, C. R. 
OBERO, C. R. 
OBERO, C. R. 
OBERO, C. R, 
OBERO. C. R. 

OBERO, C. R. 

OBERO, C. R. 

OBERO, C. R. 

OBERO, C. R. 

OBERO, C. R. 

ODEGAARDEN. R, H 
ODEQAARDEN. R, H, 
□DEOAARDEN, R. H 
ODEOAARDEN. R, H. 
ODEOAARDEN, R. H. 

QEBTMANN, M. J. 
OKADA. S. 

□KAOA, S. 

OLDAG, D, 

OLDAO, D. 

OLDAO, D. C. 

OLDAG, D. C. 
OLIVEIRA, W. 
OLIVEIRA. W. 
OLSHAN. L. N. 


ACCESSION 

NUMBER 


84I22S0423 

8412280445 

8412280446 

8412280485 

8412030157 

B412180555* 

8412010169 

8412010174 

8412040069 

8412040126 

8412040185 

8412060292 

8412060331 

8412060428 

8412060591 

8412060625 

8412070145 

8412110442 

8412130204 

8412130495 

8412180132 
B412180613 
8412200176 
84122001 BO* 
8412280167 

8412200106* 

8412200130* 

S412200154* 

8412200173* 

8412200201* 

8412200232* 

8412200293* 

8412200320* 

8412200358* 

8412200402* 

8412070027 

8412120483 

S412190463 

8412190467 

8412190474 

8412100257* 

8412190497* 

8412200043 

8412120304 

8412120331 

8412120240 

8412120249 

8412030107* 

8412050057* 

8412110044 


SUBJECT 

CATEGORY 


50-424 Q 
50-424 A 
STATE PROG 
50-321 Q 
REOGO 

50-247 Q 
50-247 R 
50-247 s 
50-247 Q 
50-247 p 

50-247 H 
50-247 s 
50-247 Q 
50-247 Q 
50-247 S 

50-247 S 
50-247 Q 
50-247 S 
50-247 F 
50-247 S 

50-247 p 
50-247 F 
50-247 P 
50-247 p 
50-247 F 

50-482 0 

50-482 Q 
50-482 Q 
50-482 Q 
50-482 Q 

50-482 Q 
50-482 Q 
50-482 Q 
50-482 Q 
50-482 Q 

71-9200 

71-7860 

71-6346 

71-5942 

71-9200 

50-282 Q 
XPORTLIC 
XPDRTLIC 
50-44 5 A 
50-445 A 

50-445 A 
50-445 A 
30-354 Q 
50-412 Q 
50-454 F 


DLSHINSKI. J. 
OLSHINSKI, J. A. 
DLSHINSKI. J. A 
OLSHINSKI. J. A. 
DLSHINSKI. J. A. 


8412270530 

8412010005 

8412010043 

8412050417 

8412060122 


50-321 Q 
50-250 F 
50-321 G 
50-416 Q 
50-250 P 


OLSHINSKI. J. A 
OLSHINSKI, J. A. 
OLSHINSKI, J, A. 
OLSHINSKI. J. A. 
OLSHINSKI, J. A. 

OLSHINSKI, J. A. 
OLSHINSKI. J. A. 
OLSHINSKI. J. A. 
OLSHINSKI. J. A. 
OLSHINSKI. J. A 

OLSHINSKI. J. A, 
OLSHINSKI, J. A. 
DLSHINSKI, J. A. 
OLSHINSKI. J. A. 
DLSHINSKI, J. A. 

OLSHINSKI. J. A. 
OLSHINSKI, J. A. 
OLSHINSKI, J. A. 
OLSHINSKI, J. A. 
OLSHINSKI. J. A. 

OLSHINSKI, J. A. 
OLSHINSKI. J, A. 
DLSHINSKI, J. A. 
OLSHINSKI, J. A. 
OLSHINSKI. J. A. 


8412060236 

8412060294 

8412060321* 

8412060353 

8412060403 

8412060510 

8412060518 

84120606S5 

8412100198 

8412180102 

B4121B06U 
8412200369 
8412200339 
8412210042 
841226010 5 

8412270250 

8412270279 

8412270296 

8412270459 

8412270469 

8412270624 

8412270626 

8412280023 

S4122S003B 

8412200123 


50-321 p 
50-395 Q 
50-413 V 
50-259 Q 
50-269 Q 

50-324 Q 
50-32B Q 
50-327 Q 
50-280 Q 
50-335 Q 

50-335 Q 
50-369 F 
50-413 F 
50-302 F 
50-395 Q 

50-259 Q 
50-416 F 
50-259 Q 
50-250 Q 
50-259 Q 

50-327 F 
TOP REP 
50-335 F 
50-335 F 
50-390 Q 


OLSHINSKI. J. A. 
OLSHINSKI. J. A 
OLSHINSKI, J. A. 
OLSHINSKI, J, A. 
DLSHINSKI, J. A. 


8412200131 
84 12280243 
8412280251 
8412280257 
8412280259 


50-390 Q 
TOPREP 
50-259 G 
50-261 p 
50-395 Q 


AUTHOR 


OLSHINSKI, J A. 
OLSHINSKI, J. A 
OLSHINSKI, J A. 
OLSHINSKI. J. A. 
DLSHINSKI, J. A 

OLSHINSKI, J A 
OLSHINSKI, J A. 
OLSHINSKI, J. A. 
OLSHINSKI. J A. 
OLSHINSKI, J. A. 

OLSHINSKI, J. A. 
OLSHINSKI. J. A. 
OLSON, 0. M. 
OLSON. 0, L 
OLSON. 0. L. 

OLSON. 0. L. 
OLSON. 0. L 
OLSON. O. L. 
OLSON. 0. L 
OLSON. 0. L. 

OLSON. 0. L. 
OLSON, R. C. 
OLSON. R. C. 
□PLINOER.O. 0. 
OPREA, 0. W. 

ORAWIEC.R. R. 

orders, W. 

ORDERS. M. 

ORDERS. M. 

ORDERS. W. 

ORDERS. W. T. 
ORNSTEIN, P. 

ORR. F. R. 

OSTER , J. 

OSTER, J. 

OSTER. J. 

OTTO. S. 

OTTO. S. M. 
OUELLETTE. R. W. 
OUELLETTE.R. W. 

OUELLETTE, R. W. 
OUELLETTE, R. W. 
OUELLETTE. R. W, 
OUELLETTE. R, W. 
OWEN, W. H. 

OWEN, W. H. 

OZAWA, M. 

OZAWA, M. 

OZAWA, M. 

PADEN, R. C. 

PADOVAN, M. L. 
PADOVAN, T. J, 

PAGE, M, 

PAGE, M. 

PAGE, M. 

PAGE. M. 

PAGE, M. 

PAGE, R. E. 

PAGE, R. 0, 

PAGE, R. 0. 

PAGE, R. G. 

PAGE, R. 0. 

PAGE. R. 0. 

PAGE, R. G. 

PAGE. R. G. 

PAGE, R. 0. 

PAGE. R. 6. 

PAGE. R. 0. 

PAGE, R. G. 

PAGE. R. 0. 

PALLADINO. N. 
PALLADINO. N. J. 
PALLADINO. N. J. 
PALLADINO. N. J. 
PALLADINO, N. J. 

PALLADINO. N. J. 
PALLADINO. N. J. 
PALLADINO. N. J. 
PALLADINO, N. J. 
PALLADINO. N. J. 

PALLADINO, N. J, 
PALLADINO, N. J. 
PALLADINO. N, J. 
PALLADINO. N. J. 
PALLADINO. N. J. 


ACCESSION 

NUMBER 


8412280321 

8412200326 

8412280345 

8412280383 

8412280400 

8412280455 

8412280456 

8412280460 

8412310051 

8412310206 

8412310251 
8412310387 
84121 10191 
8412050234 
8412050265 

8412050266 

8412050273 

8412050231 

8412050304 

8412060015 

8412060657 

8412180329 

8412180329 

8412180101* 

8412070015 

8412260283* 

8412270457* 

8412280226* 

8412280299* 

8412310044* 

8412280450* 

8412030235 

8412270522 

8412030455 

8412050415 

8412050438 

8412280308 

8412110273 

8412030223 

8412170040 

8412200067 

8412200253 

8412240164 

8412270008 

8412060688* 

8412260422* 

8412190487 

8412190491 

8412190500 

8412130511 

8412040106* 

8412280199* 

8412030431 

8412200576 

8412200580 

3412200583 

8412210298 

8412260135 

8412050523 

8412110157 

8412110172 

8412120291* 

8412180005 

8412180010 

8412180387 

8412180416* 

8412260004 

8412260014 

8412270090 

8412270104* 

8412130298* 

8311110146* 

8411280429 

8412050330 

8412070156 

8412070212* 

8412070379* 

8412070440* 

8412070443* 

8412070468* 

8412100501* 

8412110426 

8412120460 

8412130226# 

8412190201 


SUBJECT 

CATEGORY 


50-413 V 
50—338 Q 
50-390 Q 
50-327 Q 
50-327 Q 

50-335 Q 
50-261 Q 
50-321 Q 
50-327 Q 
50-416 Q 

50-302 Q 
50-302 p 
PR 

WASTE MGT 
WASTE MOT 

WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
TOPREP 
TOPREP 
FOIA 

50-498 s 

50-320 p 
50-369 Q 
50-369 Q 
50-369 Q 
50-369 Q 

50-369 Q 
WASTE RES 
TOPREP 
50-454 J 
50-254 J 

50-454 J 
50-289 S 
50-289 s 
50-413 S 
50-413 S 

50-413 S 
50-413 S 
50-413 S 
50-413 S 
50-413 A 

50-413 0 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

50-275 Q 
50-275 Q 
CONTRACT 
CONTRACT 
CONTRACT 

CONTRACT 

CONTRACT 

NUREG 

70-135 

70-2955 

40-3392 

40-1478 

70-2928 

70-2910 

70-1113 

70-1113 

70-698 

70-371 

70-1113 

70-1113 

50-322 F 
50-322 F 
COMMISSION 
COMMISSION 
COMMISSION 

50-322 G 
50-322 F 
50-322 F 
50-322 F 
50-322 G 

50-320 P 
50-289 U 
COMMISSION 
FOIA 

COMMISSION 


AUTHOR 


PALLAK. M. S. 
PALOMINO, F. 
PALOMINO, F. G. 

palomino, F. G 

PALOMINO, F. G. 

PALOMINO. F. G. 
PALOMINO, F. G. 
PALOMINO, F. 0. 
PALOMINO, F. G. 
PALOMINO, F. G 

PALOMINO, F. 0 
PALOMINO, F. G. 
PANCIERA, V. 
PANCIERA, V. 
PANCIERA, V, W. 

PANDEY, S. 
PANDEY, S. 
PANOBURN, 0. C 
PANGBURN, 0. C. 
PANOBURN, 0. C, 

PANGBURN, G. C. 
PANIKER. P. R. 
PAOLINO, R. 
PAOLINO, R. 
PAPAY.L T. 

PAPAZOOLOU. I. 
PAPER lELLO, C. 
PAPER lELLO, C, J. 
PAPERIELLO, C. J. 
PAPER lELLO, C. J. 

PAPERIELLO, C. J. 
PAPERIELLO, C. J. 
PAPERIELLO, C. J. 
PAPERIELLO, C. J. 
PAPERIELLO, C. J. 

PAPERIELLO, C. J. 
PAPERIELLO. C. J. 
PAPERIELLO. C. J. 
PAPERIELLO. C. J. 
PAPERIELLO. C, J. 

PAPERIELLO, C. J. 
PAPERIELLO. C. J. 
PAPERIELLO, C. J. 
PAPERIELLO. C. J. 
PAPERIELLO, C. J. 

PARIS. 0. H. 
PARKER, V. 
PARKINSON. G, L. 
PARR, 0. D. 

PARR. D. D. 

PARRIS, 0. H. 
PARSONS, R. M. 
PARSONS. R. M. 
PARSONS, R. M. 
PARSONS, R. M. 

PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 

PARSONS, R. M, 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS. R. M. 
PARSONS, R. M. 

PARSONS, R. M. 
PASCIAK. W. J. 
PASCIAK, W. J. 
PASCIAK. W. J. 
PASCIAK, W. J. 

PASTVA, M. J. 
PASTVA. M. J. 
PASTVA. M. J. 
PASTVA, M. J. 
PASTVA. M. J. 

PATE. R. J. 

PATE, R. J. 

PATE. R. J. 

PATE, R. J. 

PATE. R. J. 

PATEL, H. K. 

PATEL, R. L. 

PATONi W. D. 

PATDN. W. D. 
PATTERSON, C. A. 


ACCESSION SUBJECT 

NUMBER category 


8412180333 PR 
S412070A37* 50-322 p 

8412010072 50-322 0 

8412010077* 50-322 0 

8412010032* 50-322 Q 

8412070330 50-322 c 

8412070340 50-322 q 

0412100568 50-322 0 

8412130339 50-322 Q 

84 121 70305 50-322 0 

8412190279 50-322 0 

8412210239 50-322 Q 

8412270370 50-389 g 

8412310072 30-416 S 

8412310273* 50-302 Q 

8312220114* 50-286 P 

8410260111* 50-230 p 

8412120545 40-0102 

8412130588* 40-8102 

8412140242 40-0452 

8412210195 40-8102 

8412130041* 50-458 Q 

8412120390# 50-289 Q 

8412270240* 50-412 Q 

8412040045 50-206 Q 

8412120296# FOIA 


0412180567 

8412040223 

8412100055 

8412110293 

8412130289 
8412180 548 
8412280307 
8412280317 
8412280325 

8412280329 

8412310389 

8412310392 

8412310393 

8412310419 

8412310444 

8412310449 

8412310450 

8412310458 

8412310462 

8412010030 

8412200004* 

8412050358 

8307080555* 

8308290532* 

8412130099 

8412010034 

8412010172 

8412010183 

8412030247 

8412030565 

8412050752# 

8412050785* 

8412120113 

8412120125 

8412120133 

8412130557 

8412130593 

8412130598 

8412140121 

8412140187 

8412010053# 

8412140300* 

8412200384* 

8412270484* 

8412010010 
8412110409 
84121 10458 
8412270570 
8412270579 

8412100112 

8412120631 

8412120634* 

8412180495 

8412180497* 

8412120313* 

8412270053* 

8412210296 

8412310189 

8412270273* 


50-263 a 
50-263 S 
50-10 F 
50-266 Q 

50-10 F 
50-341 F 
50-341 F 
50-331 F 
50-461 F 

50-409 F 
50-266 F 
50-315 F 
50-266 F 
50-155 F 

50-305 F 
50-10 F 
50-440 F 
50-346 F 
50-483 F 

50-344 0 
50-206 0 
50-461 Q 
50-272 F 
50-250 F 

50-424 Q 
50-400 Q 
50-400 Q 
50-400 Q 
50-400 S 

50-400 S 
50-400 Q 
50-400 Q 
50-400 S 
50-400 3 

50-400 S 
50-400 s 
50-400 S 
50-400 B 
50-400 B 

50-400 S 
50-220 Q 
50-317 Q 
50-245 Q 
50-247 G 

50-325 S 
50-325 S 
50-325 6 
50-324 S 
50-324 8 

50-206 V 
50-206 Q 
50-206 Q 
50-89 Q 
50-09 Q 

50-508 A 
GEN tec is 
50-320 G 
50-329 O 
50-259 Q 
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OR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

Ni C. A. 

Ni C. A. 

N, H. 

N. J. P. 

8412270306* 

8412280273* 

8412030505 

8412060343* 

0412210327* 

SO-259 Q 

50-259 Q 

71-503 

50-346 Q 

50-409 Q 

PETTENGILLi H, J. 

pettengill. h. j. 

PETTENGILLi H. J. 

pettengill. h. j. 
pettengill. h. j. 

8412140242 ^ 

8412170017 ^ 

8412210195 ^ 

8412210290 
8412210291 

F. P- 
L. 

L. 

L. 

W. A. 

8412140299* 

8412270273* 

8412270306* 

8412280273* 

8412110137 

50-29 Q 

50-259 Q 

50-259 Q 

50-259 Q 

50-206 P 

pettengill. H. J. 
pettengill. h. j. 

PETTENGILLi H. J. 

pettengill. h. j. 
pettengill. h. j. 

8412210294 

8412210316 

8412210323 

8412260122* 

8412260160* 

W. A. 

C. 

T. A. 

8412310008 

8412100350 

8412130060 

8412260141 

8412280401* 

50-206 P 

50-317 P 

FOIA 

FOIA 

50-250 Q 

pettengill. h. j. 

PFEFFERLENi H. C. 
PHILIPS. M. H. 
philips. M. H. 
PHILIPS. M. H. 

8412270237* 

8412270476 

8412210304 

8412210304 

8412260462 

U. 

W, 

w. 

1. L 

■R. J. P. 

8412060707* 

8412270444* 

0412280268* 

84 12040006* 
8412030284 

50-327 Q 
70-1113 

50-395 Q 
50-482 Q 
50-271 S 

PHILIPS. M. H. 
PHILLIPS. M. P, 
PHILLIPS. M. P. 
PHILLIPS. M. P- 
PICHUMANI. R. 

8412260462 

0412060343* 

8412100214* 

8412200413* 

0412190237* 

‘R, J. P. 

J. R. A. 

-Li R. a. 

8412280223 

8412110041 

8412030179 

8412030282 

8412030211 

50-271 S 

NUREQ 

50-322 T 

50-322 T 

WASTE MOT 

PIERSON, R. 

PIERSON. R, 

PIERSON, R. 

PIERSON. R. 

pioott. d. r. 

8412270457* 

8412280226* 

8412280299* 

8412280450* 

8412110466 

L. 

L. 

i, M. W. 

D. 

P. 

8412030618 

8412030632* 

8412310265* 

8412180028* 

8412060218* 

WASTE RES 

WASTE RES 

50-382 G 

50-344 Q 

50-312 Q 

PiGDTTi D. R. 

PIOOTT, D. R. 

PILANT, J, M. 

PILANT, J. M. 

PILANT, J. M. 

9412110466 
8412110589 
8412100133 
B4121 10055 
8412110057 

P. 

D. 

0, 

^ 0. 

^ o. 

8412310459* 

8410030213* 

8412010119 

8412100531 

8412100584 

50-206 Q 
50-460 T 
50-322 G 
50-322 G 
50-322 0 

PILANT. J. M. 
PILANT, J. M, 

PILANT, J. M. 
PILLARD, C. H. 
p INDALE, S. M. 

8412240030 

8412240099 

8412280091 

8412040005 

8412120480* 

R, O, 

4. 0. 
r J. 

. J. 

. d. 

8412140153 

8412310139 

8412100391 

8412100522 

8412100537 

50-322 0 

50-322 0 

CONTRACT 
CONTRACT 
CONTRACT 

PIRFO, 0. R. 

PIRFO, □. R. 

PIRTLE, G. L 

PIRTLE, 0. U 
PIRTLE, G. L 

0412310198 

8412310214 

8412100129* 

8412120325* 

8412130324* 

. J. 

» J. 

, R. 

J. J. 

J. F. 

8412190466 

8412270411 

8412180333 

8412050252 

8412140015 

CONTRACT 

CONTRACT 

PR 

WASTE RES 
50-397 F 

plaine, H. h. 

PLAINE.H. H. 
PLAINE, H. H. 
pletcher, K. 
pliml. G. 

8412040176 
8412070335 
8412110122 
84121901 10* 
8412050143 

N. E. L. 

Ni K. A. 

Ni M. R. 

N,M, R. 

Ni M. R. 

8412190380 

8412130578 

8412050077 

8412050204 

8412050279 

NUREG 

40-8502 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PL I ML. 0. 

PLOSKI. T. 

PLOSKI, T. J. 
PLUMLEE. 0. L. 
PLUMLEE. 0. L. 

8412050194 

8412200413* 

8412100214* 

8412030212* 

84120305^3* 

N. M. R, 

Ni M. R. 

NiM. R. 

Ni M. R. 

NiM. R. 

8412050282 

8412050289 

8412050343 

8412050385 

0412050399 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POERTNER. k. 
POERTNER. W. K. 
POHLE, J. A. 

POHLE, J. A. 
POHLMANi D. L. 

8412050439* 

8412280270* 

8412030553 

8412030616 

8412060331* 

fNi R, A. 

INi R. J. 

INi W, V. 

T. G. 

.i N. A. 

8412310155* 

8412270429* 

8412260318 

8412120422 

0412060007 

CONTRACT 

50-454 Q 
50-133 H 
50-304 8 
50-482 A 

POLICH.T. J. 
POLICH, T. j. 
POLLOCK, M. S. 
POOLE, D. C. 
POTAPOVS, U, 

8412040106* 

8412280199* 

8412110334 

8412200591 

8412030124* 

.i N. A. 

J N. A. 

Li N. A. 

L,N. A. 

Li N. A. 

8412060447 

8412100215 

8412210121 

8412210203 

8412280047 

50-482 A 
50-482 A 
50-482 A 
50-482 A 
50-482 Q 

POTAPOVS, U. 
POWER, E. J. 
PRATHER. R. N. 

prell. j. 
prell. j. 

8412120333* 

8412170113* 

8412060220* 

8412030443* 

8412170006* 

Li N. A. 

Li N. A. 

Li N. A. 

F- P. 

ENOi J. J. 

8412280068 

8412310197 

8412310269 

8412200379* 

8412030182* 

50-482 F 
50-482 K 
50-482 A 
50-220 F 
0A999 

PRENDEROAST. K 
PRENDEROAST. k. 
PRESTHOLT. p. t. 
presthdlt. p. t. 

PRESTHOLT, P, T, 

8412170486* 

8412200225* 

8412010198 

8412030098 

8412040279 

SILLi H. J. 
JILLi H. J. 
SILLi H. J. 
5Ii_Li H. J. 
JIULi H. J. 

8412070454 

8412070484 

8412070488 

8412070492 

8412070507 

40-8584 

40-8084 

40-8084 

40-8584 

40-6622 

prevatte, r. l. 

PREVATTE.R. l. 
PRICE. E. R. 

PRICE. E. R. 

PRICE, E. R. 

8412050906* 

8412280076* 

8412120421* 

8412120427* 

8412120429* 

3ILLi H. J. 
gill, h. j. 
SIUl_i H. J. 
BILLi H, J. 
OILUi H. J. 

8412070515 

8412100139 

8412100143 

8412100146 

8412100176 

40-1162 

40-2259 

40-8102 

40-6622 

40-8584 

PRICE, E. R. 
price, E. R. 

PRICE. E. R. 
price, E. R. 

PRICE. E. R. 

8412120435* 

8412120445* 

8412120452* 

8412120500* 

8412120598* 

OILLi H. J. 
OILL, H. J. 
OIL-L. H. J. 
OILLi H. J. 
OILL. H. J. 

8412100258 

8412100530 

0412120545 

8412130214 

8412130559* 

40-4492 
: 40-1162 
40-0102 
40-8698 
40-8681 

price, E. r. 
price, e. r. 
price, e. r. 

PRICE. E. R. 
price. E.R. 

8412180095* 

8412180096* 

8412180099* 

0412180103* 

8412180105* 


SUBJECT 

CATEGORY 

40-'8A52 

40-8698 

40-8102 

40-3453 

40-8698 

40-8584 

40-299 

40-3453 

40-6622 

40-8584 

40-6659 
50-447 F 
50-445 O 
50-445 0 

50-445 G 

50-445 G 
50-346 Q 
50-305 Q 
50-373 Q 
50-382 0 

50-369 Q 
50-369 Q 
50-369 Q 
50-369 Q 
50-445 0 


ACCESSION 

NUMBER 


SUBJECT 

CATEOORV 


50-289 G 
50-289 G 
50-289 H 
CONTRACT 
50-295 F 


50-416 Q 
50-259 Q 
WASTE RES 
WASTE RES 
50-361 P 


foia 

50-27 Q 
CONTRACT 
50-352 Q 
50-245 Q 

50-275 Q 
50-312 Q 
WASTE MOT 
WASTE MGT 
WASTE MOT 

50-400 Q 
50-400 Q 
40-1478 
40-1478 
40-1478 

40-1478 

40-1470 

40-1478 

40-1478 

40-1478 


price, E. R. 
price, e. r. 
price, e. r. 

PRICE. E. R. 

PRICE, E R. 

8412180106* FOIA 
8412180108* FOIA 
8412180111* FOIA 
8412180112* FOIA 
8412180116* FOIA 

price, E. R. 

PRICE. E R. 

PRICE. E. R. 

PRICE. E. R. 

PRICE. E. R. 

8412180117* FOIA 
8412180121* FOIA 
8412180122* FOIA 
8412180125* FOIA 
8412180127* FOIA 

PRICE. E. R. 

PRICE. E. R. 

PRICE, E. R. 

price, E. r. 

PRICE. E. R. 

8412180130* FOIA 
8412180131* FOIA 
8412180133* FOIA 
8412180134* FOIA 
8412180135* FOIA 

PRICE, E. R. 
price, E. R. 
price, E. R. 
price, E. r, 

PRICE. E. R. 

0412180138* FOIA 
S4121B0141* FOIA 
8412180145* FOIA 
8412180146* FOIA 
8412180147* FOIA 

PRICE, E.R. 

PRICE, E. R. 

PRICE, E. R. 

PRICE, E. R. 

PRICE. E, R. 

8412180150* FOIA 
8412180154* FOIA 
8412180155* FOIA 
8412180158* FOIA 
8412180159* foia 

PRICE. E. R. 
price, E. R. 

PRICE. E. R. 

PRICE, E. R- 

price.e. r. 

8412180161* FOIA 
8412180163* FOIA 
8412180164* FOIA 
8412180169* FOIA 
8412180172* FOIA 

PR ICE, E. R. 

price. E. r. 
price, E. r. 

PRICE. E. R. 

PRICE, E. R, 

8412180173* FOIA 
8412180174* FOIA 
8412180178* FOIA 
8412180179* FOIA 
8412180181* FOIA 

PR ICE, E, R. 

PRICE, E. R. 

PRICE, E. R, 

PRICE. E. R. 

price, e. r. 

8412180183* FOIA 
8412180184* FOIA 
8412180188* FOIA 
0412180191* FOIA 
8412180192* FOIA 

price. E. R. 
price. E. R. 
price, e, r. 
price, e. r. 

PRICE, E. R. 

8412180193* FOIA 
8412180195* FOIA 
8412180196* FOIA 
8412180201* FOIA 
8412180202# FOIA 

price, E. R. 
PRICE. E. R. 
PRICE, E. R. 
PRICE, E. R. 
PRICE. E. R, 

8412180204* FOIA 
0412180205* FOIA 
8412180210* FOIA 
8412180212* FOIA 
8412180215* FOIA 

price. E. R. 
PRICE, E. R. 
price. E. R. 
PRICE, E. R. 
PRICE. E. R. 

8412180216* FOIA 
8412180217* FOIA 
8412180220* FOIA 
8412180221* FOIA 
8412180223* FOIA 

price, E. R. 

PRICE, E. R. 
PRICE, E. R. 
PRICE, E. R. 
price. E. R. 

8412180224* FOIA 
8412180225* FOIA 
8412180231* FOIA 
84121S0232* FOIA 
8412180233* FOIA 

PRICE, E- R. 
PRICE. E. R. 
PRICE, E. R. 

price, E. R. 
price, E. R, 

8412180236* FOIA 
8412180239* FOIA 
8412180243* FOIA 
8412180244* FOIA 
8412180245* FOIA 

price. E. R, 
PRICE, E. R. 
price. E.R. 
price, E, R. 
price, E, r. 

8412180249* FOIA 
8412180251* FOIA 
0412180253* FOIA 
8412180254* R3IA 
8412180255* FOIA 

PR ICE, E. R, 
price, E. R. 
price, e. r. 

PRICE, E. R. 
price, E. R. 

8412180258* FOIA 
8412180261* FOIA 
8412100265* FOIA 
8412180266* FOIA 
8412180267* FOIA 

price, E.R. 
PRICE, E.R. 
price, E. R. 
price. E. R. 
price, E.R. 

8412180270* FOIA 
0412180271* FOIA 
8412180272* FOIA 
8412180273# FOIA 
0412100274* FOIA 

price, E, R. 
PRICE, E. R. 
price. E. R. 
price, e. r. 
price, e. r. 

8412180276* FOIA 
8412180277* FOIA 
8412180280* FOIA 
8412180202* FOIA 
8412180284* FOIA 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 

nuhber category 


S4I2180285* FOIA 
8412180286* FOIA 
8412180288# FOIA 
8412180291* FOIA 
8412180292* FOIA 

8412180293* FOIA 
8412180294* FOIA 
8412180296* FOIA 
8412180298* FOIA 
8412180300* FOIA 

8412180302# FOIA 
8412180304* FOIA 
8412180305* FOIA 
8412180306# FOIA 
8412180307* FOIA 

8412180310* FOIA 
8412180312* FOIA 
8412180313* FOIA 
8412180314* FOIA 
8412180315* FOIA 

8412180318* FOIA 
8412180319* FOIA 
8412180320* FOIA 
8412180321* FOIA 
8412180323* FOIA 


8412180326* 

FOIA 

8412180327* 

FOIA 

84 121 80328* 

FOIA 

8412180332* 

FOIA 

8412180334# 

FOIA 

B4I 2180537* 

FOIA 

8412180338* 

FOIA 

8412180340* 

FOIA 

8412180341# 

FOIA 

8412180343# 

FOIA 

8412180345* 

FOIA 

8412180346# 

FOIA 

8412180348# 

FOIA 

8412180349* 

FOIA 

3412180354* 

FOIA 

8412180355* 

FOIA 

8412180356* 

FOIA 

8412180358* 

FOIA 

0412180360* 

FOIA 

8412180361* 

FOIA 


8412180363* FOIA 
8412180365* FOIA 
8412180368* FOIA 
8412180369* FOIA 
S4I21S0371* FOIA 

8412180373* FOIA 
8412180374* FOIA 
8412180376# FOIA 
8412180377* FOIA 
8412180392* FOIA 

8412180383* FOIA 
8412180386* FOIA 
8412180391# FOIA 
8412180393# FOIA 
8412180395* FOIA 

8412180397* FOIA 
8412180398* FOIA 
8412180401* FOIA 
8412180403* FOIA 
8412180405* FOIA 

8412180407* FOIA 
8412180410* FOIA 
8412180411* FOIA 
8412180412* FOIA 
8412180418* FOIA 

8412180419* FOIA 
8412180420* FOIA 
8412180423* FOIA 
8412180427* FOIA 
8412180429* FOIA 

8412180430* FOIA 
8412180432* FOIA 
8412180433* FOIA 
8412180436* FOIA 
3412180438* FOIA 

3412180444* FOIA 
3412180449* FOIA 
3412180453* FOIA 
3412180459* POIA 
>412180467# FOIA 


AUTHOR 


PRICE, E. R. 
PRICE, E. R. 
PRICE, E. R, 
PRICE, E. R. 
PRICE, E. R. 

PRICE, E. R. 
PRICE, E. R. 
PRICE, E. R. 
PRIVIDY, L. F. 
PROSPECT, W. 

PROSPECT, W. 
PROTO. N. T. 
PRUSSMAN, S. G. 
PRYOR, C. W. 
PUGH. J. T. 

PURPLE, R. A. 
PUTNAM, K. S. 
PUTNAM, K. S. 
PYLE. J. 
QUALLS, P, M. 

QUENNOZ, S. M. 
QUENNOZ, S. M. 
QUERID, R. E. 
QUERIO, R. E. 
QUERIO, R. E 

QUERIO, R. E. 
QUERIO, R. E. 
QUERIO, R. E 
QUERIO. R. E 
QUERIO, R. E. 

QUERIO, R. E. 
QUERIO, R. E. 
QUERIO, R. E. 
QUERIO, R. E. 
QUINN, S. E. 

QUINTO, M. D, 
QUINTO, M. D. 
QUIRK, J. F. 
QUIRK, J, F. 
QUIRK. J. F. 

RADCLIFF, T. D. 
RADCLIFFE, R. E. 
RADER, R. M. 
RADER, R. M. 

RAHE. E. P, 

RAHE, E. P. 

RAHE, E. P. 

RAHE, E. P. 

RAHE, E. P. 

RAHE, E. P. 

RAHE, E. P, 

RAHE. E. P. 
RAJARAM, V. 
RAJARAM, V. 
RAMSAY, T, H. 

RAMSEY, C. 
RANDALL, R. 
RANDALL, R. 

RANEY, T, J 
RANGE, J. J. 

RAPKIN, A. 

RAPKIN, A, 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A. 

RAPKIN, A, 

RAPKIN, A. 

RASCIAK, W. J. 
RASIN, W. H. 

RASKIN, D. B. 

RASKIN, D. B. 
RASKIN, D. fl. 
RASKIN, D. B. 
RASKIN, V. 
RATCLIFF, W. H. 

RATNER, M. 0. 

RATNER, M. G. 

RAVAL, J. H. 

RAY. C. L. 

RAY, C, L. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AUTHOR 

8412180469* 

FOIA 

8412180474* 

FOIA 

RAY. C. L. 

8412180477* 

FOIA 

RAY, C. L. 

8412180482* 

FOIA 

RAY, C. L. 

8412180486* 

FOIA 

RAY, C. L 

RAY. C. L. 

8412180489* 

FOIA 


8412180494* 

FOIA 

RAY, C. L. 

8412180496* 

FOIA 

RAY, C. L. 

8412120038* 

50-412 Q 

RAY. C. L. 

8412100500 

50-322 G 

RAY, C. L. 

RAY. C. L. 


8412130034* 

8412030478 

8412070124* 

8412050374 

8412260433* 

8412030369 

8412060588 

8412210047 

8412180086* 

8412070217* 

8412030064 

8412130466 

8412130412 

8412130504 

8412140339 

8412140408 

9412140430 

8412140444 

8412190337 

8412190370 

8412200318 

8412240002 

8412260157 

8412270463 

8412040132* 

8412190117* 

8412190125* 

8412060361 

8412170497 

8412270362 

8412030430* 

8412260329* 

8412170263 

8412170263 

8411270340 

8412140277 

8412190270 

8412190325 

8412190396 

8412210143 

8412210149* 

8412260356 

8412030395 

8412030418 

8412010002 


50-322 

40-2061 

FOIA 

QA999 

50-400 


50-309 

50-344 

50-352 

50-352 

50-601 

50-370 

50-601 

TOPREP 

50-445 

TOPREP 


TOPREP 
TOPREP 
WASTE RES 
WASTE RES 
50-352 0 


8412170217 

8412170217 

8412110026* 

8412010161 

8412010161 


70-1113 

70-1113 

50-354 

50-206 

50-206 


RAY, C. L. 
RAYMOND, W. A. 
RAYMOND, W. J. 
RAYMOND, W. J. 
READ, J. 


ACCESSION 

NUMBER 

S4120101S9 

8412100196 

8412100196 

8412170266 

8412170266 

8412180075 
8412180075 
8412240044 
8412240044 
841226031 1 

8412260311 

8412280459 

8412120021* 

8412280102* 

8412310199* 


SUBJECT 

category 


50-445 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-275 

50-271 

50-271 

50-413 


50-331 

S 

REAGAN, E. E. 

8412030290 

71-5950 

50-331 

R 

REAMER, C. W. 

8412070332* 

50-322 c 

FOIA 


REAMER, C. W. 

8412120230* 

50-275 p 

50-344 

Q 

REAVIS, J. A- 

8412260063 

50-369 R 



REAVIS, J. A. 

8412260066 

50-413 fi 

50-346 

s 




50-346 

R 

REAVIS, J. A. 

8412260074 

50-269 R 

50-454 

S 

REBELOWSKI, T. A. 

8412030097* 

50-423 (J 

50-454 

S 

REBELOWSKI, T. A. 

8412170143* 

50-423 Q 

50-454 

S 

REBELOWSKI, T. A. 

8412280016* 

50-423 Q 



REBER, R. L. 

8412100593* 

50-352 T 

50-454 

s 




50-454 

S 

REDMOND, R, F. 

8412180402* 

50-150 Q 

50-454 

S 

REEVES, E. A. 

8412070500 

50-364 p 

50-454 

S 

REEVES, E. A. 

841207051 1 

50-348 P 

50-454 

8 

REEVES, E. A. 

8412190183 

50-348 p 



REEVES, T. A. 

8412180342 

PR 

50-454 

S 




50-454 

s 

REGAN, J. J. 

8412200020* 

50-289 T 

50-454 

s 

REGAN, N. A. 

8412030482 

70-27 

50-454 

s 

REGAN, N. A. 

8412120463 

70-27 

50-247 

p 

REHM, T. 

8412070378* 

50-322 A 



REHM, T. A. 

8412060206 

COMMISSION 

50-395 

Q 




50-395 

Q 

REHM, T. A. 

8412120095* 

FOIA 

TOPREP 


REHM, T. A. 

8412120606 

COMMISSION 

50-447 

A 

REHM, T. A. 

8412200018 

COMMISSION 

TOPREP 


REHM, T. A. 

8412310471 

COMMISSION 



REICH, M. 

8412190264* 

50-382 Q 


REICH, M. 
REICHHOLD, W. P. 
REINKE, W. F. 
REIS, E. J. 

REIS, E. J. 

REIS, E. J. 

REIS, E. J. 

REIS, E. J. 
REMICK, F. J. 
REMIS, S. C. 

REMIS, S. C. 
REMIS, S. C. 
REMLEY, M. E. 
RENNERT, S. 
REQUA, O. 


8412190264* 

8412170369* 

8412260427* 

8412010112 

8412070346 

8412070347 

8412070352* 

8412130255* 

8412110039 

S412I40199 

8412140199 

8412180214* 

8412260307* 

8412280082 


8412060203 

50-213 

F 



Q4I2200377 

50-220 

s 

RESCHESKE.P. R. 

8412060675* 

8412200581 

50-220 

8 

RESCHESKE, P. R. 

8412310463* 

8412070109* 

FOIA 


RESNIKOFF.M. 

8412240061 

8412070351 

50-322 

G 

RESSLER, W. C. 

8412010117 




REUBHAUSEN, 0. M. 

8412050368* 

8412010022 

40-2061 




8412010055 

40-2061 


REVELEY, W. T. 

8412030438 

8412030419 

40-2061 


REVELEY, W. T. 

8412030438 

8412030478 

40-2061 


REYES, L, 

8412070044* 

8412100559 

40-2061 


REYES, L. A, 

8412030383* 




REYES, L. A. 

8412060090* 

8412120595 

40-2061 




8412180375 

40-2061 


REYES, L. A. 

8412060257* 

0412240123 

40-2061 


REYES, L. A. 

8412170479* 

8412260446 

40-2061 


REYNOLDS, J. R. 

8412130259 

8412270060 

40-2061 


REYNOLDS, J. R. 

8412130259 




REYNOLDS, N. S. 

8412030426 

8412310364 

40-2061 




S412310366* 

40-2061 


REYNOLDS, N. S. 

8412030426 

8412170191* 

50-220 

Q 

REYNOLDS, N. S. 

8412030461 

8412260445* 

50-413 

Q 

REYNOLDS, N. S. 

8412030461 

8412200338 

50-70 

G 

REYNOLDS, N. S. 

8412030494 




REYNOLDS, N. S, 

8412030494 

8412200388 

50-70 

G 



8412200396* 

50-70 

Q 

REYNOLDS, S. D. 

8412170257* 

8412200396* 

50-70 

G 

REYNOLDS, 8. D. 

8412270198* 

8412280082 

PR 


REYTBLATT, Z. 

8412130579* 

8412070017* 

CONTRACT 


REYTBLATT, Z. 

Bcvxni Axx 1, 

84121305S5* 


50-382 

FOIA 

50-413 

50-498 

50-322 

50-322 

50-322 

50-322 

50-5 

50-354 

50-354 

50-354 

70-25 

PR 

30-261 


50-341 Q 
50-373 Q 
50-244 F 
50-289 R 
CONTRACT 


REYTBLATT, Z. V. 
REYTBLATT, Z, V. 
REYTBLATT, Z, V. 
RICE, W. A. 

RICE, Y. 


8412130591# 

8412110038 

8412130566 

8412130573* 

8412030562* 

8412130627 


50-322 

50-322 

50-454 

50-255 

50-305 

50-263 ( 

50-305 ( 

50-275 I 
50-275 I 
50-460 < 

50-460 ( 

50-508 ( 

50-508 C 
50-445 G 
50-445 G 

50-423 a 
50-333 a 
MI SC 
MI SC 
MISC 

MISC 

MISC 

MISC 

WASTE RES 
40-8760 



PERSONAL AUTHOR INDEX 


523 


ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

AUTHOR 

8412130629* 

40-8760 


ROLFE, R. M. 

8412210188 

50-416 

Q 

R0LFE< R. M. 

8412260039* 

70-143 


ROLFE. R. M. 

8412190375 

NUREG 


ROLFE. R. M. 

8412100028* 

50-344 

Q 

ROLLINS, J. 

8412190379 

NUREG 


ROMAN. T. W. 

8412100166 

REGGD 


ROMAN, T. W. 

8412260429 

50-400 

G 

ROMAN, T. W. 

3412260429 

50-400 

G 

ROMBERG. W. D. 

8412260430* 

50-400 

0 

ROMBERG, W D. 

8412260430* 

50-400 

G 

RONAFALYY, J P, 

8412130317* 

50-264 

Q 

RQNAFALVY. J. P. 

8412130409* 

50-116 

Q 

RONAFALVY, J, P 

8412180504* 

50-150 

Q 

RODNEY, V. L. 

8412310371* 

50-294 

Q 

ROONEY, V. L. 

8412180578 

PR 


ROONEY, V. L 

8412140122 

50-4 1 3 

G 

ROONEY, V. L. 

8412260339* 

50-461 

A 

ROONEY, V. L. 

8412180058 

50-322 

J 

ROPSON, D. J. 

8412180050 

50-322 

J 

ROSA, F. 

8412060675* 

50-341 

Q 

ROSA. F. 

8412070044* 

50-454 

Q 

ROSA, F. 

8412030093* 

50-482 

Q 

ROSEMAN, M. 

8412070133* 

50-295 

Q 

ROSENBERG. A, B. 

8412170438* 

50-4 56 

G 

ROSENSTEIN. M. 

8412310463* 

50-373 

Q 

ROSENTHAL, A S. 

8412070505 

50-327 

R 

ROSENTHAL, A S, 

8412100512 

50-259 

R 

ROSENTHAL, A. S. 

8412280174 

50-390 

A 

ROSS, F. 

8412120584 

40-8675 


ROSS, T. M. 

8412260134 

PROJ 


ROSS, T. M. 

8412030453 

WASTE MGT 

ROSS. T. M. 

8412030097* 

50-423 

Q 

ROSS, W. J, 

8412040021* 

50-166 

Q 

ROSS, W. J, 

8412280016* 

50-423 

G 

ROSSBACH, L W. 

8412190238* 

50-200 

P 

ROSSXN, A. D. 

8409280361 

I&E 


ROTH. D. S. 

8412060264 

50-259 

Q 

ROTH. J. 

8412030558* 

WASTE RES 

rothstein. m. a 

0412030629* 

WASTE RES 

ROWE. J. U. 

8412310205* 

50-400 

G 

rowsqme, F. 

8412050292 

50-424 

A 

RQWSOME, F. H. 

8412040169 

50-312 

G 

ROY, G. W. 

8412040200 

50-312 

Q 

ROY, G, W. 

8412050094 

50-312 

P 

ROZAK. S. 

8412100116 

50-312 

S 

RUBENSTEIN, L. 5 

8412100192 

50-312 

G 

RUBENSTEIN, L. S 

8412100243 

50-312 

5 

RUDD, E. 

8412130619 

50-312 

S 

RUFF, A. D. 

8412140012 

50-3 1 2 

P 

RUITER, 0. H. 

8412180124 

50-312 

P 

RUNKLE. J. 

8412180560 

50-312 

Y 

RUPP, J. L. 

8412200356 

50-312 

F 

RUPP, J. L. 

8412240025 

50-312 

S 

RUSCHE. B. 

8412240037 

50-3 1 2 

P 

RUSCITH, D. 

8412260230 

50-312 

P 

RUSS, D. R. 

8412260234 

50-312 

F 

RUSSELL, H. 

8412260235 

50-312 

P 

RUSSELL, L B. 

8412260321 

50-312 

P 

RUSSELL, W. T. 

8412270442 

50-312 

R 

RYAN, M. T. 

8412120538* 

40-1478 


RYBAK. B. 

8412060645 

50-255 

S 

RYBAK. B. 

8412060654 

50-255 

s 

RYBAK. B. 

8412130607 

50-255 

s 

RYBAK, B. 

8412170079 

50-255 

s 

RYBAK, B. 

8412270566 

50-255 

s 

sainato, a. 

8412310455 

50-255 

s 

SALISBURY. U. K. 

8412120020 

50-389 

s 

SALTZMAN. J. 

8412060172 

50-368 

s 

SALTZMAN, U. 

8412110517 

50-313 

s 

SALTZMAN. J. 

8412110232 

50-368 

s 

SALTZMAN. J. 

9412270441 

50-368 

s 

SALTZMAN. J. 

8412050243* 

WASTE MGT 

SALTZMAN. J. 

8412010114 

50-445 

G 

SALTZMAN, J. 

0412010114 

50-445 

G 

SALTZMAN, J, 

8412030604 

50-445 

G 

SAMP, R. A. 

8412030604 

50-445 

G 

SANDEL, P. S. 

8412110586 

50-445 

G 

SANDQUIST, 0. M. 

8412110586 

50-445 

G 

SARGENT, H. B. 

8412210324 

50-445 

G 

SARNA. J. E, 

8412210324 

50-445 

G 

SARSOUR. D. M. 

8412260406 

50-445 

G 

SARTOR, W. M. 

8412260406 

50-445 

G 

SAUER, D, W. 

S41207033B 

50-322 

G 

SAUER, R. E. 

9412070338 

50-322 

G 

SAUNDERS, R. F. 


ACCESSION 

NUMBER 


8412140233 

8412140233 

8412140286* 

8412140236* 

8412270027 

8412030200 

8412110502 

3412310037 

8412120116 

8412120116 

8412060602 

8412300167 

8412210038 

8412120523 

8412130033* 

8412170033 

8412170073 

8412260097 

8412190236* 

8311140324* 

8406 1500 IB* 

8412060240* 

8412180333 

8412200201* 

8412050346 

8412010059 
8412240105 
84122401 16 
8412050295 
8412040106* 

8412280199* 

8412310459* 

8412060405* 

8412280233* 

8412060461* 

8412210116 

8412130038 

8412130102* 

8412110170 

8412200456* 

8402010113* 

8308100560* 

8412120250* 

8412260239* 

8412100257* 

8308160027* 

3402030029* 

8412280465* 

8412270478* 

8412170066 

8412030621 

8412140402 

8412270006 

8412050272* 

8412260414 

8412050205 

8412180309 

8412140465 

8401260444* 

8412030631 

8412050483 
8412060164 
84121 10184 
8412110260 
8412270144 

8412050391* 

8412130470 

8412030520 

8412030643 

8412110326 

8412110334 
8412140057 
8412170322 
8412180034 
841 2 180450* 

8412260175 

8412120601* 

8412050551 

8412280029 

8412190246 

8412130466 

8412280320* 

8412120394 

0412030469 

0412010102 


SUBJECT 

CATEGORY 

50-322 

G 

50-322 

G 

50-322 

G 

50-322 

PROJ 

G 

50-220 

F 

50-220 

R 

50-220 

F 

50-245 

R 

50-245 

R 

50-272 

R 

50-272 

R 

50-311 

R 

50-263 

P 

50-293 

S 

50-263 

P 

50-271 

P 

50-263 

P 

50-305 

FOIA 

P 

50-213 

Ml SC 

PR 

FOIA 

F 

50-423 

D 

50-344 

G 

50-155 

0 

50-440 

G 

WASTE MGT 

50-27 5 

Q 

50-27 5 

Q 

50-206 

Q 

50-269 

0 

50-413 

Q 

50-286 

MI SC 

FOIA 

70-1 100 
PR 

Q 

50-443 

I 

50-447 

A 

50-322 

40-1478 

FOIA 

F 

50-282 

G 

50-447 

A 

50-447 

A 

COMMISSION 

50-280 

Q 

50-305 

R 

50-400 

G 

50-272 

S 

50-272 

S 

WASTE MGT 

50-213 

G 

WASTE RES 

PR 

50-317 

S 

50-447 

27-47 

A 

50-254 

P 

50-265 

S 

50-265 

P 

50-237 

P 

50-265 

Q 

WASTE RES 

50-298 

R 

50-348 

I 

50-302 

I 

50-413 

J 

50-322 

J 

50-286 

I 

50-382 

J 

50-322 

FOIA 

FOIA 

40-1478 

J 

50-407 

PR 

P 

50-133 

H 

50-346 

R 

50-259 

G 

50-305 

27-48 

P 

50-280 

S 


ACCESSION SUBJECT 

AUTHOR NUMBER CATEGORV 


SAUNDERS, R. F 

8412060207 

50-281 

S 

SAUNDERS, R. F 

8412110493 

50-280 

R 

SAUNDERS. R. F 

8412200557 

50-280 

S 

SAUNDERS. R. F, 

8412270466 

50-280 

S 

SAUNDERS, R. F, 

8412310464 

50-201 

S 

SAVAGE, J. W. 

8412070065* 

50-330 

S 

SAVINI, R. J. 

8412120176* 

FOIA 


SAYLOR, N. 

8412060626 

50-322 

A 

SCALETTI, D. 

8411290320* 

50-447 

A 

SCALETTI, D. 

8412260164* 

50-447 

A 

SCAR AND, R. A. 

8412130420 

70-25 


SCARANO, R. A, 

8412180269 

50-312 

Q 

SCHAEFER. D. 

8412010099 

50-206 

S 

SCHAEFER. D. W 

8412170128* 

50-280 

Q 

SCHAEFFER, M R. 

9412200049 

XPORTLIC 


SCHAEFFER. M. R 

8412310048 

XPORTLIC 


SCHAEFFER, M. R. 

8412310052* 

XPORTLIC 


SCHEIDELHUT. C 

8412120443* 

50-341 

Q 

SCHEIBELHUT, C 

8412170461* 

50-341 

Q 

SCHEIDT, D. J 

8412180602 

50-322 

G 

SCHEIDT. D. J 

8412180602 

50-322 

G 

SCHERER, A. E. 

8412110071 

50-470 

A 

SCHERER, A. E 

84121101 16 

50-470 

A 

SCHERER. A. E 

8412110140 

50-470 

A 

SCHERER. A E 

8412170319 

TOPREP 


SCHERER. A. E. 

8412200310 

50-470 

A 

SCHERER, A. E, 

8412280094 

TOPREP 


SCHIERLINO, H 

8412140220 

50-323 

A 

SCHILLER, A. M 

8412170217 

70-1113 


SCHILLER. A. M 

8412170217 

70-1113 


SCHIVLEY, W. M 

8412260329* 

50-344 

P 

SCHMIDT, E. R 

8412070354* 

50-352 

T 

SCHMITT, H. W, 

8412100336* 

CONTRACT 


SCHMITZ, R. D. 

8412070113* 

FOIA 


SCHNEBLI. 0 A, 

8412280235* 

50-413 

Q 

SCHNEIDER, R. A 

8412040230 

70-1257 


SCHNELL, D. F 

S412010136 

50-483 

P 

SCHNELL, D. F. 

8412110067 

50-483 

P 

SCHNELL, D. F. 

8412240004 

50-483 

P 

SCHNELL. D. F, 

0412260236 

50-483 

I 

SCHNELL, D. F. 

8412280003 

50-483 

S 

SCHOMAKER, R. J. 

841205041 1 

TOPREP 


SCHOMAKER, R J. 

841205041 1 

TOPREP 


SCHROEDER, B. A 

8412170061 

50-237 

R 

SCHROEDER, F. 

8402010100* 

50-447 

A 

SCHUBERT, B. K, 

8412190376 

NUREG 


SCHULMAN, H. 

8412110191 

PR 


SCHULTEN, C. S, 

8412190045 

50-461 

E 

SCHULTZ, G. R 

8412260030 

50-387 

P 

SCHULTZ, M, 

8412210140 

NUREG 


SCHULTZ. S D. 

8412110154 

PR 


SCHULZ. R. 

8412170493* 

50-456 

Q 

SCHUMACHER. M 

8412100257* 

50-282 

Q 

SCHUSTER. M. D 

8412040067 

50-206 

F 

SCHUSTER, K, D 

8412170361 

50-206 

F 

SCHUSTER. M. D. 

8412280509 

70-734 


SCHUYLER, J. 0 

8412200531 

50-133 

R 

SCHWARTZ. C. W. 

8412100263 

NUREG 


SCHWARTZ. R. B. 

8412030166 

REGGD 


SCHWEIBINZ. E. 

8412200293* 

50-482 

Q 

SCHWEIBINZ. E. R 

8412130317* 

50-264 

Q 

SCHWEIBINZ. E. R 

8412130409* 

50-116 

Q 

SCHWEIBINZ. E R 

8412180504* 

50-150 

Q 

SCHWEIBINZ, E. R. 

8412310371* 

50-294 

Q 

SCHWELLER, D. 

8412210174* 

50-470 

A 

SCHWENCER. A, 

8412030464 

50-354 

A 

SCHWENCER. A. 

8412050673 

50-461 

A 

SCHWENCER, A. 

8412060533 

50-322 

F 

SCHWENCER. A. 

8412060605 

50-461 

A 

SCHWENCER, A. 

8412110002 

50-352 

G 

SCHWENCER. A. 

8412110021 

50-352 

F 

SCHWENCER, A. 

8412110030 

50-352 

F 

SCHWENCER, A. 

8412130079* 

50-344 

E 

SCHWENCER. A. 

8412140063 

50-410 

F 

SCHWENCER. A. 

8412140240 

50-397 

P 

SCHWENCER. A. 

84121903S3 

50-397 

V 

SCHWENCER. A. 

8412190398 

50-354 

A 

SCHWENCER, A. 

8412200034 

50-354 

A 

SCHWENCER, A. 

8412210295 

50-322 

E 

SCHWENCER, A. 

8412260001 

50-458 

V 

SCHWENCER, A 

8412260064* 

50-322 

P 

SCHWENCER, A. 

8412260099 

50-388 

P 

SCHWENCER, A. 

8412260366 

50-461^ 

E 

SCHWENCER. A, 

8412270431 

50-373 

F 

SCHWENCER, A. 

8412280171 

50-354 

D 



PERSONAL AUTHOR INDEX 


accession subject 

number category 


AUTHOR 


8412310376 

8412060310 

8412200318 

8412200159 

8412170061 


50-322 E 
50-445 0 
50-454 s 
50-261 R 
50-237 R 


SHAPIRO, R. E 
SHAPIRO, R. E 
SHAPIRO, R. E. 
SHAPIRO, R. E, 
SHATZOFF. A. 


8412260145 

8412280004 

8412280353 

8412280358 

8412050253* 

8412110154 

8412070336 

8412070260* 

8412010131 

8412010131 


50-249 s 
50-10 F 
50-249 s 
50-249 s 
CONTRACT 


SHAUB, E. 

SHAN, D. 

SHEA, J. R. 
SHEAR, 0, L 
SHEDLQSKY. J. J. 

SHEDLOSKY. J. T 
SHEEN, H. J. 
SHELL, R. H. 
SHELL, R. K 
SHELL, R. H. 


PR 

50-352 G 
50-322 Q 
50-423 A 
50-423 A 


8412040064 

S412060350 

8412060350 

8412120308 

8412120308 


50-213 F 
50-423 A 
50-423 A 
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50-528 

s 

A 

S 

A 

S 

8412130035 

8412180336 

8412050528 

8412310336 

8412170352* 

50-445 

50-445 

50-237 

50-237 

50-317 

G 

T 

R 

R 

Q 

TUCKMAN. M. S. 

TURK. S. E. 

TURK. S. E. 

TURK. S. E. 

TURK. 8. E. 

8412030403 

8412060416 

8412110513 

8412190210 

8412310142 

50-269 

50-537 

50-322 

50-382 

50-302 

F 

G 

0 

G 

G 

VAN BRUNT, E. E. 

VAN BRUNT, E, E. 

VAN BRUNT, E. E 

VAN BRUNT, E, E. 

VAN BRUNT, E. E. 

8412100250 

8412110036 

8412110076 

8412110102 

8412110110 

50-528 

50-528 

50-520 

50-528 

50-528 

A 

F 

F 

E 

A 

8412070411* 

8412060513* 

8412120022* 

8412120021* 

8412120038* 

50-322 

50-317 

50-293 

50-271 

50-412 

A 

Q 

Q 

Q 

Q 

TURK. 8. E. 

UBLASI. J. M. 

UDY, A. C. 

UDY. A. C. 

UHL. W, 0. 

8412310222 

8412120191 

8412100015* 

8412270434* 

8412130472* 

50-382 

FOIA 

50-440 

50-373 

50-322 

G 

F 

F 

A 

VAN BRUNT, E.E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E.E. 

VAN BRUNT, E.E, 

8412110146 

8412110210 

8412110255 

8412110277 

8412110283 

50-528 

50-528 

50-528 

50-528 

50-528 

A 

S 

S 

s 

A 

8412210274* 

8412Pa0102* 

8412120480* 

8412210274* 

8412010104 

50-334 

50-271 

50-293 

50-334 

50-289 

Q 

Q 

Q 

Q 

G 

ULIE. J. M. 

ULLRICH. J. 

ULLRICH, J. 

ULLRICH, W. T. 

ULLRICH. W. T. 

8412060090* 

8412130613 

8412270167 

8412060197 

8412110109 

50-305 

50-373 

50-373 

50-352 

50-352 

Q 

S 

S 

S 

S 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT. E. E 

VAN BRUNT, E. E. 

VAN BRUNT. E. E, 

8412110292 

8412110295 

8412110301 

8412110309 

8412110316 

50-528 

50-528 

50-528 

50-528 

50-528 

A 

S 

F 

F 

£ 

8412010104 

8412010108* 

8412010108* 

8412010113* 

8412010113* 

50-289 

50-289 

50-289 

50-289 

50-289 

G 

G 

G 

G 

G 

ULLRICH. W. T. 

ULLRICH. W. T. 

ULLRICH, W. T. 

ULLRICH, U. T. 

ULLRICH. W. T. 

8412120412 

8412190416 

8412240157 

8412240167 

8412260021 

50-352 

50-352 

50-332 

50-352 

50-352 

S 

s 

s 

s 

s 

VAN BRUNT. E,E. 

VAN BRUNT. E. E. 

VAN BRUNT. E.E. 

VAN BRUNT. E.E, 

VAN BRUNT. E. E. 

8412110324 

8412110327 

8412110346 

8412110359 

8412110393 

50-528 

50-528 

50-528 

50-528 

50-528 

A 

A 

A 

A 

S 

8412010001 

8412010015 

8412010026 

8412010032 

0412010048 

50-413 

50-413 

50-413 

50-413 

50-369 

Q 

0 

Q 

Q 

S 

ULLRICH. W. T. 

ULLRICH. W. T. 

ULLRICH. W, T. 

ULLRICH. W. T. 

ULLRICH, W. T. 

8412260025 

8412270438 

8412270450 

8412270563 

8412280193 

50-270 

50-352 

50-352 

50-352 

50-352 

s 

s 

s 

s 

s 

VAN BRUNT. E. E 

VAN BRUNT. E. E 

VAN BRUNT. E. E. 

VAN BRUNT. E, E. 

VAN BRUNT, E.E. 

8412110477 

8412120006* 

8412120070 

8412120076 

0412120080 

50-528 

50-528 

50-528 

50-529 

50-529 

S 

Q 

S 

S 

S 

8412010062 

8412010091 

8412010097 

8412010116 

8412010126 

50-413 

50-370 

50-413 

50-413 

50-369 

Q 

S 

Q 

Q 

Q 

UMBEL, D, 

UMBEL, D, 

UMBEL. D. 

UMBEL. D. 

UMBEL. D. 

8412100272 

8412100376 

S412100391 

8412100334 

8412100390 

contract 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


VAN BRUNT. E, E. 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

84121200B3 

0412120090 

8412120099 

8412120126 

8412120129* 

50-528 

50-528 

50-528 

50-529 

50-329 

A 

A 

E 

A 

A 

8412010163 

8412010170 

8412030090 

8412030217 

8412030223 

50-413 

50-413 

50-413 

50-413 

50-413 

Q 

Q 

P 

P 

S 

UMBEL. D. 

UMBEL. D. 

UPRIGHT. C. M. 

UPRIGHT, C. M. 

UPRIGHT, C. M. 

8412200625 

8412200632 

8412270555* 

8412280176* 

8412280204* 

CONTRACT 

CONTRACT 

50-321 

50-390 

50-416 

Q 

G 

Q 

VAN BRUNT, E. E. 

VAN BRUNT. E. E. 

VAN BRUNT, E. E, 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

8412120145 

8412120174 

8412120265 

8412120330 

8412120375 

50-528 

50-528 

50-528 

50-520 

50-528 

F 

S 

F 

A 

F 

8412030224 

8412030403 

8412030513 

8412040083 

8412040036 

50-413 

50-269 

50-413 

50-369 

50-269 

V 

F 

S 

P 

X 

UPRIGHT, C. M. 

URBANIK, T. 

URYC, B. 

VACCA, P, C. 

VACCA, P. C, 

8412280233* 

8412280137 

8412120323* 

7905310215* 

8412120192* 

50-413 

50-309 

FOIA 

FOIA 

FOIA 

Q 

F 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

8412120382 

S412120391 

8412120446 

8412130346 

8412130353 

50-528 

70-2949 

50-528 

50-328 

50-528 

A 

S 

s 

F 

B412040096 

8412040128 

8412060413* 

8412060455 

8412060465 

50-369 

50-413 

50-269 

50-413 

50-369 

p 

E 

Q 

F 

F 

VALDES, 8. A. 

VAN BRUNT C. E 

VAN BRUNT. E,E. 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

8412030321 

8412130287 

8412200266 

8412010016 

8412010023 

50-389 

50-528 

50-528 

50-529 

50-528 

S 

A 

A 

S 

s 

VAN BRUNT, E. E 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E 

8412130359 

8412130373 

8412130379 

8412130381 

041213O3S7 

50-529 

50-520 

50-528 

50-528 

50-328 

B 

A 

F 

A 

S 

8412070263 
8412100156 
8412100169 
8412100185 
B4121 10330 

50-413 

50-413 

50-413 

50-413 

50-370 

P 

F 

S 

P 

s 

VAN BRUNT. E. E. 

VAN BRUNT. E, E 

VAN BRUNT. E. E. 

VAN BRUNT. E, E. 

VAN BRUNT. E, E. 

8412010028 

8412010037 

8412010071 

8412010037 

0412010109 

50-528 

50-528 

50-528 

50-328 

50-528 

s 

S 

F 

S 

S 

VAN BRUNT, E. E. 

VAN BRUNT. E, E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

8412130400 

B412130406 

8412130422 

0412130474 

B412130595 

50-528 

50-528 

50-528 

50-528 

50-528 

A 

A 

A 

F 

8 

8412110509 

8412130624 

8412140208 

8412140352 

0412170040 

50-369 

50-414 

50-269 

50-369 

50-413 

s 

s 

F 

s 

s 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

8412010122 

8412010129 

8412010137 

8412010146 

8412010149 

30-528 

50-528 

50-528 

50-528 

50-528 

s 

E 

8 

s 

S 

VAN BRUNT, E.E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E.E 

VAN BRUNT, E, E. 

8412130606 

8412130610 

8412130625 

8412130628 

8412140017 

50-529 

50-528 

50-528 

50-528 

50-528 

S 

8 

S 

8 

8 

0412170158 

0412170254 

8412180556 

8412190011 

8412190068 

50-369 

50-269 

REGGO 

50-413 

50-413 

8 

Q 

P 

P 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

VAN BRUNT. E. E 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

8412010164 

8412010167 

8412010188 

8412010190 

8412030070 

50-528 

50-528 

50-528 

50-528 

50-528 

s 

s 

s 

s 

F 

VAN BRUNT, E.E. 

VAN BRUNT, E, E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E, 

VAN BRUNT, E, E 

8412140029 

8412140197 

8412140246 

8412170095 

8412170096 

50-328 

30-528 

50-328 

50-528 

50-528 

8 

F 

A 

F ■ 
F 

8412190147 

8412190241 

8412200067 

8412200253 

8412210148 

50-413 

50-269 

50-413 

50-413 

50-369 

P 

P 

S 

S 

a 

VAN BRUNT, E. E 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT. E. E. 

VAN BRUNT, E. E. 

8412030119 

8412030237 

8412040032 

8412040186 

8412050068 

50-528 

50-528 

50-528 

50-528 

50-528 

A 

A 

A 

A 

F 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E. E. 

VAN BRUNT, E.E. 

VAN BRUNT, E.E, 

9412170333 

8412170349 

84121B0097 

8412180538 

8412180551 

50-528 

50-528 

50-528 

50-528 

50-523 

A 

A 

A 

Q 

A 




AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VAN 

BRUNT, E E 

8412100577 

50-528 

F 

VAN 

BRUNT, E E 

8412190261 

50-528 

A 

VAN 

BRUNT, E, E 

8412200077 

50-528 

S 

VAN 

BRUNT, E E 

8412200105 

50-528 

S 

VAN 

BRUNT, E E 

8412200111 

50-528 

S 

VAN 

BRUNT, E E 

8412200127 

50-528 

S 

VAN 

BRUNT, E E 

8412200152 

50-528 

A 

VAN 

BRUNT, E E 

8412200174 

50-528 

A 

VAN 

BRUNT, E E, 

8412200198 

50-528 

A 

VAN 

BRUNT, E E 

8412200204 

50-528 

S 

VAN 

BRUNT, E E 

8412200226 

50-528 

A 

VAN 

BRUNT, E E 

8412200230 

50-528 

Q 

VAN 

BRUNT, E E 

8412200276 

50-528 

S 

VAN 

BRUNT, E E- 

8412200270 

50-528 

A 

VAN 

BRUNT. E. E 

8412200295 

50-528 

S 

VAN 

BRUNT, E E 

8412200298 

50-528 

A 

VAN 

BRUNT. E E 

8412200342 

50-528 

S 

VAN 

BRUNT, E E 

8412200351 

50-528 

A 

VAN 

BRUNT, E E 

0412210072 

50-528 

S 

VAN 

BRUNT, E E 

8412210077 

50-529 

S 

VAN 

BRUNT, E E 

8412210191 

50-470 

A 

VAN 

BRUNT, E. E 

8412260213 

50-528 

F 

VAN 

BRUNT. E. E 

8412260218 

50-528 

A 

VAN 

BRUNT, E. E 

8412260223 

50-528 

A 

VAN 

BRUNT, E E 

8412260233 

50-528 

A 


VAN BRUNT, E.E. a412?60243 50-523 S 

VAN BRUNT, E.E 3412260249 50-528 A 

VAN BRUNT, E E 3412260262 50-528 A 

VAN BRUNT, E.E, 3412260292 50-528 A 

VAN BRUNT, E.E 8412260300 50-528 Q 

VAN BRUNT. E. E, 8412270471 50-528 S 

VAN BRUNT, E.E. 8412270481 50-528 S 

VAN BRUNT, E. E. 8412270486 50-528 S 

VAN BRUNT, E E 8412270495 50-528 S 

VAN BRUNT, E E 8412270510 50-528 S 

VAN BRUNT, E.E 8412270521 50-528 S 

VAN BRUNT, E. E 8412270528 50-528 S 

van brunt, E.E 8412270532 50-528 S 

VAN BRUNT, E.E 8412270533 50-528 S 

VAN BRUNT, E,E 8412270596 50-528 S 

VAN BRUNT, E.E 8412280013 50-528 A 

van brunt, E.E 8412280044 50-528 A 

VAN BRUNT, E.E 8412280142 50-528 A 

VANBRUNT, E, E 8412280284 50-528 S 

VAN BRUNT, E.E 8412280344 50-528 S 

VAN BRUNT, E.E 8412280415 50-528 S 

VAN BRUNT, E,E 8412280448 50-528 S 

VAN BRUNT. EE 8412310186 50-529 S 

VAN BRUNT, £ E, 8412310196 50-528 S 

van brunt, E E 8412310279 50-528 S 

VAN BRUNT, E.E. 841231030 5 50-528 A 

VAN BRUNT, E.E 8412310329 50-528 F 

VAN BRUNT, E.E. 8412310345 50-528 A 

VAN HOOlilSSEN 8412030578 71-4 

VAN KESSEL, H F 8412030107* 50-354 Q 

VAN VLIET.J 8412130536* 50-289 Q 

VANDEL. T. E. 8412170430* 50-155 Q 

VANDENBERO, D. 8412200623 50-255 R 

VANDENBUROH, C. 8412070044* 50-454 Q 

VANDEWALLE, D. J. 8412110159 PR 

VANDEWALLE, D. J. 8412130118 50-329 A 

VANKESSEL, H. 8412050057* 50-412 Q 

VANTOR.A. K. 8412210237 FOIA 

VARELA, A, A. 8412040151* 50-317 Q 

VARELA, A. A. 8412130235* 50-322 Q 

VARGA, S. A. 8410110554 50-247 Q 

VARGA, S. A. 8412030449 50-280 P 

VARGA, S, A. 8412030500 50-286 Q 

VARGA, S. A. 8412030649 50-280 P 

VARGA, S, A. 8412030693 50-295 P 

VARGA, S. A. 8412030703 50-305 P 

VARGA, S. A. 8412040222 50-295 p 

VARGA, S. A. 8412050029* 50-305 P 

VARGA, S, A. 8412050104 50-250 P 

VARGA, S. A. 8412050416 50-247 p 

VARGA, 8. A. 8412050428 50-348 P 

VARGA, S. A. 8412050440 50-315 p 

VARGA, S, A. 841206056 1 50-334 p 

VARGA, S. A. 8412060596 50-334 p 

VARGA, S. A. 8412060651 50-286 p 

VARGA, S. A. 8412060658 50-280 F 

VARGA, S. A. 8412070004 50-315 p 

VARGA, S, A. 8412070012 50-247 p 

VARGA, S. A. 8412070183# 50-250 p 

VARGA, S. A. 8412070491 50-281 P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VARGA, S A. 

8412070517* 

50-348 

P 

VARGA, S. A. 

8412100240# 

50-334 

P 

VARGA, S. A. 

8412100422 

50-305 

P 

VARGA, S. A. 

8412110368* 

50-315 

P 

VARGA, S. A. 

8412120493 

50-286 

P 

VARGA, S. A. 

8412120615 

50-334 

P 

VARGA. S. A. 

8412130013 

50-272 

P 

VARGA, S. A. 

0412130150 

50-250 

F 

VARGA. S. A. 

84121304B6* 

50-272 

P 

VARGA, S. A 

84 12 1400 49 

50-272 

P 

VARGA, S. A 

8412140054 

50-250 

P 

VARGA. S. A. 

84121400B2 

50-250 

P 

VARGA. S. A. 

8412140092 

50-261 

P 

VARGA. S. A. 

8412140096 

50-305 

P 

VARGA, S. A. 

8412170178* 

50-334 

P 

VARGA. S. A. 

8412180027 

50-247 

P 

VARGA, S. A. 

8412190142 

50-247 

F 

VARGA, S. A. 

8412190157* 

50-286 

P 

VARGA, S. A. 

8412190306 

50-247 

P 

VARGA. S. A. 

8412190314 

50-295 

P 

VARGA, S. A. 

8412190401 

50-250 

P 

VARGA, S. A. 

8412190439 

50-315 ■ 

P 

VARGA, S. A. 

B412190446 

50-272 

F 

VARGA, S. A. 

8412240010 

50-286 

P 

VARGA. S. A. 

8412P40036 

50-334 

P 

VARGA, S. A. 

8412240098 

50-247 

P 

VARGA, S. A. 

8412260049 

50-334 

P 

VARGA, S. A. 

8412260057 

50-295 

P 

VARGA, S. A. 

8412260069 

50-295 

P 

VARGA, S. A. 

8412260077 

50-250 

P 

VARGA, S. A. 

8412270593 

50-286 

P 

VARGA, S. A. 

8412280430 

50-364 

P 

VARGA, S. A. 

8412280499 

50-247 

P 

VARGA. S. A. 

8412280507 

50-348 

P 

VASSALLO, D. B. 

8412050118* 

50-250 

P 

VASSALLO, D B. 

8412120512* 

50-296 

P 

VASSALLO. D. B. 

8412120533* 

50-324 

P 

VASSALLO, D. D. 

8412120550* 

50-324 

P 

VASSALLO, D. D. 

8412170036* 

50-263 

P 

VASSALLO, D. B. 

8412170044* 

50-293 

P 


VASSALLO, D. B 8412170100* 50-271 P 

VASSALLO, D. B. 8412170404 50-260 P 

VASSALLO, D. B. 8412170481 50-293 F 

VASSALLO. D. B. 8412170491 50-260 F 

VASSALLO, D. B. 8412170502 50-293 P 


VASSALLO. D B. 

8412170505 

50-324 

F 

VASSALLO, D. B. 

8412270186 

50-325 

Q 

VASSALLO, D. B. 

8412270206 

50-260 

P 

VAUGHAN, C. M. 
VAUGHAN. C. M. 

VAUGHAN, C. M. 
VAUGHAN, C. M. 
VAUGHAN, C. M. 
VAUGHAN, C. M. 
VERMA, T. R 

8412120552 

8412140051 

8412140222 

8412140225* 

8412260379 

8412270065* 

8412040190 

70-1113 

70- 1113 

71- 9019 
71-9019 
70-1113 
70-1113 
WASTE MGT 

VERNETSON. W. G. 

8412040111 

50-83 

R 

VERRELLI, D. M, 

0412010094 

50-390 

Q 

VERRELLI, D. M. 

8412050496 

50-390 

Q 

VERRELLI, D. K. 

8412050506 

50-438 

Q 

VERRELLI, D. M. 

8412050532 

50-261 

F 

VERRELLI, D, M, 
VERRELLI, D. M. 

8412050601 

8412050607 

TOP REP 
50-416 

F 

VERRELLI, D. M. 

8412050664 

50-259 

Q 

VERRELLI, D. M. 

8412050748 

50-400 

Q 

VERRELLI, D. M. 

8412050792# 

50-400 

Q 

VERRELLI, D, M. 

8412060330 

50-261 

F 

VERRELLI, D. M. 

8412060335 

50-400 

Q 

VERRELLI, D. M. 

8412060415 

50-390 

Q 

VERRELLI. D. K. 

8412060437 

50-400 

Q 

VERRELLI, D. M. 

8412060504 

50-348 

F 

VERRELLI, D. M. 

8412060611 

50-390 

Q 

VERRELLI, D. M. 

8412180601 

50-348 

0 

VERRELLI, D. M. 

8412270598 

50-327 

<3 

VERRELLI, D. M. 

8412270627 

50-324 

0 

VERRELLI, D. M. 

8412280055 

50-348 

Q 

VERRELLI, D. M, 

8412280070 

50-348 

Q 

VERRELLI, D. M 

8412280071 

50-400 

Q 

VERRELLI, D. M. 

0412280038 

50-438 

Q 

VERRELLI. D. M. 

B4122S009B# 

50-438 

Q 

VERRELLI, D. M. 

8412280120 

50-324 

Q 

VERRELLI, D. M. 

8412280169 

50-395 

G 

VERRELLI, D. M. 

8412280178 

50-261 

Q 

VERRELLI, D. M. 

8412280189* 

50-259 

Q 

VERRELLI, D. M. 

8412280213 

50-390 

Q 

VERRELLI, D M 

8412280220 

50-395 

Q 


AUTHOR 


VERRELLI, D. M 
VERRELLI, D. M. 
VERRELLI, D, M 
VERRELLI, D. M. 
VERRELLI, D. M 

VERRELLI. D. M, 
VERRELLI, D. H. 
VERRELLI. D. M. 
VERRELLI, D M 
VERRELLI, D. M 

VERRELLI. D. N 
VERRELLI, D. M 
VERRELLI, D. N. 
VETTER, W. E 
VIAS, S. J, 

VICKERY, D. M. 
VIETH, D. L. 
VIETH, D. L 
VILLA, R. 
VIROILIO, M. J, 

VISSER, B. 

VOGEL, S. J. 
VOOLER. B. H. 

VOGT, D. K. 

VOGT, D. K. 

VOOT-LOWELL 
VOGT-LOWELL, R. 
VOGT-LOWELL, R. J 
VOILLEQUE, P G 
VOIT, R. E. 

VOLLMER.R. H. 
VOLLMER. R. H. 
VOSS, J. W. 
VUKOVICH, T. J. 
NAGNER, A. R. 

WAGNER, A. R. 
WAGNER. 0. 

WAGNER, D. H. 
WAGNER, J. 

WAGNER, M. E. 

WAGNER, N. H. 
WAGNER, P. C. 
WAGNER, P. C. 
WAGNER, P, C. 
WAGNER, P. D. 

WAGNER, W. J. 

WAHI, K. 

WAITE, R. S. 
WALKER, D. H. 
WALKER, D. I. 

WALKER, D. I. 
WALKER. D. I. 
WALKER, H. A. 
WALKER, H. A 
WALKER, J. B. 

WALKER, L. P. 
WALKER, R, D. 
WALKER, R. D. 
WALKER. R. J. 
WALLACE, P. R. 


WALLACE, P. R. 
WALLACE, P. R. 
WALLACE, P. R. 
WALLER, R. 
WALLER, W. K. 

WALLER, W. K. 
WALSH, M. 
WALTON, 0. A. 
WALTON, G. A. 
WANG, C. H. 

WARD, D. A. 
WARD, 0. S. 
WARD, J. J. 
WARD, K, D. 
WARD, K. D. 

WARD, K. D. 
WARD, K. D. 
WARNER, D. L. 
WARNICK, R. 
WARNICK, R F. 

WARNICK, R. F. 
WARNICK, R. F. 
WARNICK, R. F. 
WARNICK, R. F. 
WARNICK, R. F. 


ACCESSION 

NUMBER 


8412280244 

8412280266 

8412280309 

8412280315 

8412280328 

8412280339 

8412280410 

8412310162 

8412310226 

8412310338 

8412310411 

8412310423 

8412310434# 

8412260296* 

8412060616* 

8412230111 

8412050056 

8412050308 

8412070102* 

8310130096* 

8412040282 

8412170237 

0412310156 

8412050231 

8412050609 

8412280305* 

8412310336* 

8412280229* 

8412190378 

8412030590 

8307050397* 

8405140539* 

8412030632* 

8412270032 

8412060265* 

8412310232* 
8412070466 
84121 lOOlS 
8412070522* 
8412010160 

8412100564 

8412120423 

8412120497 

8412270616 

8412280270* 

8412270397* 

8412050022* 

8412310443* 

8412070099* 

8412120356* 

8412120S34* 

8412120574* 

8412030060# 

8412040188* 

8412040228 

8310070269* 

8412030288 

8412030602 

8412030072 

8412060598 

8412060608 

8412110492 

8412310466 

8412070354* 

8412030668 

8412040287 

8412310172* 

8412120038* 

8412280016* 

8412110383 

8412050268* 

8412050299* 

8412130147* 

8412030171* 

8412060166* 

8412120561* 

8412170413* 

8412190207 

8412110328 

8412010187 

8412030416 

8412060421 

8412110544 

8412110548* 

8412120439 


SUBJECT 

category 


50-327 0 

50-259 Q 
50-259 Q 
50-327 F 
50-261 a 

50-324 O 
50-327 Q 
50-390 Q 
50-395 Q 
50-327 a 


50-261 

Q 

50-324 

a 

50-324 

a 

FQIA 


50-390 

a 

QA999 


WASTE MGT 

WASTE MGT 

FOIA 


50-416 

S 

50-352 

G 

50-2 

F 

50-352 

G 

WASTE RES 

WASTE RES 

50-250 

a 

50-250 

a 

50-250 

a 

NUREG 


WASTE HOT 

50-447 

A 

50-289 

p 

WASTE RES 

50-305 

s 

50-416 

a 

50-416 

a 

50-354 

V 

50-354 

A 

50-528 

A 

50-289 

6 

50-400 

0 

50-267 

P 

50-267 

F 

50-267 

P 

50-259 

a 

50-528 

a 

WASTE RES 

50-397 

Q 

FOIA 


70-925 


40-1478 


FOIA 


50-454 

a 

50-402 

a 

50-259 

F 

FOIA 


50-315 

V 

50-10 

V 

50-341 

V 

50-327 

s 

50-327 

s 

50-327 

R 

50-328 

S 

50-352 

T 

27-48 


27-48 


50-445 

G 

50-412 

Q 

50-423 

a 

50-243 

J 

COMMISSION 

WASTE RES 

40-1478 


50-282 

a 

50-263 

a 

50-341 

a 

50-461 

a 

50-123 

p 

50-263 

s 

50-331 

s 

50-331 

s 

50-456 

a 

50-456 

Q 

50-456 

a 

50-341 

a 



^UTHCH? 

^iNlCKiR. F. 

R. F. 
^s?<ICK. R. F. 
^^ICK,R. F. 

R. F. 

R. F. 
^HlCtK, R. F, 
^:^ICK-R. F. 
^TLER.S. L. 
^STLER.S. L. 

^TLER.S. L. 
^TLERiS. L. 

rfTKINS,H. 

^ritlKS* M. 
ti. 

J^TXINS, M. 

(^TRINS, h. 

,*tkins, m. 

.j^TKINS, M. 

^TXtNS, M. 
rtTKINSi M. 
idTXlNS.M. 

E.4D0CKI A. 

£JSOCKi a. 

£ASaCK^ A. 

£AI50CK, a. a. 

imnM K. T. 

£AVtR. M. J. 
as,u. E. 

^EDINOTONJ R. E. 
ftXSi. E. D. 

£|XS. J. R. 

SKS, R.E. 
£1NFURTER. E. 
£lMSARrEN. R. 
£IHKAM- E. J- 

£WAH, E. J- 
£irKAM, E. J. 
£I»(AM. E. J. 
£mA», E- J. 
ftiSEi S. 

£ISE.S. 

EJSE. S. 

.£:SE,S. 
ftSE^S.P. 
£!SMANTLE, J. A. 

£tS5* A. J. 

€1SS. B. 

£ISS, D. 

£1S3« E.R. 

£ISS* E. R. 

£!S5. E. R, 

£1S9,E. R. 

£rss« a. E. 

£IS3,«. £. 

£LLISH, P. 

£U-NITZr D. L, 

iClLS* n, W, 

, £LLS, R. M. 

£LLB. R. W. 
iO.L3, R. W. 

.EM,P. C. 

£N,P.C. 

tSWERTERi D. E. 

, KNK-AWSKI. F. A. 
SI^AWSKIr F. A. 

■®e.AWSKI» F. A. 
tENa-AWSKI, F. A. 

: i©©LAWSKI» F. A. 
^ tfNSLAWSKIi F. A. 

, lEmAWSKIi F. A. 

«HSLAWSKIi F. A. 
kCNSLAWSKli F. A. 
HENZINOEHi E. 

' kEHZINCER*E- C. 

; iERZINOER. E. C. 

; SENIIKOER. E. C. 
^KNOERi E. C. 
l©JirK«ER» E- C. 
f KNZINCER. E. C. 

^ eNZtNOERi E. C. 


PERSONAL AUTHOR INDEX 


529 


ACCESSION 

NUMBER 


8412130415 

8412170454 

8412170457* 

8412170480 

8412170483* 

8412180049 

8412180325 

8412180471 

S4092704S7 

8412070474 

8412070501 

8412070S12 

8412100515 

8412100515 

8412100536 

8412100536 

8412100553 

8412100553 

8412130149 

8412130149 

8412190251 

8412190251 

8412270002 

8412270002 

8412270107 

8412270107 

8412110270* 

84121402B1* 

8412270474* 

8412190143* 

8412140408 

8412040205* 

8412040017 

8412270506* 

8412120094 

8412310195* 

8412030324 

8412260009 

8412040070 

8412050215 

8412050230 

8412060222 

B4122704S3 

8412270551 

8412210168 

8412280401* 

8412280421* 

8412310070* 

8412280113* 

8412170245* 

8412240029 

8406110384* 

8412140248 

8412120175 

8412130514 

8412260109 

8412260119 

8412030338 

8412030350* 

8412190208 

8412110016* 

8412060339* 

8412060339* 

8412110305 

8412110305 

8412040150* 

8412110025* 

8412140430 

8412070079 

8412140289 

8412140272* 

8412140504 

8412170482 

8412170501 

8412200218 

8412200225* 

8412310465 

8412170342 

8412030072 

8412040012 

8412120010 

8412120033 

8412120480* 

8412130096 

8412170139 


SUBJECT 

CATEGORY 


50-263 Q 
50-341 Q 
50-341 Q 
50-456 Q 
50-456 Q 

50-263 Q 
50-461 Q 
50-456 Q 
40-8064 
40-8745 

40-8728 
40-8728 
50-445 G 
50-445 G 
30-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 0 

50-445 G 

50-445 G 
50-445 G 
50-445 0 

50-445 G 
50-445 0 

50-445 G 
50-334 Q 
50-272 Q 
50-247 Q 
50-289 Q 

50-454 S 
50-254 F 
50-257 F 
50-259 Q 
50-133 R 

50-413 0 

WASTE MOT 
50-265 S 
PR 

50-458 A 

50-458 A 
50-458 A 
50-458 F 
50-458 A 
50-327 S 

50-250 Q 
50-250 Q 
50-327 Q 
50-438 Q 
50-322 6 

NUREO 
50-322 F 
40-3453 
FOIA 

50-289 P 

50-289 P 
FOIA 
71-243 
71-243 
50-133 H 

40-8829 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-247 Q 
50-220 Q 
50-454 S 
30-275 Q 
50-528 Q 

50-528 Q 
50-394 Q 
50-275 Q 
50-523 Q 
50-312 Q 

50-312 Q 
50-312 Q 
50-309 Q 
50-423 Q 

50-166 a 

50-293 Q 
50-412 Q 
50-293 Q 
70-1 100 
50-423 Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WENZINOER, E. C. 

8412170351 

50-317 

G 

WENZINGER. E. C 

8412180421 

50-213 

Q 

WENZINGER, E. C. 

8412210269 

50-334 

Q 

WENZINOER. E. C. 

8412280007 

50-423 

Q 

WENZINGER. E. C 

8412280033 

50-213 

Q 

WENZINGER. E. C. 

8412280095 

50-271 

Q 

WENZINOER. E. C. 

8412280122 

50-245 

G 

WESCOTT. H. M. 

8412030228* 

50-443 

a 

WEST. J. N. 

8412040059 

50-331 

F 

WESTAFER. 0. R. 

8412030377 

50-302 

P 

WESTAFER. G. R. 

8412050431 

50-302 

F 

WESTAFER, G. R, 

8412110266 

50-302 

R 

WESTAFER. G. R. 

8412110354 

50-302 

P 

WESTAFER. G. R. 

8412120041 

50-302 

S 

WESTAFER. 0. R. 

8412130356 

50-302 

P 

WESTAFER. G. R. 

8412180511 

50-302 

P 

WESTAFER. G. R 

8412190021 

50-302 

F 

WESTAFER, G. R. 

8412210090 

50-302 

Q 

WESTAFER, G. R. 

8412210180 

50-302 

P 

WESTAFER, G. R. 

8412260277 

50-302 

P 

WESTAFER, 0. R. 

8412270157 

50-302 

F 

WESTAFER. 0. R. 

8412310259* 

50-302 

a 

westberg. r. 

8412170463* 

50-341 

a 

WESTERN, F. 
WETTERHAHN. M. J. 

8412120283* 

8412010006 

FOIA 

50-352 

G 

WETTERHAHN, M. J- 

8412010006 

50-352 

G 

WETTERHAHN. M. J. 

841201001 1* 

50-352 

G 

WETTERHAHN, M. J 

8412010011* 

50-352 

G 

WETTERHAHN, M. J. 

8412050456 

50-410 

A 

WETTERHAHN, K. J. 

8412070350 

50-352 

T 

WETTERHAHN, M. J. 

8412070350 

50-352 

T 

WETTERHAHN, M. J. 

8412100502 

50-352 

G 

WETTERHAHN, M. J. 

8412100502 

50-352 

G 

WETTERHAHN, M. J. 

8412110471 

50-352 

G 

WETTERHAHN. M. J. 

8412110471 

50-352 

G 

WETTERHAHN, M. J. 

8412170141 

50-352 

6 

WETTERHAHN, M. J. 

8412170141 

50-352 

6 

WETTERHAHN, M. J. 

8412170343 

50-352 

G 

WETTERHAHN, M, J. 

8412170343 

50-352 

0 

WETTERHAHN. M. J. 

8412260399 

50-354 

G 

WETTERHAHN. M. J. 

8412260399 

50-354 

G 

WETTERHAHN, M J. 

8412270015 

50-352 

G 

WETTERHAHN. M. J. 

8412270015 

50-352 

G 

WHARTON, R. 

8412200002* 

50-206 

G 

WHARTON, R. J. 

8412100561 

50-206 

0 

WHATLEY, S. K, 

8412030472 

WASTE 

RES 

WHATLEY, S. K. 

8412030646 

WASTE 

RES 

WHATLEY. S. K. 

8412030651 

WASTE 

RES 

WHATLEY, S. K. 

8412030706 

WASTE 

RES 

WHIPPLE, S. 

8412110596 

50-29 

R 


AUTHOR 


ACCESSION SUBJECT 

number CATEGORY 


WIESEMANN, R. A. 
WIESEMANN, R. A. 
WIESEMANN, R. A. 
WIESEMANN, R. A. 
WIESEMANN, R. A 


8412040116* 

8412100168* 

8412100175* 

8412180569* 

8412190282* 


50-443 E 
50-344 P 
50-344 P 
50-412 A 
50-601 K 


WIESEMANN, R. A 
WIESEMANN, R. A. 
WIESEMANN, R. A. 
WIESEMANN, R. A. 
WIESEMANN, R. A. 


8412190343* 

8412260358# 

8412270213* 

8412270236* 

8412270394# 


TOPREP 

TOPREP 

50-395 

50-412 

50-482 


P 

E 

A 


WIESEMANN, R. A. 
WlGGINSi E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E 


8412310277* 

8412100395* 

8412100527* 

8412100543# 

8412120543* 


50-482 A 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


WIGGINS, £. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E 
WIGGINS, E. 


8412170057* 

S412190U8* 

8412190469* 

8412200626# 

8412270413* 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


WIGGINS. J. 
WIGGINS, J. G. 
WIGGINTON, D. L. 
WIGOINTON, D. L. 
WIGGINTON, D. L. 


8412310352 

8412110191 

8412060527 

8412070225# 

8412100457 


50-352 

PR 

50-315 

50-250 

50-315 


S 

P 

P 

F 


WIGOINTON, D. L. 
WIGGINTON, D, L. 
WILDFONG, L. A. 
WItOUS, W. S. 
WILKINSON, E. P 


8412110364 

8412270125 

8412110485 

8412170260 

8305180444 


50-315 P 
50-315 P 
50-344 R 
50-302 P 
□RG 


WILKS. B.L. 
WILLETT. D. J. 
WILLIAMS. C. C. 
WILLIAMS, C. C, 
WILLIAMS. C. C. 


8412110500 

8412140285* 

8412060243* 

8412060734* 

8412170396* 


50-387 

50-397 

50-461 

50-341 

50-341 


S 

Q 

G 

Q 

a 


WILLIAMS. C. C. 
WILLIAMS, C. C. 
WILLIAMS. D. 
WILLIAMS. D. L 
WILLIAMS. D. L 


8412170408* 

8412210322* 

8412070044* 

8412030033* 

8412170438* 


50-456 

50-341 

50-454 

50-482 

50-456 


Q 

Q 

Q 

Q 

0 


WILLIAMS. J. 
WILLIAMS, J. L. 
WILLIAMS, J L. 
WILLIAMS. J. W. 
WILLIAMS. J. W. 


8412050247* 

8412030322 

8412030331* 

8412010040 

8412010044 


WASTE MGT 
71-201 
71-201 
50-335 Q 
50-250 Q 


WILLIAMS. J W. 
WILLIAMS. J. W. 
WILLIAMS, J. W. 
WILLIAMS. J. W. 
WILLIAMS, J. W. 


8412010118 

8412030184 

8412030221 

8412030321 

8412030336 


50-389 P 
50-250 F 
50-389 F 
50-389 S 
50-335 F 


WHIPPLE, S. 
WHITCOMB. H. C. 
WHITE, J. H. 
WHITE, J. R. 
WHITENER. H. L. 


8412120036 

8412270555* 

8412200543* 

8412180385* 

8412280225* 


50-29 R 
50-321 a 
50-133 R 
50-289 a 
50-395 a 


WILLIAMS, J. W. 
WILLIAMS. J. W. 
WILLIAMS, J. W. 
WILLIAMS, J. W. 
WILLIAMS. J. W. 


8412040094 

8412040177 

8412070181 

8412100086 

8412100557 


50-250 P 
50-389 F 
50-389 E 
50-335 P 
50-250 S 


WHITENER. H. L. 
WHITMAN. D. 
WHITMAN, D. 
WHITMAN, D. A. 
WHITTIER. 0. D. 


8412200349* 

8412100133 

8412240099 

8412180353 

8412010099 


50-324 a 
50-298 F 
50-298 F 
50-298 P 
50-309 P 


WILLIAMS, J. W. 
WILLIAMS, J. W 
WILLIAMS, J W. 
WILLIAMS. J. W. 
WILLIAMS, J. W 


8412110003 
8412110372 
84121 10336 
8412120020 
8412180109* 


50-389 

50-335 

50-335 

50-389 

50-335 


WHITTIER, G. D. 
WHITTIER. G, D. 
WHITTIER, 0. D. 
WHITTIER. 0. D. 
WHITTIER. G. D. 


8412010124 

8412010154 

8412030421 

8412050187 

8412070267 


50-309 P 
50-309 a 
50-309 P 
50-309 S 
50-309 H 


WILLIAMS. J. W. 
WILLIAMS, J. W 
WILLIAMS, J. W. 
WILLIAMS. J. W 
WILLIAMS, J. W. 


8412180591 

8412180622 

8412190130 

8412190173 

8412190203 


PR 

50-250 P 
50-335 F 
50-250 F 
50-335 F 


WHITTIER. 0. D. 
WHITTIER. 6. D. 
WHITTIER. 0, D. 
WHITTIER. 0. D. 
WHITTIER. C. D. 


8412110495 

8412120100 

8412120426 

8412130169 

8412130303* 


50-309 S 
50-309 R 
50-309 P 
50-309 a 
50-309 a 


WILLIAMS, J. W. 
WILLIAMS. J W. 
WILLIAMS, J. W. 
WILLIAMS, J. W. 
WILLIAMS, J. M. 


0412190275 

8412210033 

8412210114 

8412210217 

6412210245 


50-335 F 
50-335 a 
50-250 a 
50-250 a 
50-250 a 


WHITTIER. 0. D. 
WHITTIER. G. D. 
WHITTIER. G. D. 
WHITTIER. O. D. 
WHITTIER, G. D. 


8412140458 

8412190294 

8412210032 

8412210142 

8412210164* 


50-309 S 
50-309 P 
50-309 S 
50-309 P 
50-309 a 


WILLIAMS, J. W. 
WILLIAMS, J. W. 
WILLIAMS, J, W 
WILLIAMS, J. W. 
WILLIAMS, J. W. 


8412210251* 
8412260237 
8412270139 
8412270464* 
84 12280042 


50-250 

50-250 

50-335 

50-250 

50-335 


a 

P 

F 

0 

F 


WHITTIER. G. D. 
WHITTIER. 0. D. 
WHITTLESEY, K. 
WICK. E. A. 
WICKLES. P. J. 


8412270419 

8412280010 

8412180559* 

8412050169 

8412310353 


50-309 a 
50-309 P 
50-482 a 
WASTE RES 
40-2061 


WILLIAMS, J. W. 
WILLIAMS, J, W. 
WILLIAMS, J. W 
WILLIAMS, J. W. 
WILLIAMS, J. W 


8412280037 

8412200203* 

8412280297 * 

8412280272* 

8412280374* 


50-335 

50-250 
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50-361 P 

CONTRACT 

71-9192 

71-9071 

NUREO 

NUREG 

50-529 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 B 
50-528 B 

50-528 F 
50-528 F 
50-528 F 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 E 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 B 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 3 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 F 
50-523 F 
50-528 F 
50-528 A 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 



534 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 


8412040032 

8412040032 

8412040186 

8412040186 

8412040186 


SUBJECT 

CATEOORY 


50“ 528 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 


AUTHOR 

affiliation 


ACCESSION 

number 


8412050068 50-528 F 
8412050068 50-528 F 
8412050068 50-528 F 
8412050085 50-528 H 
8412050165 50-528 A 

8412050165 50-528 A 
8412050165 50-528 A 
8412050479 50-528 F 
8412050479 50-528 F 
8412050479 50-528 F 

8412060001 50-528 A 
8412060001 50-528 A 
8412060001 50-528 A 
8412060141 50-528 A 
8412060141 50-528 A 

8412060141 50-528 A 
8412060232 50-528 A 
8412060232 50-528 A 
8412060232 50-528 A 
8412060311 50-528 F 

8412060311 50-528 F 
8412060311 50-528 F 
8412060328 50-528 F 
8412060328 50-528 F 
8412060328 50-528 F 

8412060332* 50-528 F 
841206033B* 50-528 F 
8412060443 50-528 F 
8412060443 50-528 F 
8412060443 50-528 F 

8412060473 50-528 A 
8412060644 50-528 8 
8412060644 50-528 S 
8412060644 50-528 S 
8412070161 50-528 S 

8412070161 50-528 S 
8412070161 50-528 8 
8412070164 50-528 E 
8412070164 50-528 E 
8412070164 50-528 E 

8412070170 50-528 S 
8412070177 50-528 S 
8412070177 50-528 S 
8412070177 50-528 S 
8412070186 50-528 S 

8412070186 50-528 8 
8412070186 50-528 S 
8412070187 50-528 A 
3412070203 50-529 S 
8412070210 50-528 A 

8412070210 50-528 A 
8412070210 50-528 A 
8412100048 50-528 S 
8412100048 50-528 S 
8412100048 50-528 S 

8412100250 50-520 A 
8412110036 50-528 F 
8412110036 50-528 F 
8412110036 50-528 F 
8412110076 50-528 F 

8412110076 50-528 F 
8412110076 50-520 F 
8412110102 50-528 £ 
8412110102 50-528 E 
8412110102 50-528 E 

8412110110 50-520 A 
8412110110 50-528 A 
8412110110 50-528 A 
8412110146 50-528 A 
8412110146 50-528 A 

8412110146 50-528 A 
8412110210 50-328 8 
8412110210 50-528 8 
8412110210 50-528 S 
8412110255 50-520 8 

8412110255 50-528 8 
8412110255 50-528 8 
8412110277 50-520 8 
8412110277 50-528 8 
8412110277 50-528 8 


SUBJECT 

CATEGORY 


8412110283 50-528 A 
8412110283 50-528 A 
8412110283 50-528 A 
8412110292 50-528 A 
8412110295 50-528 B 

8412110295 50-528 S 
8412110295 50-528 S 
8412110301 50-528 F 
8412110301 50-528 F 
8412110301 50-528 F 

8412110309 50-528 F 
8412110309 50-528 F 
8412110309 50-528 F 
8412110316 50-528 E 
8412110316 50-528 £ 

8412110316 50-528 E 
8412110324 50-528 A 
8412110324 SO-528 A 
8412110324 30-528 A 
8412110327 50-528 A 

8412110327 50-528 A 
8412110327 50-528 A 
8412110346 50-528 A 
8412110346 50-528 A 
8412110346 50-528 A 

8412110359 50-528 A 
8412110359 50-520 A 
8412110359 50-528 A 
8412110393 50-528 S 
8412110393 50-528 S 

0412110393 50-528 8 
8412110477 50-528 8 
8412110477 50-528 S 
8412110477 50-528 S 
8412120006* 50-528 Q 

8412120070 50-528 S 
8412120070 50-528 S 
8412120070 50-528 S 
8412120076 50-529 S 
8412120080 50-529 S 

8412120083 50-528 A 
8412120083 50-528 A 
8412120083 50-528 A 
8412120090 50-528 A 
8412120090 30-528 A 

8412120090 50-328 A 
8412120099 50-528 E 
8412120099 50-528 E 
8412120099 50-528 E 
8412120126 50-529 A 


8412120126 

50-529 

A 

8412120129* 

50-529 

A 

8412120129* 

50-529 

A 

8412120145 

50-520 

F 

8412120143 

50-528 

F 

8412120145 

50-528 

F 

8412120174 

50-528 

S 

8412120174 

50-528 

8 

8412120174 

50-520 

8 

8412120265 

50-528 

F 

8412120265 

50-520 

F 

8412120263 

50-528 

F 

8412120330 

50-528 

A 

8412120330 

50-528 

A 

8412120330 

50-528 

A 

8412120375 

50-528 

F 

0412120375 

50-528 

F 

8412120375 

50-528 

F 

8412120378 

70-2949 


8412120382 

50-528 

A 

8412120382 

50-528 

A 

8412120382 

50-528 

A 

8412120391 

70-2949 


8412120446 

50-528 

S 

8412130287 

50-528 

A 

8412130287 

50-528 

A 

8412130287 

50-528 

A 

8412130346 

50-528 

B 

8412130346 

50-528 

8 

8412130346 

50-528 

8 

8412130355 

50-528 

F 

8412130355 

50-528 

F 

8412130355 

50-528 

F 

8412130359 

50-529 

S 

8412130373 

50-528 

A 



CORPORATE SOURCE INDEX 


535 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8412130373 

8412130373 

8412130379 

8412130379 

8412130379 

8412130381 

8412130381 

8412130381 

8412130387 

8412130387 

8412130387 

8412130400 

8412130400 

8412130400 

8412130406 

8412130406 

8412130406 

8412130422 

8412130422 

8412130422 

8412130474 

8412130474 

8412130474 

8412130478# 

8412130478* 

8412130478# 

841213059S 

8412130995 

8412130595 

8412130606 

8412130610 

8412130610 

8412130610 

8412130625 

8412130628 

8412130628 

8412130628 

8412140017 

8412140017 

8412140017 

8412140029 

8412140029 

8412140029 

8412140197 

8412140197 

8412140197 

8412140246 

8412140246 

8412140246 

8412170095 

8412170095 

8412170095 

8412170096 

8412170096 

8412170096 

8412170338 

8412170338 

8412170338 

8412170349 

8412170349 

8412170349 

8412180097 

8412180097 

8412180097 

8412180538 

8412180538 

8412180538 

8412180991 

8412180577 

8412180977 

8412180577 

8412190261 

8412190261 

8412190261 

8412200077 

8412200077 

8412200077 

8412200105 

8412200105 

8412200109 

8412200111 

8412200111 

8412200111 

8412200127 

8412200127 


SUBJECT 

CATEGORY 


50-528 A 
50-528 A 
90-528 F 
50-528 F 
50-528 F 

50-528 A 
90-928 A 
50-528 A 
50-528 S 
50-528 S 

50-528 S 
50-928 A 
50-528 A 
50-928 A 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 

50-528 F 
50-528 F 
90-528 F 
50-528 F 
50-528 F 

50-528 F 
50-528 S 
50-528 S 
50-528 S 
50-529 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-928 S 

50-528 S 
50-528 S 
50-928 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-928 5 
50-528 F 
50-928 F 

90-528 F 
50-928 A 
50-528 A 
50-528 A 
50-528 F 

50-528 F 
50-928 F 
50-528 F 
50-928 F 
50-528 F 

50-928 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 

50-523 A 
50-928 A 
50-928 A 
50-528 A 
90-528 Q 

50-528 Q 
50-528 a 
50-528 A 
50-528 F 
50-528 F 

50-528 F 
50-920 A 
50-928 A 
50-528 A 
50-928 S 

50-528 S 
50-528 S 
50-928 S 
50-528 S 
50-528 9 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

8412200127 

8412200152 

8412200152 

8412200152 

8412200174 

8412200174 

8412200174 

8412200198 

8412200198 

8412200198 

8412200204 

8412200226 

8412200226 

8412200226 

8412200230 

8412200230 

8412200230 

8412200266 

8412200266 

8412200266 

8412200276 

8412200276 

8412200276 

8412200278 

8412200278 

8412200278 

8412200295 

8412200295 

8412200295 

8412200298 

8412200298 

8412200298 

8412200342 

8412200342 

8412200342 

8412200351 

8412200351 

8412200351 

8412210072 

8412210072 

8412210072 

8412210077 

8412210191 

8412210X91 

8412210191 

8412210191 

8412260213 

8412260213 

8412260213 

8412260218 

8412260218 

8412260218 

8412260223 

8412260223 

8412260223 

8412260233 

8412260233 

8412260233 

8412260243 

8412260249 

8412260249 

8412260249 

8412260262 

8412260262 

8412260262 

8412260292 

8412260300 

8412260300 

8412260300 

8412270471 

8412270471 

8412270471 

8412270481 

8412270486 

8412270486 

8412270486 

8412270495 

8412270495 

8412270495 

8412270510 

8412270510 

8412270510 

8412270521 

8412270521 

8412270521 


SUBJECT 

CATEGORY 


50-528 S 
50-528 A 
50-520 A 
50-528 A 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 

50-528 S 
50-528 A 
50-528 A 
50-528 A 
50-528 Q 

50-528 Q 
50-528 0 
50-528 A 
50-528 A 
50-528 A 

50-528 S 
50-528 S 
50-528 S 
50-528 A 
50-528 A 

50-528 A 
50-528 S 
50-528 S 
50-928 S 
50-528 A 

50-528 A 
50-528 A 
50-528 S 
50-528 S 
50-528 S 

50-528 A 
50-528 A 
50-528 A 
50-528 S 
50-528 S 

50-528 S 
50-529 S 
50-470 A 
50-470 A 
50-470 A 

50-470 A 
50-528 F 
50-528 F 
50-528 F 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 A 
50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 S 
50-528 A 

50-528 A 
50-928 A 
50-928 A 
50-928 A 
50-528 A 

50-528 A 
50-528 Q 
50-528 Q 
50-528 Q 
50-528 S 

50-928 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-928 S 

50-528 S 
50-928 S 
50-528 S 
50-528 S 
50-528 S 



AUTHOR 

affiliation 


Arizona State Univ. , Tempe, AZ 


Arizona. 

State 

of 

Ar i zona. 

Univ. 

of. Tucson^ 

Arkansas 

Power 

& Light Co. 


With 


ACCESSION SUBJECT 

NUMBER CATEGORY 


841S27052B 

8412270528 

8412270528 

8412270532 

8412270532 


8412270532 

8412270583 

8412270583 

8412270583 

8412270596 

8412270596 

8412270596 

8412280013 

8412280029 

8412280044 

8412280044 

8412280142 

84122S0146# 

8412280284 

8412280284 

8412280284 

8412280344 

8412280344 

8412280344 

8412280415 

8412280415 

8412280415 

8412280448 

8412280448 

8412280448 

8412310186 

8412310196 

8412310279 

8412310279 

8412310279 

8412310286* 

8412310286* 

8412310286* 

8412310305 

8412310305 

8412310305 

8412310329 

8412310329 

8412310329 

8412310345 

8412310345 

8412310345 

8412030705 

8412030707* 

8412060342* 

8412030633 

8412030641* 

8412310155* 

8412030243 

8412040062 

8412060172 

8412060705 

8412100035 

8412110046 

8412110105 

8412110171 

8412110171 

8412110232 

8412110517 

8412110592 

8412120628 

8412120630* 

8412130369 

8412130370 

8412200290 

8412270330 

8412270441 

8412310167 

8412310280 

8412310283* 

8412060220* 
8412070519* 
8412070522* 
8412210020 
8412280082 I 


50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 A 
PR 

50-528 A 

50-528 A 
50-528 A 
50-528 A 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-528 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-529 S 
50-528 S 
50-528 S 
50-528 S 
50-528 S 

50-520 S 
50-528 9 

50-528 S 
50-528 A 
50-528 A 

50-528 A 
50-528 F 
50-528 F 
50-520 F 
50-528 A 

50-528 A 
50-520 A 
WASTE RES 
WASTE RES 
50-528 F 

WASTE RES 
WASTE RES 
CONTRACT 
50-313 F 
50-348 F 

50-368 S 
50-368 S 
50-313 P 
50-313 P 
50-313 P 

50-313 P 
50-313 P 
50-368 S 
50-313 S 
50-313 R 

50-313 R 
50-313 R 
50-313 P 
50-313 S 
50-313 Q 

50-313 J 
50-368 S 
50-313 Q 
50-368 P 
50-368 P 

CONTRACT 
50-528 A 
50-520 A 
50-424 D 
PR 


AUTHOR 

affiliation 

Australia. Govt, of 
Automation Industries. Inc. 


ACCESSION 

NUMBER 

suajecXv 

CATEOO^l. 

8412070017* 

contraC*^ 

0412060420 

40-6920 

8412060485 

40-6920 

8412060494* 

40-6920 

8412060496* 

40-6920 

8412060497* 

40-6920 

8412060499* 

40-6920 

8412060502* 

40-6920 

8412060505* 

40-6920 

8412060508* 

40-6920 


BWR Owners Group 


8412140081 71-9006 

8412110201 TOPREP 

8412120436* 50-331 ^ 

8412180322 TOPREP 

8412280028 TOPREP 


Babcock & Wilcox Co. 


Babcock 8> Wilcox Operating Plants Owner 
Group 


Baltimore Oas & Electric Co. 


Bangor Hydro-Electric Co. 

Battelle Human Affairs Research Centers 
Battelle Memorial Institute 


Battelle Memorial Institute. Columbus 
Laboratories 


Battelle Memorial Institute. Pacific 
Northwest Laboratories 


8412030482 70-27 

0412030582 70-1201 

8412050374 QA999 

8412050411 TOPREP 

8412060114* 70-824 

8412060456* 50-346 F" 

8412120463 70-27 

8412120580 70-1201 

8412i80211* 50-438 ^ 

8412180344* TOPREP 


8412190006* 

8412200324 

8412260082* 

8412260323* 

8412270188 

8412270194* 
8412270260 
8412310007* 
8412310278* 
s 8412040113 


0412040180 

8412050411 

8412180339 

8412280022 

8412030242 

8412030411 

8412030411 

8412040162 

8412050189 

8412070234 

8412070281 

8412070281 

8412070285* 

8412070285* 

8412110048 

8412110048 

0412110070* 

8412120351 

8412120351 

8412120456 

8412120456 

8412120459* 

8412120462* 

8412120462* 

8412140465 

8412170323 

8412180076 

8412180329 

8412190148 

8412270618 

8412270618 

8412200465* 

8412130250* 

8412030477 

8412180579 

8412270272 

8412130175* 

0412130443* 

8412200585* 

8412210097 

8412210300* 

8412030562* 

8412060661* 

8412070092 

8412100588* 

8412110034 

8412110041 


50-438 A 
TOPREP 
70-1201 
50-312 P 
TOPREP 

TOPREP 

TOPREP 

70-1201 

CONTRACT 

TOPREP 


TOPREP 
TOPREP 
TOPREP 
TOPREP 
50-317 F 

50-317 J 
50-317 J 
50-317 Q 
PR 

50-317 a 

50-317 F 
50-317 F 
50-317 F 
50-317 F 
50-317 R 

50-317 R 
50-317 R 
50-317 p 
50-317 P 
50-317 p 

50-317 p 
50-317 p 
50-317 p 
50-317 p 
50-317 8 

50-317 F 
50-317 Q 
TOPREP 
50-317 F 
50-317 R 

50-317 R 
50-443 I 
FOIA 

WASTE MOT 
50-6 u 

50-360 j 
CONTRACT 

50-271 p 

CONTRACT 

FOIA 

CONTRACT 
WASTE R£0 

FOIA 
NUREO 
50-322 Q 

NUREO 

NUREO 



AUTHOR 

ILIATION 


ifn Co. 


ihological Corp. 


:orp, 


Cooh« Purcell & 


P. 

0 . 


.onal Laboratory 


ACCESSION 

NUMBER 


8412120581 

8412210135 

8412260052 

8412260135 

8412120589 

8412050358 
8412070113* 
8412200287* 
8412200438* 
84121 10154 

8412030509 

8412040289* 

8412040304* 

8412040312* 

8412100593* 

8412130567 

8412030505 

8412030506* 

8412030426 

8412030461 

8412030494 

8412040261 

8412040261 

8412040266 

8412040266 

8412040272 

8412040272 

8412040286 

8412040286 

8412070353 

8412100515 

8412100515 

8412100536 

8412100536 

8412100553 

8412100553 

8412100567 

8412110525 

8412130123 

8412130123 

0412130149 

8412130149 

8412180189 

8412180189 

8412180230 

8412180230 

8412190251 

8412210304 

8412210304 

8412260419 

0412260462 

8412260462 

8412270002 

8412270002 

8412270107 

8412270107 

8412010035 

8412040025 

8412050405 

8412070246 

8412110154 

0412110196 

8412120348 

8412120438 

8412140001 

8412190285 

8412200213 

8412200221- 

8412210062 

8412270199 

8412040263 

8412050024* 

0412050336 

8412100247 

8412110033 

8412120292* 

8412120296* 

8412120299* 

8412190264* 

0412190376 

8412210159* 

0412210174* 

8412210181* 

8412240029 


SUBJECT 

CATEGORY 


NUREG 

NUREG 

NUREG 

NUREG 

40-0452 

50-461 

Q 

FOIA 

50-528 

A 

50-424 

A 

PR 

71-285 

WASTE MOT 

WASTE MGT 

WASTE MGT 

50-352 

T 

71-197 

71-503 

71-503 

50-460 

0 

50-508 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

0 

50-445 

0 

50-445 

G 

50-445 

0 

50-445 

G 

50-445 

6 

50-445 

0 

50-445 

0 

50-445 

0 

50-445 

6 

50-413 

G 

50-445 

0 

50-445 

G 

50-445 

G 

50-445 

0 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

0 

50-445 

G 

50-445 

G 

50-445 

G 

50-413 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

G 

50-445 

6 

50-445 

G 

50-440 

S 

50-293 

P 

PRM 

50-293 

F 

PR 


50-293 

J 

50-293 

P 

50-293 

F 

50-293 

P 

50-293 

Q 

50-293 

P 

50-293 

P 

50-293 

R 

50-293 

S 

WASTE RES 

REVIEW 

GRP 

WASTE RES 
NUREG 

50-18 

FOIA 

FOIA 

FOIA 

X 

50-382 

nurec 

G 

FOIA 

50-470 

A 

50-470 

NUREG 

A 


Commission 


AUTHOR 


ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 




8412310195* 

50-413 

G 



8412120156 

FOIA 


1 Plants Owners Croup 

8412060368 

toprep 




84120603B9* 

TOP REP 




8412! 10305 

toprep 




8412190329 

toprep 




8412210237 

FOIA 


Services 


8412060033 

50-341 

A 


8412110032 

50-445 

A 



8412110466 

50-445 

G 



8412120240 

50-445 

A 



8412120240 

50-445 

A 



8412120249 

50-445 

A 



8412120249 

50-445 

A 



8412120304 

50-445 

A 



8412120304 

50-445 

A 



8412120331 

50-445 

A 



8412120331 

50-445 

A 



8412120336 

50-445 

A 



8412120340 

50-445 

A 



8412120340 

50-445 

A 



8412120347 

50-445 

A 



8412120347 

50-445 

A 



8412120366 

50-445 

A 



8412120393 

50-445 

A 



8412130560* 

FOIA 


State of 


8412050021* 

CONTRACT 

H 


8412070254 

50-133 



8412130173* 

FOIA 




8412130176* 

FOIA 




8412130192* 

FOIA 




8412130200* 

FOIA 




8412130206* 

FOIA 




8412130221* 

FOIA 




8412130227* 

FOIA 




8412130233* 

FOIA 




8412130240* 

FOIA 




0412130245* 

FOIA 




8412130249* 

FOIA 




8412130254* 

FOIA 




8412130267* 

FOIA 

G 



8412170189 

50-70 

State ofi 

Public Utilities 

8412210076 

FOIA 




8412260137 

FOIA 


Univ. oft 

Irvine# CA 

8412200233 

50-326 

R 

Univ of. Los Angeles# CA 
ir Prosperous Georgia 

8412270181 

8412040308 

8412130154* 

NUREG 

50-424 

50-424 

G 

G 



8412130384 

50-424 

G 



8412130384 

50-424 

G 



8412130388* 

50-424 

G 



8412130388# 

50-424 

G 



8412140273 

50-424 

6 



8412140273 

50-424 

6 



8412140279* 

50-424 

G 



8412140279* 

50-424 

G 



8412270556 

50-424 

G 



8412270556 

50-424 

G 



8412270560 

50-424 

G 



8412270560 

50-424 

G 


Canberra Industries# Inc. 

Carolina Environmental Study Croup 


Carolina Power t*. Light Co. 


8412270610 

8412270610 

0412270613* 

0412270613* 

8412060411* 

8412140122 

8412140122 

8412140201 

8412140201 

8412270003 

8411260041 

8412010010 

8412010034 

8412010063 

8412010105 


50-424 

50-424 

50-424 

50-424 

40-6920 

50-413 

50-413 

50-413 

50-413 

50-413 

50-261 

50-325 

50-400 

50-324 

50-261 


C 

G 

Q 

G 

G 

P 

S 

o 

s 

Q 


8412010138 

8412010142 

8412010172 

8412010183 

8412030247 

8412030519 

8412030565 

8412040193 

8412040297 


50-324 Q 
50-261 a 
50-400 0 
50-400 Q 
50-400 B 

50-324 S 
50-400 S 
50-400 S 
50-400 G 



538 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 


8412050177 

8412050177 

8412050264 

8412050264 

8412050380 

8412050394 

8412050394 

8412050402 

8412050752* 

8412050785* 

8412060052 

8412060237 

8412060245* 

8412060249 

8412060283 

8412060299 

8412060454 

8412060521* 

8412070220 

8412110204 

8412110304 

8412110395 

8412110395 

8412110395 

8412110395 

8412110397* 

8412110397* 

8412110398* 

8412110399* 

8412110401* 

8412110401* 

8412110402* 

8412110403* 

8412110404# 

8412110409 

8412110458 

8412120113 

8412120125 

8412120133 

8412120337 

8412130047 

8412130074 

8412130223 

8412130223 

8412130232 

8412130237* 

8412130397 

8412130401* 

8412130407* 

8412130421 

8412130427* 

8412130442 

8412130447* 

8412130450* 

8412130453# 

8412130458* 

8412130557 

8412130593 

8412130598 

8412140095 

8412140121 

8412140185 

8412140185 

8412140187 

8412140189# 

8412140189* 

8412140208 

8412140208 

8412140452 

8412140468 

8412170037 

8412170047 

8412170047 

8412170216 

8412170363 

8412170366* 
8412170368* 
8412170376 
8412180168 
^4121 80540 

■» 180590 
190074 
90186 
90213 
90213 


SUBJECT 

CATEGORY 


50-324 P 
50-324 P 
50-324 Q 
50-324 Q 
50-261 F 

50-324 P 
50-324 P 
REG GO 
50-400 Q 
50-400 Q 

50-400 A 
50-400 K 
50-400 K 
50-261 P 
50-261 P 

50-324 P 
50-325 P 
50-324 Q 
50-400 A 
50-324 R 

50-325 Q 
50-261 F 
50-261 F 
50-261 F 
50-261 F 

50-261 F 
50-261 F 
50-261 F 
50-261 F 
50-261 F 

50-261 F 
50-261 F 
50-261 F 
50-261 F 
50-325 S 

50-325 S 
50-400 S 
50-400 S 
50-400 S 
50-325 Q 

50-261 P 
71-9001 
50-324 Q 
50-324 Q 
50-261 P 

50-261 P 
50-400 0 

50-400 G 
50-400 G 
50-324 R 

50-324 R 
50-400 0 

50-400 G 
50-400 0 

50-400 Q 

50-400 0 

50-400 S 
50-400 S 
50-400 S 
50-400 G 

50-400 S 
50-324 P 
50-324 P 
50-400 S 
50-324 P 

50-324 P 
50-269 F 
50-269 F 
50-261 S 
50-261 S 

50-400 K 
50-324 P 
50-324 P 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
TOP REP 
50-324 F 
50-400 E 

50-261 P 
50-261 F 
TOPREP 
50-324 F 
50-324 F 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Center For Law 8< Social Policy 
Center for Law in the Public Interest 
Central Maine Power Co. 

Central Vermont Public Service Corp. 
Chem-Nuclear Systomsi Inc. 


8412200159 

0412200299 

8412200307* 

8412210018 

8412210117 

8412210117 

8412210138 

8412210138 

8412210153 

8412210214 

9412260314 

8412260413 

8412260415* 

8412260417* 

8412260429 

8412260430* 

8412260441 

0412260442 

8412260456 

8412260458* 

8412270S70 

0412270579 

8412270587 

8412310295 

8412310293 

8412310298 

6412310298 

8412310302 

8412310430* 

8412310430* 

8412280082 

8412130259 

8412200456# 

8412200466# 

8412030631 


30-261 R 
50-261 a 
50-261 S 
50-400 Q 
30-324 Q 

30-324 Q 
30-324 Q 
30-324 0 
30-400 Q 
30-261 Q 

50-261 R 
50-400 0 
30-400 0 
50-400 0 
50-400 0 

30-400 O 
30-400 0 
30-400 T 
50-400 O 
50-400 0 

50-324 S 
50-324 8 
50-325 S 
50-324 Q 
50-324 Q 

50-324 P 
50-324 P 
50-324 P 
50-324 Q 
50-324 Q 

PR 

50-273 P 
30-443 I 
50-443 I 
27-47 


Chester Countyi PA 
Christie Institute 


Circle Seal Controls 

Cltliens Association for Sound Energy 


8412030633 

8412190312 

8412010002 

8412100391# 

B412010021 

8412210263 

8412310216 

8412310377 

8412050404 

8412010114 

8412030604 

8412110586 

8412260406 

8412310164 

8412310164 


WASTE MOT 
PR 

30-352 0 

50-352 T 
50-289 0 

50-289 0 

50-289 0 

30-289 0 

XPORTLIC 
30-445 0 

50-445 0 

50-443 G 
30-443 0 

50-443 0 

30-445 0 


Citizens Concerned About Nuclear Power* 
Inc. 


Citizens for Safe Energy 
Cleveland Electric Illuminating Co. 


Combustion Engineering* Inc. 


0412310170# 

8412310170# 

8412310172# 

0412310177 

8412310177 

8412040292 

0412100493 

0412100495 

8412100508 

8412100308 

8412100516 

8412100516 

8412140199 

8412030379# 

8412060041 

8412060041 

8412060097 

8412110243 

0412110243 

8412110385 

8412110385 

8412110405 

0412110405 

8412110523 

8412110323 

8412120518 

8412120533 

8412100415 

8412200428 

8412260408 

8412270328 

8412280053 

8412310297# 

8412040024* 


50-443 Q 
50-443 0 

30-445 O 
50-445 Q 
30-445 G 

50-490 0 

50-498 0 

50-498 G 
50-498 G 
50-498 0 

50-496 0 

30-498 0 

30-334 0 

50-440 Q 
50-440 Q 

50-440 Q 
50-440 S 
50-440 S 
30-440 S 
30-440 B 

50-440 S 
50-440 B 
50-440 B 
30-440 S 
50-440 S 

50-440 B 
70-2968 
50-440 0 

50-440 a 
50-440 0 

50-440 A 
50-440 A 
50-440 V 
50-361 F 



author 

affiliation 


CoRfflBrce. Dept. of. National 
gtindards 


Cowfflitt** to Bridge the Oap 


CoiiwBoniiiealt h Edison Co. 


Bureau of 


ACCESSION 

NUMBER 


0412070331* 
8412 100256* 
8412100265* 
8412100273* 
0412110071 

8412110116 

8412110140 

8412110312* 

8412120216* 

8412170319 

8412170324* 

8412200310 

8412200336* 

8412200336* 

8412200340* 

8412200340* 

8412210101 

8412280094 

8412010111 

8412030166 

8412060126 

8412100395* 

8412070334 

8412130177 

8412170067 

8412180545 

8412200103 

8412200138 

8412210240 

8412260205 

0412010003 

8412010003 

8412010003 

8412010007 

0412010123 

8412030106 

8412030193 

8412030236 

8412030400 

8412030400 

8412030455 

8412030462 

8412040000 

0412040101 

8412040101 

0412040101 

8412040101 

8412040101 

0412050007 

0412050007 

8412050143 

8412030143 

8412050194 

8412050194 

8412050381 

0412050393 

8412050400* 

8412050412 

8412050415 

8412050415 


SUBJECT 

CATEGORY 


TOPREP 
SO- 520 A 

50-528 A 
50-528 A 
50-470 A 

50-470 A 
50-470 A 
TOPREP 
50-528 A 
TOPREP 

TOPREP 
50-470 A 
50-470 A 
50-470 A 
50-470 A 

50-470 A 
70-1100 
TOPREP 
50-184 P 

REOGD 

REOOD 
CONTRACT 
50-142 0 

FOIA 
FOIA 

PR 

FOIA 

FOIA 

50-142 Q 
FOIA 

50-10 F 
50-10 F 
50-10 F 
50-454 F 
50-374 S 

50-265 S 
50-373 S 
50-295 S 
50-295 Q 
50-293 Q 

50-454 J 
50-295 Q 
50-254 F 
50-454 P 
50-454 P 

50-454 P 
30-454 P 
50-454 P 
50-295 F 
50-295 F 

50-295 F 
50-295 F 
50-293 F 
50-295 F 
30-237 F 

50-295 P 
30-295 P 
REOGD 
50-254 J 
50-254 J 


0412050415 

8412050438 

0412O5O4B3 

8412050483 

8412050484* 


50-254 J 
50-454 J 
50-254 P 
50-254 P 
50-254 P 


8412050484* 

8412060161 

8412060164 

8412060177 

8412060177 

0412060177 

8412060177 

8412060177 

8412060179 

8412060281 

8412060360 

8412060426* 

8412060436* 

8412100043* 

8412100043* 

0412100110 

8412100159 

8412100178* 

8412100178* 


50-254 P 
50-373 S 
50-265 S 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-237 P 
50-374 S 
50-457 8 

50-454 F 
50-456 Q 
50-456 0 
50-373 <3 
50-373 Q 

50-373 8 
50-373 S 
50-456 0 
50-456 Q 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

8412100331 

8412100399 

8412100399 

8412100399 

8412100399 

8412100399 

8412100412 

8412100412 

8412100464 

8412100464 

8412110184 

8412110187* 

8412110260 

8412110260 

8412110265* 

8412110265* 

8412110280 

8412110286* 

8412110468 

8412110488 

8412120060 

8412120077 

8412120343 

8412120422 

8412120587 

8412130008 

8412130344 

8412130412 

8412130504 

8412130587 

8412130608 

8412130613 

8412130615 

8412140339 

8412140408 

8412140430 

8412140444 

8412170061 

8412170061 

8412170114 

8412170390* 
8412180480# 
8412180484* 
841 2 180530* 
8412180533 

8412180537* 

8412180541* 

8412190224 

8412190224 

8412190337 

8412190370 

8412200151 

8412200318 

8412240001 

8412240002 

8412240019 

8412240073 

8412240165 

8412260009 

8412260145 

8412260157 

8412260238 

8412260238 

8412260265 

8412260279 

8412260416 

8412260425 

8412260431 

8412260431 

8412270031 

8412270126 

8412270144 

8412270167 

8412270190 

8412270196 

8412270424 

8412270428 

8412270429* 

8412270463 

8412280004 

8412280021 

8412280159 

8412230353 

8412280358 

8412280468 


SUBJECT 

CATEGORY 


50-373 S 
50-454 S 
50-454 S 
50-454 S 
50-454 S 

50-454 S 
50-456 8 

50-456 S 
50-456 B 
50-456 S 

50-265 P 
50-265 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-374 P 
50-374 P 
50-295 R 
50-295 R 

50-456 S 
50-373 F 
50-254 F 
50-304 S 
50-373 R 

50-373 B 
50-295 F 
50-454 S 
50-454 S 
50-304 S 

50-373 S 
50-373 S 
50-373 S 
50-454 S 
50-454 S 

50-454 S 
50-454 S 
50-237 R 
50-237 R 
50-454 F 

REOGD 
50-456 Q 
50-456 Q 
50-456 Q 
50-254 R 

50-456 Q 
50-10 Q 
50-373 F 
50-373 F 
50-454 S 

50-454 S 
50-374 S 
50-454 S 
50-373 S 
50-454 S 

50-373 S 
50-374 S 
50-374 S 
50-265 S 
50-249 S 

50-454 S 
50-456 A 
50-456 A 
50-254 F 
50-456 V 

50-373 S 
50-374 S 
50-254 R 
50-254 R 
50-373 S 

50-374 S 
50-265 Q 
50-373 S 
50-373 S 
70-3000 

50-295 P 
50-454 Q 
50-454 Q 
50-454 S 
50-10 F 

50-454 F 
50-454 F 
50-249 S 
50-249 S 
50-456 S 




540 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Commoniuealth Energy System 
Computer Data Systems. Inc. 

Computer Systems Support Corp 
Concerned Citizens of Louisa County 


Connecticut Yankee Atomic Pouer Co. 


Connecticut. State of 
Conner & Wetterhahn 


Conover 8t Associates. Inc. 


Conservation Council of North Carolina 
Consolidated Edison Co. of Neiu York. Inc. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8412280468 

50-456 

S 


8412200185# 

50-247 

F 

8412310019 

50-373 

S 


8412280167 

50-247 

F 

8412310219 

50-10 

F 

Consumers Power Co. 

8412040031 

50-155 

f 

8412310219 

50-10 

F 


8412040034 

50-255 

f 

8412310219 

50-10 

F 


8412060101 

50-329 

£ 

8412310219 

50-10 

F 


8412060175 

50-329 

E 

8412310219 

50-10 

F 


8412060175 

50-329 

£ 

8412310219 

50-10 

F 


8412060188 

50-329 

£ 

8412310219 

50-10 

F 


8412060188 

50-329 

£ 

8412310219 

50-10 

F 


8412060241 

50-329 

E 

8412310241* 

50-10 

F 


8412060241 

50-329 

E 

8412310264* 

50-456 

Q 


8412060645 

50-255 

E 

8412310264* 

50-456 

Q 


8412060654 

50-255 

S 

8412310453 

50-456 

S 


8412070247 

50-155 

P 

8412310453 

50-456 

S 


0412110159 

PR 


8412200460* 

50-443 

I 


8412110337 

50-255 

R 

8412170057# 

CONTRACT 


8412110345* 

50-255 

R 

0412190469* 

CONTRACT 


8412110374 

50-329 

S 

8412210280 

50-338 

0 


8412110583 

50-329 

G 

8412210280 

50-338 

G 


8412120012 

50-155 

R 

8412210281* 

50-338 

6 


8412130118 

50-329 

A 

8412210281* 

50-338 

G 


8412130110 

50-329 

A 

8412210282* 

50-338 

6 


841 2 130398 

50-255 

R 

8412210282# 

50-338 

G 


0412130607 

50-255 

S 

8412010060 

50-213 

P 


8412170079 

50-255 

B 

8412010085 

50-213 

Q 


8412170108 

50-329 

R 

8412040064 

50-213 

F 


8412180170 

50-329 

R 

8412060151 

50-213 

S 


8412190250 

50-329 

A 

8412060624 

50-2f3 

s 


8412190250 

50-329 

A 

8412110450 

50-213 

s 


0412200623 

50-255 

R 

8412110501 

50-213 

R 


8412260202 

50-255 

P 

8412130278 

50-213 

S 


8412260266 

50-255 

P 

8412140195 

50-213 

P 


8412270300 

50-155 

0 

8412200347 

50-213 

P 


8412270566 

50-255 

s 

8412200352# 

50-213 

P 


8412280150 

50-155 

F 

8412240057 

50-213 

s 


8412310341 

50-155 

P 

8412260378 

50-213 

s 


8412310455 

50-255 

S 

8412260444 

50-213 

s 

Containment Issues Owners Group 

8412280152 

TOPREP 


8412270169 

50-213 

p 

Control Data Corp. 

8412130511 

FOIA 


8412270435 

50-213 

p 

Cooper Industries. Inc. 

8412170354 

QA999 


8412260375 

70-371 


Cooper. D. 

0412050325* 

CONTRACT 

8412010006 

50-352 

G 

CorSTAR Research. Inc, 

8412050231 

WASTE RES 

8412010006 

50-352 

6 


8412050609 

WASTE RES 

8412010011# 

50-352 

G 

Cornell Univ. , Ithaca. NY 

8412280014 

50-97 

F 

8412010011# 

50-352 

G 

Corning Glass Works 

8412060690* 

FOIA 


8412050456 

50-410 

A 


8412060694* 

FOIA 


8412070350 

50-352 

T 


8412060706* 

FOIA 


8412070350 

50-352 

T 

Corporate Stress Control Services. Inc. 

8412180333 

PR 


8412100502 

50-352 

G 

Covington & Burling 

8412010141 

40-2061 


8412110471 

50-352 

G 


8412050200 

40-2061 


8412170141 

50-352 

G 


8412070358 

40-2061 


S412170141 

50-352 

G 


8412070360* 

40-2061 


8412170263 

50-352 

6 


8412100572 

40-2061 


8412170343 

50-352 

G 


8412100578* 

40-2061 


8412170343 

50-352 

G 


8412110531 

40-2061 


8412260399 

50-354 

0 


8412110536* 

40-2061 


8412260421 

50-354 

0 


8412260447 

40-2061 


8412270015 

50-352 

0 

Dairyland Power Cooperative 

8412110441 

50-409 

8 

8412310180 

50-354 

0 


8412110447 

50-409 

8 

8412240005 

70-1621 



8412120401 

50-409 


8412240007 

70-1621 



0412130367* 

50-409 

G 

8412030621 

50-400 

0 


8412130383 

50-409 

F 

8412010169 

50-247 

R 


8412130622 

50-409 

S 

8412010174 

50-247 

S 


8412190268 

PRM 


8412040069 

50-247 

Q 


8412310418 

50-409 

8 

8412040126 

50-247 

P 

Dames & Moore 

8412140257# 

40-3453 


8412040132* 

50-247 

P 

Datagate. Inc. 

8412120191 

FOIA 


841 2040 132# 

50-247 

P 

Deaf Counseling. Advocacy t* Referral 

8412270439 

PR 


8412040185 

50-247 

H 

Agency 




8412060292 

50-247 

S 

Debevoise S< Plimpton 

8412050368# 

CONTRACT 





Del-Aware Unlimited. Inc. 

8412010155 

50-352 

Q 

8412060381 

50-247 

0 





8412060428 

50-247 

Q 


0412010158# 

50-352 

G 

8412060591 

50-247 

S 


8412310354 

50-352 

G 

8412060625 

50-247 

S 

Detroit Edison Co, 

8410170275 

50-341 

E 

8412070145 

50-247 

Q 


8412010004 

50-341 

E 





8412010133 

50-341 

A 

8412110442 

50-247 

S 





8412130204 

50-247 

F 


8412010135# 

50-341 

A 

8412130495 

50-247 

S 


8412050406 

50-34 1 

A 

8412180132 

50-247 

P 


8412070159 

50-34 1 

F 

8412180555# 

50-247 

G 


8412100189* 

50-341 

G 





8412100195# 

50-34 1 

G 

0412180613 

50-247 

F 





8412100616# 

50-247 

F 


8412110264 

50-341 

S 

8412180619* 

50-247 

F 


8412110336 

50-341 

F 

8412200176 

50-247 

P 


8412110362 

50-341 

I 

8412200180* 

50-247 

P 


8412110497 

50-341 

8 
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AUTHOR 

affiliation 


Piamond Power Specialty Corp. (subs, of 
Babcock & Uilcox Co. > 


Pisjibility Rights Education Defense 
Fund 

Doc— Search Associates 


Dr®»«l Univ. 1 Philadelphia. PA 
DuBose Steel. Inc. 

Dutca Power Co. 


ACCESSION 

NUMBER 


S412130521 

8412130534 

B41218O077 

8412180081* 

8412180083* 

8412180175 

8412180248 

8412180615* 

8412260363 

8412310321 

8412310347 

8412310348 

8412310350 

8412310399* 

8412270048* 


8412270053* 

8412280082 

8412120161 

8412130053 

8412210216 

8412060202* 

8412170259 

8412010001 

8412010015 

8412010026 

8412010032 

8412010048 

8412010062 

8412010091 

8412010097 

8412010097 

8412010116 

8412010126 

8412010161 

8412010161 

8412010163 

8412010163 

8412010178 

8412030090 

8412030217 

8412030217 

8412030223 

8412030224 

8412030224 

8412030232* 

8412030232* 

8412030403 

8412030403 

8412030403 

8412030513 

8412040083 

8412040083 

8412040083 

8412040083 

8412040083 

8412040086 

8412040086 

8412040086 

8412040096 

8412040128 

8412040128 

8412060413* 

8412060455 

8412060455 

8412060465 

8412060465 

8412060688* 

8412070263 

8412100156 

8412100156 

8412100169 

8412100185 

8412100196 

8412110330 

8412110509 

8412110525 

8412130624 

8412140216* 

8412140216* 

8412140352 

8412170040 

8412170076 

8412170158 


SUBJECT 

CATEGORY 


50-341 S 
50-341 S 
50-341 K 
50-341 K 
50-341 K 

50-341 A 
50-341 A 
50-341 a 
50-341 A 
50-341 A 

50-341 E 
50-341 A 
50-341 V 
50-341 Q 
GEN TEC IS 


GEN TEC IS 
PR 

FOIA 

FOIA 

FOIA 

50-206 P 
QA999 

50-413 Q 
50-413 Q 
50-413 Q 

50-413 Q 
50-369 S 
50-413 Q 
50-370 S 
50-413 Q 

50-413 Q 
50-413 Q 
50-369 Q 
50-206 S 
50-206 S 

50-413 Q 
50-413 Q 
50-413 Q 
50-413 P 
50-413 P 

50-413 P 
50-413 S 
50-413 V 
50-413 V 
50-413 V 

50-413 V 
50-269 F 
50-269 F 
50-269 F 
50-413 S 

50-369 P 
50-369 P 
50-369 P 
50-369 P 
50-369 P 

50-269 X 
50-269 X 
50-269 X 
50-369 P 
50-413 E 

50-413 E 
50-269 Q 
50-413 F 
50-413 F 
50-369 F 

50-369 F 
50-413 A 
50-413 P 
50-413 F 
50-413 F 

50-413 S 
50-413 P 
50-206 S 
50-370 S 
50-369 S 

50-413 Q 
50-414 S 
50-269 F 
50-269 F 
50-369 S 

50-413 S 
50-287 S 
50-369 S 


AUTHOR 

AFFILIATION 


Ouciuesne Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8412170166* 

50-369 

S 

8412170254 

50-269 

Q 

8412170266 

50-206 

S 

8412170266 

50-206 

S 

8412180075 

50-206 

S 

8412180075 

50-206 

S 

8412180075 

50-206 

s 

8412180556 

RECGGD 


8412190011 

50-413 

p 

8412190014* 

50-413 

p 

8412190068 

50-413 

p 

8412190068 

50-413 

p 

8412190147 

50-413 

p 

8412190147 

50-413 

p 

8412190241 

50-269 

p 

8412200067 

50-413 

s 

8412200253 

50-413 

s 

8412210148 

50-369 

Q 

8412210148 

50-369 

Q 

8412210148 

50-369 

Q 

8412210184 

50-413 

P 

8412210184 

50-413 

P 

8412210223 

50-413 

G 

8412240044 

50-206 

S 

8412240044 

50-206 

S 

8412240044 

50-206 

S 

8412240164 

50-413 

s 

8412260063 

50-369 

R 

8412260063 

50-369 

R 

8412260066 

50-413 

R 

8412260074 

50-269 

R 

8412260224 

50-369 

P 

8412260254 

50-413 

P 

8412260259* 

50-413 

P 

8412260311 

50-206 

S 

8412260311 

50-206 

S 

8412260311 

50-206 

S 

8412260419 

50-413 

G 

8412260422* 

50-413 

G 

8412260427* 

50-413 

G 

8412260427* 

50-413 

G 

8412260432* 

50-413 

G 

8412260432* 

50-413 

G 

8412260437* 

50-413 

G 

8412260437* 

50-413 

G 

8412260440* 

50-413 

G 

8412260440* 

50-413 

G 

8412260445* 

50-413 

G 

8412260445* 

50-413 

G 

8412260448* 

50-413 

G 

8412260448* 

50-413 

G 

8412270008 

50-413 

S 

8412270449* 

50-369 

Q 

8412270561 

50-269 

S 

8412280079 

50-369 

P 

8412200079 

50-369 

P 

8412280084* 

50-369 

P 

8412280084* 

50-369 

P 

8412280286* 

50-369 

Q 

8412280431* 

50-369 

G 

8412310017 

50-369 

P 

8412310017 

50-369 

P 

8412310017 

50-369 

P 

8412310017 

50-369 

P 

8412310024 

50-369 

G 

8412310028* 

50-369 

G 

8412310319 

50-413 

F 

8412310358 

50-413 

F 

8412310358 

50-413 

F 

8412310362* 

50-413 

F 

8412310362* 

50-413 

F 

8409250322 

50-412 

E 

8412010065 

50-412 

Q 

8412040182 

50-334 

G 

8412050637 

50-334 

S 

8412070171 

50-412 

A 

8412070201 

50-412 

E 

8412100447 

50-334 

R 

84121 004B2 

50-412 

G 

8412100487* 

50-412 

G 

8412110155 

50-412 

E 

8412120087 

50-334 

R 

8412120353 

50-334 

P 

8412170077 

50-334 

P 

8412180088 

50-412 

A 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Duraloy Blaw-Knox. Inc. 


E. C. Rodabaugh Associates* Inc. 

E. I. du Pont de Nemours & Co. , Inc. 

EA Engineering* Science & Technology* 
Inc. 

EG&O* Inc. 


Earth Technology Co. 

Eastern Utilities Associates 

Ebasco Services* Inc. (subs, of Enserch 
Corp. ) 


Economic Consulting & Research Systems* 
Inc. 

Eddleman* U. 


Edison Electric Institute 
Electric Power Research Institute 


Enercon Services 

Energy Fuels Nuclear* Inc. 

Energy* Dept, of 


ACCESSION 

NUMBER 


8412180278 

8412180431 

8412180562 

8412190084 

8412190168 

8412200241 

8412200269 

8412200300 

8412200313 

8412200317* 

8412200361 

8412210013 

8412240152 

8412240159 

8412260252 

8412260257* 

8412260377 

8412270185 

8412270212 

8412270281 

8412270502 

8412280046 

8412310146 

8412030322 

8412030331* 

8412050292 

8412280092 

8412010120* 

8407110368* 

8412100015* 

8412170508* 

8412190379 

8412270434* 

8412100569* 

8412200464* 

8412010068* 

8412040275* 

8412070109* 

8412070356* 

8412210118 


8412030433 

8412070329 

8412260476 

8412260477* 

8412260478* 

8412260479* 

8412260480* 

8412180598 

8412070190* 

8412310278* 

8412180610* 

8412120584 

8412010198 

8412030022 

8412030091 

8412030098 

8412030186 

8412030334 

8412030369 

8412030453 

8412030547 

8412040234 

8412040281 

8412040284 

8412040288 

8412040309 

8412050056 

8412050062* 

8412050212 

8412050234 

8412050237 

8412050243* 

8412050247* 

8412050262* 

8412050265 

8412050266 

8412050272* 

8412050273 

8412050281 

8412050304 

8412050308 

8412050390 


SUBJECT 

CATEGORY 

50-412 Q 
PR 

50-412 A 
50-334 P 
50-334 P 

50-412 E 
50-412 (5 

50-334 P 
50-412 K 
50-412 K 

50-412 S 
50-412 E 
50-334 S 
50-334 S 
50-334 X 

50-334 X 
50-334 F 
50-412 F 
50-412 S 
50-412 E 

50-412 S 
50-334 F 
50-412 E 
71-201 
71-201 

50-424 A 
REGOD 
50-289 R 

50-237 P 
50-440 F 

50-324 F 
NUREG 

50-373 F 
CONTRACT 
50-443 I 

50-382 S 

50-445 6 

FOIA 

50-445 G 
FOIA 


50-400 G 
50-400 0 

50-400 0 

50-400 G 
50-400 0 

50-400 G 
50-400 O 
PR 

50-261 P 
CONTRACT 

TOPREP 
40-8675 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MOT 

71-6771 
WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MOT 

WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MOT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Energy# Inc. 

Engineers International# Inc. 


Environmental Coalition on Nuclear Power 
Environmental Protection Agency 


Environmental Protection Information 
Center# Inc. 

Environmental Surveillance Laboratory 
Envirosphere Co. 

Epilepsy Foundation of America 

Equifax Services 

European Communities# Commission of 

Exxon Nuclear Co. # Inc. (subs, of Exxon 
Corp. ) 


FOI Services 

Failure Analysis Associates 
Fauske St Associates# Inc. 

Federal Emergency Management Agency 


Fitchburg Gas 8< Electric Light Co. 
Florida Power & Light Co. 


8412050559 

8412060015 

8412060017* 

8412060657 

8412120474 

8412210174* 

8412110205 

8412030292 

8412030395 

8412030414 

8412030418 

8412070297* 

8412140199 

8412040277 

8412120590 

8412170177 

8412110125* 

8412070124* 

8412180031* 

8412280082 

8412180333 

8412140306 

8412190484 

8412030191 

8412040153* 

8412040230 

8412050468 

8412060467 

8412190028 

8412260269 

8412130029 

8412130100 

8412010173* 

8412180094* 

8412050028* 

8412050034* 

8412040039 

8412040043* 

8412040202 

8412040204 

8412040205* 

8412040206 

8412040209* 

8412040210* 

8412040214 

8412040218* 

8412040236* 

8412050830 

8412070255 

8412070262* 

8412070275 

8412130333 

8412130392 

8412130395* 

8412140210 

8412180283 

8412180289* 

8412190386 

8412190389* 

8412200367 

8412200379* 

8412310205* 

8412310210* 

8412310212* 

8412200468* 

8412010040 

8412010044 

8412010118 

8412010121* 

8412030184 

8412030221 

8412030321 

8412030336 

8412040094 

8412040177 

8412070181 

8412100086 

8412100091* 

8412100557 

8412110003 

8412110372 

8412110372 

8412110379* 


WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MOT 
40-6500 

50-470 A 
REVIEW GRP 
WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
CONTRACT 
30-354 0 

50-423 D 
40-8027 

50-133 H 

CONTRACT 

FOIA 

CONTRACT 


PR 

PR 

XPORTLIC 

XPORTLIC 

TOPREP 

50-305 

P 

70-1257 

TOPREP 

TOPREP 

71-4986 

TOPREP 

FOIA 

FOIA 

50-206 

S 

50-206 

S 

REVIEW 

GRP 

REVIEW 

GRP 

50-390 

F 

50-390 

F 

50-254 

F 

50-416 

F 

50-254 

F 

50-445 

F 

50-254 

F 

50-445 

F 

50-528 

F 

50-528 

F 

50-328 

F 

COMMISSION 

50-341 

F 

50-341 

F 

30-344 

F 

50-255 

F 

50-313 

F 

50-313 

F 

50-352 

0 

50-344 

F 

50-344 

F 

50-275 

F 

50-275 

F 

50-220 

F 

50-220 

F 

50-400 

G 

50-400 

G 

50-400 

0 

50-443 

I 

50-335 

Q 

50-250 

Q 

50-389 

P 

50-389 

P 

50-250 

F 

50-389 

F 

50-309 

S 

50-335 

F 

50-250 

P 

50-309 

F 

50-389 

E 

50-335 

P 

50-335 

P 

50-250 

S 

50-389 

s 

50-335 

F 

50-335 

F 

50-335 

F 
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AUTHOR 

AFFILIATION 


Florida Power Corp. 


FloTlda* Univ. of, Gainesville. FL 
Food it Drug Administration 
Franklin Institute/Franklin Research 
C®nt:er 


GA Tachnologies. inc. /Oeneral Atomic 


Oa»«®r Associates 
Oanaral Electric Co. 


accession 

NUMBER 


84121 10386 
84121 10386 
8412120020 
8412180109* 
8412180109'» 

8412180591 

8412180622 

8412190130 

8412190130 

8412190173 

8412190203 

8412190203 

8412190275 

8412190275 

8412210033 

8412210114 

8412210217 

8412210245 

8412210245 

8412210251* 

8412260239 

8412260242* 

8412270139 

8412270139 

8412270464* 


SUBJECT 

CATEGORY 


50-335 F 
50-335 F 
50-389 S 
50-335 Q 
50-335 Q 

PR 

50-250 P 
50-335 F 
50-335 F 
50-250 F 

50-335 F 
50-335 F 
50-335 F 
50-335 F 
50-335 Q 

50-250 0 
50-250 Q 
50-250 Q 
50-250 Q 
50-250 Q 

50-250 P 
50-250 P 
50-335 F 
50-335 F 
50-250 Q 



author 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8412140051 

8412140218* 

8412140222 

8412140225* 

8412140231* 

70- 1113 

50-321 Q 

71- 9019 
71-9019 
71-9019 



8412170487 

8412190065 

8412190300 

8412190387 

8412200388 

50-447 A 

50-293 F 

REGGD 

TOP REP 

50-70 0 



8412200396* 

8412240046 

8412260221 

8412260379 

8412270065* 

50-70 G 

50-447 A 

toprep 

70-1113 

70-1113 

General 

Electric Uranium Management Corp. 

8412270362 

8412270476 

8412280028 

8412280314 

8412270063 

toprep 

50-447 F 

toprep 

XPORTLIC 

70-1308 

General 

General 

Physics Corp. 

Public Utilities - OPU Service 

8412270073* 

8412200633* 

8412010031 

70-1308 
CONTRACT 
50-289 G 

Corp. 


8412010038 

8412010070 

50-289 G 

50-320 P 


8412270464* 50-250 Q 
8412280042 50-335 F 
8412280042 50-335 F 
8412280087 50-335 P 
8412280203* 50-250 Q 


8412010104 

8412010108* 

8412010113* 

8412010117 

8412010117 


50-289 G 
50-289 G 
50-289 G 
50-289 R 
50-289 R 


8412280287* 50-250 Q 
8412280292* 50-250 Q 
8412280374* 50-250 Q 
8412280392* 50-250 Q 
8412010057 50-302 Q 


8412010151 

8412010152 

8412010165 

8412010168 

8412030129 


50-289 T 
50-219 S 
50-219 S 
50-289 P 
50-289 F 


8412030173 REGGD 

8412030377 50-302 P 

8412050481 50-302 F 

8412110266 50-302 R 

8412110354 50-302 P 


8412030609 50-289 G 
8412030615* 50-289 0 
8412040072 50-289 P 
8412050418 50-320 P 
8412070176 50-289 F 


8412120041 50-302 S 
8412130356 50-302 P 
0412130358* 50-302 P 
8412170049 50-302 R 
8412170260 50-302 P 


8412100051 50-289 U 
8412100054* 50-289 V 
8412100521 50-320 S 
8412100526 50-289 0 
8412110273 50-289 S 


8412170270* 

8412180511 

8412190021 

8412210090 

8412210180 


50-302 P 
50-302 P 
50-302 F 
50-302 Q 
50-302 P 


8412110515 

8412120119 

8412120293 

8412120360 

8412120364 


50-219 R 
50-289 R 
50-289 Q 
50-289 Q 
50-320 R 


8412260146* 

50-302 Q 

8412120368* 

50-320 

8412260277 

50-302 P 

8412120371 

50-219 

8412260280* 

50-302 P 

8412120389 

50-289 

8412260287* 

50-302 P 

8412130107 

50-289 

8412270157 

50-302 F 

8412140344 

50-219 

8412310259* 

50-302 Q 

8412140358 

50-219 

8412040111 

50-83 R 

8412140376 

50-219 

8412050346 

50-423 D 

8412170231 

50-320 

8308030399* 

50-272 P 

8412170243 

50-289 



8412170316 

50-320 

8312220114* 

50-286 P 





8412100126 

50-289 

8412060513* 

50-317 Q 

8412180287 

50-289 

8412070151* 

50-237 P 

8412180464 

50-289 

8412070510* 

50-29 P 

8412200010 

50-289 

8412130043* 

FOIA 

8412200075 

50-219 

8412060271* 

XPORTLIC 





8412200286 

50-219 

8412060278* 

XPORTLIC 

0412200381 

50-289 

8412190317 

70-734 

8412200395 

50-219 

8412190331* 

70-734 

8412210025 

50-219 

8412110191 

PR 

8412210201 

50-219 

8412030578 

71-4 





8412210206 

50-320 

8412050240 

QA999 

8412210219* 

50-219 

8412060361 

TOPREP 

8412260208 

50-219 

8412060410 

toprep 

8412260276 

50-320 

8412070102* 

FOIA 

8412260467 

50-289 

8412120081 

71-5980 





8412270222 

50-219 

8412120089* 

71-5980 

8412230056 

50-219 

8412120096* 

71-5980 

8412230089 

50-320 

8412120275* 

50-331 P 

8412280097 

50-289 

8412120289* 

50-331 P 

8412280112 

50-289 

8412120552 

70-1113 





8412280117* 

50-289 

8412130120* 

50-458 E 

8412280128 

50-320 

8412130127* 

50-458 E 

8412280141 

50-289 

8412130572 

71-59 

8412280185 

50-289 

8412130617 

71-9195 




R 

F 

F 

F 

S 

S 

S 

F 

F 

P 

P 

K 

F 

G 

S 


S 

F 

Q 

S 

Q 

F 

Q 

P 

P 

G 

Q 

P 

P 

F 

P 


P 

F 

F 

R 
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CORPORATE SOURCE IIMDEX 


Georgia Power 


Georgia, State of 
Georgians Against 


AUTHOR 

affiliation 


Co. 


Nuclear Energy 


ACCESSION 

NUMBER 

8412280308 

8412310004 

8412010025 

8412010027 

8412010042 

8412010042 

8412010045* 

8412010047 

8412010047 

8412010106 

8412010125* 

8412010125* 

8412010132 

8412010132 

8412030006 

8412030006 

8412030010 

8412030226 

8412030226 

8412040130 

8412040130 

8412040301 

8412040301 

8412040305* 

8412040305* 

8412050476 

8412060186 

8412060382 

8412060576 

8412100477 

8412110388 
84121 10578 
8412120009 
8412120109 
8412120109 

8412120115* 

8412120115* 

8412120355 

8412120394 

8412140160 

8412140160 

8412140163* 

8412140165* 

8412140168* 

84121401.73* 

8412140175* 

8412140179# 

8412140179* 

8412140181* 

8412140181* 

8412140183* 
8412140186* 
8412140186* 
8412140188* 
8412140212 

8412140398 
8412190338 
8412190352 
8412200071 
8412200329 

8412200332 
8412210158 
8412210187 
8412240087 
8412240155 

8412260220 
8412260227 
8412260288 
8412260288 
8412260291# 

8412260291* 
8412270236 
8412270539* 
8412280018 
8412280018 

8412280387* 
8412310359 
8412310359 
8412170131 
8412040308 

8412130154* 
8412130388* 
8412140273 
8412140273 
8412140279# 


SUBJECT 

CATEGORY 


50-289 S 
50-289 V 
50-424 Q 
50-321 Q 
50-321 P 

50-321 P 
50-321 Q 
50-321 P 
50-321 p 
50-321 Q 

50-321 P 
50-321 P 
50-321 P 
50-321 P 
50-424 S 

50-424 S 
50-424 S 
50-424 S 
50-424 S 
50-424 E 

50-424 E 
50-424 G 
50-424 G 
50-424 G 
50-424 0 

50-321 Q 
50-366 S 
50-366 S 


50-321 

S 

50-321 

R 

50-424 

A 

50-321 

R 

50-366 

S 

50-424 

F 

50-424 

F 

50-424 

F 

50-424 

F 

50-321 

Q 

50-366 

S 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

U 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

V 

50-321 

Q 

50-321 

S 

50-366 

S 

50-321 

S 

50-321 

F 

50-321 

S 

50-321 

S 

50-321 

0 

50-424 

Q 

71-5971 

50-366 

S 

50-321 

P 

50-321 

F 

50-321 

S 

50-321 

S 

50-321 

s 

50-321 

s 

50-424 

A 

50-321 

Q 

50-424 

A 

50-424 

A 


50-424 Q 
50-424 F 
50-424 F 
50-424 D 
50-424 0 

50-424 G 
50-424 C 
50-424 G 
50-424 C 
50-424 G 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Geotrans, Inc. 


Gesellschaft fuer Nuklear 
Gilbert/Cofflmonwealth, Inc. 
Gilbert Associates, Inc. > 


Service, mbH 
( formerly 


8412140279* 

8412270610 

8412270610 

8412270613* 

8412270613* 

8412050205 

8412050296 

8412050299* 

8412270027 

8412280059* 


50-424 e 
50-424 G 
50-424 0 
50-424 G 
50-424 0 

WASTE RES 
WASTE RES 
WASTE RES 
PROJ 

50-440 A 


Colder Associates 


8412280059* 

8412280073* 

8412280073* 

8412310307* 

8412030618 


50-440 A 
50-440 A 
50-440 A 
50-324 P 
WASTE RES 


Government Accountability Project 

8412030632* 

8412010021 

8412040291 

8412060632 

8412130446 

WASTE 1 
50-289 
50-289 
50-329 
50-289 


8412130541 

8412170355 

8412180016 

8412210263 

8412240110 

50-445 

50-289 

FOIA 

50-289 

FOIA 

Greer Hydraulics 

8412260434 

8412270108 

8412270432 

8412310216 

8412040125 

50-289 

50-329 

50-382 

50-289 

50-444 

Guild, R. 

Gulf States Utilities Co. 

8412270003 

8412010156 

8412010171 

8412030417 

8412050179 

50-413 

50-458 

50-458 

50-458 

50-458 


8412050246 

8412050365 

8412060194 

8412060210* 

8412060216 

50-458 

50-458 

50-458 

50-458 

50-458 


8412060336 

8412060348 

8412060379 

8412060425 

8412060448 

50-458 

50-458 

50-458 

50-458 

50-458 


8412060595 

8412060652 

8412060686 

8412060693 

8412060696 

50-458 

50-458 

50-458 

50-458 

50-458 


8412060701 

8412060710 

8412060731 

8412060735 

8412070039 


50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 


8412070048 

8412070086 

8412070127* 

8412070157 

8412070169 


50-458 S 
50-458 S 
FOIA 

50-458 A 
50-458 E 


8412070218 

8412070237 

8412070528 

8412100030 

8412100034 

8412100327 

8412120395 

8412120404* 

8412120490 

8412130039 

8412130112 

8412170334 

8412170350 

8412170417 

8412170420 

8412170423 

8412170425 

8412170447 

8412180084 

8412180087 

8412180652 

8412180654 

8412190039 

8412190076 


50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 

50-458 S 
70-2998 
70-2998 
50-458 A 
50-458 8 

50-458 E 
50-458 A 
50-458 A 
50-458 S 
50-450 S 

50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 

50-458 S 
50-458 S 
50-458 S 
50-458 S 
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AUTHOR 

affiliation 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


accession subject 

NUMBER category 


84121900S5 

8412190434 

8412200030 

8412200065 

8412210052 


50-458 S 
50-458 D 
50-458 S 
50-458 S 
50-458 S 


8412100524 

8412120178 

8412130179 

8412130444 

8412170148 


50-322 G 
50-322 A 
50-322 G 
50-322 F 
50-322 A 


8412210054 

8412210061 

8412210314 

8412210319 

8412210329 


50-458 S 
50-458 S 
50-458 S 
50-458 S 
50-458 S 


8412170234 

84121B0058 

8412260443 

8412270120 

8412270310 


50-322 G 
50-322 J 
50-322 G 
50-322 G 
50-322 G 


8412210330 


50-458 


Otiyon Alloysi Inc. 
HMM Associates! Inc. 


HaiTiford Engineering Development 
Laboratory 

Hatnford Environmental Health Foundation 
HaTmoni Weiss & Jordan 


Hartford Hosp. < Hartford. CT 
Hi ttman Nuclear & Development Corp. 
< subs, of Hittman Corp. > 


House of Rep. 


Houston Lighting & Power Co. 


Hob# Inc. 
Homanoid Systems 


Hontoin *< Williams 


8412210335 

50-458 

8 

8412210344 

50-458 

8 

8412260166 

50-458 

8 

8412260172 

50-458 

8 

8412260181 

50-458 

S 

8412260189 

50-458 

S 

8412260196 

50-458 

s 

8412260274 

50-458 

s 

8412260312 

50-458 

E 

8412260465 

70-2998 


8412280001 

50-458 

A 

8412280116 

50-458 

A 

8412280152 

TOPREP 


8412310096 

50-458 

E 

8412310125 

50-458 

E 

8412310183 

50-458 

E 

8412180330 

QA999 


8412130458* 

50-400 

G 

8412240050* 

50-461 

F 

8412120266 

NUREG 


8412190226 

PR 


8412110496 

50-289 

© 

8412140283 

50-322 

© 

8412140286* 

50-322 

G 

8412200017 

50-289 

T 

S412260119 

FQIA 


8412310377 

50-289 

G 

8409280395 

70-1494 


8412270421* 

50-322 

P 

8412270423* 

50-322 

P 

8412270425* 

50-322 

P 

8412270427* 

50-322 

P 

8412070376* 

50-322 

U 

8412070400* 

50-322 

H 

8412070420* 

50-322 

H 

8412070430* 

50-322 

H 

8412100540 

50-454 

G 

8412130180* 

50-322 

U 

8412130190* 

50-322 

U 

8412130213* 

FOIA 


8412130275* 

50-322 

U 

8412130312* 

50-322 

U 

8412130463* 

50-322 

U 

8412280465* 

COMMISSION 

5 8412070460* 

50-322 

U 

8412130291* 

50-322 

F 

3412040008 

50-498 

0 

8412070015 

50-498 

8 

8412110380 

50-498 

R 

8412110411* 

50-498 

R 

8412130161 

50-498 

G 

8412180507 

PR 


8412270153 

50-498 

A 

8412280077 

50-498 

C 

8412280077 

50-498 

C 

8412280081* 

50-498 

C 

8412280081* 

50-498 

C 

8412170122 

QA999 


8412050319 

XPORTLIC 

8412050324* 

XPORTLIC 

8412050441 

XPORTLIC 

8412050444* 

XPORTLIC 

8412050453 

XPORTLIC 

8412050457* 

XPORTLIC 

8412200047 

XPORTLIC 

8412030438 

50-322 

© 

8412030581 

50-322 

Q 

8412050323 

50-322 

© 

8412050337 

50-322 

© 

3412060626 

50-322 

A 

8412070332* 

50-322 

Q 

8412070338 

50-322 

© 


Hydrogen Control Owners Group 
IRT Corp. 

Idaho National Engineering Laboratory 


Illinois Power Co. 


Illinois. State of 


Illinois. State of. Dept, of Nuclear 
Safety 

Indiana & Michigan Electric Co. 


8412040087 

8412180606 

8412120613 

8412040268-» 

8412070317* 

8412190378 

8412210336* 

8412010147 

8412060306 

8412060372* 

8412100406 

8412100426 

8412110230 

8412110537* 

8412180347* 

8412190232 

8412190235* 

8412200417 

8412200526 

8412240045 

8412240049* 

8412240168 

8412260331 

8412260339* 

8412310184 

8412310285 

8412310291 

8412010022 

8412010055 

8412030419 

8412030478 

8412100559 

8412120595 

8412130505* 

8412180375 

8412240123 

3412260446 

8412270060 

8412270491 

8412310364 

8412310366* 

8412180576 

841 20-3040 1 
8412030401 
8412040091 

8412040091 

8412050168 

8412050168 

8412060149 

8412060149 

8412070243 

8412070243 

8412070274 

8412070274 

8412070283 

8412070283 

84120702B9*- 

84120702B9* 

8412100237*- 

8412100237*- 

8412110396* 

8412120106 

8412120112 

8412120237 

8412120237 

8412120440 
8412130375 
8412130376* 
8412130378* 
841 2 130408 

8412130411* 

8412130413* 

8412140230 

8412180520 


TOPREP 
TOPREP 
70-1359 
50-440 E 
50-445 A 

NURE© 

50-440 A 
50-461 Q 
50-461 S 
50-461 0 

50-461 S 
50-461 S 
50-461 A 
50-461 Q 
50-461 Q 

50-461 F 
50-461 F 
50-461 S 
50-461 S 
50-461 F 

50-461 F 
50-461 S 
50-461 A 
50-461 A 
50-461 F 

50-461 F 
50-461 © 

40-2061 
40-2061 
40-2061 

40-206 1 
40-2061 
40-2061 
50-461 F 
40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

PR 

50-315 P 
50-315 P 
50-315 Q 

50-315 Q 
50-315 S 
50-315 S 
50-315 Q 
50-315 Q 

50-315 Q 
50-315 Q 
50-315 P 
50-315 P 
50-315 P 

50-315 P 
50-315 P 
50-315 P 
50-315 Q 
50-315 Q 

50-316 Q 
50-316 R 
50-315 R 
50-315 P 
50-315 P 

50-316 P 
50-316 S 
50-316 S 
50-316 S 
50-315 S 

50-315 S 
50-315 S 
50-315 P 
50-315 F 
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SUBJECT 

CATEGORY 


Indiana & Michigan Power Co 


Industrial Inspection Industrie 
Industrial Nuclear Co. 


Information Handling Services 
Institute for Personality tt Ability 
Testing# Inc. 

Institute of Nuclear Power Operations 


AUTHOR 

AFFILIATION 


8412200235 

50-315 

P 



8412200235 

50-315 

P 

8412030102* 

8412200250* 

50-315 

P 

B41203O105* 

8412200250* 

50-315 

P 

8412030109* 

8412260203 

50-315 

S 

8412050302 




8412050377 

8412260212* 

50-315 

S 


8412260217* 

50-315 

S 

8412050448 

8412260222* 

50-315 

S 

8412060459 

8412270095 

50-315 

S 

8412070144 

3412270221 

50-316 

s 

8412070205 




8412070215 

8412280043 

50-315 

F 


8412310191 

50-315 

Q 

8412070219* 

8412050147 

50-315 

F 

8412070228 

8412050147 

50-315 

F 

8412070258 

8412100049 

50-315 

F 

8412110587 




8412130065 

8412100049 

50-315 

F 


8412130325 

50-315 

F 

8412130067* 

8412180529 

50-315 

F 

8412130539 

8412280034 

PR 


8412140119 

8412030264 

71-9156 


8412140151 




8412170422 

8412110205 

REVIEW GRP 


84121 10226 

TOPREP 


8412170440 

8412170161 

FOIA 


8412180136 

8412110191 

PR 


8412180388 




8412180512 

8305180444 

ORG 


8412190382 


Interiori Dept, of 

Interiori Dept, of# Bureau of Mines 


8412050395 WASTE MOT 
8412050095 WASTE RES 
8412050330 WASTE RES 
8412050391# WASTE RES 
8412100596# CONTRACT 


8412210266# 

8412240013 

8412260309 

8412260353 

8412270352 


SUBJECT 

CATEGORY 

70-2960 
70-2960 
70-2960 
S0-4S2 S 
50-482 F 

50-482 A 
50-482 A 
50-482 F 
50-482 A 
50-482 A 

50-482 A 
50-482 A 
50-482 Q 
50-482 S 
50-482 A 

50-482 A 
30-482 S 
50-482 F 
50-4B2 A 
50-482 S 

50-482 S 
50-482 Q 
50-482 S 
50-482 A 
50-482 S 

50-482 0 

50-482 S 
50-482 A 
50-482 A 
50-482 A 


Interior# Dept. 


Interior# Dept. 


of, Geological Survey 8412030558# 
8412030629# 
8412040195# 

^ ^ . 8412100277# 

Of# National Park Service 8412010041 


WASTE RES 
WASTE RES 
WASTE MGT 
CONTRACT 
50-456 A 


International Brotherhood of Electrical 
Workers 

International Energy Associates# Ltd 
louia Electric Light 8c Power Co. 


8412040005 PR 

8412130049 FOIA 
8412030189 50-331 

8412040059 50-331 

8412040152 50-331 

8412050228 50-331 

8412060235 50-331 

8412060588 50-331 

8412070100 50-331 

8412070269 50-331 

8412110239 50-331 

8412110370 50-331 

8412110376* 50-331 

8412120267 50-331 

8412120279# 50-331 

8412120430 50-331 

8412120434# 50-331 

8412120436* 50-331 

8412120447 50-331 

8412120449* 50-331 

8412130095 50-331 

8412130105* 50-331 

8412130431 50-331 

8412130435# 50-331 

8412130513 50-331 


F 

F 

F 

Q 

S 

S 

0 

F 

P 

P 

P 

P 

P 

F 

F 

F 

P 

P 

P 

P 

P 

P 

S 


8412180078 

8412200435 

8412200490 

8412210047 

8412310085 


50-331 P 
50-461 S 
50-331 S 
50-331 R 
50-331 P 


loua# State of 


8412310095* 

8412310176 

8412310209 

8412310324 

8412120372 


50-331 P 
50-331 P 
50-331 p 
50-331 P 
50-331 P 


lowa-Iliinois Gas & Electric 
J. A. Jones Applied Research Co. 
JRA Associates 

Japan# Govt, of 


8412260431 

8412110289# 

8412130236 

8412260195 

8412190487 


50-254 R 

TOPREP 

FOIA 

50-382 F 
XPORTLIC 


Tors - Byron 

- Diablo Canyon 


8412190491 

8412190500 

8412010066 

8412130259 

8412180578 

8412130038 

8309120561* 

8412030096 


XPORTLIC 
XPORTLIC 
50-454 G 
50-275 P 
PR 

FOIA 

50-482 Q 
70-2960 


Kansas State Univ. , Manhattan# KS 
Kator# Scott »: Heller 
Kerr-McGee Chemical Corp. (subs o 
Kerr-McGee Corp. ) 


8412270392 

8412310121 

8412040112 

8412050253* 

8412010141 


50-482 A 
50-482 Q 
50-188 F 
CONTRACT 
40-2061 


Kerr-McGee Corp, 


841 2030622 40-206 1 
8412050156 40-2061 
8412070358 40-2061 
841 2070360* 40-206 1 
8412100572 40-2061 

8412100578* 40-2061 
8412110527 40-2061 
8412110 531 40-206 1 
841 2260439 40-206 1 
8412260447 40-2061 

8412310353 40-2061 
841 23 1 0356* 40-206 1 
8412110536* 40-2061 
8412120263* 40-1478 
8412120419# 70-712 


Kerr-McCee Nuclear Corp. 
Kirkpatrick 8# Lockhart 


8412120431* 

8412120442* 

8412120454* 

8412120464* 

8412120487* 

8412120494* 

8412120525* 

8412120576 

8412120591* 

8412120592* 

8412120596* 

8412130580 

8412130592* 

8412180113* 

8412180120* 

8412190276 

8412260403 

8412270094 

8412180086* 

8412010072 

8412010077* 

8412010082* 

8412010185 

8412040310 

8412060704 

8412070180 

8412070330 

8412070340 

8412100480 

8412100483* 

8412100568 

8412130339 

8412130503 

8412140137 


40-1478 

40-1478 

40-1470 

40-1478 

70-712 

70-712 

70-712 

40-8027 

40-1478 

40-1478 

40-1478 

40-8027 

40-8027 

FOIA 

FOIA 

REGOD 

40-8027 

40-8027 

FOIA 

50-322 0 

50-322 G 
50-322 G 
50-322 G 
50-322 0 

50-322 A 

50-322 F 
50-322 0 

50-322 0 

50-322 0 

90-322 0 

50-322 G 
50-322 0 

50-322 A 
50-322 0 
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AUTHOR 

AFFILIATION 


.1X1, Inc. 

.awrence Livermore National Laboratory 


,egal Environmental Assistance Foundation 

.euiis, M. 

.ibrary of Congress 
.imerick Ecology Action 


.ixiscope of America, Inc. 
.octit® Corp, 

.ong Island Lighting Co. 


os Alamos Scientific Laboratory 


ouisiana Pokier Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8412140161 

841217030'Sr 

8412180602 

8412190279 

8412210239 

8412260237 

8412120176* 

8412030463 

8412070065* 

84120700S4 

8412040308 
8412130144 
8412030148 
84121901 18* 
8412010181 

8412030589 

8412140125 

8412120165 

8412210170 

8412010076 

8412030215 

8412030438 

8412030581 

8412040139 

8412050323 

8412050337 

8412060511 

8412060515* 

8412070185 

8412070256 

8412070260* 

8412070332* 

8412070338 

8412070351 

8412100524 

8412110334 

8412120286 

8412130179 

8412130348* 

8412130444 

8412130472* 

8412130488* 

8412140091 

8412140283 

8412140286* 

8412170148 

8412170207 

8412170234 

8412170245* 

8412180058 

8412190419 

8412200240 

8412210183 

8412210278 

8412260443 

8412270120 

8412270310 

8412270418 

8412270420* 

8412130409* 

8412180504* 

8412310371* 

8412010017 

8412010064 

8412010075 

8412010078* 

8412010086 

8412030361 

8412030425 

8412030429* 

8412040048 

8412040117 

8412040166 

8412040173* 

8412040189 

8412060479 

8412060487 

8412070071 

8412070284 

8412100024 

8412100101 

8412100125 

8412100157 

8412100328 

8412100330 


50-322 G 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-322 0 

FOIA 

WASTE RES 
50-338 S 
NUREG 

50-424 G 
50-424 G 
PRM 

CONTRACT 
50-352 G 

50-352 T 
50-352 O 
FOIA 
FOIA 

50-322 T 

50-322 A 
50-322 0 

50-322 G 
50-322 S 
50-322 G 

50-322 G 
50-322 K 
50-322 K 
50-322 A 
50-322 Q 

50-322 Q 
50-322 0 

50-322 O 
50-322 G 
50-322 G 

50-322 J 
50-322 F 
50-322 0 

50-322 F 
50-322 F 

50-322 A 
50-322 A 
50-322 G 
50-322 0 

50-322 G 

50-322 A 
50-322 A 
50-322 G 
50-322 0 

50-322 J 

50-322 S 
50-322 J 
50-322 K 
50-322 0 

50-322 G 

50-322 G 
50-322 G 
50-322 P 
50-322 P 
50-116 Q 

50-150 Q 
50-294 Q 
50-382 A 
50-382 S 
50-382 A 

50-382 A 
50-382 F 
90-382 A 
50-382 Q 
50-382 Q 

50-382 A 
50-382 F 
50-382 G 
50-382 C 
50-382 A 

50-382 A 
50' 382 A 
50-382 S 
50-302 S 
50-382 a 

50-382 A 
50-382 Q 
50-382 A 
50-382 S 
50-382 S 


Louisiana, State of 

Madan & Mad an 

Maine Public Service Co. 

Maine Yankee Atomic Power Co. 


Manhattan College, Riverdale. NY 
Marsh St McLennan, Inc. 


8412100473 

8412110138 

8412120026 

8412120254 

8412140239 

8412170221 

8412170383 

8412170418 

8412180185 

8412180235 

8412180241* 

8412180297 

8412190296 

8412210288 

8412270012 

8412280026 

8412280032 

8412310041 

8412310223 

8412130633 

8412210075 

8412200467* 

8412010089 

8412010092* 

8412010124 

8412010154 

8412030421 

8412030430* 

8412050167 

8412050187 

8412070267 

8412110167 

8412110495 

8412120100 

8412120426 

8412130169 

8412130303* 

8412140458 

8412190294 

8412210032 

8412210142 

8412210164* 

8412270419 

8412280010 

8412280015* 

8412270235 

8412270242* 

8412050379 

8412050477 

8412180457 

8412270274 

8412270274 

8412270276 

8412270277 

8412270280 

8412270280 

8412270291 

8412270291 

8412270293 

8412270304 

8412270316 

8412270322 

8412270357 

8412270357 

8412270367 

8412270371 

8412270373 

8412270373 

8412270376 

8412270378 

8412270384 

8412270385 

8412270386 

8412270386 

8412270386 

8412270386 

8412270390 

8412270415 

8412280024 

8412280024 

8412280039 

8412280054 

8412280054 

8412280062 

8412280062 


50-382 G 
50-382 S 
50-382 A 
50-382 A 
50-382 A 

50-382 A 
50-382 A 
50-382 S 
50-382 A 
50-382 A 

50-382 A 
50-382 E 
50-382 A 
50-382 0 

50-382 Q 

50-382 F 
50-382 P 
50-382 J 
50-382 0 

STATE PROG 

50-293 P 
50-443 I 
50-309 P 
50-309 P 
50-309 P 

50-309 Q 
50-309 P 
50-309 P 
50-309 F 
50-309 S 

50-309 H 
50-309 F 
50-309 S 
50-309 R 
50-309 P 

50-309 0 

50-309 Q 
50-309 S 
50-309 P 
50-309 S 

50-309 P 
50-309 Q 
50-309 Q 
50-309 P 
50-309 P 

50-199 P 
50-199 P 
50-269 J 
50-344 J 
50-322 J 

50-250 J 
50-250 J 
50-483 J 
50-302 J 
50-335 J 

50-335 J 
50-335 J 
50-335 J 
50-358 J 
50-259 J 

50-293 J 
50-302 J 
50-250 J 
50-250 J 
50-346 J 

50-315 J 
50-269 J 
50-269 J 
TOP REP 
50-244 J 

TOP REP 
50-397 J 
50-272 J 
50-272 J 
50-272 J 

50-272 J 
50-344 J 
50-245 J 
50-321 J 
50-321 J 

50-390 J 
50—327 J 
50-327 J 
50-348 J 
50-348 J 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Maryland. Univ. of. College Park. MD 


Massachusetts Institute of Technology, 
Cambridge, MA 

Massachusetts Municipal Wholesale Co 
Massachusetts Nuclear Referendum 
Committee 

Materials Engineering Associates, Inc. 


Materials Engineering Technologies 
Laboratories 
Maxima Carp, 

McOratu-Edison Co 
Meridian Corp. 

Merrill Lynch Capital Markets 
Metropolitan Edison Co. 


Michigan, State of 

Michigan, Univ. of, Ann Arbor, MI 


ACCESSION 

NUMBER 

B412280075 

8412280075 

8412280100 

8412280140 

8412280140 

8412280154 

8412280157 

8412280157 

8412070035* 

8412100263 

8412100598* 

8412200454* 

8412120171 

8412030441* 

8412200586* 

8412170339* 

8412200626* 

8412130454 

8412180608* 

8412130501 

8412190257 

8412210273 

8412270536 

8412100289* 

8412100538* 


SUBJECT 

CATEGORY 


50-321 J 
50-321 J 
50-259 J 
50-327 J 
50-327 J 

50-438 J 
50-348 J 
50-348 J 
CONTRACT 
NUREG 

CONTRACT 

50-443 I 
FOIA 

CONTRACT 

CONTRACT 

50-206 Q 

CONTRACT 

71-309 

CONTRACT 

FOIA 

50-289 G 
50-289 G 
50-289 G 
CONTRACT 
CONTRACT 


Miller & Chevalier 

Minnesota, State of 
Mississippi Power & Light Co. 


Missouri, Univ. of, Rolla, MO 

Mitsui & Co. (USA), Inc. (subs, of 
8( Co, , Ltd. ) 


8412120352 50-2 P 

8412120358* 50-2 P 

8412120361* 50-2 P 

8412170237 50-2 F 

8412100519 50-206 G 

8412270533 50-206 G 

8412110191 PR 

8412010019 50-416 Q 

8412010098 50-416 Q 

8412010140 50-416 S 

8412040179 50-416 R 

8412040179 50-416 R 

8412050424* 50-416 Q 

8412060238* 50-416 Q 

8412100444 50-416 S 

8412100504 50-416 S 

8412110391 50-416 P 

8412130530 50-416 S 

8412140204 50-416 F 

8412180572 REGGD 

8412200359 50-416 P 

8412210188 50-416 Q 

8412240047 50-416 J 

8412260126* 50-416 Q 

8412270325 50-416 P 

8412270365 50-416 P 

8412270366* 50-416 P 

8412270575 50-416 R 

8412310213* 50-416 Q 

8412190207 50-123 P 

8412270159 50-123 F 

Mitsui 8412190497* XPQRTLIC 


Monsanto Co. 

Montgomery County Legal Aid Service 
Montgomery County, PA 


Morrison-Knudsen Co. , Inc. 

Morton Thiokol, Inc. 
Multiple Dynamics Corp. 
Murphy & Davenport 


8412200043 

8412190431 

8412270068 

8412010184* 

8412270010 

8412270010 

8412270011* 

8412270011* 

8412030691 

8412050608 

8412050203 

8410170277* 

8412190233* 


Mutual Atomic Energy Liability Underwrit 
er s 

NPS Industries, Inc 
NUS Corp. 


8412270406 

8412200208 

8412030290 

8412030590 

8412050329 


XPORTLIC 
71-5916 
50-352 G 

50-352 0 

50-352 0 

50-352 0 

50-352 0 

50-352 G 

WASTE MOT 
WASTE MOT 
REGGD 
50-341 E 
COMMISSION 

50-155 J 

50-312 S 
71-5950 
WASTE MGT 
50-382 A 


8412060578 

8412060647 

8412070249* 

8412100241* 

8412110226 


50-382 A 
FOIA 

50-155 P 
REVIEW GRP 
TOPREP 


AUTHOR 

affiliation 


NUTECH Engineers, Inc. 
Nantz, J. L 


National Association of the Deaf/Legal 
Defense Fund 

National Center for Law & the Deaf 
National Council on Radiation Protection 
& Measurements 

National Radiological Protection Board 
National Society for Children ii Adults 
With Autism 

National Treasury Employees Union 
National Valve St Mfg. Co. 

Navy, Dept, of 

Navy, Dept, of, Naval Research Health 
Center San Diego, CA 


ACCESSION 

NUMBER 

8412130060 

8412130164 

8412130621* 

8412240072 

8412260141 

8412270399* 

8412270407* 

8412180581 

8412180587* 

8412180593* 

8412280082 

84122800B2 

8412100594* 

8412030157 

8412280082 


8412210152 

8412050173 

8412100173 

8412280060 

8412190272 


SUBJECT 

CATEGORY 


FOIA 

FOIA 

50-267 p 

FOIA 

FOIA 

50-337 Q 

50-387 Q 

PRM 

PRM 

PRM 

PR 

PR 

CONTRACT 

REGGD 

PR 


FOIA 

QA999 

QA999 

REGGD 

PR 


Nebraska Public Power District 


8412100133 

8412110055 

8412110057 

8412110311 

8412130470 


50-298 F 
50-298 F 
50-298 F 
50-298 Q 
50-298 R 


Nevada, State of 


8412180353 

8412240030 

8412240099 

8412280091 

8412030363 


50-298 P 
50-298 P 
50-298 F 
50-298 P 
waste MGT 


New Brunswick Laboratories 
New England Electric System 
New Jersey, State of 


8311080314* 

8412200455* 

8412140199 

8412180203 

8412180214* 


New 

York 

Univ. , 

New York, 

NY 

New 

York, 

State 

Univ. 

of. 

Buffalo, NY 

New 

New 

York, 

York, 

State 

State 

Univ. 

of 

of. 

Stony Brook, 


8412190264* 
8412030510 
8412170294* 
NY 8412070080 
8412010072 


50-470 

50-443 

50-354 

50-354 

50-354 

50-382 

71-226 

50-57 

NUREG 

50-322 


A 

I 

G 

G 

0 

Q 

Q 

G 


8412010077* 

8412010082* 

8412050101 

8412050475 

8412070330 

8412070340 

8412070342* 

8412070437* 

8412100161 

8412100568 

8412130339 

8412130351* 

8412170305 

8412180413* 

8412190279 


50-322 G 
50-322 0 
50-322 G 
50-322 F 
50-322 Q 

50-322 G 
50-322 G 
50-322 F 
50-410 A 
50-322 0 

50-322 G 
50-322 T 
50-322 G 
50-220 F 
50-322 G 


Newman & Holtz inger 


Newsday, Mineol^a, NY 
Niagara Mohawk Power Corp. 


8412210239 

8412040008 

8412130161 

8412200388 

8412200396* 

8412210283 

8412260394 

8412120317 

8412010013 

8412030200 


50-322 G 
50-498 0 
50-498 G 
50-70 G 
50-70 Q 

50-498 0 
50-498 T 
50-322 T 
50-410 A 
50-220 F 


8412030388 

8412030413 

8412040001 

8412040010 

8412050006 


30-220 P 
50-220 P 
50-410 A 
50-410 E 
50-410 A 


8412050152 

8412050172 

8412050181 

8412050191 

8412050207 


50-410 A 
50-410 A 
50-410 F 
50-410 A 
50-410 A 


8412050352 

8412050369 

8412050372 

8412050401 

8412050443 


50-410 E 
50-410 A 
50-220 Q 
50-410 F 
50-410 E 


8412050459* 


50-410 A 
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AUTHOR 

AFFILIATION 


Nichiren Shoshu Temple 
Nor-th Carolina. State of 


Northeast Nuclear Energy 
Northeast Utilities) 


Co. (subs, of 


ACCESSION 

NUMBER 


8412050478 

8412050486 

8412050491 

8412050574 

8412050712 

8412060256 

8412060270 

8412060289 

8412060303 

8412060387 

8412060451 

8412060493 

8412060514 

8412060634 

8412100028 

8412100230 
8412110063 
8412110082 
84121 10099 
8412110120 

8412110131 
8412110325 
84121 10502 
8412120062 
8412120067* 

8412120294 

8412120342 

8412140224 

84121S0092 

8412180227 

8412180238 

8412180240 

8412180257 

8412180281 

8412180290 

8412180367 

8412180408 

8412180465 

8412190271 

8412190426 

8412200354 

8412200377 

8412200407 

8412200426 

8412200581 

8412210087 

8412260225 

8412270128 

8412270218 

8412270230 

8412270244 

3412030478 

8412130407* 

8412130453* 

8412260433* 

8412010090 

8412010131 

8412010170 

8412010175* 

8412030275 

8412040042 

8412040057* 

8412060098 

8412060170 

8412060350 

8412060354 

8412060358* 

8412060703 

8412100045 

8412100179 

8412100179 

8412110584 

8412120005 

8412120116 

8412120308 

8412140113 
841 2 180308 
8412180316* 
8412190388 
8412200305 

8412200325 

8412200390 

8412210175 

8412210186 


SUBJECT 

CATEGORY 


50-410 A 
50-410 A 
50-410 A 
50-410 S 
50-410 S 

50-410 S 
50-410 S 
50-410 S 
50-410 S 
50-220 F 

50-220 P 
50-410 S 
50-410 S 
50-410 K 
50-220 P 

50-410 A 
50-410 A 
50-410 A 
50-220 P 
50-410 E 

50-410 A 
50-220 P 
50-220 R 
50-220 F 
50-220 F 

50-220 S 
50-220 F 
50-410 A 
50-220 P 
50-220 F 

50-410 A 
50-410 F 
50-410 E 
50-410 A 
50-410 A 

50-410 E 
50-220 F 
50-410 A 
50-410 Q 
50-410 S 

50-410 Q 
50-220 S 
50-410 S 
50-410 S 
50-220 S 

50-220 F 
50-410 A 
50-410 A 
50-410 S 
50-410 S 

50-410 S 
40-2061 
50-400 G 
50-400 0 

50-400 G 

50-213 P 

50-423 A 
50-245 P 
50-245 P 
50-423 F 

50-423 K 
50-423 K 
50-423 D 
50-336 0 

50-423 A 

50-423 A 
50-423 A 
50-423 S 
50-423 F 
50-245 F 

50-245 F 
50-336 R 
50-245 S 
50-245 R 
50-336 Q 

50-423 A 
50-336 P 
50-336 P 
50-245 S 
50-243 P 

50-245 Q 
50-423 S 
50-423 E 
50-423 A 


AUTHOR 
AFI- ILIATION 


Northeast Utilities 


Northeast Utilities Service Co. (subs. 
Northeast Utilities) 

Northern Illinois Univ. . De Kalb. IL 
Northern States Power Co 


accession 

NUMBER 


8412210198 

8412210207 

8412210215 

8412210231 

8412210236 

8412210243 

8412210284 

8412210285* 

8412210286* 

8412210287# 

8412240021 
8412270024 
8412270208 
8412270217 
841231001 1 

8412310013* 

8412310452 

8412010074 

8412010090 

8412010131 

8412010170 

8412030275 

8412040042 

8412040050* 

8412060098 

8412060170 

8412060350 

8412060354 

8412060389* 

8412060703 

8412100045 

8412100179 

8412100179 

8412110305 

8412110584 

8412120005 

8412120116 

8412120308 

8412140113 

8412180308 

8412180380 

8412180380 

8412190388 

8412200305 

8412200325 

9412200390 

8412200458* 

8412210175 

8412210186 

8412210198 

8412210207 

8412210215 

8412210231 

8412210236 

8412210243 

8412210284 

8412240012 

8412240016* 

8412240021 

8412270024 

8412270208 
8412270217 
841231001 1 
8412310452 
of 8412210178 


8412240012 

8412240016* 

8412100544* 

8412100548* 

8412030145* 


SUBJECT 

CATEGORY 


50-423 F 
50-423 E 
50-423 C 
50-423 A 
50-245 F 

50-423 E 
50-336 P 
50-336 P 
50-336 P 
50-336 P 

50-423 A 
50-336 S 
50-423 S 
50-423 S 
50-423 A 

50-423 A 
50-336 S 
50-423 A 
50-213 P 
50-423 A 

50-245 P 
50-423 F 
50-423 K 
50-423 K 
50-423 D 

50-336 0 

50-423 A 
50-423 A 
TOP REP 
50-423 S 

50-423 F 
50-245 F 
50-245 F 

toprep 

50-336 R 

50-245 S 
50-245 R 
50-336 Q 
50-423 A 
50-336 P 

50-213 P 
50-213 P 
50-245 S 
50-245 P 
50-245 Q 

50-423 S 
50-443 I 
50-423 E 
50-423 A 
50-423 F 

50-423 E 
50-423 C 
50-423 A 
50-245 F 
50-423 E 

50-336 P 
TOPREP 

toprep 

50-423 A 
50-336 S 

50-423 S 
50-423 S 
50-423 A 
50-336 S 
MISC 


toprep 
TOPREP 
50-454 C 
50-454 G 
50-282 Q 


0412030608 

8412060618 

8412070150 

8412070271 

8412100234 

8412110281 

8412110344* 

8412120084 

8412140456 

8412180140 

8412180295 

8412180295 

8412180331 

8412180331 


70-754 
50-282 S 
50-282 F 
50-282 P 
50-306 P 

TOPREP 
50-263 0 

50-282 R 
50-282 S 
MISC 

50-282 P 
50-282 P 
50-282 P 
50-282 P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOM 


Norwich Hosp. Norwich. CT 


Nuclear Awareness Network 


Nuclear Construction Issues Group 
Nuclear Data. Inc. 

Nuclear Energy Liability Insurance 
Association 


Nuclear Energy Services. Inc. 


Nuclear Fuel Services. Inc. (subs of 
Getty Oil Co. ) 


Nuclear Information & Resource Service 


Nuclear Packaging, Inc. 

Nuclear Safety Analysis Center 
Nucon, Inc. 

Oak Ridge Associated Univs. 


Oak Ridge National Laboratory 


ACCESSION 

NUMBER 


8412190075 

8412200634 

8412270175 

8412270175 

8412270183# 

84i2270183-» 

8412270189# 

8412270189# 

8412280147 

8412310276# 

8412180051 

8412180056# 

8412180062# 

8412200084 

8412200088 

8412280219 

8412070098 

8412270400 

8412270403 

8412270404 

8412180428# 

8412180428# 

8412180434# 

8412180434* 

8412180437# 

8412180437* 

8412180445* 

8412180445# 

8412180451# 

8412180451* 

8412180456# 

8412180456* 

8412180462# 

8412180462# 

8412180472# 

8412180472# 

8412180475# 

8412180475# 

8412190292# 

8412120570 


8412120578 

8412170536 

8412190067 

8412200563 

8412200579# 

8412260385 

8412270041 

8412040292 

8412070126 

8412100508 

8412100508 

8412100516 

8412100516 

8412120236 

8412170117 

8412170300 

8412200024 

8412210268 

8412210271 

8412260075 

8412030570 

8412210116 

8412110350* 

8412060346* 

8412270129 

8412270130* 

8412030472 

8412030646 

8412030651 

8412030657* 

8412030664* 

8412030706 

8412050678* 

8412070087 

8412100199 

8412100451 

8412100507 

8412120542* 

8412130062* 

8412190379 

8412260116 

8412120572 

8412120627 


SUBJECT 

CATEGORy 


50-263 P 
70-754 
50-282 P 
50-282 P 
50-282 P 

50-282 P 
50-282 P 
50-282 P 
50-263 F 
50-263 Q 

FOIA 

FOIA 

FOIA 

50-482 Q 
50-482 Q 

REVIEW GRP 
FOIA 

50-155 J 

50-155 J 
50-155 J 

50-440 Q 
50-440 Q 
50-440 Q 
50-440 Q 
50-440 Q 

50-440 Q 
50-440 Q 
50-440 Q 
50-440 Q 
50-440 Q 

50-440 0 

50-440 0 

50-440 Q 
50-440 Q 
50-440 Q 

50-440 Q 
50-440 Q 
50-440 Q 
50-352 Q 
70-143 


70-143 

70-143 

70-143 

70-143 

70-143 

70-143 
70-143 
50-498 G 
FOIA 

50-498 0 

50-498 C 
50-498 G 
50-498 0 

50-155 S 
FOIA 

50-10 P 
FOIA 
FOIA 
FOIA 

50-424 A 

71-9073 

MISC 

50-206 F 

70-143 

40-8724 

40-8724 
WASTE RES 

waste res 

WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
PROJ 
NUREG 
NUR EG 

RES 

ORG 

FOIA 

FOIA 

NUREG 

NUREG 

ORG 

ORG 


AUTHOR 

affiliation 


Ohio Citizens for Responsible Energy 
Ohio State Univ. , Columbus. OH 


ACCESSION 

NUMBER 


8412130011 

8412130219 

8412260137 

8412050465* 

8412130194* 


SUBJECT 

CATEGORY 


ORG 

ORO 

FOIA 

CONTRACT 

CONTRACT 


Oklahoma Teaching Hosps. . Oklahoma 
OK 

Oklahoma. State of 

Omaha Public Power District 


8412180402* 50-150 Q 

City. 8412050003 50-112 F 

8412120470 40-0027 

8412010107 50-285 S 

8412030162# 50-285 Q 

8412030230 50-285 F 

8412050175 50-285 Q 

84121 10287 50-285 Q 

8412110351* 50-285 Q 

8412120354 50-285 F 

8412190283 50-285 F 

8412190293* 50-285 F 

8412190303* 50-285 F 

8412260395 50-285 R 

8412260397* 50-285 R 


8412260398* 50-285 R 
8412260401* 50-285 R 
8412260402* 50-285 R 
8412270173 50-285 H 
8412270282 50-285 Q 

Oregon State Univ., Corvallis. OR 
Oregon. State of 


Orrick, Herrington Sc Sutcliffe 


50-445 0 
50-445 0 
50-445 0 
50-275 P 
50-275 S 


8412030172 

50-275 

P 

8412040075 

50-275 

P 

8412040075 

50-275 

P 

8412040105 

50-323 

A 

8412040120 

50-275 

P 

8412040120 

50-275 

P 

8412040123 

50-323 

A 

8412070139 

50-275 

F 

8412070199 

50-275 

S 

8412100121 

50-275 

S 

8412100132 

50-275 

Q 

8412100132 

50-275 

Q 

8412100167 

50-323 

A 

8412100193 

50-275 

S 

8412100202 

50-323 

S 

8412100225* 

50-275 

Q 

8412110006 

50-275 

S 

84121 10279 

50-133 

P 

8412110329 

50-275 

P 

8412110416 

50-275 

P 

8412110420* 

50-275 

P 

8412110424* 

50-275 

P 

8412110588 

50-275 

R 

8412120094 

50-133 

R 

8412120157 

50-275 

P 

8412120157 

50-275 

P 

8412120183* 

50-275 

P 

8412120238 

50-323 

E 

8412120322 

50-275 

P 

8412120322 

50-275 

P 

8412120517 

50-275 

Q 

8412120554 

50-275 

F 

8412120605 

50-275 

F 

0412130211 

50-323 

A 

8412170136 

50-133 

P 

8412200086 

50-275 

F 

8412200090* 

50-275 

F 

8412200531 

50-133 

R 

8412200534* 

50-133 

R 

8412200536* 

50-133 

R 

8412200543* 

50-133 

R 

8412260240 

50-275 

F 

0412260240 

50-275 

F 

8412260245* 

50-275 

F 

8412260245* 

50-275 

F 

8412260261 

50-275 

F 

8412260261 

50-275 

F 

8412270147 

50-323 

A 

8412270150* 

50-323 

A 


Pacific Gas St Electric Co. 


8412110466 

8412110589 

8412110589 

8112090473* 

8412010103 


8412110383 50-243 J 

8412030112 WASTE MCT 

8412030380 WASTE MGT 

8412110149* CONTRACT 

8412110466 50-445 0 
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author 

AFFILIATION 


Palme-tto Alliance 


Parameter# Inc. 


Paul— Hunroe Hydraulics# Inc. 
Pennsylvania Power & Light Co. 


Pennmylvania State Univ. . University 
Paifk, PA 

p»nn»«lv«nia# Commonwealth of# 


accession 

NUMBER 

6412270448 
8412270467 
8412280012 
84122800 19-» 
8412280459 

8412280459 

8412280462* 

8412310202 

8412310208* 

8412310203* 

8412310287 

8412310304 

8412140122 

8412140122 

8412140201 

8412140201 

8412270003 

8412040068 

8412040073* 

8412050222* 

8412070166 

8412100573* 

8412100582* 

8412110029 

8412190447* 

8412070051 

8412010073 

8412030001 

8412030001 

8412040056 

8412040127 

8412040127 

8412040133* 

8412040133* 

8412060106 

8412060106 

8412060111 

8412060111 

8412060156 

8412060156 

8412060477 
8412100100 
84121 10208 
8412110500 
8412110593 

8412120149 

8412120149 

8412120160 

8412120160 

8412120341 

8412130347 

8412130347 

8412130366 

8412130366 

8412180588 


SUBJECT 

CATEOORY 


50-275 S 
50-275 S 
50-323 A 
50-323 A 
50-275 F 

50-275 F 
50-275 F 
50-275 R 
50-275 R 
50-275 R 

50-323 A 
50-323 Q 
50-413 0 

50-413 e 
50-413 G 

50-413 O 
50-413 G 
IScE 
I«tE 

CONTRACT 

NUREG 

CONTRACT 

CONTRACT 

NUREG 

50-352 Q 
PT21 

50-387 Q 
50-387 P 
50-387 P 
50-387 F 

50-387 F 
50-387 F 
50-387 F 
50-387 F 
50-387 R 

50-387 R 
50-387 R 
50-387 R 
50-387 F 
50-387 F 

50-388 Q 
50-388 S 
50-388 S 
50-387 S 
50-388 S 

50-387 S 
50-387 S 
50-387 P 
50-387 P 
50-387 Q 

50-387 P 
50-387 P 
50-387 F 
50-387 F 
50-387 F 


AUTHOR 

affiliation 


accession 

number 


8412100590 

8412180597 

8412180597 

8412180599* 

8412180599* 


SUBJECT 

category 


50-352 

50-352 

50-352 

50-352 

50-352 


Pennsylvania# Univ. of# Philadelphia# PA 
Personnel Decisions# Inc. 

Philadelphia Electric Co. 


8412270299 

8412050278* 

8412110144 

8412010006 

8412010006 


50-352 

CONTRACT 

PR 

50-352 

50-352 


8412010011* 50-352 
8412010011* 50-352 
8412010014* 50-352 
3412010014* 50-352 
8412030599 50-277 


8412030600* 50-277 
8412040037 50-352 
8412040037 50-352 
8412040051* 50-352 
8412040051* 50-352 


8412040054* 50-352 
8412040054* 50-352 
8412040058* 50-352 
8412040058* 50-352 
B412040093 50-352 


8412060061 50-277 
8412060061 50-277 
8412060066* 50-277 
8412060066* 50-277 
8412060197 50-352 


B41 2070 198 50-352 
8412070350 50-352 
8412070350 50-352 
8412070354* 50-352 
8412070354* 50-352 


8412100014 50-277 
8412100014 50-277 
8412100114 50-277 
8412100114 50-277 
8412100502 50-352 


8412110109 50-352 
8412110162 50-352 
8412110471 50-352 
8412110471 50-352 
8412120007 50-277 


8412120412 50-352 
8412130283 50-277 
8412140044 50-352 
8412140102 50-352 
8412170141 50-352 


8412170141 50-352 
8412170263 50-352 
8412170263 50-352 
8412170343 50-352 
8412170343 50-352 





8412180595 

50-278 

8412240011 

SO-387 

P 

8412190240 

50-277 

8412260044 

50-387 

S 

8412190288 

50-352 

8412260044 

50-387 

s 

8412190305 

50-352 

8412260084 

50-387 

s 

8412190385 

50-352 

8412260084 

50-387 

s 






8412190393* 

50-352 

8412260263 

50-387 

p 

8412190416 

50-352 

8412260263 

50-387 

p 

8412190438 

50-352 

8412260270* 

50-387 

p 

8412190448* 

50-352 

8412260270* 

50-387 

p 

0412210172 

50-352 

8412270224 

50-387 

s 






8412210208 

50-352 

8412270224 

50-387 

s 

8412210208 

50-352 

8412270283 

50-387 

p 

8412210307 

50-352 

8412270283 

50-387 

p 

8412210307 

50-352 

8412270297 

50-387 

p 

8412210310* 

50-352 

8412270297 

50-387 

p 






8412210310* 

50-352 

8412270302* 

50-387 

p 

8412210341 

50-352 

8412270302* 

50-387 

p 

8412210341 

50-352 

8412270308* 

50-387 

p 

8412210343* 

50-352 

8412270308* 

50-387 

p 

8412240157 

50-352 

8412270395 

50-387 

G 






8412240167 

50-352 

8412280163 

50-387 

Q 

8412260021 

50-352 

8412110039 

50-5 

F 

8412260025 

50-278 




8412260349 

50-277 

8412110042* 

50-5 

F 

8412260351 

50-277 

8412270016 

70-113 




8412030611 

50-352 

T 

8412270015 

50-352 




8412270340 

50-352 

8412030611 

50-352 

T 

8412270340 

50-352 

8412030617* 

50-352 

T 

8412270438 

50-352 

8412030617* 

50-352 

T 

8412270450 

50-352 

8412070355 

50-352 

G 




T 

G 

G 

G 

G 

G 


G 

G 

6 

G 

G 

G 

F 

F 

P 

P 

P 

P 

K 

K 

F 

F 

F 

P 

P 

P 

P 


F 

T 

T 

T 


F 

F 

P 

P 

G 


S 

0 

G 

Q 

S 

P 

F 

V 

G 

G 

G 

G 

G 

G 

0 

F 

G 

F 

F 

F 

S 

P 

F 

J 

P 

P 

F 

F 

F 

F 

F 

F 

F 

S 


8 

S 


F 

G 


G 

F 

F 

S 

S 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8412270454# 50-352 S 
8412270563 50-352 S 
8412280193 50-352 S 
8412310360 50-352 F 
8412310360 50-352 F 


Philadelphia Inquirer, Philadeip 
Ph i ladelph ia, PA 

Phoenix Steel Corp. 

Plateau Resources, Ltd. 

Portland General Electric Co. 


8412310361# 50-352 F 

8412310361* 50-352 F 

ia, PA 8412120217 50-289 P 

8412120224 50-289 T 

8412030612 50-352 G 

8412030612 50-352 G 

8412030620* 50-352 G 

8412030620* 50-352 G 

8412060316 50-461 S 

8412120563 40-8698 

8412180107 40-8698 

8412040029 50-344 Q 

8412100163 50-344 P 

8412100164 50-344 Q 

8412100191 50-344 P 


8412100235 

8412110485 

8412140237 

8412140245* 

8412140250* 


50-344 P 
50-344 R 
50-344 P 
50-344 P 
50-344 P 


8412140266 

8412170034 

8412170081 

8412180301 

8412260244 


50-344 F 
50-344 Q 
TOP REP 
50-344 Q 
50-344 P 


Posi-Seal Valves International 
Pottstown, PA 

Power Authority of the State of 


8412260247* 50-344 p 

8412260327 50-344 P 

8412260329* 50-344 P 

8412270148 50-344 S 

8412270258 50-344 S 

8412280030 50—344 P 

8412280048* 50-344 P 

8412280052* 50-344 P 

8412060385* 50-458 E 

8412050251 50-352 G 

New York 8412010130 50-333 p 

8412040019 50-333 F 

8412040136 50-333 F 

8412040146* 50-333 F 

8412040167 50-333 F 


8412040175* 

8412060584 

8412070108 

8412100249 

8412100261* 

8412100267* 
8412110202 
84121 10207* 
8412110212# 
8412110332 

8412110339* 
84121 10348* 
8412120346 
8412120374 
8412120377* 

8412120380* 

8412170155 

8412170228 

8412170311 

8412190047 

8412200284 

8412200341 

8412210081 

8412260072 

8412260302 


50-333 F 
50-333 S 
50-286 H 
50-333 P 
50-333 P 

50-333 P 
50-286 P 
50-286 P 
50-286 P 
50-286 P 

50-286 P 
50-286 P 
50-286 Q 
50-333 p 
50-333 P 

50-333 P 
50-333 P 
50-333 P 
50-333 P 
50-286 S 

50-286 Q 
50-286 0 
50-333 R 
50-286 R 
50-286 F 


Power Component Systemsi Inc 
Prairie Alliance 


8412260333 

8412270422 

8412270589 

8411280523* 

8412060372* 


President of U. S. & Executive Of f icei 
Press Intelligence, Inc. 

Public Affairs Information, inc 
Public Interest Law Ctr of Philadelpf 
Public Service Co. of Colorado 


8301030302* 

8412110223* 

8412100543* 

8412280082 

8412010143 


50-333 Q 
50-333 Q 
50-286 S 
GEN TEC IS 
50-461 0 

50-322 A 
CONTRACT 
CONTRACT 
PR 

50-267 F 


8412010145* 

8412010194* 

8412030308 

8412060607 

8412110192 


50-267 F 
50-267 F 
71-346 
50-267 a 
50-267 F 


AUTHOR 

AFFILIATION 


Public Service Co. of New Hampshi 


Public Service Electric 8e Gas Co. 
Jersey 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8412130620 

50-267 

P 

8412190414 

50-267 

R 

S412210016 

50-267 

P 

8412210021 

50-267 

P 

8412210023 

50-267 

Q 

8412210027* 

50-267 

Q 

8412240003 

50-267 

P 

8412240064 

50-267 

F 

8412260031 

50-267 

S 

8412270622 

50-267 

S 

8412310397 

50-267 

F 

8412040110 

50-443 

E 

8412040110 

50-443 

E 

8412040157 

50-443 

F 

8412040157 

50-443 

F 

8412040161* 

50-443 

F 

8412050455 

50-443 

Q 

8412100312 

50-443 

Q 

8412100312 

50-443 

Q 

8412130140 

50-443 

<3 

8412170335* 

50-443 

Q 

8412200434 

50-443 

S 

8412200449 

50-443 

I 

8412200449 

50-443 

I 

8412200452* 

50-443 

I 


8412240043 

50-443 

E 

8412240043 

50-443 

E 

8412270205 

50-443 

S 

8412270205 

50-443 

s 

8412270247 

50-443 

s 

8412270247 

50-443 

s 

New 8411090011 

50-354 

K 

8412010046 

50-354 

Q 

8412010050 

50-272 

Q 

8412010050 

50-272 

8 

8412010139 

50-354 

Q 

8412040158 

50-354 

Q 

8412060602 

50-272 

R 

8412110145 

50-354 

F 

8412110182 

50-272 

F 

8412110182 

50-272 

F 

8412110215 

50-354 

F 

8412110591 

50-272 

S 

8412120039 

50-272 

F 

8412120039 

50-272 

F 

8412120233 

50-354 

A 

8412120473 

50-272 

Q 

8412140402 

50-272 

S 

8412100166 

50-272 

Q 

8412180166 

50-272 

Q 

8412180359* 

50-272 

Q 

8412180359# 

50-272 

Q 

8412180642 

50-272 

<3 

8412190109 

50-272 

P 

8412190109 

50-272 

P 

8412190114* 

50-272 

P 

8412190114* 

50-272 

P 

8412190120 

50-272 

P 

8412190120 

50-272 

P 

8412190124* 

50-272 

P 

8412190124* 

50-272 

P 

8412190298 

50-272 

P 

8412190298 

50-272 

P 

8412190315* 

50-272 

P 

8412190315* 

50-272 

P 

8412200167 

50-272 

R 

8412200357 

50-354 

S 

8412210088 

50-311 

R 

8412210173 

50-272 

P 

8412210218 

50-311 

P 

8412210244 

50-272 

F 

8412210253* 

50-272 

F 

8412210253* 

50-272 

F 

8412210257* 

50-272 

F 

8412210257* 

50-272 

F 

3412210260* 

50-272 

F 

8412210265* 

50-272 

F 

8412210265* 

50-272 

F 

8412260215 

50-354 

A 

8412260399 

50-354 

Q 

8412260421 

50-354 

0 

8412260424* 

50-354 

0 

8412270006 

50-272 

S 

8412270292 

50-354 

A 
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553 


AUTHOR 

ACCESSION 

SUBJECT 


affiliation 

NUMBER 

CATEGORY 



8412270540 

70-301 1 



8412270547* 

70-3011 


Purdue Research Foundation 

8412310268* 

CONTRACT 


Quadrex Corp. 

8412270195* 

50-282 P 


Qua'lcorp (formerly Automation Industries) 

8412060362 

40-6920 



8412060370 

40-6920 



8412060373 

40-6920 



8412060377 

40-6920 



8412060384 

40-6920 



8412060391 

40-6920 



8412060396 

40-6920 



8412060401 

40-6920 



8412060409 

40-6920 



8412060418 

40-6920 



8412060435 

40-6920 



8412060439 

40-6920 



8412060444 

40-6920 



8412060445 

40-6920 



84120604S8 

40-6920 



8412060469 

40-6920 



8412060476 

40-6920 



8412060478 

40-6920 



8412060478 

40-6920 



84120604B0 

40-6920 



8412060482 

40-6920 



8412060484 

40-6920 



8412060486 

40-6920 



8412060490 

40-6920 



8412060503 

40-6920 


R. U. Anderson Associates 

8412210096 

FOIA 


RMI Co. 

8412200049 

XPORTLIC 


8412310048 

XPORTLIC 



8412310052* 

XPORTLIC 


Radiation Sterilizers. Inc. 

8412030031 

71-524 


8412030031 

71-524 



8412030034* 

71-524 



0412030034* 

71-524 



8412030041* 

71-524 


Ra-tner* M. 0. 

Redactor Experiments. Inc. 

8412170217 

8412050451 

70-1113 

XPORTLIC 


Rensselaer Polytechnic Institute. Troy. 

8412120131 

50-225 

F 

NY 

8412120136* 

50-225 

F 

Richard H. Berry. Inc. 

Robert L. Cloud Associates. Inc. 

8412050255 

8412120164* 

8412120198* 

WASTE MGT 
50-275 P 

50-275 P 

Rochester Oas «< Electric Corp. 

8412050045 

8412050053* 

50-244 

50-244 

F 

F 


8412050387 

50-244 

Q 


8412110244 

50-244 

P 


8412110254* 

50-244 

P 


8412110258* 

50-244 

P 


8412110506 

50-244 

R 


8412120298 

50-244 

P 


8412120302* 

50-244 

P 


8412120303* 

50-244 

P 


8412170102 

50-244 

P 


8412180442 

50-244 

K 


8412180447* 

50-244 

K 


8412180452# 

50-244 

K 


8412180454* 

50-244 

K 


8412180450* 

50-244 

K 


8412180461# 

50-244 

K 


8412180466* 

50-244 

K 


8412180468* 

50-244 

K 


0412180470* 

50-244 

K 


8412180476* 

50-244 

K 


8412180478 

PR 



8412180479* 

50-244 

K 


8412180481* 

50-244 

K 


8412180483* 

50-244 

K 


8412180485* 

50-244 

K 


8412180487* 

50-244 

K 


8412180488* 

50-244 

K 


8412180491* 

50-244 

K 


8412180492* 

50-244 

K 


8412190058 

50-244 

P 


8412190249 

50-244 

P 


8412270226 

50-244 

F 

Rockbestos Co. 

8412040055 

QA999 


8412200248 

QA999 



Rockuall International Corp. 


8412030180 WASTE MOT 

8412030656 WASTE MOT 

84l2050242<t CONTRACT 

8412050270 WASTE MOT 


AUTHOR 

AFFILIATION 


Rocky Mountain Energy Co. 

Sacramento Municipal Utility District 


San Diego Oas 2e Electric Co. 


San Diego State Univ. » San Diego* CA 
San Diego. Univ. of* San Diego* CA 
Sandia Laboratories 


Sandvik Special Metals Corp. 
Sargent U Lundy. Inc. 
Sargent-Welch Scientific Co. 


Save Nebraska Water 

Schiller. A. M. 

Science Applications. Inc. 
Senate 


ACCESSION 

NUMBER 

8412260307* 

8412100486 

8412100489* 

8412040003 

8412040035 

8412040169 

8412040200 

8412050094 

8412060398 

8412060404* 

8412060408* 

8412100116 

8412100192 

8412100243 

8412130619 

8412140012 

8412160124 

8412180560 

8412200356 

8412240025 

8412240037 

8412260163 

8412260230 

8412260232* 

8412260234 

8412260235 

8412260321 

8412270442 

8412060331* 

8412100519 

8412180317* 

8412270533 

8412100561 

8412200002* 

8412030235 

8412030349 

8412030503 

8412030507* 

8412030576 

8412050017 

8412050022* 

8412050137 

8412050144* 

8412100350 

8412190357 

8412190369 

8412190375 

8412050447 

8412190418 

8412260339* 

8412170120* 

8412170133* 

8412170138* 

8412170147* 

8412170168* 

8412170173* 

8412170190* 

8412170197* 

8412170202* 

8412170215+ 

8412170224+ 

8412170229* 

8412170248* 

8412170255* 

8412170261# 

8412170265* 

8412170274* 

8412170290* 

8412170297# 

8412170301* 

8412170309* 

8412170321* 

8412170358* 

8412170360* 

8412170362* 

8412170364* 
8412170365* 
8412170367* 
8412170372* 
84121 10016* 

8412170217 
8412200578* 
8412110430* 
8412110433* 
84121 10435* 


SUBJECT 

CATEGORY 


70-25 
40-8380 
40-8380 
50-312 Q 
50-312 Q 

50-312 Q 
50-312 Q 
50-312 P 
50-312 F 
50-312 F 

50-312 F 
50-312 S 
50-312 Q 
50-312 S 
50-312 S 

50-312 P 
50-312 P 
50-312 V 
50-312 F 
50-312 S 

50-312 P 
50-312 S 
50-312 P 
50-312 P 
50-312 F 

50-312 P 
50-312 P 
50-312 H 
50-361 P 
50-206 C 

50-206 P 
50-206 0 
50-206 ® 

50-206 0 
WASTE RES 

WASTE RES 
WASTE RES 

waste res 

waste RES 
WASTE RES 

waste res 

WASTE RES 

waste res 

50-317 P 
NUREO 

NUREO 
NUREO 
XPORTLIC 
XPORTLIC 
50-461 A 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-8829 

70-1113 
CONTRACT 
50-289 U 
50-289 U 
50-289 U 
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AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEOORy 


8412110437# 50-289 U 

8412130627 40-8760 

8412130629# 40-8760 

„ ^ ^ 8412280451# 50-445 H 

Sequoyah Fuels Corp (subs, of Kerr-McGee 8412100499 40-8768 

Nuclear Corp. > ^ 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER category 


South Carolina, Univ. of, Columbia, SC 
Southern California Alliance for Survival 


8412270202 

8412270311 

8412280260# 

8412120504# 

8412200003# 


50-395 P 
50-395 p 
50-395 Q 
CONTRACT 
50-206 Q 


Sergent, Hauskins t, Beckwith 
ServicAir Co. 

Shaw, Pittman, Potts & Trowbridge 


8412030324 

8412210082 

8412010031 

8412010038 

8412010104 


WASTE MGT 
50-445 (J 
50-289 G 
50-289 G 
50-289 G 


Southern California Edison Co. 


8412260435 

8412030233 

8412030250 

8412030606 

8412030610 


50-206 G 
50-361 S 
50-362 S 
50-361 S 
50-361 S 


Sheet Metal Workers International 
Association 


Shoshone 8, Arapahoe Tribes 
Siemens Gammasonics, Inc. 


Sierra Club 


Sigma Research, Inc. 

Sloan Irrigation, Inc. 

Society for Industrial-Organi zational 
Psychology 

South Carolina Electric & Gas Co. 


8412010108# 50-289 0 
8412010113# 50-289 G 
8412010151 50-289 T 
8412030609 50-289 G 
8412040166 50-382 G 


8412040173* 

50-382 

G 

8412040297 

50-400 

G 

8412100473 

50-382 

G 

8412100526 

50-289 

G 

8412130510 

FOIA 


8412140095 

50-400 

G 

8412180009 

50-498 

A 

8412190257 

50-289 

G 

8412190267 

50-289 

G 

8412200010 

50-289 

G 

8412200202 

50-482 

G 

8412210273 

50-289 

G 

8412210288 

50-382 

G 

8412260175 

FOIA 


841 2260408 

50-440 

G 

8412260429 

50-400 

G 

8412260430* 

50-400 

G 

8412260442 

50-400 

T 

8412260456 

50-400 

G 

8412260458* 

50-400 

0 

8412260467 

50-289 

G 

8412270536 

50-289 

G 

8412310223 

50-382 

G 

8412180342 

PR 


8412180505 

PR 


8412040335 

WASTE MOT 

8412260174* 

PT21 


8412260178* 

PT21 


8412260183* 

PT21 


8412260186* 

PT21 


8412100505 

50-206 

G 

8412100561 

50-206 

G 

8412200001 

50-206 

G 

8412200002* 

50-206 

G 

8412200004* 

50-206 

G 

8412240061 

50-244 

F 

8412260435 

50-206 

G 

8412260449 

50-206 

G 

8412260450 

50-206 

O 

8412260453 

50-206 

G 

8412310160 

50-206 

G 

8412050720* 

CONTRACT 


8412110020* 

40-8829 


8412050474 

PR 



8412040014 50-206 P 
8412040018 50-361 F 
8412040018 50-361 F 
8412040020# 50-206 P 
8412040045 50-206 Q 

8412040066 50-206 F 
8412040066 50-206 F 
8412040103# 50-206 Q 
8412040154 50-206 F 
8412040171 50-361 S 

8412040229 50-206 Q 
8412040241 50-206 P 
8412060323 50-361 p 
8412060323 50-361 p 
8412060331# 50-361 P 

8412060331* 50-361 P 
8412060351* 50-361 P 
8412060351* 50-361 p 
8412100513 50-361 S 
8412100519 50-206 G 

8412100560 50-361 S 
8412110001 50-361 S 
8412110341 50-206 F 
8412110503 50-361 R 
8412120018 50-206 R 

8412130451 50-362 P 
8412170336 50-206 Q 
8412170375 50-206 F 
8412170375 50-206 F 
8412180299 50-206 P 


8412180303 

50-206 

P 

8412180317* 

50-206 

P 

8412180324* 

50-206 

P 

8412180490 

REGGD 


8412190242 

50-361 

P 

8412190242 

50-361 

P 

8412190319 

50-361 

P 

8412190319 

50-361 

P 

8412190384 

50-361 

S 

8412210199 

50-206 

F 

8412210199 

50-206 

F 

8412210212 

50-206 

S 

8412210222 

50-361 

P 

8412210222 

50-361 

P 

8412240060 

50-361 

s 

8412270122 

50-206 

p 

8412270132 

50-206 

p 

8412270417 

50-206 

p 

8412270497 

50-206 

s 

8412270533 

50-206 

G 


8412010150 

8412030374 

8412030511 

8412040026 

8412040078 

8412040097* 

8412040118 

8412040122* 

8412040183 

8412040244 

8412040247* 

8412060307* 

8412070252 

8412110597 

8412170072 

8412190116 

8412190117* 

8412190125* 

8412200194 

8412200375 

8412210132 

8412210137# 

8412260108* 


50-395 

F 

50-395 

P 

50-395 

S 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

H 

50-395 

P 

50-395 

P 

50-395 

a 

50-395 

p 

50-395 

R 

50-395 

s 

50-395 

a 

50-395 

a 

50-395 

a 

50-395 

s 

50-395 

p 

50-395 

p 

50-395 

p 

50-395 

Q 


Southern Co. Services, Inc. 
Southwest Fabricating St Welding Co. 

(subs, of lU International Corp. ) 
Southwest Research Institute 


Sperry Rand Corp 

St. Charles Countians Against Hazardous 
Waste 

St. Louis Univ. , St. Louis, MO 
StamiriSi B. 

Standard Nuclear Consultants, Ltd. 

Standardized Nuclear Unit Power Plant 
System 


8412270569 

8412280027 

8412310154 

8412310318 

8412310332 

8412280219 

8412070209 

8412270409* 

8412270410* 

8412270412* 

8412060365* 

8412120565 

8412050350* 

8412270108 

8412120154 

8412060007 

8412060007 

8412060447 

0412100215 

8412210121 

8412210203 

8412280047 


50-206 S 
50-361 R 
50-361 F 
50-361 S 
50-361 S 

REVIEW GRP 
50-331 S 

50-387 Q 
50-387 a 
50-307 a 

40-6920 

40-8760 

50-206 P 
50-329 0 

FOIA 

50-482 A 

50-482 A 
50-482 A 
50-482 A 
50-482 A 

50-482 A 
50-482 a 
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AUTHOR 

AFFILIATION 


Dept, of 

State, Dept, of, Bureau of Oceans St Inti. 
Environ. & Scientific Affairs 

Stock Eq.uipment Co. 

Stone & Webster Engineering Corp. 


Su'f'folk County, NY 


Sugarman, Denworth & Hellegers 


Susq,uehanna Environmental Advocates 
T0I <Transamerica Delaval, Inc. ) Oumers 
Group 


ACCESSION 

nOmber 


8412280047 

8412280068 

8412280068 

8412280068 

8412310197 

8412310200* 

8412310269 

8412310269 

8412310269 

8412140307 

8412140166 

8412140200 

8412040063 

8310070266* 

8310070269* 

8412110271* 

8412130041* 

8412010072 

8412010077* 

8412010082* 

8412010185 

8412030447 

8412040310 

8412070180 

8412070330 

8412070340 

8412070342* 

8412100480 

8412100483* 

8412100500 

8412100568 
84121 10580 
8412130084* 
8412130339 
8412140161 

8412140170 

8412140192 

8412170305 

8412180602 

8412190279 

8412210239 

8412260237 

8412010081 

8412010081 

8412010093 

8412010093 

8412010155 

8412010155 

8412010158* 

8412310354 

8412260088 

8412010144* 

8412010161 

8412010189 

8412100196 


SUBJECT 

CATEGORY 


50-482 Q 
50-482 F 
50-482 F 
50-482 F 
50-482 K 

50-482 K 
50-482 A 
50-482 A 
50-482 A 
XPORTLIC 

XPORTLIC 

XPORTLIC 

TOPREP 

FOIA 

FOIA 

50-302 R 
50-458 0 
50-322 G 
50-322 G 
50-322 G 

50-322 G 
50-322 F 
50-322 G 
50-322 F 
50-322 G 

50-322 G 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

50-322 G 
50-322 G 
50-322 A 
50-322 G 
50-322 G 

50-322 0 
50-322 G 
50-322 G 
50-322 0 
50-322 G 

50-322 0 
50-322 G 
50-352 G 
50-352 G 
50-352 G 

50-352 G 
50-352 G 
50-352 G 
50-352 G 
50-352 G 

50-387 P 
50-416 S 

50-206 S 
50-445 Q 
50-206 S 


8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 


8412170266 

8412170266 

8412170266 

8412170266 

8412170266 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 


8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170266 

8412170288* 

8412170288* 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 


8412170208* 50-206 S 
8412170288* 50-206 S 
8412170288* 50-206 S 


AUTHOR 

AFFILIATION 


TERA Corp. 

Taiwan Power Co. 

Target Rock Corp. 
Technology for Energy Corp. 


Tennessee Valley Authority 


ACCESSION 

NUHBER 

SUBJECT 

CATEGORY 

8412170288* 

50-206 

S 

8412170288* 

50-206 

S 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

841 21 70288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

8412170288* 

50-206 

s 

84121B0075 

50-206 

5 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

84121B0075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

5 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

S 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412180075 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412240044 

50-206 

s 

8412260311 

50-206 

s 

8412310400* 

50-267 

F 

8412120222* 

FOIA 


8412120229* 

FOIA 


8412180067 

50-206 

Q 

8412100232 

REVIEW 

GRP 


8412100236* REVIEW GRP 
8412010029 50-390 Q 
8412010054 50-390 Q 
8412010058 50-438 Q 
8412010067 50-259 Q 

8412010166 50-390 Q 
8412010177 50-438 Q 
8412010186 50-390 Q 
8412030262 50-296 S 
8412030351 50-327 F 

8412030381 50-390 F 
8412030381 50-390 F 
8412030465 50-390 V 
8412030465 50-390 V 
8412030486 50-438 S 



556 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 

8412030486 

8412040017 

8412040017 

8412040017 

8412040017 


SUBJECT 

CATEGORY 


50-438 S 
50-259 F 
50-259 F 
50-259 F 
50-259 F 


AUTHOR 

affiliation 


8412040017 

8412040088 

8412040088 

8412040228 

8412040228 


50-259 F 
50-390 A 
50-390 A 
50-259 F 
50-259 F 


8412040228 

8412050256 

8412050256 

8412050419 

8412050461 

8412050461 

8412050461 

8412050462* 

8412050462* 

8412050462* 

8412050501* 

8412060364* 

8412060528# 

8412060598 

8412060608 

8412060692* 

8412070239 

8412070505 

8412070505 

8412100512 

8412100512 

8412100512 

8412110158 

8412110198 

8412110492 

8412110492 

8412120086 

8412120086 

8412120101 

8412120101 

8412120200 

8412120200 

8412120200 

8412120416 

8412120416 


50-259 

50-260 

50-260 

REGGD 


50-259 

F 


50-259 

F 


50-259 

F 


50-259 

F 


50-259 

F 


50-259 

F 


50-390 

G 


50-259 

a 


50-328 

Q 


50-327 

S 


50-327 

S 


50-327 

Q 


50-390 

A 


50-327 

R 


50-327 

R 


50-259 

R 

Texas 

50-259 

50-259 

50-327 

50-390 

50-327 

R 

R 

P 

A 

R 

Texas 
Texas 
Eng ii 
Texas 
Texa! 

50-327 

R 


50-438 

S 


50-438 

S 


50-438 

S 


50-438 

S 


50-259 

R 


50-259 

R 


50-259 

R 


50-438 

S 


50-438 

S 



Colleg* Station, TX 

nvestment Co. 

V. (subs, of Ramsay 

Electric Co. (formerlc 
Generating Co. ) 


8412130377 

8412130544 

8412130544 

8412130601 

8412130601 


50-259 P 
50-438 S 
50-438 S 
50-438 S 
50-438 8 


8412130604 

8412130609 

8412130609 

8412130611 

8412130618 


50-390 S 
50-438 S 
50-438 S 
50-438 S 
50-438 S 


8412130626 

8412130626 

8412140040 

8412140108 

8412140108 

8412140116 

8412140227 

8412140227 

8412140234 

8412140460 


50-438 S 
50-438 S 
50-391 S 
50-390 S 
50-390 S 

50-438 S 
50-438 S 
50-438 S 
50-438 S 
50-260 S 


8412170099 
84121801 18 
8412180118 
8412180199 
8412180199 

8412180335 

8412180335 

8412180335 

8412180370 

8412180370 

8412180638 

8412190003 

8412190003 

8412190048 

8412190258 

8412190302 

8412190302 

8412200168 

8412200168 

8412200168 


50-390 A 
50-390 A 
50-390 A 
50-438 A 
50-438 A 

50-259 p 
50-259 P 
50-259 P 
50-260 P 
50-260 P 

50-390 F 
50-438 A 
50-438 A 
70-2910 
PR 

50-390 j 
50-390 J 
50-259 P 
50-259 P 
50-259 p 


ACCESSION 

NUMBER 

8412200177* 

8412200177* 

8412200177* 

8412200605 

8412210182 

8412240015 

8412260255 

8412270257* 

8412270269* 

8412270317* 

8412270339 

8412270339 

8412270375 

8412270480* 

8412280031 

8412280093* 

8412280093* 

8412280131* 

8412280174 

8412280187* 

8412280215* 

8412280227* 

8412280230* 

8412280230* 

8412280255* 

8412280261* 

8412280354* 

8412310055* 

8412310466 

8412280137 

8412120118 

8412190435 

8409130428 

8411080376 

8412030494 

8412040038 

8412040261 

8412040261 

8412040266 

8412040266 

8412040272 

8412040272 

8412040275* 

8412040275* 

8412040278* 

8412040278* 
8412040286 
8412040286 
8412050162 
8412050162 

8412050235 
8412050235 
8412050287 
8412050321 
8412050321 

8412070353 
8412070353 
8412070356* 
8412070356* 
8412100080 

8412100080 
8412100515 
8412100515 
8412100536 
8412100536 

8412100553 
8412100553 
8412100558# 
8412100558* 
8412100567 

8412110298 
8412120023 
8412120023 
8412130123 
8412130123 

8412130131* 
8412130131* 
8412130149 
8412130149 
8412130410 

8412130410 
8412140097 
8412140097 


SUBJECT 

CATEGORY 


50-259 P 
50-259 P 
50-259 P 
50-259 S 
50-390 Q 

50-259 Q 
50-327 F 
50-259 Q 
50-259 Q 
50-259 O 

50-259 F 
50-259 F 
50-259 P 
50-259 Q 
50-327 P 

50-438 Q 
50-438 Q 
SO-390 Q 
50-390 A 
50-390 Q 

50-390 Q 
50-390 (3 

50-390 Q 
50-390 Q 
50-259 Q 

50-259 Q 
50-390 Q 
50-327 Q 
50-328 S 
50-309 F 

FOIA 

XPORTLIC 

30-445 S 

50-445 S 
50-445 G 

REGGD 
50-445 0 

50-445 G 
50-445 G 
50-445 G 

50-445 G 
50-445 0 

50-445 0 

50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 S 
50-445 S 

50-445 S 
50-445 S 
50-445 S 
50-445 S 
50-445 S 

50-445 G 
50-445 G 
50-445 G 
50-445 G 
50-445 Q 

50-445 (3 

50-445 0 

50-445 G 
50-445 G 
50-445 G 

50-445 G 
50-445 0 

50-445 G 
50-445 0 

50-445 G 

50-445 A 
50-445 A 
50-445 A 
50-445 G 
50-445 G 

50-445 G 
50-445 G 
50-445 G 
50-445 0 

50-445 S 

50-445 S 
50-445 A 
50-445 A 
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AUTHOR 

affiliation 


!icas« State of 


tau M Univ. of, Austin, TX 


imp on & Ba i 1 y 
ee Mile Island Alert 


ja Ripe Supply Co., Inc. 
Kdo (Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8412180628 

50-445 

S 

8412180628 

50-445 

S 

8412190251 

50-445 

G 

8412190251 

50-445 

G 

8412200015 

50-445 

S 

8412200373 

50-445 

T 

8412200373 

50-445 

T 

8412210136 

50-445 

V 

8412210304 

50-445 

0 

8412210304 

50-445 

G 

8412210324 

50-445 

G 

8412210324 

50-445 

G 

8412260367 

50-445 

S 

8412260370 

50-445 

A 

8412260370 

50-445 

A 

8412260462 

50-445 

G 

8412260462 

50-445 

G 

8412270002 

50-445 

G 

8412270002 

50-445 

G 

8412270005 

50-445 

A 

8412270005 

50-445 

A 

8412270107 

50-445 

G 

8412270107 

50-445 

G 

8412270151 

50-445 

F 

8412270152# 

50-445 

F 

8412270192 

50-445 

A 

8412270192 

50-445 

A 

8412270289 

50-445 

F 

8412270289 

50-445 

F 

8412030005 

WASTE MGT 

8412040138 

50-445 

G 

8412040142# 

50-445 

G 

8412050392 

REGGD 


8412130115# 

FOIA 


8412130121# 

FOIA 


8412130125# 

FOIA 


8412130134# 

FOIA 


8412130139* 

FOIA 


8412130142* 

FOIA 


8412130145* 

FOIA 


8412130153* 

FOIA 


8412130158* 

FOIA 


8412130256# 

FOIA 


8412270200 

STATE PROG 

8412100280 

50-602 

H 

8412120137 

50-602 

A 

8412120140* 

50-602 

A 

8412120141* 

50-602 

A 

8412120144* 

50-602 

A 

8412120150* 

50-602 

A 

9412270117 

50-602 

F 

8412210083 

FOIA 


8412010021 

50-289 

G 

8412060032 

50-289 

T 

8412130446 

50-289 

G 

8412170355 

50-289 

G 

8412190485 

50-289 

G 

8412200005 

50-289 

G 

8412200007* 

50-289 

G 

8412210263 

50-289 

G 

8412260434 

50-289 

G 

8412310216 

50-289 

G 

8412310377 

50-289 

G 

8412280111 

QA999 


8412010018 

50-346 

P 

8412010020* 

50-346 

P 

8412010024* 

50-346 

P 

8412010176 

50-346 

P 

8412010179* 

50-346 

P 

8412010182* 

50-346 

P 

8412030064 

50-346 

S 

8412040115 

50-346 

F 

8412050238* 

50-346 

Q 

8412060422 

50-346 

P 

8412060431# 

50-346 

P 

8412060438* 

50-346 

P 

8412060452 

50-346 

F 

8412060452 

50-346 

F 

8412060452 

50-346 

F 

8412060460# 

50-346 

F 

8412060460* 

50-346 

F 

8412100229* 

50-346 

Q 

8412130466 

50-346 

R 

8412140105 

50-346 

Q 

8412180556 

REGGD 



AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8412190140 

50-346 F 


841 2200256 

50-346 Q 


8412240049 

50-346 P 


8412270305 

50-346 P 


8412270343 

50-346 P 


8412270350# 

50-346 P 


8412270353* 

50-346 P 


8412270359 

50-346 P 


8412280153 

50-346 P 

Torrey Pines Technology 

8412270004 

50-352 P 

Trans-Eastern Inspection Services, Inc. 

8412030338 

71-243 


8412030350# 

71-243 

Transcontine.it Technology, Inc. 

8412130165 

FOIA 

Transnuc lear , Inc. 

8412060022# 

XPORTLIC 


8412060025# 

XPORTLIC 


8412210060 

70-2479 


8412240080 

70-2479 


8412260018 

70-2479 


8412260020 

XPORTLIC 


8412260046 

70-2479 


8412260048 

XPORTLIC 


8412260132 

70-2479 


B412260380 

70-2479 


8412260412 

70-2749 


8412270025 

XPORTLIC 


8412270052 

XPORTLIC 


8412270057 

XPORTLIC 


8412270061 

XPORTLIC 


8412270076 

XPORTLIC 


8412270475 

XPORTLIC 

Trial Laujyers for Public Justice 

84120101 14 

50-445 G 


8412030604 

50-445 G 


8412110586 

50-445 G 


8412210324 

50-445 G 


8412260406 

50-445 G 

Trinidad News S« Views, Trinidad, CA 

8412170123 

50-133 H 

Troutman, Sanders, Lockerman & Ashmore 

8412040301 

50-424 G 


8412130071 

50-424 A 

U. S. Ecology, Inc. (formerly Nuclear 

8412030450 

27-48 

Engineering, Inc. ) 


8412030469 

27-48 


8412030668 

27-48 


8412030672# 

27-48 


8412030679# 

27-48 


8412030682# 

27-48 


8412040287 

27-48 

Union Electric Co. 

8412010136 

50-483 P 


8412030054 

50-483 S 


8412030329 

50-483 S 


8412100131 

50-483 S 


8412100520 

50-483 S 


8412110067 

50-483 P 


8412130362 

50-483 S 


8412130600 

50-483 S 


8412130605# 

50-483 S 


8412140086 

50-483 S 


8412140482 

50-483 S 


8412200322 

50-483 S 


8412200591 

50-483 S 


8412210247 

50-483 F 


8412240004 

50-483 P 


8412260236 

50-483 I 


8412280003 

50-483 S 

Union of Concerned Scientists 

8412110496 

50-289 G 


8412120175 

FOIA 


8412120186 

50-352 A 


8412120284 

FOIA 


8412130050 

FOIA 


8412130087 

FOIA 


8412130101 

FOIA 


8412130514 

50-289 P 


8412210146 

FOIA 


8412210157 

50-601 A 


8412210213 

FOIA 


8412260060 

FOIA 


8412260109 

50-289 P 


8412310377 

50-289 G 

United Brotherhood of Carpenters & 

8412180505 

PR 

Joiners of America 

United Engineers & Constructors, Inc. 

8412010052 

50-443 S 

(subs, of Raytheon Co. ) 

United Illuminating Co. 

8412200453# 

50-443 I 

United Nuclear Corp. (subs, of UNC 

8412030300 

71-5086 

Resources, Inc. ) 


8412030557 

71-241 
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NUMBER 
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8412180414 

50-382 

A 


8412180424* 

8412260405 

8412260468 

50-382 

70-820 

70-820 

A 

United Pap erujor k er s Internat i ona 1 Union 

8412170074 

FOIA 


Utah# State of 

8412030027* 

WASTE MGT 


8412060293 

WASTE MGT 

Utah# Univ. of# Salt Lake City# UT 

8412050551 

50-407 

P 

Utility Group for Regulatory Applications 

8412210178 

MISC 


Vermont Yankee Decommissioning Alliance 

8412070083 

50-271 

S 

Vermont Yankee Nuclear Power Corp. 

8412030284 

50-271 

S 


8412030397* 

50-271 

Q 


8412060369 

50-271 

P 


8412060375* 

50-271 

P 


8412060406 

50-271 

K 


8412060412* 

50-271 

K 


8412110139 

50-271 

F 


8412120314 

50-271 

P 


8412120335 

50-271 

F 


8412120365 

50-271 

Q 


8412120392 

50-271 

Q 


8412130439 

50-271 

P 


8412170150 

50-271 

0 


8412180517 

50-271 

F 


8412190462 

50-271 

R 


8412260256 

50-271 

P 


8412260260* 

50-271 

P 


8412260298 

50-271 

P 


8412280223 

50-271 

S 

Villanova Univ# Villanova, PA 

8412180568 

50-352 

H 

Virginia Electric & Power Co. 

8412010102 

50-280 

S 


8412030256 

50-338 

F 


8412030386 

50-338 

P 


8412030386 

50-338 

P 


8412060207 

50-281 

S 


3412060715 

50-339 

s 


8412100204* 

50-280 

Q 


8412100497 

50-338 

S 


8412100497 

50-338 

S 


8412110493 

50-280 

R 


8412110493 

50-280 

R 


8412110508 

50-338 

R 


8412110508 

50-338 

R 


8412120008 

50-280 

P 


8412120008 

50-280 

P 


8412120013* 

50-280 

P 


8412120013* 

50-280 

P 


8412120167 

50-280 

F 


8412120167 

50-280 

F 


8412120339 

50-280 

P 


8412120339 

50-280 

P 


8412120339 

50-280 

P 


8412120339 

50-280 

P 


8412120339 

50-280 

P 


8412120350* 

50-280 

P 


8412120357* 

50-280 

P 


8412140209 

50-338 

S 


8412140448 

30-280 

S 


8412170092 

50-280 

P 


8412170092 

50-280 

P 


8412170092 

50-280 

P 


8412170092 

50-280 

P 


8412170092 

50-280 

P 


8412170353 

50-339 

Q 


8412180275 

50-338 

G 


8412180544 

50-280 

K 


8412190231 

50-280 

P 


8412190231 

50-280 

P 


8412190231 

50-280 

P 


8412190231 

50-280 

P 


8412190231 

50-280 

P 


8412190238* 

50-280 

P 


8412190238* 

50-280 

P 


8412190238* 

50-280 

P 


8412190238* 

50-280 

P 


8412190238* 

50-280 

P 


8412200557 

50-280 

S 


8412200575 

50-338 

s 


8412210071 

50-280 

P 


8412210176 

50-338 

Q 


8412210194 

50-339 

P 


8412260248 

50-280 

F 


8412270254 

50-338 

S 


8412270391 

50-338 

s 


8412270445 

50-338 

R 


AUTHOR 

AFFILIATION 


Virginia Polytechnic Institute & State 
Univ. < Blacksburg/ VA 
Virginia/ Univ. of/ Charlottesville/ VA 


Warren Wilson College/ Suannanoa/ NC 


Washington Public Pouer Supply System 


Washington# State of 


Washington# State of# Dept, of Social Sc 
Health Services 

Washington# Univ. of# Seattle# WA 
Water# Waste Sc Land# Inc. 

West Branch Conservation Association 
West Virginia Univ. # Morgantouin# WV 
Westinghouse Electric Corp. 


ACCESSION 

NUMBER 


8412270445 

8412270466 

8412280002 

8412280002 

8412280009 

8412280009 

8412280020 

8412280020 

8412280037 

8412280080 

8412280080 
84122801 09'» 
8412280342* 
8412310461 
8412310461 

8412310464 

8412210140 

8412070112 

8412190277 

8412270401 

8412270402* 

8412110038 

8412130566 

8412130573* 

8412130579* 

8412130585* 

8412130591* 

8409270104* 

8410030213* 

8412010008 

8412010012* 

8412010128 

8412030209 

8412030227 

8412030234 

8412030279 

8412030426 

8412030461 

8412030525 

8412030597 

8412040036 

8412040174 

8412070077 

8412100042 

8412100224 

8412100437 

8412110094 

8412110582 

8412110595 

8412120309 

8412120309 

8412120313* 

8412140015 

8412140128 

8412140149 

8412170174 

8412170180 

8412170381 

8412180583 

8412180584 

8412180589* 

8412200137 

8412260285 

8412260371 

8412260372 

8412270018 

8412270078 

8412270154 

8412270162 

8412270220 

8412270227* 

8412280025 

8412280040 

8412030252 

8412030408 

8412030442* 

8412070117* 

8412050602* 

8412100379* 

8412100385* 

8410190364* 

8412110170 

8411270340 


SUBJECT 

CATEGORY 


50-338 R 
50-280 S 
50-280 P 
50-280 P 
50-280 P 

50-280 P 
50-338 P 
50-338 P 
50-281 P 
50-338 F 

50-338 F 
50-338 Q 
50-338 Q 
50-280 R 
50-280 R 

50-281 S 
NUREG 

50-62 F 
50-396 P 
50-396 P 

50-396 P 

MISC 

MISC 

MISC 

MISC 

MISC 

MISC 

50-508 A 
50-460 T 
50-460 K 

50-460 K 
50-508 A 
50-397 F 
50-397 F 
50-397 F 

50-397 S 
50-460 0 

50-508 G 
50-397 S 
50-397 S 

50-397 P 
50-397 Q 
50-508 S 
50-508 S 
50-397 Q 

50-397 S 
50-397 S 
50-397 S 
50-397 R 
50-397 P 

50-397 P 
50-508 A 
50-397 F 
50-397 K 
50-460 K 

50-397 F 
50-397 Q 
50-397 P 
PR 

50-397 F 

50-397 F 
50-508 S 
50-397 S 
50-397 S 
50-397 S 

50-397 S 
50-397 I 
50-397 S 
50-397 S 
50-397 P 

50-397 P 
50-397 P 
50-397 P 
WASTE MGT 
WASTE MGT 

27-48 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

50-247 T 
PR 

50-601 K 
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author 

affiliation 


Westinghause Operating Plants Owners 
Sroup 

Weston Geophysical Corp- 

Whittaker Corp. 

Williams & Associates 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


accession 

NUMBER 

SUBJECT 

CATEGORY 

841 1270343* 

50-601 1 

8411270346* 

50-601 1 

8412010159 

50-87 1 

8412030566 

70-1 151 

8412040116* 

50-443 1 

8412070099* 

FQIA 

8412100168* 

50-344 

8412100175* 

50-344 

8412140277 

50-370 

8412180569* 

50-412 

8412190270 

50-601 

8412190282* 

50-601 

8412190290* 

50-601 

8412190325 

TOP REP 

8412190343* 

toprep 

8412190396 

50-445 

8412200146 

PR 

8412210068 

70-1151 

8412210143 

toprep 

8412210149* 

toprep 

8412260228 

70-698 

8412260231* 

70-698 

8412260283* 

50-320 

8412260356 

toprep 

8412260358* 

toprep 

8412270213* 

50-395 

8412270219* 

50-395 

8412270228* 

50-395 

8412270286* 

50-412 

8412270331 

REOOD 

8412270394* 

50-482 

8412310277* 

50-482 

8412310282* 

50-482 

8412310282* 

50-482 

8412170376 

toprep 


author 

AFFILIATION 


Wisconsini State of 

Wisconslnj Univ. of» Green Bay* WI 

Wisconsini Univ. of> Madison# WI 
Wright State Univ. , Dayton# OH 
Yankee Atomic Electric Co. 


Yuba Heat Transfer Corp. 
Zonar Corp. 


ACCESSION 

NUMBER 

8412270215* 

8412280033 

8412280067 

8412280074* 

8412190110* 

8412050036* 

8412110191 

8412030277 

3412040156 

8412110166 

8412110363 

8412110596 

8412120036 

8412120432* 

8412130073 

8412260003 

8412260374 

8412030561 

8412100555* 


SUBJECT 

category 


50-305 P 

50-305 P 

PRM 
PRM 

contract 

review grp 
PR 

71-9094 
50-29 F 

50-29 P 

50-29 P 

50-29 R 

50-29 R 

50-309 P 

50-29 Q 

50-29 S 

50-29 S 

71-263 

contract 


8412030120 

8412030456 

8412030681 

8412050300 

8412260418 

8412260423* 

8412260426* 

8412040238 

8412040239 

8412040255 

8412040293 

8412050185 

8412050271 

8412050354 

8412050384 

8412050563 

8412060674 

8412030405* 

8412100205 

8412100205 

8412100210 

8412100210 

8412110249 

8412120142 

8412130319 

8412130368 

8412180259 

8412180268 

8412180510 

8412180516* 

8412260034* 

8412260165 

8412280049 

8412310100 

8412310382 

8412310382 

8412310385* 

8412310385* 

8412040137 

8412040143* 

0412050001 

8412120384 

8412170066 

8412180093 

8412190278 

8412190286* 

8412240093 

8412270082 

8412270210 


WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
40-7455 

40-7455 
40-7455 
WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
30-266 Q 
50-266 P 
50-266 P 

50-266 P 
50-266 P 
50-266 F 
50-301 P 
50-301 S 

50-266 R 
50-266 P 
50-266 P 
50-266 K 
50-266 K 

50-266 V 
50-301 S 
50-301 P 
50-266 F 
50-266 P 

50-266 P 
50-266 P 
50-266 P 
50-305 P 
50-305 P 

50-305 Q 
50-305 P 
50-305 R 
50-305 P 
50-305 P 

50-305 P 
50-305 F 
50-305 S 
50-305 P 
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The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
yories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to Principal 
Documents." 
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4UREO- 
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lUREO- 

4URh:o- 

^UREO- 
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-0748 V04 NIO 
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-0936 V03 N03 
-0934 S04 


8412030462 50-295 Q 

8412060385* 50-458 E 10837 

8412060456* 50-346 F 

8412260323* 50-312 P 

8412200287* 50-528 A 

8412040024* 50-361 F 

8412120289* 50-331 P 

8412200543* 50-133 R 

8411280530* GEN TEC IS 

8412030629* WASTE RES 


8412240050* 50-461 F 

8412100451 RES 

8412050391* WASTE RES 

8412120328* TOPREP 

8412270194* TOPREP 

8412180344* TOPREP 

8412130443* 50-271 P 

8412130250* FOIA 

8412210159* FOIA 

8412070331* TOPREP 

8412100256* 50-528 A 

8412100265* 50-528 A 

8412100273* 50-528 A 

0412110312* TOPREP 

8412120216* 50-528 A 

8412170324* TOPREP 

8410170277* 50-341 E 

8412210336* 50-440 A 

8412040268* 50-440 E 

8412070317* 50-445 A 

8407110368* 50-237 P 

0412120245* 50-315 P 

e412130043* FOIA 

8412010173* 50-206 S 

8412180094* 50-206 S 


ORNL/FTR-1917 


8412270073* 

8412120275* 

8412140218* 

8412070190* 

8412110289* 

8412170449 

8412050837 

8412040283 

8412040271 

8412040276 

8412070075 

0412310394 

8412200527 

0412260139 

8412100351 

8412100269 

8412260149 

8412050040 

8412190371 

8412260120 


S 03315A/RKT 


70-1308 

50-331 

50-321 

50-261 

TOPREP 


P 80NED279 

Q 

P 

1 570-2 


REPORT 

NUMBER 


NUREG-0979 S02 
NUREG-09a0 ROl 
NUREG-1012 
NUREO-1061 V03 
NUREG-1074 

NUREG-1099 
NURE0/CP-O060 
NUREG/CR-2000 V03N10 
NUREO/CR-2331 V04 jNl 
NUREO/CR-3052 

NUREG/CR-3511 V02 
NUREO/CR-3521 
NUREO/CR-3620 
NUREO/CR-3625 ERR 
NUREG/CR-3746 VOl 

NUREG/CR-3784 
NUREO/CR-3810 V02 
NUREO/CR-3851 V02 
NUREG/CR-3a64 
NUREG/CR-3890 

NUREO/CR-3891 
NUREG/CR-3910 
NUREO/CR-3911 VOl 
NUREO/CR-3923 
NUREC/CR-3927 

NUREG/CR-3973 

NUREG/CR-3982 

NUREG/CR-3985 

NUREG/CR-3995 

NUREO/CR-4002 

NUREG/CR-4014 

NURE0/CR-401S 

NUREG/CR-4019 

NUREG/CR-4021 

NUREG/CR-4029 

NUREG/CR-4034 
NUS-1730 ROl 
NUS-437S 
ORNL/FTR-1918 
QUAD- 1-83-0 17 R02 

SANDB3-7466 
SAR 9-84 
SCE141021 
SECY- 79-164 
SECY-79-647 

SECY-80-449 

SECY-82-055 

SECY-02-071 

SECY-82-226 

SECY-82-237 

SECY-a2-295 

SECY-82-311 

SECY-82-469 

SECY-84-013 

SECY-84-099 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8412050032 

50-447 

E 

8412110188 

NUREG 


8412310128 

50-322 

P 

8412100188 

NUREG 


8412310301 

50-354 

D 

8412310101 

50-413 

P 

8412280495 

NUREG 


8412070087 

NUREG 


8412240029 

NUREG 


8412070166 

NUREG 


8412100350 

50-317 

P 

8412190375 

NUREG 


8412110041 

NUREG 


8412110034 

NUREG 


8412120266 

NUREG 


8412190369 

NUREG 


8412120581 

NUREG 


8412260116 

NUREG 


8412110033 

50-18 

X 

8412210135 

NUREG 


8412100263 

NUREG 


8412190376 

NUREG 


8412260135 

NUREG 


8412190357 

NUREG 


8412100199 

NUREG 


8412100247 

NUREG 


8412190379 

NUREG 


8412070092 

NUREG 


8412270181 

NUREG 


8412260052 

NUREG 


8412190378 

NUREG 


8412070084 

NUREG 


8412210140 

NUREG 


8412190380 

NUREG 


8412100274 

NUREG 


8412070080 

NUREG 


8412070249* 

50-155 

P 

8412100241* 

REVIEW GRP 

8412100507 

ORG 


8412270195* 

50-282 

P 

8412030562* 

WASTE RES 

8412120140* 

50-602 

A 

8412170339* 

50-206 

Q 

8412130197* 

FOIA 


8412120285* 

FOIA 


8010200379* 

FOIA 


8203050126* 

FOIA 


8203150200* 

FOIA 


8206090247* 

50-244 

S 

8206300338* 

50-237 

s 

8207230663* 

FOIA 


8208040321* 

FOIA 


8212010320* 

FOIA 


8401310036* 

FOIA 


8403080445* 

FOIA 



OTHER REPORT 
NUMBER 


ORNL/NSIC-200 
BNL-NUREG-51454 
I EB -80-07 


SAND83-1715 
PNL-4054 
PNL-4957 
HEDL-TME 84-20 

SAND84-0689 

PNL-5106-2 

0RNL/TM-9191/V2 

BNL-NUREG-51791 

PNL-5164 


BNL“NUREG-5i806 

PNL-5181 

SAND84-1737 

ORNL/TM-9309 

BNL-Nl«EG-51814 
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561 



562 


REPORT WUIVIBER INDEX 


report 

NUMBER 


SECY-S4-3&0 
SECY-84-378 
SECY-84-42S 
TER-C52S7-4A1 
TER-C 5257-463 


TER-C5506-111/112 
TER-C 5506-249 
TER-C 5506-529 
TER-C5506-96 
TP 83-87 


R1 


TP 83-91 
UC ID-20053 
VEP-NE-1 
VEP-NOS-14 
WCAP-9561 ADD 01 

X2AP01 Rli 
XALA S03SS 
XN-NF-S4-31 ROl 
YAEC-1447 
YAEC-1455 


accession 

number 

S'? 09250143 
S410150310 
8411190049 
84120701 51 « 
8412070510* 

8308030399* 

8412060513* 

8410260111* 

8312220114* 

8310070266* 

8310070269* 

8412070065* 

8412190238* 

8412210194 

8412210149* 

8412200438* 

8412260283* 

8412040153* 

8412030430* 

8412120432* 


SUBJECT 

category 

50-206 f 
50-289 F 
SECY 

50-237 F 
50-29 p 

50-272 p 
50-317 Q 
50-250 p 
50-286 p 
FOIA 

FQIA 

50-338 S 
50-280 P 
50-339 p 
tqprep 

50-424 A 
50-320 P 
50-305 P 
50-309 P 
50-309 p 


OTHER REPORT 
NUMBER 


TAC 42519 
TAC 42526 

TAC 08154 

TAC 54480 
TAC 8114 


730 



CROSS REFERENCE 
OF ENCLOSURES TO 

PRINCIPAL DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
coluiTin gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

7903010222 
790S31021S 
6001 1701SS 
6003040S11 
60040*9057 3 

600&030129 
6007290778 
6010200379 
601 1140226 
8104090474 

0111040475 
8112090473 
61121 10282 
8203050126 
8203150200 

0205100003 

8206090247 

8206290560 

8206300338 

8207140317 

3207230663 
3206040321 
3200240009 
3200250470 
321 1230529 

3212010320 

3301030298 

3301030302 

3302090515 

3304200455 

3305090515 
3305260020 
3306030370 
33061 50610 
3306240067 

3307050397 

3307000555 

3307130123 

3300030399 

3300040073 

3300100555 
33001 00560 
3300100595 
3300160027 
3300170188 

3300100585 

3300290532 

3309060571 

3309120405 

3309120490 


principal 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

8412260179 

84/06/18 

FOIA 


8309120561 

8412180054 

84/06/25 

FOIA 


8309140225 

8412260179 

84/06/18 

FOIA 


8309140231 

8412260179 

84/06/18 

FOIA 


8310070266 

8412260179 

84/06/18 

FOIA 


8310070269 

8412260179 

84/06/18 

FOIA 


8310130096 

8412260179 

84/06/18 

FOIA 


8310130100 

8412260065 

84/06/20 

FOIA 


8311030326 

8412260179 

84/06/18 

FOIA 


8311040210 

8412070105 

84/05/24 

FOIA 


8311040211 

8412210086 

84/06/19 

FOIA 


8311080310 

8412120105 

84/06/04 

50-275 

P 

8311080314 

8412070188 

84/04/04 

50-331 

P 

8311080622 

8412200123 

84/07/02 

FOIA 


8311100147 

8412200123 

84/07/02 

FOIA 


8311110146 

8412130172 

84/06/08 

FOIA 


8311140249 

8412200430 

84/06/21 

50-244 

S 

8311140324 

8412260143 

84/07/10 

50-447 

A 

8311300447 

8412200430 

84/06/21 

50-237 

S 

8312160365 

8412260143 

84/07/10 

50-447 

A 

8312220114 

8412200430 

84/06/21 

FOIA 


8312290064 

8412200430 

84/06/21 

FOIA 


8401170521 

8412170145 

84/06/25 

30-334 

P 

8401170536 

8412170145 

84/06/25 

50-334 

P 

8401190060 

8412120072 

84/06/06 

FOIA 


8401260444 

8412200430 

84/06/21 

FOIA 


8401310036 

8412130072 

84/05/21 

50-322 

A 

8402010100 

8412130072 

84/05/21 

50-322 

A 

8402010113 

8412260143 

84/07/10 

50-447 

A 

8402030029 

8412210200 

04/06/05 

FOIA 


8402060053 

8412260143 

84/07/10 

FOIA 


8402090034 

8412170121 

84/06/25 

50-334 

P 

8402290046 

8412170145 

84/06/25 

50-334 

P 

8403010527 

8412070188 

84/04/04 

FOIA 


8403020430 

8412170089 

84/04/30 

50-272 

F 

8403080445 

8411290201 

84/05/24 

50-447 

A 

8403190426 

8412170089 

84/04/30 

50-272 

F 

8404050490 

8412170089 

84/04/30 

50-272 

F 

8404100067 

8412130481 

84/12/05 

50-272 

P 

8404100096 

8412130072 

84/05/21 

50-322 

F 

0404100100 

8412060709 

84/05/04 

50-322 

F 

8404110148 

8412060709 

84/05/04 

50-322 

F 

8404120326 

8411290201 

84/05/24 

50-447 

A 

8404180099 

8411290201 

84/05/24 

30-447 

A 

0404180497 

8412260143 

84/07/10 

50-447 

A 

8405140539 

8412170089 

84/04/30 

30-230 

F 

8405160601 

8412170089 

84/04/30 

50-250 

F 

8405300707 
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84/06/25 
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P 
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50-447 

A 
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8412210165 

8311080619 

8412070189 

8412070189 

8412130016 

8412130016 

8412130016 

8411150249 

8412190153 

8412130172 

8411290201 

8412130072 

8412130016 

8411290201 
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8412120210 
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8412170145 
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50-482 Q 
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FOIA 

50-416 S 
50-416 S 
50-322 F 
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FOIA 

50-470 A 
50-470 A 
50-250 0 

50-322 A 
50-322 F 

50-416 E 
FOIA 
FOIA 
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FOIA 

50-447 A 
00-322 A 
FOIA 

50-447 A 
FOIA 

50-447 A 
50-447 A 
50-447 A 
50-334 P 

FOIA 

FOIA 

50-213 F 

FOIA 

FOIA 

50-213 F 
50-334 P 
50-289 P 
50-213 F 
50-213 F 

50-528 A 
FOIA 

50-289 P 
50-289 P 
50-289 P 

50-289 P 
FOIA 

50-322 F 
50-322 F 
50-213 F 
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50-237 

P 
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Q 
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A 
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Q 
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T 

8409040220 

84/08/24 

50-460 

T 

8412060613 

84/11/29 

GEN TEC 

IS 

8410170275 

84/10/11 
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E 

8410290113 

84/10/12 

50-247 

T 

8412070179 

84/11/21 

50-250 

P 

8411270340 

84/11/09 

50-601 

K 

8411270340 

84/11/09 

50-601 

K 

8412100326 

84/11/30 

NUREG 


8411280498 

84/11/15 

GEN TEC 

IS 

8411280498 

84/ 11/15 

SEN TEC 

IS 

8411280498 

84/11/15 

GEN TEC 

IS 

8411290201 

84/05/24 

50-447 

A 


8411290201 

8411290201 

8411290514 

8411290514 

8412010006 
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8412010014 8412010006 
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8412010088 
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8412010096 

8412010108 

8412010113 

8412010120 

8412010121 

8412010125 

8412010135 

8412010144 

8412010145 

8412010153 

8412010157 

8412010158 

8412010173 

8412010175 

8412010179 

8412010182 

8412010184 

8412010194 

8412030027 

8412030034 

8412030039 

8412030041 

8412030046 

8412030049 

8412030051 

8412030058 

8412030060 

8412030069 

8412030083 

8412030097 

8412030402 

8412030105 

8412030107 

8412030109 

8412030124 

8412030145 

8412030162 

8412030171 

8412030178 

8412030182 

8412030183 

8412030204 

8412030212 


8412010084 

8412010089 

8412010094 

8412010104 

8412010104 

8412010117 

8412010118 

8412010047 
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8412010143 

8412010151 

8412010151 

8412010155 
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84/05/24 
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84/11/09 

84/11/27 
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84/11/27 
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84/11/27 
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84/11/26 
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84/11/27 

84/10/02 
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84/11/26 

84/11/16 
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50-322 

50-348 

50-309 
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50-289 

50-289 

50-289 

50-389 

50-321 

50-341 

50-416 

50-267 

50-289 

50-289 

50-352 

50-206 

50-245 

50-346 

50-346 

50-352 

50-267 


A 

A 

0 

Q 

G 

K 

G 

P 

P 

Q 

Q 

S 

G 

A 

G 

P 

P 

Q 

G 

G 
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P 

P 

A 

S 

F 

T 

T 

G 

S 

P 

P 

P 

G 

F 


8412030096 

8412030111 

8412030138 

8412030155 

8412030164 

8412030170 

8412030170 

8412030179 

8412030201 

8412030201 


84/11/02 

84/11/06 

84/11/16 

84/10/29 

84/11/14 

84/11/06 

84/11/06 

84/11/28 
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84/10/24 


70-2960 

QA999 

50-282 
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50-282 
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8412030218 

8412030228 

8412030232 

8412030258 

8412030271 

8412030213 

8412030213 

8412030224 

8412030249 

8412030261 

84/11/27 

84/11/27 

84/11/27 

84/11/09 

84/11/13 

50-443 Q 
50-443 0 
50-413 V 
50-322 Q 
50-395 P 

8412030281 

8412030287 

8412030291 

8412030299 

8412030301 

8412030261 

8412030282 

8412030282 

8412030282 

8412030282 

84/11/13 

84/11/13 

84/11/13 

84/11/13 

84/11/13 

50-395 P 
50-322 T 
50-322 T 
50-322 T 
50-322 T 

8412030304 

8412030307 

8412030312 

8412030316 

8412030326 

8412030282 

8412030282 

8412030282 

8412030282 

8412030282 

84/11/13 

84/11/13 

84/11/13 

84/11/13 

84/11/13 

50-322 T 
50-322 T 
50-322 T 
50-322 T 
50-322 T 

8412030331 

8412030344 

8412030350 

8412030359 

8412030364 

8412030322 

8412030338 

8412030338 

8412030356 

8412030356 

84/11/08 

84/10/26 

84/10/26 

84/11/06 

84/11/06 

71-201 

71-243 

71-243 

QA999 

QA999 

8412030376 

8412030379 

8412030383 

8412030397 

8412030405 

8412030372 

8412030367 

8412030372 

8412030387 

8412030394 

84/11/14 

84/11/26 

84/11/14 

84/11/27 

84/11/27 

50-255 Q 
50-440 Q 
50-255 Q 
50-271 Q 
50-266 Q 

8412030406 

8412030429 

8412030430 

8412030441 

8412030442 

8412030398 

8412030425 

8412030421 

8412030431 

8412030434 

84/11/21 

84/11/30 

84/11/20 

84/09/27 

84/11/08 

71-9137 
50-382 Q 
50-309 P 
CONTRACT 
27-48 

8412030443 

8412030445 

8412030506 

8412030507 

8412030538 

8412030435 

8412030439 

8412030505 

8412030503 

8412030536 

84/11/09 

84/11/23 

83/09/26 

84/10/25 

84/10/19 

50-352 Q 
50-331 Q 
71-503 

WASTE RES 
50-267 Q 

8412030540 

8412030543 

8412030544 

8412030558 

8412030562 

8412030532 

8412030536 

8412030532 

8412030553 

8412030553 

84/11/08 

84/10/19 

84/11/08 

84/10/24 

84/10/24 

50-302 P 
50-267 Q 
50-302 P 
WASTE RES 
WASTE RES 

8412030588 

8412030600 

8412030615 

8412030617 

8412030620 

8412030584 

8412030599 

8412030609 

8412030611 

8412030612 

84/11/21 

84/11/01 

84/11/27 

84/11/26 

84/11/29 

71-228 

50-277 F 
50-209 G 
50-352 T 
50-352 G 

8412030629 

8412030630 

8412030632 

8412030635 

8412030637 

8412030616 

8412030626 

8412030618 

8412030626 

8412030626 

84/10/17 

84/11/05 

84/09/30 

84/11/05 

84/11/05 

WASTE RES 
QA999 

WASTE RES 
QA999 

QA999 


8412030641 

8412030650 

8412030654 

8412030657 

8412030659 


8412030022 

84/11/05 

WASTE MGT 


8412030031 

84/10/31 

71-524 


8412030664 

8412030031 

84/10/31 

71-524 


8412030672 

8412030031 

84/10/31 

71-524 


8412030679 

8412030038 

8412030047 

84/11/16 

84/11/14 

50-237 

QA999 

P 

8412030682 

8412030696 

8412030047 

84/11/14 

QA999 


8412030697 

8412030038 

84/11/16 

50-237 

P 

8412030699 

8412030056 

84/11/14 

50-454 

Q 

8412030700 

8412030047 

84/11/14 

QA999 


8412030707 

8412040006 

8412030078 

84/10/19 

50-482 

Q 


8412030092 

84/11/27 

50-423 

Q 

8412040020 

8412030096 

84/11/02 

70-2960 


8412040021 

8412030096 

84/11/02 

70-2960 


8412040024 

8412030101 

84/11/09 

50-354 

Q 

8412040043 

8412040047 


8412030633 

8412030645 

8412030649 

8412030651 

8412030652 

8412030651 

8412030668 

8412030668 

8412030668 

8412030693 


84/11/06 

84/10/22 

84/11/15 

84/11/06 

84/11/21 

84/11/06 

84/11/06 

84/11/06 

84/11/06 

84/11/21 


WASTE RES 
WASTE MOT 
50-280 P 
WASTE RES 
71-9035 

WASTE RES 
27-48 
27-48 
27-48 
50-295 P 


8412040050 

8412040051 

8412040052 

8412040054 

8412040057 

8412040058 

8412040073 

8412040084 

8412040089 

8412040092 


8412030692 

84/11/20 

50-261 

p 

8412030693 

84/11/21 

50-295 

P 

8412030689 

84/11/16 

50-312 

P 

8412030705 

84/11/05 

WASTE RES 

8412040002 

84/11/29 

50-482 

Q 

8412040014 

84/11/30 

50-206 

P 

8412040012 

84/11/27 

50-166 

0 

8412040018 

84/11/30 

50-361 

F 

8412040039 

84/11/28 

50-390 

p 

8412040041 

84/11/27 

50-313 

G 

8412040042 

84/11/27 

50-423 

K 

8412040037 

84/11/30 

50-352 

P 

8412040041 

84/11/27 

50-313 

Q 

8412040037 

84/11/30 

50-352 

K 

8412040042 

84/11/27 

50-423 

K 

8412040037 

84/11/30 

50-352 

F 

8412040068 

84/11/27 

I&E 


8412040081 

84/11/27 

50-247 

Q 

8412040061 

84/11/30 

50-409 

p 

8412040061 

84/11/30 

50-409 

P 
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8412050288 

8412050261 

84/11/27 

50-87 

P 

,97 

8412040078 

84/11/29 

50-395 

P 

8412050294 

8412050261 

84/11/27 

50-87 

P 

03 

8412040100 

84/11/28 

50-206 

Q 

8412050299 

8412050296 

84/11/05 

waste RES 

06 

8412040102 

84/11/21 

50-275 

0 

8412050320 

8412050315 

84/11/21 

71-261 


OS 

8412040098 

84/11/29 

50-213 

P 

8412050324 

8412050319 

84/11/15 

XPORTLIC 


16 

8412040110 

84/11/29 

50-443 

E 











8412050325 

8412050314 

84/11/20 

contract 


19 

8412040114 

84/11/28 

50-352 

Q 

B4 12050332 

8412050327 

84/11/21 

71-236 


.22 

8412040118 

84/11/29 

50-395 

P 

8412050342 

8412050338 

84/11/21 

71-316 


32 

8412040126 

84/11/21 

50-247 

P 

8412050350 

8412050341 

84/11/20 

50-206 

P 

.33 

8412040127 

84/11/30 

50-387 

F 

8412050359 

8412050353 

84/12/03 

50-155 

G 

,42 

8412040138 

84/11/27 

50-445 

G 











8412050363 

8412050353 

84/12/03 

50-155 

G 

,43 

8412040137 

84/11/30 

50“"30ti) 

P 

8412050368 

8412050362 

84/11/20 

CONTRACT 


.44 

8412040140 

84/11/29 

50-317 

G 

8412050391 

84120503S4 

84/11/06 

WASTE RES 

.46 

8412040136 

84/11/30 

50-333 

F 

8412050400 

8412050393 

84/11/30 

50-295 

P 

.49 

8412040138 

84/11/27 

50-445 

G 

8412050422 

S41205041O 

84/11/27 

XPORTLIC 


ISO 

8412040145 

84/11/29 

50-247 

Q 











8412050424 

8412050417 

84/11/08 

50-416 

G 

LSI 

8412040140 

84/11/29 

50-317 

Q 

8412050429 

8412050417 

84/11/08 

50-416 

G 

153 

8412040137 

84/11/30 

50-305 

P 

8412050434 

8412050417 

84/11/08 

50-416 

G 

L61 

8412040157 

84/11/29 

50-443 

F 

8412050436 

8412050428 

84/11/15 

50-348 

P 

L73 

8412040166 

84/11/30 

50-382 

G 

8412050439 

8412050417 

84/11/08 

50-416 

G 

L75 

8412040167 

84/11/30 

50-333 

F 











8412050444 

8412050441 

84/11/15 

XPORTLIC 


178 

8412040172 

84/11/27 

50-482 

Q 

8412050457 

8412050453 

04/11/15 

XPORTLIC 


188 

8412040172 

84/11/27 

50-482 

Q 

8412050459 

8412050456 

84/12/03 

50-410 

A 

L92 

8412040187 

84/11/30 

50-305 

P 

8412050462 

8412050461 

94/10/31 

50-259 

F 

L95 

8412040190 

84/10/26 

WASTE MGT 

8412050465 

8412050450 

84/11/26 

CONTRACT 


205 

8412040202 

84/11/14 

50-Z54 

F 











8412050484 

8412050483 

84/11/27 

50-254 

P 

209 

8412040202 

84/11/14 

50-254 

F 

8412050501 

8412050496 

84/11/19 

50-390 

Q 

210 

8412040206 

84/11/29 

50-445 

F 

8412050512 

8412050506 

84/10/22 

50-438 

Q 

218 

8412040214 

84/11/28 

50-528 

F 

8412050521 

8412050516 

84/10/26 

50-338 

Q 

227 

8412040222 

84/11/15 

50-295 

P 

8412050602 

8412050597 

84/11/26 

CONTRACT 


233 

8412040232 

84/11/29 

50-445 

G 











8412050622 

8412050616 

84/11/21 

71-92 


236 

8412040214 

84/11/28 

50-528 

F 

8412050678 

8412050670 

84/11/27 

PROJ 


247 

8412040244 

84/11/29 

50-395 

P 

8412050702 

8412050689 

84/10/19 

50-321 

Q 

268 

8412040262 

84/11/20 

50-440 

E 

8412050720 

8412050710 

84/11/26 

CONTRACT 


275 

8412040272 

84/12/03 

50-445 

G 

8412050745 

8412050736 

84/10/04 

REVIEW ORP 

278 

8412040272 

84/12/03 

50-445 

G 











8412050752 

8412050748 

84/11/19 

50-400 

Q 

289 

8412040284 

84/11/14 

WASTE nwi 

8412050785 

8412050748 

84/11/19 

50-400 

Q 

304 

8412040284 

84/11/14 

WASTE MGT 

8412050792 

8412050748 

84/11/19 

50-400 

Q 

305 

8412040301 

84/11/29 

50-424 

G 

8412050798 

8412050748 

84/11/19 

50-400 

Q 

312 

8412040284 

04/11/14 

WASTE MST 

8412050806 

8412050748 

84/11/19 

50-400 

Q 

317 

8412040311 

84/11/23 

50-327 

P 











8412050818 

8412050814 

84/11/15 

50-335 

Q 

330 

8412040311 

84/11/23 

50-327 

P 

8412060017 

8412060015 

84/11/01 

WASTE MGT 

012 

8412050004 

84/11/21 

TOPREP 


8412060022 

8412060021 

84/11/26 

XPORTLIC 


018 

8412050013 

84/11/20 

REVIEW 

GRP 

8412060025 

8412060021 

84/11/26 

XPORTLIC 


019 

8412050014 

84/11/15 

50-322 

Q 

8412060066 

8412060061 

84/11/29 

50-277 

P 

020 

8412050016 

84/12/03 

50-322 

G 











8412060077 

8412060072 

84/11/09 

50-335 

P 

021 

8412050015 

84/11/26 

CONTRACT 

8412060080 

8412060073 

84/11/29 

70-1308 


022 

8412050017 

84/11/07 

WASTE RES 

8412060084 

8412060082 

84/11/16 

50-305 

G 

024 

8412050013 

84/11/20 

REVIEW 

GRP 

8412060090 

8412060082 

84/11/16 

50-305 

Q 

027 

8412050023 

84/11/15 

50-293 

Q 

8412060094 

8412060087 

84/11/14 

50-285 

G 

028 

8412050013 

84/11/20 

REVIEW 

GRP 











8412060114 

8412060107 

84/10/30 

70-824 


029 

8412050026 

84/11/14 

50-305 

P 

8412060139 

8412060134 

84/11/14 

50-302 

Q 

034 

8412050013 

04/11/20 

REVIEW 

GRP 

8412060145 

8412060138 

84/11/29 

71-319 


035 

8412050026 

84/11/14 

50-305 

P 

8412060158 

8412060152 

84/11/29 

71-9006 


036 

8412050013 

84/11/20 

REVIEW 

GRP 

8412060166 

8412060155 

84/11/15 

50-263 

Q 

038 

8412050033 

84/11/14 

50-333 

Q 











8412060174 

8412060168 

84/11/29 

71-243 


*042 

8412050013 

84/11/20 

REVIEW 

GRP 

8412060202 

8412060191 

84/11/06 

50-206 

P 

*047 

8412050013 

84/11/20 

REVIEW 

GRP 

8412060204 

8412060199 

84/11/15 

50-206 

G 

>049 

8412050046 

84/11/09 

50-412 

Q 

8412060210 

8412060194 

84/11/30 


C 

»053 

8412050045 

84/11/30 

50-244 

F 

8412060211 

8412060203 

84/05/02 

MISC 


>057 

8412050046 

84/11/09 

50-412 

Q 











8412060218 

8412060209 

84/11/16 

50-312 

G 

>062 

8412050056 

84/11/15 

WASTE 1 

MGT 

8412060220 

8412060213 

84/11/28 

CONTRACT 

>112 

8412050104 

84/11/14 

50-250 

P 

8412060225 

8412060221 

84/11/29 

71-201 


>118 

8412050104 

84/11/14 

50-250 

P 

8412060226 

8412060212 

84/11/16 

50-341 

G 

>144 

8412050137 

84/11/12 

WASTE 

RES 

8412060233 

8412060228 

84/11/26 

71-306 


>193 

8412050183 

84/11/20 

CONTRACT 











8412060236 

8412060203 

84/05/02 

MISC 


>222 

8412050206 

84/11/15 

CONTRACT 

8412060238 

8412060231 

84/09/18 

50-416 

C 

>223 

8412050216 

84/12/03 

50-29 

S 

8412060240 

8412060203 

84/05/02 

MISC 


>238 

8412050226 

84/11/19 

50-346 

Q 

8412060243 

8412060229 

84/11/16 

50-461 


>242 

8412050232 

84/11/20 

CONTRACT 

8412060245 

8412060237 

84/11/30 

50-400 


>243 

8412050234 

84/11/02 

WASTE 

MGT 











8412060246 

8412060203 

84/05/02 

MISC 


>247 

8412050237 

84/11/15 

WASTE 

MGT 

8412060247 

8412060231 

84/09/18 

50-416 


>253 

8412050244 

84/11/20 

CONTRACT 

8412060253 

8412060203 

84/05/02 

50-213 


>262 

8412050237 

84/11/15 

WASTE 

MOT 

8412060254 

8412060107 

84/10/30 

70-824 


>267 

8412050261 

84/11/27 

50-87 

P 

8412060255 

8412060231 

84/09/18 

30-416 


>268 

8412050257 

84/11/21 

COMMISSION 











8412060257 

8412060248 

84/11/16 

50—263 


>272 

8412050237 

84/11/15 

WASTE 

MOT 

8412060259 

8412060107 

84/10/30 

70-824 


>274 

8412050261 

84/11/27 

50-87 

P 

8412060261 

8412060252 

84/11/26 

71—5086 


>276 

8412050257 

84/11/21 

COMMISSION 

8412060262 

8412060203 

84/05/02 

50-213 


>278 

8412050259 

84/11/19 

CONTRACT 

8412060265 

8412060231 

84/09/18 

50-416 


>280 

8412050261 

84/11/27 

50-87 

P 
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CROSS REFEREIMCE OF ElMCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

8412060269 

8412060271 

8412060272 

8412060278 

8412060280 

84 12060291 
84 12060300 
8412060307 
8412060314 
8412060318 

8412060321 

8412060324 

8412060327 

8412060331 

8412060332 

8412060338 

8412060340 

8412060342 

8412060343 

8412060344 

8412060346 

8412060351 

8412060355 

8412060358 

8412060364 

8412060365 

8412060372 

8412060374 

8412060375 

8412060378 

8412060385 

8412060389 

8412060390 

8412060397 

8412060404 

8412060405 

8412060408 

8412060411 

8412060412 

8412060413 

8412060414 

8412060419 

8412060423 

8412060424 

8412060426 

8412060429 

8412060431 

8412060433 

8412060436 

8412060438 

8412060441 

8412060442 

8412060450 

8412060456 

8412060460 

8412060461 

8412060488 

8412060492 

8412060494 

8412060495 

8412060496 

8412060497 

8412060499 

8412060502 

8412060 . 40 !^ 


PRINCIPAL 

DOCUMENT 

8412060107 

8412060260 

8412060203 

8412060260 

8412060203 

8412060279 

8412060282 

8412060294 

8412060294 

8412060294 

8412060305 

8412060320 

8412060294 

8412060323 

8412060328 

8412060328 

8412060333 

8412060328 

8412060337 

8412060335 

8412060339 

8412060323 

8412060349 

8412060350 

8412060353 

8412060362 

8412060366 

8412060353 

8412060369 

8412060353 

8412060379 

8412060368 

8412060353 

8412060392 

8412060398 

8412060394 

8412060398 

8412060401 

8412060406 

8412060403 

8412060407 

8412060403 

8412060308 

8412060415 

8412060421 

8412060403 

8412060422 

8412060402 

8412060421 

8412060422 

8412060434 

8412060437 

8412060446 

8412060452 

8412060452 

8412060453 

8412060434 

8412060434 

8412060490 

8412060403 

8412060490 

8412060490 

8412060490 

8412060490 


DATE 

ISSUED 

84/10/30 

84/11/21 

84/05/02 

84/11/21 

84/05/02 

84/11/29 

84/11/26 

84/11/14 

84/11/14 

84/11/14 

84/11/16 

84/11/29 

84/11/14 

84/11/30 

84/12/04 

84/12/04 

84/11/29 

84/12/04 

84/11/07 

84/10/26 

84/11/19 

84/11/30 

84/11/29 

84/11/28 

84/11/06 

84/04/27 

84/11/29 

84/11/06 

84/11/27 

84/11/06 

84/11/08 

84/12/03 

84/11/06 

84/11/26 

84/11/30 

84/10/22 

84/11/30 

84/08/10 

84/11/30 

84/11/14 

84/11/26 

84/11/14 

84/11/26 

84/10/25 

84/11/30 

84/11/14 

84/12/03 

84/11/29 

84/11/30 

84/12/03 

84/06/01 

84/10/22 

84/11/26 

84/11/30 

84/11/30 

84/11/30 

84/06/01 

84/06/01 

84/05/04 

84/11/14 

84/05/04 

84/05/04 

84/05/04 

84/05/04 

84/05/04 


SUBJECT 

CATEGORY 

70- 824 
XPORTLIC 
50-213 F 
XPORTLIC 
50-213 F 

50-255 Q 

71- 9073 

50-395 Q 
50-395 Q 
50-395 0 

50-413 V 
71-241 
50-395 Q 
50-361 P 
50-528 F 

50-528 F 
71-28 

50-528 F 
50-346 Q 
50-400 Q 

70- 143 
50-361 P 

71- 346 
50-423 A 
50-259 Q 

40-6920 
50-461 G 
50-259 0 

50-271 P 
50-259 Q 

50-458 E 
TOPREP 
50-259 Q 
71-268 
50-312 F 

50-269 Q 
50-312 F 
40-6920 
50-271 K 
50-269 Q 

71-197 
50-269 Q 
71-85 
50-390 Q 
50-456 Q 

50-269 Q 
50-346 P 
50-315 Q 
50-456 Q 
50-346 P 

50-416 S 
50-400 Q 
71-274 
50-346 F 
50-346 F 

50-286 Q 
50-400 S 
FOIA 
40-6920 
50-269 Q 

40-6920 

40-6920 

40-6920 

40-6920 

40-6920 


ACCESSION NUMBER 


ENCLOSURE 

8412060543 

8412060546 

8412060554 

8412060562 

8412060565 

8412060577 

8412060582 

8412060589 

8412060590 

8412060593 

8412060599 

8412060616 

8412060629 

8412060661 

8412060666 

8412060667 

8412060675 

8412060677 

8412060682 

8412060688 

8412060690 

8412060692 

8412060694 

8412060698 

8412060699 

8412060700 

8412060706 

8412060707 

8412060716 

8412060717 

8412060729 

8412060733 

8412060734 

8412070005 

8412070017 

8412070032 

8412070035 

8412070041 

8412070043 

8412070044 

8412070047 
8412070053 
84 12070055 
8412070056 
8412070063 

8412070064 

8412070065 

8412070066 

8412070068 

8412070076 

8412070085 

8412070095 

8412070097 

8412070099 

8412070102 

8412070109 

8412070113 

8412070117 

8412070118 

8412070120 

8412070123 

8412070124 

8412070127 

8412070130 

8412070132 

8412070133 

8412070136 

8412070143 

8412070147 

8412070148 


PRINCIPAL 

DOCUMENT 

8412060510 

8412060538 

8412060538 

8412060555 

8412060561 

8412060573 

8412060573 

8412060580 

8412060585 

8412060580 

8412060597 

8412060611 

8412060627 

8412060656 

8412060662 

8412060656 

8412060662 

8412060668 

8412060668 

0412060668 

8412060684 

8412060685 

8412060684 

8412060605 

8412060685 

8412060684 
8412060684 
84 12060685 
8412060713 
8412060709 

8412060728 

8412060732 

8412060732 

8412070004 

8412070013 

8412070026 

8412070028 

8412070038 

8412070040 

8412070038 

8412070040 

8412070049 

8412070050 

8412070049 

8412070060 

8412070060 

8412070058 

8412070057 

8412070062 

8412070062 

8412070079 

8412070088 

8412070093 

8412070093 

8412070093 

8412070093 

8412070093 

8412070093 

8412070105 

8412070093 

8412070105 

8412070093 

8412070093 

8412070093 

8412070105 

8412070111 

8412070105 

8412070105 

8412070105 

8412070093 


DATE 

ISSUED 

84/11/02 

84/11/23 

84/11/23 

84/11/20 

84/11/19 

84/11/29 

84/11/29 

84/11/19 

84/06/01 

84/11/19 

84/11/06 

84/10/25 

84/11/15 

84/05/22 

84/11/19 

84/05/22 

84/11/19 

84/05/24 

84/05/24 

84/05/24 

84/06/01 

84/11/07 

84/06/01 

84/11/07 

84/11/07 

84/06/01 

84/06/01 

84/11/07 

84/11/13 

84/05/04 

84/11/20 

84/11/19 

84/11/19 

84/11/26 

84/11/20 

84/11/08 

84/11/27 

84/11/23 

84/11/14 

84/11/23 

84/11/14 

84/11/06 

84/11/13 

84/11/06 

84/11/05 

84/11/05 

84/11/27 

84/11/21 

84/11/16 

84/11/16 

84/11/21 

84/06/04 

83/11/15 

83/11/15 

83/11/15 

83/11/15 

83/11/15 

83/11/15 

84/05/24 

83/11/15 

84/05/24 

83/11/15 

83/11/15 

83/11/15 

84/05/24 

84/11/20 

84/05/24 

04/05/24 

84/05/24 

83/11/15 


SUBJECT 

CATEGORY 

50-324 Q 
50-269 P 
50-269 P 
50-275 Q 
50-334 P 

50-483 P 
50-483 P 
50-313 P 
50-447 A 
50-313 P 

50-282 Q 
50-390 Q 
50-335 P 
FOIA 

50-341 Q 
FOIA 

50-341 Q 
50-413 A 
50-413 A 
50-413 A 

FOIA 

50-327 Q 
FOIA 

50-327 Q 
50-327 Q 

FOIA 

FOIA 

50-327 Q 
50-285 Q 
50-322 F 

50-317 P 
50-341 Q 
50-341 Q 
50-315 P 
CONTRACT 

50-289 P 
CONTRACT 
50-454 Q 
50-278 P 
50-454 Q 

50-278 P 
50-346 P 
50-338 P 
50-346 P 
50-346 P 

50-346 P 
50-338 S 
50-528 Q 
50-301 P 
50-301 P 

50-275 Q 
50-271 S 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-295 a 

FOIA 

FOIA 

FOIA 

FOIA 
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PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

BA1207019S 8412070179 84/11/21 30-250 P 

84^12070200 8412070103 84/05/24 FOIA 

8412070206 8412070188 84/04/04 30-298 P 

8412070211 8412070103 84/05/24 FOIA 

8412070212 8412070189 84/05/23 30-322 G 

8412070213 8412070208 84/11/21 50-344 Q 

8412070217 8412070208 84/11/21 50-344 Q 

8412070219 8412070215 84/12/03 50-482 A 

8412070223 8412070103 84/05/24 FOIA 

8412070225 8412070179 84/11/21 50-230 P 

8412070226 8412070105 84/05/24 FOIA 

8412070231 8412070103 84/05/24 FOIA 

8412070235 8412070105 84/05/24 FOIA 

8412070238 8412070105 84/05/24 FOIA 

8412070242 8412070105 84/05/24 FOIA 

8412070249 8412070247 84/12/04 30-155 P 

8412070250 8412070243 84/11/16 70-734 

84 12070251 8412070189 84/03/23 50-322 H 

8412070237 8412070189 84/05/23 30-322 H 

8412070260 8412070256 84/12/03 50-322 Q 

8412070262 8412070255 84/11/28 50-341 F 

84 1 2070265 8412070261 84/10/30 50-298 Q 

8412070268 8412070105 84/05/24 FOIA 

8412070279 8412070272 84/10/24 50-267 Q 

84 1 2070285 8412070281 84/12/01 50-317 F 

84 12070289 8412070283 84/12/03 50-315 P 

8412070290 8412070287 84/11/09 50-285 Q 

84 1 2070296 8412070189 84/05/23 30-322 H 

8412070297 8412070292 84/11/21 CONTRACT 

84 1 2070299 8412070287 84/11/09 30-283 Q 

84 1 2070309 8412070304 84/11/09 50-277 P 

8412070310 8412070303 84/11/27 30-445 A 

8412070311 8412070304 84/11/09 50-277 P 

84 1 2070317 8412070303 84/11/27 50-445 A 

84 1 2070326 8412070323 84/11/30 71-5607 

8412070331 8412060389 84/11/30 TOPREP 

84 1 2070332 8412070330 84/12/05 50-322 0 

8412070341 8412070339 84/12/06 50-413 G 

84 1 2070342 8412070340 84/12/05 50-322 G 

8412070343 8412070339 84/12/06 50-413 G 

8412070348 8412070345 84/12/06 50-289 G 

8412070352 8412070347 84/12/06 50-322 0 

84 1 2070354 8412070350 84/11/27 50-352 T 

84 1 2070356 8412070353 84/12/05 50-445 0 

84 12070360 8412070358 84/12/04 40-2061 

8412070365 8412070361 84/12/04 50-382 G 

84 1 2070373 8412070189 84/05/23 50-322 U 

84 1 2070376 8412070189 84/05/23 50-322 U 

84 12070378 8412070189 84/05/23 50-322 A 

84 12070379 8412070189 84/05/23 50-322 F 

84 12070382 8412070189 84/05/23 50-322 G 

84 1 2070383 8412070374 84/12/04 50-413 0 

84 12070385 8412070189 84/05/23 50-322 F 

84 12070392 8412070189 84/05/23 50-322 U 

84 12070400 8412070189 84/05/23 50-322 H 

84 12070405 8412070189 84/05/23 50-322 H 

84 12070411 8412070189 84/05/23 50-322 A 

84 1 2070415 8412070189 84/05/23 50-322 H 

84 12070420 8412070189 84/05/23 50-322 H 

84 12070425 8412070189 84/05/23 50-322 H 

84 12070430 8412070189 84/05/23 50-322 H 

84 1 2070437 8412070189 84/05/23 50-322 F 

84 1 2070440 8412070189 84/05/23 50-322 F 

84 12070443 8412070189 84/05/23 50-322 F 

84 1 2070444 8412070189 84/05/23 50-322 A 

84 12070450 8412070189 84/05/23 50-322 R 

8412070453 8412070189 84/05/23 50-322 R 

841 2070460 8412070189 84/05/23 50-322 U 

84 12070468 8412070189 84/05/23 50-322 G 

84 1 2070487 8412070477 84/05/02 FOIA 

84 1 2070495 8412070491 84/11/30 50-281 P 

841 2070496 8412070477 84/05/02 50-289 P 

84 1 2070499 8412070477 84/05/02 50-289 P 

841 2070502 8412070477 84/05/02 50-289 P 

841 2070510 8412070422 84/11/19 50-29 P 

84 1 2070517 8412070511 84/11/27 50-348 P 

84 1 2070519 8412070516 84/12/03 50-528 A 

84 1 2070521 8412070511 84/11/27 50-348 P 

8412070522 8412070516 84/12/03 50-528 A 

84 1 2070525 8412070524 84/11/28 MI SC 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGCWY 

8412100015 8412200109 84/12/11 50-440 F 

0412100043 8412100039 84/12/05 50-373 Q 

8412100054 8412100051 84/12/03 50-289 V 

8412100091 8412100086 84/12/03 50-335 P 

8412100124 8412100118 84/12/05 50-263 Q 

8412100129 8412100126 84/12/05 50-341 Q 

8412100168 8412100163 84/12/04 50-344 P 

8412100175 8412100163 84/12/04 50-344 P 

8412100178 8412100172 84/12/06 50-456 Q 

8412100189 8412100177 84/12/05 50-341 G 

8412100195 8412100177 84/12/05 50-341 Q 

8412100204 8412100198 84/12/04 50-280 Q 

8412100207 8412100197 84/12/06 50-346 Q 

8412100214 8412100208 84/11/14 50-305 Q 

8412100225 8412100216 84/12/04 50-275 Q 

8412100227 8412100218 84/11/15 50-341 Q 

8412100229 8412100222 84/12/06 50-346 Q 

8412100236 8412100232 84/11/21 REVIEW GRP 

8412100237 8412100228 84/12/05 50-315 Q 

8412100240 8412100239 84/11/27 50-334 P 

8412100241 8412100232 84/11/21 REVIEW GRP 

8412100245 8412100239 84/11/27 50-334 P 

8412100254 8412260452 84/12/13 MISC 

8412100256 8412100250 84/12/03 50-528 A 

8412100257 8412100244 84/11/20 50-282 Q 

8412100261 8412100249 84/12/06 50-333 P 

8412100265 8412100250 84/12/03 50-528 A 

8412100267 8412100249 84/12/06 50-333 P 

8412100273 8412100250 84/12/03 50-528 A 

8412100277 8412100272 84/11/26 CONTRACT 

8412100289 8412100283 84/11/30 CONTRACT 

8412100293 8412100283 84/11/30 CONTRACT 

8412100309 8411130418 84/11/02 50-275 P 

8412100359 8412100348 84/11/28 50-266 Q 

8412100379 8412100376 84/11/26 CONTRACT 

8412100385 8412100381 84/11/28 CONTRACT 

8412100386 8412100384 84/11/26 CONTRACT 

8412100393 8412100390 84/11/26 CONTRACT 

8412100395 8412100391 84/04/25 CONTRACT 

8412100403 8412100396 84/11/16 50-263 Q 

8412100435 8412100422 04/11/26 50-305 P 

8412100443 8412100436 84/11/23 50-368 P 

8412100455 8412100450 84/11/28 50-339 P 

8412100461 0412100450 84/11/28 50-339 P 

8412100483 8412100480 84/12/06 50-322 G 

8412100487 8412100482 84/10/25 50-412 Q 

8412100489 8412100486 84/10/29 40-8380 

8412100501 8412100493 84/11/29 50-320 P 

8412100527 8412100522 84/11/21 CONTRACT 

8412100538 8412100532 84/11/29 CONTRACT 

8412100543 8412100537 84/11/21 CONTRACT 

8412100544 8412100540 84/12/04 50-454 G 

8412100548 8412100540 84/12/04 50-454 0 

8412100555 8412100552 84/09/21 CONTRACT 

8412100558 8412100553 84/12/07 50-445 G 

8412100569 8412100563 84/11/29 CONTRACT 

8412100573 8412100565 84/11/29 CONTRACT 

8412100578 8412100572 84/12/07 40-2061 

8412100582 8412100579 8<»/ 11/27 CONTRACT 

8412100588 8412100584 84/12/03 50-322 0 

8412100591 8412100590 84/12/03 50-352 T 

8412100593 8412100590 84/12/03 50-352 T 

8412100594 8412100592 84/12/03 CONTRACT 

8412100596 8412100595 84/11/29 CONTRACT 

8412100590 8412100597 84/11/27 CONTRACT 

8412110007 8412110005 84/11/28 50-320 Q 

0412110012 8412110009 84/11/13 40-8829 

8412110016 8412110009 84/11/13 40-8829 

0412110020 0412110009 84/11/13 40-8829 

8412110025 8412110023 84/11/20 50-220 Q 

8412110026 8412110024 84/11/20 50-354 Q 

8412110042 8412110039 84/11/26 50-5 F 

8412110043 8412110038 84/11/26 MISC 

8412110059 8412110054 84/11/19 50-352 Q 

8412110070 8412110048 84/11/30 50-317 R 

8412110089 8412110077 84/11/28 50-368 P 

8412110129 8412110119 84/12/03 CONTRACT 

8412110149 8412110141 84/12/03 CONTRACT 

8412110150 8412110147 84/12/04 50-320 P 

8412110161 8412110157 84/12/03 70-2955 



568 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUfVIENTS 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8412110187 8412110184 
8412110207 8412110202 
8412110212 8412110202 
8412110223 8412110218 
8412110245 8412110238 

8412110252 8412110224 
8412110254 8412110244 
8412110256 8412110248 
8412110258 8412110244 
8412110265 8412110260 

8412110270 8412110262 
8412110271 8412110266 
8412110275 8412110269 
8412110278 8412110269 
8412110286 8412110280 

8412110289 8412110281 
8412110303 8412110299 
8412110307 8412110299 
8412110312 8412110305 
8412110319 8412110310 


DATE SUBJECT 

ISSUED CATEOCWY 


84/12/04 

50-265 

P 

84/12/03 

50-286 

P 

84/12/03 

50-286 

P 

84/11/08 

CONTRACT 


84/09/24 

50-285 

Q 

84/12/06 

50-424 

Q 

84/12/03 

50-244 

P 

84/11/08 

50-213 

Q 

84/12/03 

50-244 

P 

84/12/04 

50-237 

P 

84/11/20 

50-334 

Q 

84/12/07 

50-302 

R 

84/11/20 

50-388 

Q 

84/ 1 1 /20 

50-388 

Q 

84/12/06 

50-374 

P 


84/12/06 TOPREP 

84/11/09 50-361 P 

84/11/09 50-361 P 

84/11/30 TOPREP 

84/12/05 50-482 0 


8412110339 8412110332 
8412110344 8412110335 
8412110345 8412110337 
8412110348 8412110332 
8412110350 8412110341 

8412110351 8412110342 
8412110368 8412110364 
8412110373 8412110364 
8412110375 8412110227 
8412110376 8412110370 

8412110378 8412110227 
8412110379 8412110372 
8412110389 8412110382 
8412110396 8412110394 
8412110397 8412110395 

8412110398 8412110395 
8412110399 8412110395 
8412110401 8412110395 
8412110402 8412110395 
8412110403 8412110395 


84/12/03 50-286 P 
84/12/04 50-263 Q 
84/11/30 50-255 R 
84/12/03 50-286 P 
84/12/05 50-206 F 

84/12/05 50-285 Q 
84/11/29 50-315 P 
84/11/29 50-315 P 
84/08/27 50-335 P 
84/12/05 50-331 P 

84/08/27 50-335 P 
84/12/06 50-335 F 
84/12/05 50-285 Q 
84/12/05 50-316 Q 
84/12/05 50-261 F 

84/12/05 50-261 F 
84/12/05 50-261 F 
84/12/05 50-261 F 
84/12/05 50-261 F 
84/12/05 50-261 F 


8412110404 8412110395 
8412110411 8412110380 
8412110420 8412110416 
8412110424 8412110416 
8412110427 8412110426 

8412110430 8412110426 
8412110433 8412110426 
8412110435 8412110426 
8412110437 8412110426 
8412110514 8412110510 

8412110520 8412110510 
8412110534 8412110528 
8412110536 8412110531 
8412110537 8412110528 
8412110548 8412110544 

8412110554 8412110544 
8412110594 8412110590 
8412120006 8412120002 
8412120013 8412120008 
8412120016 8412120011 

8412120021 8412120011 
8412120022 8412120010 
8412120038 8412120033 
8412120053 8412120045 
8412120067 84121 20062„ 

8412120073 8412120069 
8412120079 8412120069 
8412120089 8412120081 
8412120091 8412120072 
8412120095 8412120072 


84/12/05 50-261 F 

84/11/29 50-498 R 

84/12/06 50-275 P 

84/12/06 50-275 P 

84/11/19 50-289 U 

84/11/19 50-289 U 

84/11/19 50-289 U 

84/11/19 50-289 U 

84/11/19 50-289 U 

84/11/21 50-454 Q 

84/11/21 50-454 Q 

84/11/21 50-461 Q 

84/12/10 40-2061 

84/11/21 50-461 Q 

84/11/20 50-456 Q 

84/11/20 50-456 Q 

84/12/07 50-400 0 

84/12/06 50-528 Q 

84/11/30 50-280 P 

84/12/06 50-271 Q 

84/12/06 50-271 Q 

84/12/07 50-293 Q 

84/12/07 50-412 Q 

84/12/05 50-259 Q 

84/11/02 50-220 F 

84/11/15 50-454 Q 

84/11/15 50-454 Q 

84/11/15 71-5980 

84/06/06 FOIA 
84/06/06 FOIA 


8412120096 8412120081 
8412120102 8412120072 
8412120115 8412120109 
8412120129 8412120126 
8412120136 8412120131 

8412120140 8412120137 
8412120141 8412120137 
8412120144 8412120137 
8412120150 8412120137 
8412120164 8412120105 


84/11/15 71-5980 

84/06/06 50-250 P 

84/11/30 50-424 F 

84/12/10 50-529 A 

84/12/05 50-225 F 

84/11/09 50-602 A 

84/11/09 50-602 A 

84/11/09 50-602 A 

84/11/09 50-602 A 

84/06/04 50-275 P 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


8412120176 8412120170 
8412120183 8412120105 
84121201S5 8412120170 
8412120188 8412120170 
8412120192 8412120170 

8412120197 8412120170 
8412120198 8412120105 
8412120202 8412120194 
8412120206 8412120105 
8412120216 8412120204 

8412120218 8412120105 
8412120221 8412120193 
8412120222 8412120210 
8412120229 8412120210 
8412120230 8412120105 

8412120235 8412120105 
8412120245 8412120237 
B4121 20248 8412120105 
8412120250 8412120225 
8412120255 8412120244 

8412120260 8412120251 
8412120262 8412120258 
8412120263 8412120225 
8412120264 8412120244 
.8412120268 8412120251 

8412120274 8412120225 
8412120275 8412120269 
8412120278 8412120251 
8412120279 8412120267 
8412120283 8412120225 

8412120285 8412120273 
8412120289 8412120267 
8412120291 8412120225 
8412120292 8412120288 
8412120296 8412120288 


DATE 

ISSUED 

84/06/19 

84/06/04 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/04 

84/05/11 

84/06/04 

84/06/12 

84/06/04 

84/06/05 

84/05/23 

84/05/23 

84/06/04 

84/06/04 

84/12/07 

84/06/04 

84/05/30 

84/06/04 

84/06/01 

84/06/14 

84/05/30 

84/06/04 

84/06/01 

84/05/30 

84/06/08 

84/06/01 

84/12/07 

84/05/30 

84/06/14 

84/12/07 

84/05/30 

84/06/07 

84/06/07 


SUBJECT 

CATEOCWY 

FOIA 

50-275 P 
FOIA 
FOIA 
FOIA 

FOIA 

50-275 P 
FOIA 

50-275 P 
50-528 A 

50-275 P 
50-245 P 
FOIA 
FOIA 

50-275 P 

50-275 Q 
50-313 P 
50-275 T 
40-1478 
50-116 Q 

50-220 Q 
FOIA 
40-1478 
50-116 Q 
50-220 S 

FOIA 

50-331 P 
50-220 Q 
50-331 P 
FOIA 

FOIA 

50-331 P 
40-1478 
FOIA 
FOIA 


8412120299 

8412120300 

8412120302 

8412120303 

8412120306 

8412120311 

8412120312 

8412120313 

8412120315 

8412120318 

8412120321 

8412120323 

8412120325 

8412120326 

8412120328 

8412120333 

8412120334 

8412120349 

8412120350 

8412120356 

8412120357 

8412120358 

8412120361 

8412120362 

8412120368 

8412120369 

8412120373 

8412120376 

8412120377 

8412120380 

8412120381 

8412120387 

8412120390 

8412120396 

8412120402 

8412120404 
8412120413 
8412120417 
8412120419 
8412120421 

8412120424 
8412120427 
8412120429 
8412120431 
8412120432 


0412120288 
8412120225 
8412120298 
8412120298 
8412120225 

8412120244 
8412120297 
8412120307 
8412120297 
8412120307 

8412120307 

8412120307 

8412120244 

8412120225 

8412120324 

8412120307 

8412120225 

8412120225 

8412120339 

8412120225 

8412120339 

8412120352 

8412120352 

8412120225 

8412120364 

8412120225 

8412120225 

8412120225 

8412120374 

8412120374 

8412120379 

8412120386 

8412120388 

8412060301 

8412120398 

8412120395 

8412120225 

8412120225 

8412120225 

8412120225 

8412120225 

8412120225 

8412120225 

8412120225 

8412120426 


84/06/07 

84/05/30 

84/12/05 

84/12/05 

84/05/30 

84/06/04 

84/12/10 

84/06/26 

84/12/10 

84/06/26 

84/06/26 

84/06/26 

84/06/04 

84/05/30 

84/11/30 

84/06/26 

84/05/30 

84/05/30 

84/11/30 

84/05/30 

84/11/30 

84/11/30 

84/11/30 

84/05/30 

84/11/29 

84/05/30 

84/05/30 

84/05/30 

84/12/06 

84/12/06 

84/12/04 

84/12/06 

84/12/05 

84/11/28 

84/12/05 

84/11/15 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/12/04 


FOIA 
40-1478 
50-244 P 
50-244 P 
70-712 

50-116 Q 
50-155 P 
50-508 A 
50-155 P 
FOIA 

FOIA 

FOIA 

50-116 Q 

70-712 

TOPREP 

FOIA 
40-1478 
70-712 
50-280 P 
70-925 

50-200 P 
50-2 p 

50-2 p 

70-925 
50-320 R 

70-712 

70-712 

FOIA 

50-333 P 
50-333 p 

50-298 Q 
50-293 Q 
50-289 Q 
50-206 S 
50-443 Q 

70-2998 

70-712 

40-1478 

70-712 

40-1478 

70-712 
40-1478 
40-1478 
40-1478 
50-309 P 


SION 


E 

■34 

•35 

■36 

37 

•42 

■43 

^43 

^49 

tS2 

tS4 

^57 

^58 

^39 

i4>2 

(64 

(69 

(71 

(75 

(78 

(80 

(01 

(07 

(94 

500 

504 

512 

313 

316 

320 

525 

526 

531 

532 

533 

534 

538 

540 

542 

543 
550 

553 

561 

574 

577 

579 

585 

391 

592 

596 

'598 

599 

>601 

>617 

1621 

1630 

>634 

>014 

>015 

>017 

>019 

>023 

>026 

>027 

>030 

>033 

>034 

>041 

>043 

>062 

>067 

>068 

>079 

>080 

>082 

>083 

0084 

0085 
0089 
0094 
0098 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUMBER 


PRINCIPAL 

DOCUMENT 

8412120430 

8412120225 

8412120430 

8412120433 

8412120225 

8412120439 

8412120225 

8412120447 

8412120225 

8412120225 

8412120225 

8412120225 

8412120456 

8412120456 

8412120225 

8412120223 

8412120467 

8412120223 

8412120466 

8412120467 

8412120225 

8412120225 

8412120225 

8412120225 

8412120498 

8412120508 

8412120225 

8412120508 

8412120223 

8412120225 

8412120523 

8412120225 

8412120528 

8412120530 

8412120225 

8412120225 

8412120530 

8412120225 

8412120537 

8412120546 

8412120546 

8412120559 

8412120225 

8412120571 

8412120225 

8412120571 

8412120225 

8412120225 

8412120225 

8412120225 

8412120593 

8412120225 

8412120615 

8412120619 

8412120628 

8412120631 

8412130012 

8412130013 

8412130012 

8412130012 

8412130016 

8412130016 

8412130024 

8412130016 

8412130016 

8412130031 

8412130039 

8412130016 

8412130056 

8412130065 

8412130063 

8412130075 

8412130072 

8412130078 

8412130075 

8412130072 

8412130077 

8412130077 

8412130075 

8412130096 


DATE 

ISSUED 

84/11/30 

84/05/30 

84/11/30 

84/12/07 

84/05/30 

84/11/13 

84/05/30 

84/12/07 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/11/28 

84/11/28 

84/05/30 

84/05/30 

84/12/04 

84/05/30 

84/09/18 

84/12/04 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/12/04 

84/11/26 

84/05/30 

84/11/26 

84/05/30 

84/05/30 

84/11/27 

84/05/30 

84/11/14 

84/12/04 

84/05/30 

84/05/30 

84/12/04 

84/05/30 

84/12/04 

84/12/04 

84/12/04 

84/11/27 

84/05/30 

84/11/30 

84/05/30 

84/11/30 

84/05/30 

84/05/30 

84/05/30 

84/05/30 

84/10/19 

84/05/30 

84/12/05 

84/12/05 

04/11/27 

84/11/26 

84/10/25 

84/12/05 

84/10/25 

84/10/25 

84/06/14 

84/06/14 

84/06/20 

84/06/14 

84/06/14 


84/06/20 

84/06/07 

84/05/21 

84/12/05 

84/06/07 


SUBJECT 

CATEGORY 

50-331 F 
40-1478 
50-331 F 
50-286 V 
40-1478 

50-341 Q 
40-1478 
50-331 P 
40-1478 
40-1478 

40-1478 
70-712 
50-317 P 
50-317 P 
40-1478 

70-712 
50-293 Q 
70-712 
50-322 Q 
50-293 Q 

70-712 

70-712 

70-712 

40-1478 

CONTRACT 

50-296 P 
70-712 
50-296 P 
40-1478 
70-712 

50-263 P 
FOIA 

CONTRACT 
50-324 P 
40-1478 

40-1478 
50-324 P 
FOIA 

CONTRACT 
50-324 P 

50-324 P 
50-341 0 

FOIA 

50-395 P 
40-1478 

50-395 P 

40-1478 

40-1478 

40-1478 

40-1478 

50-280 Qt 
40-1478 
50-334 P 
50-445 F 
50-313 R 

50-206 Q 
40-8674 
50-272 P 
40-8674 
40-8674 

50-331 S 
50-331 S 
FOIA 

50-331 S 
50-293 S 


40-8647 
50-344 E 
50-322 U 
50-454 Q 
50-344 P 


84/05/21 50-322 A 
84/06/08 50-275 P 
84/06/08 50-275 P 
84/06/07 50-344 P 
84/12/06 70-1100 


84/06/19 FOIA 
84/12/03 50-458 Q 

84/06/14 FOIA 
84/06/08 FOIA 
84/12/10 50-482 A 


ACCESSION NUMBER 


ENCLOSURE 

8412130102 

8412130104 

8412130105 

8412130108 

8412130109 

8412130115 

8412130119 

8412130120 

8412130121 

8412130125 

8412130127 

8412130131 

8412130134 

8412130139 

8412130142 

8412130145 

8412130147 

8412130153 

8412130154 

8412130158 

8412130167 

8412130173 

8412130175 

8412130176 

8412130180 

8412130183 

8412130104 

8412130190 

8412130192 

8412130194 

8412130197 

8412130200 

8412130205 

8412130206 

8412130213 

8412130215 

8412130221 

8412130222 

8412130226 

8412130227 

8412130231 

8412130233 

8412130235 

8412130237 

8412130240 

8412130245 

8412130248 

8412130249 

8412130250 

8412130254 

8412130255 

8412130256 

8412130263 

8412130266 

8412130267 

8412130268 

8412130274 

8412130275 

8412130281 

8412130282 

8412130285 

8412130288 

8412130291 

8412130292 

8412130298 

8412130303 

8412130307 

8412130312 

8412130313 

8412130317 

8412130323 

8412130324 

8412130331 

8412130335 

8412130338 

8412130340 

8412130341 

8412130343 

8412130348 

8412130351 


PRINCIPAL 

DOCUMENT 

8412130094 

8412130075 

8412130095 

8412130103 

8412130075 

8412130110 

8412130114 

8412130112 

8412130110 

8412130110 

8412130112 

8412130123 

8412130110 

8412130110 

8412130110 

8412130110 

8412130126 

8412130110 

8412130144 

8412130110 

8412130110 

8412130110 

8412130166 

8412130110 

8412130072 

8412130172 

0412130110 

8412130072 

8412130110 

0412130185 

8412130188 

8412130110 

8412130201 

8412130110 

8412130072 

8412130110 

8412130110 

8412130072 

8412130212 

8412130110 

8412130072 

8412130110 

8412130229 

8412130232 

8412130110 

8412130110 

8412130072 

8412130110 

8412130242 

8412130110 

8412130072 

8412130110 

0412130110 

8412130072 

8412130110 

8412130072 

8412130110 

8412130072 

8412130110 

8412130072 

8412130110 

8412130110 

8412130072 

8412130110 

8412130072 

8412130301 

8412130072 

8412130072 

8412130309 

8412130309 

8412130072 

8412130320 

8412130072 

8412130327 

8412130330 

8412130327 

0412130333 

8412130072 

8412130072 

8412130072 


DATE 

ISSUED 

84/12/06 

84/06/07 

84/12/07 

84/12/10 

04/06/07 

84/06/05 

84/12/07 

84/11/21 

84/06/05 

84/06/05 

84/11/21 

84/12/11 

84/06/05 

84/06/05 

84/06/05 

84/06/05 

84/04/30 

84/06/05 

84/12/05 

84/06/05 

84/06/05 

84/06/05 

84/11/27 

84/06/05 

84/05/21 

84/06/08 

84/06/05 

84/05/21 

84/06/05 

84/12/06 

84/06/04 

84/06/05 

84/12/07 

84/06/05 

84/05/21 

84/06/05 

84/06/05 

84/05/21 

84/06/08 

84/06/05 

84/05/21 

84/06/05 

84/12/07 

84/12/10 

84/06/05 

04/06/05 

84/05/21 

84/06/05 

84/06/08 

84/06/05 

84/05/21 

84/06/05 

84/06/05 

84/05/21 

84/06/05 

84/05/21 

84/06/05 

84/05/21 

84/06/05 

84/05/21 

04/06/05 

84/06/05 

84/05/21 

84/06/05 

84/05/21 

84/12/04 

84/05/21 

84/05/21 

84/12/10 

84/12/10 

84/05/21 

84/12/11 

84/05/21 

84/12/07 

84/12/07 

84/12/07 

84/12/04 

84/05/21 

84/05/21 

84/05/21 


SUBJECT 

CATEGORY 

70-1100 
50-344 D 
50-331 P 
70-1334 
50-344 P 

FOIA 
70-341 
50-458 E 
FOIA 
FOIA 

50-458 E 
50-445 O 
FOIA 
FOIA 
FOIA 

FOIA 

40-1478 

FOIA 

50-424 0 

FOIA 

FOIA 

FOIA 

CONTRACT 

FOIA 

50-322 U 

FOIA 

FOIA 

50-322 U 
FOIA 

CONTRACT 

FOIA 

FOIA 

50-334 Q 

FOIA 

FOIA 

FOIA 

FOIA 

50-322 U 

FOIA 

FOIA 

50-322 U 
FOIA 

50-322 Q 
50-261 P 
FOIA 

FOIA 

50-322 F 
FOIA 
FOIA 
FOIA 

50-322 F 
foia’ 

FOIA 

50-322 A 
FOIA 

50-322 A 
FOIA 

50-322 U 
FOIA 

50-322 F 

FOIA 

FOIA 

50-322 F 
FOIA 

50-322 F 

50-309 Q 
50-322 U 
50-322 U 
50-264 Q 
50-264 Q 

50-322 F 
50-155 <3 

50-322 A 
50-458 Q 
50-331 Q 

50-458 0 

50-255 F 
50-322 A 
50-322 F 
50-322 T 



572 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMSES 


ENCLOSURE 


PRINCIPAL 

OOCUHENT 


84121B0173 8412180082 
S4121S0174 S4I2180082 
8412180178 841228£X>S2 
8412180179 8412280082 
8412180181 8412180082 

8412180183 84121B0082 
8422180184 841228-0082 
8412280188 8412280082 
S4121 80191 8412180082 
8412180192 8412180082 

8412180193 8412i8(X)82 
841218019S 8412180082 
8412180196 8412180082 
8412180201 8412280082 
8422180202 8412180082 

8412180204 8412180082 
8412180203 8412180082 
8412180210 8412180082 
8412180211 8412280199 
8412180212 8412180082 

8412180214 
8412180213 
8412180216 
8412180217 
8412180220 

8412180221 
8412180223 
8412180224 
8412180225 
8412180231 

8412180232 
8412180233 
8412180236 
8412180237 
8412180239 

8412180241 
8412180243 
8412180244 
8412180245 
8412180249 

8412190251 8412180082 
8412180252 8412180082 
8412180253 8412180082 
8412180254 8412180082 
S4121 80255 8412180082 

8412180250 8412180082 
8412180260 8412180082 
8412180261 8412180082 
8412180265 8412180082 
8412180266 8412180082 


DATE 

ISSUED 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/29 

84/06/19 

84/06/19 

84/06/29 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/13 

84/06/19 


SU3JECT 

CATEGtKY 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-438 A 
FOIA 


8412180203 

84/12/13 

50-354 G 


8412180082 

84/06/19 

FOIA 

8412180344 

8412180082 

84/06/19 

FOIA 

8412180345 

8412180082 

84/06/19 

FOIA 

8412180346 

8412180082 

84/06/19 

FOIA 

8412180347 




8412180348 

8412180082 

84/06/19 

FOIA 


8412180082 

84/06/19 

FOIA 

8412180349 

8412180082 

84/06/19 

FOIA 

8412180351 

8412180082 

84/06/19 

FOIA 

8412180354 

8412180082 

84/06/19 

FOIA 

8412180355 




8412180356 

8412180082 

84/06/19 

FOIA 


84121S00S2 

84/06/19 

FOIA 

8412180357 

8412180082 

84/06/19 

FOIA 

8412180358 

8412180082 

84/06/19 

FOIA 

8412180359 

8412180082 

84/06/19 

FOIA 

8412180360 




8412180361 

8412180235 

84/12/14 

50-382 A 


8412180082 

84/06/19 

FOIA 

8412180363 

8412180082 

84/06/19 

FOIA 

8412180364 

8412180082 

84/06/19 

FOIA 

8412180365 

8412180082 

84/06/19 

FOIA 

8412180368 


8412180267 841218.0082 
8412180270 84121S00B2 
8412180271 8412180082 
8412180272 8412180082 
8412180273 8412180082 


8412180274 
8412180276 
8422180277 
84121 80S»0 
8412180282 

8412180284 

8412180285 

8412180286 

8412180288 

8412180289 

8412180291 
8412180292 
8412180293 
8412180294 
84 121 '80296 

S4I21 80298 
8412180300 
S4I21 80302 
B4121 80304 
8412180305 

B41218O306 

3412180307 

3412180310 

3412180312 

3412180313 


8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180283 

8412180082 

-8412180082 

8412180082 

-8412180082 

8412180082 

8412180082 

-8412180082 

8412I80C»2 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 


84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/12 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-344 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


ACCESSION NUMBER 


ENCLOSURE 

8412180314 
8412180315 
8412180316 
8412180317 
8412180318 

8412180319 
8412180320 
8412180321 
8412180323 
8412180324 

8412180326 
8412180327 
8412180328 
8412180332 
8412180334 

8412180337 8412180082 
8412180338 8412180082 
8412180340 8412180082 
8412100341 8412180082 
8412180343 8412180082 

8412180339 
8412180082 
8412180082 
8412180325 
8412180082 

8412180082 
8412180082 
8412180082 
8412180082 
8412180082 


8412180082 

8412180082 

8412180350 

8412180082 

8412180082 


PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOC«Y 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180308 

84/12/10 

50-336 P 

8412180303 

84/12/13 

50-206 P 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180303 

84/12/13 

50-206 P 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 


84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/13 

84/06/19 

84/06/19 

84/12/14 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/11 

84/06/19 

84/06/19 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

TOPREP 

FOIA 

FOIA 

50-461 0 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

30-272 O 

FOIA 

FOIA 


8412180369 


8412180381 

8412180382 

8412180383 

8412180384 

8412180385 

8412180386 

8412180391 

8412180392 

8412180393 

8412180395 

8412180396 

8412180397 

8412180390 

8412180399 

8412180400 

8412180401 

8412180402 

8412180403 

8412180404 

8412180405 

8412180406 

8412180407 

8412180409 

8412180410 

8412180411 

8412180412 

8412180413 

8412180416 

8412180417 

8412180418 

8412180419 

8412180420 

8412180422 

8412180423 

8412180424 


8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180082 

84/06/19 

FOIA 

8412180378 

84/12/12 

50-289 


8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8412180082 

8412180082 

8412180082 

8412180390 

8412180082 

84/06/19 

84/06/19 

84/06/19 

84/12/12 

84/06/19 

FOIA 

FOIA 

FOIA 

50-295 

FOIA 

8412180082 

8412180394 

8412180082 

8412180387 

8412180082 

84/06/19 

84/12/12 

84/06/19 

84/12/11 

84/06/19 

FOIA 

50-150 

FOIA 

70-1113 

FOIA 

8412180082 

8412180082 

8412180082 

8412180082 

8412180082 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

04/06/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8412180082 

8412180408 

8412180307 

8412100082 

8412180082 

84/06/19 

04/12/12 

84/12/11 

84/06/19 

84/06/19 

FOIA 

50-220 

70-1113 

FOIA 

FOIA 

8412180082 

8412180082 

8412180082 

8412180082 

8412180414 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/07 

FOIA 

FOIA 

FOIA 

FOIA 

50-382 



ACCESSION 


LOSURE 

2180425 
2180426 
2180427 
2 1 80428 
2 1 80429 

2180430 
2 1 80432 
2180433 
2180434 
2180436 

2180437 

2180438 

2180439 

2180440 

2180443 

2180444 

2180445 

2180446 

2180447 

2180448 

2180449 

2180450 

2180451 

2180452 

2180453 

2180454 

2180455 

2180456 

2180458 

2180459 

2180460 

2180461 

2180462 

2180463 

2180466 

2180467 

2180468 

2180469 

2180470 

2180472 

2180474 

2180475 

2180476 

2180477 

2180479 

2180480 

2180481 

2180482 

2180483 

2180484 

2180485 
2 1 80486 
2180487 
2180488 
2180489 

2180491 
2 1 80492 
2180494 
2180496 
2180497 

2180500 

2180503 

2180504 

2180516 

2180530 

2180537 

2180541 

2180555 

2180557 

2180559 

2100564 

2180569 

2180574 

2100582 

2180587 

2100589 

2180593 

2180596 

2100599 

2180604 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

8412180421 

8412180082 

8412180082 

8412180415 

8412180082 

8412180082 

8412180082 

8412180082 

8412180415 

8412180082 

8412180415 

8412180082 

8412180082 

8412180082 

8412180421 

8412180082 

8412180415 

8412180082 

8412180442 

8412180082 

8412180082 

8412180082 

8412180415 

8412180442 

8412180082 

8412180442 

8412180082 

8412180415 

8412180442 

84121B0082 

8412180082 

8412180442 

8412180415 

8412180082 

8412180442 

8412180082 

8412180442 

8412180082 

0412180442 

8412180415 

8412180082 

8412180415 

8412180442 

8412180082 

8412180442 

8412180471 

8412180442 

8412180082 

8412180442 

0412180471 

8412180442 

8412180082 

8412180442 

8412180442 

8412180082 

8412180442 

8412180442 

8412180082 

8412180082 

8412180495 

8412100490 

8412180498 

8412180498 

8412180510 

8412180471 

8412180471 

8412180532 

0412180549 

8412180546 

8412180552 

8412180558 

8412180562 

8412180570 

8412180570 

8412180581 

8412180584 

8412180581 

8412180581 

8412180597 

8412180601 


DATE 

ISSUED 

84/12/12 

84/06/19 

84/06/19 

84/12/14 

84/06/19 

84/06/19 

84/06/19 

84/06/19 

84/12/14 

84/06/19 

84/12/14 

84/06/19 

84/06/19 

84/06/19 

84/12/12 

84/06/19 

84/12/14 

84/06/19 

84/12/14 

84/06/19 

84/06/19 

84/06/19 

84/12/14 

84/12/14 

04/06/19 

84/12/14 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/12/14 

04/06/19 

84/12/14 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/12/14 

84/12/13 

84/12/14 

84/06/19 

84/12/14 

84/12/13 

84/12/14 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/12/14 

84/12/14 

84/06/19 

84/06/19 

84/12/11 

84/11/13 

04/11/13 

84/11/13 

84/11/19 

84/12/13 

84/12/13 

84/12/12 

84/12/10 

84/12/12 

84/12/12 

84/12/14 

04/12/10 

84/12/12 

84/12/12 

84/12/07 

84/12/06 

84/12/07 

84/12/07 

84/12/13 

04/12/13 


SUBJECT 

CATEGORY 

50-213 Q 

FOIA 

FOIA 

50-440 Q 
FOIA 

FOIA 

FOIA 

FOIA 

50-440 Q 
FOIA 

50-440 Q 
FOIA 
FOIA 
FOIA 

50-213 Q 
FOIA 

50-440 Q 
FOIA 

50-244 K 
FOIA 

FOIA 

FOIA 

50-440 Q 
50-244 K 
FOIA 

50-244 K 
FOIA 

50-440 Q 
50-244 K 
FOIA 

FOIA 

50-244 K 
50-440 Q 
FOIA 

50-244 K 
FOIA 

50-244 K 
FOIA 

50-244 K 
50-440 Q 

FOIA 

50-440 Q 
50-244 K 
FOIA 

50-244 K 

50-456 Q 
50-244 K 
FOIA 

50-244 K 
50-456 Q 

50-244 K 
FOIA 

50-244 K 
50-244 K 
FOIA 

50-244 K 
50-244 K 
FOIA 
FOIA 

50-89 Q 

50-150 0 

50-150 Q 
50-150 Q 
50-266 K 
50-456 Q 

50-456 Q 
50-10 Q 
50-247 Q 
50-266 0 

50-482 Q 

50-445 Q 
50-412 A 
50-482 Q 
50-482 0 

PRM 

50-397 F 

PRM 

PRM 

50-352 0 

50-348 Q 


ENCLOSURE 

8412180608 

8412180610 

8412180615 

8412180616 

8412180617 

8412180619 

8412180639 

8412180641 

8412180643 

8412190006 

8412190014 

8412190071 

8412190081 

8412190100 

8412190110 

8412190114 

8412190117 

8412190118 

8412190124 

8412190125 

8412190143 

8412190146 

8412190157 

8412190162 

8412190171 

8412190185 

8412190219 

8412190225 

8412190233 

8412190235 

8412190237 

8412190238 

0412190245 

8412190253 

8412190264 

8412190282 

8412190286 

8412190290 

8412190292 

8412190293 

8412190303 

8412190315 

8412190331 

8412190343 

8412190353 

8412190360 

8412190374 

8412190389 

8412190390 

8412190393 

8412190440 

8412190447 

8412190448 

8412190454 

8412190469 

8412190497 

8412200002 

8412200003 

8412200004 

8412200007 

8412200020 

8412200040 

8412200058 

8412200059 

8412200090 

8412200092 

8412200096 

8412200101 

8412200106 

8412200114 

8412200118 

8412200121 

8412200130 

8412200136 

8412200141 

8412200154 

8412200161 

8412200162 

8412200164 

8412200165 


PRINCIPAL 

DOCUMENT 

8412180603 

8412180606 

8412180607 

8412180613 

8412180611 

8412180613 

8412180637 

8412180637 

8412180637 

8412190003 

8412190011 

8412190063 

8412190063 

8412190097 

8412190102 

8412190109 

8412190116 

8412190115 

8412190120 

8412190116 

8412190138 

8412190142 

8412190153 

0412190158 

0412190158 


8412190183 

8412190210 

8412190210 

8412190201 

8412190232 

8412190210 

8412190231 

8412190210 

8412190210 

8412190210 

8412190270 

8412190278 

8412190270 

8412190208 

8412190283 

8412190283 

8412190298 

0412190317 

8412190325 

8412190349 

8412190349 

8412190372 

8412190386 

8412190383 

8412190385 

8412190432 

8412190432 

8412190438 

8412190451 

8412190466 

8412190494 

0412200001 

8412200001 

8412200001 

8412200005 

8412200017 

8412200037 

8412200054 

8412200054 

8412200086 

8412200089 

8412200091 

8412200091 

8412200091 

8412200107 

8412200091 

8412200091 

8412200091 

8412200091 

8412200091 

8412200091 

8412200149 

8412200091 

8412200144 

8412200091 


DATE 

ISSUED 

84/12/03 

84/12/14 

84/12/12 

84/06/04 

84/11/07 

84/06/04 

84/12/10 

84/12/10 

84/12/10 

84/12/13 

84/12/17 

84/12/17 

84/12/17 

84/12/05 

84/12/06 

84/12/07 

84/12/06 

84/12/10 

84/12/07 

84/12/06 

84/12/13 

84/08/28 

84/12/07 

84/12/13 

84/12/13 

84/12/11 

84/12/17 

04/12/17 

84/12/05 

84/12/11 

84/12/17 

84/12/10 

84/12/17 

84/12/17 

84/12/17 

84/11/30 

84/12/07 

84/11/30 

84/12/13 

84/12/07 

84/12/07 

84/12/07 

84/11/30 

84/12/14 

84/12/13 

84/12/13 

84/11/21 

84/12/17 

84/12/13 

84/11/16 

84/11/28 

84/11/28 

84/11/14 

04/11/27 

84/12/12 

84/12/12 

84/12/18 

84/12/18 

84/12/18 

84/12/10 

84/12/17 

84/11/27 

84/12/12 

84/12/12 

84/11/16 

84/11/29 

84/06/27 

84/06/27 

84/06/27 

84/06/15 

84/06/27 

84/06/27 

84/06/27 

84/06/27 

84/06/27 

84/06/27 

84/10/03 

84/06/27 

04/06/27 

84/06/27 


SUBJECT 

CATEGORY 


CONTRACT 

TOPREP 


50-341 

Q 

50-247 

F 

50-335 

Q 

50-247 

F 

50-454 

P 

50-454 

P 

50-454 

P 

50-438 

A 

50-413 

QA999 

QA999 

71-309 

CONTRACT 

P 

50-272 

P 

50-395 

CONTRACT 

Q 

50-272 

P 

50-395 

Q 

50-289 

Q 

50-247 

F 

50-286 

P 

50-320 

Q 

50-320 

Q 

50-348 

P 

50-382 

Q 

50-382 

G 

COMMISSION 

50-461 

F 

50-382 

0 

50-280 

P 

50-382 

G 

50-382 

0 

50-382 

G 

50-601 

K 

50-305 

P 

50-601 

K 

50-352 

Q 

50-285 

F 

50-285 

F 

50-272 

70-734 

TOPREP 

P 

50-213 

G 

50-213 

G 

50-412 

A 

50-275 

F 

50-397 

V 

50-352 

F 

50-352 

G 

30-352 

G 

50-352 

70-371 

CONTRACT 

XPORTLIC 

F 

50-206 

6 

50-206 

G 

50-206 

0 

50-289 

0 

50-289 

T 

50-272 

G 

50-142 

P 

50-142 

P 

50-275 

F 

50-352 

G 

50-482 

Q 

50-402 

Q 

50-482 

FOIA 

Q 

50-482 

Q 

50-482 

G 

50-482 

Q 

50-482 

Q 

50-482 

Q 

50-482 

Q 

30-387 

Q 

50-482 

FOIA 

Q 

50-482 

Q 
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CROSS REFERENCE OF ENCLOSURES TO 
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ACCESSION NUHBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

8412200169 8412200166 84/12/19 50-289 G 

S412200173 8412200091 84/06/27 50-482 Q 

8412200177 8412200168 84/12/13 50-259 P 

8412200179 8412200144 84/06/27 FOIA 

8412200180 8412200176 84/12/14 50-247 P 

8412200181 8412200091 84/06/27 50-482 Q 

8412200185 8412200176 84/12/14 50-247 P 

8412200188 8412200091 84/06/27 50-482 Q 

8412200201 8412200091 84/06/27 50-482 Q 

8412200212 8412200206 84/12/17 QA999 

8412200215 8412200091 84/06/27 50-482 Q 

8412200219 8412200206 84/12/17 QA999 

8412200220 8412200091 84/06/27 50-482 Q 

8412200221 8412200213 84/12/06 50-293 P 

8412200223 8412200206 84/12/17 QA999 

8412200225 8412200218 84/12/16 50-312 Q 

8412200232 8412200091 84/06/27 50-482 Q 

8412200250 8412200235 84/12/17 50-315 P 

84 1 2200257 8412200254 84/12/03 50-295 Q 

B412200261 8412200254 84/12/03 50-295 Q 

8412200270 8412200091 84/06/27 50-482 Q 

8412200281 8412200091 84/06/27 50-482 Q 

8412200287 8412200278 84/12/17 50-528 A 

8412200293 8412200091 84/06/27 50-482 Q 

8412200307 8412200299 84/12/12 50-261 S 

8412200309 8412200091 84/06/27 50-482 Q 

8412200315 8412200091 84/06/27 50-482 Q 

8412200317 8412200313 84/12/18 50-412 K 

8412200320 8412200091 84/06/27 50-482 Q 

8412200336 8412200310 84/12/13 50-470 A 

84 1 2200330 8412200091 84/06/27 50-482 Q 

8412200340 8412200310 84/12/13 50-470 A 

8412200344 8412200091 84/06/27 50-482 Q 

8412200345 8412200339 84/12/17 50-245 P 

8412200349 8412200339 84/12/17 50-245 P 

8412200352 8412200347 84/12/06 50-213 P 

8412200358 8412200091 84/06/27 50-482 Q 

8412200376 8412200371 84/11/26 50-245 Q 

8412200379 8412200367 84/12/13 50-220 F 

8412200384 8412200371 84/11/26 50-245 <3 

S4122003S5 8412200091 84/06/27 50-482 Q 

8412200394 8412200091 84/06/27 50-482 Q 

S412200396 8412200388 84/12/19 50-70 G 

8412200402 8412200091 84/06/27 50-482 Q 

8412200403 8412200398 84/11/21 50-255 Q 

8412200408 8412200398 84/11/21 50-255 Q 

8412200413 8412200406 84/11/27 50-373 Q 

8412200438 8412200436 84/12/12 50-424 A 

8412200452 8412200449 84/12/18 50-443 I 

8412200453 8412200449 84/12/18 50-443 I 

8412200454 8412200449 84/12/18 50-443 I 

8412200455 8412200449 84/12/18 50-443 I 

8412200456 8412200449 84/12/18 50-443 I 

8412200458 8412200449 84/12/18 50-443 I 

8412200460 8412200449 84/12/18 50-443 I 

8412200464 8412200449 84/12/18 50-443 I 

8412200465 8412200449 84/12/18 50-443 I 

84 12200466 8412200449 84/12/18 50-443 I 

8412200467 8412200449 84/12/18 50-443 I 

8412200468 8412200449 84/12/18 50-443 I 

8412200478 8412200476 84/11/27 QA999 

8412200480 8412200476 84/11/27 QA999 

8412200487 8412200476 84/11/27 QA999 

84 1 2200509 8412200505 84/12/03 QA999 

8412200534 8412200531 84/02/28 50-133 R 

8412200536 8412200531 84/02/28 50-133 R 

8412200543 8412200531 84/02/28 50-133 R 

8412200578 8412200576 84/12/03 CONTRACT 

84 12200 579 8412200563 84/11/20 70-143 

8412200585 8412200580 84/12/07 CONTRACT 

8412200586 8412200583 84/12/11 CONTRACT 

8412200600 8412200597 84/11/23 QA999 

8412200604 8412200597 84/11/23 QA999 

8412200614 8412200597 84/11/23 QA999 

8412200626 8412200618 84/12/14 CONTRACT 

6412200628 8412200625 84/11/30 CONTRACT 

8412200633 8412200632 84/11/21 CONTRACT 

8412210027 8412210023 84/11/29 50-267 Q 

8412210037 8412210034 84/11/27 50-293 Q 

8412210040 8412210034 84/11/27 50-293 Q 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

8412210050 8412210046 84/12/07 70-2953 

8412210057 8410290113 84/10/12 50-247 T 

8412210094 8412210086 84/06/19 FOIA 

8412210100 8412210086 84/06/19 FOIA 

8412210105 8412210086 84/06/19 FOIA 

8412210112 8412210108 84/11/28 50-254 Q 

8412210119 8412210113 84/06/21 50-344 P 

8412210127 8412210107 84/12/17 50-285 Q 

8412210133 8412210113 84/06/21 50-344 P 

8412210137 8412210132 84/12/14 50-395 P 

8412210149 8412210143 84/12/12 TOPREP 

8412210159 8412210150 84/06/25 FOIA 

8412210163 8412210155 84/08/01 FOIA 

8412210164 8412210160 84/12/06 50-309 Q 

8412210169 8412210161 84/12/17 50-272 Q 

8412210171 8412210165 84/06/21 50-470 A 

8412210174 8412210165 84/06/21 50-470 A 

8412210177 8412210165 84/06/21 50-470 A 

8412210181 8412210165 84/06/21 50-470 A 

8412210202 8412210193 84/12/20 50-244 p 

8412210204 8412210193 84/12/20 50-244 P 

8412210211 8412210200 84/06/05 FOIA 

8412210219 8412210201 84/12/11 50-219 Q 

8412210220 8412210214 84/06/21 50-261 Q 

8412210224 8412210223 84/11/07 30-413 Q 

8412210226 8412210223 84/11/07 50-413 Q 

8412210228 8412210214 84/06/21 50-261 Q 

8412210229 8412210223 84/11/07 50-413 Q 

8412210230 8412210217 04/03/05 50-250 Q 

8412210233 8412210217 84/03/05 50-250 Q 

8412210235 8412210214 84/06/21 50-261 Q 

8412210240 8412210242 84/06/12 FOIA 

8412210251 8412210245 84/11/13 50-250 Q 

8412210252 8412210249 84/06/26 FOIA 

8412210253 8412210244 84/12/11 50-272 F 

8412210256 8412210249 84/06/26 50-142 Q 

8412210257 8412210244 84/12/11 50-272 F 

8412210260 8412210244 84/12/11 50-272 F 

8412210265 8412210244 84/12/11 50-272 F 

8412210266 8412210262 84/06/05 50-482 Q 

8412210274 8412210269 84/11/27 50-334 Q 

8412210275 8412210272 84/06/20 FOIA 

8412210276 8412210272 84/06/20 50-352 A 

8412210279 8412210277 84/11/28 50-322 Q 

8412210281 8412210280 84/12/15 50-338 Q 

8412210282 8412210280 84/12/15 50-338 0 

8412210285 8412210284 84/12/04 50-336 P 

8412210286 8412210284 84/12/04 50-336 P 

8412210287 8412210284 84/12/04 50-336 P 

8412210299 8412210296 84/12/19 50-320 G 

8412210300 8412210298 84/12/04 CONTRACT 

8412210310 8412210307 84/11/28 50-352 F 

8412210320 8412210318 84/12/04 50-341 Q 

8412210323 8412210318 84/12/04 50-341 Q 

8412210326 9412210325 84/11/26 50-409 Q 

8412210327 8412210325 84/11/26 50-409 Q 

8412210336 8412210332 84/12/13 50-440 A 

8412210343 8412210341 84/11/16 50-352 F 

8412240016 8412240012 84/12/17 TOPREP 

8412240031 8412240027 84/11/27 50-213 Q 

8412240048 8412240045 84/12/13 50-461 F 

8412240050 8412240045 84/12/13 50-461 F 

8412240051 8412240041 84/12/04 STATE PROG 

8412240136 8412240135 84/12/07 50-445 Q 

8412240138 8412240135 84/12/07 50-445 Q 

8412240141 8412240135 84/12/07 50-445 Q 

8412240144 8412240135 84/12/07 50-445 Q 

8412260005 8412260004 84/12/17 70-698 

8412260024 8412260019 84/11/30 50-220 Q 

8412260032 8412260029 84/11/30 50-247 Q 

8412260034 8412260033 84/11/14 50-266 V 

8412260038 8412260036 84/12/05 40-8681 

8412260039 8412260035 84/10/16 70-143 

8412260050 8412260045 84/12/07 50-354 Q 

8412260053 8412260051 84/12/07 50-470 Q 

8412260056 8412260047 84/10/19 70-1151 

8412260059 8412260054 84/12/07 50-322 P 

8412260064 8412260054 84/12/07 50-322 P 

8412260067 8412260054 84/12/07 50-322 P 

8412260073 8412260070 84/11/15 70-1151 
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ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGCKY 


8412260082 8412260079 

8412260083 8412260081 

8412260096 8412260093 

0412260098 8412260097 

0412260100 8412260092 

8412260101 8412260099 

0412260102 8412260065 

8412260104 8412260099 

0412260106 8412260099 

8412260108 8412260105 

9412260110 8412260105 

B412260114 8412260105 

0412260115 8412260113 

0412260117 0412260111 

0412260110 8412260105 


84/11/23 

70-1201 


04/06/14 

FOIA 


84/12/04 

50-312 

P 

84/12/05 

50-263 

P 

84/06/14 

50-387 

Q 

84/12/19 

50-388 

P 

84/06/20 

50-272 

S 

84/12/19 

50-388 

P 

84/12/19 

50-388 

P 

84/12/04 

50-395 

Q 

84/12/04 

50-395 

Q 

84/12/04 

50-395 

Q 

84/12/12 

40-6622 


84/07/27 

50-289 

P 

84/ 12/04 

50-395 

Q 


0412260122 

0412260126 

0412260129 

8412260130 

0412260133 


84122601 13 
8412260121 
8412260121 
8412260121 
8412260121 


84/12/12 40-6622 

84/11/20 50-416 

84/11/20 50-416 

84/11/20 50-416 

84/11/20 50-416 


0412260142 

0412260146 

0412260148 

8412260150 

8412260151 


8412260107 84/06/25 50-416 
8412260136 84/12/12 50-302 
8412260136 84/12/12 50-302 
8412260136 84/12/12 50-302 
0412260143 84/07/10 50-447 


0412260155 
04 12260160 
04 12260 162 
8412260164 
8412260171 


8412260136 84/12/12 50-302 

8412260159 84/11/30 40-8584 

8412260159 84/11/30 40-8584 

8412260143 84/07/10 50-447 

8412260168 84/12/19 50-320 


B412260174 

8412260176 

0412260178 

0412260180 

0412260182 


8412240079 

8412260168 

8412240079 

8412260168 

8412260168 


84/12/18 PT21 
84/12/19 50-320 

84/12/18 PT21 
84/12/19 50-320 

84/12/19 50-320 


0412260183 

8412260184 

8412260185 

8412260186 

8412260188 


8412240079 84/12/10 PT21 

8412260179 84/06/18 FQIA 

8412260168 84/12/19 50-320 

8412240079 84/12/18 PT21 

8412260179 84/06/18 FOIA 


8412260191 8412260179 84/06/18 
8412260194 8412260179 84/06/18 
8412260199 8412260179 84/06/18 
8412260201 8412260179 84/06/18 
8412260204 8412260179 84/06/18 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


84 12260207 
8412260210 
8412260211 
8412260212 
8412260214 


0412260179 

8412260179 

8412260209 

0412260203 

8412260179 


84/06/18 FOIA 
84/06/18 FOIA 
84/06/26 FOIA 
84/12/07 50-315 

84/06/18 FOIA 


8412260217 

8412260222 

8412260229 

8412260231 

8412260232 


8412260203 

8412260203 

8412260226 

8412260228 

8412260230 


84/12/07 

84/12/07 

84/12/19 

84/11/27 

84/12/12 


50-315 

50-315 

70-27 

70-698 

50-312 


8412260242 

8412260245 

8412260247 

8412260250 

8412260251 


841 2260239 84/12/20 
8412260240 84/12/20 
8412260244 84/12/18 
041 2260246 84/12/20 
8412260179 84/06/18 


50-250 

50-275 

50-344 

27-48 

FOIA 


8412260253 

8412260257 

8412260258 

8412260259 

8412260260 


8412260179 

8412260252 

8412260179 

8412260254 

8412260256 


84/06/18 

84/12/13 

84/06/18 

84/12/21 

84/12/14 


0412260264 
84 1 2260268 
8412260270 
8412260271 
8412260275 


8412260179 84/06/18 
8412260179 84/06/18 
8412260263 84/12/21 
B412260179 84/06/18 
8412260179 84/06/18 


84 1 2260200 
0412260281 
8412260203 
0412260284 
8412260286 


8412260277 84/12/19 
8412260179 84/06/18 
8412260276 84/12/19 
8412260179 84/06/18 
8412260179 04/06/18 


S4 12260287 
8412260289 
04 1 2260291 
8412260294 
84 1 2260296 


8412260277 

0412260179 

8412260288 

8412260179 

8412260179 


84/12/19 

84/06/18 

04/12/14 

04/06/18 

84/06/18 


FOIA 

50-334 

FOIA 

50-413 

50-271 

FOIA 

FOIA 

50-387 

FOIA 

FOIA 

50-302 

FOIA 

50-320 

FOIA 

FOIA 

50-302 

FOIA 

50-321 

FOIA 

FOIA 


Q 

Q 

Q 

Q 

S 

Q 

Q 

Q 

A 

Q 


P 


S 


S 

S 


P 

P 

F 

P 


X 


P 

P 


P 


P 

P 


P 

S 


8412260301 

8412260303 

8412260304 

8412260306 

8412260307 

8412260308 

8412260310 

8412260313 

8412260317 

8412260319 

8412260320 

8412260322 

8412260323 

8412260324 

8412260326 

8412260328 

8412260329 

8412260330 

8412260332 

8412260334 

8412260336 

8412260338 

8412260339 

8412260357 

8412260358 

8412260397 

8412260398 

8412260401 

8412260402 

8412260415 

8412260417 

8412260422 

8412260423 

8412260424 

8412260426 

8412260427 

8412260430 

8412260432 

8412260433 

8412260437 

8412260440 

8412260445 

8412260448 

8412260458 

8412260473 

8412260474 

8412260477 

8412260478 

8412260479 

8412260480 

8412270011 

8412270039 

8412270043 

8412270048 

8412270053 

8412270065 

8412270073 

8412270097 

8412270104 

8412270110 

8412270119 

8412270124 

8412270130 

8412270150 

8412270152 

8412270160 

0412270164 

8412270178 

8412270183 

8412270189 

8412270194 

8412270195 

8412270198 

8412270211 

8412270213 

8412270215 

8412270216 

8412270219 

8412270227 

8412270228 


8412260179 

8412260299 

8412260179 

8412260179 

8412260305 

8412260179 

8412260179 

8412260179 

8412260179 

8412260179 

8412260179 

8412260179 

8412260321 

8412260179 

8412260179 

8412260179 

8412260327 

8412260179 

8412260179 

8412260179 

8412260179 

8412260179 

8412260331 

8412270035 

8412260356 

8412260395 

8412260395 

8412260395 

8412260395 

8412260413 

8412260413 

8412260419 

8412260418 

8412260421 

8412260418 

8412260419 

8412260429 

8412260419 

8412260429 

8412260419 

8412260419 

8412260419 

8412260419 

8412260456 

8412260472 

8412260472 

8412260476 

8412260476 

8412260476 

8412260476 

8412270010 

8412270035 

8412270035 

8412270045 

8412270045 

8412270051 

8412270063 

8412270090 

8412270090 

8412270098 

8412270116 

8412270116 

8412270129 

8412270147 

8412270151 

8412270155 

8412270155 

8412270171 

8412270175 

8412270175 

8412270188 

8412270175 

8412270182 

8412270203 

8412270202 

8412270210 

8412270203 

8412270202 

8412270220 

8412270202 


84/06/18 

84/12/13 

84/06/18 

84/06/lB 

84/12/20 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/12/21 

84/06/18 

84/06/18 

84/06/18 

84/12/20 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/06/18 

84/12/05 

84/12/06 

84/12/18 

84/12/10 

84/12/10 

84/12/10 

84/12/10 

84/12/21 

84/12/21 

84/12/21 

84/11/27 

84/12/21 

84/11/27 

94/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/04/20 

84/04/20 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/12/24 

84/12/06 

84/12/06 

84/12/17 

84/12/17 

84/12/04 

84/11/28 

84/12/17 

84/12/17 

84/12/20 

84/12/20 

84/12/20 

84/11/21 

84/12/20 

84/12/18 

84/12/18 

84/12/18 

84/12/06 

84/12/21 

84/12/21 

84/12/21 

84/12/21 

84/11/30 

84/12/06 

84/12/14 

84/12/20 

84/12/06 

84/12/14 

84/12/20 

84/12/14 


FOIA 

50-250 P 
FOIA 
FOIA 
70-25 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-312 P 

FOIA 

FOIA 


FOIA 

50-344 P 
FOIA 
FOIA 
FOIA 


FOIA 

FOIA 

50-461 A 
50-413 P 
TOPREP 

50-285 R 
50-285 R 
50-285 R 
50-285 R 
50-400 G 

50-400 G 
50-413 G 
40-7455 
50-354 G 
40-7455 

50-413 G 
50-400 G 
50-413 G 
50-400 G 
50-413 G 

50-413 G 
50-413 0 

50-413 0 

50-400 G 
50-341 F 

50-341 F 
50-400 e 
50-400 G 
50-400 G 
50-400 G 

50-352 G 
50-413 P 
50-413 P 
GEN TEC IS 
gen TEC IS 

70-1113 
70-1308 
70-1113 
70-1113 
50-29S Q 

50-458 Q 
50-458 0 

40-8724 
50-323 A 
50-445 F 

50-388 0 

50-388 0 

50-320 0 

50-282 P 
50-282 P 

TOPREP 
50-282 P 
50-333 Q 
50-220 Q 
50-395 P 

50-305 P 
50-220 Q 
50-395 P 
50-397 P 
50-395 P 



CROSS REFEREMCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 




B4 12270474 8412270472 
8412270478 8412270452 
8412270480 8412270469 
8412270484 8412270479 
8412270490 8412270469 

8412270492 8412270459 
8412270494 8412270469 
8412270496 8412270459 
8412270503 8412270459 
84 12270506 8412270469 

8412270512 8412270507 
8412270539 8412270530 
84 12270542 8412270535 
8412270544 8412270530 
8412270547 8412270540 

8412270548 8412270530 
8412270555 8412270530 
S4 12270580 8412270577 
8412270588 8412270584 
8412270594 8412270590 


84/12/03 50-247 Q 
84/11/16 50-280 Q 
84/11/21 50-259 Q 
84/12/07 50-247 Q 
84/11/21 50-259 Q 

84/12/03 50-250 Q 
84/11/21 50-259 Q 
84/12/03 50-250 Q 
84/12/03 50-250 Q 
84/11/21 50-259 Q 

84/12/03 50-313 P 
84/11/28 50-321 Q 
84/10/19 50-424 Q 
84/11/28 50-321 Q 
84/11/13 70-3011 

84/11/28 50-321 Q 
84/11/28 50-321 Q 
84/11/20 50-250 Q 
84/11/20 50-335 Q 
84/11/08 50-413 Q 


ACCESSION NUMBER 


ENCLOSURE 


8412270601 
8412270607 
8412270613 
84 122706 19 
8412270628 

8412280008 

8412280011 

8412280015 

8412280016 

8412280019 

8412280045 

8412280048 

8412280052 

8412280059 

3412280064 

8412280066 

8412280072 

8412280073 

8412280074 

8412280076 

8412280081 

8412280084 

8412280090 

8412280093 

8412280096 

8412280098 

8412280101 

8412280102 

8412280109 

8412280113 

8412280117 

8412280118 

8412280127 

8412280129 

8412280131 

8412280133 

8412280134 

8412280144 

8412280145 

8412280146 

8412280149 

8412280160 

8412280164 

8412280168 

8412280176 

84 12280 183 
8412280184 
84 12280 186 
8412280187 
8412280188 


PRINCIPAL 

DOCUMENT 


8412270598 

8412270605 

8412270610 

8412270614 

8412270627 

84 1 2280006 
8412280007 
8412280010 
8412280007 
8412280012 

8412280041 

8412280030 

8412280030 

8412280053 

8412280055 

8412280057 

8412280070 

8412280053 

8412280067 

8412280071 

8412280077 

8412280079 

8412280083 

8412280088 

8412280085 

8412280088 

8412280088 

8412280095 

8412280061 

8412280088 

8412280112 

8412280061 

8412280061 

8412280120 

8412280123 

8412280061 

8412280122 

8412280138 

8412280061 

8412280142 

8412280123 

8412280155 

8412280123 

8412280155 

8412280123 

8412280169 

8412280182 

8412280178 

8412280181 

8412280182 


DATE 

ISSUED 


84/11/20 
84/11/07 
84/12/19 
84/11/15 
84/11 /23 

84/12/21 

84/12/21 

84/12/24 

84/12/21 

84/12/21 

84/11/08 

84/11/29 

84/11/29 

84/12/19 

84/11/21 

84/11/20 

84/10/16 

84/12/19 

84/12/13 

84/11/01 

84/12/21 

84/12/10 

84/12/21 

84/12/12 

84/12/07 

84/12/12 

84/12/12 

84/12/21 

84/06/01 

84/12/12 

84/12/21 

84/06/01 

84/06/01 

84/11/23 

84/10/31 

84/06/01 

84/12/21 

84/12/24 

84/06/01 

84/12/26 

84/10/31 

84/04/06 

84/10/31 

84/04/06 

84/10/31 

84/11/20 

84/12/18 

84/11/01 

84/11/26 

84/12/18 


SUBJECT 

CATEGORY 


50-327 Q 
50-424 Q 
50-424 G 
50-335 Q 
50-324 Q 

50-271 Q 
50-423 Q 
50-309 P 
50-423 Q 
50-323 A 

70-1201 
50-344 P 
50-344 P 
50-440 A 
50-348 Q 

50-321 Q 
50-348 Q 
50-440 A 
PRM 

50-400 Q 

50-498 C 
50-369 P 
50-213 Q 
50-438 Q 
50-528 Q 

50-438 Q 
50-438 Q 
50-271 Q 
50-338 Q 
50-438 Q 

50-289 P 
50-338 Q 
50-338 Q 
50-324 Q 
50-390 Q 

50-338 Q 
50-245 Q 
50-219 P 
50-338 Q 
50-528 A 

50-390 Q 
50-261 Q 
50-390 Q 
50-261 Q 
50-390 Q 

50-395 Q 
50-382 P 
50-261 Q 
50-390 Q 
50-382 P 


8412280189 8412280180 
8412280194 8412280182 
8412280199 8412280191 
8412280200 8412280182 
8412280202 8412280197 

8412280203 8412280192 
8412280204 8412280198 
8412280205 8412280182 
8412280207 8412280192 
8412280209 8412280197 

8412280210 8412280208 
8412280212 8412280192 
8412280215 8412280197 
8412280216 8412280192 
8412280217 8412280214 

0412280221 8412280192 
8412280222 8412280197 
8412280225 8412280220 
84 12280226 8412280218 
8412280227 8412280197 

8412280229 8412280192 
8412280230 8412280213 
8412280232 8412280197 
8412280233 8412280228 
8412280234 8412280197 

8412280235 84 12230231 
8412280237 8412280197 
8412280238 8412280236 
8412280241 8412280239 
8412280245 8412280244 


84/09/13 50-259 Q 
84/12/18 50-382 P 
84/12/06 50-275 Q 
84/12/18 50-382 P 
84/09/25 50-390 Q 

84/04/06 50-250 Q 
84/11/14 50-416 Q 
84/12/18 50-382 P 
84/04/06 50-250 Q 
84/09/25 50-390 Q 

84/12/07 50-321 P 
84/04/06 50-250 Q 
84/09/25 50-390 Q 
84/04/06 50-250 Q 
84/12/06 50-269 F 

84/04/06 50-250 Q 
84/09/25 50-390 Q 
84/11/06 50-395 Q 
84/06/08 50-369 Q 
84/09/25 50-390 Q 

84/04/06 50-250 Q 
84/12/06 50-390 Q 
84/09/25 50-390 Q 
84/11/01 50-413 Q 
84/09/25 50-390 Q 

84/11/09 50-413 Q 
84/09/25 50-390 Q 
04/11/19 50-413 Q 
84/11/01 50-321 Q 
84/11/01 50-327 Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


577 


SION NUMBER 


ACCESSION NUMBER 


E 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOCWY 




— — 


— 

155 

8412280251 

84/12/04 

50-259 

Q 

156 

8412280253 

84/11/23 

50-414 

Q 

158 

8412280251 

84/12/04 

50-259 

Q 

160 

8412280259 

84/12/12 

50-395 

Q 

161 

0412280251 

84/12/04 

50-259 

Q 

162 

8412280259 

84/12/12 

50-395 

Q 

!63 

8412280259 

84/12/12 

50-395 

Q 

164 

8412280251 

84/12/04 

50-259 

Q 

>68 

8412280259 

84/12/12 

50-395 

Q 

>69 

8412280251 

84/12/04 

50-259 

Q 

>70 

8412280266 

84/11/06 

50-259 

Q 

Z73 

8412280251 

84/12/04 

50-259 

0 

282 

8412280278 

84/03/16 

50-250 

Q 

286 

8412280279 

83/12/30 

50-369 

Q 

287 

8412280278 

84/03/16 

50-250 

0 

290 

8412280279 

83/12/30 

50-369 

Q 

292 

8412280278 

84/03/16 

50-250 

Q 

294 

8412280279 

83/12/30 

50-369 

Q 

297 

8412280278 

84/03/16 

50-250 

Q 

299 

8412280279 

83/12/30 

50-369 

Q 

300 

8412280278 

84/03/16 

50-250 

Q 

305 

8412280278 

84/03/16 

50-250 

Q 

320 

8412280309 

84/11/21 

50-259 

Q 

335 

8412280328 

84/11/20 

50-261 

Q 

342 

8412280326 

84/11/23 

50-338 

Q 

347 

8412280326 

84/11/23 

50-338 

Q 

349 

8412280339 

84/11/08 

50-324 

Q 

354 

8412280345 

84/12/04 

50-390 

Q 

356 

8412280326 

84/11/23 

50-338 

Q 

357 

8412280352 

84/12/17 

50-13 

P 

360 

8412280345 

84/12/04 

50-390 

Q 

362 

8412280352 

84/12/17 

50-13 

P 

363 

8412280359 

84/11/13 

50-250 

Q 

364 

8412280352 

84/12/17 

50-13 

P 

368 

8412280326 

84/11/23 

50-338 

Q 

369 

8412280345 

84/12/04 

50-390 

Q 

371 

8412280352 

84/12/17 

50-13 

P 

374 

8412280359 

84/11/13 

50-250 

Q 

377 

8412280359 

84/11/13 

50-250 

Q 

379 

8412280345 

84/12/04 

50-390 

0 

i385 

8412280359 

84/11/13 

50-250 

Q 

1387 

8412280376 

84/12/04 

50-424 

Q 

1388 

8412280382 

84/12/18 

50-133 

T 

1392 

8412280380 

84/04/06 

50-250 

Q 

1394 

8412280376 

84/12/04 

50-424 

Q 

1399 

8412280376 

84/12/04 

50-424 

Q 

)401 

8412280359 

84/11/13 

50-250 

Q 

>404 

8412280376 

84/12/04 

50-424 

Q 

>405 

8412280397 

84/11/09 

50-416 

Q 

>408 

8412280380 

84/04/06 

50-250 

Q 

>413 

8412280380 

84/04/06 

50-250 

Q 

>417 

8412280410 

84/11/15 

50-327 

Q 

>421 

8412280380 

84/04/06 

50-250 

0 

>422 

8412280411 

84/12/17 

MISC 


>428 

8412280411 

84/12/17 

MISC 


>431 

8412280424 

84/11/30 

50-369 

Q 

>434 

8412280430 

84/12/18 

50-364 

P 

>436 

8412280424 

84/11/30 

50-369 

Q 

>441 

8412280424 

84/11/30 

50-369 

Q 

>450 

8412280424 

84/11/30 

50-369 

0 

>451 

8412280449 

84/12/18 

50-445 

H 

>457 

8412280452 

84/12/11 

COMMISSION 

>462 

8412280459 

84/11/29 

50-275 

F 

0465 

8412280452 

84/12/11 

COMMISSION 

0481 

8412280476 

84/10/19 

50-369 

Q 

0490 

8412280485 

84/12/04 

50-321 

Q 

0494 

8412280492 

84/11/16 

50-483 

Q 

0508 

8412280507 

84/12/13 

50-348 

P 

0007 

8412310005 

84/11/28 

70-1201 


0009 

8412310005 

84/11/28 

70-1201 


0010 

8412310005 

84/11/28 

70-1201 


0012 

8412310005 

84/11/28 

70-1201 


0013 

8412310011 

84/12/11 

50-423 

A 

0025 

8412310022 

84/11/26 

50-482 

Q 

0028 

8412310024 

83/07/22 

50-369 

Q 

0033 

8412310024 

83/07/22 

50-369 

0 

0036 

8412310032 

84/12/19 

50-482 

0 

0037 

8412310024 

83/07/22 

50-369 

Q 

0044 

8412310024 

83/07/22 

50-369 

Q 

0052 

8412310048 

84/12/13 

XPORTLIC 


ENCLOSURE 


8412310055 

8412310060 

8412310062 

8412310070 

8412310095 

8412310107 

8412310110 

8412310130 

8412310148 

8412310155 

8412310169 

8412310170 

8412310172 

8412310181 

8412310193 

8412310195 

8412310199 

8412310200 

8412310205 

8412310207 

8412310208 

8412310210 

8412310211 

8412310212 

8412310213 

8412310217 

8412310221 

8412310225 

8412310231 

8412310232 

8412310235 

8412310239 

8412310241 

8412310246 

8412310250 

8412310255 

8412310259 

8412310260 

8412310262 

8412310264 

8412310265 

8412310266 

8412310268 

8412310273 

8412310276 

8412310277 

8412310278 

8412310281 

8412310282 

8412310283 

8412310286 

8412310297 

8412310307 

8412310325 

8412310331 

8412310336 

8412310339 

8412310356 

8412310361 

8412310362 

8412310363 

8412310365 

8412310366 

8412310371 

8412310385 

8412310391 

8412310399 

8412310400 

8412310406 

8412310417 

8412310430 

8412310434 

8412310437 

8412310443 

8412310446 

8412310454 

8412310459 

8412310460 

8412310463 

8412310468 


PRINCIPAL 

DOCUMENT 

8412310051 

8412310051 

8412310051 

8412310051 

8412310085 

8412310103 

8412310103 

8412310126 

8412310142 

8412310147 

8412310162 

8412310164 

8412310164 

8412310178 

8412310189 

8412310190 

8412310190 

8412310197 

8412310203 

8412310190 

8412310202 

8412310203 

8412310190 

8412310203 

8412310206 

8412310190 

8412310206 

8412310206 

8412310226 

8412310206 

8412310229 

8412310229 

8412310219 

8412310229 

8412310229 

8412310229 

8412310251 

8412310229 

8412310251 

8412310253 

8412310229 

8412310251 

8412310263 

8412310251 

8412310270 

8412310269 

8412310274 

8412310275 

8412310269 

8412310280 

8412310279 

8412310292 

8412310302 

8412310322 

8311080619 

8311080619 

8412310326 

8412310353 

8412310360 

8412310358 

8412310335 

8412310335 

8412310364 

8412310369 

8412310382 

8412310388 

8412310396 

8412310397 

8412310401 

8412310411 


DATE 

ISSUED 

84/12/07 

84/12/07 

84/12/07 

84/12/07 

84/12/07 

84/12/27 

84/12/27 

84/12/19 

84/12/27 

84/11/08 

84/11/13 

84/12/19 

84/12/19 

84/11/28 

84/12/21 

84/12/21 

84/12/21 

84/12/28 

84/12/11 

84/12/21 

84/12/18 

84/12/11 

84/12/21 

84/12/11 

84/12/10 

84/12/21 

84/12/10 

84/12/10 

84/09/18 

84/12/10 

84/12/21 

84/12/21 

84/11/30 

84/12/21 

84/12/21 

84/12/21 

84/11/23 

84/12/21 

84/11/23 

84/12/24 

84/12/21 

84/11/23 

84/12/18 

84/11/23 

84/12/24 

84/12/21 

84/12/11 

84/12/10 

84/12/21 

84/12/21 

84/12/13 

84/12/24 

84/12/21 

84/12/26 

83/08/15 

83/08/15 

84/12/26 

84/12/27 

84/11/28 

84/11/28 

84/12/07 

84/12/07 

84/12/17 

84/12/06 

84/12/20 

84/11/23 

84/12/14 

84/12/17 

84/12/06 

84/11/09 

84/12/03 

84/12/03 

84/12/03 

84/12/10 

84/12/03 

84/12/07 

84/12/07 

84/12/06 

84/12/06 

84/12/11 


SUBJECT 

CATEGORY 

50-327 Q 
50-327 Q 
50-327 0 

50-327 Q 
50-331 P 

50-219 P 
50-219 P 
50-388 Q 
50-382 G 
CONTRACT 

50-390 Q 
50-445 G 
50-445 G 
50-346 P 
50-329 G 

50-413 G 
50-413 G 
50-482 K 
50-400 G 
50-413 G 

50-275 R 
50-400 G 
50-413 G 
50-400 G 
50-416 Q 

50-413 G 
50-416 Q 
50-416 Q 
50-395 Q 
50-416 Q 

50-382 G 
50-382 0 

50-10 F 
50-382 G 
50-382 G 

50-382 G 
50-302 Q 
50-382 0 

50-302 Q 
50-456 0 

50-382 G 
50-302 Q 
CONTRACT 
50-302 Q 
50-263 Q 

50-482 A 
CONTRACT 
50-528 Q 
50-482 A 
50-368 P 

50-528 S 
50-440 V 
50-324 P 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. application/construction stage documents and correspondence 

This category follows the application from submission to the day preceding the issuance of an oper 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

l.S. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1 . Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



TraiiMiunal and acknow ledacinon i ieiieis. 

4. Certiiicalc.s ot' seivicc U) ihe PSAR. 


C UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other eiiviromneiilal documents and 
correspondence are filed in Categories A. D. M. P or R. 

1. Environmental Report (ER( submitted by ibe uiilitv. 

2. Amendments and supplements trr the ER. 
e. Transmittal and acknowledgenient letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items I and 2. 

7. Correspondence relating to the review of ER, 

8. Meeting announcements or reports of, meetings where the primary subject of discussion is the 

c R. 


D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES) 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A. C. M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC, 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, stale and local government agencies. 

5. Transmittal and ackiK)wledgement lettuis. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of lIc■n^ I and 2. 

9. Site visits to obtain information for DI-.S o' El .S, 

10. Meeting announcements or reports ul mcclin,. where the primary subject of discussion is the 
ULS or FhS. 


E. NRC SAFETY EVALUATION REPORT (SER). SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to ttic items listed below. Other documents dealing with safety 
related issues are tiled in categories A. P or W. depending on the phase of the licensing process. 
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1. Safely l^vakiaiioii Report (StRl prepared by the NR(' (torincrly called NRC-AHC Hazard 
Analysis Report). 

2. Supplenients to SER. 

2. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

(). Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Inforn-iation submitted as part of the PSAR 
or FSAR is excluded. 

1 . Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except tor transcripts, 
briefings and testimony, which are filed in category T. 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 

hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 

are included. 

1. Cliange of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC rec^utsts to applicant for additional copies of documents. 

Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters ot support, coni;ern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 


I. FINANCIAL INFORMATION 


This category contains all financial information e.xcept that submitted as part of the application 
Its amendments or relating to the imposition of civil penalties 


Company annual reports. 


2. Separately submitted financial information and related correspondence. 


J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

-T Other correspondence regarding indemnity and insurance matters. 


K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

Tim c^egory is strictly limited to the items listed below. All related correspondence falls in category 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting ot a con- 
struction permit. 

1. Limited Wrirk Authori/.ations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LW'A s. 


M. .ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘dnformation Requested by the Attorney General for Antitrust Review'’. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except lor hearing transciipts, testimony and brief- 
ings. which are filed in category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts ot hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in categoiy M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of tlie Application/Construction Stage (category A) tile tor geneial 
technical items dated from the issuance of the operating license to the application lor termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Backup technical documents (e.g.. topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
tx) technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Coriespondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Coriespondence relating to NRC s Systematic Evaluation Program (SEP). 

11. Owner s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters higlilighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 


3. 

4. 

5. 

6 . 

7. 

8 . 


INSPECTION REPORTS; IE BULLETINS. CIRCULARS AND INFORMATION NOTICES 
CIVIL PENALTIES AND RELATED CORRESPONDENCE INUHLES. 

Inspection reports. 

IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Informatioi 

Notices. 

Responses by applicant to IE correspondence. 

Applicant’s determination of proprietary nature of inspection reports. 

Letters concerning areas of noncompliance. 

Pre-service and in-service inspections and procedures. 

Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 


A-6 



R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tliis category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 



U. CONGRESSIONAL/EXECUTiVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 . Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


w. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This nie assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination ot the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan 

Dismantling Plan. Environmental Report on Dismantling, Safely Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 


Hiis category contains items related to the 


onsite storage ot low-level radioactive wastes 


generated 


onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number For in<;t^ii *• 
r.a«o, siK. .he .aaorie.ed Docke.-SO n„n,ber wiU al» be Id.n.lfed ‘ 

site.) installations may be on a reactor site or at a separate 


2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 
lOCFR - Commission Meeting Records 

This category contains docunientation pertaining to open and closed Commission meetings. It 
includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of Genera! Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of - 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part ^), 
the Sunshine Act, and Commission policies. 

6. Fnclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence, 

7. Staff requirements memoranda for open meetings: memoranda to record: record of votes of 
Commissioners on items under consideration at meetings. 

ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. • ACRS meeting announcements: description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of aU NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 

COMMISSION — NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 

the Of lice ol the Coniniissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SKCY series number) prepared by the Executive Director for 
Operations (EDO) lor the Commissioners, providing a summary of key events and items of 
interest undertaken by individual stall and program offices. 

NOTH: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a ShCY series designation prepared for Commission review, see SECY category. 

CONTRACT — NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: ^ ^ 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notiiications of contract execution, specifying contract number, project title, contractor 
name, contract type, 1 unding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

disclosure - Financial Disclosure Information 

information in accordance with the Ethics in Government 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisiot.s of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
tor last two digits ot the year numerical sequence) for NRC records made in accordance 
With the piovisions ol the Freedom ol Information Act. 

Co,„,p„„de„ce belwten ,l,e NRC and the request., rele«,n, to the processing appeal 

denial or granting ol an FOIA request. ^ ’ 


3. 


Recoids or poitions ol records released in response to specific requests made under FQIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues ot a generic nature that 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects ol issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 

technical issues. 

I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office ot 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications ol events (PNOs). 

1 . l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

T l&E Information Notices, which are similar to circulars but are preliminary in nature and 

issued shortly aftei an event has occurred. 

i;. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result ol this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE; For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1 . These reports are normally final work products and are characterized by the following criteria 

a. They are predecisional documents which present information to be consideied in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members ot the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content ot 
the reports. 
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ORG - Correspondence with Other Orpnlzafions 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International .Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
01 the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

Comments statements, information, opinions or arguments on the proposed change to a part 
01 the Code of Federal Regulations, Title 10. 

Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. ^ 


3. 


4. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are; 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Coirespondence between NRC and the petitioner regarding the status and substance oi the 

petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 

others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

Thk rateaorv contains records pertaining to two classes of projects; (1) commercial nuclear power 

plants for which NRC has full licensing responsibilities; and (2) government-owne 

NRC p^ils ,.chm=al exp., .is. .nd occsion.l ...l.w, Bo.h classes a.e ,d.n..f,.d w..h a P 

prefix, followed by a series of numbers. 


1. “Pre-docketed" commercial nuclear power plants 


This ca..go,y contains all if 

ri:r'’r„:r::rfas“:fd fZ':, nr.nnT.’ :nL..d .» do... so ...... 

These documen.. a,, g.onp.d ..ge.lter 1 " ...ego.l.s^ designated by , alphabe.i. cha.ae.e.s. These a,. 
Ua. same categories as those used for *e Doeke. 50 series. 

A. Application/Construction Stage 


1. Application submitted by the utility. 


Meeting notices, summaries and correspondence discussing the contpleteness and 

adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 


B. Utility PSAR and Amendments 

1 , PSARs submitted by the utility. 

2. Ajnendments and changes to the PS 


G. 


Transmittal letters. 


4. Letters acknowledging receipt of the PSAR. 
Adjudicatory Correspondence 

,. Motions, briefs, orders, e, rrf. pertaining <° 


-hearing conferences, if any. 


M. 


Antitrust Correspondence 

1. Submittals and related material pertaining 


to the antitrust review. 
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Q. Inspection Reports 

1- Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 
Government-owned reactors 


Meeting summaries and technical correspondence between NRC and other government technical ner 
sonnel ,ela..d ,es, cri.K.I =xp„ime„,s, and DOD ,a.c,o,a on Lvy " 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Pari 21 of Title 
Regulations and include; 


10 of the Code of Federal 


1 . 

1 


Reports by firms involved in the nuclear industry concerning noncompliance with NRC 
lations or the existence of defects which could create a substantial safety hazard. 


regu- 


Correspondence 

defects. 


pertaining to the NRC review of reports to assess the possibility of generic 


3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-uo 
correspondence. Each vendor facility is assigned a docket number and I part of ^he QAQqQ series. 

Vendors are defined here as companies, both U.S. and foreign that are enaaoert in .n. a • 
manufacture of nuclear components for plants licensed by NRC QA comprises all those^^'f" ^ 

and systematic actions necessary to provide adequate confide^"' th^^^Zctur"^ ^ of cTr^ 

sz rfo"CTRr,"5VA 

^ Appendix B, vendor QA topical reports, and the PSAR and FSAR 

submitted by utilities for specific facilities. Documents in this category include: 

NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites Inspec- 

ons may cover the design, fabrication, construction and testing of structural systems and 
components. duu 

Notices of deviations. 


I. 


3. 


REGGD — Regulatory Guides 

ZoSZ m regulatory guides issued by the Commission and related cor- 

pondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1 . Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports, for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research- Information Letters (RILs) transmitting the documented results from com- 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


review grp - NRC Research Review Groups 
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major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 

include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE; For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 


This category contains records that pertain to the Commission’s activities and interaction with State 
governments, ^eas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiologicai emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. -cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the actmties of the NRC 
Division of Waste Management. Each topic has been assigned a number, 

by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level ^ 

geologic repositories. This category will be enlarged later to include records dealing with low-le 
waste issues and tasks. The documents in this category are: 


1 Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC — Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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